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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories arc: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. h RC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. N RC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite iow-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents In that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 


1 . 


2 . 

3. 

4. 


5. 

6 . 


7. 


8 . 

9. 


10 . 


11 . 


12 . 


(T^ P. Operating license stage documents & correspondence 

@ o 

§203090028 Responds to 820201 Ur requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 8205 10. 

Q MILLS, L.M. @ Tennessee Valley Authority. (7) 82/03/04, (T) VASSALLO, D.B. 
^^ixirating Reactors Branch 2, Jp. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. i + 4 ^ 


© 


t ^ 

© © 
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NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindtvidual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry maybe “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 
ACRS — Advisory Committee on Reactor Safeguards 
COMMISSION ~ NRC Commissioners 
roMTRACT -- NRC Contracts and Modifications 
.OSURE— Financial Disclosure Information 

'freedom of Information Act Requests and Releases 
HIIS — Generic Technical Issues 
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I&E ~ Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG ~ Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOP REP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 



NUREG— NUREG Reports and Related Correspondence 



8203090207 NUREG/CR-1672 V02 

i RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 


^ I IN GEOLOGIC MEDIA. Technical Review of Documents 
^ NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
^NUREG/CR-1608. — — (J 

(^STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 
^^FIN B-6694. SA I -262-81 -PA. 82/02/28. Division of Risk Analysis. 

123 p. Available at NRC. 
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1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal authorfs). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonirtdividual source. 

7. Contract or financial (FIN) number (if any). If the document has a sceondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. . . 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 


vii 



14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order, 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication arc as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1.00 per squarfrfoot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8064 

Exxon Minerals Co. USA, Houston, TX 

7 

27-039 

Sheffield, IL, U.S. Ecology, Inc 

1 

40-8084 

Rio Algom Corp,, Moab, UT 

7 

27-048 

Richland, WA, U.S. Ecology, Inc. 

1 

40-8102 

Exxon Co. USA, Houston, TX 

7 




40-8137 

Pacific Technical Corp. , Santa Barbara, CA 

7 




40-8202 

Battelle Memorial Institute, Columbus, OH 

7 

Domestic Licensing of Source Material — Docket 40 








40-8348 

Minerals Exploration Co., Los Angeles, CA 

8 

40-0086 

W. R. Grace & Co., Pompton Plains, NJ 

1 

40-8380 

Rocky Mountain Energy Co., 


40-0215 

S. F. Applicance, Ltd., Morris, IL 

1 


Broomfield, CO 

8 

40-0229 

Union Carbide Corp., Riverton, WY 

1 

40-8406 

Pcsses Co,, Solon, OH 

8 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8452 

Bear Creek Uranium Co., Casper, WY 

8 

404)672 

Nuclear Metals, Inc,, Concord, MA 

2 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

8 

40-1162 

Western Nuclear, Inc,, Jeffrey City, WY 

4 

40-8550 

Holmes & Narver, Inc., Anaheim, CA 

8 

40-1341 

Tennessee Valley Authority, 


40-8584 

Minerals Exploration Co., Los Angeles, CA 

8 


Chattanooga, TN 

5 

40-8602 

Silver King Mines, Inc., Casper, WY 

8 

40-1478 

Spencer Chemical Co,, Kansas City, MO 

5 

40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 

8 

40-2061 

Kerr-McGee Chemical Corp., 






Oklahoma City, OK 

5 

40-8675 

Energy Fuels Nuclear, Inc., Denver, CO 

9 

40-2259 

Pathfinder Mines Corp,, Riverton, WY 

5 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

9 

40-3079 

Technical Operations, Inc,, Burlington, MA 

5 

40-8693 

Ogle Petroleum, Inc., Santa Barbara, CA 

9 

40-3392 

Allied Chemical Corp,, Morristown, NJ 

5 

40-8697 

Rocky Mountain Energy Co,, Denver, CO 

9 

40-3453 

Atlas Mineral, Inc,, Denver, CO 

5 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO . 

9 

404492 

Federal -American Partners, Riverton, WY 

6 

40-8714 

Cleveland-Cliffs Iron Co,, Cleveland, OH 

9 

40-6500 

Energy, Dept, of, Canonsburg, PA 

6 

40-8722 

Brush Wellman, Inc,, Cleveland, OH 

9 

40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 

6 

40-8728 

Teton Exploration Drilling Co., Inc., 





Casper, WY 

9 

40-6659 

Getty Oil Co, - Petrotomics Co., 






Shirley Basin, WY 

6 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

9 

40-7097 

MolyCorp, Inc,, White Plains, NY 

6 

40-8752 

Pinal Minerals & Mining, Ltd., Miami, AZ 

9 

40-7580 

Pansteel, Inc,, North Chicago, IL 

6 

40-8763 

AluChem, Inc., Reading, OH 

10 

40-7708 

Union Carbide Corp., New York, NY 

6 

40-8768 

Kerr-McOee Nuclear Corp,, 





Oklahoma City, OK 

10 

40-7869 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-8783 

Uranerz USA, Inc., Casper, WY 

iO 

40-8027 

Kerr-McOcc Nuclear Corp., 






Oklahoma City, OK 

7 

40-8786 

Uranium Resources, Inc., Richardson, TX 

10 

40-8035 

Cotter Corp,, Roswell, NM 

7 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

10 
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Docket 

Name 

Page 

Docket 

Name 

Page 

Domestic Licensing of Production and Utilization Facilities— 


50-220 

Nine Mile Point Nuclear Station, Unit 1 

30 

Docket 50 



50-225 

RPI Critical Experiment 

34 

50-3 

Indian Point Station, Unit 1 

10 

50-237 

Dresden Nuclear Power Station, Unit 2 

34 

50-10 

Dresden Nuclear Power Station, Unit I 

11 

50-238 

Nuclear Ship Savannah 

38 

50-20 

Massachusetts Institute of Technology 






Research Reactor 

12 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

38 

50-29 

Yankce-Rowe Nuclear Power Station 

12 

50-245 

Millstone Nuclear Power Station, Unit 1 

41 

50-54 

Union Carbide Research Reactor 

14 

50-247 

Indian Point Station, Unit 2 

43 

50-57 

Stale Univ. of New York Research Reactor 

14 

50-249 

Dresden Nuclear Power Station, Unit 3 

49 

50-62 

Univ. of Virginia Research Reactor 

14 

50-250 

Turkey Point Plant, Unit 3 

52 

50-70 

General Electric Test Reactor 

15 

50-251 

Turkey Point Plant, Unit 4 

54 

50-73 

General Electric Nuclear Test Reactor 

15 

50-253 

Accelerator Pulsed Fast Assembly 

56 

50-89 

General Atomic Co. 

15 

50-254 

Quad-Cities Station, Unit 1 

56 

50-97 

Cornell Univ. Zero Power Reactor 

15 

50-255 

Palisades Nuclear Plant 

59 

50-111 

North Carolina State Univ, Research Reactor 

15 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

62 

50-112 

Univ. of Oklahoma Research Reactor 

16 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

65 

50-123 

Univ. of Missouri Researcli Reactor 

16 

50-261 

H. B. Robinson Plant, Unit 2 

68 

50-128 

Texas A&M Univ. Research Reactor 

16 

50-262 

Brigham Young Univ, Research Reactor 

71 

50-129 

West Virginia Univ. Research Reactor 

16 

50-263 

Monticcllo Nuclear Generating Plant 

71 

50-131 

Omaha Veterans Administration Hospital 


50-264 

Dow Chemical Co. 

72 


Research Reactor 

16 

50-265 

Quad-Cities Station, Unit 2 

72 

50-133 

Humboldt Bay Power Plant, Unit 3 

16 

50-266 

Point Beach Nuclear Plant, Unit 1 

74 

50-142 

UCLA Training Reactor 

17 

50-267 

Fort St. Vrain Nuclear Generating Station 

77 

50-146 

Saxton Nuclear Experimental Facili^ 

18 

50-269 

Oconee Nuclear Station, Unit 1 

79 

50-148 

Univ. of Kansas Research Reactor 

19 

50-270 

Oconee Nuclear Station, Unit 2 

82 

50-155 

Big Rock Point Nuclear Plant 

19 

50-271 

Vermont Yankee Nuclear Power Station 

84 

50-156 

Univ. of Wisconsin Research Reactor 

22 

50-272 

Salem Nuclear Generating Station, Unit 1 

86 

50-157 

Cornell Univ. Research Reactor 

22 

50-275 

90 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-163 

General Atomic Co, 

23 






50-277 

Peach Bottom Atomic Power Station, Unit 2 

95 

50-170 

National Naval Medical Center 

23 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

97 

50-184 

National Bureau of Standards Reactor 

23 

50-280 

Surry Power Station, Unit I 

100 

50-192 

Univ, of Texas Research Reactor 

23 

50-281 

102 

Surry Power Station, Unit 2 

50-193 

Rhode Island & Providence Plantations AEC 

23 






50-282 

Prairie Island Nuclear Station, Unit 1 

105 

50-201 

West Valley Reprocessing Plant 

23 

50-285 

Fort Calhoun Station, Unit 1 

107 

50-206 

San Onofre Nuclear Station, Unit 1 

24 

50-286 

108 

Indian Point Station, Unit 3 

50-213 

Haddam Neck Plant 

26 

50-287 

115 

Oconee Nuclear Station, Unit 3 

50-219 

Oyster Creek Nuclear Power Plant 

28 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-289 

Three Mile Island Nuclear Station, Unit 1 

118 

50-339 

North Anna Power Station, Unit 2 

230 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

124 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

233 

50-295 

Zion Nuclear Power Station, Unit I 

127 

50-344 

Trojan Nuclear Plant 

236 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

129 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

237 

50-298 

Cooper Nuclear Station 

132 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

241 

50-301 

Point Beach Nuclear Plant, Unit 2 

134 

50-352 

Limerick Generating Station, Unit 1 

243 

50-302 

Crystal River Nuclear Plant, Unit 3 

137 

50-353 

Limerick Generating Station, Unit 2 

247 

50-304 

Zion Nuclear Power Station, Unit 2 

140 

50-354 

Hope Creek Nuclear Station, Unit 1 

250 

50-305 

Kewaunee Nuclear Power Plant 

143 

50-355 

Hope Creek Nuclear Station, Unit 2 

251 

50-306 

Prairie Island Nuclear Station, Unit 2 

145 

50-358 

William H Zimmer Nuclear Station, Unit 1 

251 

50-309 

Maine Yankee Atomic Power Plant 

147 

50-361 

San Onofre Nuclear Station, Unit 2 

256 

50-311 

Salem Nuclear Generating Station, Unit 2 

150 

50-362 

San Onofre Nuclear Station, Unit 3 

259 

50-312 

Rancho Seco Nuclear Generating Station 

154 

50-364 

Joseph M, Farley Nuclear Plant, Unit 2 

262 

50-313 

Arkansas Nuclear One, Unit 1 

157 

50-366 

Edwin I, Hatch Nuclear Plant, Unit 2 

263 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

161 

50-367 

Bailly Generating Station 

267 

50-316 

Donald C, Cook Nuclear Power Plant, Unit 2 

165 

50-368 

Arkansas Nuclear One, Unit 2 

267 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

168 

50-369 

William B. McGuire Nuclear Station, Unit 1 

271 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

171 

50-370 

William B McGuire Nuclear Station, Unit 2 

274 

50-320 

Three Mile Island Nuclear Station, Unit 2 

174 

50-373 

LaSalle County Station, Unit t 

278 

50-321 

Edwin I. Hatch Nuclear Plant, Unit I 

179 

50-374 

LaSalle County Station, Unit 2 

284 

50-322 

Shoreham Nuclear Power Station 

182 

50-382 

Waterford Generating Station, Unit 3 

288 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

188 

50-387 

Susquehanna Steam Electric Station, Unit 1 

291 

50-324 

Brunswick Steam Electric Plant, Unit 2 

190 

50-388 

Susquehanna Steam Electric Station, Unit 2 

294 

50-325 

Brunswick Steam Electric Plant, Unit 1 

194 

50-389 

St. Lucie Plant, Unit 2 

295 

50-327 

Sequoyah Nuclear Plant, Unit 1 

197 

50-390 

Watts Bar Nuclear Plant, Unit 1 

299 

50-328 

Sequoyah Nuclear Plant, Unit 2 

199 

50-391 

Watts Bar Nuclear Plant, Unit 2 

302 

50-329 

Midland Plant, Unit 1 

202 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

305 

50-330 

Midland Plant, Unit 2 

207 

50-396 

Univ. of Virginia Cavalier Reactor 

309 

50-331 

Duane Arnold Energy Center 

212 

50-397 

WPPSS Nuclear Project, Unit 2 

309 

50-332 

Barnwell Reprocessing Plant 

216 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

311 

50-333 

James A. Fit 2 patrick Nuclear Power Plant 

216 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

315 

50-334 

Beaver Valley Power Station, Unit 1 

219 

50^02 

Shearon Harris Nuclear Power Plant, Unit 3 

319 

50-335 

St. Lucie Plant, Unit 1 

221 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

319 

50-336 

Millstone Nuclear Power Station, Unit 2 

224 

50-407 

Univ. of Utah Research Reactor 

319 

50-338 

North Anna Power Station, Unit 1 

227 

50-409 

La Crosse Boiling Water Reactor 

320 
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Page 

Docket 

Name 

Page 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

321 

STN-50498 

South Texas Project, Unit 1 

403 

50-412 

Beaver Valley Power Station, Unit 2 

325 

STN-50499 

South Texas Project, Unit 2 

406 

50-413 

Catawba Nuclear Station, Unit 1 

327 

50-500 

Dnvis-Besse Nuclear Power Station, Unit 2 

409 

50^14 

Catawba Nuclear Station, Unit 2 

330 

30-501 

Davis -Be sse Nuclear Power Station, Unit 3 

409 

50-416 

Grand Gulf Nuclear Station, Unit 1 

333 

STN-SO-502 

Haven Nuclear Plant, Unit 1 

409 

50-417 

Grand Gulf Nuclear Station, Unit 2 

337 

STN-5O-503 

Haven Nuclear Plant, Unit 2 

409 

50-423 

Millstone Nuclear Power Station, Unit 3 

339 

STN-30-508 

WPPSS Nuclear Project, Unit 3 

409 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

340 

50-513 

WPPSS Nuclear Project, Unit 4 

410 

50-425 

Alvin W. Vogtle Nuclear Plant, Unit 2 

341 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

410 

STN-50.437 

Floating Nuclear Plant 

342 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

411 

50-438 

Bellefonte Nuclear Plant, Unit 1 

342 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

411 

50-439 

Bellcfonte Nuclear Plant, Unit 2 

344 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

412 

50-440 

Perry Nuclear Power Plant, Unit 1 

347 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

412 

50-Ml 

Perry Nuclear Power Plant, Unit 2 

351 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

412 

50-443 

Seabrook Nuclear Station, Unit 1 

355 

50-522 

Skagit Nuclear Power Project, Unit 1 

412 

50-444 

Seabrook Nuclear Station, Unit 2 

359 

50-523 

Skagit Nuclear Power Project, Unit 2 

413 

50-445 

Comanche Peak Steam Electric Station, Unit 1 

362 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

414 

50^ 

Comanche Peak Steam Electric Station, Unit 2 

367 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

417 

STN-50-447 

OESSAR-238 

372 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

419 

STN-50-454 

Byron Station, Unit 1 

372 

50-537 

Clinch River Breeder Reactor 

• 422 

STN-50-455 

Byron Station, Unit 2 

377 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

425 

STN-50-456 

Braidwood Station, Unit 1 

380 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

427 

50-457 

Braidwood Station, Unit 2 

382 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

429 

50^58 

River Bend Station, Unit 1 

384 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

430 

50-459 

River Bend Station, Unit 2 

387 

STN-50-556 

Black Pox Station, Unit 1 

430 

50-460 

WPPSS Nuclear Project, Unit 1 

389 

STN-50-557 

Black Pox Station, Unit 2 

430 

50461 

Clinton Power Station, Unit 1 

390 

STN-50-566 

Yellow Creek Nuclear Plant, Unit I 

431 

50-462 

Clinton Power Station, Unit 2 

392 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

431 

50-469 

Kuosheng Power Station, Unit 1 , Taiwan 

393 

STN-50-599 

Carroll Facility I 

431 

STN-50-470 

CESSAR System 80 

393 

STN-50-600 

Carroll Facility II 

431 

STN-50482 

Wolf Creek Generating Station 

394 
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396 

Domestic Licensing of Special Nuclear Material — Docket 70 


;tn-50-491 

Cherokee Nuclear Station, Unit 1 

401 

70-0008 

Battelle Memorial Institute, Columbus, OH 

431 

50496 

Montague Nuclear Power Station, Unit 1 

401 

70-0025 

Rockwell International Corp., 

Canoga Park, CA 

432 


intague Nuclear Power Station, Unit 2 

402 

70-0027 

Babcock & Wilcox, Co,, Lynchburg, VA 

432 


xii 



Docket 

Name 

Page 

Docket 

Name 

Page 

70-0033 

Texas Instruments, Inc., Attleboro, MA 

432 

70-2982 

Rochester, Umv of, Rochester, NY 

439 

70-0082 

Nuclear Metals, Inc., West Concord, MA 

432 

70-2983 

Pennsylvania Power & Light, Allentown, PA 

439 

70-0124 

Teledyne Isotopes, Inc., Westwood, NJ 

433 
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70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

433 
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70-0371 

UNC Naval Products, Inc., Uncasvillc, CT 

433 

71-0001 

ANEFCO. Inc. 

439 

70-0378 

Army, Dept, of, Adelphi, MD 

434 

71-0143 

Ranchers Exploration & Development Co. 

440 

70-0466 

Maine Maritime Academy, Castine, ME 

436 

71-0166 

New York Testing Labs, Inc. 

440 

70-0698 

Westinghouse Electric Corp , Pittsburgh, PA 

436 

71-0494 

Montana X-Ray, Inc 

440 

70-0712 

Kerr-McGee Nuclear Corp., 


71-0495 

Southwest X-Ray Corp 

440 


Oklahoma City, OK 

436 

71-0496 

440 

NUS Corp. 

70-0734 

GA Technologies, Inc., San Diego, CA 

436 






71-4986 

Model: RA-2, RA-3, RA-J, General Electric 


70-0754 

General Electric Co., Pleasanton, CA 

436 


Co 

440 

70-0820 

United Nuclear Corp., 


71-5026 

Model: CNS 14-190, Chem-Nuclear Systems, 



Wood River Junction, RI 

436 


Inc. 

440 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

436 

71-5332 

Model: 2030-1, Energy, Dept, of 

440 

70-0846 

Texas Nuclear Corp., Austin, TX 

436 

71-5552 

Model: Gas Cylinder Fire Impact Shield, 






Energy, Dept, of 

440 

70-0925 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

436 

71-5607 

Model; T-2, Energy, Dept, of 

440 

70-0992 

David Witherspoon, Inc., Knoxville, TN 

437 

71-5814 

Model; NRBK-41, -42 & -43, Energy, 





Dept, of 

440 

70-1007 

General Electric Co., San Jose, CA 

437 

71-5874 

Model: WAPD-40, Energy, Dept, of 

440 

70-1113 

General Electric Co., Wilmington, NC 

437 

71-5875 

Model: WAPD-39 & NRBK-44, Energy. 


70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

437 


Dept, of 

441 

70-1151 

Westinghouse Electric Corp., Pittsburgh, PA 

437 

71-5957 

Model; BMI-1, Battclle Columbus Laboratory 

441 

70-1193 

Kerr-McGee Nuclear Corp., 


71-5979 

Model: 5979, Alpha-Omega Services, Inc. 

441 


Oklahoma City, OK 

438 






71-5980 

Model: GE-600, General Electric Co. 

441 

70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

438 

71-6244 

Model: 6244, Chem-Nuclear Systems, Inc. 

441 

70-1224 

Tclcflex, Inc., North Wales, PA 

438 

71-6272 

Model; 6272, U.S. Ecology 

441 

70-1257 

Exxon Nuclear Co., Inc., Richland, WA 

438 

71-6294 

Model; UNC-2901, Combustion 


70-1301 

Florida Power Corp., St. Petersburg, FL 

438 


Engineering Co., Inc. 

441 

70-1308 

General Electric Co. , San Jose, CA 

438 

71-6346 

Model: FSV-1, General Atomic Co. 

441 

70-1359 

IRT Corp., San Diego, CA 

439 

71-6400 

Modei: 6400, Westinghouse Electric Corp. 

441 

70-1402 

Abington Memorial Hospital, Abington, PA 

439 

71-6495 

Model; PADUCAH Demonstration Cask, 






Energy, Dept, of 

441 

70-1621 

Duquesne Light Co,, Pittsburgh, PA 

439 

71-6550 

Model: 6-GS-l, Energy, Dept, of 

441 

70-2926 

Detroit Edison Co., Detroit, MI 

439 






71-6553 

Model: PADUCAH Tiger, Energy, Dept, of 

441 

70-2932 

Texas Utilities Generating Co., Dallas, TX 

439 

71-6601 

Model: CNS 8-120, Chem-Nuclear Systems, 


70-2953 

Connecticut, Univ. of, Storrs, CT 

439 


Inc. 

441 

70-2973 

Contmonwealth Edison Co., Chicago, IL 

439 

71-6639 

Model; MH-IA, Energy, Dept, of 

441 
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71-6708 

Model: C-6, Energy, Dept, of 

442 

71-9111 

Model: CNS 6-80-2, Chem-Nuclear Systems, 






Inc 

443 

71-6717 

71-9010 

Model: 6717-B, Gamma Industries 

442 

71-9135 

Model: Century S & SA, Cen Umv. S & SA, 


Model: NLl-l/’2, NL Industries, Inc 

442 


Gamma Industries 

443 

71-9015 

Model: TN-8. -8L, No Users 

442 

71-9148 

Model. 770, Technical Operations, Inc 

443 

71-9033 

Model: 660 & 660E, Technical Operations, 


71-9150 

Model; PAT-2, Energy, Dept, of 

443 


Inc. 

442 



71-9044 



71-9151 

Model; HN-lOO, Series 3, Hittman Nuclear & 


Model OE-1600, General Electric Co 

442 


Development Corp. 

443 

71-9049 

Model: GE-500, General Electric Co. 

442 

71-9156 

Model: lR-50, Industrial Nuclear Co. 

443 

71-9070 

Model N-55, Energy, Dept, of 

442 

71-9163 

Model: GNG-20. Gulf Nuclear, Inc. 

443 

71-9079 

Model: HN-100, Series 2 & 2A, Hiltman 


71-9175 

Model. CNS6-80B, Nuclear Packaging, Inc 

443 


Nuclear & Development Corp. 

442 



71-9080 



71-9177 

Model NUPAC 10/140, Nuclear Packaging, 


Model' 9080, Hittman Nuclear & 



Inc. 

444 


Development Corp. 

442 

71-9180 

Model; 500-SU, Automation Industries, Inc. 

444 

71-9081 

Model. CNSI 1-1 3C, Chem-NucI car Systems, 





Inc. 

442 

71-9181 

Model: PAS-2, Nuclear Packaging, Inc. 

444 

71-9096 

Model' CNS 21-300, Chem-Nuclear Systems, 


71-9510 

Model: QPHS, Energy, Dept, of 

444 


Inc. 

442 



71-9100 

Model: KKP-20-4950, Kerr-McGee Nuclear 


71-9788 

Model: S5W Reactor Compartment, Energy, 

Dept, of 

444 


Corp. 

442 


71-9103 



71-9901 

Model; 120, Energy, Dept, of 

444 

Model: NLI-6502, No Users 

443 



71-9105 

Model: Rad-Wasic CR.I, Chem-Nuclear 


Licensing of Independent Spent Fuel Storage — • Docket 72 


71-9106 

Systems, Inc. 

Model; BW-20WC-3, Babcock & Wilcox Co. 

443 

72-0001 

Morris Gperations, General Electric Co. 

444 

443 
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Nuclear Dynamics, Inc , Phoenix, AZ 

40-8663 

8 

Richland, WA, U S. Ecology, Inc, 

27-048 

1 

Nuclear Metals, Inc , Concord, MA 

40-0672 

2 

Sheffield, IL. U.S. Ecology, Inc. 

27-039 

1 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 
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Ogle Petroleum, Inc., Santa Barbara, CA 

40-8693 

9 



Pacific Technical Coip., Santa Barbara, CA 

40-8137 

7 

Allied Chemical Corp,, Morristown, NJ 

40-3392 

5 

Pathfinder Mines Corp,, Riverton, WY 

40-2259 

5 

AluChem, Inc., Reading, OH 

40-8763 

10 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

6 

Atlas Mineral, Inc., Denver, CO 

40-3453 

5 

Posses Co., Solon, OH 

40-8406 

8 

Battelle Memorial Institute, Columbus, OH 

40-8202 

7 

Pinal Minerals & Mining, Ltd., Miami, AZ 

40-8752 

9 

Bear Creek Uranium Co. , Casper, W Y 

40-8452 

8 

Plateau Resources, Ltd., Grand Junction, CO 

40-7869 

6 

Brush Wellman, Inc., Cleveland, OH 

40-8722 

9 

Plateau Resources, Ltd , Grand Junction, CO 

40-8698 

9 

Cleveland-Cliffs Iron Co., Cleveland, OH 

40-8714 

9 

Rio Algom Corp., Moab, UT 

40-8084 

7 

Cotter Corp., Roswell, NM 

40-8035 

7 

Rocky Mountain Energy Co., Broomfield, CO 

40-8380 

8 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8675 

9 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

9 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

9 

S. F. Applicance, Ltd., Morris, IL 

40-0215 

1 

Energy, Dept, of, Canonsburg, PA 

40-6500 

6 

Silver King Mines, Inc., Casper, WY 

40-8602 

8 

Exxon Co. USA, Houston, TX 

40-8102 

7 

Spencer Chemical Co., Kansas City, MO 

40-1478 

5 

Exxon Minerals Co. USA, Houston, TX 

40-8064 

7 

Technical Operations, Inc., Burlington, MA 

40-3079 

5 

Pansteel, Inc,, North Chicago, IL 

40-7580 

6 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

5 

Federal- American Partners, Riverton, WY 

40-4492 

6 

Teton Exploration Drilling Co., Inc., 



Getty Oil Co. — Petrotomics Co., 



Casper, WY 

40-8728 

9 

Shirley Basin, WY 

40-6659 

6 

Union Carbide Corp., Grand Junction, CO 

40-0299 

1 

Holmes & Narver, Inc., Anaheim, CA 

40-8550 

8 

Union Carbide Corp., New York, NY 

40-7708 

6 

Kerr-McOee Chemical Corp., 






Oklahoma City, OK 

40-2061 

5 

Union Carbide Corp., Riverton, WY 

40-0229 

1 

Kerr-McGee Nuclear Corp,, 



Uranerz USA Inc., Casper, WY 

40-8783 

10 

Oklahoma City, OK 

40-8027 

7 

Uranium Resources, Inc., Richardson, TX 

40-8786 

10 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

40-8768 

10 

W. R. Grace & Co., Pompton Plains, NJ 

40-0086 

1 

Minerals Exploration Co,, Los Angeles, CA 

40-8348 

8 

Western Nuclear, Inc., Jeffrey City, WY 

40-1162 

4 

Minerals Exploration Co,, Los Angeles, CA 

40-8584 

8 

Wyoming Fuel Co,, Lakewood, CO 

40-8829 

10 

MolyCorp, Inc,, White Plains, NY 

40-7097 

6 

Wyoming Mineral Corp., Lakewood, CO 

40-8502 
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Accelerator Pulsed Fast Assembly 

50-253 

56 

Alvin W. Vogtle Nuclear Plant, Unit I 

50-424 

340 

Alvin W, Vogtle Nuclear Plant, Unit 2 

50-425 

341 

Arkansas Nuclear One, Unit 1 

50-313 

157 

Arkansas Nuclear One, Unit 2 

50-368 

267 

Bailly Generating Station 

50-367 

267 

Barnwell Reprocessing Plant 

50-332 

216 

Beaver Valley Power Station, Unit 1 

50-334 

219 

Beaver Valley Power Station, Unit 2 

50-412 

325 

Bellefonte Nuclear Plant, Unit 1 

50-438 

342 

Bellefonte Nuclear Plant, Unit 2 

50-439 

344 

Big Rock Point Nuclear Plant 

50-155 

19 

Black Fox Station, Unit I 

STN-50-556 

430 

Black Fox Station, Unit 2 

STN-50-557 

430 

Braidwood Station, Unit 1 

STN-50456 

380 

Braidwood Station, Unit 2 

STN-50-457 

382 

Brigham Young Univ. Research Reactor 

50-262 

71 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

62 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

65 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

129 

Brunswick Steam Electric Plant, Unit 1 

50-325 

194 

Brunswick Steam Electric Plant, Unit 2 

50-324 

190 

Byron Station, Unit I 

STN-50-454 

372 

Byron Station, Unit 2 

STN-50-455 

377 

Callaway Plant, Unit 1 

STN-50483 

396 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

168 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

171 

Carroll Facility I 

STN-50-599 

431 

Carroll Facility U 

STN-50-600 

431 

Catawba Nuclear Station, Unit 1 

50-413 

327 

Catawba Nuclear Station, Unit 2 

50414 

330 

CESSAR System 80 

STN-50470 

393 

Cherokee Nuclear Station, Unit 1 

STN-50491 

401 

nch River Breeder Reactor 

50-537 

422 
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Clinton Power Station, Unit 1 

50461 

390 

Clinton Power Station, Unit 2 

50462 

392 

Comanche Peak Steam Electric Station, Unit 1 

50-445 

362 

Comanche Peak Steam Electric Station, Unit 2 

50-446 

367 

Cooper Nuclear Station 

50-298 

132 

Cornell Univ Research Reactor 

50-157 

22 

Cornell Univ, Zero Power Reactor 

50-97 

15 

Crystal River Nuclear Plant, Unit 3 

50-302 

137 

Davis-Bcsse Nuclear Power Station, Unit 1 

50-346 

237 

Davis-Besse Nuclear Power Station, Unit 2 

50-500 

409 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

409 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

90 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

188 

Donald C, Cook Nuclear Power Plant, Unit 1 

50-315 

161 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

165 

Dow Chemical Co. 

50-264 

72 

Dresden Nuclear Power Station, Unit 1 

50-10 

11 

Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Dresden Nuclear Power Stniion, Unit 3 

50-249 

49 

Duane Arnold Energy Center 

50-331 

212 

Edwin I, Hatch Nuclear Plant, Unit 1 

50-321 

179 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

263 

Enrico Fermi Atomic Power Plont, Unit 2 

50-341 

233 

Floating Nuclear Plant 

STN-50437 

342 

Fort Callioun Station, Unit 1 

50-285 

107 

Fort St. Vrain Nuclear Generating Station 

50-267 

77 

General Atomic Co. 

50-163 

23 

General Atomic Co. 

50-89 

15 

General Electric Nuclear Test Reactor 

50-73 

15 

General Electric Test Reactor 

50-70 

15 

OESSAR-238 

STN-50-447 

372 

Grand Gulf Nuclear Station, Unit 1 

50416 

333 

Grand Gulf Nuclear Station, Unit 2 

50417 

337 

H. B. Robinson Plant, Unit 2 

50-261 

68 

Haddam Neck Plant 

50-213 

26 
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Hartsville Nuclear Plant, Unit 1 

Hartsville Nuclear Plant, Unit 2 

Hartsville Nuclear Plant, Unit 3 

Hartsville Nuclear Plant, Unit 4 

Haven Nuclear Plant, Unit 1 

Haven Nuclear Plant, Unit 2 

Hope Creek Nuclear Station, Unit 1 

Hope Creek Nuclear Station, Unit 2 

Humboldt Bay Power Plant, Unit 3 

Indian Point Station, Unit 1 

Indian Point Station, Unit 2 

Indian Point Station, Unit 3 

James A. Fitzpatrick Nuclear Power Plant 

Joseph M. Farley Nuclear Plant, Unit 1 

Joseph M. Farley Nuclear Plant, Unit 2 

Kewaunee Nuclear Power Plant 

Kuosheng Power Station, Unit 1, Taiwan 

La Crosse Boiling Water Reactor 

LaSalle County Station, Unit 1 

LaSalle County Station, Unit 2 

Limerick Generating Station, Unit 1 

Limerick Generating Station, Unit 2 

Maine Yankee Atomic Power Plant 

Marble Hill Nuclear Station, Unit 1 

Marble Hill Nuclear Station, Unit 2 

Massachusetts Institute of Technology 
Research Reactor 

Midland Plant, Unit 1 

Midland Plant, Unit 2 

Millstone Nuclear Power Station, Unit I 

Millstone Nuclear Power Station, Unit 2 

Millstone Nuclear Power Station, Unit 3 

Montague Nuclear Power Station, Unit 1 

Montague Nuclear Power Station, Unit 2 

Monticello Nuclear Generating Plant 

National Bureau of Standards Reactor 
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STN-50-518 

411 

National Naval Medical Center 

50-170 

23 

STN-50-519 

412 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

30 

STN-50-520 

412 

Nine Mile Point Nuclear Station, Unit 2 

50410 

321 

STN-50-521 

412 

North Anna Power Station, Unit 1 

50-338 

227 

STN-50-502 

409 

North Anna Power Station, Unit 2 

50-339 

230 

STN-50-503 

409 

North Carolina State Univ Research Reactor 

50-1 1 1 

15 

50-354 

250 

Nuclear Ship Savannali 

50-238 

38 

50-355 

251 

Oconee Nuclear Station, Unit I 

50-269 

79 

50-133 

16 

Oconee Nuclear Station, Unit 2 

50-270 

82 

50-3 

10 

Oconee Nuclear Station, Unit 3 

50-287 

115 

50-247 

43 

Omaha Veterans Administration Hospital 





Research Reactor 

50-131 

16 

50-286 

108 

Oyster Creek Nuclear Power Plant 

50-219 

28 

50-333 

216 

Palisades Nuclear Plant 

50-255 

59 

50-348 

241 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

414 

50-364 

262 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

417 

50-305 

143 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

419 

50-469 

393 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

95 

50-409 

320 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

97 

50-373 

278 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

410 

50-374 

284 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

411 

50-352 

243 

Perry Nuclear Power Plant, Unit 1 

50-440 

347 

50-353 

247 





Perry Nuclear Power Plant, Unit 2 

50-441 

351 

50-309 

147 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

429 

STN-50-546 

425 





Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

430 

STN-50-547 

427 

Pilgrim Nuclear Power Station, Unit 1 

STN-50-293 

124 

50-20 

12 

Point Beach Nuclear Plant, Unit 1 

50-266 

74 

50-329 

202 

Point Beach Nuclear Plant, Unit 2 

50-301 

134 

50-330 

207 

Prairie Island Nuclear Station, Unit 1 

50-282 

105 

50-245 

41 

Prairie Island Nuclear Station, Unit 2 

50-306 

145 

50-336 

224 

Quad-Cities Station, Unit 1 

50-254 

56 

50423 

339 

Quad-Cities Station, Unit 2 

50-265 

72 

50-496 

401 

Rancho Seco Nuclear Generating Station 

50-312 

154 

50497 

402 

Rhode Island & Providence Plantations AEC 

50-193 

23 

50-263 

71 

River Bend Station, Unit 1 

50458 

384 

50-184 

23 

River Bend Station, Unit 2 

50459 

387 
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obert Emmet Ginna Nuctear Plant, Unit 1 

50-244 

38 

Union Carbide Research Reactor 

50-54 

14 

PI Critical Experiment 

50-225 

34 

Univ, of Kansas Research Reactor 

50-148 

19 

alem Nuclear Generating Station, Unit 1 

50-272 

86 

Univ of Missouri Research Reactor 

50-123 

16 

ialem Nuclear Generating Station, Unit 2 

50-311 

150 

Univ. of Oklahoma Research Reactor 

50-112 

16 

>an Onofre Nuclear Station, Unit 1 

50-206 

24 

Univ of Texas Research Reactor 

50-192 

23 

Ian Onofre Nuclear Station, Unit 2 

50-36! 

256 

Univ. of Utah Research Reactor 

50-407 

319 

:;an Onofre Nuclear Station, Unit 3 

50-362 

259 

Univ. of Virginia Cavalier Reactor 

50-396 

309 

axton Nuclear Experimental Facility 

50-146 

18 

Univ. of Virginia Research Reactor 

50-62 

14 

jcabrook Nuclear Station, Unit 1 

50-443 

355 

Univ of Wisconsin Research Reactor 

50-156 

22 

Scabrook Nuclear Station, Unit 2 

50-444 

359 

Vermont Yankee Nuclear Power Station 

50-271 

84 

Sequoyah Nuclear Plant, Unit 1 

50-327 

197 

Virgil C. Summer Nuclear Station, Unit I 

50-395 

305 

Sequoyah Nuclear Plant, Unit 2 

50-328 

199 

Waterford Generating Station, Unit 3 

50-382 

288 

Shcaron Hnrria Nuclear Power Plant, Unit 1 

50-400 

311 

Watts Bar Nuclear Plant, Unit 1 

50-390 

299 

Shearon Harris Nuclear Power Plant, Unit 2 

50-401 

315 

Watts Bar Nuclear Plant, Unit 2 

50-391 

302 

Shenron Harris Nuclear Power Plant, Unit 3 

50-402 

319 

West Valley Reprocessing Plant 

50-201 

23 

Shearon Harris Nuclear Power Plant, Unit 4 

50-403 

319 

West Virginia Univ Research Reactor 

50-129 

16 

Shoreliain Nuclear Power Station 

50-322 

182 

William D. McGuire Nuclear Station, Unit 1 

50-369 

271 

Skagit Nuclear Power Project, Unit 1 

50-522 

412 

William B. McGuire Nuclear Station, Unit 2 

50-370 

274 

Skagit Nuclear Power Project, Unit 2 

50-523 

413 

William H, Zimmer Nuclear Station, Unit 1 

50-358 

251 

South Texas Project, Unit 1 

STN-50-498 

403 

Wolf Creek Generating Station 

STN-50-482 

394 

South Texas Project, Unit 2 

STN-50-499 

406 

WPPSS Nuclear Project, Unit 1 

50-460 

389 

St. Lucie Plant, Unit 1 

50-335 

221 

WPPSS Nuclear Project, Unit 2 

50-397 

309 

St. Lucic Plant, Unit 2 

50-389 

295 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

409 

State Univ. of New York Research Reactor 

50-57 

14 

WPPSS Nuclear Project, Unit 4 

50-513 

410 

Surry Power Station, Unit 1 

50-280 

100 

Yankee -Rowe Nuclear Power Station 

50-29 

12 

Surry Power Station, Unit 2 

50-281 

102 

Yellow Creek Nuclear Plant, Unit I 

STN-50-566 

431 

Susquehanna Steam Electric Station, Unit 1 

50-387 

291 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

431 

Susquehanna Steam Electric Station, Unit 2 

50-388 

294 

Zion Nuclear Power Station, Unit 1 

50-295 

127 

Texas A&M Univ. Research Reactor 

50-128 

16 

Zion Nuclear Power Station, Unit 2 

50-304 

140 

Three Mile Island Nuclear Station, Unit I 

50-289 

118 




Three Mile Island Nuclear Station, Unit 2 

50-320 

174 
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Trojan Nuclear Plant 

50-344 

236 

Abinglon Memorial Hospital, Abington, PA 

70-1402 

439 

Turkey Point Plant, Unit 3 

50-250 

52 

Army, Dept, of, Adclphi, MD 

70-0378 

434 

Turkey Point Plant, Unit 4 

50-251 

54 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

432 

UCLA Training Reactor 

50-142 

17 

Babcock & Wilcox Co. , Lynchburg, VA 

70-1201 

438 




Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

436 
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Docket 

Page 

Battelle Memorial Institute, Columbus, OH 

70-0008 

431 

Packaging of Radioactive Material for Transport and Transportation 




of Radioactive Material Under Certain Conditions 

~ Docket 71 


Commonwealth Edison Co., Chicago, IL 

70-2973 

439 

ANEFCO, Inc 

71-0001 

439 

Connecticut, Univ of, Storrs, CT 

70-2953 

439 

Model 120, Energy, Dept of 

71-9901 

444 

David Witherspoon, Inc,, Knoxville, TN 

70-0992 

437 

Model 2030-1, Energy, Dept of 

71-5332 

440 

Detroit Edison Co,, Detroit, MI 

70-2926 

439 

Model. 500-SU, Automation Industries, Inc 

71-9180 

444 

Duquesnc Light Co, , Pittsburgh, PA 

70-1621 

439 

Modei: 5979, Alpha-Omega Services, Inc 

71-5979 

441 

Exxon Nuclear Co , Inc , Richland, WA 

70-1257 

438 

Model 6-OS-l, Energy, Dept, of 

71-6550 

441 

Florida Power Corp,, St, Petersburg, FL 

70-1301 

438 

Model: 6244, Chem-Nuclear Systems, Inc 

71-6244 

441 

GA Technologies, Inc., San Diego, CA 

70-0734 

436 

Model 6272, U.S. Ecology 

71-6272 

441 

General Electric Co., Pleasanton, CA 

70-0754 

436 

Model 6400, Westinghouse Electric Corp. 

71-6400 

441 

General Electric Co., San Jose, CA 

70-1007 

437 

Model: 660 & 660E, Technical Operations, Inc. 

71-9033 

442 

General Electric Co., San Jose, CA 

70-1308 

438 

Model: 6717-B, Gamma Industries 

71-6717 

442 

General Electric Co., Wilmington, NC 

70-1113 

437 

Model: 770, Technical Operations, Inc 

71-9148 

443 

IRT Corp,, San Diego, CA 

70-1359 

439 

Model: 9080, Hittman Nuclear & Development 



Kerr- McGee Nuclear Corp., 



Corp. 

71-9080 

442 

Oklahoma City, OK 

70-0925 

436 





Model; BMI-1, Battclle Columbus Laboratory 

71-5957 

441 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

70-1193 

438 

Model: BW-20WC-3, Babcock & Wilcox Co. 

71-9106 

443 

Kerr-McGee Nuclear Corp., 



Model; C-6, Energy, Dept, of 

71-6708 

442 

Oklahoma City, OK 

70-0712 

436 

Model Century S & SA, Cen, Univ. S & SA, 



Maine Maritime Academy, Castine, ME 

70-0466 

436 

Gamma Industries 

71-9135 

443 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

433 

Model; CNS 14-190, Chem-Nuclear Systems, 






Inc. 

71-5026 

440 

Nuclear Metals, Inc., West Concord, MA 

70-0082 

432 

Model: CNS 21-300, Chem-Nuclear Systems, 



Pennsylvania Power & Light, Allentown, PA 

70-2983 

439 

Inc. 

71-9096 

442 

Rochester, Univ. of, Rochester, NY 

70-2982 

439 

Model; CNS 6-80-2, Chem-Nuclear Systems, 






Inc. 

71-9111 

443 

Rockwell International Corp. , Canoga Park, CA 

70-0025 

432 

Model: CNS 8-120, Chem-Nuclear Systems, 



Teledyne Isotopes, Inc., Westwood, NJ 

70-0124 

433 

Inc. 

71-6601 

441 

Teleflex, Inc., North Wales, PA 

70-1224 

438 

Model: CNS6-80B, Nuclear Packaging, Inc. 

71-9175 

443 

Texas Instruments, Inc., Attleboro, MA 

70-0033 

432 

Model: CNSI 1-13C, Chem-Nuclear Systems, 





Inc. 

71-9081 

442 

Texas Nuclear Corp., Austin, TX 

70-0846 

436 

Model; FSV-1, General Atomic Co. 

71-6346 

441 

Texas Utilities Generating Co,, Dallas, TX 

70-2932 

439 

Model: Gas Cylinder Fire Impact Shield, 



UNC Naval Products, Inc., Uncasville, CT 

70-0371 

433 

Energy, Dept, of 

71-5552 

440 

United Nuclear Corp. , Wood River Junction, RI 

70-0820 

436 

Model; GE-1600, General Electric Co, 

71-9044 

442 

Westinghouse Eiectric Corp., Pittsburgh, PA 

70-0698 

436 

Model: GE-500, General Electric Co. 

71-9049 

442 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

437 

Model: GE-600, General Electric Co. 

71-5980 

441 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

437 

Model; ONG-20, Gulf Nuclear, Inc. 

71-9163 

443 
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odel: OPHS, Energy, Dept, of 

71-9510 

444 

odel: HN-1(X), Series 2 & 2A, Hittman 

Nuclear & Development Corp. 

71-9079 

442 

odel: HN-100, Series 3, Hittman Nuclear & 
Development Cocp 

71-9151 

443 

odel: IR-50, Industrial Nuclear Co. 

71-9136 

443 

odel: KKP-20-4950, Kerr-McGee Nuclear 

Corp, 

71-9100 

442 

odel. MH-IA, Energy, Dept, of 

71-6639 

441 

lodel: N-55, Energy, Dept, of 

71-9070 

442 

odel: NLI-1/2, NL Industries, Inc, 

71-9010 

442 

lodel: NLI-6502. No Users 

71-9103 

443 

lodel: NRBK-41, -42, & -43, Energy, Dept, of 

71-5814 

440 

lodel: NUPAC, 10/140, Nuclear Packaging, 

Inc. 

71-9177 

444 

lodel: PADUCAH Demonstration Cask, 

Energy, Dept, of 

71-6495 

441 

lodel: PADUCAH Tiger, Energy, Dept of 

71-6553 

441 

lodel: PAS-2, Nuclear Packaging, Inc. 

71-9181 

444 

lodel: PAT-2, Energy, Dept* of 

71-9150 

443 


Name 

Docket 

Page 

Model. RA-2, RA-3, RA-J, General Electric 

Co. 

71-4986 

440 

Model: Rad-Waste CR.I, Chem-Nuclear 

Systems, Inc. 

71-9105 

443 

Model: S5W Reactor Compartment, Energy, 

Dept, of 

71-9788 

444 

Model: T-2, Energy, Dept, of 

71-5607 

440 

Model; TN-S, -8L, No Users 

71-9015 

442 

Model: UNC-2901 , CombusUon Engineering 

Co., Inc. 

71-6294 

441 

Model: WAPD-39 & NRBK-44, Energy, 

Dept, of 

71-5875 

441 

Model: WAPD'40, Energy, Dept, of 

71-5874 

440 

MONTANA X-Ray, Inc. 

71-0494 

440 

New York Testing Labs, Inc. 

71-0166 

440 

NUS Corp. 

71-0496 

440 

Ranchers Exploration & Dev. Co. 

71-0143 

440 

Southwest X-Ray Corp. 

71-0495 

440 
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DOCKETED ITEMS 


LOW LEVEL RADWA8TE DISPOSAL SITES 

SOCKST 87-039 BHEFFICLD/ IL. U 8 ECOLOOY. INC 


eaostioiao rnp rape at aaiaoi-oz alta vi«lt to Bhafriald>IL ra tita 
aur^aca vaiatatton ti drainaga faaturat 

WW^FFNER. J. A. LoF Laval Uaata Llcanaing Branck 83/01/89. 
flCARANOiR A. Low Laval Naata Llcanaing Branch, 3pp, 16434*897 


8309030817 «Jalnt aotlon to contlnua proeaadlnga until 830718 to provlda 
addl tlata for aattldnant nagotlationa Continuad prograaa haa 
baan auida. Cartif Icata of five and. 

LEOTViR.P. Haarlng Branch 9. HETTERHAHN. ft. 0. OS Ecology i Inc. 
IfarMorlv Nuclear Englnaar Ing >, 83/04/29. Atomic Safety and 

Llcanaing Board Panel 4pp. 18894 17A, 


DOCKET a7r04B RICHLAND. HA. U. 8. ECOLOOY. INC 


8909110199 Forwarda monthly 9NH receipt l< burial rapt for Her 1963 l< 
rapt of laetople activity. U/o ancle. 

HtPSHER.H. N. US Ecology. Ine. <for«arly Nuclear Engineering) 
83/04/14. HAHKINSiE. Lew Laval Haata Llcanaing Branch. Spp. 
18434: 109. 


8308110134 Application for mode to Licanaa 16-19204-01 faciUtatlnB 
apaciflc radwaata receipt ti diapoaal re^uiramanta of 
lOCFRAl "Licenalng Ra^uirementa for Land Diapoaal of 

Radwaata ’ 

HIPBHER. H. H US Ecology. Inc. (formerly Nuclear Enginaaring), 
83/04/81. HAHKIN8.E. Low Laval Haata Llcanaing Branch. Spp. 
18481:399. 


8909100379 Forwarda IE Inap Rapta 90-837/83-08 l< 90-249/83-07 on 
890828-89.0901.09 ft 14 ti notice of violation, 

Hind. J. A. 'D'ivialon of Radiological l< Hafcarlala Safety Prograna 
33/04/88. REED.C. Commonwealth Edlaon Co. 2pp 18377*328. 24X 

Flcha: 80-837. 83/04/28, 8309100379. 


—8309100416 IE Haata Packaging Inap Rapt 19000046/83-03 on 830216 
Noncempllanee noted; doaa rata of 3 nram/h axlatad in truck 

cat. 

TH0HA8. R. D. . BOOK. H, E, Raglan 9. Office of Director. EL8EN.H. J. 
Haahington. State of. 89/02/88. 4pp. 18377:344 84X 

Ficho; 90-837. 83/04/88. 8309100379. 


DOMESTIC LICENSINQ OF SOURCE MATERIAL 

DOCKET 40-0084 H. R. ORACE I. CO. , POHPTON PLAINS, NJ 


8308180389 Dlacuaaoa itoma of Intoroat. including natl rtaponao taam. 
PEO for Korr*'*HcBoo Rara Earth facility 1. radloaetlvt 
property in Hayna. HJ. 

PAflSrR. 0. Uranium Fuel Llcanaing Branch. 83/09/09 DAVIS. U. 0, 
Office of Ptuclaar Hatarlal Safety fi SafaguardaiDiractor. 2pp. 
18803: 387. 


DOCKET 40-0818 8. F. APPLICANCE. LTD./ NORRIS. IL 


8308180448 Ack racalpt of 830888 ti 0310 ttri Informing NRC of atapa 
taken to correct vlolationa noted in IE inap of Licanaa 
BT8-88e. 

WIE06HAN. D. 0. Ragien 3. Office of Director. 83/04/89. JOHNSON. B.J 
8, F. Applianca. Ltd. Ip, 18431:041, 


— 8308180471 Raapanda to NRC 830888 Itr ro vlolationa notad in IE Inap 
of Licanaa 8TB-898i Carraettvo aetlona; radiation aurvaya 
unitvailatla at time of Inap and li rapta of future 
aurvay will be kept on file, 

J0NE80H.B.J. 8, F. Applianca, Ltd, 83/02/88. HIEDEHAN.D, Ragien 
3, Office of Dlroetor, 4pp. 18431:042. 


— 8309120476 Reiponda to NRC raqueit for info ri addl uiar of Licanto 
STB-288 Silectlon li training Of individual ahould ha 
completed within 1-3 monthi 

JONEBONiB J 8 F Appliance. Ltd 63/03/10. NIEDENAN.D Region 
3. Office of Director Ip. 18431.046 


DOCKET 40-0229 UNION CARBIDE CORP , RIVERTON, MV 


8309260388 Forward* rtvlaad Figure 1 8. "Oradlng df Reclaimed Surfaca. *' 
w/craaa-Btetton locationi indicated Rev ahould replace 
Figure 1 2 in PJ Lyoni 830328 Itr 

LUTKIN.M H Hater. Ha ate h Land. Inc. 83/04/00 PETTENOILL.M 
Uranium Racoviry Licantlng Branch Spp 10647,809 


DOCKET 40-0299 UNION CARBIDE CORP. , OR AND JUNCTION. CO 


8309180901 Comment* on Union Cerbld* rept re raqulraminti of 10CFR40. 69 
li Llcanae Condttloni 49,48,96 h 79. Third Quarter 1982 
groundwater data not pravlouely eubmlttad wee included 
w/*ubnlttel 

H00L8EY. R. T. . PETTENOILL, H J, Uranium Recovery Field Office. 

03/04/01 Uranium Racovary Field Offlco dpp. 18443 198 


8309260386 Advlia* that llcantia will tamporarily curtail milling of 
mine ora through U mill at Oai Hllla.HV a* of 630601. Heap 
leach facility will contlnua to oparata 

LYONS, P.J. Union Carbide Carp 83/04/02 PETTENOILL. H Uranium 
Racovary Ltcanalng Branch ip. 18647:212 


8309170983 Commante on 630207 Itr h end* r* projected coit* for 
tailing* radamatlon. Tai 1 ingi pond riclamatlon coat analyai* 

I. pond aummary conilitant w/approved plan 

HOOL8EY.R T. Uranium Racovary Field Office HOOLSEY, R T Llcanaing 
Branch 2. 83/04/10 Uranium Racovary Field Office Spp 

10496* 111. 


8309160276 Summary of 830414 meeting w/Unlon Carbide Cgrp 4 NRC in 
Gaapar.UY ra propoiad aipanaion of A-9 talltngi dlapoial 
alta. 

KEARNEY, B Hyoming, State of. 83/04/18 Hyomlng. State of. ip. 
18479:041 


8309030499 Forward! fuel cycle (■ matle LER aummary for Her 1983 
BROHN. 0 D. Dtvtalon of Vendor h Technical Programa 93/04/27, 
DAVIS. J 0. Office of Nuclear Katarial 6af*ty h Saftguard*. Director. 
KtCHEteON. C Dirictor'a Office Spp. 18306:190. 


8309170999 Ravlawi 40CFR190 compliance for Third Quarter 1902 for Da* 
Hllle Hill Compllanea aceeptabl t. houevar. a61 1 1 ty to perform 
nacaeeary calculation* not damonitratad. 

SOLLENBEROER. D. , HARTIN.D.E, Low Laval Haata Llcenilng Branch. 
83/04/20, Lew Level Haata Llcanaing Branch 4pp 18497:048 


8309260389 Forward* State of HY.Oapt of Environ Quality mama ratalng 
cencarni on Union Carbide Corp propoiad tailing* 
amhankmanta. Stata will defer further action until Pettangtll 
can atudy ravlaw to datarmlna if addl Info naadad. 

FREUDENTHAL, N. Hyomlng. State of 03/04/88. 8NITH.R, D. Uranium 
Racovary Field Office 2pp. 18647*207. 


8309260399 Forwarda rapt on 830413 aplll of heap leach liquor from Eaat 
0ai Hill* Mill, Spill contained in raitrictad area w/no rlak 
of iplll reaching aurfaea waterway 

LYONS, P.U. Union Carbide Corp. 83/04/28. BROHN, Q. Raglan 4. 

Office of Director. Spp, 18647:186 


—8309260399 Forwarda rapt of 030414 ipill of talllngi Liquor from Eaat 
Oaa Hill* Hill, Spill contained within raitrictad area w/no 
riak of reaching agrfaca waterway, 

LYONS. P,J. Union Carbide Corp, 83/04/89. BROHN, 0. Raglan 4> 
Office of Dtraetor 4pp, 18647:189. 
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8305260363 Ailvi««« that State nf HYi Dep t of Environ Oyal 1 1 v< Wa t er 
Qualitg Div ha« no objectlonc to proposed Increase In 
capaettg of A— 9 pit tailing* area Proposal appear* 

•nvtronrnental Ig acceptable Connmenti listed 

OARLANIOiH L Hgomlng. State of 83/05^04 PETTEMQILL 4 H MIC - No 
Detailed Affiliation Olven ip 18647 28? 


830526 0368 1. late State of UV. Dept of Environ Qua 1 Itgi Water aualltg Div 
concerns re application to Install pumpback uell to ravers* 
groundwater gradlant below A-9 tailings pond Quarterly repts 
for groundwater nonltorlng should be submitted 

GARLAND. M L Ugoming. Stats of B3/03/U PETTENOILL.H NRC - No 
Ostatlsd Affiliation Given Ip 18647 208 


8305250997 Submits revlau of 40'CFRi?0 compliance for fourth Quarter 
1902 fop Oas Hllle Mill Reviled data tt does calculation* 
eubmlttsd 030427 acceptable 

SOLLEMSERGER, D . MARTIN. D E Urenluai Recovery Licensing Branch 
83/09/13 HIOGINBOTHAM. L Lou Level Waste LiCtnelTig Branch 4pp 
18594 323 


DOCKET 40“0672 NUCLEAR METALS, INC . CONCDBD, HA 


8305120224 Addl responee to F01A request for license app llcatlons. 
license ft Insp repts re Nuclear Hstals.lnc ft correipondenc r 
on employee overetpotures to 19BD Forwards docunsnts listed 
in App A Info pertlally withheld (ref fOlA Eeempfelon 6 > 

FELTON. J M Oivlelon of Rulei and Records 83/03/01 MODHEV.B C 
Lousll sun. Louall. HA. 9pp 18460 090 


— 9112160299 Forwards urinalysis hletory form for review by Occupatlonsl 
Health 9tds Branch Info raqutsted as reiutt of recent Insp 
at Nuclear Metal In Concord. HA where employees urine thowed 
concentration of U In txceet of licensee guide 
KINNEMAN.U D Materials Radiological Pro tec t ton Sec tton. 

BI/12/07. ORELLAi A W. Fuel Cycle ft Materials Safety Ssctlon 
4pp 18462 186. 


—8305120234 Insp Findings ft Licensee Act dtd 620424 of License BHB-179, 
Insp findings no noncomp I lane e noted, 

KLEVIN. P B Atomic Energy Commies Ion 62/04/24 2pp 18460 060 


-8305120240 Insp Findings ft Licensee Act dtd 631207 ft 09 of License 
8MB-179 Imp findings no noncompl lance noted 
a Atomic Energy Commission 69/12/08 Ip, 18460.062 


—8305120246 Notifies that Nuclear Metals Div of Teitron. Inc acquired by 
Whittaker Corp Approval for transfer of licenses requested 
THOMPSOM.P, Nucitar MstaUi Inc 66 /OB/Il Atomic Energy 

Commlssien Ip 18460 063 


—8309120291 IE Insp Findings ft Licensee Ack dtd 671227 ft 28 of License 
B(ia~17? Insp findings. no noncoispllance noted 

GRELLA.A U . BROWNE, W.O. Atomic Energy Commission 67/12/28 Ip. 
18460 064 


-8309(20297 Forwards IE Insp Findings ft Llctnsae Act dtd 671227 ft 29 
No noncompl lanes noted, tf/o enel, 

KlRKHAN. R. M. Atomic Energy Commission 68/01/03 ABREAU.MA 
Whittaker Corp Ip. 18460' 065 


-8305120260 IE Insp Findings ft Licensee Act dtd 691202-03 of License 
8HB-179 Inep findings* no noncompl lance noted 

SMITH. R H Atomic Energy Commission. 69/12/03 Ip. 18460 066 


-6305120264 Advises that response to 690822 application for Llesnie 
SHB-179 has not been received Info re lisuanc* Of license 
requested 

LEE.M R. Whittaker Corp 69/10/22 NUSBBAUMER. D. A Atomic 
Energy Commission. Ip 18460:067 


-8305120268 Eubmlti list of rsplacemsnt page* to application for Lteanse 
8 NH- 6 Sj in reaponie to 690923 comments. 

tesEROW. 3, Nhlttakir Carp. 69/10/22. NU 8 SBAUMER. D A. Atomic 
Energy Gommilstlon. 2pp 16460*068 


-8305120274 IE Imp Findings ft LI cans** Act dtd 690903 ft 04 of Licenses 
SNM-65 ft BMB-179 Insp f Ind Ing* ' proper evaluation* not mad* 
of certain aspects of health physics program per Sections 
II b 4 through II.b. 6 <bl of License Condition 8 . 

BROHNE, W O. Atomic Energy Commission 69/09/18 ip. 18460:071, 


8303120279 Application for renewal of Licanse 8MB-179. author 1 ting 
potsssslon ft use of LI-339 solid metal ft alloy for 
fabrication ft eiper Imentatlon 

QUHMESDN.P U. Whittaker Corp 69/0B/22. 3pp. 18460*072 


— 8309120293 Notifies that License BHB-179 aspires on 690930 Renewal 
application should be filed within 30 days Enel 
certification of status of source mail activities form 
should be Completed for nonrenewal of license 

Nl/aSBAUMERj D A Atomic Energy Commission 69/07/25 HANNA. U 0 
Whittaker Corp ip 18460 075 


—8305120284 IE Insp Finding* ft Llcaniae Ack dtd 700715 ft 16 of Ltcensss 
8NM-65 ft 8M8-179 InTp flndtngs.no noncomplleneo noted 
SMITH. R H Atomic Energy Commission 70/07/16, Ip 10460 076 


— 8309120289 Notifies that no items of noncompl lane# observed during Insp 
of Licenses 3NH-69 ft 8HB-t79 Corrective msasure* implemented 
rs item of noncompllanco during 690903 ft 04 insp 3 Itserow 
replaced D 8 Kneppel a* criticality officer 

SMITH, R H. Atomic Energy Commission 70/01/06 Atomic Energy 
Commission. Ip. 18460:077, 


— 8305120294 IE Insp Findings ft Licanse* Ack dtd 710513 ft 14 of Licenses 
8NM-65 ft SMB-179. Insp flntflngs.no noncompl lance noted. 

Related Info and 

SMITH.R H, Atomic Energy Comnleslon. 71/05/14, 22pp. 18460.078 


--8305120298 Otscusse* 740913 smoke ft paper emission from S-gallon pail 
of 8 Fire dept raMovad pall Smoke ft vapor amiiiion ceased. No 
par* anna 1 con tamlnatl on rs suited or radiation released 
Caused by reaction between metal ft oil 

OILMAN, A. R Nuclsar Hetals. Inc. 74/09/13. Region 1, 
Philadelphia. Office of the Director, 3pp 18460*125 


— 8305120303 Discusses insp of License 8HB-179 radiation control program. 
License classification should be changed from E-3 to B-1 
Nest insp schetfulad during Nov 1974. 

JERMANi P C. Atomic Energy ComMission, Olrectorat* of Regulatory 
Operations 74/08/22 Atomic Energy Commission. Directorate of 

Regulatory Opsratlon* ip 18460*128 


—8309120307 Forward ■ Insp Rept 40-0672/74-01 on 740530 ft 31. No 
noncomplianca noted. 

NEL 8 DN 1 P. R Atomic Energy Commission. Directorate of Regulatory 
Operation 74/08/22 TUFFIK, W B Nuclear MeteU, Inc. 2pp, 
18460 129. 


—8305120310 Insp Rept 40-0672/74-01 on 740530 ft 31 No noncomp Itance 
noted, Major areas inspseted radiation control program, 
iIERMAN, P. C. . KNAPP, P <J Region 1, Phlladalphie. Office of the 
Director. 74/00/20 9pp 18460, 131, 


— 8305120316 Ack ricalpt of 740327 ft 0416 Itrs informing of steps taken 
to correct violations noted in 740219 Itr 

a'REILLV, J. P. Raglan 1. Ph 1 ladelph la. Office of the Director. 
74/04/26. TUFFIN, M 8 . Nuclear Metals, Inc. Ip. 18460 140 


—8309120392 9uppls 740327 Itr r* use of glove* for hand protection, 
monitoring of hand ft glove asan: ft us* of braathing ion* air 
samplsriin rasponss to 740404 telcon, Re lated info end. 

TUFFIN, N.B. Kuclear Metals, Inc. 74/04/16. O'REILLY, U. P. Region 
1. Ph iladelph la. Office of the Director 9pp, 18460*141. 


— 6309120396 Forwards Insp Rept* 40-0672/73-02 ft 70-0082/73-09 on 
731227-28 ft 740108-09 ft notice of vidUtlon. W/o insp repts. 
O'REILLY.U P Region 1. Philadelphia. Office of the Director 
74/02/15. TUFFIN.M.B, Nuc lear Me tale. Inc. 2pp 10460*146 


—8305120399 Notice of violation from insp of 731227-28 ft 740108-09. 
Noncempllaneas notid; failure to co'nduct adequate evaluations 
of hand atposures. to survay for airborni U-238 ft to 
analyse anvlron watar ft solk samples 

* Raglan 1. Ph lladalp h la, Offica of ths Director. 74/02/19 3pp. 
18460* 148 


— 8305120369 Responds to NRC 740215 Itr r« violations nottd in Insp Rsptt 
70-0082/73-09 ft 40-0672/73-02 Corrsetivs action#’ fingsr 
dosimeters placed on individual amployes* monthly on 
rotating basis. 3 handling smployast survsysd, 

TUFFIN, U Nuclsar Mstals, Inc. 74/03/27. □ 'REILLY, J. P. Raglon 

1. Phi ladsl phla, Office of the Director lipp 18460:193, 


— 8303120372 Insp Rspts 40-0672/73-02 ft 70-0082/73-09 on 721227-28 ft 
740108-09, Noncompliance noted: fa 1 lure to evaluate dose to 
hands of Individual* handling 8-238 ft wtarlng glovs* 
contaminated w/U- 8 d 6 ft deughter products. 

JERMANiP.C. , KNAPP.P, J. Region Ir Philadelphia, Office of the 
Director, 74/02/01. 20pp. 18460,164. 


— 8309120376 Confirm* 740104 ft 07 telconi r* action* taken to correct 
violations noted in Insp on 731227 ft 28. Rsprsssntatlvss will 
visit plant on 740107 to avaluata corrsetiva actions. 

□ 'REILLY. J, P. Raglan 1. Phi ladslphta. Office of the Director. 
74/01/07. TUFFIN, M.B, Nuciaar Metals, Inc 3pp. 18460:184. 
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--830S1204SO Foruard* Insp Rapt 40-0672/73-01 on 730329 6 30 No 
none amp 1 lane a noted Major areai Inspected selective exam of 
procedures & representative recordsi Intervlsus u/porsonneli 
measurements made by inspector 6 observations U/o end 
NELSOMt P n Region li Philadelphia! Office of the Director 
73/06/25 TUFFIN, W S Nuclear Metals. Inc 2pp 18460 191 


— 8303120434 "Nuclear Reactor Fuel Sves Semiannual Insp II Plan Sc Field 
Notes " 

EPSTEIN. H , MCCLINTOCK, H Office of Inspection 6 Enforcement. 
Office of the Director 73/06/23 16pp 18460 193 


— 8303120462 IE Insp Rapt 40-0672/73-01 on 780329-30 No noncompliance 
noted Major areas inspected mgt Intervleu re scope of 
program Sc operations, external Sc internal e xposures. s tac k air 
monitor lng> 1 tquld uasta & controls 

EPSTEIN. E . MCCLINTOCK. R 0 Region 1, Philadelphia. Office of the 
Director 73/06/23 4pp 18460 211 


— 8303120466 IE Insp Findings i Licensee Ac k dtd 760610 of License 
8MB-179 inip findings no noncompliance noted Radiation data 
sheet and 

EPSTEIN.E Region 1. Philadelphia. Office of the Director 
76/06/10. 9pp 18460 217 


—8303120478 Ac k receipt of 770310 Itr re violations noted In IE Insp 
Rapt 40-0672/77-01 Racordt of evaluations denoting true 
exposure of individual exposed to contamination should be 
maintained for revieu during next Insp 

NELSON. P R Region 1. Philadelphia. Fuel Facility St Materials 
Bafaty Branch 77/03/31 TUFFIN. H B Nuclear Metals. Inc Ip 
18460 231 


— 830S1204B0 Responds to NRC 770418 Itr re violations noted In IE Insp 
Rapt 40-0672/77-01 Corrective actions employee will present 
badge to guard at exit Badge sealed within deanable mylar 
anvelopt. 

TUFFINiW.B Nuclear Metals. Inc 77/05/10 NELSON. P R Region 
1. Philadelphia. Fuel Facility S« Materials Safety Branch 3pp 
18460 232 


—8303120483 Discusses IE Insp Rept 4D-0672/77-01 on 77032? St forwards 
notice of violation 

NELSON'P n Region 1. Ph t ladelphla, Fuel Facility St Materials 
Safety Branch 77/04/18 TUFFIN. M B Nuclear Metals. Inc 2pp 
18460 233 


— 830S1204B9 Notice of violation from Insp on 770329 Noncomp 1 lance noted 
failure to perform surveys to assure compliance w/ 
t0CFR20 101 10CFR20 403 re radiation exposure to personnel 

monitoring (film) badge for Third Quarter 1976 

« Region 1. Ph t lade Iph la. Office of the Director 77/04/18 Ip 
18460 237. 


—8303120493 Ack receipt of 780919 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/78-02 
CROCKERiH M Region 1. Philadelphia. Fuel Facility it Materials 
Safety Branch. 78/09/27 TUFFIN. M B Nuclear Metals. Inc tp 
18460 238 


—8303120494 Responds to NRC 780821 Itr re violations noted In IE Insp 
Rept 40-0672/78-02, Corrective actions. radiation levsls along 
outside rtar wall of Butler Bldg i reduced to 1 m/h Fencing 
placed betuien ends of bldgs 

TUFFINiU B Nuclear Metals, Inc, 78/09/19 Region 1, 
Philadelphia. Offlca of the Director tp, 18460.23? 


— 8303120500 Forwards notice of violation from insp on 780727-28 Results 
of emear samples within license guidelines 

CROCKER.H U Region 1. Philadelphia, Fuel Facility k Materials 
Safety Branch 78/08/21 TUFFIN, W D Nuclear Metals, Inc. 3pp. 
18460 260 


—8303120303 Notlca of violation from insp on 780727-28. Two Individuals 
working in restrletsd area received exposures to skin of 
8.34 k 8.19 pemsi respectively, during First Quarter CY78, 

Draft Insp Rept 78-02 end 

# Region 1, PhUadelphlsi Office of the Director 78/08/21, 2pp 
18460: 263 


—8303120307 IE Insp Rept 40-0672/78-02 on 780727-28 Noncomp llance noted 
two workers received skin dose in excess of 7,3 rems during 
First Quarter 1978 << levels outside Butler Bldg exceeded 
2 m/h at 2 ft. 

OLENN. U E, I MCCLINTOCK, R Region 1. Philadelphia. Office of the 
Director 78/08/14. lOpp 18460 263 


— 8305120309 Ac k receipt of 70O41B Itr informing NRC of steps taken to 
correct violations noted In IE Insp Ropt 40-0672/78-01 
Request to amend license must accompany changes to 
procedures noted In 780418 Itr 

nelson. P R Region 1, Philadelphia. Fuel Facility k Materials 
safety Branch 7B/0S/1I TUFFIN. WD Nuclear Metals. Int 2pp 
10460 275 


--830S12051 1 Responds to NRC 780324 Itr re Violations noted in IE insp on 
700228-0301 Corrective actions personnel instructed to 
collect floor sweeping in containers color coded to Identify 
scrap containing licensed matl 

TUFFIN. H B Nuclear Metals. Inc 78/04/18 Region 1. 

Philadelphia. Office of the Director Spp 18460 277 


— 8305120514 Forwards notice of violation from imp on 780228 6 0301 
Methods for detecting radioactive contamination should be 
reviewed Comments on smoking In restricted area requested 
nelson. P R Region i. Philadelphia. Fuel Facility 6 Materials 
Safety Branch 78/03/24 TUFFIN, W D Nuclear Metals. Inc 3pp 
10460 279 


— 8305120515 Notice of violation from Insp on 780228 k 0301 Noncomp 1 1 ance 
noted failure to perform surveys re disposal of licensed 
matl In waste radiation exposure to extremities 
« Region 1, Philadelphia, Office of the Director 78/03/24 Ip 
18460 282 


—0305120318 IE Insp Rept 40-0672/78-01 on 7B022B S< 0301 Noncomp llance 
noted failure to evaluate exposure to extremity t. to wear 
ring dosimeter in restricted area Raduaste found in trash 
dumpster 

GLENN, J , MCCLINTOCK, R Region 1. Philadelphia. Office of the 
Director 78/03/13 8pp 18460 203 


— 0305120519 Forwards proposed ack Itr to Nuclear Metals 901003 response 
to notice of violation k 800929 notice of proposed 
Imposition of civil penalty 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/11/19 THOMPSON. D Executive Officer for Operations Support 
2pp 18461 026 


— 0303120523 Forwards draft enforcement action Itr t. notice of violation 
k proposed imposition of civil penalty re failure to meet 
NRC 8t DDT requirements for shipment of redwasle to Barnwell 
burial site 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/08/26 THOMPSON. 0 Executive Officer for Operations Support 
Spp 18461 107 


— 0305120527 Amend 2 to License 8MB-179. revising Items 6 (. 7 re source 
matl k max possession 1. use. per 751003 telegram 
DRAQONETTE. K 8 Division of Fuel Cycle 6 Material Safety 
75/10/08 Ip 18461 185 


— 8305120330 Confirms discussions re possible overexposure of employee 
to airborne concentration of depleted U UB Hursh 1. 

KMSkrabte engaged as consultants for NRC Assistance 
requested 

KINNEMANi J 0 Region 1. Philadelphia. Office of the Director 
81/01/15 TUFFIN.U B Nuclear Metals. Inc 3pp 18461 199 


— 8305120540 Discusses IE Insp Ropt 40-0672/80-04 on 801120 Proposed 
transmittal Itr k notice of violation k proposed impolltlon 
of civil penalties enct 

GRIER. B H Region 1. Philadelphia. Office of the Director 
81/02/03. THOMPSON. D Office of Inspection k Enforcement. Office 
of the Director lOpp 18461 202 


■8303120602 Discusses IE insp on 801120 k forwards notice of violation k 
proposed imposition of civil penalty 

STELLOi V. Director's Office. Office of Inspection and Enforcement 
81/02/24 TUFFIN, M B Nuclear Metals. Inc 2pp 18461 229 


— 0303120609 Notice of violation li proposed imposition of civil penalty 
In amount of $3,000 Noncompl lance noted low specific 
activity radioactive matl found leaking from Drum SB 
STELLO, V Director's Office, Office of Inspection and Enforcement 
81/02/26 2pp 18461 231 


— 8303120620 Ack receipt of 810316 Itr k payment of civil penalty 
proposed in 810226 Itr 

THOMPSON. D Director's Office (Pre 820201) 81/03/27 

TUFFIN. M B Nuclear Metals, Inc Ip 18461 258 


— 8305120623 Discusses licensee 810312 fire Approx 10 lb U chips In 
druw In waste handling area ignited by spontaneous 
combustion, Fire spread to flammable matl Wipes in area 
revealed gross beta contamination. 

COSTELLO. F M NRC - No Detailed Affiliation Given 81/04/03 

KINNEMANi J D NRC - No Detailed Affiliation Given 2 pr 

18461 259 
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-8303120627 Oiscusir* B10312 fi«-« bv aotn-lgnition of 

■ncaiiiulabod U turnli)t» rnsTELLOi F 

OILHAN.A R Kuelaar Metal* , Inc ann 

I, Phlladalphta, Office of the Director 181/03/011 3pp 
10461 261 


lO lb of 
Region 


—8303120630 Forwarde IE ln*P RePt rtW-^Liami of 

noncompllaoce noted Major areas Inepected **' , 
procedures & r.preientattva records- i ntervleueu/pereonnel, 
nassureAents & observatlom h« *"*??' ?.*„# the Director 
RINNEHAM- J D Region !■ ^''^’**’*'1*^*'’ Inc 2p» 

(81/03/01 > Bl/04/16 7UFFIN.W B Muclear Metals. ll>C Zpp 

18461 264 


-8303120633 Respond, to 810724 application to 

Addl info re indneretlon of U "Ilf IT 81/09/29 

HANO-J C Division o.f Fuel Cgclo *■ 

OILMAN/ A R Nucl«*r M«k«U* Inc Jp lQ4frl 2V7 

-8303120642 Heciuest. addl Info re 810327 

BMB-179, proposing dilution factor of 143 b« applied to aV 
pfflutnt -Proro v*ntil*tlon »t»ck* ptr 

iAK0?o°c‘°*i1il.lnn of Fuel Cycle 8 f 

OILMAN. A R Nuclaar Metals. Inc 2pp 18461 326 


-8305130006 Acl receipt of application ' 

License will not esplre until final action 81/12/28 

HICKEY. J.W Division of Fuel Cycle 

OILMAN, A R Nuclear Metals. Inc If 18462 109 


—0208060244 Rept on last quarter 1981 skin dose to Nuclear Hetal«, Inc 
cmp loyec 

ALLARD. D J Nuclear Metals, Ine B2/03/01 tSpp 18333 224 


-0303060141 Submits final rept re 740913 smote 6 vapor emleelon at 3 
gallon can of dopletad 1/ Analysis of container 8 eurrounding 
area revealed no spread of contamination Control proceduree 
Improved Info pertlelly deleted 

OILMAN, A R Nuclear Metals, Inc 74/10/24. ALLEN, H Region 1, 
Philadelphia. Office of the Director Spp. 18333 169 


— 8303060136 Act receipt of 7S063D transmittal of final ovartspoture 
rept, per 10CFR20. 405(a> 

MCCLINTQCK.R O Rigion 1. Philadelphia. Fuel Facility 8 Materials 
eafoty Branch 78/07/13 OILMAN. A R. Nuclaar Matals, Inc. 2pp 
18333 177 


— 8303060181 Submits rept re employee uhole body overexposure to beta 
plus gamma radiation. per 10CFR20 403(a) (1) Film badge 
reevaluatlon 8 overexposure of U confirmed 780330. 

Raaesignmint of personnel 6 early alert procedure Initiated. 
OILMAN. A R Nuclear Metals. Inc 78/06/30 Region 1. 
Phlledelphle. Office of the Director 3pp 18333 180 


— 8303060189 Forwards JE Olenn 810(06 memo re allegations of unsafe 
conditions 6 improper firing of employee by Nuclear Ketels. 

Inc No further action planned unless written complaint 
filed 

KINNEMAN, J D Nucloer Metals, Inc 81/01/13 SMITH, 0 H. Region 
1. Philadelphia. Office of the Director Ip 18333' 187 


— B305130&11 Conflrme B20216 conversation u/C Rowe re 2“**^^**^^ 

skin overexposure to employe. Detailed rept forthcoming Info 

VUHBACO.F. J Nuclear Metals. Inc 82/02/16 KINNEMAN. J. D 

Rsglon 1. Office of Director Ip 18462 110 


— 8303060193 Diicusses allegations by former Nuclear Metals. Inc amfloy 
re unsafe conditions & Improper firing Info partially 
delated 

OLENN. J.E Region 1. Philadelphia, Office of the Director 
81/01/06 KINNEMAN. JD Region 1. Philadelphia, Office of the 
Director, 2pp 18333 188 


8309130016 Confirms telcon re application for renewal of 

8HB-179 Site vlelt xchedoled for B2D304 

HICKEY. J U Division of Fuel Cycle te ^***^‘** ^ 

OILMAN. A R Nuclear Metal*. Inc Ip 1B462 ill 


License 

82/02/18 


— 8303060200 Forward. "Analyels of Exposure Involving Depleted U at 
Nuclear Metals. Apr 1981," consultant rept 

HUR8H. J B. Rocheeter, Univ of. 82/02/18 HAYNES, R C Region 
1, Office of Director Ip 18333.202 


-8303130031 DIscus.es 820126 telcon re small creek In dlte during 
discharge of U neotrallied acid waste to lagoon. Possi b 1 y 
bii f ■ fl r Alhi cycl® Dike peinfopced 
KINNEMAnI^J D Region 1. Office of Director 82/03/24 Region 

ti Office of Director Ip 18462. 130 


— 830306020? Olscufsoe allegations made by Nuclear Metals. Inc employee 
unsafe condlttuni Involving rlet of employee contamination. 

Related Info oncl Info partially deleted. 

ROWe.C Region 1, OfPlco of Director 82/04/22 KINNEMAN, J. D 
Region 1. Office of Director Ip 18333' 241 


-8303130037 Comments on application for roneuil of Llconte 8H3-179 
Application should provide more specific 

frisking personnel fc clothing at axits from *”• 

KINNEMAN. J D Region 1. Office of Director 82/04/0 
MILLER. V L Office of Nuclear Material Safety fc 
Safeguards. Director 2pp 18462.131 


— 8303060214 Notifies of results of Inyulrlos re allegations aiada by 
Nuclear Metals, Inc employee. No items of concern represented 
noncompl lance u/NRC regulations or safety haiards 
KINNEMAN. d D Region 1. Office of Director 82/04/02 
FIATARONE.d V Labor. Dept, of Ip 18333 242 


—8305130042 Forwards Rev 2 to "NHI Scrap Packaging Procedures. " for 
of U lr> nvpport of Dec 1901 

Inc HICKEV. .1 Division 

of Fuel Cycle & Material Safety Ip. 18462 154 


— 8303060220 Foruardi complaint from Nuclear Hetale, Inc employaa re 
unsafe conditions 6 health haierds at facility Related Info 
encl Info partially deleted 

FIATARONE, J. V. Labor. Dept, of 82/02/02 KINNEMAN. J. Region 1. 
Office of Director 20pp 1B333'843 


— B30S130053 Forwards 820313 reqoait for addl info Tf licensee 

application for rinewal application. no/os/ia 

HICKEY, J M Otvliion of Fuel Cycle 6 

KINNEMAN. J O Region 1. Office of Director 2pp 18462 174 

-9303130062 Act receipt of 911116 License 

8MB-17?, Addl Info re temporary job sites at which source 
rati* will be possessed or ueed, radiation survey program h 
waste dleposal requested. M/o stated end. , „ , . 

UAN0.3 C. DIvlelon of Fuel Cycle & Material 94f**9 82/03/13 

OILMAN.A.R. Nuclear Metals, Inc. 4pp lB462i 176 

8303060133 Addl response to FOIA request for Info ^e Nuclear Metals, 
Inc, Including Incidents of employee overexposure*. Forwards 
App A doeumants Info partlelly withhold names of overexposed 

Individual* (ref FOJA Exemption 6) Mnnuev n r 

FELTON,.; M Division of Rules and Records, 83/03/03 MOONEY. D C 
Lowell Sun. Lowell. MA 3pp 16333.163 


DOCKET 40-1162 WESTERN NUCLEAR. INC . JEFFREY CITY, UY 


8303020407 Forward. "Water Quality aampling Results. Fourth Quarter 
1902. Split Rock Mlll.Jepfrcy Clty.HY. " par License Condition 
23 Hell 20 data will be submitted In supplemental rept. 

BOODEN.O Western Nuclear. Inc, (subs of Phelps Dodge Corp >. 
83/03/31 Region 4, Office of Director tp 18273' 220, 


— 8303020417 ''Water Quality Sampling Rasul ts, Fourth Quarter 1982. Split 
Rock Min. Jeffrey Clty.WV '* 

« Western Nuclear. Inc. (subs of Phelps Dodge Corp ). 83/03/31. 

taSpp 18273 221. 


8303090499 Forward* fuel cycla 6 matlt LER summary for Har 1983. 

BROWN . 0 0 Division of Vendor 8 Technical Programs. 83/04/27 
DAVIS. J.O. Office of Nuclear Material Safety 6 Bafaguards. Director, 
app. 18306, 198 


'8201070110 confirms 811215 telcon agreement re consulting ivis for 
orobabla U overexpoiore incident described In encl Wore 
involves analyelt of health significance of uptake fc most 
likely Initial update of deplotod U. Oulifanee U f •'*' J 
KAYNES.R C Region 1. Philadelphia. Offlc# of the Director 
fBl%3/01>. 31/12/30 HUR8H. J D Horsh. J B I2pp 18353 190. 


8303290173 Addendum to eemlannuat environ monitoring ropt for Jul-Dec 
1982 W/B30310 Itr. 

BODOENi 0. Westorn Nuclear. Inc, (sub*, of Phelps Dodge Carp. > 
83/03/10, PETTENQILL.H J Uranium Recovery LI canting Branch. 37pp. 
18996’. 3 U 


-8208060242 Forward, rept on last quarter 1981 skin doie to Nuclear 

Metal*. Inc employae urwuirMiM i n 

ALLARD, D.J Nuclear Metals, Inc. 82/03/01 

DIvlelon of Engineering 6 Technical Programs. tp 18333 283 



DOCKETED ITEMS 


B 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOOAi TN 


DOCKET 40-2239 PATHFINDER MINES CORP , RIVERTON, WY 


Q3QS03Q08S Informt that monltorlnfl locationt adequate to meet FEB 
Section 4 2 criteria re evaluation of any adveree effect! 
of dacommlaelonlnu on environ (, to eniur* monitoring of 
critical pathway! 

JOHNSON, T L Uranium Recovery Field Office LINEMAN, J J Region 
Office of Director B3/03/25 Uranium Recovery Field Office 
2pp 1S310 339 


4, 


DOCKET 40-I47B SPENCER CHEMICAL CO , KANSAS CITY, MO 


B903230112 Final reeponte to FOIA requeit for io»p rept! of lafety 
violation! at Kerr-McOee Pu plant at Crosant,0K from Aug- 
Nov 1972 Forward! JF Donahue 731102 memo tran«mlttlng IE 
Inveitlgatlon Rept 70-1193/73-01 w/portlon! deleted 
FELTON. J M Dlvliton Of Rule! and Record! B3/03/22 WIDMER.R R 
Affiliation Unknown Ip 18343 134 


8303130293 Review! lurety arrangement! for deconimi!! lonl rtg & 
reclamation coitt for Lucky McKlll Co«t analysis It 
summary acceptable 

HOOLBEY.R T Uranium Recovery Field Office 03/03/21 Uranium 
Recovery Field Office 2pp 1G400 034 


8303030711 Discusses Pathfinder, Inc 630314 request to reduce number of 
groundwater quality parameters to be monitored Wells UW-S02 
it AL-1 should continue to be sampled for entire suite of 
parameters Catton-anion balances should be reported 

KEARNEY, B Wyoming, State of 83/04/03 Wyoming. State of Opp 
18309 090 


8303160205 Submits recommendations re 830314 request for reduction in 
perameters analyied for groundwater monitoring program 
8EIFFERT, S 0 Wyoming, State oP 63/04/13 HAROOROVE. T 
Pathfinder Hines Carp Ip 18462 361 


— 8305230207 Forwards Region IV 660729 memo re facility closeout survey 
results Licensee measurements In 660609 itr substantiated 
by Region IV findltigs. ^ ^ 

ROY, 0 M Atomic Energy Commission 66/08/OB NU98BAUMER, D A 
Atomic Energy Commlsslori tp 1BS43 322 


—8308230222 Dlscusies closeout inip of Licenses 8HB-664 ti 8NM-693 on 
660706 Recommends that licensee be authorlied to transfer 
control of facilities to unlicensed riclplent 
WALKER, D L. Atomic Energy Commission 66/07/29 DUBINBKIiL 
Atomic Energy Commission 4pp 18343 223 


B303230233 Requests author 1 lation to release vacated facilities at 

CushlnJiOK to refining div for unrestricted use Rldgi used 
by nuclear products dept cleaned I, decontaminated. Heel th 
phutlcs survey indicates contamination below limits 
Wl/LLERtO B. Kerr-McOee Nuclear Corp 66/06/09 NUSSBAUMER, D A 
Atomic Energy Commission 4pp 18343 227 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP , OKLAHOMA CITY, OK 


B303280177 Forwards IE Insp Rept 40-2061/03-01 on 830104-06 k 23-28 No 

noncompUance noted , ,, , 

HINO.vi A Region 3, Office of Director 83/02/23 SHELLEY, W J 
Kerr-McOee Chemical Corp tsubs, of Kerr-McOee Corp > 2pp 
17709’ 277 


8303130312 Trip rept of 830413 meeting at Pathfinder mining site re 
seepage from Tailings Pond 1 Major seepage path Identified 
to be paleochannel within cody shale Efforts to control 
stepage partially successful 

KEARNY, D NRC - No Detailed Affiliation Olven 83/04/16 NRC ' 
No Detailed Affiliation Olven 2pp 16437 319 


8303260337 Advises that TW Hardgrove assumed respons lb 1 1 i ty of envirdii 
coordinator, overseeing radiation protection function in mill 
dept as of 830411 

NVOENTiE L Pathfinder Mines Corp 83/04/22 WOOLSEY. R T Region 
4, Office of Director Ip 18647 290 


DOCKET 40-3079 TECHNICAL OPERATIONS, INC , BURLINOTON, MA 


8303030161 Forwards IE Insp Repts 40-3079/83-01,30-04376/63-01 t, 
30-09623/83-01 on 830309 No none amp 1 lance noted 

MARTIN, T T, Division of Engineering 6 Technical Programs 83/04/20 
LANOAUER.R Tschnical Operations, Inc 2pp 18342 222 


—8303030166 IE Insp Repts 40-3079/83-01,30-04376/83-01 k 30-09623/03-01 
on 830309 No noncompliance noted Major areas Inspected icope 
of operatlans, I Icansee action on previous Insp findings k 
followup on possible defect In ekposura device 

ROWEiC A , KINNEMANiJ D Region 1, Office of Director 83/04/19 
Spp, 18342 224 


—0303280182 IE Inep Rept 40-2061/83-01 on 830104-06 It 25-28 No 
noncompliance noted Major areas Inspected liquid effluent 
relcaees fc new operational water retention sys, surface water 
results tt work site 

NICHOLSON, N A., BCHUMACHER, M C Region 3, Office of Director 
63/02/17 7PP 17709 279 


8303030706 Dlscuseei Items of in teres t, Inc ludlng DOE 830419 visit to 
NMSB to oxAttlno dockft of Korr-KcOo* W#it Chicago Roro 

Earths Facility fc Detroit Edison Co 830419 visit to discuss 
proposed license conditions for 8NM-1913 for fuel storage. 

PAOE, R 0 Uranium Fuel Licensing Branch 83/04/20 DAVIS, J. 0 
Divition of Fu»l It 3pp. 1830?’ 103 


6303170406 Order extending time until 830320 for Commission to act to 
ravlew presiding offlcsr 830313 decision 

CHILK, 8. J. Office of the Secretary of the Commission B3/D3/13 
Commissioners Ip. 18470 008 


8303200370 Order extending time until 830327 for Commission to act to 
review presiding officer 830315 declilon. 

CHILK, 8. J. Office of the Secretary of the Commission. 

Commleeloner ■ ip. 18314 273 


03/03/19. 


8303240080 Confirms 830324 meeting In Olen Ellyn, IL to discuss 
noncompUance notad In recent insp, corrective actions 
enforcement options available to NRC, per 
KEPPLER, J 0 Region 3, Office of Director, 83/03/19, 
Kerr-HcOee Chemical Corp of Korr-KcOse Covp 1. 

10349! 173, 


RAINEY, J C 
IP 


6303240202 Notification of significant licensee 830324 meeting In 
Olen Ellyn, IL to discuss NRC findings during rfcent ‘h*P' 
enforcement options available k Ueentee corrective •colons 
« Region 3, Office of Director 83/05/20 Region 3, Office of 
Director. Ip. 18348 201 


DOCKET 40-3392 ALLIED CHEMICAL CORP., HORRIBrOWN, NJ 


8305030671 Forwerds request for add 1 info needed to complete EIA for 
license renewal Most questions discussed during NRC 830413 
site visit but written responses needed for renewal process 
by 830331 

WYNOARDEN, S Uranium Fuel Licensing Branch 03/04/23 YATES, R H 
Allied Chemical Corp 4pp 1B309 231 


0303120129 Trip rept of 830419-20 site visit to Me tropo 1 Is. t U re 
facility f ami 1 ler 1 xa t Ion ti initial comments on License 
8UB-326 renewal application 

K08LA, B Uranium Fuel Licensing Drench 83/03/04. CROW. W T 
Uranium Fuel Licensing Branch Ip 18433 311 


8303240337 Forwards IE Insp Ript 40-3392/83-01 on 830419-20. No 
noncompUance noted. 

PAPERIELLO, C, J Region 3, Office of Director 03/05/09 
CIPOLLA, A J, Allied Chemicel Corp 2pp 18373‘ 107 


—8303240340 IE Insp Rspt 40-3392/83-01 on 830419-20 No noncomptience 
noted Major areas Inspected. radiation protection, radwasta 
mgt, safety committees t< conduct of operetlons 

PECK.C C , HILLER, D.E i OREOER.L R Region 3, Office of Director. 
83/03/09 4pp. 18375 109. 


8303170724 Confirms 830419-20 discussion re format for submittal of 
renawal application for License 8UB-S26 Section specifying 
committed conditions of operation requested 

KOSLA.B Uranium Fuel Licencing Branch 83/03/11 yATESrR Wl 
Allltd Chamlcal Corp. tp 18496 185 


DOCKET 40-3453 ATLAS MINERAL, INC , DENVER, CO 


8303130297 Reviews Third Quarter 1982 environ monitoring data for 
Moab Mill Sampling k analysis acceptabla 

OARCIA-P.J > PETTENOILL.H, J Uranium Recovery Field Office, 
03/03/21 Uranium Recovery Field Office. 4pp 18460 036 
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63091204^6- Comffls'nts on Atlas Miriiiirals rept re 1'962 land use survey f'or 
Haab Mill in accordancs u/Cundliion 40 of Source Matt 
License SUA”9t7 Vendor has performed acceptable land use 
turvey 

OARCIA.P J . PETTENOILL. H J Uranium Recovery Field Office 
93/04/06 Uranium fiecovery Field Office Ip 16443 172 


830S130362 Requests eatenslon of due date to 040430 for proposed plan 
for final reclamation phase mods to Moat Mash sltei per 
License Contflti-on 16 to License SUA~917 

BLUBAUCH.R E Atlas Minerals 83/04/23 SMITH, D NRC - Mo 
Detailed Affistatlan OLven 2 fp 18443 322 


9303170601 Revieus Third Quarter 1992 Pb-210 environ monitoring data 
for MoaO Mill Sampling data acceptable 

BRANSCOMEiUM Uranium Recovery Field Office 93/03/21 Uranium 

Recovery Field Office 2pp 18497 046 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVERTON, HV 


8303200031 Foruards Federal American Partners "Soil Testing Oas Drau, 
Oas HI ]) t, Fremont C-ounty,H/ " 

SEIFFERT. SO Uyoislng, State of 83/03/23 PETTENO 1 LL, H J 

Uranium Recovery Field Office 3pp 18340 269 


— 6303200037 "Soli Testing Oas DrawtOas Hi ) 1 s , Fremont County, MV " 
M/four Qverslic maps Aperture cards are available in PDR 
» Federal American Partners 83/02/38 44pp 1G940 272 


6303130319 Notice of negetlve declaration re Issuance of amend to 
License SUA-667 for operation of F> deral-Atnar i can Partners 
U mill in Oas Hills, MV 

LINEHAMi J J Uranium Recovery Field Office 83/04/11 ip 
1B4S7 316 


e30913032B Foruards request for addl info re proposed reclamation 
plan for tailings impoundments for Shirley Basin Mine, per 
license r-eneual ravleu 

PETTENOILL, H J Uranium Recovery Field Office 93/03/31 
RUSSELL, J E Pathfinder Mines Corp Spp 10497 272 


6305030499 Foruards feel cycle & metis LER summary for Mar 1983 
OROMNr O 0 Division of Vendor t< Technical Programs 83/04/27 
DAVISivi 0 Office of Nuclear Material Safety (c Safeguards, Director 
Spp 1B306 198 


DOCKET 40-6639 OETTV GIL CO - PETROTOMICS CO , SHIRLEY BASIN, WY 


8303020439 Poriuards environ sample data for Third Quarter 1982 
PFAFF.S vl Oetty Oil Co iPetro tomlcs i 93/03/02 NRC - No 

Detailed Affiliation Olven 3pp 18291 146 


— 0303020443 Environ sample data. Third Quarter 1902 

• Oetty Oil Co iPstrotom lc« ) 93/03/02 63pp 18291 148 


G30S030499 Forwards fuel cycle fi< mabls LER summary for Mar 1983 
BRQMN, 0 D Division of Vendor & Technical Programs. 83/04/27 
DAV’IS,J 0 Office of Nuclear Material Safety (, Bafeguardi, Director 
3pp 16306 198 


DOCKET 40-7097 MOLYCORP, INC , WHITE PLAINS, NY 


8303180200 Submits summary of decommissioning plan for facility Info 
needed to complete cost estimates Included 

UARHOLiif. M Molycorp, Inc 83/04/21 SOQNO, A L NRC - No Detailed 
Affl nation Olven Spp. 18302 360 


DOCKET 40-6500 ENERGY, DEPT OF, CANOKSBURO, PA 


9305180117 Forwards summary of data from radon monltortn-g netuorh in 
Canonsburg, PA area for 811030-820127 Maps indicating 
monitoring locations and 

RUDY.C R Monsanto Co 83/04/13 CROM.U T Division of Fuel Cycle 
1 Material Safety Ip 16303 320 


DOCKET 40-7380 FAN9TEEU, INC . NORTH CHICAOO. IL 


6303160004 Application for amend to License BMB-?! 1, author 1 1 Ing const 
L operation of pond to rtca ive, settli t, store calcium base 
residues from regular industrial process stream U/four 
overslie maps Aperture cards available In PDR 

DUOOANi J O, Fensteel Metals isubs of Fansteil,tnc ) 83/03/04 

Licensing Management Oranch 6pp 18462 348 


— 6303180123 “Mnund Radon Program, Suisnary of Outdoor Canonsburg 
Monitoring Data," 911030-920129 
♦ Monsanto Co 03/04/15 3pp 18303 321 


9303170116 Summariies possible use of models for groundwater flou h 
transport in saturated S< unsetureted layers for various 
UflTRA sites 

DEB, A K Roy F Weston. Inc 93/04/21 MIKON.M A MRC - No 
Detailed Affiliation Given 2pp 19496 361 


8305180176 Comments on items of Interest re listed moetings NMB8 
meeting notes end 

PAOE,R O Uranium Fuel Licensing Branch 03/03/12 DAVIS, J 0. 
Office of Nuclear Material Safety 6 Safeguards, Dlract-or 3pp 
IBSOa 334 


DOCKET 40-6622 PATHFINDER MINES CORP , SMIRLEY OABIN, WY 


8303020410 Foruards effluent monltorihg data U 40CFR190 rapt for Fourth 
Quarter 1982 per License 8UA-4 42. Amend 2.Condltlan 37 !• 
corrected Table VIID 6 VIIE.re Ingestion i total dose at 
Sites 7R i, GP I 

SMITH, UC Pathfinder Mines Corp 83/03/24 BROWN, Q D Region 4, 
Office of Director Ip 10231 266 


S30S1602SO Forwards 030304 application for amend to License 8MB-911, 
apparently not raceive-d 

DUOGAN. J O Fans te el, Inc 03/03/22 NRC - No Detailed 

Affiliation Olven Ip 18473 043 


■9309160261 Application for amend to Liconsa BMD-9U to construct U 
operate Inter lor~llned pond to recolve, settle 6 store 
c ale i um-baho residues from industrial process stream 
DUOOAN. JO Fansteel, Inc 83/03/04 NRC - No Oetalled 
Affiliation Given 6pp 18473 044 


DOCKET 40-7708 UNION C ARB IDE CORP , NEW YORK. NY 


8303180319 Advlsts of transfer of official docket files It outstanding 
licensing ections for listed 1 Icenses, from U Fuel Licensing 
Branch to Region III 

PAOEiR 0. Uranium Fuel Licensing Branch 03/03/09 HIND, J A 
Region 3, office of Director Ip 18303 079 


8303180824 Notifies that official files for Licenso SDM-933 transferred 
to Region III as of 830401, as part of regional licensing 
program U/o stated FR notice 

PAOE.H O Uranium Fuel Licensing Branch 93/03/03 BEVERLY, R G. 
Union Carbide Carp |p. 18909 361 


-0303020504 "Environ Honl toeing Data tf/Onsa Calculat i one. Fourth Quertep 
1982 " 

» Pathfinder Mines Corp 83/03/24 a9pp 18281 267. 


8303030277 Forwards effluent monitoring data rapt for Fourth Quarter 
1982 Corrected Tables VIID r» Ingestion dose 6 VlIE re 
total dose also and 

SMITH, JC. Pathfinder Hines Corp 03/03/24. OARCIA.P Uranium 
Recovery Licensing Branch Ip 18309 300 


8309200194 Cpnflrms 030304 conversation re sipiratlon of License 
8MD''933 License amended to deleth Item 4 expiration date 
of 770B31 License shall remain In effect until NRC action 
initiated to terminate license 

PAOEiR. G Uranium Fool Licensing Branch 83/03/16 BEVERLY, R 0 
Unlhn Carbide Corp Ip 18540 244. 


DOCKET 40-7869 PLATEAU REBOURCEB, LTD , GRAND JUNCTION, CO 


6305020491 Corwhentf on State of MV Dept of Environ Quality 830282 H 
re environ monitoring program Deepening seepage collection 
trench would Increase seepage rat# tc should be considered 
alternative 

^ ** Associates, Inc 83/03/89 OARCf/ 

uranium Recovery Licensing Branch 4pp 18384 339. 


8303040047 Forwards "Effluent Monitoring Rept,Jul-Dec 1902 " 

OERDEMAN, F M, Plateau Resources, Ltd 03/04/13 Region 4, Office 
of Director Ip 18336-348. 


■•-0308040032 "Effluent Monttgrlng HeptiJul-Dec 1902 " 

» Plateau Resources, Ltd 83/04/13 tOpp 18336.349 



DOCKETED ITEMS 


7 


B303030499 Forward* fuel eifclt & cnatls UER summarg For Mar 1903 
BROWKIi 0 D Division of Vendor & Technical Programs 03/04/27 
DAVISi J O OFFtce of Nuclear Material Bafetg & Safeguardsi Director 
3PP 1830& 198 


Q309S30199 Recommends mod to License Condition 12 re transfer & 
disposal of contaminated matl at Shootarlng Cangon mill 
tailings impoundment Mod authorizes Plateau Resources 
Limited 830281 proposal for use of' three-drum slusher 
JOHNHONtT L • LINEMAN. J J Uranium Recoverg Field Office 93/03/10 
Uranium Recoverg Field Office Ip 18393 398 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CORP > OKLAHOMA CITY. OK 


0305030237 Issues Amend 21 to License 9UB-1010. requiring sampling i 
aPalgilng of sediment everg 6 months 8ER supporting amend 
epc I 

PAOE.H 0 Uranium Fool Licensing Branch 03/04/20 SHELLEY.W J 
Kerr-HcOee Nuclear Corp 2pp 10309 340 


— B30903024h SER supporting Amend 21 to License SUD-1010 re sampling (< 
analyzing sediment 

RHODES. M Uranium Fuel Licensing Branch 03/04/20 d>pp 
18309 343 


8309200092 Forwards 19S2 completion rept re continued use of barium 
treated. neutral 1 zed solvent extraction raffinate as 
f art! 1 1 zcr. per Condition 12 of Amend 17 to License 8UB-1010 
U/tuo oversize figures Aperture cards In PDR 

SHELLEY. N J Kerr-McOee Nuclear Corp 83/04/26 PAGE. R 0 Uranium 
FUal Licensing Branch 85pp 18928 314 


0309180323 Discusses items ef interest. Inc 1 uding natl response team. 
FE8 for Kerr-McOee Rare Earth facllitg t. radioactive 
propertg in Hagne.NJ 

PAOE. R 0 Uranium Fuel Licensing Branch 83/09/03 DAVIS. J 0 
Office of Nuclear Material Safety t< Safeguards. Director 2pp 
10303 337 


0309120479 Ack receipt of 030426 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp of License SUD-1010 Addl 
info re corrective actions requested within 10 dags of Itr 
receipt 

BROWN. 0 D Region 4. Office of Director 83/05/10 SHELLEY.W J 
Kerr-McOee Corp ip 18431 097 


8309230603 Iscues Amend 22 to Licenea SUB-lOiO. authorl z ing injection of 
treated liquid raffinate in Sequoyah waste disposal well 
SER end 

PAOE. R 0 Uranium Fuel Llcanslng Branch 83/09/18 SHELLEY.W J 
K*rr-McOao Nuclear Corp. Ip 18994 316 


— 8303230604 SER supporting Amend 22 to License SUB-lOiO. author 1 1 Ing 
injection of treated liquid raffinate in Sequoyah waste 
disposal well 

WYNOARDEN. 9. D. Uranium Fuel Licensing Branch 63/09/18 9pp 
10394 317 


DOCKET 40-8033 COTTER CORP . ROSWELL. NM 


8309180163 Advisee that only solution is cinst of masonry bldg 
w/conercte floor & roof Cotter has agreed to addl cost 
Prof drawings S< procedures will be forwarded upon agreement 
w/alternatc approach 

JARBQE. E D Futora Coatings. Inc 83/04/10 CROW. B NRC •* No 
Detailed Affiliation Olven 2pp 18902-397. 


B303040707 Summary of meeting w/8tate of MO Future Chemical Co re 
possibility of restricting access to pile of contaminated 
soil w/rtslduai from extraction of U from ore during World 
War II, Bldg should bo constructed to house soil. 

PAOE. R 0 Uranium Fuel Licensing Branch 83/04/20 0AVI8. J 0 

Office of Nuclear Material Bafaty 4< Safeguards. Director 2pp 
10336. 333 


8303110117 Trip rept of 830421 meeting u/State of MO 6 Future Chemical 
in Hazelwood. MO re State of MO proposale to restrict access 
to Future Chemical property 

CROW.W. T. Uranium Fuel Licensing Branch 83/03/02 Uranium Fuel 
Llcanslng Branch ip 18421 319 


B3091B0176 Comments on Items of interest re listed meetings. NM8B 
meeting notes end 

PAOE. R 0 Uranium Fuel Licensing Branch 83/03/12 DAVIS. J 0 
Office of Nuclear Material Safety 6 Safeguards. Director 3pp 
18902. 394. 


DOCKET 40-8064 EXXON MINERALS CO USA. HOUSTON. TX 


8309030719 Forwards summary of U data for Original Pilot In Situ Mine 
included in 021io2 6 33012S quarterly repts 

E3TEY. H P Exxon Corp 03/04/06 LINEMAN. J J Uranium Recovery 
Field Office 2pp 18310 396 


0305170242 Submits review comments on proposed res torat i on/post- 
restoration program for Exxon Highland Mill Mods to target 
restoration value 6 excursion monitoring program 
recommended Program acceptable 

FREUDENTHAL. N . SMITH. M Wyoming. State of 03/04/11 SMITH. R D 
Uranium Recovery Field Office 4pp 10496 177 


8305170995 Summarizes review of Expanded Pilot RLD luellfseld quarterly 
rept for Oct-Dec 1982 No followup actions necessary 
R08B. F W . LINEMAN. J J Uranium Recovery Field Office 83/04/21 
Uranium Recovery Field Office 2pp 18493 360 


0303130363 Ack receipt of Exxon 830419 Itr Dept of Environ duality does 
not object to Exxon mod of excursion monitoring program 
frequency from biweekly to monthly 

FREUDENTHAL. N Wyoming. State of 03/04/23 LINEMAN. U Uranium 
Recovery Field Office Ip 18443 321 


8303260143 Quarterly rept for Jan-Mar 1903 Original pilot observation 
wells will be sampled monthly until regulatory concurrence 
received Health physics surveys taken monthly 

SHANNON, J D Exxon Corp 03/04/27 LINEMAN, dU Uranium Rocovory 
Licensing Branch 9pp 10640 234 


DOCKET 40-0084 RIO ALOOM CORP , MOAD. UT 


8303170589 Comments on 830213 survey rept re land use changes since 
020901 rept No change identified which would warrant mods to 
environ monitoring program 

WASTLER. 8 L . LINEMAN, J J Uranium Recovery Field Office 
WA8TLER. S L Licensing Branch 1 03/04/08 Uranium Recovery 

Field Office Ip 18496 lOB 


0309060462 Elaborates on 83030! telcon re liability of Rio Algom Corp 
In processing t> shipping of U concentrate owned by Brush 
Wellman. Inc Legally definitive answer to question of 
liability cannot be provided 

EVERETT. R J Region 4. Office of Director 83/05/03 LAWTON.K D 
Rio Algom. Ltd 2PP 10331 192 


DOCKET 40-6102 EXXON CO USA. HOUSTON. TX 


B303230193 Informs that Permit Rov TFN !-6/242 {Permit 2180 will be 
considered incomplete until finalized reclamation plans 
submitted 

8UND1H.R E . FREUDENTHAL, N Wyoming. Btata of 03/03/23 
SHANNON. J Exxon Corp 6pp 18396 333 


8303030499 Forwards fuel cycle 6 mails LER summary for Mar 1983 
BROMN.O D Division of Vendor ft Technical Programs 93/04/27 
DAVIS, d 0 Office of Nuclear Material Safety & 8a feguards. Dlrec tor 
MICHEL80N.C Director's Office 3pp 18306 198 


DOCKET 40-8137 PACIFIC TECHNICAL CORP , SANTA BARBARA. CA 


8303260269 Forwards IE Insp Rept 40-8137/03-01 on 830201-02 of 
activities under License BUB-tl37 No none ompl lance noted 
BOOKiH E Region 5, Office of Director 63/03/10 FELDMAN, F K 
Pacific Armatechnlca Corp 2pp 10623 292 


— 8303260273 IE Insp Rept 40-8137/03-01 on 030201-02 No noncompllance 
noted Major areas inspected survey conducted in conjunction 
w/analytical assays of collected soil samples. Range 3 
facility cannot be released for unrestricted use 
SKOVtD. D , THOMAS. R D , BOOK.H E Region 9. Office of Director 
03/03/10 23pp 18629 294 


DOCKET 40-0202 DATTEULE MEMORIAL INSTITUTE, COLUMBUS, OH 


0309060623 Forwards IE Insp Repts 7O-OOOB/03-OI 6 40-0202783-01 on 
030330-0401. No noncompllance noted 

PAPERIELLO.C d Region 3, Office of Director 83/03/03 UNOAR. E W 
Battella liomorial Inititute, Columbus Laboratories 2pp 
18348 831 
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— a305060A34 IE Inip Rapts 70 - 0008 / 83-01 «« 40 - 8202 / 83-01 on 830330-0401 
f<lo noncompl 1 ance noted Major areas Inspetted radiation 
pratettlan> raduat te ti fae 1 1 i t<j changes & safety 
camnittees 

PECKrC C , CREOSR.U R Region 3< Office of Director B3/04/29 
dipp IB34B 293 


DOCKET 40-8348 MINERALS EXPLORATION CO . LOS ANOELES. CA 


8309040822 Discusses groundupater restoration & uatar qiialltyi analysis 
front land quality dtv sarnpltns conducted in Dec 1982 Site 
should not he declared acceptably restored t< holes should 
not be plugged Site should not be claimed as restored 
KEARMEV.D Wyoming. State of 83/03/23 Wyoming. State of 
tOpp 18344 309 


830913039B CotnPients on outstanding licensing revleu Issues re A-3 
Pilot Plant R&D ISL facility Meeting to settle issues 
reeoimiarnded 

UASTLER. S L Uranium Rico very Field Office 83/04/21 Uranium 
Recovery Field Office Spp 18440 040 


DOCKET 40-8380 ROCKY MOUNTAIN ENEROY CO , OROOMFIELD. CO 


8309040224 Suggests presence at 830909-11 or 14-18 meetings u/land I. 
iiiater quality dlvs to discuss findings for final declslan re 
Rocky llauntatn Engineering plans for Nine Mile Lake 

BEACH. 4 Wyoming. State of. B3/04/07. LINEMAN. U Uranium Recovery 
Field Office ip 18399 342 


8309140274 Recommends 630911 meeting to discuss recent 9-mllc proposal 
in order to draft final decision 

BEACH. O Wyoming. State of. 83/04/19 6UNDIN. R . OARLAHO. B . 
SHAFFER. R Rocky Mountain Energy Co Ip 18479 042 


8309240344 “Nine Mile Lake Ouarterly Rept First Quarter 1983," 
SPfELES.P R Rocky Mountain Energy Co 83/04/30 SMITH. R D 
Region 4. Office of Director t4pp 18449 OOS 


DOCKET 40-8404 PESBES CO . SOLON. OH 


8309190799 Lists official docket files 4 outstanding licensing actions 
transferred to Region t. effective 830401 

PAOE. R 0 Uranium Fuel Licensing Branch 83/09/09 MARTIN. T T 
Division of Engineering (i Technical Programs Ip 18906 093, 


8309180320 Notifies that official files for License STB-1294 
transferred to Region 1 as of SOOtOl.ai part of regional 
licensing program W/o stated FR notice 

PAGE. R 0 Uranium Fuel Licensing Branch 83/09/09 PESSEB.M 
Passes Co Ip, 18909' 360 


DOCKET 40-8492 DEAR CREEK URANIUM CO i CASPER. MY 


8309020343 Forwards "Quarterly Environ Monitoring ReptpOet-Oee 1982 " 
gLOSEOM.UN Bear Creek Uranium Co 83/03/04 Region 4. Office 
of Director. Ip 18274 344 


8305080474 Submits evaluation of licensee 621206 environ monitoring 
rept for Third Quarter 1982 per 10CFR40 69 Requirement# of 
t0CFR40 49 should be discussed u/llcensee during nest Imp 
re compliance w/reportlng period 4 rept timeliness 

SPITZBERG, D. D Region 4. Office of Director 83/03/09 Region 4. 
Office of Director ip. 18283 270 


8305030499 Forwards fuel cycle tt metis LER suminary for Mar 1903 
BROWN. 0 D Division of Vendor 4 Technical Program! 83/04/27 
DAVtS.U 0 Office of Nuclear Material Safety b Se f eguards. Dlree tor 
MICHELBOMi C Director's Office 3pp 18304 198 


B309250249 Discusses review of Bear Crook U Ce rept for Third Quarter 
1982 Remedial action not indicated 

PAMOBURNi 0 C > PETTSNOILL.H J Uranium Recovery Field Office 
83/04/27 Uranium Recovery Field Office 4pp ia62*'3S9. 


6305290991 Commenli on environ monitoring data rept for Fourth Quarter 
1982 for Bear Creek Rept acceptable 

PANOBURNi-G C . PETTENOILL.H J Uranium Recovery Field Office 
83/04/27 Uranium Recovery Field Office 6pp ie994i33l 


DOCKET 40-0902 WVOMINO MINERAL CORP ■ LAKEWOOD. CO 


6309140209 Informs of acceptance of 830317 data 4 draudoun maps 
demonstrating stab 1 1 i i ation of wall fields 

MOONEV.O Wyoming. State of B3/04/1I FAUBER. J R Wyoming 
Mineral Corp ip 10471 342 


8305260144 "Irtgaray Mine Site Quarterly Rept.Uan-Mar 1983 “ H/830427 
Itr 

RUTLEDGE. C Wyoming Mineral Corp 83/04/27 CHANCELLOR. R. 

Wyoming. State of 144pp 18648 263 


DOCKET 40-3990 HOLMES b NARV6R, INC . ANAHEIM. CA 


8305290994 Forwards dscontamlne tion rapt re final alpha survey for 
License SUA-1307 Acceptance of survey requested W/o end 
PETTENOILL. H. J Uranium Recovery Field Office 83/09/16 BROWN. 0. 
Region 4. Office of Dlractor Ip IS394 327 


DOCKET 40-8984 MINERALS EXPLORATION CO . LQ8 ANGELES. CA 


8309030709 Oiecusses review of Dames b Moore. "Rapt of Engineering 
Design Study. Tai 1 1 nge Disposal Sys. Swaetwiter U Project.Near 
Rawlins. WY ’’ dtd 820913 Englnaer should be present to 
control field testing 

HOWARD.! 8 RE Utlllams b Associates. Inc 83/04/04 OARCIA.P. 

Uranium Recovery Licensing Branch Ip 18309 108 


8309040002 Forwards nemo outlining major deficiencies in application to 
emend modified tailings pond. 1 nc ludlng 1 iner. aqui fer 
monitoring b liak detection b long-term stability of 
reelamatlcn pond Review of application incomplete 
ENGELMANN. R. Wyoming. State of 83/04/04 DYKERS.L Minerals 
Eipluratlon Ce (subs of Union OH Co of California), t3pp 
18331. 294 


8309040389 Forwards 830329 Itr of bond transmittal b 830223 bond 
evaluation from State of WV Dept of Environ Quality par 
License Condition 17 to License 8UA-t3SO 
SNYDERiH L. Union 74 Minerals Eiploratton Co 83/04/09, 
PETTENGIUL. H Uranium Recovery Field Office. 9pp 18399:290 


8309130317 Forwards request for addl info re proposed opcrettonal b 
reclamation plans for various alter natives for above-grade 
disposal Rssponss by 830902 requssted 

PETTENOILL.H J Uranium Rscovarg Fltld Offlcs 83/04/07. 

SNYDER. H L Minerals Eiploratlon Co (subs of Union Oil Co of 
Celtfornlal 2pp 1B497 317 


8309160211 Notifies of 830910 joint meeting ui/NRC re tailings mod 
1 Icsnss/ptrml t Rev TFN t 9/294 Comments/issuot for 
discussion requested 

OEACH.G Wyoming. Stats of 83/04/18 SNYDER.L Minerals 
Eiploratlon Co (subs of Union Oil Co of California) Ip, 
18462 362, 


8309030499 Forwards fuel cycle b metis LER summary for Mar 1983 
DnOHNi 0 D Division of Vendor b Technical Programs 83/04/27 
DAVIS. i> 0 Office of Nuclear Material Safety b Safeguards. Director 
Spp 18306 198 


DOCKET 40-8602 SILVER KINO MINES. INC , CABPER, WY 


8309120490 Comments on pr toperat 1 onal environ monitoring rept submitted 
on 830223 for Morten Ranch Project for License 8UA-1396 
WOOL8EY. R, T. , PETTENOILL, H. J Uranium Recovery Field Office. 

83/04/07 Uranium Recovery Field Office Spp 18440 211. 


DOCKET 40-8663 NUCLEAR DYNAMICS. INC < PHOENIX, AZ 


0309130336 Advises that general content of 830330 request to renew 
License SUA-1331 acceptable. Before facility at Oshoto site 
can be abandoned. plan for dec entamlnatl on of site facllltlae 
must be submitted. 

LINEHAN, J J Uranium Recovary Field Office. 83/04/21. STOICK.A F. 
Nuclear Dynamice. 2pp. 18497:321 


8309240996 Hodiflei License 8UA-I331. License Condition 4. entending 
erplratlon date for decommleslo'nlng activities to 840430 
BMITH, H D Uranium Recovery Field Office 83/04/28 STOICK.A F. 
Nuclear Dynamics. Ip, 18994 210 
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POCKET 40-8679 ENERGY FUELS NUCLEAR. INC , DENVER. CO 


Q309160836 Advlcas of Isiuanc* of to Llcente SUA~1389 revising 

License Condltians 6-S E adding License Condition 30 
SMITH.R D Uranium Recoverg Field Office 83/04/19 Energg Fuels 
Nuclear. Inc 3pp 18473 090 


—S3091 60297 Safety evaluation supporting Amend 2 to License SUA-1339 re 
suspension of environ monitoring program at Hanksvilte Ore 
Buying Station 

OILLENi 0 M . PETTENOILL. H J Uranluie Recoverg Field Office 
83/04/19 3pp 1S479 032 


DOCKET 40-8601 ENEROV FUELS NUCLEAR. INC . DENVER. CO 


8309020481 Forwards “White Mesa Project Effluent & Monitoring Rept 
Oct-Dec 178S ■< 

ROBERTS. H R Energg Fuels Nuclear. Inc 83/02/28 GILLEN. D 
Uranium Recoverg Licensing Branch Ip 18282 300 


"8309020484 “Mhlte Mesa Project Effluent 6 Monitoring Rept Oct-Dec 
1982 " 

a Energg Fuels Nuclear. Ine 83/02/28 31 pp 18282 301 


8309030477 Forwards fuel cgcle t< metis LER summarg for Mar 1963 
BROWN. G D Division of Vendor << Technical Programs 83/04/27 
DAVIS, J G Office of Nuclear Material Safetg h Safeguards. Director 
3pp 18306 19S 


DOCKET 40-8693 OGLE PETROLEUM. INC , SANTA BARBARA, CA 


8309160291 Advises of Issuance of amend to License Condition 2 of 
License SUA— 1336. changing addrass 

SKITH.R D Uranium Recovery Field Office 83/04/14 Ogle 
Petroleum. Inc Ip 18471 361 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO . DENVER. CO 


8309060691 Discusses finel groundwater restoration - Pattern II 
Restoration tuccassfully demonstrated at Pattern II for all 
parameters, except U tt pH Lab repts end 

aCHMITTOIELiF Wyoming. State of 83/03/21 Wyoming. State of 
8pp 18399: 299 


8309030713 Forwards rapt on Insp b Pattern 2 templing conducted 
830208-09 Rapt placed in permanent insp file for Permit 479 
MOONEY. G Mgomlng, State of 83/04/11 BPIELES.P Rocky Mountain 
Energy Co 9pp. 18309 081 


8309290171 Quarterly rapt for Jan-Mar 1983 Both wells will remain 
shut/down while regulatory agencies evaluate restoration 
stability If restoration tlgnoff received, wel 1 abandonment 
procedures will be initiated 

SPIELEStP R Rocky Mountain Enargg Co 83/04/18 SMITH. R D 

Uranium Recovery Field Office lepp 18626 330 


8309290241 ReRuestf approval for releasing Rocky Mountain Energy from 
further groundwater restoration for Reno Creek ISL project 
MOONEY, 0 Wyoming. State of 83/04/27 8UN0IN.R E . FREUOENTHAL.N 
Wyoming. 8tate of Ip. 18626 361 


8309290283 Reviews 820716 groundwater stablli latlon rept for Test 
Pattern II at Reno Creek. Restoration program should sxert 
greater effort to achieve lower concentrations Lietntee 
should bt notified that Pattern II restored 

KALMAN. K L . LINEMAN. U J Uranium Recovery Field Office. 83/09/03 
Uranium Rac ovary Field Office 9pp 18979 309 


DOCKET 40-0690 PLATEAU RBSOUHCES, LTD . GRAND JUNCTION. CO 


8309260418 Forwards corrected Page 1 to “Interim Surety Estimates for 
Decommissioning b Reclamation. Apr 1983." forwarded In 
830411 Itr. Enel page entitled “List of Revs" should be 
Inserted after title pns*. 

GERDEHAN.P U. Plateau Resources, Ltd 83/04/12 SMITH, D NRC - No 
Detailed Affiliation 01 van 3pp 18629 397 


DOCKET 40-8714 CLEVELAND-CLIFF8 IRON CO . CLEVELAND. OH 


8305060397 Forwards analysis of water samples takun at Col litis Draw 
site Well Fields A b D samples exceeded baseline range for 0 

several parameters. Including potassium, ammonia, arsonlc b 
selenium 

OGLE. K M Wyoming. State of 83/01/31 Wyoming. State of IBpp 

18399 272 


0309160232 Req.uBst5 official eommunlca tlon or meeting to determine 
compliance lu/Collins Draw groundwater restoration agreement. 
License 3RD b UY Environ duality Act 

LOUDEHDACK. T E Cl eveland-C 1 i f f s Iron Co 33/04/15 MOaNEV. 0 

Wyoming. State of 9pp 18471 343 


8305260383 Forwards Cl cveland-C 1 1 f f s 830415 Itr to State of UV Land 
Quality Div re Collins Draw Project, per 030429 discussions 
L0UDER8ACK. T E C leve land-Cl if f 6 Iron Co 83/04/29 ROSa. F 
Uranium Recovery Licensing Dranch 36pp 10647 313 


DOCKET 40-8722 BRUSH WELLMAN. INC . CLEVELAND. OH 


8305060462 Elaborates on 830301 tel con re liability of Rio A 1 gout Carp 
in processing b shipping of U concentrate owned by Brush 
Wellman. Inc Legally definitive answer to <iuestlon of 
liability cannot be provided 

EVERETT. R J Region 4. Office of Director 83/09/03 LAMTON. M D 
Rio Atgam. Ltd 8pp 18391 192 


DOCKET 40-8720 TETON EXPLORATION DRILLING CQ . INC . CASPER. WV 


8305030709 Forwards response to 821010 Itr re M Zone restoration 
stability data, for review b discussion 

MCCARTY. C L . PUCEL. P Wyoming. State of 83/03/13 APPEL. D 
Teton Exploration Drilling Co . Inc llpp 18309 093 


8309030293 Requests review input for restoration b stability of "M" 

Zone Teton. Leuenbsrger sites b verification sampling as 
wrap-up 

FRANCIS. E Wyoming. State of 83/03/23 GARLAND. Q Wyoming. State 
of Ip 18307 334 


--8309030262 Notifies that discussions recently held u/RR Appel of Teton 
Exploration Co re procedures for declaration of 
restoration of M Zone aquifer 

FRANCIS. E Wyoming. State of 83/03/23 LINEMAN. J Uranium 
Recovery Licensing Branch ip 18309 333 


"6309030273 Notifies that Land Quality Olv Farm it 522 was approved 
w/c«rtaln stipulations Upper control limit methodology for 
U b chloride In land quality permit should be identical to 
limits specified in NRC licensing action 

FREUOENTHAL.N Wyoming. 3tateoP 83/03/23 LINEMAN. J Uranium 
Recovery Licensing Branch 3pp 18309 336 


8309130281 First Quarterly Rept for 1903 re pond water ievelr 
radiological monitoring, site security checks b site cleanup 
programs 

APPEL.R R Teton Exploration Drl lling Co , Inc 83/04/01 
8M1TH.R D Division Of Haste Management 8pp 18437 349 


DOCKET 40-0749 OGLE PETROLEUM, INC . CASPER. WY 


8309160293 Advises of Issuance of amend to License Condition S of 
License SUA-1396, chang ing address 

SMITH. R D Uranium Recovtry Field Office 83/04/14 Ogle 
Petroleum. Inc Ip 18471 362 


DOCKET 40-8792 PINAL MINERALS b MINING. LTD . MIAMI. AZ 


0309130322 Advises thet License SUA-136B amended by revising License 
Conditions 3 fc 14 b adding Llcsnse Condition 19 
SMITH.R. D Uranium Rac ovary Field Office 03/04/22 Pinal 
Minerals & Mining, Ltd 3pp 18497 308. 


—8303130329 Advlits that Lictnse 3UA-138B amended. extandlng existing 
license for 1 yr of possession only, during present 
nonoperatlonal period 

OILLEtf.D M Uranium Recovery Field Office 83/04/22 Uranium 
Recovery Field Office 9pp 18497 311 
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DOCKET 40-8763 ALUCHEM, INC , READING, OH 


83091Q&319 Advises of transFor of official dochat Files St outstanding 
licensing actions for listed licensesi from U Fuel Licensing 
Branch to Region III 

PASEi R O Uranium Fuel Licensing Draneh 63/03/0S HIHOt J A 
Region 3t Office of Director ip 10305 075 


8303100834 fiotifies that official files for License SMD-1379 
transferred to Region III as of Q30401tas part of regional 
licensing program tl/o stated FR notice 

PAGE, R O Uranium Fuel Licensing Branch 83/05/05 ZAPLETAL, R P 
ALUCHEKp Inc Ip 18S06 010 


DOCKET 40-8768 KERR-MCOEE NUCLEAR CORP , OKLAHOMA Cl TV, OK 


8303130337 Submits review of licensee Quarterig Repts for 1983 re 
Q Sand RbD In Situ Project No problems or significant data 
trends identified Reported data within applicable limits 
OILLEN, D H Uraniuin Recovery Field Office 63/04/13 Uranium 

Recovery Field Office 4pp 18443 333 


8305360404 Advises that gamma survey data confirmed Q-sand iurvei; 
points, e ic ept pregnant surge tank areaiare near background 
levels 

FREEMAN, M 0 Kerr-WcOee Nuclear Corp 83/03/10 CULLEN, D Uranium 
Recovery Field Office Ip 18647 183 


DOCKET 40-6783 URANERZ USA, INC . CASPER, Wr 


8303060363 Issues Amend 4 to License &UA-1401, de 1 e t ing Conditions 
13 6 36 6 revising Conditions 14, 16, 17 fr If re uell 
completion data, upper control limits N integrity tests 
SMITHiR D Uranium Recovery Field Office 03/03/23 Uraneri UBA, 
Inc Spp 18353 099 


— 830S060369 Safety evaluation supporting Amend 4 to License SUA— 1401 
VOUNO, Y A , RDSS, F W , LINEIIAM, J J Uranium Recovery Field Office 
83/03/23 9pp 16333 100 


0305130330 Advises that no further licensing action necessary for 
approval of surface discharge from evaporation ponds Intent 
of License Condition 49 dees not apply 

SMITH, R D Uranium Recovery Field Office 03/04/13 Uraneri USA, 
Inc Ip 18443 360 


—8305130333 Advises that no amend necessary to a 1 1 uw licensee to 
discharge water from evaporation ponds License Condition 
49 does not apply 

VDUNO,Y A , LINEHAN, J J Uranium Recovery riold Office 03/04/13 
Uranium Recovery Field Office 2pp 18443 361 


DOCKET 40-8786 URANIUM REaOURCES, INC , RICHARDSON, TX 


8305160328 Application for amend to License SUA-ldOO, adjusting 
technical monitoring requl remon t s during stability to permit 
nontechnical persons to perform nontechnical insps 
FELIZZA. M 8 Uranium Resources, Inc 83/04/06 LINEHAN, 0 J 
Uranium Recovery Field Office Spp 18471 348 


63053S027S Informs that B McArt meets license requirements <« 
gciallf ications for radiation safety technician 
UESTCROQK, K 3 , LINEHAN, J J Uranium Recovery Field Offlco, 
83/04/28 Uranium Recovery Field Office Ip 16393 331 


8303290279 Comments on 881014 decommissioning plan for North Platte 
facility Info re locations it depths for soil samp 1 os, gr 1 d 
spacing used for soil survey 6 meant of stablllilng sand *< 
sludge left in evaporation ponds requested 

WESTBROOK, K B , LINEHAN, U J Uranium Recovery Field Office 
83/04/29 Uranium Recovery Field Office 3 pp 10999 320 


8305290870 Submits revleu of U Resources, Inc B212O0 response to notice 
of violation from Insp on 621004-07 Corrective actions 
acceptable 

JOHNSON, T L I LINEHAN, J 0 Uranium Recovery Field Office 83/03/09 
Uranium Recovery Field Office tp 16393 332 


0305290593 Comments on Third fc Fourth Quarter 1902 repts ti 
ppeoperatlonal monitoring Info for License BUA-1400 Review 
of frequency of post-excursion confirmatory samples 6 
cansideration of calcium excursion problem recommended 
JOHNSON, T L , LINEHAN, J J Uranium Recovery Field Office 83/03/09 
Uranium Recovery Field Office 3pp 18594 386 


DOCKET 40-0329 MVOMINS FUEL CO , LAKEWOOD, CO 


8305130280 Forwards adml nlstrat 1 ve order issued by State of NE to 
Wyoming Fuel Co t, questions & statements to be addressed for 
underground injection control perml t application 
WALL, R D Nebraska, Btate of 63/04/18 LINEHAN, J J Uranium 
Recovery Field Office ISpp- 164S7 333 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 90-3 INDIAN POINT STATION, UNIT 1 


F Security, medical, emergency 6 fire protection plans 


0309230670 Advises that state can choose to offset or substitute 
compensatory planning eiaasures In lieu of local level 
emergency plan per cited conditions NUREO~0694-FEMA-REP-1 , 

Rev 1 std I wou Id place heavy resource burden on state 
0IUFFR1DA,L 0 Federal Emergency Management Agency 83/04/18 
PAULADINO, N J, Commissioners Ip 18942 329. 24X 

Flche 90-003,83/04/18.6305230670 


—6309230676 Seeks clarification of issue re FEMA review of offsite 
emergency planning around facilities Questions whether 
state can substitute for county w/o own emergency plan 
PALLADINO, N J C omm 1 si i oner s 83/03/30 OIUFFRIDA.L Q Federal 
Emergency Management Agency Spp 10942-330 24X 

Flche 80-003,03/04/18,8309230670 


8309020940 Responds to 83010/ 1 tr re Rev 4 to physical security plan 
Change t consistent w/pr ovi t Ions of 10CFR3D 94( p ) t, 
acceptable 

VAROA, S A Operating Reactors Branch 1 83/04/20 Consolidated 

Edison Co bf New York, Inc. ip 18284 S3? 24X 

Flche 30-003,03/04/20.8305020548 


8303020575 Responds to 030120 itr re Rev 3 to safeguards contingency 
plan Changes consistent W/10CFR50 94(p) (, accepteble 
VAROA, a A Operating Reactors Branch 1 83/04/20 O'TDQLE, JD 

Consolidated Edison Co. of New Vork, inc Ip 18284 232 24X 

Flche 30-003,83/04/20.0303020979 


0309040233 Releases public ysrsion of rev to emergency plan t, emergency 
plan Implementing proeed'ure 

FELTON, J M Division of Rules and Records 63/04/22 Document 
Management Draneh. Ip. 10364 188 24X Fiche 30-003,83/04/22. 

8305040239 


—8303040242 Forwards public version of revs to emergency plan b 
Emergency Plan Implementing Procedure lP-1049i "Activation 
of Alternate Emergency Operations Facility " 

O'TOOLE, J.D Consolidated Edison Co. of New York, Inc. 83/04/07. 
HAYNES, R C Region 1, Office of Director 2pp 18364 190 24X 

Flche 90-003,83/04/22,8309040239 


—6309040247 Forwards public version of revs to emergency plan b 
Emergency Plan Implementing Procedure IP-l049i "Activation 
of Alternate Emergency Operations Facility " 

LIEBUER, 0 H Consolidated Edison Co of New York, Inc 83/03/08 
Office of Nuclear Reactor Regulation, Director 2pp 18364 192 
24X Flche 90-003,93/04/82,0309040239 


—0309040249 Public verelon of rev to Emergency Plan Implementing 
Procedure IP-1049, "Activation of Alternate Emergency 
Operations Facility. " 

e Consolidated Edison Co. of New York, Inc 83/03/08 tspp 
18364 194 24X Flche. 30-003, 83/04/22, 8309040239 


--0309040294 Public version of revised emergency plan. 

e Consolidated Edleon Co of New York, Inc. 03/03/07 49pp. 

18364 212 24X Fiche 90-003,83/04/22,8309040239 


6309110034 Oenerlc Ltr 03-21 to all llcanseat of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procadwres for taw enforcement visits 
8vc lift end 

EI8ENHUT,0 0, Division of Licensing 03/03/11 Consolidated 
Edison Co of New York, Inc 16pp 18940.099 24X 

Flche 90-000, 83/09/ 1 1 , 83091 1 0034, 


P Operating license stage documents b correspondence 


6309020499 Oenarie Ltr 03-19 to all power reactor b testing licensees 
re new procadifres for providing public notice concerning 
issuanea of ainands to OLs 8vc list end 

EISENHUT.D 0 Division of Licensing 83/09/02 Consolidated 
Edison Co of New York, Inc SOpp 18441-120 24X 

Flche 90-000,03/03/02,8309020499 
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03030^065? GfinRric Ltr 83“20 to dll operstinQ rodctor liconsoes i 
holdars of CP» re Intejratod scheduling for implementation 
of plant mods Svc list end 

EISENHUT/D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of Neui Yorki Inc Ifipp 18d>S7 1S3 24X 

Fiehe 30-000< 83/05/09, 8303090639 


0 Inspection reports, IE Qulletlns (< correspondence 


R Periodic operating reports tc related correspondence 


6303110302 Forwards "Annual Environ Protection Plan Rept 
"Annual Radiological Environ Operating Rept, 1982, " per 
to QLs 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 
ALLAN, J M Region I, Office of Director 2pp 18392 
Flehe 50-003,03/03/08,8303110302 


for 1902" fc 
App B 

83/03/02 
221 24X 


8212060383 JE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
end 

TAYLOR, J M Division of Safeguards t. Inspection Programs {Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

U2pp 18308 319 24X Fiche 30-000,03/03/21,0812060383 


6303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response <Post 030103) 03/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18433 153 24X Fiche 30-000,83/04/13,0303040021 


0303040023 JE Info Notice 83-22, "BUR 8af e tij/Rel lef Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 10383 089 24X Plche 30-000,83/04/22,8303040023 


— 3303110307 "Annual Environ Protection Plan Rept for 1902 “ 

» Consolidated Edison Co of New York, Inq 83/03/02 Spp 
10398 823 84X Fiche 50-003,63/05/08,8303110302 


--6305110310 "Annual Radiological Environ Operating Rept, 1963 " 

* Consolidated Edison Co of New York, Inc 63/05/02 112pp 

16393 831 24X Fiche 30-003,83/03/02.0303110302 


T Hearing transcripts on non-ant 1 trust matters 


8303240366 Releases transcript of Commission 621222 discussion ti 
possible vote on emergency planning actions for placement In 
PDR, per 10CFR9 Commission determination statement end 
CHlLKi S J Office of the Secretary of the Commlssian 03/05/18 
Public Document Branch 2pp 18393 063 24X Fiche 50-003, 03/03/18, 

8305240366 


6303040023 IE Info Notico 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Poet 630103) 63/04/23 Consolidated Edison Co of New 

York. Inc 119pp 18301 291 24X Fiche 50-000,03/04/85,8303040023 


8303040086 IE Info Notice 83-24, “Loose Parts In Secondary Side of 
Steam Oenerators at PNRs “ Svc list end 

JORDANrE L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/04/20 Consolidated Edison Co of New 

York. Inc 113pp 18302 047 84X Fiche 30-000,83/04/80,0303040026 


— 0303240570 Transcript of 621282 dJscu' 
planning actions in Hash ington, DC 
» Commissioners 02/12/22 13pp 
Flehe 30-003,83/03/10,6303240366 


-“0305240574 Transcript of 621222 discu 
planning actions In Hashing ton, DC 
4 Commissioners 62/12/22 59pp 
Fiche 30-003,63/05/10,0305240366 


Sion t, possible vote on emergency 
10393 063 34X 

slon it possible vote On emergency 
18393 002 24X 


DOCKET 30-10 DRESDEN NUCLEAR POHER STATION. UNIT I 


0303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDANtE L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/04/26 Consolidated Edison Co of New 

York, Inc tlBpp 16388 163 24X Fiche 50-000.03/04/80,0303040027 


6303040088 IE Info Notice 03-86, "Failure of Safoty/Rol lef Valve 
Discharge Line Vacuum Breakers “ 6vc list end 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 a4X Flehe 30-000,03/03/03,8303040028 


8303040030 IE Info Notice 03-87, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDANiE L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 83/03/04 Consolidated Edison Co of Nsw 

York. Inc USpp. 18362 888 84X Fiche 50-000,83/05/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Ricommendatlone for General Emergencies “ 6vc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Reeponee (Post B30103) 83/05/04 Consolidated Edison Co, of New 

York, Inc 119pp 18441 001 24X Fiche 50-000,83/03/04,0303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " S'>c list end 

JORDANiE L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 83/03/06 Consolidated Edison Co of New 

York, Inc llSpp 18323 240 S4X Fiche 30-000,63/03/06,8303040033 


F Security, medical, emergency i, fire protection plans 


0303030336 Discusses IE Emergency Preparedness Insp Repts 30-010/03-01, 
30-237/63-01 1, 50-249/03-01 on 830206 S< forwards notico of 
def Ic lenc les 

PAPERIELLO, C J Region 3. Office of Director 63/04/89 REED. C 
Commonwealth Edison Co 2pp 16297 137 84X Fiche 50-010,83/04/29. 

6303030336 


—8305030340 Notice of deficiencies from insp on 630103-07 Public info 
brochures not distributed from Apr 1981 - Dec 1988 it 
emergency action levels not reviewed w/state t, local govt 
Since 810401 

• Region 3. Office of Director 03/04/29 2pp 16297 139 a4X 
Fiche 30-010.03/04/29,8303030336 


B30S110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re c lari f Ice t Ion of 
access to control procedures for law enforcement visits 
Svc list end 

ElSENHUTiD 0 Division of Licensing 63/03/11 Consolidated 
Edison Co of New York, Inc 16pp 16340 093 24X 

Flehe 30-000,03/03/11,0305110034 


6303120116 Advises that onsite V offsite emergency preparedness 
adequate per lOCFRSO, App E Emergency plans upgraded per 
NUREO-0737, I tern lit A 2 1 Item complete 

CRUTCHFIELD, D Operating Reactors Branch 5 63/03/1 1 FARRAR, D. L 

Commonwealth Edison Co 3pp 16423 040 84X Flehe 30-010,83/05/11, 

6305120116 


8303040034 IE Info Notice 63-30, "Misapplication of Oenarle Emergency 
Operating Procedures (EOP) Guidelines " Svc list end, 

JORDANiE L Division of Emergency Preparedness (, Engineering 
Rasponse (Poet 630103). 63/03/11. Consolidated Edison Co of New 

York, Inc 114pp 16324.003 24X Fiche 30-000,63/03/11,8303040034 


8303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program " 
Svc lilt end 

JORDANiE L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/03/1? Consolidated Edison Co of New 

Yorki Ine 114pp 10697 009 24X Fiche. 30-000, 03/03/19, 0303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

dORDAN.E L Division of Emergency Preparedness 5 Engineering 
Reeponie (Post 830103) S3/0S/26 Consolidated Edison Co of New 

York, Ine 1 14pp. 10647 007 84X Fiche 30-000,03/03/26,8303040046 


J, Insurance t< indemnity Information 


0303230300 Forwards Endorsement 144 to NELIA Policy NF-43 fe Endorsement 
121 to MAELU Policy MF-22 for Dresden Unit 1 t< Endorsement 
63 to NELIA Policy NF-201 it Endorsement 53 to MAELU Policy 
MF-64 for Zion Unit i H/o end Quad Cities endorsements 
OSTER.J Commonwealth Edison Co 83/03/13 SALTZMAN.J Assistant 
Director for State l< Licensee Relations Spp 18337 174 24X 

Flehe 30-000,83/03/13,0303230500 


P Operating license stage documents 6 correspondence 


8303020435 Generic Ltr 03-19 to all power reactor fc testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

EISENHUT, D 0 Division of Licensing 03/03/02 Consolidated 
Edison Co of Nsw York, Inc SOpp 16441 120 24X 

Fiche, 30-000, 83/03/02, 0303020455 
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3305090639 OanoTic Ltr 63-20 to a L I operating reactor licentse* A 
holder* of CP* re Integrated tchadollng for Implementation 
of plant mods 3yc list encl 

BISENHUT.DO Division of Licensing 83/03/09 Consolidated 
Edison Co of Neu Vorlir Inc lipp 1862T 133 84X 

F I e h e SO -000. B 3/03 /O 9, 83030906 39 


0 Inspection reportsp IE Bulletins I. correspondence 


aaiBOiOSSS lE info Notice G3-I4, "Dewatered Spent Ion Eiehange Resin 
Buseeptibi lltg to Eiothernlc Chemical Reaction ” Svc list 
cne 1 

lAYLDR.J rt Division of Safeguard* & Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

llSpp 13308 319 ?4X Flehe. 50-000, 83/03/211 8212060333 


8305020467 Forwards IE Imp Repts 50-010/83-06,50-237/83-07 tr 
50-249/83-06 on 830203-0313 No noncoftvp 11 an c e noted 
STREETER, J F Region 3. Office of Director 83/04/13 REED, C 
ConiTionidea I th Edison Co 2pp 18283 073 24X Flche 50-010,83/04/13. 

8303020467 


— 0303020400 IE insp Repts 50-010/83-06,30-237/83-07 1, 30-249/83-06 on 
830203-0315 No noncompliance noted Major areas inspected 
operational safatg ■ main t , surve i llance, 1 1 c snsee events, plant 
tr 1 ps. re fuel Ing activities t refueling surveillance 
TONSUE. T M . JORDAN, M J , STASER, E Region 3, Office of Director 
63/04/12 16pp 18283 075 24X F 1 Che* 30-010, 83/04 / 1 3. 8305020467. 


8303040021 IE Info Notice 83-21, "Defective Emergeneg Us# Respirator " 
Svc list encl 

JDRDAN.E L Division of Emergency Preparedness fc Engineering 
Responte (Post B30103) 83/04/15 Consolidated Edison Co of New 

York, Ine 126pp 13433 153 24X Fi the 50-000, 83/04/ 1 5, 8303040021 


8303040023 IE Info Notice 83-22, “BUR Saf e ty/Re 1 lef Valve Failures " 
Svc list end 

jaRDAN,E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/04/22 Consolidated Edison Co of New 

York, Inc ItEpp 18383.039 24X F iche 50-000, 83/04/22, 8303040023 


8303040025 IE Info Notice 83-23, “Inaperahke Containment Atmosphere 
Sensing Sys " Svc list encl 

JORDAM,E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 16381 291 24X Flche 50-000, 83/04/25, 8303040025 


8305020100 Ack receipt of 830330 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-010/63-05, 

50-237/B3-05 6 50-249/83-04 

SHAFER. W D Region 3, Office of Director 83/04/23 REED.C 
Ccmmonwealth Edison Co Ip 18278 243 24X Flche 50-010,83/04/25, 

B30S0201DO 


—8305020106 Responds to NRC 830304 Itr re violations noted In IE Insp 
Rapt! 50-010/83-05.50-237/93-05 tc 50-249/83-04 Corrective 
action* Amend 71 reissued t. Incorporated Into Tech Specs 
Corporate OA dept will audit accounting (i followup sys 
FARRAR. 0 L Commonwealth Edison Co 03/03/30 KEPPLEA, J. 0 
Region 3. Office of Director 3pp 18278 244 24X 

Flche 50-010,63/04/25,8305020100 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PHRs ” Ovc list end. 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 830103). 83/04/28. Consolidated Edison Co. of Neu 

York, Inc lISpp 18382 047 24X Flche 50-000,83/04/28,8303040026. 


8303040027 IE Info Notice 03-25, "Standby Oa s Treatment Bye Heater High 
Tamp Trip setpoint Adjustment. " Svc list encl 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Raiponee (Post 830103). 83/04/28 Consolidated Edison Co. of New 

York, Inc llSpp 18302 165 24X Flche ’ 50-000, 83/04/28, 8303040027 


8305030336 Discusses IE Emergency Preparedniis Insp Repts 50-010/83-01, 
50-237/83-01 A 50-249/83-01 on 830200 A foruerds notice of 
daf tc lenclt* 

PAPERIELLO, C. j Region 3, Office of Director 63/04/29 REED.C 
Commonweal til Edison Co 2pp 18297 137 24X Flche 50-010.03/04/29. 

8305030336 


—8305030348 Notice of deficiencies from Insp on 830103-07, Public info 
brocliurts not distributed from Apr 1901 - Dec 1902 A 
emergency action levels not reviewed w/state A local govt 
since 810401 

* Region 3. Office of Director 03/04/29. 2pp. 18297’ 139 84X 

Flche 50-010.83/04/29.8303030336 


0303040028 IB Info Notice 83-26, "Failure of Safoty/Rel lef Valve 
Discharge Line Vacuum Breaker* " Svc list encl 
JORDAN, E L Division of Emergency Preparednes* A Engineering 
Response (Post 8301031 03/05/03 Consolidated Edison Co of New 

York, Inc t22pp 18441 170 24X Flche 50-000,83/05/03,8303040028 


8305100101 Ack receipt of 830411 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-O 10/02- 17, 

50-237/02-24 A 30-249/82-24 

eHAFERrN D. Region 3, Office of Director 83/05/03 REED, C 
Commonwealth Edison Co ip. 10374:310 24X Flche 50-010.83/03/03. 

8305100181 


— 8305100190 Responds to NRC 830311 Itr re deficiencies noted In IE Insp 
Repts 50-010/82-17,90-837/82-24 A 50-249/82-24 Corrective 
actions written agreement. EPIP200-1 I re PMF for Units 2 A 3 
between Corps of Engineer* A util to be revised 

RYBAK, B Commonwealth Edison Co 83/04/11 KEPPLER, J. 0. Region 
3, Office of Director 4pp 18374 319 24X Flche 50-010, 

83/05/03, 8305100181 


8303040030 IE Info Notice 83-27, "Operational Responte to Event* 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JDRDAN.E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) B3/OS/04 Consolidated Edison Co of Ntw 

York, Inc 113pp 18382 382 24 X Flche 50-000.83/05/04.8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc Hit end 
JDRDAN.E L Division of Emergency Preparedness A Engineering 
Response (Pott 830103) 83/05/04 Consolidated Edison Co of Ntu 

York. Inc il9pp 10441 001. 24X Flche 50-000.83/05/04.8303040031, 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation •' Svc list and 

JDRDAN.E L Division of Enirgtncy Preparsdntss A Englnearlng 
Rssponio (Post 830103) 83/03/06 Consol Idatsd Edison Co. of Niw 

York, Inc llSpp 18523:348 24X Flche 50-000,83/05/06,8303040033. 


8303040034 IE Info Notice 83-30, "Hlf epp 1 lea t Ion of Ocntrlc Emargancy 
Operating Procedures (EOP) Ouldsllnes " Svc list snel 
JORDAN, E L Division of Emergtncy Preparsdntss A Engineering 
Response (Post 030103), 83/05/11 Contolldeted Edison Co, of New 

York, Inc 114pp 18S24-O03 24X Flche 50-000,83/05/11,8303040034. 


8303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Sve list end. 

JORDAN, E. L Division of Emergency Prepartdnsst A Enginstrlng 
Responte (Post SSOiOS) 83/05/19 Consolidated Edison Co of New 
York. Ine U4pp, 18697 009 24X Flche 50-000.83/05/19.8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentatlve Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division Of Emergency Preparedness A Engineering 
Response (Post 830103) 83/05/26 Consol idatsd Edison Co. of Ntw 

York. Inc. 114pp 10647- 007 84X Flche 50-000.83/05/86,8303040046. 


DOCKET 50-20 MA68ACHU6ETTB IN3T OF TECH RES REACTOR 


8 Reportable occurrences, LERs A rsleted correspondtnes 


8305160043 RO SO-20/1983-1 on 830419, main intake valve dosed A could 
not be reopened Caused by piston rod rupture near rod eye, 
leaving valve in doted position Defective hydraulic 
cylinder shaft replaced 

KNOK.K. , CLARI4.L Hatsachus etts Institute of Technology 83/04/29. 
ALLAN.J H . KINNEY, H Region 1, Office of Director 6pp. 

16444 ODl 34X Flche. 50-020, 83/04/39. 8305160043. 


DOCKET 30-39 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency A fire protection plens 


0305060198 Notifies that emargancy plan ecerciss planned for 830406. 
Schedule coordinated u/pluma emergency planning ione states 
A FENA.Reglon 1 

RAY, J A Yankee Atomic Electric Co 08/12/16 CRUTCHFIELD, D 
Opereting Reectors Branch 5 2pp 18345 224. 84X 

Flch*. 50-029, 83/12/16, 8305060192 


B305060815 Forwards objectives for 830406 emsrgsncy plan exercise. par 
util 830113 A NRC 830203 Itrs 

KAY. J A Yankee Atomic Electric Co 03/02/08 CRUTCHFIELD. D 
Operating Reactors Branch 5 8pp 18345' 095 24X 

Flche. 50-029. 03/02/00, 8305060215 


DOCKETED ITEMS 
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8303110010 Foruiari# “ 'Emorgpney Offsite Facilltg - Out' Emergency 
Eterclee & Evaluation Plani " for 1983 

KAY.J A Yankee Atomic Electric Co 03/03/15 HAVNESi R C Region 
1. Office of Director Ip 10409 260 24X Flcha 50-029.83/03/13, 

8303110010 


—8303110020 '"Emergincy Offsite Facility - Out' Emergency 
Exercise !< Evaluation Plan " 

* Yankee Atomic Electric Co 03/03/15 106pp IB409 261 24X 

Flehe 50-029,03/03/13,0305110010 


0303110049 Comments on implementation of WJRE0~0737, Item HI A 2 1. 
"Emergency Preparedness, Upgrade Emergency Plans to App E> 
lOCFRSO “ Onsite t, offsite emergency preparedness adeauate 
CRUTCHFIELD, D Operating Reactors Branch 3 83/03/10 KAY, J A 

Yankee Atomic Electric Co 3pp 18409 014 24X 

Flehe 30-029,83/03/10,0303110049 


8303240227 Forwards IE Insp Rapt 50-029/83-03 on 830403-00 No 
noncompliance noted 

MARTINrT T Division of Engineering & Technical Programs 83/05/10 

HEIDER.L H Yankee Atomic Electric Co 2pp 1BS48 315 24X 

Flehe 30-029,03/03/10,8305240327 


—8305240232 IE Insp Rept 50-029/03-03 on 830403-00 No noncamp 1 lance 
notad Major areas Intpec ted. emergency preparedness b 
observation of Phase I of annual exercise performed on 
030406 

MILLER, H T , CROCKER, H H Division of Engineering L Technical 
Programs 83/03/06 Spp 18340 317 24X Flehe 30-029,83/05/10, 

8303240227 


8303110034 Oenirle Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs (i holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list and 

EI8ENHUT, D 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New York, Inc 16pp 18340 093 24X 

Flcha 30-000,83/03/11,8303110034 


8303230274 Advises that rev to security plan dtd 030209 consistent 
w/lOCFRSO 54<p) (> acceptable Rev wiU be withheld 
Iraf iOCFR73 21 t, 9 12) 

ALLAN, J M Region 1, Office of Director 83/03/10 HEIDER. L H 
Yankee Atomic Electric Co 3pp 18392 298 24X 

Flcha 30-029,83/03/18,8303230274 


J Insurance t< indemnity information 


8303120200 Forwards Endorsiment 104 to NELIA Policy NF-76 (i Endorsement 
86 to HAELU Policy MF-26 

91Niai,J,M Marsh I, McLennan, Inc 83/05/03 8ALTZMAN,JD 
Aeelstant Director for State L Licensee Relations Spp 10427 353 
24X Fiche 30-029.83/03/03,8303120200 


0. Advisory Commlttes on Reactor Safeguards reports & carrtspondtncs 


0303180664 Summary of ACR8 830223 meeting w/Bub committee on BEP In 
Haehington, OC to review facility Integrated safety 

assetsment 

a ACR8 - Advisory Committee on Reactor Safeguards 83/04/07 
ACR8 - Advisory Committee on Reactor Safeguards 18pp. 10302 327 

24X Flcha 30-029,83/04/07,8303100664 


P Operating license stage documents 6 correspondence 


S3030204S3 Generic Ltr 03-19 to all power reactor L testing licensees 
re new procedures for providing public notice concerning 
iftuance of amends to OLs Bve list end 

EISENHUT, 0 0 DIvltion of Licensing 03/03/02 Consolidated 
Edison Co of Niw York, Inc. 30pp 10441 120 24X 

Flehe. 30-000. 83/03/02, 8303020433. 


8303170439 Forwards proposed schedule for resolution of SEP Integrated 
aseessmenb open items Identified in NUREO-0823, "Integrated 
Plant Safety Assessment " NRC will be informed Immediately 
of any echedular difficulties, 

KAYid. A Yankee Atomic Electric Co 83/03/02 CRUTCHFIELD, D 
Operating Reactors Branch 3 3pp, 10469 321 24X 

Flehf 30-029, 83/03/02, 8303170439, 


8303040326 Advises that util action taken per Amend 79 to License DPfi-3 
re dlspoeal of high level ipent fuel through DOE contract it 
Oenarlc Ltr 83-07 re Nuclear Waste Policy Act of 1982, 
considered complete, 

CRUTCHFIELD, D Operating Reactors Branch 3, 03/03/03. KAY, J A 

Yankee Atomic Electric Co, 2pp. 18321 242 84X 

Fiche. 30-029, 83/03/03, 8303040326. 


8303100230 Submits addl Info re environ gual 1 f lea 1 1 on of Safety-re lated 
electrical equipment to suppl 030201 response, provld ing 
justification for continued operation for Category I D, 1 1 A 
(< M 0 Items 

KAY.J A Yankee Atomic Electric Co 83/03/06 ElSENHUTiD 0 
Division of Licensing 3pp 1B374 131 24X Fiche 30-029,83/03/06, 

0303100230 


0303110214 Summary of 630426 meeting w/utll h Bechtel re licensee 
request for relief from installation of reactor vassal water 
level indication sys Slide presentations enc 1 

LYONS, J E Operating Reactors Branch S 03/03/06 Operating 
Reactors Branch 5 39pp 10406 342 24X Flehe 30-029,83/05/06, 

0303110214 


8303090639 Generic Ltr 83-20 to all operating reactor licensees L 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EISENHUT.DO Division of Licensing 83/03/09 Consolidated 

Edison Co of New York, Inc 16pp 10627 133 34X 

Fiche 30-000,83/05/09,8303090639 


B30524033S Responds to Generic Ltr a3-10A re resolution of TMI Action 
Item 1 1 K 3 3, "Automatic Trip of Reactor Coolant Pomps " 

Util will perform plant-specific study applying RELAP5YA 
Code described In 830411 ltr Three-phase program described 
HEIDER, L H Yankee Atomic Electric Co 03/03/13 ElSENHUTiD G 
Division of Licensing Spp 10373 101 24X Fic h e. 30-029, 83/03/ 13, 

8303240330 


0303240364 Forwards updated list on environ qualification of safety- 
related electrical equipment, not 1 ng equipment added 6 
deleted since previous submittal 

KAY.J A Yankee Atomic Electric Co 83/05/20 ElOENHUT. 0 0 
Division of Licensing 6pp iaS7S-093 24X Fiche 30-029,83/03/20, 

8303240364 


0303240490 Forwards revised final SER for SEP Topics VI-2 Oi “Mass & 
Energy Release for Possible Pipe Breaks Inside Containment'' 

6 VI-3, "Containment Pressure 6 Heat Removal Capability “ 
CRUTCHFIELD, D Operating Reactors Branch 3 83/03/23 KAY, J A 

Yankee Atomic Electric Co 3Bpp 18372 030 24X 

Fiche 50-029,83/03/23,8303240490 


Q Inspection reports, IE Bulletins t< correspondence 


6312060383 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Busesp tlbl 11 ty to Exothermic Chemical Reaction " 8vc list 
end 

TAYLOR, J M Division of Safeguards it Inspection programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

I12pp 1830B.319 24X Fiche 30-000.63/03/21.8212060383 


8303040021 IE Info Notice 93-21, "Defective Emergency Use Respirator." 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iFost 830103) 83/04/15 Consolidated Edison Co of Ntw 

York. Inc 126pp 18433 133 84X Flehe 30-000.83/04/13.0303040021 


8303040023 IE Info Notice 83-22, "OUR Safety /Re 1 1 ef Valvi Failures " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Flc ho ■ 30-000, 83/04/22. 8303040023 


8303040023 IE Info Notice 83-23, "Inoperable Containment Atmoephera 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness bt Engineering 
Response IFost 830103) 03/04/23 Coniolldated Edison Co. ef Ntw 

York, Inc il9pp 18381 291 24X Fiche 30-000,83/04/23.8303040023 


8303040026 IE Info Notice 03-24, "Looss Parts In Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/04/28, Consolidated Edison Co of New 

York, Inc. 113pp, 16382 047 24X Fiche 30-000.83/04/23.8303040026 


8303040027 IE Info Notice 03-23, "Btendby Oas Treatment 8yi Heater High 
Temp Trip Setpoint Adjustment " Bve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consol 1 dated Edison Co of Ntw 

York, Inc liapp 18382' 163 24X Ftclie, 30-000. 83/04/20. 8303040027 


0303040020 IE Info Notice 83-26, "Failure of Safety /Hel i ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/03/03 Consolidated Edleon Co. of New 

York, Ine I22pp 18441 170 24X Fiche • 30-000. 03/03/03. 0303040028. 
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DOCKETED ITEMS 


B303040030 tE InPo Notice B3~37, “aperatione I Responee to Events 
Concerninj Deliberate Acte Directed Against Plant 
E<iiiip<nent " Svc list end 

JORDANrE C Division of Emergency Preparedness & Engineering 
Reiponse (Post 830103) 63/03/04 Consolidated Edison Co of Metu 

Vort. Inc llSpp lESaS 303 S4X Flche 50-000.83/03/04.8303040030 


8303040031 IE Info Notice 83-38. "Criteria dor Protective Action 
Recommendations dor Ceneral Emergencies " Svc list end 
JOfl&ANi E L Division of Emergency Preparedness i. Englnetring 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Meu 

Vcrk. Inc llVpp 18441 001 34X Flche 50-000.83/05/04.8303040031 


8303040033 IE Info Notice 83-39. "Fuel Binding Caused bg Fuel Rack 
Ocformatlon " Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Responee (Post 830103) 83/03/06 Consolidated Edison Co of New 

Vork. Inc llSpp 18523 340 34X Fiche 50-000.83/05/06.8303040033 


0305340237 Forwards IE Insp Rept S0-02?/e3-0S on 830405-08 No 
nencoraplianc e noted 

MARTIN.! T Division flf Engineering fc Teclinleal Programs 83/05/10 
HEIDER.L H Yankee Atomic Electric Co 3pp 18548 315 24X 

Fiche 30-039,83/05/10.8305240227 


—8305340233 IE Insp Rept 50-029/B3-05 on 830405-08 No noneornpliance 
noted Major areas Inspected emergency preparedness it 
okservation of Phase I of annual exercise performed on 
830406 

HILLER. N T . CROCKER.H M Division of Engineering L Technical 
Programs 83/05/06 5pp 18548 317 a4X Fiche 50-039,83/05/10. 
8305340327. 


6303040034 IE Info Notice 83-30. ''MlseppHcetlon of Oenertc Emergency 
Operating Procedures (EOP) Guidelines ''' Svc list encl 
JOROAN.E L Division of Emergency Preparedness It Engineering 
Reiponse (Post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc H4pp 18324 003 24X Fiche 50-000.83/03/11.8303040034 


8303190017 Requests response to Required: Actions 8.3.4 It 5 of IE 
Bulletin 83-04. “Failure of Undervoltage Trip Function of 
Reactor Trip Breakers “ Response rsqulrtd within 10 days of 
receipt of request 

BTAftOSTECKl . R Division of Project 4 Resident Programs 83/05/11 
HEIDER.L H Yankee Atomic Electric Cd 2pp 18501 359 84X 

Fiche 50-029.03/05/11.8305190017 


830S230427 Forwards IE Insp Rept 30-029/83-04 on 830200-0410 No 
noncompliance noted 

STAflOgTECKl. R Division of Project 4 Resident Programs. 83/05/11 
HEIDER.L H Yankee Atomic Electric Co 2pp 18583 243 24X 

Fiche 30-029.03/03/11.8308230427 


—8303250431 IE Insp Rept 50-029/83-04 «n 830208-0410 No noncompllance 
noted Major areas inspected actions on previous insp Items, 
operational safety verification revi eus. p lent malnt 
ohservatlon 4 plant surveillance observation 

COLLINS. 6 J , OALLO. R M Region 1. Office of Director 83/03/09 
16pp 18385 347 a4X Fiche 50-029.83/03/11,8303250487 


8303040040 IE Info Notice 83-31, "Error In AOLPIPE Computer Program " 
Svc lift encl 

JORDAK.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

YOPt. Inc U4pp 18697 009 S4X Flehe 50-000.83/05/19.8303040040 


8303040046 IE Info Notice 93-33. "Nonrepresenta t I ve Sampling of 
Contaminated Oil." Svc list end 

JORDAN. E L Division Of Emergency Preparedness 4 Engineering 
Response (Post 830103). 83/05/36 Consolidated Edison Co of New 

York. Inc 114pp 10647 0C7 24X Fiche 50-000.83/03/36.8303040046, 


S Reportable occurrences. LERs 4 related correspondence 


8305030590 Forwards LER 83-013/01 T-0. 

AUTlO.H A Yankee Atomic Electric Co 83/04/19 ALLAN. J A Region 
1. Office of Director Ip 18305:360 84X Fiche 30-029.63/04/19. 

8303030590 


•8305030397 LER 83-013/0 IT~0 on 830405. while perfermlng hot leek Insp. 
bonnet stud found failed on PR-HOV-191. Caused by leakage 
from globe valve 90-S0S21AB Valve replaced w/gate valve 
a-3l332-l3-X 

FRENCH.L D Yankee Atonic Electric Co 83/04/19 Region 1. 

SSiiiUL”*'**'*'”' 18303 361. 34X FI Che: 50-039. 83/04/19. 

8303030390 


— S3030S036S LER 83-013/017-0 on 830413. review of design bails for low 
tamp overpressure protection indicetad that events In 
original basis could exceed pressure restrictions Caused by 
personnel error Proctdures being revised 

RICE.O A Yankee Atomic Electric Co 83/04/37 Region 1. 
Office of Director Spp 18336 042 24X Fiche 30-039(83/04/37. 

8303050263 


DOCKET 30-54 UNION CARBIDE RESEARCH REACTOR 


Q Inspection reports. IE Bulletins 4 correspondence 


6305170493 Ack receipt of 830225 4 0413 Itrs informing NRC of steps 
taken to correct violations notad In IE Insp Rept 
50-054/03-01 Currant method of conducting monthly channel 
checks of coolant flow in violation of Tech Specs 

BTAROgTECKI. R Division of Project & Resident Programs 83/03/10 
MCGOVERN. J J Union Carbide Copp Spp 10470 036 24X 

Fiche 30-094. D3/05/IO, 8303170493 


— B305170S04 Supplemental response to NRC 830210 Itr re violations notad 
in IE Insp Rept 30-034/63-01 Corrective actions Tech Specs 
define three channel survci 1 lance Insps 

RUZICKA.W 0 Union Carbide Corp 83/04/13 KEIMIO.R R Region 
1. Office of Director 4pp 18470 038 84X Fiche 30-034. 

83/05/10. 0305170495. 


—8305170500 Responds to NRC Itr re violations noted In IE Insp Rept 
50-054/83-01, Corr ect IVB ac tloni: survel 1 lance requirements 
for monthly channel test of coolant flow met during period 
820805-0930. 

flUZrCKA.W 0. Union Carbide Corp 83/03/25 8TAR03TECRI, R 
Division of Project 4 Resident Programs 3pp 18470 048 S4X 
Flchi 80-054.83/05/10.8305170493 


DOCKET 50-37 STATE UN IV OF NEW YORK RESEARCH REACTOR 


0 Inspection reports. IE Bulletins 4 correspondence 


9305020323 Forwards IE Insp Rept 50-057/03-01 on 830314-17 4 notlcas 
of violation 4 deviation 

BTAROBTECKI. ft Division of Project 4 Resident Programs. 93/04/18, 
HENRY.LO New York. State Unlv of. Buffalo. Spp 10277.117 24X 

Fiche. 90-097, 83/04/18. 8308030323 


■0305030334 Notice of violation from Insp on 830314-17, 

s Rtglon 1, Offte* of Director 83/04/18 Spp 10377*119. 24X 

Fiche 50-057, 03/04/18, 8305030322. 


--S303020327 Notice of deviation from Insp on 030214-17 

• Rtglon 1, Offlca of Director. 83/04/10 Ip 19277 121 24X 

Fiche 50-057, 03/04/19.8303020332, 


.3309020333 IE Insp Rept S0-0S7/B3-O1 on 030214-17 Noncompllance noted* 
failure to Implement Instruction In radiation protection for 
sec'urlty force, failure to review safety 4 nuclear safety 
committee did not meet twice per yr since Sept 1901 
KINNEY.U N , EL8ABSER, T C Region 1. Office of Director 
83/03/28 12pp. 18277.* 122 34X Fiche 30-037.83/04/18, 8309020382 


8. Reportable occurrences. LERs 4 related correspondence 


8309100252 Forwards last page Inadvertently omitted from recent 
submlttil re accident analysts of HX leak. 

HENRY.L 0, New York. State Unlv of, Buffalo 93/03/06. 
THOMAS. C 0 8 1 andard i la t Ion 4 Spaclal Projects Branch. 2pp, 

10373 396. 24X Fiche 50-037,83/03/06.8303100232 


DOCKET 30-62 UMIV OF VIRGINIA RESEARCH REACTOR 
F Security, medical, smergeney 4 fire protection plans 


8305270316 Forwards IE Insp Rept 50-062/83-01 on 030215-18 No 
noncompllance noted. 

VERRELLI.D M Division of Project 4 Resident Programs. 03/03/23 

BRENIZER. J 8 Virginia. Unlv, of. Charlottesville. VA Ip. 

18642. 210 24X Fiche, 90-062, 83/03/23.8309270316 


—8309270325 IE Insp Rept 50-062/83-01 on 830313-19 No noncompllance 
noted Major areas inspected, radiation protection 
PEERY. H. W. . 9ARR.K P Region 2, Office of Director 83/03/21, 
6pp. 19642*211 24X Fiche 30-062.83/03/23.8303270316 


030S080263 Forwerds LER 83-0t3/0iT-0 
AUTIO.K A Yankee Atomic Electric Co. 
1. Office of Director Ip 18339,041 
0303050363 


03/04/27 ALLAN. J Region 
34X Fiche 30-029,83/04/27. 



DOCKETED ITEMS 


IB 


Q In«p*ctlon reportst IE Gulletint & corrsapondsnce 


8305870316 Forward* IB Imp Rept 50-062/83-01 on 030315-13 No 
noncampl lanes noted 

VERRELLli D M Divlilon of Project & Resident Projram* 83/03/83 

BRENIZER. JS Virginia. Untv of. Charlottesville. VA Ip 

18642 810 S4X Flche 50-063.03/03/83.8305370316 


—8305270385 IE Imp Rept 50-063/83-01 on 830315-10 No noncomp 1 lance 
noted Major area* Inspected radiation protection 
PEBRY. W N . BARR. K P Region S. Office of Director 03/03/31 
6pp 18648 211 84X Fiche 50-068.83/03/23.0305370316 


8305370196 Ack receipt of 830414 Itr r* IE Insp Rapt 30-068/03-01 6 
omittance of asterisk by name indicating attendance at 
exit meeting Ltr will be filed w/rept to correct error NRC 
techniques for measuring radl oac tivl tg discussed 
VERRELUl.D M Division of Project 6 Resident Programs 83/05/10 

SRENIZER.J 9 Virginia, Univ of, Charlottesville, VA tp 

18637 832 84X Flch# 30-062,03/05/10,0305370196 


—0305270336 Ack receipt of 030383 Ur t< IE Insp Rept 50-068/03-01 
Attarlsk next to directorx name indicating meeting 
attendance omitted NRC techniques for measuring 
radioactivity in water samples requested 

BRENIZER. J B Virginia, Univ of, Charlottesville, VA 83/04/14 

VERREULl.D M Division of Project t< Resident Programs ip 

18637 233 24X Flcha 50-063,03/05/10,8305870196 


DOCKET 50-70 OENERAL ELECTRIC TEST REACTOR 


F Sacurlty, medical, emargtncy 6 fire protection plans 


8303120057 Forwards Amend 13 to License TR-1, safety evaluation t< notice 
of itsuanca (i availability Amend deletes physical security 
requirements of tOCFRSO 34c 6 10CFR73 

THOMAS.C.O Standardliatlon ti Special Projects Oranch 03/05/03 
DARMITZEL, R, H. Otneral Elactrle Co 2pp 10443' 334 24X 

Ficha 50-070,83/05/03,8305180057 


— 8305120067 Amend 13 to License TR-t , deleting physical security 
requirements of lOCFRSO 34c ti 10CFR73 

THOMAS, C 0 Standard 1 xation (< Special Projects Branch, 03/05/03 
Spp 10443 236 84X Fiche 50-070,83/05/03,0305180057 


—8305180072 Sefety evaluation supporting Amend 13 to License TR-1 
• NRC - No Detailed Affiliation Olvan 03/05/03 2pp 
18443 830 84X Fiche 50-070,83/05/03,8305180057 


—6305120078 Notice of issuance 6 availability of Amend 13 to Llcsme 
Tft-i 

SCALETTI.O C Standardl xa t ion & Special Projects Branch 
83/05/03. Spp 18443 840 24X Flcha 50-070,83/05/03,8305180057 


0, Adjudicatory corraspondance 


8305030538 Order axtanding time until 830603 for Commission to act to 
review ALAB-780 

CHILK.8. U Office of the Sacretarg of the Commission 83/04/29 
Commissiontrs tp 18295 328 24X Flcha 50-070,83/04/29, 

0305030532 


8305130035 Memorandum t< order extending OE time to respond to ASLB 
830408 inquiry into llcenst rtnswal application until IS 
days following sve of Commission decision whither to ravlaw 
ALAB-720 

FRYE, J. H Atomic Safety and Licensing Beard Panel 83/05/18 
Oenaral Electric Co. 2pp 18436 315 24X Flch* 50-070,83/05/12, 

8305130035 


P Operating license stage documents (, corraspondance 


9305120057 Forwards Amend 13 to License TR-t,tafaty evaluation 6 notlc* 
of lisuanca l< availability Amend delates physical security 
raqulremanti of 10CFR50, 34e «< 10CFR73. 

THOMAS, C 0, Standardliatlon 4i Special Projects Branch 83/05/03. 
DARMITZEL, R. H. Otntral Electric Co 2pp ie443'334. 24X 

Flcha. 50-070, 83/05/03, 8305180057 


—8305180067 Amend 13 to Licanie TR-1, delating physical sacurlty 
rtqutremants of lOCFRSO. 34c It 10CFR73 

THOMAS, C. 0, Standardliatlon t< Special Projaett Branch. B3/05/03 
Spp, 10443:236. 24X Flchf 50-070, 83/05/03, 8305180057 


—8305120072 Saftty avaluation supporting Amend 13 to License TR-1 
e NRC - No Datallad Affiliation Oivan 03/05/03 2pp, 

10443- 238 24X Flcha. 50-070, 03/05/03, 0305120057 


—0305120078 Notice of Issuance t> avaitablllty of Amend 13 to License 
TR-1 

SCAUETTIiD C Standardliatlon & Special Projects Branch 
03/05/03 Spp 10443 240 SAX FI ch e 50-070, 03/05/03, 0305130057 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEBT REACTOR 


P Operating license stage documents (, correspondence 


8305130009 Forwards Amend IS to License R— 33 I, safety avaluation Amend 
reduce* possession limits for unlrradlated SNH to 4 kg 
U-S35 as fuel for operation 

THOMAS, C 0 Standard 1 latlon 6 Special Projects Branch 93/05/03 
DARMITZEL, R H General Electric Co 2pp 104A3 186 S4X 
Fiche 50-073,03/05/03,0305130069 


—0305180096 Amend 15 to License R~33, reducing possession limits for 
unlrradlated SNH to 4 kg lJ-335 as fuel for operation 
THOMAS, C D Standardliatlon & Special Projects Branch 03/OS/'O'3 
Spp 10443 180 34X Fiche 50-073,83/05/03,0305130089 


—8303120100 Safety evaluation supporting Amend IS to License R-33 
* Standardliatlon & Special Projects Branch 83/05/03 Ip 
10443 190 34X Fiche 30-073,03/03/03,0305130089 


DOCKET 50-89 OENERAL ATOMIC CO 


J Insurance it indemnity information 


8303160084 Forwards Endorsement 124 to NELIA Policy NF-34 & Endortement 
59 to MAELU Policy MF-59 

ASHBURN, D J Harsh & McLennan, Inc 03/03/06 BAUTZHAN. U 
Assistant Director for State Sc Licensee Relations Spp 10450 353 
24X Fiche 50-009,83/05/06.0305160084 


G Inspection reports, IE Bulletins St correspondence 


0305170429 Forwards IE Insp Repts 50-009/83-01 6 30-163/83-01 on 
030404-00 t< notice of violation 

8TERNBER0, D M Region 3, Office of Director 83/04/35 PARKER. J U 
OA Technologies, tnc /General Atomic Co Spp 18471 237 24X 

Flcha 50-009,03/04/23,0305170439 


—0305170432 Notice of violation from Insp on 830404-08 

K1R8CH. D F Region 5, Office of Director 03/04/83 ip 
10471 839 24X Fiche 50-009,03/04/33,8303170439 


—8305170437 IE Insp Repts 50-009/03-01 I, 50-163/83-01 on 830404-08 
Noncompliance noted failure to conspicuously post high 
radiation area during performance of reactor experiment 
JOHNSON, P H , KIR8CH, D F Region 5, Office of Director 83/04/22 

Spp 10471 240 24X Fiche 50-009,83/04/25,0305170429 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


0 Inspection reports, IE Bulletins it correspondence 


8305050223 Forward* IE Insp Rept* 50-097/83-01 J, 50-157/03-01 on 
030321-23 1, notice of vlolatton 

BTAROBTECKI, R Division of Project 6 Resident Program* 03/04/21 
STREETT.W B Cornell Univ 2pp 10330 096 24X 

Fiche 30-097,03/04/81,0305050223 


—0305050330 Notice of violation from imp on 830331-33 

e Region I, Office of Director 03/04/21 ip 10338 098 24X 

Flch* 50-097,03/04/21,8305050223 


—0305050236 IE Insp Rept* 50-097/03-01 (i 30-157/03-01 on 830331-23 
Noncompliance noted failure of ward lab safety committee ta 
perform annual audits of operations stnea 1960 t< failure of 
committee to meet quarterly in 1903 

KINNEY, W W , EL8A68ER, T C Region 1, Office of Director 
83/04/18 6pp 18330 099. 84X Fiche 50-097,03/04/31,8303030223 


DOCKET 50-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


G Inspection reports, IE Bulletins ti correspondence 


0305270465 Forwards IE Insp Rept 50-111/03-01 on 830405-06 Ne 
noncompl lance noted 

VERRELLl, D. M. Division of Project it Resident Program* 83/04/32 

COCKRELL.R 0 North Carolina State Univ Ip 18644 154 24X 

Flch* 50-111,03/04/22,8305270465 



16 


DOCKETED ITEMS 


— 830SS7046? IE Insp Rept 50-ni/'83-01 on 330403-06 No noneomp 1 lance 
noted Major araai inepteted radiation protection astoclated 
w/terolnation of R-3 reactor llcenie 

KAKUE.J Q Region S> Office of Director BARR, K P Division of 
Project b Resident Programs □3/04/51 3pp 16644 1S9 34X 

Ftcm 30-111,03/04/22.8309870463 


DOCKET 90-112 WNIV OF OKLAHOMA RESEARCH REACTOR 


H Oensral correspondence 


630939047B Informs of C Jensen appointment as director of facilltij 
EOLE.DM Oklahoma. Univ of 63/09/16 MILLER, J Olvliion of 
Licensing Ip 1696? 032 24!( Plche 90-1 12, 63/09/16, 6309290476 


— 83090?0073 Responds to NRC 830316 Itr rs violations noted in IE Imp 
Rapt 90-128/62-03 Corrective actions training sessions 
conducted for reactor operations personnel to demonstrate 
proper preparation of ice bath 

PORTER. If A Toiai AbK Un W . College Btatlon. TX 03/04/12 
MAD8EN.O L Region 4. Office of Director 8pp 18363 332 24)( 

Flcha 90-188,03/09/04,8309090366 


R Periodic operating reports b related correspondence 


8309290928 Nineteenth Progress Rept of TX AbM Jnlv Nuclear Qclence 
Ctr 1982 W/830S16 itr 

» Texas AbM Univ . College Station. TX 83/04/30 THOMAS, C 
Standardisation b Special Projects Branch 88pp 18967 347 24X 

Fiehe 90-128,83/04/30,6305290926 


P Operating license stage documents b correspondence 


B303170114 Notification of 830517-1? meetings u/Unlv of OK b LASL on 
site to revleu b evaluate reactor facility in connection u/ 
application for OL reneual 

BERNARD.H Sta ndard 1 1 at 1 a n b Special Projects Branch 83/09/12 
THDHAS.C 0 Et andard 1 ] a 1 1 on b Special Projects Branch 2pp 
184?9 33? 24X Fichs 30-112,83/09/12,8305170114 


DOCKET 30-123 UNIV OF MISSOURI RESEARCH REACTOR 


P Operating license stage documents b correspondence 


6309310006 Advises that MK Strata hired as reactor manager, effect Ive 
630307 

BOLON.AE Missouri, Univ of. Roila 83/09/23 CARTER, RE 
Standards lation b Special Projects Branch 2pp 16693 238, 24X 

Flche 90-123,83/03/23.8305310006 


R Periodic operating reports b related correspondence 


8309030375 "Progress Rapt, Univ of MO-RatIa Apr 1902 - Mar 1963 " 

QOLON,AE. 6TRAKA,M Missouri, Univ of, Roila 83/03/31 I37pp 
1B292 179 24K Fiche 90-123.83/03/31,8309030379 


DOCKET 90-128 TEXAS AbM UNIV RESEARCH REACTOR 


P Operating license stage documents b correspondence 


8309120524 Forwards Amend 9 to License R-B3. safety evaluation, El A b 
notice of Issuance/negative declaration Amend renews OL for 
20 yrt from date of Issuance N/o 8ER 

EIEENKUr, D 0 Division of Licensing 83/03/30 ERDMAN, C A Texas 
AbM Univ . College Station, TX 3pp 18442 001 24X 

Ftche 90-126,83/03/30,8309120924 


--9309120932 Amend 9 to License R-93, renewing OL for 20 gri from date 
of issuance 

EtSENHUT.D 0 Division of Licensing 83/03/30 6?pp 18442 004 
a4X Flche 90-126,83/03/30,8309120924 


DOCKET 90-129 WEST VIRGINIA UNIV RESEARCH REACTOR 


U Decomml ss 1 onlng Stage Documents b Correspondence 


8309260308 Requests termination of License R-98 before OL Blackshau 
departure on 830630 Facility dismantled per approved 
procedures fallowing receipt of 800122 author 1 cation, 

COLLINS. M E Nest Virginia Univ 83/09/23 THOMAS, C 0 
Standardiiatlon b Special Projacts Branch 2Bpp 18626*260 24X 

Fiche 90-129,03/09/23,8309260306 


DOCKET 90-131 OMAHA VET ADMIN HOSP RESEARCH REACTOR 


P Operating license stage documents b correspondence 


6309310012 Forwards response to 830911 questions re exhaust syt, 
reflector platform, reactor bridge, pneumatic transfer tuba 
terminus a ssemb Ig, scram circuit re lay t, rad loac t Ivl ty monitor 
b automatic regulating channel servo 

TURCOTTE. R L Vet Admin. Hasp Dmeha, NE 83/09/23 THOMAB.C 0 
Stenderdl 1 atton b Special Projects Branch ?pp 18693 221 24X 

Flcha 90-131,83/09/23,8309310012 


DOCKET 90-133 HUMBOLDT BAV POWER PLANT, UNIT 3 


F, Bicur 1 ty, medical, emergency b fire protection plans 


8309020108 Forwards revs to sacurlty plan Revs withheld (ref 
10CFR73 21) 

CRANE, P A Pacific (Jas & Electric Co 83/04/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18278 241 
24X Flche. 90-133, 83/04/29. 6309020100 


8309II0034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Bve list end 

ElSENHUr, O, 0 Division of Licensing 63/09/11. Coniolidated 
Edison Co of New York, Inc 16pp 18940 099 24X 

Flche 90-000,83/09/11,8303110034 


--8303120937 EIA supporting Amend ? to License 

• NRC -No Detailed Affiliation Given 63/03/30 6pp 
18442 071 24X Flche 30-188,63/03/30,8309120924 


“6309120944 Notice of Issuance/negative declaration for Amend 9 to 
License R-B3 

EISENKUr, D 0 Division of Lleenslng 83/03/30 2pp 18442 077 
a4X Flche 90-128,63/03/30.8305120324 


6309090292 Forwards "Completion b Results of Phase I of NSCR 
Post-Damege Pulse Test Program for Full FLIP TRIOA Core " 
FELTI.D E Texas AbM Univ > Collegs Statian. TX 83/04/29 
THOMAS,C O, B tandar di lat Ion b Special Projects Branch tp. 
IS330>O82 24X Flche 90-128,83/04/29,8309030292, 


— 6309090897 "Completion b Results of Phase I of NSCR Post-Damage Pulse 
Test Program for Full FLIP TRtOA Core " 

JENNlNOa, F Texet AbM Univ , College Station, TX, 03/04/13 
16pp 18336 023 24X Flche 90-188,83/04/29,0309090232. 


P Operating license stage documents b correspondence 


6303230407 Informs that backfltting matl will be forwarded as soon as 
available, in response to 830208 Itr 

FURBUBH.M H. Pacific Gas b Electric Co 63/08/23 TDURTELLOTTE, J, 
Regulatory Reform Taek Force ip 18943.397 24X 

Flche 30-000.03/02/23,8309230407 


0309230720 Forwards list of utils responding to requests for cost 
figures on backfltting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO. N J. Commissioners. 2pp. 16942:272 24X 

Flche: 90-000,83/04/11, 8309230720 


8309020499 Oeneric Ltr 83-19 to all power reactor b testing licensees 
rt niu procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EISENHUT, D Q. Division of Licensing. 83/09/02. Consolidated 
Edison Co of New York, Inc. 30pp, 16441*120 24X 

Fiehe. 90-000, 63/09/02. 8309020499. 


6, Inspection reports, IE Bulletins b correspondence 


0309090066 Ack receipt of 030412 ltr Informing NBC of steps taken 
correct vlnlatloni noted in lE Imp Rept 90-126/82-03 
MADSEN. 0 L Region 4. Office of Director 63/09/04 PORTER. W,i 
Teses AbM Univ , College Station, TX. Ip 10363 331, 24X 

Flche. 90-128, 63/09/04. 6309090066 


6309090699 Generic Ltr 63-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods 8vc list end 

EI8ENHUT, D, O Division of Licensing. 63/09/09 Consolidated 
Edison Co. of New York. Inc 16pp. 16627 193 24X 

Flche* 90-000, 83/09/09, 8309090699. 
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(1 Intptction rcportii IE Bulletins ti correspondence 


9S12060369 IE InPo Notice 83"*14* "Oeioetered Spent Ion Eichonpe Resin 
Queeep tlb 1 lity to Esothermic Chemical Reaction " Svc list 
end 

TAYLDRi J M Division of Safeguards l< Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New York< Inc 

lt8pp 103OB 319 24X Flche 50-000.83/03/21,8812060388 


6303040021 IE Info Notice 83-21, "Defective Emergencu Use Respirator " 
Svc list end 

JORDAN, E L. Division of Emergencg Preparedness 1, Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc lS6pp 18435 155 84X Flche 50-000,83/04/15,8303040021 


8303040023 IE Info Notice 83-82, "BWR Safety /Re 1 lef Valve Failures " 
Svc list end 

JORDAN, E U Dlvlslan of Emergency Preparedness 1, Engineering 
Reiponse (Post 830103) 83/04/22 Consolidated Edleon Co of New 

York, Inc It2pp 10383 089 24X Flche 50-000,83/04/23,8303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sene i no 9ys " Svc llet end 

JORDAN, E L Divlelon of Emergency Preparedness 1, Engineering 
Response (Poet 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flche’ 50-000,83/04/25,8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Bide of 
Steam Oeneratori at PHRs. " Svc list end 

JORDAN, E L Division of Bmergeney Preparedness 1, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp, 18382 047 24X Flche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Bmergeney Preparedness 4 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Ine llBpp. 18382 165 24X Flche’ 50-000, 83/04/28, 8303040027 


8303040028 IE Info Notice 83-26, "Failure of 8af e ty/Rel lef Valve 
Discharge Line Vacuum Breakere, " Svc list end 
JORDAN, E L, Division of Emergency Preparedneii li Engineering 
Retponec (Poet 830103) 83/05/03 Consolidated Edison Co of New 

York, Ine 182pp 18441 170 24X Flche 50-000,83/05/03,8303040028 


8303040030 IE Info Notice 83-27, "Operatlonel Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, B L Divlelon of Emergency Preparedness li Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc. 112pp. 18382 282 24X Flche 50-000,83/05/04,8303040030 


8303040031 IE Info Notice 83-28, "firiterla for Protective Action 
Recommendations for Oencral Emergendsf, " Svc list end 
JORDAN, E L Division of Bmergeney Preperedneet t< Engineering 
Raeponsa (Post 830103) 83/05/04. Consolidated Edison Co of New 

York, Inc. 119pp. 18441 001 24X Flche. 50-000. 03/05/04, 8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Reek 
Deformation." Svc list end 

JORDAN, E L. Divlelon of Emergency Preparedness ti Engineering 
Reeponee (Poet 030103) 83/05/06. Consolidated Edison Co of New 

York, Ine, llSpp, 18523’ 248 24X Flche’ 50-000,83/05/06, 8303040033 


8303040034 IE Info Notice 83-30, "Mleapp I ieatlon of Oenerle Emergency 
Operating Procedures (EOP) Ouldellnes. " Svc list end 
JORDAN, E L, Division of Emergency Preparedness It Engineering 
Reeponee (Poet 830103). 83/OS/ll Consolidated Edison Co. of New 
York. Ine. It4pp, 18524’ 003 24X Flche! 50-000, 03/05/1 1, 8303040034 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Ppogrem. " 
Svc list end, 

JORDAN, E. L. Division of Emergency Preparednets & Engineering 
Reeponee (Pott 830103) 83/05/19. Consolidated Edison Co of New 

York, Inc 114pp. 18697-009 24X Flche 50-000,83/05/19,8303040040 


8303040046 IE Info Notice 93-33, "Nonreprosentatlve Sampling of 
Contaminated Oil " Bvc lift end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp. 18647 007, 24X Flehs: 50-000, 83/05/26, 8303040046, 


S, Reportable occurrences, LERi It related correspondence 


8305170336 Forward e rev lead UER 03-OOl/O3L~l, 

8HtFFER,J, D. Pacific Oat ti Electric Co 83/05/06. MARTIN, J.B. 
Region 5, Office of Director tp. 184651 123. a4X 
Flche- 50-133, 83/05/06, 8305170336 


—0305170342 Revised LER a3-001/03L-l on B30316, fire oceurretf In 4aO-volt 
circuit breaker supplying raduastc pump Caused by fault to 
ground eiacerbated by over capacity of fuse Design change 
will be Implemented to correct overrated fuses 
OETTV, B C Pacific Oat & Electric Co S3/OS/06 Region S> 

Office of Director 2pp 18463 124 24X Flche 50-133. B3/03/06, 

8305170336 


DOCKET 50-142 UCLA TRAINING REACTOR 


0 Adjudicatory correspondence 


8305030524 Response to Committee to Bridge the Oap 830414 motion 
opposing scheduling earlier date for filing of written 
testimony UCLA wishes to reserve right to modify uttness 
list if new date set for hearing Certificate of Svc end 
CORMIER, H H California, Unlv of, Los Angeles 83/04/29 Atomic 
Safety and Licensing Board Panel 4pp 18306 358 24X 

Flche 50-142,83/04/29,8305030524 


8305030568 Response to ASLB 830414 order detailing llcsnses legal 
position re Committee to Bridge the Oap motion for summary 
disposition of Contention XVlt Summary disposition should 
not be granted Certificate of Svc end 

CORMIER, W H California, UnlV of, Los Angeles 83/04/29 Itpp 
18305 324 24X Flche 50-142,83/04/29,8305030566 


8305030574 Response to Committee to Bridge the Oap (CBO) 830414 motion 
to strike portions of UCLA response to CBO request for 
eipedlted ruling on Contention XIII Certificate of Svc end 
CORMIER. H H California. Unlv of. Los Angeles 83/04/29 Atomic 
Safety and Licensing Board Panel 8pp 18303 311 24X 

Flche 50-142,83/04/29,8305030574 


B305030494 Petition for reconsideration of A9LB 830422 order denying 
motions for summary disposition of Contention II (class of 
license) Argument completely devoid of m.erlt Certificate of 
Svc end 

UOODHEAD, C P Hearing Branch 4 83/05/02 Atomic Safety and 

Licensing Board Panal 13pp 18306 332 24X Flche 50-142,83/05/02, 

8305030494 


8305030582 Memorandum (< order denying Committee to Bridge the Oap 
830414 motion to strike portions of NRC te UCLA responses 1, 

830315 motion for expedited ruling on Oap 820907 motion for 
partial summary disposition of Contention Xtll 

FRYE, J H , BRIGHT, 0 0 , LUEBKE, E A Atomic Safety and Licensing 
Board Panal 83/05/02 Committee to Bridge the Oap 4pp 
10306 094 84X Flche 50-142,83/05/02,8303030582 


8305060520 Memorandum (t order deferring consideration of NRC 830502 
petition for reconsideration of ASLB 830422 memorandum U 
order denying motions for summary disposition of Contention 
tl Ruling awaits receipt of alternate ASLB member rept 
BRIGHT, 0 0 I LUEBKE, E A , FRYE, J H Atomic Safety and Licensing 
Board Panel 83/05/04 Spp 18351 092 24X Flche 50-142,83/05/04. 

8305060520 


8305090473 Motion for reconsideration of ASLB 830422 memorandum 1, order 
to clarify scope of Contention II proceedings Certificate of 
Bvc end Accounting based on actual use of reactor 
demonstrates that costs attributed to noncommercial use 
CORMIER, NH California, Unlv of, Los Angeles 83/03/04 Atonic 
Safety and Licensing Board Panel 7pp 18362-272 24X 

Flche’ 50-142, 03/05/04, 8305090473 


8305100330 Memorandum 1, ordar referring UCLA 830304 motion for 
reconsideration of ASLB 830422 order to alternate ASLB 
member. Responses to motion should be filed w/alternate ASLB 
member on schedule to be established 

BRIGHT, 0 0 , LUEBKE, E A , FRYE, J H Atomic Bafety and Licensing 
Board Panel, 83/05/06 2pp 18378 360 24X Flche 30-142.83/05/06, 

8305100330 


8305100312 Forwards portion of Unlv of FL SAR explaining spatial 
relationships ti components of Argonaut in response to ASLB 
830425 request 

UOODHEAD.C.P, Office Of the Executive Legal Director 83/03/09 
FRYE, J H , BRIGHT, 0 0 , LUEBKE, E A Atomic Safety and Licensing 
Board Panel 2Spp 18370 100. 24X Flche 50-142,83/03/09, 

0305100312 


8305130076 Memorandum 1, order denying NRC 810413 motion for eummary 
dliposttlon of Contention XX re physical security NRC 
directed to physically inventory 8NH at UCLA li to rept 
findings to ASLB it parties e 

BRIGHT, 0 0., LUEBKE, E A , FRYE, J M Atomic Bafety and Licensing 
Board Panel 83/05/11 Office of the Executive Legal Director 
27pp. 18437’ 033 24X Flche. 50-142, 83/05/1 1, 8303130076 
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3303130079 Hamor^nduai & order incnior iol 1 1 ing 03OSOS tel con Dleeutsfonf 
held on unc testlmonij filing detei > heer ( ng ddtee it Iscue* 

BRtSHT.O 0 » LU£BKE. E A . FRYE< J H Atomic Safety end LI canting 
Doerd Panel 83/03/11 Spp 18437 080 24X PIcJie SO-1 42. 83/03/1 1. 

8303130079 


0303130130 Hsmarandum order that aahotage isaue util not lie 
coneldared under Contention XIX tieue ulll be conaldered 
under Contention XX 

BRIGHT. 0 0 F LOEBKE. E A . FRYE. J K Atomic Safety end Lleenalng 
Board Panel 83/03/11 dpp 18437 170 24X Flche 30- 142i 83/05/ 1 1 . 

3303130130 


8303160144 Faruards prof nuall f Icatlons of six MRC uitnessc* to appear 
at Sumnar fa Fall 1983 hearings on safety Issues 

HOODHEAO. C P Hearing Branch 4 83/03/12 FRYE. J H , BRIGHT, 0 0 . 

LUEBKEiE A Atomic Safety and Licensing Board Panel Bpp 
18446 120 24X Fiche SO-142. 83/03/12. 83031601 64 


8303240321 Response supporting UCLA 830304 motion for reconslderatloct 
of ASLB 330422 order establishing special prehearing 
conference for Contention 11 Issue of eoramerlcal use of 
reactor must be dee Ided. Certificate of 8vc and 

HOODHEAD, C. P Hearing Branch 4 33/03/23 Atomic Safety and 

Licensing Board Panel 6pp 13371 110 24X Flche 30—142*33/03/23, 

8303240321 


K General correspondence 


8303030041 FoTiaards May 1983 Playboy article, "Terrorist Guide to 
1934 Olympics, " for Info 

BAY. J H Affiliation Unknown 93/04/20 Atomic Safety and 
Licensing Board Panel 6pp 16342 086 24X Flche 30-142,83/04/28, 

8305030041 


8 Inspection reports. IE Bulletins fa correspondence 


Q30316O163 Hemorandum fa order deferring ruling on UCLA, HRC fa Committee 
to Bridge the Gap motions for summary disposition of 
Contention XVI I , pending outcome of Inherent safety hearings 
BRIOHT.O a , LUEBKE.E A , FRYE. J H Atomic Safety and Licensing 
Board Panel B3/03/13 California, Unlv of, Los Angeles 4pp 
10444 030 a4X Flche; 30-142. 83/05/13, 0305160163 


8303160029 Ack receipt of 830427 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-142/83-01 
BOOK.H E Region 3. Office of Director 03/03/11 WE08T, H F 
California, Univ of. Los Angeles Ip 18433 007, 24X 

Flche 30-142,83/03/11,8303160029 


305170001 Response to alternate ASLB member 830422 order establishing 
B30324 hearing date Lists matl facts not in dispute.matl 
facts in dlspute.NRC witnesses fa ta i tlmony , sxh I b 1 ts fa time 
necessary for NRC presentation Certificate of 8vc end 
UOQDHEAD.C P Hearing Branch 4 83/05/13 lOpp 18466:215 24X 

Fiche 30-142.83/05/13.8303170001 


— 8303160037 Responds to NRC 830323 Itr re violations noted In IE Intp 
Rept 30-142/83-01 Corrective actions routine survey findings 
to be routed to radiation safety off leer, background fa callbr 
check data entered Into log fa survey results tabulated 
UEOST.W F California, Unlv of. Los Angeles. 83/04/29 
BOOK.H E Region 3. Office of Director Spp, 18453 008 84X 

Flche 30-142.83/03/11.8303160029 


3303170063 Forwards stipulation re preparation for hearing on 
Contention II 

iiOOOHEAO.C P Hearing Branch 4 B3/03/13 LAURENSON. J A Atomic 

Safety and Licensing Board Panel Ip 18466 233 24X 

Flche 30-142.83/03/13,2305170063 


—9305170067 Stipulation re preparation for hearing on Contention II 
Lifts eihlblts to be introduced. ul tnessei to be called fa 
estimates of time necessary to present case 

UOODKEAD. C P Hearing Branch 4 THDMPSOM. D Committee to Bridge 
the Gap CORMIER, H California, Unlv of, Los Angeles B3/0S/12 
7pp 1B466 234 24X Flche 30-142,83/03/13,8303170063 


1305170323 Discusses 830506 telcon per ASLB 830422 order. Items 
dl f cussed, inc lud Ing estimates for direct presentetlon of 
ceseii contained In stipulation foruardsd separately Summary 
of uitness testimony in upcoming hearing end 

HIRSCH.D Committee to Bridge the Gap 83/03/13 LAVREH60N. J A 
Atomic Safety and Licensing Board Panel 2pp 18463 225 24X 

Flche 30-142.83/03/13.8305170325 


T Hearing transcripts an non-antitrust matters 


8303200613 Foruards JC Petersen testimony Petersen uilll testify at 
830324 hearing on Contention II 

WODDHEAD, C P Hearing Branch 4 83/03/19 LAUREN80N. J A Atomic 

Safety and Licensing Board Panel. Ip 18320 133 24X 

Flclit 30-142.83/03/19,8303200613 


— 8303200624 Testimony of JC Petersen re Committee to Bridge the Oep 
Contention II Use of reector from eccounting fa flnandol 
standpoint discussed Reactor primarily used for educational 
purposes MA Young notlcs of appearance snd 

PETERSEM, JC Office of State Programs, Director 83/05/19 
14pp 18320 136 24X FI Che- 30-142. 83/03/19. 8303200613 


8303310193 Trenscrlpt of 830324 hearing In Los Angelss.CA re proposed 
license rtneuial Pp 1-183, 

• Atomic Safety and Licensing Board Pansl 83/03/24 183pp 

18631 023 84X Flche 50-142,83/03/24.0303310193 


1305240479 Responsi to Judge Laurenion 930422 order re Contention II 
Parties stipulated to ultnesset fa eihlbits Summarlies 
ultnasses testimony UCLA case will be presented in 4 h 
Certificate o.p 9vc end 

CORHIER.H H California. Unlv of. Los Angeles 03/05/13 6pp 
18349 332 a4X FI che' 30-1 42. S3/OS/ 13. 8303240479 


I30S20G496 Forwards lubpoanas re dasi-of-llcense evidentiary hearing, 
for Issuance Subpoenas relate to reactor operational fa 
financial records dstalllng use & coat allocation fO’r 
facility Related correspondence 

HIRSCH, D Committee to Bridge the Gap 83/03/16 LAURENSON. J A 
Atomic Safety and Licensing Board Panel Ip 18314 031 24X 

Flche 30-142.83/05/16.8303200496 


1303200632 Forwards L Vlaynt statement of prof qualifications, Haync will 
testify on combus t Ion. ebsmtea 1 react 1 one. Hlgnrr energy fa 
release fa dispersion of radionuclides 

HIRSCH. D Committee to Bridge the Oap 83/05/16 HOODHEAD. C 
Hearing Branch 4. CORMIER. M California, Unlv of, Los Angeles 
NALIBOFF.L Santa Monica, CA 2pp 18319 330 24X 

Flchi 30-142.83/05/16.8305200652 


>303240499 Advises that univ has not received statements of prof 
qualifications of all proposed witnesses In license renewal 
proceeding. Statements will be forwarded upon receipt 
CORHIER.H K California, Unlv of. Los Angeles 83/03/18 
FRYE, J H . BRIGHT, G □ , LUEBKEiE, A Atomic Safety and Licensing 
Board Panel Ip. 18372:027 24X Flche 50-142,83/03/18,8305240499 


305230236 Notics of appearance In proceeding Certificate of Sve end 
VOUHGiM A Hearing Branch 4 83/05/19 3pp 10539 184 24X 

Flche. 50-142, 83/03/19,8305230236, 


DOCKET 50-146 BAXTON NUCLEAR EXPERIMENTAL FACILITY 


H General correspondence 


8303020363 Forwards documents fa metis to sstabllsh LPDR. focusing on 
dscommlsslonlng fa possible dismantling of facility U/o 

ends 

SOUOEft. J. L Division of Rules and Rscords 83/04/23 PENNELL, L 

Saxton, FA 2pp 18284 243 84X Flche. 30-146. 83/04/23. 8303020363 


8303040056 Responds to 830328 Itr axprstslng concern re possible 
dismantling of facility Saxton Nuclear Engineering Corp 
plans to rsquest author liotlon to dlsmantls facility during 
latter 19801 

DENTON. H H Office of Nuclear Reactor Regulation, Director 
83/04/25 FULLER. E Affiliation Unknown 2pp, 18336.323. 24X 

Flche 30-146.83/04/25.8305040036 


P. Operating license stage documents fa correspondence 


8303180097 Forwards std order for DOE work for “Consultant Sves. 

P Naogy, for Hearing 8upport-Unlv of CA Nonpouar Reactor 
License Renewal Application “ Cost of project funded by NRR 
operating reserve requested, U/o snd. 

ElBENHUT, D.G. Division of Licensing FIN A-3727 03/04/07 

DENTON, H R. Office of Nuclear Reactor Regulation. Director Ip. 
18499 362 24X FI c he: 50-146, 63/04/07) 8303180097 


DOCKETED ITEMS 


DOCKET 80-140 UNIV OF KANSAS RE8BABCH BEACTOR 


Q tntp*ctlon reportii IE Bulletin* & corraspandencs 


0309200192 Aek receipt of 830414 Itr ini'ormlnj NRC of step* teken to 
correct vlelationi noted in lE tnep Rept 90-14B/B3-01 
HADSENiO L Region 4i Office of Director 83/08/16 KRAFT. D C 
Kaneai/ UnlV of Ip 18317 093 24X Flche 30-148.83/08/16, 

0303200192 


—8308200196 Reepondf to NRC 830323 Itr re violetloni noted In IE Imp 
Rept 80-148/83-01 Corrective action* R Heiler mill be 
appointed member of committee on radiation source* by 
830801 

KRAFT. D C Kansa*. Unlv of 03/04/14 MADSEN. 0 (. Region 4. 
Office of Director Ip 18817 094 24X Flche 30-148.83/03/16. 

8303800192 


DOCKET 30-188 BIO ROCK POINT NUCUEAR PLANT 


F. aecurity. medical, emergency it fire protection plans 


0303110067 Respond* to 821103 Itr transmitting changes to suitability, 
training & qualification plan Changes acceptable eccept for 
item* identified in end Change re Item 4 requested per 
lOCFRSO. 90 Enel withheld (ref 10CFR73 21) 

CRUTCHFIELD. O Operating Reactor* Branch 3 83/03/06 

VANDENALLE.O J. Consumers Power Co Ip 10408 111 24X 

Flche. 90-133. 83/03/06. 83031 10067 


8303170404 Forwards description of scope t. objectives for imergency 
exercise scheduled for 830723-26. per NRC 820112 request 
VANDEUALLE, D. J Consumers Powsr Co 83/03/09 KEPPLER.J 0 Region 
3. Office of Director 4pp 18467 338 24X Flche 30-183.03/03/09. 

8303170404 


8303110034 Oenerlc Ltr 83-21 to ell licensee* of operating reactori. 
applicants for OLs (< holder* of CPs re clarification of 
acette to control procedures for law snforcament visit* 

Sve lift end 

EI8ENHUT. 0 0 Otvtslon of Licensing 83/03/11 Consolidated 
Edison Co. of New Vork. Inc 16pp 18340 093 24X 

Fleh#‘ 30-000. 83/03/1 1. 03031 10034 


8303170369 Comments on NUREO-0737> I tern 111 A 2.1. “Emsrgencg 
Preparedneiii Upgrade Emergency Plan* to App E. lOCFRSO '' 
Onsite 6 offsite emergency preperedneii adequate Item 
complete 

CRUTCHFIELD. 0. Operating Reactor* Branch 3 83/09/16 

VANDEWALLE. D. U. Consumers Power Co Spp 18466' 077 24X 

Flche. 30-133. 83/03/16. 8303170369 


8303240376 Aek receipt of B30S09 ltr describing scop* (< objectives of 
emirgency exercise scheduled for 830723-26. Agree* to verbal 
request for postponement of aceountab 11 1 ty/assemb ly drill at 
part of excrclsa until plant resumes full operation 
PAPERIELLO.C J. Region 3. Office of Director 83/03/19 
DEHITT.R. B. Consumers Power Co Ip 18374.282. 24X 

Fieh*' 30-133. 83/09/19. 8308240376. 


8303260239 Aek receipt of 830131 ltr Informing NRC of steps taken to 
eorreet violation* noted In IE Insp Rept 30-133/02-13 
Noncompliance 1 withdrawn Updated Tech Specs re firs 
barriar* will be rtqueitad. 

BPESSARD. R. L. Division of Engineering 83/03/20. DEHITT.R B 
Coneumarc Powtr Co 2pp 18626 083 24X Flche 30-193.83/03/20. 

8303260299 


—8303260266 Respond! to NRC 821203 ltr re violations noted In IE Insp 
Rapt 90-139/82-13. Corrective action* plant drawings reviaued 
to verify that all ventilation duet damper* Included in new 
test procedure 6 emergency lighting test process developed. 
VANOEHALLE. D, J. Consumer* Power Co 83/01/31. KEPPLER.J. 0. 
Region 3. Office of Director 23pp 18626' 083 24X 

Fiehoi 90-133, 83/03/20, 0303260239. 


0 Adjudlcotory correspondence 


0303100404 Comment* on licenses proposals to remedy deflclencie* 
Idtntifiled in ASLB 820914 initial decision re emergency 
planning. Licensee he* provided reasonable essuranet of 
adaquate protaetlva meature* in event of emergency. 

OODDARD.R. J. Hearing Branch 3 83/04/07 Ip 18378:029. 24X 

Flchf 30-193. 83/04/07. 0309100404. 


—8303100414 Re<iue*t* a»si*tanee In initiating action to assure that 
deficiencies Identified in ASLB B309I4 second Initial 
decision corrected Certificate of Sve enc 1 

CRIMES. D K Division of Emergency Preparedness (Pre Q30103> 
82/11/30 KRIMM, R W Federal Emergency Management Agency 14pp 
10378 032 24X Flche 90-155.83/04/07.8305100404 


B305160250 Inform* that S30207 ltr ro proposed «i pans Ion of spent 
fuel storage capacity forwarded to ASLB for consideration 
a* limited appearance statement No request pending for 
operating permit Full-term OL granted on 640901 

CRUTCHFIELD, D Operating Reactors Branch 3 83/04/23 ANDERSON. J 

Affiliation Unknown Ip IB472 004 24X Flche 50-199.93/04/28, 

0303160830 


8303040934 Responds to 830411 t< 13 10CFR2 206 petition requesting nd 
eddl fuel be allowed In spent fuel pool until issue of 
structural adequacy resolved NRC It addressing substantive 
Issues raised by petition No addi action will be taken 
DENTON. H R Office of Nuclear Reactor Regulation. Director. 
83/03/03 CHRISTA-HARIA Chr 1 s ta-Ma p la Spp 18321 109 24X 

Flche 90-133.83/09/03,8303040934 


—8303040936 Director's Decision DD-03-07 re J Blor & Chri * ta-Mar la 
10CPR2 206 petition requesting no addl fuel be allowed In 
spent fuel pool NRC is taking action requested by 
petitioners so no further action needed at present time 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/03/03 Spp 18321 114 S4X Fiche 90- 133. 83/05/03. B30S040S34 


—0305040937 Forwards SER re spent fuel pool thermal hydraulic analysis 
supporting request for continued operation Temp of spent 
fuel pool concrete structure can be maintained below 190 F 
if normal fuel pool cooling sg* lost 

CRUTCHFIELD,!) Operating Reactors Branch 3 82/07/02. 

VANDEHALLE.D Consumers Powsr Co 2pp 18321 119 24X 

Flche 30-199,83/09/03,8303040334 


“0309040539 Safety evaluation re spent fuel pool thermal hydraulic 
analysis supporting request for continued operation 
a NRC - No Detailed Affiliation Olven 82/07/02 Spp 
18321 121 24X Flche 30-139,03/03/03,0303040334 


— 0308040540 Notice of Issuance of Director's Dsclslon 00-83-07 re 
J Bier ti Chrlsta-Merla 10CFR2 206 petition requesting no 
addl fuel bs allowed In spent fuel pool until Issue of pool 
thermal /structural adequacy resolved 

CRUTCHFIELD, D Operating Reactor* Branch 8 83/08/03 Spp 

18321 143 24X Fieh* 90-133,03/09/03,8303040334 


—8309040542 Telecopy 10CFR2 206 petition requesting no addl fuel be 
allowed In spent fuel pool until issue of pool thermal/ 
structural adequacy resolved 

BIER.d Affl nation Unknown CHR laTA-MAR JA Chrlsta-Marla 
83/04/11 Commiisionert 2pp 10321 147 24X 

Flche 50-159,03/09/03.0305040534 


—8305040543 Telecopy errata to 930903 telecopy 10CFR2 206 petition re 
addition to spent fuel pool 

BtER.J Affiliation Unknown 63/D4/12 Commissioners Ip 
18321 150 84X Flche 90-199,03/09/03,8303040334 


—0303040543 Advise* that concern* relied by Concerned Cltliens of 
Charlevolj 030411 10CFR3 206 petition are Issue* before ASLB 
or art being addressed by NRC Petition can be answered 
briefly b quickly. 

LIEBERMAN.J Regional Operation* fc. Enforcement Division 
83/04/19 DENTON. H R Office of Nuclear Rsictor Regulation. 
Director Ip 10321 1 31. 24X Flche 30-135.03/09/03,0303040534 


0305040625 Responds to 030411 b 12 10CFR2 206 petitions requesting no 
addl fuel be allowtd In spent fuel pool until Issue of 
structural adequacy resolved NRC is addressing substantive 
Issue* raised by petition No addl action will be taken 
DENTON.H R, Office of Nuclear Reactor Regulation. Director 
03/03/03 DlER.d Affiliation Unknown 3pp 18320:116 24X 

Flche' 30-139. 83/09/03, 8305040629 


0309060495 Rept* result* of 830420 conference w/NRC b Chrlsta-Marla in 
Hashlngton. DC, No basis exists for resolving matters raised 
by Intsrvenors which would load to dismissal of emergsney 
planning subcontenttoni. 

OALLO, J I sham, Lincoln b Beal* OALLO, J Consumers Power Co 
03/09/03 BLOCH. P , PARIS, 0 H , 8H0N, F J Atomic Safety and 
Licensing Board Panel 2pp 18391 134 24X Fit ha: SO-1 39, 83/03/03. 

0309060499 


—8309100409 Commente on FEMA asseisments of util responses to ASLB 
contention* re emergency preparedness program protective 
measure* for offsite population 

HIND. J. A. Division of Radtologlcol b Materials Safsty Progremt, 
83/03/31, EiaENHUT, D, 0. Division of Licensing 8pp 10378 030. 
84X Fiche: 30-193.83/04/07, 0303100404, 
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DOCKETED ITEMS 


S309ia0S90 R»cerv>i right to contest epproprlateness of licensee mption 
for lURinary fisposltf on re emergenev planning contention* on 
• pent fuel pool Aiod Disputed issue* of fact can be rosolved 
onlg by hearing Certificate of Sve end. 

SEHM^Li M Antioch School of Leu> Hashing tom OC SEflMELiK 
Chrlsta-Marla 83/09/04 BLOCH. P . PARIS, 0 H . SHOM, F J Atomic 
Safstg and Licensing Board Panel Opp 18371 3&9 24X 

Flche 90-199, 83/09/04.8303100290 


8303110141 Foruarde Charlevoix Countg 830427 resolution U 830427 Itr to 
Charlevoix Countg Board of Commissioners re application for 
financial assistance to support emergency preparedness plan 
(t funds for training emergeneg psrsonncl 

COPELAND.V. 0 Isbara, Lincoln A Beale 83/09/09 QLDCH, P , 

PARIS, Q H < SHOH.F J Atomic Safetg and Licensing Board Panel 4pp 

18393 339. 24X Fiche 30-139,83/09/09,8303110141 


8309120287 Concur* u/H Semmel understanding of Judge Bloch 830903 
telcons re energoneg planning/spent fuel pool mod ASLB 
aualting testimony before taking action 

O'NEILL, J O'Neill, J 83/09/07 BLOCH, P.B . PARIS. 0 H , BHON.F J 
Atomic Safety and Licensing Board Panel Ip 18431 023 24X 

Flche 30-193,83/09/09.8309120287 


8303130189 Reiiuestt ASLB sgnthsslit existing record 1, rule on uhether 
any disputed Isiuc of fact exists uarrentlng convening 
hearing Further deterioration of situation should be 
avoided 

OALLOi J liham, Lincoln 4, Beale OALLO, J. Consumers Pouer Co 
83/09/09 BLOCH.P. B , PARIS, 0 H , 5HDN, F J Atomic Safety and 
Licensing Board Penal 2pp 18440 047 24X Flche 90-199,83/09/09, 

8309130189 


B309190249 Advises that appeal of ASLAB 830427 Decision ALAB-729, till I 
be filed at appropriate time Extension to B30A02 for filing 
objections re^iuastad 

Q'NEILLiJH O'Neill, J 83/09/lA. PALLADINO. H J > ROBERTS.T , 
AHEARNE.J Ceneit is loner t. Ip 13901:303 24X 

Flche 30-199.63/09/16,8309170249 


830919036i> Notion that all ASLB partial Initial decisions be sat aside 
as June 1982 hiarlngt proceeded on basis of util 
mlirapresantatlnn. Nonstarg A punitive rallef alto reported 
SEMHELiH Chrlsta-Marla SENMEL.H Antioch School of Lau, 
Washington, DC B3/09/16 Atomic Safety and Licensing Board 
Penal 3pp 18900.073 24X Flche 30-199, 83/09/16,, 8309190366 


— 8309190371 Advlee* of util continuing misrepresentation affecting 
safety b Integrity of Commleston processes Discrepancies 
exist in util statements re neceseity of unloading entire 
core to complete to-yr Inservlce Intp program 
SEMHEL.H Antioch School of Leu, tfaehlngton, DC SEHKEL.H 
Chrlsta-Marla 83/09/06 PALLADINO, N J , AHEARNErJ , 8IHNSKY.V 
Conmlie loners 2pp. 1B900 076 24X Ft cha 90-1 99, 83/09/16. 

8309190366 


— S309190379 Affidavit from H Semnel 830909 telcon w/NRC project manager 
A Emch Util Intends to conduct 10-yr insp u/o removing all 
fuel from reactO’r core Fuel that cannot fit In pool ulll be 
moved Certificate of Sve enc 1 

8EMHEL.K Chrlsta-Marla 63/09/17. 3pp. 18900 0S4 24X 

Flche. 90-199, 83/09/16, 8309 1 90366 


8309200610 Foruards nltce 1 laneous documents u/varylng degrees of 
pertinence to proceeding Documents relate to spent fuel 
pool tharnel/structural analyses 

OALLO, J Isham, Lincoln It Beale OALLO, J Consumere Pouer Co 
83/09/18 BLOCK, P B , PARIS. 0 K . 8H0N, F. J Atonic Safety and 
Llcenitng Board Panel. 17pp 16920 049 S4X Flche ! 90-199, 83/09/18, 
0309200610. 


8309260180 Advises that funding assistance imperative If emergency 
planning guidelines to ba not Funds needed to complete 
emergency response personnel training 6 equip emergency 
aperitions ctr H/Certlf lea te of 8vc Related correspondence 
BREAKEY, T • MUNA.F. E Charlevoix, Ml. 83/09/18 Atomic Safety 
and Licensing Board Panel 8pp 18999 262. 24X 

Flche. 90-199, 83/09/18, 8309260180. 


8309200948 Order extending time until B30706 for Commlselon to act to 
review ALAD-725 Time for filing petltloni for Commies Ion 
review of ALAS-7S9 extended until 830602 

CHILKiS J. Office of the Secretary of the Connltsion. 83/09/ 17 
Commiifioneri Ip. 18916:001 24X Flche 90-199,83/09/19, 

0309200948, 


0309200638 Confirms 830917 telcon in raeponte to J Oallo 830909 Itr to 
6J Chill Response to H Semmel 830906 communication should be 
directed to A8LB 

8TUCfiY, B W Docketing fc Servicee Branch. 83/09/19. OALLO, J. 
leham, Lincoln L Beala. Ip. 1B320'19S 24X Flche; 90-199,83/09/19, 

0309200638. 


B309240928 Motion to reconsider ASLAB 830427 Decision ALAB-723 6 for 
leave to file nut— of— time ASLAB ehoutd instruct ASLB that 
ASLB may require analysis of criticality If ASLB enumerate* 
fecti that trigger exercise of discretionary judgement. 

0 'NEILL, J O'Neill, J 83/09/19 Atomic Safety end Licencing 
Appeal Panel 2pp 18971 189 24X Flche 90-199,83/09/17, 

8309240928 


8309240438 Motion for extension until 830613 to reply to Intervenors 
Cbr Ista-Haria motion re misrepresentation by llcsniae 
Certificate of 8vc and 

OALLO, J Consumers Power Co OALLO, J Iiham, Lincoln I, Beale. 

83/09/20 Atomic Safety and Licensing Board Panel 9pp 
18971 063 24X Flch* 90-199,83/03/20,8309240439 


8309240920 Order granting J O'Neill 830917 motion to consider motion 
for reconsideration out-of-tlme Motion for reconsideration 
of ASLAB 830427 Decision AUAB-729 denied 

SKOEMAHERi C J Atomic Safety and Licensing Appeal Panel 83/09/20 
2pp 18971-179 24X Flche 90-199,83/09/20,8309240920 


B309240913 Rveponds to J Oallo 6 J O'Neill 830909 Itri ASLB decision re 
smergency planning contention ehould await NRC region b FEMA 
comments on intervener 830314 filing concerning util 
rasponee to ASLB 830914 order 

BACHMANN, R O. Hearing Branch i 83/09/23 BLOCH, P B , SHON. F J , 
PARIS, 0 ti Atomic Safety end Licensing Board Panel 2pp, 

18971 116 24X Flche 90-193,83/09/23,8309240913 


B309270020 Motion far extension until 830606 to file NRC response to 
J O'Neill 830919 petition for Commission review of 
ALAB~729 Motion sent by telex but not received by NRC until 
830323 Certificate of Sve enc I 

BACHMANN, R S Hearing Branch 1 83/09/23 Commisiioner*. 3pp 

1 8638 .314 24X Flche: 90- 1 99, 83/0 9 /23, 8309270020 


S3093ti)0'21 Order extending time until 830630 for Commletlon to act to 
rcvlau Director'* Decision 00-83-7 

CHILK, a J Office of the Secretary of the Commission 83/09/26 
Commissioners ip 18693 126 34X Fiche 90-199,83/09/26, 

0309310021 


J. Insurance tc Indemnity Information 


8309240280 Forwards Endorsement 76 to NELIA Policy NF-117 

FROUNFELKER, R Consumers Fower Co 83/09/20 SALTZMAN, J NRC - No 
Detailed Affiliation Olven 2pp 18948.202 24X 

Flche 90-199.03/09/20,8309240280 


P Operating license stag* document* It correspondence 


8309230720 Foruards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO, N J Commissioners 2pp 18942 272 24X 

Flche. 90-000, 83/04/11,8309230720 


8309020202 Forward* analysis of SEP Topic XV-B, "Control Rod 
Ml top era t ion, " par Integrated assassmsnt 821119-17 meetings. 
Accsptabls fuel damage limit for single control rod 
withdrawal accident not exceeded Topic resolved 

TONER, K. A Consumers Power Co. 83/04/29 CRUTCHFIELD. D Operating 
Raactore Branch 9. 7pp 18278 139 24X Flche 90-199,83/04/29, 

8309020202 


8309020294 Foruards response to NRC B30319 questions on sensitivity 
stud let psr formed on RETRAN analyst* Approval requested 
prior to scheduled startup follauilng next refueling outage 
BORDINE, T C Consumers Power Co 33/04/26 CRUTCHFIELD, 0 
apsrating Reactors Branch 9 6pp 18277 244 24X 

Flche, 90-199. 83/04/26. 8309020294 


0309020499 Oanarlc Ltr 83-19 ta all power reactor & testing licensee* 
r* nau procedures for providing public notice concernltig 
issuance oP amends to OL* Sve list end 

EI8ENHUT. DO Division of Licensing 83/09/02 Consolidated 
Edison Co of Nau York, Inc. 90pp. 18441-120 24X 

Flche 90-000. 83/09/02, B30902O499 


8309040166 Advltes that action required by Amend 96 to License DPR-6 to 
Initiate negotiations u/DOE re disposal of high level waste 
or spent nuclear fuel considered complete, based on pursuit 
Of cantrect u/DOE 

CRUTCHFIELD, O. Operating Reactors Branch 9. B3/09/03. 

VANDENALLE, D J Consumars Powar Co 3pp 18324 031. 24X 

Flche 90-199, 03/09/03, B309040166 


8309040196 Notification of 830909 meeting w/utll t, NUS In Oarmentown, MD 
to discuss thermal analysis of spent fuel pool 

EMCH.R.L, Operating Reactors Branch 9 83/09/03 CRUTCHFIELD, D. 

Operating Raactors Branch 9. 4pp 10323-398 24X 

Flcha 90-199, 03/09-/03,8309048196. 
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B309170410 Rttpondt to Q30S03 1 tr re performence of eontelofflent 
integreted leek ret* teste Util does not concur ui/ 
interpretation of App J requiremcnte that corrected reiulti 
for 198S Type A test exceeded mai alloueble leakage llmlti 
VANDEMAULEiD J Coneumere Pouer Co S3/09/06 KEPPLER. J 0 Flegion 
a. Office of Director Zpp 1Q469 246 24X Flcho 50-195, 03/03/06, 

8309170410 


8309090699 Oenerlc Ltr 83-20 to ail operating reactor llceneeat t< 
holders of CPt re Integrated ichedullng for implementation 
of plant mode 8ve Met end 

EIGEMHUT, D 0 DWielon of Llcenilng 83/09/09 Consolidated 
Edison Co of Neu Verk, Inc 16pp 16627 193 24X 

FUhe 90-000, 03/09/09, 8309090699 


8309240909 Forieerds Rev 1 to CPC-2A "QA Progrem Description for 
operational Nuclear Pouer Plants " Changes do not reduce 
commltmcnte accepted bg NRC on 830t 12 Submittal serves at 
annuel rept 

VANDEHALUEtD J Consumers Pausr Co 83/09/11 KEPPLER, J 0 Region 
3( Office of Director 2pp 16979 116 24X Flche 90-000,83/03/11, 

9309240909 


— S309240969 Rev 1 to "QA Program Description for Operational Nuclear 
Poutar Plants " 

REVNOCDB, J H • DEUITT, R D , COOK, J U Consumari Pouer Co CPC-2A 
ROl 83/01/10 90pp 18979 110 24X Ficht 90-000,83/09/11, 

8309240909 


6309160031 Bummarg of 830429 netting u/util tt NUB Carp In Oermantoun, MD 
re tbermal/itructural analgstt of spent fuel pool List of 
reiiuefted addl info on unresolved issues end 

EMCH, R L. Operating Reactors Branch 9 83/09/13 Operating 

Reactors Branch 9. 6pp 18493 143 24X Flche 90-199,83/09/13, 

8309160031. 


6303040023 lE Info Notice 83-22, “BUR Safe tg/Rel ief Udve Failures ” 
Svc list enc 1 

JORDAN, E L Division of Emergencg Preparedness 6. Engineering 
Response (Post 630103) 63/04/22 Consolidated Edison Co of New 

York, Inc U2pp 16363 069 24X Flche 90-000,83/04/22,8303040023 


8303040025 IE Info Notice 63-23, ‘’Inoperable Containment Atmosphere 
Sensing Sgs '' Svc list end 

JORDAN, E L Division of Emargencg Preparedness 6 Engineering 
Response (Post 630103) 63/04/29 Consolidated Edison Co of New 

York, Inc lt9pp 183B1 291 24X Flche 90-000.83/04/29.8303040029 


8309170166 Forwards IE insp Rept S0-15S/S3-04 on 630101-0304 1. 1 4 & 
notice of violation 

SHAFER, W D Region 3, Office of Director 63/04/27 DEHITT. R B 
Consumers Power Co 2pp 18469 163 24X Flche 90-199,63/04/27, 
8309170166 


—6309170166 Notice of violation from Insp on 830101-0304 «, 14 
SHAFER, W 0 Region 3, Office of Director 03/04/27 3pp 
16469 169 24X Flche 90-199,63/04/27,6309170166 


— 8309170174 IE Insp Rept 90-199/63-04 on 830101-0304 & 14 None amp 1 lance 
noted ends of pipe & tubing not taped in storage, tape & 
shipping stickers not chloride-free used on stainleis steel 
tc storage areas not maintained dean 6 drg 

WRIGHT, 0 C , PARKER, M E , DOVO, D C Region 3, Office of Director 
03/04/27 9pp 10469 168 24X Flche 90-199,63/04/87,6309170166 


6303040026 IE Info Notice 63-24, "Loose Parte in Secondary Bide of 
Steam Generators at PWRi “ Svc list end 

JORDAN, E L Division of Emergeneg Preparedness 1, Engineering 
Rasponie (Pott 830103) 83/04/28 Consolidated Edison Co of Nau 

Vor)(, Inc llOpp 16362 047 24X Flche 90-000,83/04/28,8303040026 


3309190196 Forwards “SEP Investigation Into Possible Exlitence of 
Bolutlon Cavities Beneeth Big Rock Point Nuclear Power Plant 
Near Charlevoix, HI, " in response to NRC 821012 BER re SEP 
Topics 11-4 li II-4 B 

TONER. K A Contumert Pouer Co 83/09/13 CRUTCHFIELD, D Operating 
Raactori Branch 9 2pp 18902 267 24X Flche 90-199,83/09/13, 

8309190196. 


—8309190201 "SEP’ Investigation Into Possible Existence of Solution 
Cavities Beneath Big Rock Point Nuclear Pouer Plant Near 
Charlevoix, MI, " 

BREWSTER, A., HEI8ENHEIHER, J 01 Iber t/Commonuea 1 th Cos 83/02/09 
9pp. 19902 268 24X Flche- 90-1 99, 83/09/13, 8309190196. 


6309180292 Forwerdi lafetg evaluation approving use of spent fuel pool 
to licensed capedtg of 193 spent fuel assemblies provided 
reactor not operating or in cold shutdown 
CRUTCHFIELD, D Operating Reactors Branch 9. 83/09/16 

VANOEMM.LE, 0 Consumers Power Co 4pp 18490 333 24X 

Flehei 90-199, 83/09/16, 8309180292 


—8309180297 Safetg evaluation approving use of spent fuel pool to 
licensed capadtg of 193 spent fuel assemblies provldsd 
reactor not operating or In cold shutdown 

a Office of Nuclear Reactor Regulation, Director 83/09/16 7pp 
16490-337 24X Flche. 90-1 99, 83/09/16, 6309180292 


8309200610 Forwards mlscel lansous documents w/varglng dtgraet of 
pertlnenca to proceeding Documents rslets to spent fuel 
pool thermal/itruc tura 1 analgses 

OACLO, J Isham, Lincoln t< Beals. OALLO, J Consumsrs Power Co 
eO/OB/lB BLacH<P.B.< PARI8,0H, 8H0N, F. J Atomic Safetg and 
Licensing Board Panel. 17pp 18920' 049 24X FlchS' 90-199, 83/09/16. 

8309200610. 


8309310149 Notification of 830602 meeting u/util I, Nuclear Utils Svc 
In BethasdaiHD to discuss thermal analgsls of spent fuel 
pool. 

EHCH. R. U. Operating Raactors Branch 9. 83/09/26 CRUTCHFIELD, D 

Oparatlng Reactors Branch 9 3pp, 18699:041 24X 

FUhS! 90-199.83/09/26, 8309310149 


8. Inspection reports, IE Bulletins t< correspondence 


6303040027 IE Info Notice 83-23, “Standbg Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JORDAN, E L Division of Emergeneg Preparedness 1, Engineering 
Response (Post 630103), 83/04/26 Consolidated Edison Co of Neu 

York, Inc tlBpp 18362 169 24X Flcho 90-000,83/04/28.0303040027 


8303040028 IE Info Notice 03-26, “Failure of Bafetg/Ret lef Valve 
Discharge Line Vacuum Breakers '* Svc list and 
JORDAN.E L Division Of Emergeneg Preparedness tc Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co. of Neu 

York, Inc 182pp 18441 170 24X Flche 90-000.83/05/03.8303040026 


0303040030 IE Info Notice 03-27, “Operational ftiiponse to Events 
Concerning Peltberste Acts Directed Against Plant 
Equipment “ Svc list encl 

JORDAN.E L Division Pf Emergeneg Preparedness 4, Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Ine 112pp 18382 862 24X Flche 90-000.83/05/04,8303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Gtneral Emergencies “ Svc list encl 
JORDAN, E L Division Of Emergeneg Preparedness *< Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co. of New 

York. Inc 119pp 18441 001 24X Flche 90-000.83/09/04,8303040031 


8309130219 Forwards Magnaflux Test 6 insp Procedures 22 A 36,82 A 39, 

22 A 21 t. 27 A 1 used in 830311 demonstratiori of ultraecinic 
test performance capabilltg In dstsctlon of Intergranular 
stress corrosion cracking, par IE Bulletin 83-02 

BORDINB, T C Consumers Power Co 83/09/04 KEPPLERiJ 0 Reploii 3. 
Office of Director Bpp 10439,291 24XFlelie 90-193,83/09/04. 
8309130219 


— 0309130221 Rev 0 tc Test k Insp Procedure 22 A 36, ■•Remote Recording 
Devices During Ultrasonic Exam ■' 

* Ntgnaflux, Carp 03/02/29 7pp 18439 299 34X 

Flche - 90-199, 03/08/04. 8309130219 


— 8309130233 Rev 2 to Test 1< Insp Proesdors 22 A 39. ''Ultrasonic 
Exam of Austenitic Piping i. Branch Connected Helds for 
Intergranular Stress Corrosion Cracking '' 

* Magnaflux. Corp 83/03/09 26pp 18439 266 24X 

Flche 90-199,83/09/04,8309130219 


B312<)&0389 IE Info Notice 83-14, “Dswatersd epent Ion Exchange Resin 
BusctptlblUtg to Exothermic Chemical Reaction. " Svc list 
end, 

TAIR.0R,J. H. Division of Safeguards L Insptctlon Programs (Post 
830103). 83/03/21. Consolidated Edison Co. of New York, Inc 

llSpp. 18308 319 24X FUhe 90-000,83/03/21,8212060389. 


0303040021 IE Info Notice 83-21, ''Defective Emergeneg Use Rgsplrator. '' 
Svd list encl. 

JORDAN, E.L. Division of Emergeneg Freperedness It Engineering 
Response (Post 030103) 83/04/19, Consolidated Edison Co of Neu 

York, Inc. t86pp, 18439.199. 24 X FUhs; 90-000, 83/04/19, 8303040021 


— 0309130237 Rev 0 to Test t< Insp Procedure 22 A 21. ''Ultrasonic 
Exam Osntral Requirements.'' 

» Magnaflux, Corp, 82/12/30, 14pp 18409 292 24X 

Flchi 90-199,83/09/04,8309130219 


— 0309130241 Rev 0 to Test b Insp Procedure 27 A I. “Making L 
Incrementing of Welds for NDE '' 

* Magnaflux, Corp 83/02/29 13pp 10409 306 84X 

Flche, 90-199,83/09/04, 8309130219 
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DOCKETED ITEMS 


3309090464 Summaril of 830419 meetiTig uj/utit In Betftefda.HD re 
Integrated aiseiiraent tr ranking ichene utlliied bi; util 
Neit meeting will be held oneite on 830909-11 
CKCHiR L Operating Reactors Branch 9 83/09/0S Operatlns 

Reactors Branch 9 3p p (8360 S20 24X Fiche SO- I 93i QO/OS/OSi 

8309090434 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused bg Fuel Rack 
Oiformation “ Eve list end 

JORDANrE L Division of Etnergencg Preparedness & Engineering 
ftespenee (Past 830103) 83/03/06 Consolidated Edison Co of Neu 

VoTk, tne lispp 18323 248 24X Fiche 50-000,83/09/06,8303040033 


8303040034 lE Info Notice 83-30, "Mi sapp 1 icat ion of Oenerlc Etnergeneg 
Operating Procedures <EQF) Ouldelincs " Sve list end 
JORDAN, E L Division of Emergencg Preparedness (< Engineering 
Response (Post 830103) 63/03/11 Consolidated Edison Co of Neu 

Vork, Inc tl4pp 18924 003 24X Fiche 90-000,83/09/11,8303040034 


83091903(7 Responds to Action Item 2 of IE Bulletin 83-02, "fifcrets 
Corrosion Cracking In Large-Diameter Stainless 9teel 
Recirculation 8gs Piping at ONR Plants " Eleven uelds 
incorporated In inservice Insp 

BDRDlNEiTC Consumers Power Co 83/09/12 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 18501 097 24X 

Picht 30-199,83/09/12, 8309(90317 


8309830044 Forwards addl request for relief from performing ultrasonic 
esaiti of instrument line noitle inner radius sections as part 
of ASHE Code Inservice Insp requirements Notlflcetion needed 
hg 830601 If request denied 

BORDlNEiTC. Coniumers Power Co. 83/09/16 CRUTCHFIELD, 0 
Operating Reactors Branch 5 3pp 19939, 194 24X 

Ft Che ' 90-199. 83/09/ 1 6, 8309330044 


8303040040 IE Info Notice B3-3t> “Error in AOLPIPE Computer Program " 
8vc list end 

JORDAN, E L Division of Emergancg Preparedness (, Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co. of Neu 

Vork, Inc 114pp 18697 009 24X Fiche 90-000,83/09/19,0303040040 


6309S6039? Ack receipt of 830131 1 tr Informing NRC of steps taken to 
correct vtolatlons noted In IE Insp Rapt 90-199/08-13 
Noncomp 1 lance 1 uithdraun Updatsd Tech Specs re fire 
barriers will be requested 

8PESSARD. R L Division of Engineering 83/09/30 DEHITT.R D 
Coniomers Power Co 2pp 18686 083 24X Fiche 90-199.83/09/20, 

8309860899 


—0309860866 Responds to MRC 881803 Itr re violations noted in i£ Insp 
Rapt 80-199/82-13 Corrective actions plant drawings reviauad 
to verifg that all ventilation duct dampers Included In new 
test procedure & energeneg lighting test process developed 
VANDEWALLE, D J Consumers Power Co 83/01/31, KEPPLER.J 0 
Region 3> Office of Director. 23pp 18686 089 24X 

Fiche 50-199,83/09/20,8309860899 


8303040046 IE Info Notice 83-33. "Nonrepresentat i ve Sampling of 
Contaminated Oil," Sve list end 

JORDAN, E L Division of Emargencg Preparedness i< Engineering 
Response (Post 830103) 83/09/26 Consolideted Edison Co of New 

York, Inc 114pp, 10647 007 24X Fiche 50-000,63/09/26,0303040046 


R Periodic operating reports l< related correspondence 


6309230870 "Active Mod Projoe ts, Opera t Ing PHR, 1988 '• 

* Consumers Power Go 62/12/31 4pp, 18976 332 a4X 
Flche:80-000, 02/18/31, 0309830270 


S Reportable occurrences, LERs & related correspondence 


0309830973 Forwards engineering evaluation rapt, “Cracks i< Leaks in 
Small Dlametar Piping " 

BROWNiE d Reactor aperattons Analgils Dranth 83/04/19 
SEVFRIT. K V Reactor Operations Anal gs is Branch Ip 10941 348 
24)1 Fiche 90-000,83/04/19,0305230973 


■6309830619 "Cracks l< Leaks in Small DlamatsT Piping," engineering 
evaluation rept Small pipa leaks associated w/unanticlpated 
vibration prohlemi require addl supports or rerouting of 
p Iplng 

BROHN.E J Reactor Operations Analgiis Branch 83/04/19 9pp 
18941 343 24X Fiche. 80-000,83/04/19, 8309830973. 


DOCKET 90-156 UNIV OF MISCONSIN REOEARCH REACTOR 


F aecuTltg, medicel, energeneg L fire protection plans 


B309100363 Forwards IE Safeguards Insp Rept 90-196/03-01 on 030404-06 b 
notice of violation Notice of violation b rept details 
withheld (ref 10CFR73 81 b 2 790) 

HILLER, J R Region 3, Office of Director 03/09/04 CASKMELL, R J 
Ultconslnr Univ of, Hadison 8pp 18379 039 a4X 
Fiche 90-196,83/09/04,6309100363 


—0309100371 IE Safeguards Insp Rept 90-196/03-01 on 830404-06 
Nonconpliance noted prdvlsions of 10CFR73.21 not 
implmented as required Details withheld (ref 10CFR73 81 b 
8 790) 

STAPLETON, 0 N , CREED, J R Region 3, Office of Director 

03/09/04 Ip 18379 041 24X Fiche 90-196, 83/09/04, 8309100363 


8309100383 Forwards IE Safeguards Insp Rept 90-196/83-08 an 030419 b 
SO No noncomp 1 lance noted 

HILLER, J R Region 3, Office of Director 03/09/06 CA8HHELL, R J. 
Ulsconsin, Univ of, Madison 2pp 1B37B'3SS 24X 

Fiche: 90-196, 03/09/06, 8309100323 


— 83D9I00369 IE Safeguards Insp Rept 90-196/03-02 on 830419 b 20 No 
noncomp Hence noted, fie jor areas Inspected nuclear matl 
control b ac countab 1 1 1 tg , measurtmant b controls b shipping 
b receiving Details withheld (rtf tDCFR2 790) 

KNtC£LEy,J R , CREED, J R Region 3. Office of Director 83/09/09 
Ip 10370 324 24X Fiche 90-196,03/09/06,0309100323 


Q Inspection reports, IE Bulletins b correspondence 


6309100363 Forwards IE Safeguards Insp Rept 90-196/03-01 on 030404-06 b 
nettra of violation Notica of violation b rapt details 
withheld (ref 10CFft73. 21 & 2.790) 

HILLER, J R Region 3. Office of Director 03/09/04 CA6HWELL. R. J. 
Wisconsin, Univ of, Madison 8pp 10379 039 S4X 
Flc h e . 90- 1 96, a3/0»/04> 8309 1 00363 


—8309100371 IE Safeguards Insp Rapt 90-196/83-01 on 830404-06 
Noncomp 1 lance noted provisions of 10CFR73 81 not 
Implemented ae required Details withheld (ref 10CFR73 21 b 
8 790) 

STAPLETON, D M , CREED, J fl Region 3, Office of Director 

B3/09/04 Ip 10379 041 24X Fiche 90-196,63/09/04,0309100363. 


0309100383 Forwards IE Safeguards Insp Rept 90-196/03-08 on 830419 b 
SO, No noncomp 1 lane » noted 

HILLER, J R Region 3. Office of Director 03/09/06 CA9HNELL, R. J. 
Uisconsln, Univ of, Madison app 10370 322, 84X 

Fiche. 90-196,03/09/06, 8309100323. 


—8309100369 IE Safeguards Imp Rept SO-196/63-02 on 830419 b SO. No 
noncomp llance noted. Major areas Inspected, nucltar matl 
control b at coun tab! 1 1 tg , meas urement b controls b shipping 
b receiving Detaili withheld (rtf 10CFR2 790) 

KNICELEV, J R , CREED. J R Region 3. Office of Director. 83/09/09 
Ip 10378.324 24X Fiche* 90-1 96, 03/09/06, 8309100383 


DOCKET 90-197 CORNELL UNIV RESEARCH REACTOR 


0, Inspection reports, IE Qulletlns b correspondence 


0309090223 Forwards IE Insp Rapts 90-097/03-01 b 90-197/83-01 on 
030381-83 b notice of violation 

8TAR0STECKI,R. Division of Project b Resident Programs 83/04/21. 
8TREETT,H.B. Cornell Univ 2pp 1033e'O?6 24X 

Fiche. 90-097, 03/04/21, 0309090223 


— 8309090230 Notice of violation from insp on 830321-23 

• Region 1, Office of Director 83/04/21 Ip 16330:098 24X 

Fiche- 90-097. 03/04/21, 0305090883 


—0309090236 IE Insp Repts 90-097/03-01 b 50-197/83-01 on 030321-23. 
Noncompl 1 ance noted: failure of ward lab safetg eemmlttee to 
perform annual audits of operations since 1980 b failure of 
committee to meet quartarlg In 1902 

KINNEYrM.W, . ELSASBER.T C Region 1, Office of Director. 

83/04/18 6pp 18338 099 84X FI chf 90-097, 83/04/81, 0309090883. 


DOCKETED ITEMS 
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ODCKET 50-163 OENERAL ATOMIC CO 


J, ln«ur«nct b indemnltv Information 


6305(60084 Foruiardi Endoraoraent 124 to NELIA Policy NF-34 tc Endorsement 
59 to MAELU Policy MF-59 

ASHSLfflNi D J Marsh &t McLennan. Inc 03/05/06 BALTZMAN. J 
Aeelitant Director for State b Licensee Relations 3pp 18450 353 
34X Flche 50-00?' 83/05/06. 8305160084 


0 Inspection reports. IE Bulletins b correspondence 


8305170429 ForuardS IE Insp Repts 50-089/03-01 b 50-163/83-01 on 
830404-00 b notice of violation 

STERNBERO. D M Rep Ion 5. Office of Director 03/04/25 PARKER. J W 

OA Technologies. Inc /General Atomic Co 2pp 10471 237 24X 

Flche 50-089.83/04/25.0303170429 


8303170432 Notice of violation from Insp on 030404-00 

KtRSCHi D F Region 5. Office of Director 83/04/25 Ip 
18471 239 24X Flche 50-089.83/04/23,0305170429 


— 8303170437 IE In»p Repts 50-089/83-01 b 50-163/83-01 on 830404-08 
Noncompllance notsd failure to conspicuously post high 
radiation araa during performance of reactor esperlment 
JQHNBONjP.H . KIRBCH, D F Region 5. Office of Director 83/04/22 
5pp 18471 240 24X Flche 50-009,83/04/25.8305170429 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


U. Congreseional /Executive Correspondence 


8303100437 Responds to 030311 Itr rs licensing renewal proceeding 
CoimnlfSion cannot respond to substantive matters due to 
pendency of licensing adjudication before A0L0 
FITZOERALD. J A Office of the General Counsel 93/03/17 
BOEROER8. M. Maryland, State of Ip 184B6 060 24X 

Flche* 30-170. 83/05/17, 8303100437 


B30S1B0439 Expresses concern on behalf of Cltlieni for Nuclear Reactor 

Safety re licensing rensual proceeding 

B0ER0ER8. H Maryland, State of 83/05/11 P ALL AD I NO, N J 
Commleeloners Ip 10486.061 24X Flche 30-170,83/03/17, 

8303180437 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


0 Inepectlon reports, IE Bullstlns b correspondtnce 


8305270204 Forwards IE Insp Rept 50-184/83-02 on 030406-08, No 
noncompllance noted. 

8TAR0BTECKI. R Division of Project b Resident Progrems 03/05/13 
CARTER, R.B, Commerce, Dapt. of, National Bureau of atandardi 2pp 
10637*304. 24X FI ch e . 50-1 04, 83/05/ 1 3, 0305270204 


— 8303270200 IE Intp Rapt 30-104/03-02 on 030406-08 No noncompllance 
noted Major areas Inspected. 1 icensee action on previous Inip 
findings, organlxatlon, logs b records, revisui b audits b 
oparator requal 1 f Icatlon training 

KINNEV, W M , EUBASSERiT C Region 1, Office of Director 
83/03/12. 8pp. 18637; 306 24X Flche’ 30-184, 03/03/13, 0305270204 


8303230434 Corrects rept number for IE insp on 030406-08 Numbsr should 
be 30-184/83-03, not 83-02. 

BTAROSTECKI, R Division of Project b Resident Programs. 83/03/19. 
CARTER, R, 8 Commerce, Dept of. National Bureau of Standards. 2pp 
18383.212. 24X Flche 30-184,83/03/19,8303250434 


— 8303250456 IE Insp Rapt 80-184/03-03 on 030406-00, ref leetlng corrected 
rept number M/o detelle. 

KINNEY, M.W., ELSABSER, T C. Region I, Office of Director 
83/03/12. Ip 10383 213. 24X Flche' 30-104, 83/05/19, 8305230454. 


docket 30-192 UNIV, OF TEXAS RESEARCH REACTOR 
F. Security, medlcel, emergency b fire protection plans 


9303100006 Forwards IE Imp Rept 30-192/83-03 on 830310-11. Ho 
noncompllance noted 

8EIDLE,U.G. Region 4, Office of Director 83/04/11 BAUER, TL 
Ttxas. Unlv. of 2pp 183771206 24X Flche' 50-192. 83/04/11, 

8308100006. 


—8305100009 IE Insp Rept 50-192/83-03 on 030310-11 No noncompllance 
noted Major areas Inspected reactor facility program 
organl la t Ion, aud 1 1 b review, procedures, surve 1 11 anc e, 
experiments, environ protection b emergency planning 
TAPIA, J I , HUNNICUTT.O M , SEIDLEitJ C Region 4, Office of 
Director B3/O5/O0 5pp 10377 200 34X Flche 30-192,03/04/11. 

0305100006 


P Operating license stage documents b correspondence 


8305100005 Forwards responses to license renewal guestlons In NRC 
830415 Itr Responses to Questions 4,3,6 b 16 provided in 
enc I updated BAR pages 

BAUER, T L , KLEIN, 0 Texas, Unlv of 03/05/02 THOMAS, CO 
Division of Licensing 22pp 10377 104 24X Flche 50-192,03/03/02, 

0303100003 


0 Inspection reports, IE Bulletins b correspondence 


0305100006 Forwards IE Insp Reft 50-192/83-03 on 830310-11 No 
noncompllance noted 

BEIDLE.N C Region 4. Office of Director 03/04/11 BAUER, T L 
Texas, Unlv of 2pp 10377 206 24X Flcho 30-192.83/04/11, 

8303100006 


—8305100009 IE Insp Rept 50-192/83-03 on 830310-11 No noncompllance 
noted Major areas Inspected reactor facility program 
organlzatlon.audit b review, procedures, surve 1 1 lance, 
experiments, environ protection b emergency planning 
TAPIA, J I , HUNNICUTTiD M , BEIDLE, H C Region 4, Office of 
Director 93/05/09 3pp 18377 20B 24X Flche 30-192.83/04/11. 

0303100006 


DOCKET 30-193 RHODE ISLAND b PROVIDENCE PLANTATIONS AEC 
8 Reportable occurrences, LERs b related correspondence 


B305240384 RO On 8303 16, seepag e of approx 160 cm3/h in reactor pool 
water discovered from area below thermal column casa Leak 
will be Isolated to determine cause Tech Specs do not 
specify pool leak rate 

DIMEGLIO, A F Rhode Island b Providence Plantation 83/03/17 
BERNARD. H Btsndardl xatlon b Special Projects Branch- Ip 
10371.041 24X Flcha 30-193, 83/05/17, B30S2403B4 


83052S0443 RD on 030516. seepage of reactor pool water discovered below 
thermal column case Investigation revealed seepage from 
horliontal const joint In concrste biological shlsld 
Procsduras Initiated to Isolate leak 

DIMEOHO. A F Rhode Island b Providence Plantation 83/05/17 
KtNNEY.U Region 1. Office of Director Ip 10583 283 24X 
Flche 50-193,03/05/17,0305250443 


DOCKET 50-201 UE8T VALLEY REPROCESSING PLANT 


P Oparating license stage documents b correspondence 


8305030680 Clarifies definitions of plant b project low level radwastes 
to be ueed In developing West Valley Demonstration Project 
mgt plan b subsequent environ assessment documentation 
HANNUMiM H Energy, Dapt of- 83/04/01 CLARK, A T Advanced Fuel 
b Spent Fuel Licensing Branch 2pp 18309 13B 24X 

Flche, 50-201. 83/04/01,0305030600 


0305230015 Forwards Rav 1 to "Functional b aperatlonal Requirements 
for Component Test Stand, " for comments by B30S1S 
HUNNUM, M H, Ensrgy, Dept of, Idaho Operations Ofc 03/04/10. 
CLARK, A T Advanced Fuel b Spent Fuel Licensing Branch ip 
18542 232. 24X Flche 50-201,03/04/10,0303230013 


— 8303230020 Rev 1 to "Functional b Operational Requirements for 
Component Test Stand *' 

a Ufst Valley Nuclear Services Co , Inc 03/03/23 22pp 
18542 233 24X Flche 50-201,03/04/10,8305230015 


8305240614 Requests comments on "Geological Recommendations for 
Investigation of NRC Disposal Area," by 030527 
HANNUMiW H Energy, Dept of, Idaho Qperatlons Ofc 03/04/21 
CLARK, A T, Advanced Fuel b Spent Fuel Licensing Branch Ip, 
10393 142 24X Flcha. 50-201, 83/04/21 , 8305240614 


—0303240610 "Geological Recommendations for Investigation of NRC 
Disposal Area " 

» West Valley Nuclear Barvlces Co , Inc 93/03/16 21pp 
10393-143, 24X Flche 30-201,83/04/21.0303240614 
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DOCKETED ITEMS 


DOCKET 80-206 BAM ONOFRE NUCLEAR STATION. OMIT 1 


F Sfrcuriiij. niedlcalj emergency ^ fire protection plans 


630311008? Advises that onsite 6 offsite emergency preparedness 
adequate Emergency plans upgraded per NURE0-0737< I teei 
lit A 2 1. '‘Emergency Preparedness. Upgrade Emergency Plans 
to App E. 10CFR50 " Item complete 

CRUTCHFIELD. D Operating Reactors Branch 3 63/03/0? DIETCH. R 

Oouthern California Edison Co 3pp 16d09 106 2dX 
Flthe 80-206.63/03/09.630311003? 


8303060372 Foruards Amend 69 to License DPR-13 6 notice of Issuance 
ft availability Amond deletes Tech Specs requiring audits of 
emergency tc contingency Isecurityi plans once every 12 
months 

CRUTCHFIELD, » Operating Reactors Branch 3 B3/03/03 DIETCH. R 

Southern California Edison Co 3pp 16344 137 24X 

Flche 80-206.63/09/03,6303060372 


— 9305060381 Amend 67 to- License DFR-13. delet 1 ng Tech Specs requiring 
audits of emergency 6 contingency Isecurltyi plans by 
appropriate persons once every 12 months 

CRUTCHF lELD, D Operating Reactors Branch 3 83/05/03 5pp 

16344 141 24X Flche 90-206.63/09/03.6303060372 


— 8309060385 Notice of Issuance 6 availability of Amend 67 to License 
BPR-13 

CRUTCHFIELD, D Operating Reactors Branch 9 63/05/03 2pp 

16344 146 24X Flthe 30-206.83/03/03,8303060372 


9308110034 Oeneric Ltr 63-21 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Sve list end 

EISEMHUr.D O Division, of Licensing 83/08/11 Consolidated 

Edison Co of Neur Vorl, Inc 16pp 18340 073 24X 

Flche 80-000.83/09/11,0308110034 


6308260242 Foruards IE Safeguards Insp Repts 90-206/63-11.80-361/63-20 
& 80-362/83-18 on 830423-27 Mo noncompliance noted Details 
(iilthhald (ref 10CFR73 211 

NDRDERHAUO.U R Region 8. Office Of Director 83/09/12. PAPAV. L T 
8Duthern California Edison Co 2pp 18599 322 24X 

Flche 80-206,83/09/12.8303260242 


8303240198 Provides Info re emergency operations facility In response 
to NRC request When control room HVAC Is upgraded as result 
of -KURE0-0737r I ten III D 3 4, technical support ctr HVAC mill 
be revleued to ensure uniformity of design 
BABKlMiK P Southern California Edison Ce 83/08/20 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 19848 010 24X 

Flche 30-206,63/05/20,8308240198 


H Oeneral c orrespondanc e 


B303070024 Addl response to FOIA request for documents re 621130 
special imp rept Forwards App A documents Portions of 
Documents 1 6 2 1 n- App B withheld (ref FDIA Eiemption 6) 
Documents 3 ti 4 withheld Cref FDIA Eiemptlen 71 
FELTOM. J t1 Division of Rules and Records 63/03/21 OARDE, B 
Oovernment Accountability Project 4pp 10381 156 24K 

Flche 80-206,83/03/21,8303070024 


8308120178 Advises that organl la t lonal change shifted responsibility 
for nuclear matters from engineering div to power supply 
dlv JC Holcombe replaces OD Cotton as representative 
authorlied to sign NRC licensing documents 

HOLCONHE.J C 6a n Diego Oas & Elec trie Co 03/08/06 ETaENHUT, D 0 

Division nf Licensing Ip 18427 136 24X Flche ‘ 90-206, 83/09/06, 

8309120178 


P Operating license stage documents & correspondence 


— 0204190027 Updates status of resolution of steam line break Ii seismic 
upgrade issues for facility, Identified in 820302 memo 
DENTON, H R- Office of Nuclear Reactor Regulation, Director 
82/04/08 REMICK, F 0 Office of Policy Evaluations 6pp 
18369 126 24X Flche 90-206.03/03/14,8303060073 


6309060239 Notification of contract e sccut Ion, Nod 3 to “Review of Rept 
Entitled 'Simulation of Earthquake Ground Motions for San 
Onofre Nuclear Oeneratitig Station Unit 1 - Final Rept 
Contractor Unlv of California at 8ati Diego 
aMITHjp A Division of Contracts FIN 0-6831 83/04/23 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
REITER, L NRC - No Detailed Affiliation Given Ip 18339 392 24X 

Fi Che. 90-206, 83/04/29, 8308060238 


— 0309060237 flod 8, deo b 1 1 g a t ing funds for closeout, to "Revieiu of Rept 
Entitled 'Simulation of Earthquake Ground Motions for San 
□nofre Nuclear Generating Station Unit 1 - Final Rept 
♦ California, Unlv of, San Diego SMITH, P A Division of 
Contracts. FIN B~693] 83/04/23 Ip 18357 393 24X 

Flche 90-206,03/04/29,8309060239 


8303020427 Forwards "Selcmlc Evaluation of Reinforced Concrete Maionry 
Hells." per flEP Topic I1I-6 re seismic design 
considerations Results can be compared to test results to 
aittsi conservatism of anaylsis msthodology 
BABKIN, K P Southern California Edison Co 83/04/28 
CRUTCHFIELD.D Operating Reactors Branch 3 Ip 18281 237. 24X 

Flche 80-206,93/04/28,8308020427 


— 6309020433 ''Betsiaic Evaluation of Reinforced Concrete Masonry Walls " 
« Computech Engineering Services. Inc 83/04/30 6pp 
18281 238 24X Flche; 80-206, 83/04/28, 8309020427 


8303-030414 Forwards final 6ER re SEP Topic VI-IO A concerning testing 
of reactor trip sya & E8F fc Including response-time testing 
Mods to Tech Specs Si equipment to implement response-time 
testing recommend td, 

PAULSON. U A Operating Reactors Branch 8 83/04/28 DIETCH. R 

Southern California Edison Co 8pp 18306.242 24X 

Flche 80-206.83/04/28.8305030414 


630SD2049S Generic Ltr 03-19 to all power reactor V testing licensees 
re new procBdu-res for providing public notics concerning 
Issuance of amends to OLs 6vc list end 

EISENHUT, 0 0. Division of Licensing 83/08/02 Consolidated 
Edison Co. of New York, Inc SOpp 1B441 120 24X 

Fiche SO-ODD. 03/09/02, 0303020488 


8308090038 Foruirds final safety assessment rept re SEP Topic II-l.C, 
"Potential Haiards Due to Nearby Transportation. 

Inst 1 tutlona 1 , Ind irstr lal S. Military Facllltiss “ Probability 
□f explosions exceeds current criteria 

PAULSON. H A Operating Reactors Branch 9 83/09/03 DIETCH.R 

Southern California Edison Co STpp 18338.277 24X 

Flche 80-206.03/05/03,8303090038 


83D906D228 Forwards Amend 68 to License DPR-13, safety evaluation (< 
notice of isiuance ti availability Amend changes Tech Specs h 
bases to incorporate slectrlcal pouer availability 
requl raments during re fue ling or cold shutdown. 

PAULSON. M. A Operating Reactors Branch 3 83/03/03 DIETCH.R 

Southern California Edison Co 3pp 18348,076 24X 

Flche 90-206.03/09/03,8309060228 


— 8305060228 Amend 60 to License DPR-13, thang Ing App A Tech Specs (i bases 
to incorporate conditions for electrical power availability 
during cold shutdown or rafuellng. 

CRWTCHFIELD. D Operating Reactors Branch 9 83/09/03, 6pp 

18343 077 a4X Flche* 30-206, 83/03/03, 8303060223, 


— B30SO60232 Safety evaluation supporting Amend 68 to License DPR-13 
a Office of Nuclear Reactor Regulation, Director 83/08/03 3pp 
10348 085. 24X Flche- 80-206, 03/03/03, 8305060225 


0305060073 Add! reiponic to FOIA request for documents re efforts to 
make facility more earthquake resistant Documents 1 through 
7 listed on app end Documents 8 through 10 withheld (ref 
FOIA Exemption 51. 

FELTON, J M Olvlalqn of Rulei and Recorde, 03/03/14 WHARTON, R.J, 
San Diego State College 3pp 10365 023 24X Flche 50-206, 

83/03/14, 8305060073 


— 8203180052 Discuseet facility capability to shut down safely for 
postulated steam line breaks regardless of whether failure 
eeieeilcally induced Unit to remain, shut down until Issues 
resolved 


OENTOM.H fi 
82/03/02 
18365 121 


Office of Nuclear Reactor Regulatian, Director, 
REMICK.F J Office of Policy Evaluations 3pp 
24X Flchf 50-206,83/03/14.8303060073 


— 8308060234 Notice of issuances l< availability of Amend 60 to License 
DPR-t3 

CRUTCHFIELD.D Operating Reactors Branch 8. 83/03/03 2pp 

1834 9. 008 24X Flche. 90-206,83/09/03, 8308060229 


8305060372 Forwards Amend' 67 to Llcenss DPR-13 ti notice of issuance 
-b availability Amend deletes Tech Specs requiring audits of 
emergency it contingency (security) plans once every 12 
month s, 

CRUTCHFIELD, D Operating Reactors Branch 9 03/08/03 DIETCH.R 

Southern Celtfornla Edison Co. 3pp 18344*137 24X 

Flcht 50-206, 03/05/03. 8309060372. 


—0309060381 Amend 67 to License DPH-13, do let Ing Tech Bpees requiring 
audits of emergency t* contingency (security) plans by 
appropriate persons ones every 12 months 

CRUTCHFIELD.D Operating Reactors Branch 9 83/09/03. Spp 

18344 141 24X FI che; 90-206, 03/09/03, 8308060372 
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--B30SO&0389 Notice of Issuance t/ aval lab i 1 1 tij of Amend 6? to License 
DPR-t3 

CRUTCHFIELD. 0 Operatinfl Reactors Branch 8 03/03/03 Spp 

18344 14& S4X Fiche 80-206. 03/03/03. B30S0di037a 


3308100377 Informs that qualification documentat ton for resistance temp 
dittetoFS. 1 Imit Bui tchesi containment uiater level monitors 4. 
valve indicators uill be available prior to return to 
operation from current outage Numerous delags encountered 
KRIEOER.R N Southern California Edison Co 83/08/06 
CRUTCHFIELD. D Operating Reactors Branch 8 ip 10379 049 24X 

FUh* 90-206.03/08/06.8309100377 


0303090699 OenerlC Ltr 03-20 to all operating reactor licensees (. 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EI8ENMUT. D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of Nftd yort. Inc 16pp 10627 133 24X 

Flehe 30-000.83/03/09.8303090659 


8303120166 Advises of Nestinghouse Ouinars Group schedule for response 
to TMI Item II K 3 9. "Automatic Trip of Reactor Coolant 
Pumps ” Tuo-part program mill be undertaken Parts 1 (< 2 
scheduled for completion bg 830731 4. 031231 > respec tivelg 
KRIEOER.R U Southern California Edison Co 83/03/10 
CRUTCHFIELD. 0 Operating Reactors Branch 9 2pp 10422 002 24X 

Fiche 80-206.83/09/10.8309120166 


8303120189 Informs that post-implementation revieu info on NUREO-O737i 
Items II F 1 4. II F 1 9 4i II F 1 6 uill not be provided 
until 830701 due to higher prlorltg post-TKI uorh 
KRIEOER.R H Southern California Edison Co 03/09/10 
CRUTCHFIELD, D Operating Reactors Branch 9 Ip 18427 132 24X 

Fiche 90-206,83/03/10,8309120189 


8303240301 Provides status of actions requested In 030401 clarification 
of 821120 9ER on environ qualification of safetg-related 
olectFlcal equipment 

BASKIN. K P Southern California Edison Co 83/09/20 
CRUTCHFIELD, D Operating Reaetore Branch 9 2pp 10972 020 24X 

Fiche 30-206.83/09/20,8303240301 


6309240909 Olscusics status of activities on environ qualification of 
safetg-rslated eguipment. In response to 10CFR80 49(g) Rsvleui 
of nonsafctg-related equipment under 10CFR90 49<b><2) 
planned 

BASKIN. K P. Southern California Edison Co 83/09/20 
CRUTCHFIELD. D Operating Reactors Branch 9 2pp 18971 271 24X 

FlchS! 90-206, 03/09/20, 0308240909 


8309310227 Notifies of decision to refund Class III fee remitted for 
Proposed Change 100 dtd 820109 to permit raising allouiable 
phosphate discharge limlt.as application no longer 
appl icab le. 

MILLER. W D License Fee Management Branch 83/09/20 DIETCH. R 
Southern California Edison Co Ip 18662 28? 24X 

Flehe- 90-206. 83/08/20, 8308310227 


8309290912 Foriaards responses to issues raised in 830902-04 meetings 
re SEP Topic III-6 concerning seismic design considerations 
Addl info requested at 630902-04 meetings will be provided 
by 830610 

BASKIN, K P Southern California Edison Co 03/09/23 
CRUTCHFIELD, D Operating Reactors Branch 9 49pp 18900 104 84X 

Flehe- 90-206, 83/08/23, 8309290912 


— 0309290920 "Dalance-of-Plant Mechanical Equipment 4- Piping Belsmlc 
Reevaluation Criteria ” 

e Bechtel Corp 83/08/20 27pp 18980 193 24X 

FUhe 80-206.83/09/23,8309290912 


8309260263 Nottf icitlon of 830601 meeting u/utit In Bethesda.MD to 
dlecufS proposed Integrated schedule for implementation 
of backfit items 

PAULSON. M A Operating Reactors Branch 9. 83/09/24 CRUTCHFIELD. D 

Operating Reactors Branch 9 3pp 10626 003 24X 

Fiche; 90-206. 03/09/24. 8309260263 


0. Inspection reports. IE Bulletins l. correspondence 


8212060389 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
•nel 

TAYLOR, U M Division of Safeguards 4. Inspsctlon Programs (Post 
830103) 83/03/21. Consolidated Edison Co. of Nsu York. Inc 

tl2pp 103OB 319. 24X Fiche 90-000,83/03/21.8212060389 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Bve list end, 

JORDAN, E.L Division of Emergency Preparedness b Englnsering 
Rtsponse (Post 830103) 03/04/19. Consolidated Edison Co of New 

York, Inc 126pp 10439-199 24X Fiche 90-000.83/04/19,0303040021 


8303040023 IE Info Notice 83-22. "BWR Safety/Relief Valve Failures ■- 
8vc list enc I 

JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

Vork, Inc U2pp 10303 009 24X Fiche 30-000.83/04/22.0303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list enc) 

JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

York, Ine 1 19pp 183BI 291 24X Fiche 30-000.83/04/29.8303040025 


0303040026 IE Info Notice 03-24. "Loose Parts In Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN, E L Division of Emergency Preparedness 4> Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York, Inc llSpp IB3B2 047 24X Fiche 50-000, 03/04/20, B303040026 


8303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svd list end 
JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

Yort. Inc HBpp 10302 165 24X Fiche 30-000,83/04/20.0303040027 


8303040026 IE Info Notice 03-26, "Failure of 5a f e ty /Rel i ef Valve 
Discharge Line Vacuum Dreakers " Sve list enc 1 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/03 Consolidated Edison Co of Meu 

York. Inc 122pp 10441 170 24X Fiche 30-000,83/09/03.0303040020 


8309170363 Forwards IE Insp Rept 50-206/83-12 on 830423-29 No 
noncompliance noted 

BISHOP. T W Region 9, Office of Director 03/03/03 PAPAY.L T 
Soubhern California Edison Co 2pp 18466 037 24X 

Fiche 50-206,63/03/03.0309170363 


— 8309170369 lE Insp Rapt 90-206/63-12 on 830423-29 No noncomp 1 1 ante 
noted Major areas inspected licensee imp lementatlan of TMI 
action Item commitments 6 requirements 

KIR8CH. D F Region 3, Office of Director B3/05/03 4pp 
18466 089 24 X Fiche 90-206.03/03/03,0303170363 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN. E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York, Ine 118pp 10302 202 24X Fiche 50-000. 83/03/04. 0303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " 6vc list end 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Poet 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc I19pp 10441 001 24X Fiche 30-000,63/03/04,0303040031 


0303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of New 

York, Inc lISpp 10923 240 24X Flehe 90-000,83/03/06,0303040033 


0303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Bve list end 
JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 030103) 03/09/11 Consolidated Edison Co of New 

York. Ine 114pp 16924 003 24X Fiche 90-000,03/09/11,8303040034 


0305260242 Forwards IE Bafeguards Insp Repts 90-206/83-11,90-361/03-80 
6 90-362/03-10 on 030429-29 No noncamp I lance noted Details 
withheld (ref 10CPR73 21) 

NORDERHAUO, L R Region 9, Office of Director 03/05/12 PAPAYiL T 
Southern California Edison Co 2pP 10999 322 24X 

Flehe 90-206,03/03/12,8309260242 


8303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program ■' 
SVC 1 Ist end 

JORDAN, E L Division of Emergency Preparedness «, Engineering 
Response (Post 030103) 03/09/19 Consolidated Edison Co of New 

York, Inc I14pp 16697 009 24X Fiche 30-000,83/09/19.8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentativa Sampling of 
Contaminated Oil " 8vc list end 

JORDAN.E L Division ef Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Ine 114pp 18647 007 84X Fiche 50-000.03/09/26.8303040046 
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3 Reportable occurrences) LEBs (« related correspondence 


3303310150 Eoruards safety evaluation of conceptual design info 
•ubmltted on 830?38 re proposed redesign of safety injection 
sye Proposed design acceptable 

CRUTCHFIELO, D Operating Reactors Branch 5 S3/03/27 DIETCH, R 

Southern California Edison Co 2pp 13633 047 S4!( 

Fiche 30-206) 83/09/27)8303310130 


— 83D33101S3 Safety evaluation of mods to safety Injection sys 
« NRC - No Detailed Affiliation Olvcn 83/05/27 6pp 
1D633 04? SAX Fiche 30-206,83/03/27,8303310150 


DOCKET 30-213 HADDAH HECK PLANT 


F Security, medical, emergency t< fire protection plans 


8303060213 Fo-ruards objectives for 830423 full-scale emergency 
preparedness eierclsa Info from NRC requested by 830401 
re names of personnel attend ing, sac lal security numbers 
It security clearance Itrs requested by NRC by 830401 
CaUNStL.U 0 , SEARS, C F Connecticut Yankee Atomic Power Co 
COONSIL.U 0 Northeast Utilities 83/02/04 HAYNES, R C Region I, 
Office of Director 6pp 18343 097 24X Fiche 50-213,63/02/04, 

8303060213 


8303110069 Forwards "Haddam Neck Plant Emergency Response Eierclse 
COlfNSIL.W S ) UERHERaR P Connecticut Yankee Atomic Power Co 
83/03/09 HAYNES, R C Region 1. Office of Director 2p p 
10402 338 24X Fiche 90-213,83/03/09)8303110069 


8303160022 Advises that onsite 6 offsite emergency preparedness 
adequate t) emergency plans upgraded per NURG0-0737i I tern 
lit A 2 I Item complete 

CRUTCHFIELD. D Operating Reactors Branch 9 83/03/13 COUNSIL, U 0 

Connecticut Yankee Atomic Power Co CDUNSILiM 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 4pp 18452 349 24X 

Fiche 80-000,83/05/13)8303160022 


B305230307 Forwards IE Insp Rept 30-213/83-09 on 830307-0410 No 
non comp 1 1 anc e noted 

8TAR0BTECKI.R Division of Project & Resident Programs 83/03/13 
C0UNSIL,U O Connecticut Yankee Atomic Power Co 2pp 10392 033 
24X Fiche 30-213.83/03/13.8303230307 


— 9305250309 IE Insp Rept S0-213/B3-O9 on 030307-0410 No noncomp 1 lance 
noted Major areas Inspected plant op erat Ions, review of 
periodic Sc special repts, shift logs t< operating records, 
surveillance activities St physical security 

REQELDHBKl.T H Region 1, Office of Director ELSA8SER, T C 
Division of Project t. Resident Programs 83/05/12 Hpp 
18372 037 24X Fiche 30-213,83/05/3 3,8303230307 


d Insurance St Indemnity Information 


8303120006 Forwards Endorsements 73 S, 66 to NELIA Policy NF-131 I, 
MAELU Policy MF-39, respectively 

SlNiai.vl M Marsh It McLennan, Inc 83/03/03 SALTZMAN, J D 
Assistant Director for State Sc Licensee Relations 3pp 18423 073 
24X Fiche 30-213.83/05/03,0303120006 


P Operating license stage documents S. correspondence 


— 8303110071 “Haddam Neck Plant Emergency Response Eierclse “ Supporting 
documentation end 

« Connecticut Yankee Atomic Power Co » Northeast Utilities 
Service Co 83/04/23 700pp 18402 340 24X 

Fiche 30-213. 83/03/09, 83051 1006? 


B305I 1DS69 Releases public version of revised emergency plan 
implementing procedures 

FELTdn.U M Division of Rules and Records 83/04/26 Document 
Ksnagement Branch Ip 18421 089 24X Fiche 90-213,83/04/26, 

8303110969 


— S30S1I0374 Forwards public Version of revised emergency plan 
implementing procedures, Inc lud ing Procedures EPIP 1 9-2 ri 
notification 6 communlca t i on, EP IP 1 9-7 re radiological 
dose assessment 5 EPIP 1 5-14 re evacuation 5 assembly 
CQUNEILiVI O Northeast Nuclear Energy Co isubs of Northeast 
Utilities) COUNSIL.H O Northeast Utilities COUNSIL, H 0 
‘ Connecticut Yankee Atomic Power Co 83/03/23 EIEENHUT, D 0 
Division of Licensing 2pp 18421 090 24X Fiche 50-213, 

83/04/26, 83031 10369 


— 8303110979 Public version of revised emergency plan Imp Isoientlng 
procedures. Including Procedures EPIP 1 9-2 re notification 
U communicat 1 on, EP IP 1.9-7 re radiological dose assessment 
U EPIP I 9-14 re evacuation assembly 

a Northeast Nuclear Energy Co isubs of Northeast UtllittesI 
83/03/19 !49pp 18421 092 24X Fiche 90-213,83/04/26. 

8305110969 


830910030? Forwards supporting stage-vol 1, stage-area Info re auabbln 
Reservoir Study effort requested to assist in disaster 
contingency planning 

BRUT8CH, W A Massachusetts, Commonwealth of, 83/03/04, 
CRUTCHFIELD, D Operating Reactors Branch 9 CHEHYrO L NfiC - No 
Datailsd Affiliation GHven Ip 18380 086 24X 

Fiche 50-213)83/05/04,0309100309 


8309170213 Documents agrsBnient reached during 830309 tel con y/NRC re 
830131 request for exemption from certain requirements in 
tOCFR50, App R for control room fire review One channel of 
preesuriier level Indication will be installed at panel 
COUNSILi M O Connecticut Yankee Atomic Power Co 83/05/10 
EI8ENHUT, D 0 Division of Licensing 2pp 18466 330 a4X 
Fiche 90-213,83/05/10,8303170213 


0303110034 Generic Ltr 93-21 to all licensees qf operating reactors, 
applicants for OLi b hotdsri of CPs re clarl f lea 1 1 on of 
access to control procedures for law enforcement visits, 

Sve list end 

E18ENHUT. D 0 Division Of Licensing 03/09/H Consolidated 
Edison Co of Mew York, Inc 16pp 18940 099 24X 

Fiche 90-000,83/03/11.8305110034 


8303100853 Author lies refund for review of 021230 5 830408 requests 
from revised schedule for conducting amsrgincy exercise 
MILLER, M 0 License Fee Hanegement Branch 03/09/11. COUNSIU, W 0 
Northeast Nuclear Energy Co. (subs of Northeast Utllltlesl Ip 
18906 030 84X Fiche 90-000,83/03/11,8303180953 


8303230616 Forwards Info in response to 830200 ltr requesting backflt 
cost data for operating nuclear units Cost categoriied 
according to NRC imposed, TMI U non-TMI bac kf 1 ts, uti 1- 
inltlated b hybrid backflts 

CDUNSIL.M 0 Connecticut Yankee Atomic Power Co COUNSIU, M 0 
Northeast Nuclear Energy Co Isubs of Northeast Utilities) 

CQUNSIL. H G Northeast Utilities 83/03/21 TQURTELLOTTE, J 
Regulatory Raform Task Force 25pp 18343 038 24X 

Fiche 90-000,83/03/21.8309230616 


8305230720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TDURTELLOTTE, J Regulatory Reform Task Force 83/04/li 
PALLADIND, N U Commissioners 8pp 18342 272 24X 

Fiche 30-000,83/04/11,8303230720 


8309100331 Foruiards proprietary b nonpropr 1 etary versions of “Tftl Item 
II K 3 30 Revised Small Break LOCA Analysis " Proprietary 
version withheld (raf 10CFR2 790) 

COUNSIL, N 0 Connecticut Yankee Atomic Peuier Co 83/04/14 

CRUTCHFIELD, D Operating Reactors Branch 9 2pp 18379 115 24X 

Fiche. 30-213, 83/04/14. 8309100331 


--3309100339 Nonproprletary version of “TMI Item II K 3 30 Revised Small 
Dreak LOCA Analysis “ 

a Northeast Utilities Service Co 83/04/14 329pp ia379- 117 

24X Fiche, SO-213. 83/04/141 0309100331 


03O916D1BB Advises that action required by 830126 Amends 88.31 & 60 to 
Licenses DPR-ai. DPH-61 & DPfi-63, r e sp e c t i ve 1 y 4i Oenerle Ltr 
83-07 comp let e I ba sed on util negotiations w/DOE re disposal 
of high level waste or spent nuclear fuel 

CLARK, R A Dperatlng Reactors Branch 3 83/04/20 COUNSIL.U G 

Connecblcut Yankee Atomic Power Co 2pp 16462' 333 24X 

FCchi 90-000,83/04/20,8305160180 


8303100383 Forwards affidavit detailing basis for withholding 830414 
iubnlttal describing LDCA program (NULAPSl.TMI Item 
II. K 3 30, Prom public disc losure, p ar iOCFR2 790 
COUNSIL. H O . SEARS, C F Connecticut Yankee Atomic Power Co 
83/04/29 CRUTCHFIELD, D Operating Reactors Branch 5 6pp 
18370 2)8 S4X Fiche 90-213,03/04/25,8303100383 


03O5OSOO94 Forwards comments on Generic Ltr 02-32, “Potential Steam 
Generator Related Requirements." Uendor input should be 
sough t, Bip BC lal ly In areas of steam generator tubs inservlce 
Insp b design considerations 

C0UN9IL,H 0 Connecticut Yankee Atonic Power Co COUNStL. Id G 
Northeast Nuclear Energy Co (subs of Northeast Utilities). 

COUNSIL, if 0 Northeast Utilities 83/04/29 EISENHUT.D 0. 
Division of Licensing 6pp 18339 003 24X Fiche, 90-000, 83/04/29, 

8309030094. 


8303090112 Provides progress rept 0,8 piping mods completed during Cycle 
12 refueling outage re SEP Topic 111-6, “Seismic Design 
Considerations," per 820927 commitment 

COUNSIU, W O Connecticut Yankee Atomic Power Co 83/04/29 
CRUTCHFIELD. D Operating Reactors Branch 3 2pp, 18341 066 24X 

Fteh»' 30-213, 83/04/29, 8309030112 
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B30S0904&5 Poruard* revs to “Corporate Organization for Nuclear 
Ineldentt Procedure Manual." per lOCFBSO. App E. Section V 
W/o encl» 

COUNSILi W 0 Connecticut Yankee Atomic Power Co COUN 8 IL 1 W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNBIL. W 0 Northeast Utilities 83/00/29 EISENHUT, D O 
Division of Licensing Spp 18362 296 24K Fiche 30-000.83/04/2?. 

8309090469 


8309020499 Generic Ltr 03-19 to all ponjer reactor !< testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to DLs Svc list end 

EiagNHUT. D 0 Division Of Licensing 03/09/02 Consolidated 
Edison Co of New York. Inc 90pp 10441 120 24X 

Fiche 30-000.03/09/02.0309020455 


0309090480 Forwards Amend 96 to License DPR-61 notice of issuance & 
avallabilitg Amend deletes requirements for monitoring fish 
Impingement on intake screens from App D ET3 

CRUTCHFIELD. D Operating Reactors Branch 5 03/09/02 CQUNSIL. W 0 

Connecticut Yankee Atomic Power Co 3pp 10361 127 24X 

Fiche 90-213.83/09/02.0309090408 


— 0309090491 Amend 96 to License DPR-61. changing ET 8 Pages 1.2 3-1 
through 2 3-3a, 3 I-I. 9 1-1.9 3-1 & 9 9-i to delete 
requirements for monitoring fish Imptngsment on Intaks 

screens. 

CRUTCHFIELD, D Operating Reactors Branch 9. 03/05/02 9pp 

10361 130 24X Fiche 90-213,03/09/02,0309070400 


Q Inspection reports. IE Bulletins & correspondence 


8212060305 IE Info Notice 83-14. “Deuatered Spent Ion Ecchange Resltt 
Susceptibility to Eiothermlc Chemical Reaction " Svc list 
end 

TAYLOR. U M Division of Safeguards i Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of Now York. Inc 

112 pp 1 0300 319 24X Fiche 50-000,83/03/21,8212060309 


9304110606 Provides addl info re IE Bulletin Bl-03. "Flow Blockage of 
Cooling Hater to Safety Sys Components by Corbicula Sp 
(Asiatic Clam) X. Mytilus Sp (Mussel)." in response to NRC 
810410 6 830202 Itrs 

COUNBIL.W 0 Connecticut Yankee Atomic Power Co 83/04/04 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
3pp 17919 000 24X Fiche 50-213,03/04/04,0304110636 


830304002! IE Info Notice 03-21. "Defective Emergency Use Respirator " 
SVC list end 

JORDAN. E L Division of Emergency Preparedness X Engineering 
Response (Post 03DIO3) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18435 159 24X Fiche 90-000,83/04/19.0303040021 


0303040023 IE Info Notice 03-22, "QWR Safety /Re lief Valve Failures “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison CD of New 

York. Inc 112pp 10383 009 24X Fiche 90-000.03/04/22.0303040023 


— 0309090492 Notice of issuance b availability of Amend 96 to 
License DPR-61 

CRUTCHFIELD, D Operating Reactors Branch 5 83/09/02 2pp 

18361 139 24X FUhe' 90-213, 03/09/02, 8305090488 


8309160IB3 Application for amend to License DPfi-61 . revis ing Tech Specs 
re post-accident ins trumen ta t ion. dar 1 f ?lng definition of 
containment integrity, adding new containment isolation valve 
Installed b edding new limiting conditions for operation 
COUNBIL, W 0 • BEARS, C F Connecticut Yankee Atomic Power Co 
03/09/02 CRUTCHFIELD, D Operating Reactors Branch 3 2pp 
18449 196 24X Fiche 90-213,83/09/02,0305160103 


— 8309160109 Proposed Tech Bpec re post-accident instrumentation, 
clarifying definition of containment Integrity, adding new 
containment isolation valve Installed b adding new limiting 
condition* for operation 

# Connecticut Yankee Atomic Power Co 03/09/02 22pp 
10449 150 24X Fiche 90-213,83/09/02,0309160183 


0309090404 Comment* on B21229 ltr re rev of procedorei concerning river 
flooding b shutdown outside control roam (SEP Topics 
II-3, B i b VII-3) Topics resolvdd 

COUNSlLi M 0 , BEARS, C F Connecticut Yankee Atomic Power Co 
83/09/03 CRUTCHFIELD, D Operating Reactors Branch 9 2pp 
10362' 361 24X Fiche 90-213,03/09/03,0309090404 


0303040023 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/29 Consolidated Edison Co of New 

York, Inc 119pp 10301 291 34X Fiche 90-000,83/04/29,8303040029 


0309270224 "Steam fienerator Tube Insp Rept for 1903 Refueling Outage 
H/B30304 ltr 

ORAVES, fi H Connecticut Yankee Atomic Power Co 03/04/23 

ALLAN, J M Region 1. Office of Director I9pp 10637 213 24X 

Fleho 90-213,03/04/29.8309270224 


0305020395 Ack receipt of 830407 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-213/03-06 
MARTIN, T T Division of Engineering b Technical Programs 03/04/26 
COUNSIL.H 0 Connecticut Yankee Atomic Power Co Ip 1B274 US 
24X Fiche 90-213,83/04/26,0309020399 


— 030902039? Responds to NRC 030300 ltr re violations noted In IE Insp 
Rept 30-213/83-06 Corrective actions cure time for drums of 
solidified waste increased to 7 days b independent check for 
residual water performed 

COUNBIL, M 0 Connecticut Yankee Atomic Power Co 83/04/07 
ALLAN, J M Region 1, Office of Director 4pp 10274 116 24X 

F 1 C ho 30-213, 83/04/26. 03O9O2O3?3 ' 


0309090639 Generic Ltr 03-20 to all operating reactor licensees b 
holders of CPs re Integratsd scheduling for Implementation 
of plant mods 0 vc list end 

EISENHUT, D. 0 Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 193 24X 

Fiche 90-000.03/09/09.0309090699 


0309290910 Application to amend Licenses DPR-61, DPR-2i b DPR-69 
deleting 820630 deadline date for conformance w/final rule 
10CFR9D 49 removing requirement for central equipment 
quallf Icatlon file 

COUNBIL, M 0, • SEARS, C.F. Northeast Nuclear Energy Co (subs of 
Northeast Utilities). COUNBIL, U 0 Connecticut Yankee Atomic Power 
Co B3/09/tB CLARK, R A Operating Reactors Branch 3. 

CRUTCHFIELD, D Operating Reactor* Branch 9 3pp 18900 278 24X 

Fiche 90-000,03/05/10,8309290910 


8303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Generators at PHRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness X Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York, Inc llOpp 10302047 24X Ficho 90-000.03/04/28,8303040026 


8303040027 IE Info Notice 03-29, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York. Inc tlBpp 10302 169 24X Fiche 90-000.03/04/20,0303040027 


0303040020 IE Info Notice 03-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/09/03 Consolidated Edison Ca. of New 

York. Inc 122pp 10441 170 24 X Fiche 90-000.03/09/03,0303040020 


— 0309290918 Proposed Tech Spec changes deleting 020630 deadline for 
environ qual 1 f leetlon of elactricel equipment 

» Northeast Nuclear Energy Co (subs, of Northeast Utilities). 
03/09/10 7pp 18900’ 281 B4X Fiche 90 - 000 , 83 / 09 / 10,8303290910 


0309230276 FDrwards**"ContrDl of Heavy Load* (C-IOI Haddam Neck Plant," 
draft technical evaluation rept Reiponia within 60 days of 
recaipt of ltr requasted , , 

CRUTCHFIELD, D Oparatlng Raactors Branch 9. 03/09/19 COUNBIL, WO 

Connecticut Yankee Atomic Power Co, 2pp 10939 006 24X 

Fiche’ 90-213. 03/09/19, 0309230276 


—0309230204 "Control of Heavy Load* (C-IO) Haddam Neck Plant," draft 
technical avaluatlon rept. 

aoMBEROERiC , AHMED, N Franklin Instl tute/Frankl In Research 
Centar NRC-03-01-130 TER-C9906-3ga DRFT 03/02/19 

CLEMENBQN, F NRC - No Detailed Affiliation Olven, 39pp 
10939 008. 24X Fiche 90-213,83/09/19,8309230276 


0303040030 IE Info Notice 83-27, "Operational Responso to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list end 

JORDAN, E L Division of Emergency Preperedness b Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co, of New 

York, Inc 112pp 18302 202 24X Fiche 90-000.03/09/04.0303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Bve list end 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc U9pp 18441 001 24X Fiche 50-000,83/05/04,8303040031 


0303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list tncl 

JORDAN, E.L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/06 Consol {dated Edison Co of New 

York, Inc. 119pp 10923 240 84X Fiche 90-000,83/09/06,0303040033 
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8303190305 Responds to Items 1,2 i 4 of I£ Bulletin SS-02 Pe 
degradation at threaded fasteners in RCPBi per MftC 8SO&02 
reioest Kaint procedures t< OA measures implemented Four 
steam generator manwaij studs tu/linear indications replaced 
C0lfM51t.> M 0 Connecticut Yankee Atomic Fouier Co 63/05/10 
ALCAN. J M Region ti Office of Director dpp 18501 079 24X 

Fiehe 30*2 S3. 83/03/ 10. B30S 190305 


8303040034 IE Info Notice 03'3O, "Misapplication of Generic Emerjanei/ 
Operating Procedures (EOF) Guidelines " Svc list enc I 
dOROAN.E L Division of Emergoncg Preparedness i> Engineering 
Response (Post 830103) 83/OS/ll Consolidated Edison Co of New 
York. Inc H4pp 16 594 003 24X Flche 30 - 000 , 83/03/ 1 1 ■ 8303040034 


8303230497 Forwards IE Insp Rept S0-213/B3-12 on 830411-14 No 
noncompl lance noted 

STABOSTFCKI, n Division of Project t. Resident Programs 83/03/11 
COUNSIL.U 8 Connecticut Yankee Atomic Power Co 2pp 18508 255 
24X Fiehe 30-213,83/05/11.8303230497 


— 8303230504 IE Insp Rept 30-213/83-12 on 03O4U-14 No noncomp 1 lance 
noted Major areas inspected licensee actions taken to 
complg w/r equ 1 r emen 1 5 described in NUREG— 0737, Item 11 fl 2, 

"Oeaign Review of Plant Shielding ’ 

SAUNACK.H H . EAPEN.P K . PL I SCO, L R Region 1, Office of 
Director 83/03/10 9pp 10S8S 237 24X Flche SO-213. 63/05/ 1 1 , 

8303260497 


8305230307 Forwards IE Insp Rept 30-213/03-09 on 830307-04 10. No 
noncoirpl lance noted 

STAROSTECPI, B Division of Project t Resident Programs 83/05/13 
COUHSIL.M 0 Connecticut Yankee Atomic Power Co, 2pp 1B592 035 
24X Flche 50-213.83/05/13.8303230307 


— B3032S0309 IE Insp Rept 50-813/83-09 on 830307-0410 No noncomp I lance 
noted Major areas inspected plant operat I one, review of 
periodic L special repts. shift logs L operating records, 
surveillance activities i physical seturity 

REBELONSKl.T K Region 1< Office of Director ELEASSER. T C 
Division of Project it Resident Pregrams 83/05/12 lipp 
18592 037 24X Fiche 50-213,83/05/13.8305250307 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Svc list end 

JOROAN.E L Division of Emergency Preparedness i. Engineering 
Response (Post e301D3> 83/05/19 Consolidated Edison Co of New 

York, Inc I14pp 18*97 009 24X Flche 50-000,83/06/19,8303040040 


8303230560 Ack receipt of 930504 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-213/63-07 
BELLAMV.R H Division of Engineering $. Technical Programs 
83/03/20 CDUNEIL, DO Connecticut Yankee Atomic Power Co 2pp 
18380 180 24X Flche 30-2)3,83/03/20,8305230560 


—63052505*5 Responds to NRC 830405 Itr re violations noted in IE Insp 
Rapt 50-813/83-07 Corrective actions appropriate procedures 
will be revised by 630*01 to include operational setpoints L 
high radiation areas will be rekegsd 

CQUNSILiW 0 Connecticut Yankee Atomic Power Co 63/05/04 
MARTIN, r T Division of Engineering V Technical Program. 3pp. 
18508 102 84X Flche 30-213,83/05/20,83052805*0 


830304004* !E Info Notice 83-33, "Nonrepresentatl ve Sampling of 
Contaminated Oil " Svc list end 

08RDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103} 83/03/2* Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Flche 3 D- 000 , 83/03/2*, 8303040046, 


R Periodic operating reports * related correspondence 


8305270224 "Steam Generator Tube Insp Rept for 1983 Refueling Outage 
14/830504 Ur 

GRAVES. R H Connecticut Yankee Atomic Power Co 83/04/25 

ALLAN. J K Region 1, Office of Director I9pp 10637 213 24X 

Flche 50-213.83/04/23.8303270224 


8 Reportable occurrences. LERs (. related correspandence 


8305230430 Forwards enalneirlng evaluation rept, "Degradation of 
Bafaty-Related Batteries Due to Cracking of Battery Cell 
Cases t(/or Other Possible Aging-Related Mechanisms '' Aging 
factors net considered in Implemented replacement criteria 
ASHE, F Reactor Operations Analysts Drench 83/04/10 SEVER IT, K V 
Reactor aperatlons Analysis Branch Spp 18S4S 35* 24X 

Flche 30-000,03/04/10,8305230430 


— 8303230441 “Dagradatlan of Safety-Related Batteries Duo to Cracking of 
Battery Cell Cases L/or Other Poetible Aglng-ReUted 
Mechanisms," engineering evaluation rept LERs re 
safety-related bettery degradation reviewed. 

ABHErF Reacter Operations Analysis Branch, 83/04/18 Spp. 

18345 358 24X fiehe 50*000.03/04/18,8303230430 


8305200608 Forwards LER 03-O0a/03L-0 

GRAVES, R H Connecticut Yankee Atomic Fouer Co 83/05/12 
ALLAN. J M Region 1. Office of Director Ip 1852* 042 24X 

Flche 50-213,83/03/12,8303200*08 


—8303200701 LER 83'O0B/O3L-O on 830414, Increase on condenser air 
radiation monitar indicated primary to secondary steam 
generator leaks Cause wilt be identified & steam generator 
tube repaired during neit scheduled refueling outage 
NATERSi J J Connecticut Yankee Atomic Power Co 83/05/12 
Region 1. Office of Director Ip 18526 043 24X 

Flche 50-213,83/05/12,8305200*08 


DOCKET 50-219 OYSTER CREEK NUCLEAR POUER PLANT 


F Security, medical, emergency 4- fire protection plans 


8305050022 Forwards t tatus. deacr I pt ion L schedule for meeting 
requlrementc re emergency response cepab 1 1 Ittes, per Generic 
Ltr 82-33 IBuppI I to NUREG-0737J 

FIEDLER, P 0 General Public Utilities - GPU Service Corp 83/04/13 
EIBENKUr. 0 0 Dlvielon of Licensing 17pp 18342 118 24X 

Fiehe 50-219.83/04/13.8303030022 


0305030365 Forwards Rev 5 to security officer training L qualification 
plan Rev withheld (ref I0CFR2 790) 

FIEDLER, P D General Public Utilities - GPU Service Corp 83/04/2* 
CRUTCHFIELD, J} Operating Reactors Branch 3 ip 18306 213. 24X 

Flche 50-219.83/04/26.03050303*5 


8305190260 Forwards IE Insp Rept 50-219/83-09 on 830300-0404 & notice 
of viola t i on 

8TARQSTECKI, R Division of Project 4< Resident Programs 83/05/03, 
FIEDLER.P n General Public Utilities - GPU Service Corp 3pp 
I8S0I 247 24X F I e ho" 30-219, 83/03/03, 8305190260 


— 83031902*3 Notice of violation from Insp on 830300-0404 Safeguards 
info del eted 

* Region 1, Office of Director 03/05/05 Ip IBSOl 249 24X 

Flche 50-219,03/03/05,83031902*0 


—83051902** IE Insp Rept 50-219/83-08 on 830308-0404 NonComp 1 lance 
noted violation of security plan provisions Safeguards Info 
de 1 eted 

COMOILLiC , THOHAa, J , KeiHIG, R R Region 1. Office of Oiractor 
83/04/28 12pp 18301-230 24X Fiehe 50-219,83/05/05,0303190260. 


0305110009 Comraente on adequacy of Implementation of NUREO-0737. Item 
III A 2 1. "Emergency Preparedness, Upgrade Emergency Plane 
to App E, lOCFRSO " Offsite It ensite emergency preparedness 
adequate 

CRUTCHFIELD, D Operating Reactors Branch 5 83/03/09 FIEDLER.P, B. 

General Public Utilities - GPU Service Corp Spp 18409,023 24X 

Fiehs 30-219.83/05/09.8308110009 


8305110034 Generic Ltr 83-21 to alt licensees of operating reactors, 
applicants for OLs tc holders of CPs re clarification of 
access to cantrol procedures for law enforcement visits 
Svc 1 1 st enc 1 

EI8ENHUT.D 0 Division of Licensing 83/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 095 24X 

Flche 30-000.83/05/11.0305110034 


0 Adjudicatory c arm espandenc c 


8303240336 Affidavit of RE Regan confirming util commitment to activate 
emergency operations facility L staff facility w/emergency 
support director within t h of site area or genera 1 
amergency notification or daelaratton 

ROGAN.R E Oanerai Public Utilities - GPU Service Corp 83/05/20 
4pp 1037* 087 24X Flche 30-000,83/03/90,0305240536 


I F inane la 1 Inf ormia 1 1 on 


83050204*5 Annual Financial Rept 1982 

KUHN8,H 0 , DJECKAMP.H General Public Utilities - GPU Sarvlca Corp, 
83/03/03 40pp 18281.072 24X Flche 50-219,83/04/27.8303020461 


J Insurance L indemnity information 


B305230D37 Forwards Endorsement 37 to NELIA Policy NF-164 

OBRETYiH F General Public Utilities - GPU Service Corp 63/05/16 
SALTZMAN.U, Antitrust &t Economic anelysls Branch (Utility Finance) 
2pp 18639 192 24X Flche 50-219,83/03/16.8305230037 
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P Operating JiEonse stage documents & correspondence 


03O317O99Q Submits status of analgsis of Hark t containment torus-to- 
dryuell vacuum breaker valves for condensation oscillation & 
chugging loads h util proposed schedule for completion Pinal 
analgtls scheduled for Q3090I 

PIEDLERiP D General Public Utilities - GPU Service Corp 63/05/11 
EISENHUT. D 0 Division of Licensing Ppp 18468 1S3 aox 
Fiche 90-219.80/39/11.8309170390 


8309230402 Poruards info on costs Incurred from beckfitting b upgrading 
Pad 1 1 tl as. per 830210 reguest Mods categorlied Nnc-regulr ed . 
TMI-leisone learned or utl 1-lnl tiated 

DIECKAMP. H General Public Utilities - GPU Service Carp 83/03/08 
TOURTELLOTTE. J Regulatorg Reform Task Force 9pp 18376 310 24X 

Fiche 90-000.83/03/08,8309230402 


8309310108 Poruards reguost for add) 
valve tests u/V-quenehor device to 
hg drodgnamlc load specs as part of 
Response ulthln 30 dags requested 
CRUTCHFIELD. 0 Operating Reactors 
General Public Utilities - GPU Sei 
Fiche 90-219.83/05/27.8309310108 


info on In-plant safetg relleP 
determine adequacg of 
Mark I long-term program 

Branch 9 83/09/27 FIEDLER. P D 

■vice CoTp 3pp 106S0 060 24X 


0309310213 Poruards safetg evaluation of util 830320 response to 
NURSO-0737. Item II R 3 21, "Core Spraq ^ LPCI Sgs Leu Level 
Initiation " Proposed mod designs acceptable 

CRUTCHFIELD. D Operating Reactors Branch 3 83/09/27 FIEDLER. P 8 

General Public Utilities - GPU Service Corp 4pp 18699 142 24X 

Fiche 90-219.83/09/27.8305310213 


Q Inspection reports. IE Oulletlns h correspondence 


8303230720 Forwards list of utils responding to requests for cost 
figures on backfltttng 

TOURTELLOTTE, J Regulatorg Reform Task Force 83/04/11 
PALLADtNO. N J Commissioners 2pp 10942 272 24!( 

Fiche 90-000,83/04/11,8309230720 


6309020913 Grants asemption from faa requiromants for 030211 
application for amend to License DPR-16. de le t ing 
nonradiolog leal water qualitg conditions Reimbursement 
forthcoming 

MILLER. W O. License Fee Management Branch 03/04/29 FIEDLER. P D 
General public utilities - GPU Service Corp Ip 10204 324 24X 

Fiche 30-219,83/04/29,0309020913 


8ay09020362 Forwards plant-specific responses to sin NRC questions re 
safetg/relief valve testing <NUREG-0737 Item II D U.per 
621217 request Saf a tg/rel 1 ef valve discharge piping utllites 
V quencher u/sparger at discharge pipe exit 

FIEDLER.P B General Public Utilities - GPU Service Corp 83/04/27 
CRUTCHFIELD. 0 Operating Reactors Branch 9 21pp 18274 058 24X 

Fiche 90-219.03/04/27,0309020362 


0309020439 Generic Ltr 83-19 to all power reactor ti testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EI6ENHUT. D 0 Division of Licensing 03/09/02 Consolidated 
Edison Co of New Vork. Inc SOpp 10441 120 24X 

Fiche 90-000,83/09/02,8303020499 


6309040474 Informs that analgsls of aircraft traffic for factlltg per 
Integrated assessment rept <NUREQ-0823) followup acceptable. 
CRUTCHFIELDi D, Operating Reactors Branch 9 83/09/03 FIEDLER.P B 

Genaril Public Utilities - OPU Service Corp, 2pp 18319 319 24X 

Fiche 90-219.83/09/03,8309040474 


6309110374 Forwards addl info re NUREG-0737, Hems 11 F 1 4,11 F 1 9 h 
II F 1 6 concerning contelnment pressure, water level & 
hydrogen moni tors, respee tivelg. per 630106 request No 
abetructlons would prevent hgdrogen from escaping from core 
FIEDLER.P 8 General Public Utilities - GPU Service Corp 83/09/06 
CRUTCHFIELD. D Operating Reactors Branch 9 Bpp 18406 279 24X 

Fiche’ 90-219, 83/09/06, 83091 10374 


8309090699 Generic Ltr 83-20 to all operating reactor licensees «< 
holders of CPs re integrated scheduling for imp tementatlon 
of plant modi.Svc list end 

eiSENHUT. D 0. Division of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Fiche 90-000,83/09/09,8309090699 


0212060305 IE Info Notice 03-14, "Dewatered Spent Ion Ekchange Resin 
SuBcep t lb 1 1 1 tg to Exothermic Chemical Reaction " Sve list 
enc 1 

TAVLOR, J M Division of Safeguards k Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

tl2pp 10300 319 24X Fiche 50-000,83/03/21,8212060389 


8303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator " 
8vc list end 

JORDAN, E L Division of Emergencg Preparedness 6 Engineorlnig 
Response (Post 030103) 03/04/15 Consolidated Edison Co of New 

York, Inc 136pp 10439 199 24X Fiche 90-000,83/04/1918303040021 


0303040023 IE Info Notice 63-22, "BUR Saf e t g /Rel ief Uelve Failures “ 
Sve list end 

JORDAN, E L Division of Emergencg Preparedness *• Engineering 
Response (Post 630103) 03/04/22 Consolidated Edison Co of New 

York, Inc U2pp 10303 009 24X Flefie 90-000.83/04/82.8303040023 


0309040184 Notification of significant licensee 830512 meeting in 
Forked River. NJ to discuss results of SALP 

TRIPP. L E Division of Project t< Resident Programs 03/04/28 
Division of Project 1, Resident Programs ip iS326 396 24X 
Fiche 90-219,83/04/22.0309040104 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sgs " Sve list end 

JORDAN. E L Division of Emergencg Preparedness fr Engineering 
Response (Post 030103) 63/04/29 Consolidated Edison Co of New 

York, Inc ll9pp 1 0301 891 84X Fiche 90-000,83/04/29.8303040029 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondarg Side of 
Staain Generators at PURs " Sve list end 

JORDAN, E L Division of Emergencg Preparedness k Engineering 
Reeponse (Post 030103) 03/04/20 Consolidated Edison Co of New 

York. Inc llOpp 10302 047 S4X Fiche 90-000.03/04/28,03 03040026 


0303040027 IE Info Notice 03-25, "Standbg Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " 8vc list end 
JORDAN, E L Division of Emergencg Preparedness $< Engineering 
Reaponse (Post 630103) 03/04/28 Consolidated Edison Ce of New 

York. Inc ll0pp 10382 169 24X Fiche 90-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Saf e tg/Re 1 ief Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergencg Preparedness k Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of New 

York. Inc 182pp 18441 170 84XFlcho 50-000.83/09/03,0303040028 


8309180433 Foruards safetg evaluation re BUR Ouners Group 001830 
response to NUREO-0737, I tom II K. 3 49, "Depressuri latlon 
W/Other Than Automatic Depressor 1 ration Sgs " No mods 
required 

CRUTCHFIELD, D Operating Reactors Branch 9 83/09/17, FIEDLER, P,B 

General Public Utilities - OPU Service Corp 8pp i0406i 199 24X 

Fiche 90-219,83/09/17,8309180433 


—8309180440 Safety evaluation of BUR Owners Group generic response to 
NUREO-0737. Item Il.K.3,49, "Depressuri letlon U/Other Than 
Automatic Oepr etsur i rat 1 on Sgs " No mods required 
# Operating Reactors Branch 9 83/09/17 4pp. 18486 197 24X 

Fiche 90-219,83/09/17,8309180433 


B3G92700S2 Updates 830419 ltr re installation (< operabllltg of post- 
acetdint sampling sgs per NUREO-0737, Item II B 3 Items 
agreed upon at 830912 meeting listed. Installation work will 
he completed during current refueling outage. 

FrEDLEfi.P B General Public Utilities - OPU Ssrvlce Corp 83/09/20 
EISENHUT, 0. 0. Division of Llcsnslng 2pp 18636 869 84X 

Flehf 90-219, 83/09/20, 8309270002 


0303040030 IE Info Notice 03-27. "Operational Response to Evtnfcs 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve Hit sncl 

JORDAN, E L Division of Emergencg Preparedness << Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co. of New 

York, Inc H8pp 18302 202 84X Fie h #. SO-OOD. 83/09/04, 8303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Reeotiimandatlons for General Emergencies " Sve list end 
JORDAN, E L Division of Emergencg Preparedness V Engineering 
Response (Post 630103) 03/09/04 Consolidated Edison Co of Nsw 

York, Inc H9pp 18441 001 24X Fiche 90-000,83/09/04,0303040031. 


0308190860 Foruards IE Insp Rept 90-819/83-00 on 830300-0404 t, notice 
of vloUtlon 

STARDSTECKI, R Division of Project V Resident Programs. 03/03/09 
FIEDLER.P B Oeneral Public Utilities - GPU Bervice Corp 3pp 
18901 247 84X Fiche 90-219.03/09/09.8309190260 


—8303190263 Notice of violation from Insp on 830308-0404. Safeguards 
info deletid 

e Region I, Office of Director 83/03/03 tp 18901.849 24X 

F 1 ch S 90-219. 03/09/09, 0309190260, 
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—03051902^ IE lT>sp Rept 50-319/83-03 on 83030S-0404 Mancortip 1 lane e 
notad vlolflti^Ti o# sBcurity plati provisions Safsgoarefs info 
dtlsteii 

COHOILL. C . THOMAS. J . KEltllG.R R Rcjiqn 1. Office of Director 
63/04/28 12pp 1B301 85D 84* Flcfie 30-21 9p 63 /O3/09 p 9303 170860 


8303040033 IE Info Hotlee 93-29P “Fuel Binding Caused bv Fuel Raeli 
Oaf armet ion ” Sve list end 

JDftDAN.E L Division of Emergencg Preparednesi t- Engineering 
Retponie (Post 8301031 93/09/06 Consolidated Edison Co of New 

York. Int U9pp 10323 248 84)t Ficfie 50-000 p 83/03/06 p 9303040033 


H30SI60019 Ack receipt of 930429 Itr informing HRC of steps taken to 
correct violations noted In IE Insp Rept 50-8I7/S2-24 
MARTIN.T T Division of Engineering t< Technical Programs 83/09/10 
FIEOLER.P a General Public Utilities - GPU Service Corp Ip 
1B492 338 24X Fiche 90-217.93/03/10.6309160019 


— 8309160023 Respionds to NflC 830329 Itr re violations noted In I£ Insp 
Rept 30-219/62-24 Corrective actions radiological controls 
personnel (Jill bo reinstructed 6 request for measurement 
procedures sent to vendor Completion eipected bg 830931 
FIEOLER.P a General Public Utilities - OPU Service Corp 
83/04/29 MARTIN.T T Division of Engineering & Technical 
Programs app 18492 339 24X Fiche 90-219.03/09/10.8309160010 


8303040034 IE Info Notice 83-30. "Hi aappl i t a t ion of Oenerte Emergencg 
Operating Procedures (COP) Guidelines " Sve list enc I 
JOROAN.E L Division of Emergeneg Preparedness Engineering 
Response (Post 830103) 63/09/11 Consolidated Edison Co of Neui 

York. Inc U4pp 10324 003 24X Fiche 30-000.83/05/11.8303040034 


8309290291 Foruardi IE Insp Rept 90-219/83-00 on 930214-10.0301-04. 
21-22.24 4i 28 No noneompllanc e noted 

MARTIN.T T Division of Engineering & Technical Programs 93/09/12 
FIEDLER.P a Oineral Public Utilities - OPU Service Corp 2pp 
I899S 067 24X Fiche 30-219.03/03/12.8309230291 


— 8309290293 IE Insp Rept 90-219/83-09 on 930214-19.0301-04.21-22.24 & 
29 Mo noncompllanee noted Major areas Inspected tnservice 
insp act tvl ties. Inc lud Ing program (< procedure revleiu U 
licensee response to IE Dulletin 92-03 

MCBREARTYiR A . DURR. J P Region 1. Office of Director 83/09/03 
6pp 18992 069 24X Fiche 30-219,90/03/12.9309290291 


8305200900 Foruards response to IE Bulletin 60-13. '‘Cracking in Core 
Sprai; Spargers “ Augmented insp program Includes in-vessel 
eiani of annulus piping 6 sparger assemblies fcg combination 
of remote visual, ultrasonic & air testing techniques 
FIEDLER.P B General Public Utilities - OPU Service Corp 93/09/13 

Region I, Offlci of Director 13pp 18314 DIB 24X 
Fiche 50-219. 03/09/13.0303200300, 


8303040040 IE Info Notice 93-31, "Error in ADLPIPE Computer Progrem " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 63/09/19 Consolidated Edison Co of Neui 

York, Inc ll4pp 18697 009 24X Fiche 30-000,83/03/19.8303040040 


8303040046 IE Info Notice 93-33. "Nonrepr esentat 1 ve Sampling of 
Contaminated Oil " Sve list end 

JORDANiE L Division of Emergencg Preparedness 1- Engineering 
Response iPost 8301031 83/09/26 Consolidated Edison Co of Neui 

York, Inc ll4pp 10647 007 24X Fiche 30-000. 83/09/26, 8303040046 


R Periodic operating reports 6 related correspondence 


8303240488 Foruards INFO ''Evaluation of Ogster Creek Nuclear Oeneratlng 
Station, 1982 '< Evaluation conducted 82I02S-110I 
SRUNNER.E J Division of Project 6 Resident Programs 03/09/06 
TAYLOR. J M Division of Reactor Programs CPre 630103) Ip 
10971 313 24X Fiche 90-819.63/03/06,8309240488 


—8309240476 ''Evaluation of Ogster Creek Nuclear Oeneratlng Btetlon. 
1982 ■' 

e Institute of Nuclear Power Operations 83/03/31 44pp 
1B971 316 24X Fiche 30-219.83/09/06.8303240403 


8309230436 Foruards monthly operating rapt for Apr 1903 

FIEOLER.P 0 Oeneral Public Utilities - GPU Service Corp 83/09/17 
Division of Beta Automation U Management Information Ip 
10538 209 a4X Fi Che- 30-219. 93/03/ I 7, 8309230436 


—8309230437 Monthly operating rept for Apr 1793 

BARAN. R General Public Utilities - OPU Service Corp 83/09/02 
6pp 18938 207 84X Fiche 90-219,03/03/17,0305830436 


S Reportable occurrences. LERs & related correspondence 


8303230973 Forwards engineering evaluation rept. "Cracks t. Leaks In 
Smell Diameter Piping '' 

BRDUNiC J Reactor Operations Analysis Branch 83/04/19 
SEYFRIT. K V Reactor Operatlnns Analysis Branch Ip 18941 342 
24X Fiche 30-000,83/04/19,0309230573 


— 0309230619 "Cracks it Leaks in Small Diameter Piping," engineering 
evaluation rept Small pipe leaks associated w/unanticlpated 
vibration prob 1 ems require addl supports or rerouting of 
piping 

BROUN. E J n< actor Operations Ana lysis Branch 83/04/19 9pp 
10341 343 24X Ficha 30-000,83/04/19,0308230973 


8309030441 Foruards LER 83-OI4/01T-0 Detailed event analysis end 

FIEDLER.P D Oeneral Public Utilities - OPU Service Corp 83/04/80 
Region 1. Office of Director 3pp 18306 324 24X 

Fiche 90-319.83/04/20,8309030441 


—8309030447 LER B3-014/OIT-0 on 030406. dea ign deficiency discovered in 
heating coll control circuitry for standby gas treatmsnt sys 
trains Temporary redundant power feed provided until 
permanent mod installed during current meint outage 
DICKINSON. A C Oeneral Public Utilities - OPU Service Corp 
83/04/20 Region 1. Office Of Director Ip 18306 327 24X 

Fiche 90-219.83/04/20.8303030441 


B303D20499 PNS-I-B3-009 on 830427. bomb threat phoned in by unidentiftad 
male caller. Evacuat ion initiated Search conducted w/nege 1 1 ve 
findings Normal operations resumed Authorities notified 
MADDEN.U , CODY. A T , JOYNER, J H. Region 1, Office of Director < 

83/04/27 Ip 10283 310 24X Fiche 90-219,83/04/27,8303020499 


8309190072 PN0-I-03-0S1 on 830916. vehi c le ran stop sign & struck 
1 icenset-ouned van carrying radioactive matl Package not 
damaged t> no contamination found Package returned to site 
for repackaging 

THOMAS. CONNER Region 1. Office of Director 83/09/16 Ip 
19902068 24X Fiche 90-219,83/09/16.8309190072 


DOCKET 30-220 NINE MILE POINT NUCLEAR STATION. UNIT 1 


C Utility Environmental Report CER). emends i< correspondence 


8309230974 Foruards repts in response to F8AR t< environ rept - QL stage 
acceptance review questions per NRC request for addl info to 
830419 submittal re OU application List of repts submitted 
end 

MANGAN. C V Niagara Mohawk Power Corp 83/03/13 EIBENHUT.D 0 
Division of Licensing 3pp 10600 OOi 24X Fiche 90-410.83/03/13. 
8303230974 


—0309230583 ''3i6(al Demonstration Submlss ion, NPDE8 Permit NY 0001015.“ 
* Niagera Mohewk Power Corp 03/03/13 224pp 18600 007 24X 

rich* 50-410.03/03/13.0303230374 


— S303230387 "Evaluation of Angeled Screen Fish Divers Sys at Oswego 
ateam Station Unit 6," interim rept 

a Lawler > Matusky L Skilly Engineers LMBE“02/OO9H>191-OSB 
92/04/30 a2fp 18600 231 24X Fiche 30-410,83/03/13,0309230974. 


— 8309230992 '’316(a) Demons tra t lor Submission Permit NY 0020109 “ 

» Power Authority of the State of New York 83/05/13 2i7pp 
18600 308 R4K Fiche, 50-410. 83/05/13. 8309230974 


—8309230999 "3i6(b) Demonstration aubmlislon Permit NY 0020109 “ 
e Power Autlierlty of the State of New York 63/03/13 329pp 

18601 165 24X Fiche 30-410.83/09/13.8309230374 


—0303230603 ’’Fish Tag Rept Summary 1972-76 " 

arORR.J F Storr. J F 76/12/31 99pp 10602 130 24X 

Fiche 30-410.83/03/13,8309200974 


— 8309200607 Voi I to "Nine Mile Point Aquatic Ecology Studies. Summary 
Plankton. Benthos, FI shi 1973 " 

» flulrk. Lawler »c Matusky Engineers 74/00/31 391pp 

10602223 24X Fiche 80-410.03/09/13.8303230374 


— 0309230614 Vol 11 to "Nine Mile Point Aquatic Ecology Studios. Fish 
Impingement. Water auallty,t973 '• 

* Oulrki Lawler it Matusky Engineers 74/08/31 260pp 

18604 096 24X Ficha 30-410.03/05/13,6303230374 


— 8303230622 Vol HI to "Mine Mile Point Aquatic Ecology atodlas.Psrfc 1. 
Apps I-IH <a-d) Methods & Metis, Statistical Procedures, 

Plankton. 1973, '' 

* Quirk. Lawler tt Matusky Engineers 83/08/13. S08pp 
18609 001 24X Fiche 30-410,83/03/13.8303230574 


DOCKETED ITEMS 


31 


— S3093306S8 Vol III to "Nine Mile Point A<iujitic Ecology Stuiliesi Part 2< 
App III <»-p) Plankton. 1973 " 

• iQuirki Lawler (< Matusky Engineers 83/09/13 977pp 

18606 149 84X Fiche 90-410,93/09/13.8303830974 


— 8309230637 Vol III to "Nine Milo Point Aquatic Ecology Stud lea, Part 3, 
App* IV. V. VI Oenthos. Fleh. Fish Imp ingement. 1973 " 

* Quirk. Lawler & Hatuiky Engineers 93/09/13 3?6pp 

18600 ' 006 24X Fleh* 90-410. 93/09/13. B309330974 


— 8309330644 Vol III to "Nine Mile Point Aquatic Ecology Studies, Part 4, 
App VII Mater Quatitg, 1973 " 

a Quirk. Lawler C> Matusky Engineers 83/09/13 291pp 

18610 019 24X Fiche 90-410.83/09/13.8309830974 


— 8309230690 Vol I to "Nine Mile Point Aquatic Ecology Studies, Chapters 
I-IV. 1974. " 

a Lawler, Matusky h Bkelly Engineers 79/12/31 333pp 

18609 042 24X Fiche 90-410.03/09/13,8309830974 


— 8309230696 Vol II to "Nine Mile Point Aquatic Ecology Studies. (Chapters 
VII-XJ.1974 “ 

• Lawler. Matusky t> Skally Engineers. 79/12/31 800pp 

18610:306 24X Fiche 90-410.83/09/13.8309230974 


— 8309230661 "Nine Mile Point Aquatic Ecology Studies. 1779 " 

a Lawler. Matusky t> Skally Engineers LMSE-76/008 11.191-033 
76/09/31 497pp 10611 826 24X Fiche 90-410.83/09/13, 

8309230974 


— 8309230666 Vol I to "Nine Mile Point Aquatic Ecology Studies. 1976 ■■ 
a Lawler. Matusky & Skally Engineers 77/09/31 4B7pp 
18613 001 24X Fiche. 90-410. 83/09/13. 8309230974 


— 8309230678 Vol II to "Nina Mila Point Aquatic Ecology Studies, App I-IX, 
1976 " 

a Lawler, Matusky << Skilly Engineers 77/09/31 691pp 

19614 130 24X Fiche 90-410,83/09/13,8309230974 


— 8309230680 "Nine Mile point Aquatic Ecology Studies. 1977 " 

« Texas Instruments, Inc 78/09/31 219pp 18618 001 24X 

F 1 cha . 90-4 10, 83/09/ 1 3, 8309230974 


— 8309230681 "3i6(a) Dsmonstratlon Submission, NP&E8 Permit 070 0X2 2 
000632 NY <0003212) " 

• Niagara Mohawk Power Carp 83/09/13 190pp 18618 216 24X 

Fiche 90-410,83/09/13,8309230974 


—8309230684 "Intake Considerations, NP0E8 Permit 070 0X2 2 00632 NY 
<0003218) " 

» Niagara Mohawk Power Corp. 83/09/13 90pp 10619 006 84X 

Fiche. 90-410, 83/09/13. 8309830974 


— 8309230687 "316(a) Demonstration Submission- NPSE8 Permit 070 0X2 2 
000633 NY (0003221)." 

» Niagara Mohawk Power Corp LM3E-'79/0363«<191/0a9 83/09/13 

t92pp. 18619 093 24X Fiche 90-410.83/09/13.8309230974, 


—8309230691 "Intake Conslderationi NPDBB Permit 070 0X8 8 000633 NY 
(0003221) " 

e Niagara Mohawk Power Corp. 83/09/13 90pp 18619 209 24X 

riche; 90-410, 83/09/13, 8309230974 


— 8309230696 »316<A) Demonstration Bubmlssion NPDES Permit NY 0002186 " 
a Niagara Mohawk Power Corp. 83/09/13 460pp 18619 249 24X 

Fiche* 90-410, 83/09/13, 8309830974. 


— 8309230699 "Intake Considerations, NPDES Permit NY 0002186 » 

a Niagara Mohawk Power Corp 83/09/13 149pp I86S0 349 24X 

Fiche. 90-410, 83/09/13.8309230974 


— 8309230701 "Studies to Alleviate Potential Fish Entrepnint at Unit 6 
Oswego Steam Stetlon. " 

» Stone it Mobster Engineering Corp. 77/09/31 92pp 18621 130 
24X Fiche. 90-410,83/09/13.8309230974 


F. security, medical, emergency h Fire protection plant 


8309030969 Responds to 030119 Itr re changes to Facility security plan. 
Changes consistent w/iOCFR9o, 94(p > 6 accapteble. 

VAS8ALL0. D. B. Operating Reactors Branch 2 83/04/21 SUNBER. J J 

Niagara Mohawk Power Corp 2pp 1BSB4.S36 S4X 
FI cha: 90-220, 83/04/21, 8309020969 


8309200386 Forwards IE Insp Rept 30-820/03-06 on 830301-31 Mo 
noncompl lancB noted 

STAROSTECKI, n Division of Project (. Resident Programs 83/04/29 
RHODE, 6 K Niagara Mohawk Power Corp 2pp 13S10 163 24X 

Fiche 90-220. 83/04/23, 0305800386 


— 8309200392 IE Insp Rept 30-320/03-06 on 830301-31 No noncomp 1 1 ance 
noted Major areas Inspected licensee actions on previous 
Insp F indlng s. plant tours, phys leal security & IE circulars 
Safeguarils Info deleted (ref 10CFR73 21 h lOCFR? 9(a)(4)) 

HUDSON, 8 0 . KISTER.H B Region 1. Office of Director 83/04/13 
9pp 10910 163 84X Fiche 90-220.03/04/25.0303200386 


0309040483 Forwards application for amend to License DPR-63 changing 
Tech Specs re fire protection program 

HANOAN, C V Niagara Mohawk Power Corp 83/09/08 DeNTQN. H R 
Office of Nuclear Reactor Regulatlan. Director ip 18319 373 34X 

Fiche 90-320,03/03/08.8303040463 


— 8309040493 Application for amend to License DPR-63 changing Tach Specs 
re fire protection program 

KANOANi C V Niagara Mohawk Power Corp 83/09/08 8gp 
1831? 274 24X Fiche 30-820.83/09/02,8309040483 


— 8309040900 Proposed Tech Spec changes re fire protection program 
» Niagara Mohawk Power Corp 03/09/02 39pp 18319 276 24X 

F 1 c h a 90- 280, 83/03/02, 83030404 83 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs (< holders of CPs re c larif (cation oF 
access to control procedures for law enforcement visits 
Bve list end 

ElfiENHUT, D 0 Division of Licensing 83/05/11 Consolidated 
Edison Co of Now York, Inc 16pp 10940 095 24* 

Fiche 90-000,03/09/11,8305110034 


8305200382 Ac k receipt of 830331 ltr Informing MRC of steps taken to 
correct violations noted In IE Health Physics Appraisal 
Rept 90-880/80-11 

MARTINrT T Division Of Engineering b Technical Programs 03/09/17. 
RHODE. 0 K Niagara Mohawk Power Corp Spp 10317 314 24X 

Fiche 30-820,83/03/17,0303800398 


—8309200383 Responds to NRC 830304 ltr ro violations noted In IE Health 
Physics Appraisal Rept 90-880/60-11 Corrective actions 
Internal exposure control . resp Iratory protection program 
surveillance control all closed In Insp 88-80 
LEMPOES.T E Niagara Mohawk Power Corp 83/03/31 HAYNES. R 
Region 1. Office of Director 29pp 18917 316 24X 

Fiche 30-280,83/03/17,8309200383 


8303240976 InFormi that NUftEO-0737. Item III A 2 1, “Emergency 
Preparedness. Upgrade Emergency Plans to App E. 10CFR90. " 
completed Item closed 

VASSALLQ.D B. Operating Reactors Branch 8 83/03/18 RHODE.O. K 

Niagara Mohawk Power Corp 3pp 1B994 314 84X 

Ftcho 90-220.83/03/18.8309840976 


0303270026 Provides clarification of util position on NUREO-0737, I terns 
I. A 1.3, "Min Shift Crew” (. Ill A l 8. "staffing Level for 
Emergency Situations “ 

MANSAN.C V. Niagara Mohawk Power Corp 03/09/24 VAS8ALLO, D. B 
Operating Roactors Branch 8 Spp 18638 304 24X 

Fiche: 30-880. 83/03/24. 8303270026 


P Operating license stage documents b correspondence 


0304210030 Clarifies 021280 environ qualification SER. Justifications 
For continued operation (JCO) should be reviewed to ensure 
that JCO axlsts for all equipment that may not be qualified 
Proprietary review, per end guldal ines. due In 3D days 
VA89ALLa. 0 B Operating Reactors Branch 8 83/04/08 RHODE.O K 

Niagara Mohawk Powsr Corp 9pp 18118 347 SAX 
Fiche 30-280.03/04/08,8304210030 


03OSO2O43S Oanerlc Ltr 83-19 to all power reactor 6 testing licensees 
re new procedures For providing public notice concerning 
Issuance of amends to OLs Sve list end 

EI8ENHUT, DC Division of Licensing 03/09/03 Consolidated 
Edison Co of New York. Inc 90pp. 18441*120 84X 

Fie he* 30-000. 83/09/08. 8303080493 


8303040403 Forwards application for amend to License DPR-63 changing 
Tech Specs re fire protection program 

MANOAM. C. V, Nlegara Mahauk Power Corp 93/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 18319 273 24X 

F 1 C h t 90-220, 83/09/02. 8303040483 


—8309040493 Application For amend to License DPR-63 changing Tach Specs 
re Fire protection program 

MANOAN.G V. Niagara Mohawk Power Corp 63/03/02, 2pp 
10319 274 24X Fiche. 90-220, 83/03/02. 8305040403, 
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--B309040900 Proposed TecN Spec ch-sngoi re fire protection propram 
• Mlagara Hohauk Pouer Corp 83/0&/02 39pp lB3t9 876 24X 

FtCho 90 -aS0ie3/O9708>a30 3040483 


9303090030 Foruardl application 'for aoicnd to Llcsnta DPR-6a> propotlnp 
Toch Spoc cNanpes to reflect change in (urve 1 llanc e 
ro<iulr*aientk f'Or raactor vtssol mail tamp lot 

MAMOAN.C V ill a para MohaUk Pouer Corp eS/OO/OS DENTOM.M R 

Offlco of Nuclear Raactor R«gulatlon> Director Ip 1BS41'0S9 S4X 
F i c h ■ 9D-880i B 3 /0970a. S309 03002 0 


— B309090031 Application for amend to Liconse DPR-63i pro pacing Tech Spec 
ehangac to reflect change In turvelllancc requirement* for 
reactor veiiel niatl tample* 

HANOAN. C V Niagara Kohaul Poiuor Corp BS/'OO/OS 2pp 
1B941 090 a4X Flche 90-220.83/03/08.9303090020 


— 8309230431 Proposo'd Tech Space reflecting change in ■urvelllance 
requircmenti for reactor veitel matl samples Supporting Info 
enc I 

• Niagara Hohauk Pouer Corp 83/09/02 4pp 18341 092 84X 

Flche 30-2 20. 83 /O5/08i B 3050 30020 


830S060043 Faruards application for amend to License DPR-63r revising 
Tech Spec Sectton 3 6 9 re radioactive matl sourceo to 
ctarifg inventerg requirements 

RHODE. O H (llagare Hohauk Pouer Corp 83/03/03 SENTON.Ii R 
□fftc* of Nuctear Reactor Regulation,. Director ip 18349 103 24X 

Plcht 90-220163/03/03.8383060043 


—8309060046 Application for amend to License OPfl-63. revising Tech Spec 
Section 3 6 9 re radioactive matl sources to clarify 
inventory rsquiraments 

RHODE. 0 K Niagara Nohauk Pauer Corp 93/03/03 9pp 18343 104 
24X Flche 90-220.63/09/03.8303060043 


— 6309060048 Proposed Tech Spec Section 3 6 9 re radioactive matl 
sources, c lari fy Ing invent'Org requirements 

* Niagara Kohauk Pouer Corp 83/05/03 Spp 1B349 109 84 X 

Flche 30-820. 6 3/09/03. 8303060043 


6303170027 Foruards Amend 52 ta License CPR-63i safety evaluation & 
notice of Issuance & availability Amend changes test 
duration for containment Integrated leak rate test to min 
Of 6 h 

HERKANN.R Operating Reactors Branch 8 03/0’3/04 RHODE. 0 K 

Niagara Hohauk Pouer Carp 2pp 18494 171 24X 

Pi c h e . go-aao. 63/03/0 4 , 8305 1 700S7. 


"3309170032 Amend 32 to Lltinse DPR-63i changing test duration for 
containment Integrated leak rate test to min of B h 
VASBALLOi D 0 Operating Reactors Oranch 2 83/03/04 4pp. 

16494 173 24X Flche 90 -S20. 63/08/04. B309 1 70087 


— 6309290323 Safety evaluation supporting BNR Ouners Oroup genarlc 
rtsponse to Item II K 3 49 of NUflE(J-0737. "Dopressurl lation 
U/Other Than Automatic Depressurtiation Sys “ 
a NRC - No Detailed Affiliation Olven 83/09/18 9pp 
tS993 312 84X Flche 90-220.83/03/16.8309830914 


8303240402 Foruards info ra environ qualification of electrical 
equipment, per NRC req'Ueats for addl Info (i clarif icaflons 
Justification for continued oporation. comp leted safety- 
related equipment list It response to lOCFRSO 49 discussed 
MANOAN. C V Niagara Hohauk Pouer Corp 83/09/20 VA8HALL0. D B 
Operating Reactors Br-anch 2 104pp I0S74 389 24X 

Flche 9a-2S«. 83/03/20. B30 3240402 


6309270026 Provides clarification of util position on NUREO-0737. Items 
I A 1 3. "Min Shift Creu*' 6 III A t S. "Staffing Level for 
Emorgoney Situations " 

HANOAN. C V Niagara Hohauk Pouer Corp 83/09/24 VASSALLO. D B 
Operating Reactor* Branch 2 2pp 19638 304 24X 

Flche 90-220.63/09/84.8309270026 


Q Inspection reports. IE Bulletins 6 correspondence 


6212060363 IE Info Notice 63-14. "Dewatered Spent Ion Ecchange Resin 
Susceptibility to Eiothermlc Chemical Reaction " 8vc list 
ancl 

TAYLOR. J fl Division of Safeguards 6 Inspection Programs <Post 
6301031 83/03/21 Canso 1 Idatsd Edison Co of Nou York. Inc 

Il2pp 16308 319 24X Flche 90-000,83/03/81.8212060369 


6303040021 IE Info Notlco 83-21. ''Defective Emergency Use Respirator “ 
Sve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post B3O103). 83/04/19 Consolidated Edison Co of Neu 

York. Inc 126pp 18439 199 24X Flche 90-000.63/04/19,8303040021 


6303040023 IE Info Notice 83-28, "BUR Safety /Rol lef Valve Failures " 
eve list end 

JORDAN. E L Division of Emergency Prtparodnett 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Niu 

York. Inc ll2pp 18383 089 24 X Flche 90-000,63/04/22,6303040023. 


6303040029 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Gensing Sye. *' 8vc list end. 

JORDAN. E L Division of Emergency Preparednass It Engineering 
Rtsponse (Post 930103) 83/04/29 Consolidated Edison Co of Neu 

York. Inc 119pp leSBI-avl, 24X Flche 90-000.63/04/89.9303040029 


8309200366 Foruards IE Insp Rept 90-220/63-06 on 830301-31, No 
nencoffip I lance noted 

BTAROSTECKI.R Division of Project It Resident Programs 63/04/29. 
RHODE. 0 K .Niagara Mohawk Power Corp 2pp. 18918 163 24X 

Fiehe SO-SSOi 83/04/891 6309200386 


— 8303170036 Safety evaluation support ing Amend 32 to License DPR-63 
« Office of Nuclear Reactor Regulatlohr Director 83/09/04 2pp 
10494 177 B4X Flche 50-220.83/09/04,8305170087 


— B3D9170060 Notice of Issuance It availability of Amend 92 to License 
DPR -63 

VAS3ALL0, D B Operating Reactor* Branch 2 83/09/04. 3pp 

18494 179 24X Flche 90-220.83/08/04,6309170027 


8309090639 Oenerlc Ltr 83-20 to all operating reactor licensee* l« 
holdirs of CPs re integrated scheduling for tmplemsntattbn 
of plant mods 6vc list end 

EISENHUT.D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of Neu York. Inc 16pp 1B687 193 24 X 

Flcfie 30-000. 83/ 09/09. 6309090 699 


6309160019 Submits schedule for providing info ra NUREO-0737, Item 
II, B 3. "Poet-Accident Sampling Capability " Formal 
procedure for relating radionuclide concentrations to core 
-damage eipected by startup from 1984 refueling outage. 

MANOAN. e V. Niagara Mohauk Pouer Corp 63/09/11. EIBEWHUT. D. 0 
Division of Licensing Ip 16453 162 84 X Flche, 90-220. 83/05/11. 

8309160015 


6309200345 Advises that justification for continued operation on Items 
for .tfhlch prior justification not supplied •will be submitted 
by 830320 

NANOAN.C V Niagara Mohawk Pouer Corp 03/08/16 VA8BALL0. D, B 
Operating Reactore Branch 8 Ip 18916 234. 24X 

Flche 90-220. 83/09/ 16. 83092003 4 9 


**'^'■*'1 evaluation re BWR Owners Oroup raiponst to 
NUREO -0737. Item II H 3. 49. "Depress ur 1 latlon W/Other Than 

“ Action on Item complete 

WSSALLO. 0. B. operating Reactors Branch 2 83/09/ IB. RHODE. 0 K 

Niagara NoAai/l Powar Corp 2pp, 18599 3|0 24X 

Flche. 50-280, 83/05/ 1 6. 8309250 9 1 4 


"830920D392 IE Insp Rapt 90-220/63-06 on 830301-31 No noncomp 11 ante 
noted Major areae Inepectad llcensae actions on previous 
Insp findings, p lant tours. physical lacurlty U IE circulars. 
Bafeguer'ds info deleted Iref 10CFR73 21 «< 10CFR9 9(a)(4)). 

HVOeON, B D < KIBTER.K B Region I, Of flea of Director 63/04/13 
9pp 16918 169 24X Fleht 90-220,83/04/29,6309200386 


8303040026 IE Info Notice 63-24, "Loose Parts in Bccondary Bids of 
Steam Oenerators at PHRs *' Sve list end 

JORDAN. E L Dlviclon of Emergency Priparednese 6 Engineering 
Raepence (Poet 6301031. 83/04/28 Coneoltdatad Edison Co of New 

York. Inc 119pp 18362:047 24X Flche 90-000,63/04/28.6303040026 


830304-0027 IE Info Notice 03-29, "Stand by Oac Treatment 8ye Heater High 
Tamp Trip Setpoint Adjustment ” 6vc list enc) 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103}. 63/04/26. Consolidated Edison Co of Now 

York. Inc llBpp 18382 165 84X Flche 90-000.83/04/28,8303040027. 


6303040028 IB Info Notice 83-26, "Failure of Safety/Rel iif Valve 
Dlecharge Line Vacuum Break art “ Sve list and 
JORDAN. E L Division of Enargency Preparedness I. Engineering 
Responea (Post 830103) 83/09/03 Consol tdated Edison Co. of Neu 

York. Inc 122pp 16441:170 24X Flche 90-000,83/09/03,8303040026. 


8303040030 IE Info Notice 63-27. "Operational Reeponsi to Evante 
Concerning Deliberate Acts Directed Against Plant 
Hqulpms-nt " 8vc list enc I 

JORDAN. E L. Division of Emergency Preperadness It Engineering 
Response (Post 630103) 83/09/04 Censol Ideted Edison Co of New 

York. Inc lIDpp 18362 282. 24X Flche: 90-000, 83/09/04, 8303040030. 


830304{}Q3i IE Info Notice 63-28, "Criteria for Protective Action 
Recomfliandatlans for Daneral Emergencies " Sve list ancl 
JORDAN.E. L Division of Emergency Preparedness I, Englnserlng 
Rssponse {Post 830103). 63/09/04 Consol Idated Edison Co. of New 

York, Inc 119pp. 18441.001 24X Flche. 90-000, 83/09/04, 6303040031. 
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8303040033 IE Info Notice 03-29i "Fuel Binding Ceueed 6g Fuel Reck 
Deformation " Svc Hit end 

tKlROANiE.L Dlvlilon of Emerflency Preperedneii (i Engineering 
Reiponsa (Poet 8301031 83/09/06 Conialideted Edison Co of Neu 

Yorki Inc llSpp 18923 248 24X Plche 90-000.83/09/06.8303040033 


8303040034 IE Info Notice 83-30. "Misepp Hcation of Generic Emergency 
Operating Procedurit <EOP) Ouidelinei " 8vc list end 
JORDAN. E L Dlviflon of Emergency Preperedneis Si Engineering 
Raiponte <Poit 830103) 83/09/11 Consolidated Edison Co of Neu 

verk. Inc 114pp 10924 003 24X Fiche 90-000.83/09/11.8303040034 


8309200382 Ack receipt of 830331 Itr informing NRC of steps taken to 
correct violations noted in IE Health Physics Appraisal 
Rapt 80-220/80-11 

MARTIN. T T Division of Engineering li Technical Programs 83/09/17 
RMaOB. 0 K Niagara Mohawk Power Corp 2pp 18917 314 24X 

Ficha* 90-220. 83/09/17. 8309200382 


"S3O923O907 "Evaluation of Angeled Screen Fish Divers Sys at Oswego 
Steam Station Unit 6." interim rept 

e Lawler. Matusky S. Skelly Engineers LMBE-a2/0091S. 191-098 

82/04/30 a2pp 18600 231 24X FI Che 90-410.83/09/13.8309230974 


— 8309230603 "Fish Tag Rept Summary 1972-76 “ 

BTORR.JF Storr. JF 76/12/31 99pp 18602 130 24X 

Flehe 90-410.83/09/13.8309230974 


--S309230607 Vol I to "Nine Mile Point Ai^uatlc Ecology Studies. Summary 
Plankton. Benthos. FI sh. 1973 " 

e Otiirk. Lauler & Matusky Engineers 74/08/31 391pp 

18602 229 24X Flehe 90-410.83/09/13.8309230974 


--8309230614 Vol tl to "Nine Mile Point Aquatic Ecology Stud lei. Ft sh 
Imping tment. Mater dual tty. 1973 “ 

« Quirk. Laul er & Matusky Engineers 74/08/31 268 pp 

18604 096 24X Flehe 90-410,83/09/13.8309230974 


—0309200383 Responds to NRC 830304 Itr re violations notad in IE Health 
Phyalca Appraisal Rept 90-220/80-11 Corrective actions 
Internal aiposure control. respiratory protection program 
survalllanca control all dosad in Insp 82-20 
LEMFOEB. T E Niagara Mohawk Power Carp 83/03/31 HAYNES. R 
Region 1. Office of Director 29pp 18917 316 84X 

Ficha- 90-820, 83/09/17, 8309200382 


8303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Svc Hat and 

JQRDANtC L. Division of Emergency Preparedness ti Engineering 
Raspanse (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp. 18697 009 84X Flehe 90-000.83/09/19.8303040040 


B303040046 IE Info Notice 83-33. "Nonrepresentatl ve Sempllng of 
Contaoilnatad Oil " Svc list end 

JORDANrE L Otvliion of Emergency Preparedness 6 Engineering 
Raaponta (Post 830103) 83/09/26 Consolidated Edison Co of New 

Yark. Inc. 114pp 18647 007 24X Fiche 90-000,83/09/26,8303040046 


R, Pariedle operating reports 1< related correspondence 


— 8309230622 Vol III to "Nine Mile Point Aquatic Ecology Studlas.Part 1. 
Apps I-ni (a-tf) Methods *i Hatls. Stalls t leal Procedures. 

Plankton, 1973 " 

k Quirk. Lauler 6 Matusky Engineers S3/09/13 908pp 

18609 001 34X Flehe 90-410.83/05/13,8309230974 


— 9309230628 Vol HI to "Nine Mile Point Aquatic Ecology Studlas.Part 2, 
App HI <«-p} Plankton, 1973 " 

« Quirk. Lauler & Matusky Engineers 83/09/13 977pp 

18606 149 24X Flehe 90-410,83/09/13.8309230374 


—8309230637 Vol HI to "Nine Mile Point Aquatic Ecology Btudlas.Part 3. 
Appi I Vi V. Vt: Benthos. Fish. Fish Impingement. 1973 " 

* Quirk, Lauler t. Matueky Engineers 83/09/13 396pp 

18608 006 24X Flehe 90-410,03/09/13,8309230974 


— 8309330644 Vol III to "Nine Mile Point Aquatic Ecology Studlai.Part 4, 
App VII Hater Quality. 1973 " 

« Quirk. Laul er & Matusky Engineers 83/09/13 291 p p 

18610 019 24X Flehe- 90-410, 83/09/13, 8309230974 


6304110516 Forwards "Nine Mile Point Unit 1 Aquatic Ecology Studlee. 
1982. « 

LEMPOEStT. E. Niagara flohauk Power Corp 83/03/30 HAYNES. R C 
Region 1. office of Director Ip 17909 074 24X 

Fieha: 50-220, 03/03/30, 8304110916 


—8304110519 "Nine Mile Point Unit 1 Aquatic Ecology Btudlef.l9e2 " 
a Ecological Analysts, Inc NMPHK 83/03/31 102pp 

17909:079. 24X Fiche 90-220.83/03/30,8304110916 


— 8309230690 Vol I to "Nina Mile Point Aquatic Ecology Stud les, Chap tars 
I-IV, 1974 " 

« Lawler, Matusky b Skelly Engineers 79/12/31 333pp 

18609 042 34X FI ehc. 90-410, 83/09/13, 8309230374 


— 8309230696 Vol 11 to "Nine Mile Point Aquatic Ecology Studies, (Chapters 
Vtl-X), 1974 " 

« Lawler, Matusky U Skelly Engineers 79/12/31, 280pp 

13610 306 34X Ficha 90-410,83/09/13,8309230974 


0309160097 Forwards "Annual Environ Operating Rept, Part B - 
Radiological Rept, 1982 " Nonradlolog leal aquatic ecology 
studiaa data rept for 1982 eubmltted under eeparete cover 
LEMP0C8, T E Niagara Mohawk Power Corp 83/04/29 ALLAN. J Region 
1, Office of Director Ip. 1B490 224. 24X Flehe 90-220,83/04/29, 

0309160097 


—8309160103 "Annual Environ Operating ReptiPart B - Radiological Rept. 
1902, " 

a Niagara Mohawk Power Corp 83/04/30 123pp. 1B490 229 24X 

Ficha. 50-280, 83/04/29, 8309160097 


0309100272 Forwarde "Quarterly Task Person-Rem Rept,Jan-Mir 1983," per 
Amend SO t« License DPR-63 

HANSAN, C. V. Niagara Mohawk Power Corp 83/04/29 EIBENHDT, D 0 
Dlvlalon of Licensing Ip 18371 301. 24X Fiche 90-220,83/04/29, 

8305100272 


—0305100277 "Quarterly Task Person-Rem Rept.Jan-Mar 1983 " 

* Niagara Mohawk Power Corp 83/04/29 29pp 18371 302 24X 

Flehe; 50-220, 83/04/29, 8305100272 


0309170393 Forwards monthly oparatlng rapt for Apr 1963 

LEf^OEB, T. E. Niagara Mohawk Power Corp. 83/09/10 Director's 
Offlea, Office of Inspection and Enforcemant Ip 18471:209 24X 

Ficha: 90-820, 83/09/10, 8309170393 


--03O917O399 Monthly operating rapt for Apr 1983 

ROMAN, T. U. Niagara Mohawk Power Corp. 83/05/04 Spp 18471:206 
24X Fiche. 50-220, 83/09/10, 8309170393 


0309230974 Forwards repts in rasponse to FSAR h environ rept - OL stage 
acceptance review questions per NRC request for addl Info to 
830419 sutmlttsl re OL appHca ti on. LI s t of repts submittsd 
end. 

HANOAN.O. V Niagara Mohawk Powar Corp 83/09/13 EI8ENHUT, D 0, 
Dlvialon ef Licensing. 3pp, 18600:001 24X Fiche; 90-410, 83/09/13, 

0309230574. 


— 8305230661 "Mine Mile Point Aquatic Ecology Studies. 1979 " 

« Lawler, Matusky k Skelly Engineers LM8E-76/00at4il9t-033 
76/09/31 497pp 18611 226 24X Fiche' 50-410. 83/05/13, 

8305230574 


— 8309230666 Vol I to "Nine Mile Point Aquatic Ecology Studies, 1976 " 
* Lawler, Matusky k Bketly Engineers 77/05/31, 4G9pp 
18613 001 24X Fiche 50-410,83/05/13,8305230974 


— 0309230678 Vol It to "Nine Mile Point Aquatic Ecology BtudlesiApp I-IX, 
1976. " 

« Lawler. Matusky b Skelly Engineers 77/05/31 691pp 

18614 130. 24X Fiche 50-410.83/05/13,8305230974 


— 0309230680 "Nine Milo Point Aquatic Ecology Studies. 1977 " 

e Teses Instruments, Inc, 78/09/31 2l9pp 18618 001 24X 

Flehe. 90-410, 03/05/13, 8309230974 


S Reportable occurrences, LERs b related correspondence 


0309060426 Forwards LER ai-093/03L“l 

LEMPOES, T E Niagara Mohawk Power Corp 83/04/27 ALLAN, J M 
Region 1, Office of Director Ip 18343 229 24X 

Ficha 90-220,83/04/27,8305060426 


—0309060420 LER ai-093/03L-t • on 81 1 120, dl icovered that i ingle failure of 
electrical power supply could either isolate both condenser 
sys or cause failure to isolate Logic for Initiation b 
isolation of eondtnser sys reviewed 

RANDALL, R.O Niagara Mohawk Power Corp 03/04/18 Region 1, 
Office of Director Ip. 18343' 226 24X Fiche' 90-220, 83/04/27, 

8309060426 


0305060933 Forwards updated LER e3-020/03X-I 

LEMPOEB, T E, Niagara Mohawk Power Corp 83/04/27, ALLAN. J.M 
Region I, Office of Director Ip 18347 303 24X 

Fiche 90-220,83/04/27,6309060933 
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— 83050^0540 U{iditeil LER 03>O2O/O3X-1 on OOOlSlp dur Ing majctr outage uhlle 
performing local leak rate t e s t Ing i 1 eakage from valve* 

Se 1-01 ti SB 1-02 found to eicred Tech Spec* Cauied bg 
corrofion buildup Neie clapper Installed 

RANDALLiR 0 Mlagara Hohauk l>ouer -Corp 83/04/27 Region li 

Office of Director 2pp 16347 304 24X Plche 30-220< a3/04/27i 

8303060333 


6305200283 Eoruards LER 63-006/031.-0 

LEHPCESp T E Niagara Moheuk Power Corp 63/03/11 ALLAMp J M 
Regipon !> Office of Director Ip 18317 063 24X 

Flehe 30-220. 83/05/1 Ip 8303200263 


— a30S2002'?0 LER e3-00'6/03L-0 on 83041 1 > uihi le performing design revieUp 
dlscevered that poured concrete north L ueet walls of 
control room would not meet original seismic criteria 
Hods made to improve wall structural loading capabilities 
RANSALLpf) 0 Niagara Mohawk Power CO'rp 83/05/11 Region 1. 
Office of Director Ip IBSI7 064 24X Flche 30-220.83/03/11. 

8303200283 


8303270073 LER e3-007/03L-0 on 830419, 30-ft wind direction senior 
azimuth alignment found misaligned bg 9 S degrees Caused hg 
improper alignment of neunting plates when Installed Seniors 
readjueted & cheeked M/B30319 1 tr 

lAVBNDlTTI.A , HANOAN, C V Niagara Mohawk Power Corp 83/05/17 
ALLAN.tf M Region 1. Office of Director Spp 18638 298 24X 

Fiehe 50-220.63/05/17,0305270073 


DOCKET 50-223 RPI CRITICAL EXPERIMENT 


F SecuTltg. medical, emergencg & fire protection plans 


630SI70466 Forwards rsvlsed physical security p Ian. rep lacing 820426 
plan Plan withheld (ref 10CFR2 790 & 73 21 > 

UICKSiF , HARRIS, D Rensselaer PO'lytechnlc Inst 83/04/26 
THOMAS. C 0 Standard 1 lati on It Special Projects Branch Ip 
18470 003 24X Fichl 30-225,63/04/26.8305170466 


8303110368 Forwards IE Insp R»pt 30-225/83-02 on 830324-23 No 
noneompltance noted 

StAROSTECKl. R Division of Project 8< Resident Programs 83/04/29 
LAHSV.R r Rensselaer Polytechnic Inst 2pp 18406 212 24X 

Flehc 50-223.83/04/29,8303110388 


—8303110393 IE Insp Rept 30-225/83-02 on 830324-23 No noneompltance 
noted Mejor areas inspected action on previous Insp 
f Indlsigt. fac i 1 1 ty operat Ions, organlia 1 1 on. i ogs 6 records, 
surveillance activities & emergency procedures 
KINNEY. N U . EL8A8SER. T C Region 1, Office of Director 
83/04/26 6pp 16406 214 24 X Flche 30-223,83/04/29,8303110366 


P Operating license stage documents i< correspondence 


8303170100 Motlflcatlon of 830583-26 meetings w/Rensselair Polytechnic 
Inst ti LASL in Schenectady, NY to review t< evaluate reactor 
facility In connection w/app 1 Icatl on for OL raneual 
8ERNARD.H Btandardl >a t Ion t. Special Projects Drench 83/03/12 

THOMAS. C O Standard 1 1 at Ion U Special Projects Branch 2pp 

18493 338 84X Fiehe 50-225.63/05/12.8305170100 


Q Inepaction reports. lE Bulletins It correspondence 


8303110386 Forward* IE Insp Rept 50-225/83-02 on 630324-23 No 
noneompltance noted 

BTARDBTECKIi R Division of Project It Resident Program*, 83/04/29 
LAHEV.R T Rcnisalaer Polytechnic In«t 2pp 18406:212 24X 

Flche 50-225. 83/04/29. B3031 10388 


“8303II0395 IE Insp Rept 50-225/03-02 on 630324-25 No noneomp 1 1 ante 
noted Major areas Inspected action on previous imp 
findings, fee i 1 1 ty operat ions, organ 1 latl on. log s It records, 
surveillance activities & emergency procedure* 

KINNEY, H W . ELBASSER.T C. Region 1, Office Of Director 
83/04/28 6pp 16406 214 24X Flche 50-223.83/04/29.8303110368 


DOfiKET 50-237 DHE60EN NUOLBAR POMER STATION, UNIT 2 
F Security, medical, emergency U fire protection plane 


6303030336 Dlscuises IE Emergency Ppiparedne*i Insp Repts 50-010/83-01. 
30-237/83-01 St 50-249/83-01 on 830208 It foruirds notice of 
dtf Icianc i es 

PAPERIELLO. C J Region 3. Office of Director 83/04/29 REED, C. 
Commonwealth Edison Co. 2pp. 18297 137 24X Flche 50-010,83/04/29, 

6305030336 


— 8305030348 Notice of deficiencies from Insp on 830103-07 Public info 
brochures not distributed from Apr 1981 - Dec 1982 & 
emergency action levels not reviewed u/stata 6 local govt 
since 810401 

e Riglan 3, Office of Director 03/04/29 2pp 18297 139 a4X 
Flche 50-010,83/04/29,8303030336 


6303110034 Oenertc Ltr 83-21 to all licensees of operating reactors, 
applicant* for QLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EI6ENHUT, 0 O Division of Licensing 83/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 09S 24X 

Flche 50-000,83/03/11.8305110034 


6303120116 Advise* that onsite t< offsite emergency preparedness 
adequate per lOCFRSO.App E Emergency plans upgraded per 
MURES -0737, I tern III A 2 1 Item complete 

CRUTCHFIELD, 0 Operating Reactors Branch 3 63/03/11 FARRAR, D L. 

Commonwealth Edison Co 3pp 18423.040 24X Flche 30-010.83/05/11, 

83051201 16 


9305240245 Requests ichedular exemptions allowing delay in implementing 
lOCFRSO 48 requirement* for installation of fire protection 
mod* Request based on AE. manufacturer & const personnel 
anti dpe ted Imp Is men tat Ion schedule 

RYBAK, B Commonwealth Edison Co 63/05/18 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 6pp 18S4B’204 24X 

Flehe-30~000, 83/05/18, 8305240245 


P Operating license stage documents 6 correspondence 


0305180316 Responds to FOIA request for SECy-B3-17 Sc 8ECV-03-19 
Forwards documents Documents also available in PDR 
FELTON. J M Division of Rules and Records. 83/03/29 BREADV. J C 
KMC, Inc Ip IBSOS 230 S4X Fichs 50-237,83/03/29,8305180316 


—8305180328 Notifies of results of 8EP review of facility, 

DIRCK8, M J Office of the Executive Director for Operations 
8ECY-B3-017 83/01/12 47pp 18505 246 24X 

Flche 50-237,83/03/29,8305180316 


8305020455 Oenerlc Ltr 83-19 to all power reactor Sc testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLi Sve list end 

GI8ENHUT, D 0 Division of Licensing 63/05/02 Consol t dated 
Edlion Co of New York, Inc SOpp 18441 120 24X 

Flche 50-000, B3/05/02c 8305020455 


6305040446 Application for amend to Llctntet DPR-19 Ic DPR-25. revising 
Tech 9pect to clarify ntin reactor pressure when conducting 
scram besting folloulng refueling outage Si rsquirement for 
Isolation control rod drive pumps 

RYBAK. B Commonwealth Edison Co 83/05/02 DENTON. H R Off let of 
Nuctsar Reactor Rtgulation. Director 2pp 18322 230. 24X 

Fteh# 90-237,83/05/02,8305040446 


— 03OSO4O456 Proposed changes to Tech Specs to clarify min reactor 
prasfure when conducting scram testing following refueling 
outage St revise requirement for Isolation control rod drive 
pumps to apply only to single rod scram testing 
a Commonwealth Edison Co 03/05/02 2pp. 18322 240 24X 

Flche 50-237,83/05/02.8305040446 


8305040488 Responds to 821221 8< 830224 requests to withhold info 
submitted in connection u/app 1 teatien to change Tech Specs 
re Cycle 9 reload Request approved per 10CFR2. 790< b ) <51 
Attachments 2 Si 3 to 821221 »i 830224 Urs will be withheld. 
CRUTCHFIELD. D Operating Reactors Branch 5 83/05/02 FARRAR, D L 

Commonwealth Edison Co 4pp 10319 266 24X Ftchs. 50-237, 83/05/02. 

630504Q48B 


8305040520 aupplemental epplleatton for amsnd to Ltesnsss DPR-t9 S, 
DPR-28. pr epos Ing changis to Tech Spec 4 3. D lb to verify 
nuclear response to control rod drive u/experlenced 
uncoupling at power levels above 207, 

RYBAK, 8 Commonwealth Edison Co. 83/05/02 DENTONrH R Office of 
Nuctsar Reactor Regulation, Diractor. 2pp 16321 244 24X 

FIch* 50-237,83/03/02,8305040520 


—8305040524 PropotaiT Tech Bpae 4 3, B. 1 b <Page 56) requiring 
verification of nuclear T-esponse to control rod drive 
u/a xper 1 anead uncoupling at power levels above 20X 
• Commonwealth Edison Co 83/05/02. 3pp 18321 246 24X 

Flche 50-237,83/09/02.8305040520 


8305040531 Application to amend Licenses DPR-19, DPR-29, DPR-29 b 
DPR-30. changing App A Tach Specs re economic generation 
control operation 

RYBAK, B Commonwealth Edison Co 83/09/02 DENTON, H R Office of 
Nuclear Reactor Ragulatlon. Oirietor 2pp 18321-279 24X 

Fiehe* 50-000. 83/05/02,8309040991 
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— 8309040933 Prapotad Chany** to App A Tech Spec* re economic 
generation control operation U/o detatleil changes 
* Coismonujeal th Edison Co 83/09/02 Ip 18321 281 S4X 
rich* 90-000.83/03/02.8309040391 


8309130209 Concurs ul/NRC changes to draft Tech Specs re reactor 
protection sgs (RP8> protective relaying mods, per 830420 
Itr Operation u/RP8 nod. Installed per 10CFR90 99 ti te/o Teen 
SpecS.uill not compromise safe operation of facilities 
RYBAK. B cofflfflonueatth Edison Co 83/09/06 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 16439 330 24X 

F 1 c h e 30-000. 83 /03 /06 . 8303 130209 


B303090639 Oenerlc Ltr 03-20 to all operating reactor llceniaes 1. 
holders of CPs re intsgratcd scheduling for imp 1 amentatlon 
of plant mods Sve list end 

EI8ENHUT, 0 0 Division of Licensing 83/09/09 Consolidated 
Edlion Co of Neu York. Inc 16pp 18627 193 24X 

Ftchi 90-000,83/09/09.8309090699 


8309130038 Respond* to 830016 request for addl Info re NUREO-0737. Item 
II K 3 28. "Verify Qualification of Accumulator* on 
Automatic Daprassurliatton 8ys Valves “ Environ << seiimic 
qualification ulll be in accordance ui/IE Bulletin 79-OlB 
RYSAK.B Commonuealth Edison Co 83/09/10 DENTON. K R Office of 
Nuclear Raector Regulation. Director 2pp 18436 339 24X 

Plche 90-000,83/09/10,8309130038 


6309120370 ForUerdi Accident Evaluation Branch SER Input re NUREO-0737, 
Item III D. 3 4, "Control Room Habitability ■' By* acceptable 
CRUTCHFIELD. D Operating Reactor* Branch 9 83/09/11 FARRAR, D L 

commonuealth Edison Co 6pp 18432 299 24X Flche 90-237.83/09/11, 

8309120370 


— 8309120374 Advlsas that licenses proposed program re NUREO-0737. Item 
III.O 3 4. "Control Room Habitability." acceptable 
MURPHY, D H Battelle Memorial Institute. Pacific Northuast 
Laboratory FIN 0-2323 82/03/23 HULMAN, L. 0 Accident 

Evaluation Branch 2pp 18432 301 24X Flche 90-237.83/09/11, 

8309120370 


8309200707 Forward* request for addl Info on NUREO-0737. Item 11 K 3 28 
re qualification of automatic daprassurliatton syt 
accumulators Respont* requested within 49 day* 

VA8SALL0. D B Operating Reactors Branch 2 83/09/11 FARRAR. D L 

commonuealth Edison Co 9pp 18928 390 24X Flche 90-000,83/09/11, 

8309200707 


8309200186 Notifies that 830429 amand application for proposed Tech 
Spec change* re TMI Action Item II K 3 19 on Isolation of 
HPCI tc RCIC requires fat Application requested from NRC for 
purpota of preventing Inadvertent Isolation of sys 
OIOOB.R. M. Llcansa Fee Management Branch 83/09/12 FARRAR. D L 
commonuealth Edison Co. tp IB940 228 24X Flche 90-000.83/09/12. 

8309200186' 


8309180376 Forwards list of proprietary document* tt associated pages 
from technical evaluation repte re environ quallf Icatlon of 
electrical equipment OE affidavit per 10CFR2 790 received 
Uestlnghouea affidavit forthcoming 

RVBAK.B Commonwaalth Edison Co 83/09/13 DENTON, H R Office of 
Nuclear Reactor Regulation. Director. 3pp 18490.347 24X 

Flche: 90-000, 83/09/13, 8309180376 


8309260290 Commit* to resolution of three open items re NUREO-0612, 
"Control of Heavy Loads.*' using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryar/soparator lifting rig applicable 

RYBAK, B. Commonwealth Edison Co 83/09/19. DENTON. H R. Office of 
Nuclear Reactor Regutatldn. Director Ip 18629.394 24X 

Flche. 90-237. 63/09/19, 8309260290 


8309270419 Notifies that raipons* to 830316.0910 b 11 requests for eddl 
Info rs TMI Item 11 K 3 28, "Qualification of Automatic 
Oaprassurlzatlon Sys Accumulators, " addressed In 830910 ltr 
RYBAKiB. Commonwealth Edison Co 83/09/23 DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director Ip 18642 298 24X 

Flche* 90-000, 83/09/23. 8309270419 


8309310037 Advises that listed Items re snubber action plan sent on 
830920. par 830913 ltr Bubmlttal of plan for checking for 
clamp tntarfarenca during 62-day snubber insp deferred until 
830603 to Incorporate binding study results, 

RVBAK.B Commonwealth Edison Co 83/09/24 KEPPLER.J 0. Raglan 3, 
Office of Director iSpp. 1S693 186 24X Flche* 90-237. 83/09/24. 

8309310037 < 


8309310086 Notification of 830614 meeting w/utll in Bethesda.MD to 
dlscues utti DCROR program plan 

OtLBERT, R. A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, D 

Operating Reactore Branch 9 2pp 18698*063, 24X 

Flche. 90-000, 83/09/26, 8309310086 


0309310026 Advises that requirements of NUREC-0737, I tem 1 1 F 1 4. 
**Containment Pressure Monitor," 11 F 19. "Conta indtant Hater 
Level Monitor'* b II F I 6. "Containment Hydrogen Monitor" 
resolved, per 821220 b 801219 submittals 

CRUTCHFIELD, D Operating Reactors Branch 9 83/09/27 FARRAR. D L 

Commonwealth Edison Co 7pp 18693 213 24X Flche 50-000.83/09/27. 

3309310028 


Q Inspection reports. IE Bulletins & correspondence 


0212060385 t£ Info Notice 83—14, "Dewatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
sncl 

TAYLORiJ M Division of Safeguards b Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. ti>c 

lt2pp 18308 319 24X Flche 50-000.83/03/21.8212060389 


8304040260 Requests that Insp program re IE Bulletin 80-13, "Cracking 
In Cor* Sprey Spergers, " be performed every 3 yrs in 
conjunction u/reaetor vessel internal insp No abnormalities 
noted per subj bulletin 

RVBAK.B Commonwealth Edison Co 03/03/25 KEPPLER. J 0 Region 3. 
Office of Director 2 pp 17816 282 24X Flche 50-237.83/03/29. 

830404026B 


8309020467 Forwards IE Insp Repts 30-010/03-06.90-237/83-07 b 
90-249/03-06 on 830203-0313 No noncompllance noted 
STREETER, J F Region 3. Office of Director 83/04/13 REED.C 
Commonwealth Edison Co 2pp 18203 073 24X Flche 30-010.83/04/13, 

0309020467 


—8309020480 IE Insp Repts 30-010/83-06,90-237/03-07 h 30-249/83-06 on 
830203-0315 No noncompliance noted Major areas inspected 
operational safety. maint. survel Hence. I icensee events, plant 
trips. refuel Ing activities b refueling surveillance 
T0N8UE. T M . JORDAN, M J . 8TASEK. 3 Region 3, Office of Director 
03/04/12 t6pp 18263 075 24X Flche 90-010.83/04/13.8303020467 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator ” 
8vc list end 

JOROAN.E L Division of Emergency Preparedness gi Epglneerlng 
Response IPoet 830103) 83/04/13 Consolidated Edison Co of New 

York. Inc 126pp 18435 133 24X FI che 30-000, 83/04/1 9, 8303040021 


8303040023 IE Info Notice 83-22. "BUR Bafety/R* 1 lef Valve Failure* " 
8vc lift encl 

JOROAN.E L Division of Emergency Preparednees &■ Engineering 
Respont* (Post 830103) 83/04/22 Consolidated Edison Co. of New 

York. Inc 112pp 10383 089 34X Flche 30-000*. 03/04/22, 6303040023 


8309100379 Forwards IE Imp Repts 90-237/83-08 b 30-249/03-07 on 
830222-29.0301.09 b 14 b notice of violation 

HIND.J A. Division of Radiological b Materials Safety Programs 
83/04/22 REED.C Commonwealth Edison Co 2pp 10377 328 24X 

Flche 90-237.83/04/22,0303100379 


—8309100387 Notice of violation from insp on 830222-25.0301.09 b 14 
HIND.J A Region 3, Office of Director 03/04/22 2pp 
18377 330 24X Flche 90-237.63/04/22,8309100379 


—8309100402 IE ln*p Repts 30-237/83-08 b 90-249/83-07 on 830282-23,0301, 
09 b 14 Noncompllance noted DDT radiation limits eiceedad 
b failure to follow health physics procedures 
PAUL.R A , LOVENDALE.P C , OREOER. L H. Region 3, Office of 
Director 83/04/21 I2pp 10377 332 24X Flche 90-237,83/04/22, 

8303100379 


— 8303100416 IE Waste Packaging Insp Rept 13000046/83-03 on 830216 
Noncompllanc* noted dot* rat* of 3 mrem/h existed In truck 
cab. 

THOMAS, R D , BOOK, H E Region 9, Office of Otrector EL8EN. M J 
Washington, State of 63/02/28 4pp 18377 344. 24X 

Flche 90-237.63/04/22,8309100379 


6303040023 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list encl 

JOROAN.E, L Division of Emergency Preparedness b Engineering 
Response (Pott 630103) 83/04/23, Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flche 50-000. 83/04/29. 0303040023 


8303020100 Ack receipt of 830330 ltr informing NRC of steps taken to 
correct violations noted in lE Imp Rept* 90-010/83-03. 

90-237/83-08 b 30-249/83-04 

SHAFER. U D Regions, Office of Director 83/04/29 REED.C. 

Commonwealth Edison Co. ip 18278 243 24X Flche 90-010.83/04/29, 

8309020100. 
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B30SOaOlO& R»tpand» ta NRC B30304 Itr re vioUtlons noted in IE In»p 
^0-010/33-09, SO -a37/B3-03 «< 90-249/B3-04 Corrective 
actions Amend 71 reissued It Incorporated into Tech Specs 
cADDAn*^ t*"Pt mill audit accounting U follouup igs 

FARRAB, D L Camtno rnuoa 1 th Edison Co 83/03/30 KEPPLER, J 0 
Of Director 3pp 1827B 244 24)( 

Plena OQ-Olo, 33/0 4/3 g, g3ggQ2a too 


09120440 Furuarda IE Insp Rapt 90-237/83-03 on 830111-0324 1. notice 
of violation 

tlTTLCiH S Region 3. Office of Director 83/04/23 REED. C 
Co/W«oniifaaltn Edison Co. 2pp 18431 051 247 Flcho 50-237,03/04/29, 

0309120440 


0309120444 Notice of violation from Insp on 830111-0324 
‘-•TrUEfU 3 Raglon 3. Office of Director 83/04/25 Ip 
18431 073 24 K Ftcha 50-237,83/04/29.8309120440 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Reconmindatloni for Oaneral Emarganeies '* 8vc list end 
JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co. of Neu 

Yort, Inc 119pp 18441 001 24X Flche 90-000.83/09/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
De r armat Ion " Sve list enc 1 

JORDAN, E.L Division of Emergency Preparedness 4i Englnesrlng 
Reiponfc (Post 8301031 B3/09/0& Consolidated Edison Co of Neu 

Yort, Inc 119pp 18923 348. 34X Flche 90-000,83/03/06,8303040033 


8303040034 IE Info Notice 63-30, ''Misapplication of Oenerlc Emergency 
Operating Procedures lEOPI Ouldellnei '' Sve list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 83/09/11 Consolidated Edison Co of Neu 

York, Inc 114pp. 18924-003 24X Flche 90-000,83/09/11,8303040034. 


8309120449 IE Insp Rept 50-237/83-03 on 830111-0324 Noncamp I lance 
noted failure to control recirculation riser pipe ueld rod 
atude, unused rod i, unused rolls of E306I--16 stainless steel 
wire 

KEV,W vl, , OANIELSQN.D H Region 3, Office of Director 83/04/21 
llpp 18431:094 24X Flche 90-237,83/04/29,8303120440. 


8309200421 Advises that util response to 820714 confirmatory action Itr 
ra IE Bulletin 79-14, piping analysts to restore hot shutdoun 
path, piping ays to F8AR raqulremants by 830219, acc aptah Is. 

8PE0SARD, R L Dlvtelon of Enginaarlng 83/09/18 REED, C 
Comnonuaalth Edison Co. 2pp 18917 116. 247 Flche. 90-000, 83/09/18, 

8309200421 


03040026 IE Info Notice 83-24, "Loose Parts In Secondary aide of 
Steam (Generators at PHRs " Bve list end 

JORDAN, E t. Division of Erasrgency Preparedness I, Engineering 
Retponss (Post B30103) 83/04/28 Consalldated Edison Co of Neu 

Yort, Inc. I19pp. 18392 047 247 Flcho 90-000. Q3/04/Z8i 8303040026 


103040027 IE Info Nottca 83-29, "Standby Oes Treatment Bys Heater KIgh 
Temp Trip Setpoint Adjuitnent " 8vc list end. 

JORDAN, E t. Division of Emergency Preparedness 2« Engineering 
Response IPost B30103). 83/04/28 Conso I Ida ted Edison Co of Neu 

York, Inc tiapp 18382.169. 24X Flche SO-OOO, 93/04/28, B303040027 


109060441 Confirms plans to. meat u/utll on 830909 In Olen Ellyn, IL 
to discuss status of actions taken re 830317 confirmatory 
action Itr concarnlng mnin steam line snubbers 

NORELIlJSrC e Division of Projsct li Resident Programs 03/04/20 
REEDiC Cojnmonuaai th Edison Co ip 18343,147 24X 

Flche: 90-237, 93/04/29, 8309060441 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program." 
Bve list end 

JORDAN, E.L. Division of Emergency Preparednsss li Enginaarlng 
Response (Post 830103). 83/09/19 Consolidated Edison Co of Nsu 

York, Inc 114pp. 18697.009. 24X Flche' 90-000, 83/09/19, 8303040040 


8305290377 Forwards "OE-NEBS Electrical Panstration Assembly 
Qua Itf tcatlon Program," Vols 1 (, 2 to "Rasponst to IE 
Dullatln 79-OlB Quad Cities Nuclear Power Station Units 1 1< 

2" It Vols 1 4( 2 to "Response to IE Bulletin 79-018 . " 

RYBAK, 8 Commonwealth Edison Co 83/09/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Diroctor 2, 118pp 18978 001 24X 

Flche: 90-000, 83/09/19,, 8309290377 


— 0309290393 "OE-NEBS Electrical Penetration Assembly Qualification 
Program " 

« Bachtal Corp. 93/09/19. 396pp 18978.179 24X 

Flche 50-0OD, 83/09/19, 8309290377. 


0910D092 Provides status of safs shutdown path support installation, 

par IE Bulletin 79-14 << util 830416 commitment Rtmalnlng 

accaiilbln hangar tt four Inaccessible hangers will be 

complfted by mid— flay ii during Fall 1983 outage, respect Ively 

RYBAK. 8 Comnonuiaaith Edison Co 83/04/28 KEPPLERrJ 0 Region 3, 

Office of Director 2pp 18377 218 24X Flche 90-237,83/04/28. 

8309100092 


109030336 Discusses IE Fmargtncy Preparedness Insp Repts 90-010/83-01, 
90-237/83-01 & 30-249/83-01 on 830208 & forwards notlca af 
def tc lane Its 

PAPER lELLO.C J Region 3, Office of Director 83/04/29 REED, C, 
Commonwealth Edlann Co 2pp 18297 137. 24X Fiche 90-010,83/04/29, 

8309030336 


'8309030348 Notice of deficiencies from Insp on 830103-07 Public Info 
brochures not distributed from Apr 1981 - Dec 1902 6 
emirgcncy action levels not revieutif w/state 6 l(»cal govt 
since 810401 

a Region 3, Cfflca of Director 83/04/27 2pp 18297 137 24X 

Flche' 90-010, 83/04/29. 0309030336 


I0304002B lE Info Notice 03-26, "Failure of Safety /Ret te f Valve 
Discharge Ulna Vacuum fireakari " 8vc list end 
JORDAN, E. L. Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031. 83/09/03 Consolidated Edison Co. of Neu 

York, Inc 122pp. 10441 170 24X Flche 90-000.83/09/03, 8303040028 


309100181 Ack receipt of 030411 Itr informing NRC of steps taken to 
correct violations noted In IE Imp Ripts 90-010/82-17, 

90-237/02-24 4< 90-249/82-24 

SHAFER, U D, Region 3. Office of Director 83/09/03 REED,C 
Coamonueal th Edison Co. ip, 18374 Sis 24X Ficha 90-010,83/09/03, 
8309100181. 


-8309100190 Responds to NRC 830311 Itr re def Ic line les noted In IE Insp 
Repts 00-010/02-17,90-237/82-24 & 90-249/82-24 Corrective 
actions written agreement, EPIP200-1 1 re PfIF for Unite 2 6 3 
between Corps of Englnieri 6 util tp be revised 

RYBAK, P Commonwealth Edisen Co 83/04/11 KEPPLER, J 0 Region 
3, Office of Director 4pp 10374 319 24X Flche 30-0)0, 

93/03/03, 8309100181. 


303040030 TB Info Notice 83-27, "Operational Response to Eventi 
Concerning Dellberata Acts Directed Against Plant 
Eiiulpmant " 8vc list incl, 

JORDANiE.U. Olvlelon of Emergency Preparedness 6 Engineering 
Reiponse (Poet 630103). 83/03/04 Consollditad Edison Co, of New 

’Verb, Inc 112pp. 18382.202 24X Flche 90-000, 83/05/04, 8303040030, 


—0309290399 Rev 2 to Vols i U 2 bo "Environ Qualification of Electrical 
Equipment, Dresden Nuclear Power Station Unit 2 " 

* Bechtel Carp 83/03/31. 4i6pp 18379 171. 84X 

FIcha; 30-000, 83/09/19, 83092S0377 


— 8309230407 Rev 2 to Vols t b 2 to "Response to IE Bulletin 79-OiB for 
Dresden Nuclear Pousr Station Unit 3 " 

» Bechtel Carp 83/09/31 a87pp. 18980.226 24X 

Flche. 30-000, 83/03/19, 8309290377 


— 0303290413 Riv 2 to Vols 1-3 to "Response to lE Bulletin 79-01B,auad 
Cities Nuclear Power Station Unite 162" 
a Bechtel Corp. 83/03/31 7B6pp. 18381:293 84X 

Flche' 90-000, 83/03/19, 8303230377 


8305270399 Notifies that work to be performed on mesonry wells, per IE 
Bulletin 60-11, "Masonry Nall Design," wilt be completed on 
830719, Thirty masonry walls required mods 

RYBAK.fi Commonwealth Edison Co. 83/09/23 KEPPLER, J O Rsglon 3, 
Office of Director Ip 10642.339 24X Flche' 90-237, 83/09/23, 

8309270399. 


6305310113 Ack receipt of 630919 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-237/83-03, 

LITTLEtU 6 Raglan 3, Office of Director 03/09/24 REED, C. 
Commonwealth Edison Co. Ip. 16696:070. 24X Flche 90-237,83/03/24, 

B30S310I13. 


— 03033101 17 Responds to NRC 630429 Itr rs violations noted in IE Insp 
Kept 30-237/83-03 Corrective actions; uncontroi led welding 
metis disposed of tc personnel instructed re control of 
welding metis 

FARRARiD.U Commonwealth Edison Co 83/09/19. KEPPLER, JO 
Rsglon 3, Office of Director. 2pp. 18698.071 24X 

Flche 30-237, 63/09/24, 0309310113. 


0303040046 IE Info Notice 83-33, "Nonrapr esentativa Sampling of 
Contamlnabad Oil." Sve list enc I 

JORDAN, E L Division of Emergency Praparadnass It Engineering 
Rssponss (Post 830103), 63/09/26. Consolidated Edison Co. of Neu 

York, Inc 114pp, 18647 007 24X Flche . 50-000, 83/03/26, 8303040046 
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fi periodic operating reports & related correspondence 


6309130197 Forwards monthly operating rept for Apr 1963 

BCOTTi D J Commonwealth Edison Co 83/09/02 Director's Officei 
Office of Inspection and Enforcement Ip 13440 090 24X 

Flch# 90-237.63/09/02.0300130197 


—6309130202 Monthly operating rept for Apr 1963 

6CHRQEDER. B A Commonwealth Edison Co 83/09/02 IBpp 
18440 091 24X Flche 90-237,63/09/02,8309130197 


B Reportable occurrences. LERs t< related correspondence 


3309830973 Forwards engineering evaluation rept, "Cracks t. Leaks in 
Bmall Diameter Piping " 

BROWMi E \} Reactor Operations Analysis Branch 83/04/19 
e&YFRIT.K V Reactor Operations Analysis Branch Ip 16941 348 
84X Flche 90-000,63/04/19,0309230973 


— 8309230619 "Cracks 1. Leaks In Small Diameter Piping.'* engineering 
evaluation rapt Bmall pipe teaks associated u/unanticlpeted 
vibration problems require addl supports or rerouting of 
piping 

BROUN. E J. Reactor Operations Analysis Branch. 63/04/19 9pp 
16941 343 24X Flche 30-000.63/04/19.8309230973 


6309060911 Forwards updated LER BS-OOS/OIX-l 

SCOTT. D J Commonwealth Edison Co 63/04/29 KEPPLER.d 0 Region 
3. Office of Director Ip 18348 083 24X Flche 90-237,83/04/29. 

6309060911 


"6309060917 Updated LER 63-006/01X-i on 8301 13. during inserviee Inep of 
recirculation p Iplng. re jac tab le Indications discovered In 
10 circumferential welds Caused by Intergranular strass 
corrosion cracking Welds will be siamined at mid-cycle 
HVLKA, R Commonwealth Edison Co 63/04/29 Region 3. Office of 
Director 12pp 16348 064 24X Flche 90-237.63/04/29,8309060911 


6309060416 Forwards LER 63-024/03L-0 

SCOTT. 0 J Commonwealth Edison Co 83/04/26 KEPPLER. J 0 Region 
3. Office of Director Ip 18343 190 24X Flche 90-237,83/04/26. 

6309060416 


— 6309060422 LER 83-024 /03L-0. on 830403. while performing core spray 
operability teat, valve tiO 1402-4A failed to open Caused by 
burned out motor Motor replaced 

ANANDAPPA. A Commonwealth Edison Co 83/04/26 Region 3, 
Office of Director. 2pp 19343 191 84X Fiche, 90-237, 03/04/26. 

6309060416 


6309060990 Forward! LER B3-082/03L-0 

8CDTT, D J Commonwealth Edison Co, a3/04/2> KEPPLER. J. 0, Region 
3, Office of Director. Ip. 18349 011 24X Flche 90-237, 63/04/27. 

6309060990. 


"8309060999 LER 63-022/03L-0. on 630403, during refuel outage, no position 
indication found for core spray injection valve HO 1402-23B 
Waive would not open Caused by one phase of breaker tripping 
before design overload reached. 

ANANOAPPA.A Commonwealth Edison Co 63/04/27 Region 3. 

Off tee of Director 2pp 16349 012 24X Flche 90-237,63/04/27, 

6309060990 


6309060603 Forwards LER 83-083/03L-0 

SCOTT. D J Commonwealth Edison Co. 63/04/27 KEPPLER, J 0. Region 
3, Office of Director Ip. 16348 247 24X Fiche 90-237.83/04/27, 

8309060603 


—8305060611 LER 83-023/03L-0* on 830406, during surveillance of component 
cooling eve water vault floor drain (DOS 4400-1 )> condensate 
pump room flood switch actuated fc drain valve AO-2-4999-74 
failed to dole. Cause undetermined, Investigation underway 
COVLE, L. M Commonwealth Edison Co. 83/04/27 Region 3. Office 
of Olrector. 2pp 16346 248. 24X Flche 90-237,63/04/27, 

8309060603. 


8309060486 Forwards LER 63-029/0tT-0 

SCOTT, D.J. Commonwealth Edison Co 63/04/29 KEPPLER.J.O. Region 
3, Office of Director, Ip 10348 149 84X Flche 90-237.83/04/29, 

8309060486 


—8309060492 LER 83-029/017-0* on 030418. air leaks found at actuating arms 
for ilk torus-to-drywel 1 vacuum breakers Caused by failure 
of vacuum breaker actuating arm seals All seals replacad w/ 

Improved design. No further leakage problems observed 

WHALEN, R.J Commonwealth Edison Co 83/04/29 Region 3. Office 

of Director 4pp 18348*190 24X Flche 90-237.83/04/29, 

8309060466 


8309170134 Forwards LER a3-033/03L-0 

SCOTT.D J Commonwealth Edison Co 83/09/04 KEPPLER.J 0 Region 
3, Office of Director 2pp 18466 267 24X Flche 50-237,63/05/04, 
3303170134 


— 0309170140 LER 03-O25/O3L-O on 830409, reactor bldg fuel pool channel A 
high radiation alarm ac t ivat ed, caus Ing reactor bldg vent sys 
to trip Caused by burned out relay coll Relay coil replaced 
MERRITT, 8 Commonwealth Edison Co 83/05/04 Region 3, Office 
of Director Ip 18466 269 24X Flche 50-237,83/03/04. 

8309170134 


8305240202 Updated LER eS-Oll/OlX-l on 830203, NOT performed on new 
fillet weld Crack found between torus shell 6 ring girder 
separating bays 869 Cause not determined Flaw removed by 
grinding t, filled w/hydrogen electrode deposit W/B30SO4 Itr 
TANOWEE, D , SCOTT, D U Commonwealth Edison Co 83/09/04 
KEPPLER. J 0 Region 3, Office of Director 4pp 16948 027 24X 

Flche 50-237,63/05/04,6309240202 


8303170199 Forwards LER B3-027/03L-0 

SCOTT.D J Commonwealth Edison Co 83/05/09 KEPPLER.J 0 Region 
3, Office of Director 8pp 10466 294 24X Flche 50-237,83/09/05, 
8309170199 


— 0309170163 LER 03-O27/O3L-O on 830408, tf Ur I ng valve Insp, grease 
discovered on stats t, discs Caused by maint procedures not 
prohibiting personnel placing grease on seat 6 disc Crease 
removed, valves repaired 6 procedures will be revised 
STACHNIAK.R Commonweal th Ed 1 son Co 63/09/09 Regions. 
Office of Director 3pp 18466 296 24X Flche 90-237,83/09/09. 

8309170199 


8303240207 LER B3-026/03L-0 on 830412, dur Ing refueling outag e. snubber 
92 failed during test rei^ulrsd to return snubber to store 
room Cause unknown Investigation underway W/830910 Itr 
RHEE.S , SCOTT.D J Commonwealth Edison Co 83/03/10 KEPPLER, U 0 
Region 3, Office of Director 3pp 18948 016 847 

Flche 90-237,03/09/10,0309240207 


0309240494 LER 83-028/03L-0 on 830417. dur Ing refue 1 Ing, Channel H fuel 
pool radiation monitor dountcala alarm received Alarm could 
not be reset Caused by burned out coll In relay 1709-108 
Relay replaced u/spare W/030910 Itr 

MERRITT, 8 . SCOTT.D U Commonwealth Edison Co 83/09/10 
KEPPLER.J 0 Region 3, Office of Director Spp 10971 176 24X 

Flch# 90-237,03/09/10,8309240494 


8309240339 LER 63-030/03L-0 on 630421, 24- volt low voltage power supply 
fell ed, causing channel A Isolation condenior vent monitor, 
reactor bldg vent 6 fuel pool area radiation monitor to move 
downscale Caused by bad voltage regulator W/630511 itr 
HERRITT.S . SCOTT.D J Commonwealth Edison Co. 83/09/11 
KEPPLER.J 0 Region 3, Office of Director 3pp 18974 062 24X 

Flche 90-237,03/09/11,0309240339 


8309200299 Forwards 7-day evaluak Ion. out-of-plant test results action 
plan re mein steam line snubber failures Investigation of 
clamp interference 6 postlblllty of thermal growth 
cont Inulng 

RYBAK, D Commonwealth Edison Co 83/09/13 KEPPLER.J 0 Region 3, 
Office of Director 3pp 18916 324 24X Flche 90-237.03/09/13, 

8309200299 


—8309200301 ''Oresden-2 Mein Bteam Monitoring Procedure 7-Day Data 
Evaluation *' 

* Sargent 6 Lundy, Inc EMD-043449 83/09/09 40pp 16916 327 

24X Flche 90-237,63/09/13,6309200299 


"6309200307 "Preliminary Test Rept on Dynamic Testing of Dresden 2 
Mechanical Pipe Snubbers " 

NOTHELFER, T , PLUMMER. M C NUTECH Engineers. Inc * Commonwealth 
Edison Co C0MO86 0011 0007 83/09/11 ISpp 18917 004 24X 

Fi Che. 90-237. 83/09/13. 8309200299 


8309310182 LER 63-032/03L-0 on 830429, dur ing unit startup, reactor water 
sample not pulled every 4 h per Tech Spec requirements 
Caused by leek of communication between technicians during 
shift change 6 failure to use flashing sign. U/B309t7 Itr 
TURNOUEST.L , SCOTT.D J Commonwealth Edison Co 83/09/17 

KEPPLER, J 0. Regions, Office of Director 3pp 18698.168 24X 

Flche 90-237.83/09/17,6309310182 


8309310149 LER 83-033/03L-0 on 830426, dur Ing testing of MSIV ID «< 20. 
half scram occurred on reactor protection sys. Caused by 
failure of scram interlock contact of limit switch to 
reset after valve IB tested Switch adjusted U/630Sia Itr 
BEVERLY. K . SCOTT.D J Commonwealth Edison Co 83/09/16 
KEPPLER.J a. Region 3, Office of Director 3pp. 18699 141 24X 

Flche 90-237.63/09/18,8309310149 
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eaOSSlOlAS LER BS-O^l/OaU-O on a30306, cal Itr of (jp^uell pressure sultth 
OIS lSOO-4. relay ISaO-Sf? failed to piek up when pressure 
• uttch 1301-f»30 functionally tested Caused by loose 
connection In wiring circoitri; W/830520 Itr 
CHRISTEL. Q t SCOTT ■ 0 J Cometonwea 1 tti Edison Co S3/0S/l<f 

KSPPLEfttJ 0 Region 3i Office of Director 3pp iSiSB 387 24X 

Flelie 30~237. 83/09719,6305310163 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8303130290 Summary of 26Bth ACR8 meetings on 820812-14 in 
ilashingtani DC 

• ACR8 - Advisory Committee on Reactor Safeguards 83/03/03 
ACRS - Advisory Committee on Reactor Safeguards S29pp 1Q43B 22S 
24X Flehe 90'000i 83/OS/03i 8303130290 


6305310138 LER a3'03a/03L-0 on 830503, average power range monitor 
lAPRH) 4 flow biased rod bloet setpoint found in ejicess of 
Tech Spec limit Caused by instrument drift APBH 4 adjusted 
per Procedure DIS-700-6 H/B3O320 Itr 

BEVERLV, K P , SCOTT, D 0 Commonwealth Edison Co 83/03/20 

llEPPl.Eft,J C Region 3, Office of Director Opp 16631 224 24X 

Flche 90-237,83/03/20,8303310138 


DOCKET 90-23a MUCUEAR SHIP SAVANNAH 


R Periodic operating reports (< related correspondence 


9303060377 Forwardi semiannual survey rapts for 820317-18 & 0916, per 
Amend 10 to License NS-l Info contains TLD monitoring badge 
tocat tons, direct radiation survey, contamination survey 
results (< environ sample analysis rept 

OOBRRY,a E South Carolina, State of 63/02/26 WRC - No 
Detailed Affiliation Given 3pp 18347 297 24X 

Fiche 90-338,83/02/28.8305060977 


— 8303060362 '‘Semiannual Survey Rept " 

• South Ceroltne, State of 82/03/18 I4pp tB347 260 24X 

Flche 90-238.83/02/28.8303060377 


—8303060386 "Semiannual Burvey Rept " 

« South Carolina. State of 82/09/16 9pp 16347,274 24)( 

Flche 30-238,83/02/28.8303060577 


—8303060613 "Procedure for Tee ting Controlled Radiation Area Intrusion 
Alarm ■■ 

NALSRUP.U South Carolina, State of 82/12/02 9pp iG347-2B3 
24X Flche 50-238,83/02/28,6303060377 


DOCKET 80-244 ROBERT EMMET OINNA NUCLEAR PLANT. UNIT t 


P Operating license stage documents & correspondence 


8309030021 Forwards "Structural Reanalysis Program for RE Oinna Nuclear 
Power Plant, " per SEP Topics 11-2 A, II!-2, U 1-4 A & III-7 B 
Final design expected to require 18-24 months Final 
Installation expected to require 2 to 2-1/2 yrs 

KAfER,^; E Rochester Oas & Electric Corp 83/04/22 CRUTCHFIELD, D 
Operating Reactors Branch 3. 2pp 18300 128 24X 

Ficbe 90-244,83/04/22,8309030021 


"S309030O24 "Structural Reanaigsii Program for RE Oinna Nuclear Power 
Plant " 

e Rochester Oas & Electric Corp 83/04/22 3Bpp 18300' 130 
24X Flche 30-244.83/04/22,8303030021 


8303030332 Submits addl info re proposed tubesheet sleeve design, per 
request Info addresses Insp ec tab 1 1 i ty, pul lout tt corrosion 
potential Fifty tubesheet sleeves will be installed during 
present refueling outage, per 830420 Itr. 

MAIER. J E Rochester Oae t< Electric Corp 83/04/26 CRUTCHFIELD, D. 

Operating Reactors Branch S 3pp IB297 099 24X 

Flche 30-344,83/04/26,8303030332 


8303020060 Forwards info re blacking of safety injection ilgnel during 
cooldown beaed on review of PURs using improper procedure 
Response requested within 30 days 

CRUTCHFIELD, 0 Operating Reactors Drench 3 83/04/26 MAIER, U E. 

Rochester Oas it Electric Corp 4pp 1827? 102 24X 

Ftehe 30-244,83/04/28.8303020060 


B303020499 Approves ins ta 1 la t i ois of containment closure device to 
provide containment leolatlon barrier during rsfueting 
activities per 830218 Itr 

CRUTCHFIELD, D Operating Reactors Branch 3 63/04/29 MAIER, U E. 

Roehettar Bae tc Electric Corp 2pp 18282 296 24X 

Ftehe 30-244,63/04/20,6303020499 


F. Security, medical, emergency & fire protection plant 


8304270278 Requests that Rev 8 to security plan be modified to 
incorporate commitments re frequency of alarm station 
emergency power annunciator sys tests Resubmittal within 30 
days raquisted 

ALLAN, J M Region I, Office of Director 63/04/21 MAIER.U E 
Rochester Oas it Electric Corp 3pp 16232 287 24X 

Flche 30-244. B3/04/2£, 9304270270 


8305110034 Beneric Ltr 83-21 to all licensees of operettng reactore, 
applicants for CLs I, holders of CPi re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT.DO. Oivlilon of Licensing 83/03/11 Consolidated 
Edison Co ef New York, Inc 16pp 18340 099 24X 

Fiche 80-000,63/03/11,6309110034 


8303160361 Notification of 830516 meeting w/Hes t Inghouse in Oethesda. MD 
to discuss NRC review of safety parameter display sys for 
emergsney response facility design & V 1, V process. 

DICKtO.F Operating Raactors Branch 3 83/09/16 CRUTCHFIELD. D 

Operating Reactors Branch 9 3pp 18489 223 24X 

Flche: 90-244, 83/03/16, 8303180361 


6305060271 Forwards "Containment Vessel Evaluation of Dome Liner 1, 
Studs," re SEP Topic 11 1-7. D, "Load Combinations 
(Containment Liner Analysis) " 

MAIER. U E Rochester Oei t< Electric Corp 83/04/26 CRUTCHFIELD, D. 

Operating Reactors Branch 9 ip. 16344 332 24X 

Flche 30-244.83/04/23,8303060271 


—8303060277 "Containment Vessel Evaluation of Dome Liner L Studs " 
FULTON. J F , HERR, J C , CHEN, C <71 Iber t/Commonwia! th Cos, 

83/04/13 51pp 18344 333 24X Flche 30-244,83/04/26,8303060271. 


8303060404 Forwards list of safety-related masonry walls per SEP Topics 
II-2 A, 111-2,111-4 A L Itl-7 B, "atructural Reanalysis 
Program - Dlock Halls 

KAtER.JE Rochester Oas 8, Electric Corp. 83/04/28 CRUTCHFIELD, D. 

Operating Reactors Branch 9 3pp 16343 187 24X 

Ftehe 90-244, 83/04/28, 8303060404 


8303020493 Generic Ltr 83-19 to all power reactor L testing licensees 
re new procedures for providing public notice concerning 
liauance of amende to OLs 6vc list end 

EIBENHUr.O B. Division of Licensing 83/09/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

Flche 90-000.83/03/02,8303020433 


8309310219 Forwards revised Page 3, 6, mod I f ylng Rev 18 to security plan 
re tasting frequency of emergency power annuncletion lye 
Page withheld (ref 10CFR73 211. 

HAIER,V E Rochester Qas «, Electric Corp 83/09/19 ALLAN, J M 
Region t, Office of Director Ip 18696 146 24X 

Flche* 90-244, 83/09/ 1 9, 0309310216 


8309270077 Advises thet NUfiEO-0737. I tsm III A 2 1. "Emsrgsney 
PreparednsssjVpgrarie Emergency Plans to App ErlOCPRSO, " 
complete 

CRUTCHFIELD, D Operating Raeetori Branch 5 83/09/23, MAlER, J £ 

Rochester Oas L Electric Corp 3pp 16630 133 24X 

Flche: 90-244, 63/03/29, 9303270077 


8303130084 Responds to B Dick ti M tfigdon 820301 teUon r« fuse 
coordination on control circuit for 1 eve 1 c ontrol valve 427 
RA Baker 030413 4, 19 summaries justifying proper fuse 
coordination end 

MAIERrJ E Rochester Oas «< Electric Corp 83/03/02 CRUTCHFIELD, D 
Operating Reactors Branch 8 3pp. 18436’ 266 24X 

Fiche' 30-244, 83/03/02. 8309130084 


—8309130086 "Level Control Valve 427 Fuse Coordination - Oinna Station 
BRICKS, 0 , MANLEY.J Rochester Oas I, Electric Corp 0383-03 
83/04/13. 4pp 18436 269. 24 X Flche 80-844,83/03/02,0309130004 


J. tneurance {, indemnity information 


8309120110 Forwards Endorsement 96 to NELIA Policy NF-t70 t, Endoreement 
72 to KAELU Policy MF-46. 

SINlBljJ M Marsh l< McLennan, Inc 83/09/09 SALTZMAN, J D. 

Aeeietant Director for State (< Licensee Relations 3pp. 10486,237. 
24X Fiche 80-844,93/03/09,8303120110. 


830S0906S9 Oenerie Ltr 83-20 to all operating reactor llcenseef & 
holders of CPi re Integrated scheduling for implementation 
of plant node sve list end 

EtSENHUT.DO Oivislon of Licensing 63/09/0? Consol Idated 
Edison Co of New York, Inc. 16pp 18627 193 24X 

Fiche. 30-000,83/03/09, 830 8090639 
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03OSttO4S6 Notification of B30S12 meeting u/utll in BethesdaitID to 
dltcuK ongoing tteam generator tube sleeving program 
DICK. 0 P Operating Reactors Branch S 03/08/10 CRUTCHFIELD. D 
Operating Reactors Branch 9 Spp 10392 014 S4X 
PlCht 90-244.03/09/10.8309110436 


0309180340 Notification of 630920 meeting u/utll in Bethesda.HD to 
discuss results of tube sleeving Portions of meeting. 

Including discussion of proprietarg Info.uiit be closed 

DICK. 0 F Operating Reactors Branch 9 03/09/17 CRUTCHFIELD. D 

Operating Reactors Branch 9 3pp 1B486 097 24X 

Plche 90-244,03/09/17,0309180340 


0309310009 Responds to 10CFR90 49. "Environ Qualification of Eltctrlcal 
E(iulpment " Status of revieu contained in 021213 SER 
Equipment analgsl a, test, des ign it procurement mag delag 
establishing final environ qualification bg end of 1904 
MAIER. U E Rochester Oas tc Electric Corp 03/09/19 CRUTCHFIELD, 0 
Operating Reactors Branch 9 2pp 10699 074 24X 

Flch#' 90-244, 83/09/19, 0309310009 


0309310129 Foruards Apps A. D> C & D to structural reanalgsis program 
re SEP Topics II-2 A. 1 1 1-2, 1 1 1-4 A (. 111-7 B transmitted bg 
830422 correspondence 

HAIER, U E Rochester Oas «< Electric Corp 03/09/19 CRUTCHFIELD, 0 
Operating Reactors Branch 9 ip 16690 171 24X 

FUha 90-244,83/09/19,0309310129 


"0309310133 App A to structural reanalgsis program, "Evaluation Rept for 
NRC SEP Topics n-2 A, 'Severe Weather Phenomena,' III-2< 

'Wind it Tornado Loading' t< II1-7 0, 'Design Codes, Design 
Criteria it Load Combinations '" 

* Rochastcr Oas t, Electric Corp 63/03/31 69pp 18696 172 
24X Flche 90-244,63/09/19,0309310129 


—8309310141 App B to structural reanalgsis program. "Crlttcalitg 
Analgsls for Spent Fuel Storage Racks “ 

» Pickard, toue t< Oarrlck. Inc 03/03/31 Bpp 10690 297 24X 

Flche 90-244,63/09/19,0309310129 


— 8309310197 App C to structural reanalgsis program, "Utllltg Pole 
Tornado Missile Trajeetorg Analgsls " 

TWtSDALE, L A , DUNNiW L Applied Research Associates, Inc 
83/03/08 23pp 18696.262 24X Flche 90-244,03/09/19,8309310129 


--6309310199 App D to structural rsanalgsls program, "Uniform Load Test 
on Wall Panels" & "Phgsical Testing of Fasteners " 

♦ Pittsburgh Testing Laboratorg 83/03/03 ll2pp 10690 209 
24X Flche. 90-244, 83/09/19, 8309310129 


0309310020 Foruards two overslie drawings to assist In revieu of safetg 
Injection t< auxillarg cooling sgs, in response to NRC 
request Aperture cards art available in PDR 

MAIER.J E Rochester Oai «. Electric Corp 03/09/20 CRUTCHFIELD, D 
Operating Raactors Branch 9 Ip 18699 126 24X 

Flche 90-244, 63/09/20, 8309310020 


8309310232 Submits addl Info re potential effects of flood levels from 
Deer Creek In excess of std project flood, per 0EP Topic 
II-3. S Additional cost of mod to meet PMF unuarranted 
MAIERiJ E, Rochester Oes it Electric Corp. 83/09/20 CRUTCHFIELD, D 
Operating Raactors Branch 9 Spp 16690 084 24X 

Fleht 90-244,03/09/20,6309310232 


0309260237 Summarg of 030912 site masting u/utll re steam ginaratar 
sleeving program Sleeving mods adequate pending formal 
submittal of mod procedures, review of insp results ti stress 
analgsls Next meeting scheduled for 030920 

DICK.O. F Operating Raactors Branch 9 83/09/24 Optratlng 

Raactors Branch 9 llpp 10622*076 24X Flehs 90-244,03/09/24, 

8309260237 


B309270060 Forwards lafstg evaluation of util response to 8ER, 
NUREO-0916. Item 3 re effluent rad loac tivltg monitoring 
egs alarm setpoints t, surveillance requirements. Monitor ing 
sgs acceptable 

CRUTCHFIELD, D Operating Reactors Branch 9 83/09/26 MAIER.J, E. 

Rochastar Oas 1< Elactric Corp 4pp. 10636*333 24X 

Flcha: 90-244, 63/09/26, 6309270060 


—0309270071 Bafatg ivatuatlon supporting licensee corrective actions 
subsequent to 620129 steam generator tube rupture Mein steam 
It air ejector radiation monitoring sgs acceptable 
• Office of Nuclear Reactor Ragolation, Director. 03/09/26 4pp 
18638:337. 24X Flche. 90-244, 83/09/26, 0309270060 


0 Inspection reports, IE Bulletins t, correspondence 


0212060305 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Suscep tlb 1 1 1 tg to Exothermic Chemical Reaction " Svc list 
cnc 1 

TAYLOR, J M Division of Safeguards & Inspection Programs IPost 
630103) 83/03/21 Consolidated Edison Co of Neu York, [nc 

112pp 18300 319 24X Flche 30-000,03/03/31,021206030 9 


8303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator “ 
Svc list enc 1 

JORDAN, E L Division of Emergencg Preparedness I, Engineering 
Respenis <Post 030103) 03/04/19 Consolidated Edison Co of Neu 

York, Inc I26pp 10435 195 24X Flche 90-000,03/04/15,8303040021 


0303040023 IE Info Notice 03-22, "BUR Safetg/RetieF Valve Failures " 
Svc list enc 1 

JORDAN, E L Division of Emergencg Preparedness t, Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc 112pp 10303 089 34X Flche 90-000.03/04/22.0303040033 


0303040025 IE Info Notice 33-23, "Inoperable Containment Atmosphere 
8enslng Sgs " Svc list end 

JORDAN, E L Division of Emergencg Preparedness i< Engineering 
Response (Post 030103) 03/04/25 Conso 1 Ida tod Edison Co of New 

Vork, Inc tl9pp 18381 291 24X Flche 50-000,63/04/29,8303040029 


6309040547 Requests remittance of Class tit fee for Div of Licensing 
approval of 620119 application for rov to Inservice Insp 
program, deleting 29 sleeve limit per steam generator imp 
DIOOB, R M License Fee Management Branch 03/04/27 MAIER, J E 
Rochester Oas t< Electric Corp Ip 18391 231 24X 

Flche 90-244,83/04/27,0309040547 


0309090346 Ac k receipt of 030111 & 0224 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
90-244/02-23 Item C of notice of violation re spent fuel 
storage grid map rescinded 

MARTIN, T T Division of Engineering & Technical Programs 83/04/27 

MAIER.J E Rochester Oas t< Electric Corp 2pp 18337 339 24X 

Flche 90-244,83/04/27,8309090246 


— 0309090240 Responds to NRC 821213 ttr re Item 9 o 3 noted In IE Insp 
Rept 90-244/02-23 Spent fuel storage grid map correctlg 
shows spent fuel assemblg In Location A-17 Reeval ua t ion of 
item requeeted 

MAIER.J E Rochester Oas it Electric Corp 03/02/24 MARTIN, T T 
Division of Engineering b Technical Programs tp 16337 337 24X 

Flche 90-244,03/04/27,8305050246 


0303040026 IE Info Notice 03-24. "Loose Parts in Secondarg Side of 
Steam Generators at PMRs " 8ve list end 

JORDAN, E L Division of Emergencg Preparedness it Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc il9pp 183B2 047 24X Fiche 90-000.03/04/20.8303040026 


0303040027 IE Info Notice 83-29, "Standbg Oas Treatment Sgs Heater High 
Tamp Trip Setpoint Adjustment " Svc list end. 

JORDAN, E L Division of Emergencg Preparedness it Engineering 
Response (Post 830103) 63/04/20 Consol ideted Edison Co. of Neu 

York, Inc llBpp 10382 165 24X Flche 90-000,03/04/26,0303040027 


0303040028 IE Info Notice 03-26, "Failure of 8af e tg/Re 1 ie f Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergencg Preparedness it Engineering 
Response (Post 030103) 03/09/03 Consolidated Edison Co of Neu 

Vork, Inc 122pp 10441 170 24X Flche 90-000,03/09/03,6303040028 


8303040030 IE Info Notice 63-27, "Operational Response to Evants 
Concerning Deliberate Acts Directed Against Plant 
Equipment " avc list end 

JORDAN, E L Division of Emergencg Preparedness ti Engineering 
Response (Post 630103) 03/09/04 Consolidated Edison Co of Neu 

York, Inc 112pp 10382 202 24X Fiche 90-000, 83/09/04,8303040030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Eve list end 
JORDAN, E L Division of Emergencg Preparedness St Engineering 
Response (Post 830103). 03/09/04 Consolidated Edison Co of New 

Yort, Inc llVpp 18441 001 24X Flche 90-000,03/09/04,0303040031 


0309110069 Forwards fee for revieu of application propoiing inserviea 
Insp program rev to delete 29 sleeve limitation per steam 
generator insp, In response to 830427 request 

MAIER,J E Rochester Oas (i Electric Corp 83/09/09 DIOOS, R H 
License Fee Management Branch 2pp 1040? 012 24X 

Flche* 90-244. 83/09/09,8309110063 
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8303040033 IE Info Noti<« 83-29p ”Fuel Dlndlns Cauoed bij Fuel flack 
Daformatlorv " Bvt l(«t enc ! 

JOROANiE t DIvltlon of Emaraencv Proparadnat* b Engineering 
Raaponta (Paat 630103) B3/03/0& CDtuolidaked Edison Co of Mew 

Vorlti Inc H3pp 16323 248 24 1C Fit fit 30-000. 93/09/06. 8303040033 


9303040034 IE Info Matlca 83-30. "Hi tapp 1 1 c ation of Oenorii Emargancg 
Operating Procedures lEQPI Ouldallnas " Svc list enc 1 
JORDAN. E L Division of Eniergencg Preparedness b Engineering 
Rcseonss IPost 830103) 83/05/11 Consolidated Edieon Co of Neu 

York. Inc ll4pp 1B3Z4 003 24X FIchs 30-000.83/05/11.8303040034 


8303290438 Forwards IE Insp flept 30-244/B3-09 on 830301-0407 U notices 
of deviation (. vlotation Enforcement action considered for 
failure to perform ade4uate post-malnt test of containment 
personnel batch 

BTARDSTECKl. R Division of Project b Resident Programs D3/09/12 
MAIER.J E Rochester Oas t. Electric Corp 2pp 18385 214 24* 

Flthe 50-244.83/03/12.8305230438 


— 8303290441 Notice Of violation from Insp on 830301-31 

a Region 1. Office of Director 83/03/12 ip 18583 216 24X 

FI Che 30-244,83/03/12.8303230439 


— 8309290446 No-tlce of deviation from insp on 830301-31 

» Region 1. Office of Director 33/03/12 2pp 10303 217 24)C 

Flche 30-244,83/09/12.8303230438 


— 0303230453 IE Imp Rept 30-244/83-09 on 030301-0407 None niTip Uance 
noted failure to perform post-malnt testing, to perform 
■afetv analysis for proposed mod b to Implement commitments 
re corrective action* for prevlouslg mlssad eurveillance 
ZlhHERHAN.R P . BAONACK. M H ftaglon 1. Office of Director 
KIBTER.H B Division Of Project *■ Resident Progreme 83/04/26 
9pp 183BS 219 24* FIclie 90-244.83/03/13,8303230438 


8309190440 Discusses NDE support to Task Order 3-83. which H Conrad 
rtguasted CV Dodd to undertake rs steam generator eddy 
current insp Evaluation of effectiveness of insp tcclinlRue* 
to Idsntifg Intergranular attack planned 

FRANK.E Materials Engineering Dranch FIN 0-0775-3 B3/09/13 

NCCLUNO. R N Oak Ridge National Laboratorg Ip 18923 168 24X 

Flche 30-244.63/03/13.8303190440 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program * 
Bve list end 

JOROANiE L Division of Energtncg preparedness b Engineering 
Response IPost 830103) 83/03/19 Consolidated Edison Co of Neu 

York. Int Ii4pp 18697 009 24* Fiche 50-000,83/03/19,8303040040 


8309270971 Ack receipt of 830422 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-244/03-03 
BTAR08TECKI. R. Division of Project b Resident Programs 83/03/19 
HATER. J E Rochester Oas fc Electric Corp Ip 18644 393 24* 

Flche 30-244.83/09/19.8303270371 


—8309270978 Responds to NRC 830323 Itr re violations noted in IE Imp 
Rept 30-244/83-03 Corrective actions calculation based on 
isotopic analysis (< monthly releases uilt be performed for 
period since initiation of 0 steam generator leak test. 

HAIER.J E Rochester Oas J. Electric Corp 83/04/22 ALi-AN. J M 
Region 1, Office of Director 3pp 18644 396 24* 

Flche 30-244.63/03/19.8303270371 


8309260237 Summary of D30512 site meeting u/otll re steam generator 
sleeving program Sleeving mods adequate pending formal 
submittal of mod procedures, revleu of insp results ti stress 
analysis Nset meeting scheduled for 330920 

DICK. 0 F Operating Reactors Branch 9 63/03/24 Operating 

Reactors Branch 3 lipp 18622 076 24* Fiche 50-244,83/03/24. 

8305260237 


0303040046 IE Info Notice 83-33. “Nonreprcsentatlve Sampling of 
Contaminated 01) ■■ Sve list end 

JflRDAN.E.L Division Pf Emergency Preparednets 6 Engineering 
Response <Post B30103) 83/05/26 Consolidated Edison Co of Ntu 

York. Inc U4pp 18647 007 24X FI che 30-000, 83/03/26. 8303040046 


ft Pcriodli; operating reports & related correspondence 


8305240910 Forwards "RE Oinna Nuclear power Plant. 1982 Evaluation “ 
BRUNNER. E J Division of Englnttrlng b Technical Programs. 

83/03/06 TAYLOR. J M Division of Safeguards b Inspection Programs 

(Post 830103} CASE, E, 0 Offict of Nuclear Reactor Regulation. 

Director Ip 16971 374 24X Flche 30-244.83/05/06,8303240910. 


--8305240519 "RE Oinna Nuclear Power Plant 1982 Evaluation." conducted 
during wks of 820931 It 0607 

a Institute of Nuclear Power Operations 83/03/06 4Jpp 
18571.273 24K Fi che. 30-244. 83/05/06. 8309240310 


B Reportable occurrences. LERs b related correspondence 


8305230326 CEH B3-O13/O1T-0 results of multi-frequency eddy current 
eiam of steam generator A Inlet It outlet revealed no tubes 
u/lnd icatlons above plugging limit Twenty-three tubes w/ 
Intsrgranu 1 ar attack indications found In generator B 
SNOU. B A Roebeater Oai & Electric Corp 83/04/19 ALLAN, J M 
Region 1. Office of Director ip 18337 341 24* 

Fiche 30-244.83/04/19.8303230526 


6305110318 Forwards LER 03-01 4/03L-0 

MAIER.J E Rochester Da* b Electric Corp 83/04/29 ALLAN, J H 
Region 1. Office of Director Ip 16406 075 24* 

Flche • 30-244, 83/04/23. 03031 10310 


— 8309110328 LER 83-01 4/03L-0 on 830329. during refueling ca 1 1 br, certain 
staam generator level transmitter outputs shifted low by 
2 to 2 9X of span. Caused by Instrument drift Transmitters 
recallbr 

EBOAR. E C Rochester Oas b Electric Corp 83/04/29 Region 1, 
Office of Director Ip 18406 076 24* Fiche 90-244, 83/04/29. 

8309110313 


8303230361 Forwards LER 83-01 9/03L-D 

MAIER.J E Rochester Oas & Electric Corp 83/04/29 ALLAN, J M 
Region 1. Office of Director ip 1833 7 094 24X 

Flche. 30-244, 83/04/29, 8303830361 


—8309230364 LER SS-OIS/OSL-O on 830412. RHR pump manually tripped 
following loss of RHR on hot leg of loop Caused by leak in 
steam genarator A temporary cold leg noiile isolation 
device, allowing air in RCS b RHR suction line 

LARIIZA. 0 F Rochester Oas It Electric Corp 83/04/29 Region 
1, Office of Director 3pp 18337- 093 24* Flche 90-244. 

83/04/29. 8303230361 


8303160114 Forwards LER 0tj-O13/OlT-O 

MAIER.J E Rochaster Oas b Electric Corp 83/03/03 ALLAN. J H. 
Region 1. Office of Director Ip 18430 348 24X 

Flche 30-244.83/05/03,8303160114 


— 8303160119 LER 83-013/01T-0 on 830419.23 tubes in steam generator Inlet 
B showed tube sheet crevice Intergranu I ar attach Indication 
above 40* through wall defect Caused by caustics b/or 
alkaline earth concentrations Tubes sleeved or plugged 
MEYER. T A Rochaeter Oas ti Electric Corp 83/09/03 Region 1, 
Office of Director 3pp. 18490 349 24X Flche 30-244.83/03/03, 

8305160114 


0309190170 Forwards LER B3-016/03L-0 

HAIER.J E Rochester Oas b Electric Corp 03/09/06 ALLAN, J. M 
Region 1. Office of Director Ip. 18902 216 24X 

Flche 30-844.03/03/06.0303190170 


—8303190173 LER a3-016/03L-0. on B3041B. dur Ing me Int, p Inhole leak 
discovered on boric acid transfer ays branch connection off 
boric acid filter out 1 et. Caused by intergranular attack due 
to stress corrosion cracking Piping will be replaced. 

BCHULER.T R Rochaster Oas h Electric Corp 83/09/06 Region 

1. Office of Director 8pp 18908 217 24* Flche 90-244, 

83/03/06. 8309190170 


B303190234 Forwards LER B2-02a/03L-0 

HAIERiJE Rochester Oas & Electric Corp 03/09/06 ALLAN, J M. 
Rsglon 1, Office of Director Ip 18301 313 24X 

Flche* 30-244,03/03/06, B303 190234 


—0303190230 LER B2-023/03L-0 on 821219, while performing nitrogen makeup 
to accumulator L charging RCS ovarpras surl latlon sys 
nitrogen, containment isolation valve AOV-B46 opened t< closed 
sluggishly Caused by (natl in plug Seat replaced 

BCHULER. T. R Rochester Oas b Electric Corp 83/09/06 Region 
1. Office Df Director 2pp 18301 316 S}4X Flche 90-244, 

83/03/06. 83031 90834 


0303230492 Forwards LER a3-0I2/03L-l 

HAIER.J E Rochester Oat b Electric corp 03/09/06. ALLAN, J. M 
Region 1, Office of Director tp 19337 349. 84X 

Flche 30-244,03/03/06,8303230432 


— 8303230490 LER a3~012/03L-l on 830323, tnd Ivldual doors for personnel 
hatch had higher leak rate than allowed Caused by Incorrect 
malnt procedure on B21D07 requiring only door teal leak 
testing Procedure revised. Other procedures reviewed 
SPECTOR, S M Ro-chester Oas h Electric Corp 03/09/06 Region 
1, Office of Director 23pp 18937.390 24* 

Flche. 50-844, 83/03/06. 8309230432. 
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DOCKET 30-849 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F a»eorltv< medical, emerjenci; fc fire protection plans 


8309040022 Releases public version of revised eraerjency plan 
implementing procedures 

PELTON, J M Division of Roles and Records 03/04/29 Document 
Management Branch ip 1B330 069 24X Plche 90-249,03/04/29, 

0309040022 


8309040034 Forwards public version of revised emergency plan 

implementing procedures, inc lod ing Procedures EPIP 4214 re 
Unit 1 reactor coolant t< liquid waste post-accident sampling 
EPIP 4222 re Unit 2 core damage estimate 
COUNSlLrW 0 Northeest Nuclear Energy Co (subs of Northeast 
Utilities) 03/04/12 EiaENHUT,D 0 Division of Licensing 2pp 
10330:066 24X Flche 90-249,83/04/29,8309040022 


—8309040039 Public version of revised emergency plan Implementing 
procedures, includ ing Procedures EPIP 4214 re Unit 1 reactor 
coolant t< liquid waste post-accident sampling t, EPIP 4222 re 
Unit 2 core damage estimate 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/03/31 SOOpp 18330' 060 24X Flche 90-249,83/04/29, 

8303040028 


8303110034 Oenerle Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs «< holders of CPs re c lar 1 f Uetlon of 
access to control procedures for law enforcement visits 
8vc list and 

E18ENHUT, D 0 Division of Licensing 03/09/11 Consolidated 
Edison CO of New York, Inc l^PP 18340 093 24X 

Flche 30-000,03/09/11.8303110034 


P Operating license stage documents t, correspondence 


S309240249 FOIA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
(NUnE0/cn-l639i Vols 1-4) it Inter im Rel lab 1 1 1 ty Evaluation 
Program (NURE0/Cfi-29ig. 2787 t, 2002) 

SHOLLY, 3 C Union of Concerned Scientists 83/03/11 FELTON, J M 
Division of Rules and Records Ip 18993 173 24X 

Flche 90-000, 03/03/11, 0309240249 


8309230616 Forwards info In response to 830208 ltr requesting backfit 
cost data for operating nuclear units Cost categoriied 
according to NRC imposed, THI 6 non-TMI bac kf i ts, ut 1 1- 
initiated t, hybrid backflts 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co C0UN8TL,W 0 
Northeast Nuclear Energy Co (subs of Northeast UtltiCles) 

COUNBIL, W 0 Northeast Utilities 83/03/21 TOURTELLOTTE. J 
Regulatory Reform Task Force 29pp 18343 038 24)( 

Flche 90-000,83/03/21,8305230616 


0303240294 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application & 

Interim Reliability Evaluation Program repts Forwards 

App A documents Search for addl documents In progress 

PELTON, J M Division of Rules and Records 83/03/31 SHOLLY.S C 

Union of Concerned Scientists 2pp 10393 179 241C 

Flche 30-000,83/03/31.8305240294 


8309230720 Forwards list of utils responding ta requests for cost 
figures on backflttlng 

TQURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLADINO.NJ Commissioners 2pp 19942 272 24X 

Flche 90-000,03/04/11,8309230720 


B3091BOS93 Author I l*s refund for review of 021230 L 030400 requests 
from revised schedule for conducting emergency eiercise 
MILLER, W O License Fee Management Branch 03/09/ li COUNSIL, H 0 
Northeait Nuclear Energy Co (subs of Northeast Utilities) Ip 
18506.030 24X Flche 30-000,83/03/11,0303100033 


8303160022 Advises that onsite t< offsite emergency preparedness 
adequate 6 emergency plans upgraded per NURE0“0737i Item 
III A 2 1 Item complete 

CRUTCHFIELD, D Operating Raactors Branch 9 83/09/13 COUNSIL, W 0 

Connactlcut Yankee Atomic Power Co COUNSIL, W 0 Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 4pp 18492’349 24X 

Flche 90-000.93/09/13,8309160022 


6309230323 Forwards emergency procedures generation package containing 
procedure guldel Ines, wrl ters guide & training program in 
reeponta to NURBO-0737, Supp 1 I ((Jenerle Ltr 82-33), 

"Raqulramanti for Emergency Response Capability “ 

COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeest 
Utilities) C0UN8IL,M(J Northeast Utilities 83/09/13 
CRUTChFIELD, D. Operating Reactors Branch 9 Ip 18930 264 24X 

Flche 30-249,83/09/13,8309230323 


8309160188 Adviasi that action required by 630126 Amends 88,91 b 80 to 
Licenses DPR-21, DPR-61 6 DPR-65, respect 1 voly b Oenerle Ltr 
83-07 comp ) ete, based on util negotiations u/DOE re disposal 
of high level waste or spent nuclear fuel 

CLARK., R A Operating Reactors Branch 3 03/04/20 COUNSIL, U O 

Connecticut Yankee Atomic Power Co 2pp 10462 339 24X 

Flche 90-000,83/04/20,0309160108 


8309030620 Forwards addl Info re containment leak rate continuous 
moni terlng, in response to NRC 630121 request N/4 overslie 
drawings h 7 aperture cards Aperture cards are available in 
FDR 

CQUNSIL.W 0 Northeast Nuclear Energy Co (tubs of Northeast 
Utilities) COUNSIL.W 0 Northeast Utilities 03/04/26 
CRUTCHFIELD, 0 Operating Reactors Branch 9, 3pp 18302 327 24X 

Flche 90-249,63/04/26,0309030620 


”0303030624 Rev 1 to 8P 639 1, "Primary Containment Nitrogen Make-up 1, 
Usage '* 

aHINE.C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) SHINB.C Northeast Utu Itles 70/03/00 3pp 
18302 332 24X Ficite 90-243,63/04/26,8303030620 


—9309230330 “Emergency Procedure Guidelines " 

e Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/03/13, 33pp 18930 269 24X Flche 30-249,83/09/13,8309230323 


— 83OSO30628 Rev 13 to OP 311, "Containment 3ys " 

MCCOLLUM, W Northeast Nuclear Energy Co (subs of Northeast 
Utilities). MCCOLLUM, W Northeast Utilities 82/12/09 20pp 
18302 333 24X Flche; 90-249, 03/04/26, 6309030620 


—8303830338 Rev 26 to ACP-OA-3 02, "Millstone Point Generating Station 
Wrltars Guide for Emergency Operating Procedure " 
e Northeast Nuclear Energy Co, (subs of Northeast Utilities) 
83/03/13 47pp 10930' 321 24X Flche 30-243,83/09/13,0309230323 


I. Financial information 


0309020093 Forwards “Annual Rapt of Electric Utl I s, LI eansees it Others 
(Class A b Class B), " FERC Form 1 

BIBHOPiR. W. Northeast Utilities. 83/04/26 Office of Nuclear 
Reactor Regulation, Director 132pp 10279' 109 24X 

Flche, 80-243, 83/04/26, 8309020093 


J Insurance t, indemnity information 


B30S030404 Informs that value-impact analysis has resulted In 
cancellation of proposed reroute of reactor water cleanup 
sys to all feedwater noitles Reroute unnecessary If 
triple-sleeve spargers do not leak 

COUNSIL, W 0 , 0EARS, C F Northeast Nuclear Energy Co (subf of 
Northeast Utllltiss) COUNSIL, W 0 Northeast Utilities 93/04/27 
CRUTCHFIELD, D Operating Reactors Branch 9 2pp 10291 221 24X 

Flch a* 30-249, 83/04/27, 8309030404 


8303020121 Forwards Franklin Research Ctr request for Info re 
structurel aspects of plant-unique analysis rept on 
Mark 1 containment long-term program eaneernlng torus b vent 
b piping ays (TER-C9906-317) Response due within 43 dayi 
CRUTCHFIELD, D Operating Raactors Branch 3 83/04/28 COUNBIL, W O 

Northsait Nuclear Energy Co (subs of Northeast Utilities) 9pp 
19270 239 24X Flche' 30-249, 83/04/28, 0309020121 


0309120186 Forwards Endorsements 87 b 78 to NELIA Policy NF-173 b MAELU 
Policy MF-78, respectively 

BINZaitU. M. Marsh b McLennan, Inc 83/09/03 8ALTZMAN, U D 
Aeilitant Director for State b Licensee Relations 3pp 18427 133 
24X Flche 90-243,03/09/03,8303120196 


0309090229 Submits progress rept re TMI Items 1 1 F I. 1 b II F 1 2 re 
effluent monitor mods Vendor schedutar uncertainties 
resolvsd Remaining work consists of training operators, 
software eitanges b minor wiring change 

COUNSIL, W 0, Northaast Nuclaar Energy Co (subs, of Northeast 
Utilities) COUNSIL.W 0 Northeast Utilities. 83/04/29 
CRUTCHFIELD, D Opsratlng Reactors Branch 9 2pp 1033S 062 24X 

Flche 90-249,03/04/29,8309090229 
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B30S0'9O46S Fariii^rdi revi to “Corporate- Grgani la t >o-n for Nuclear 
Incident* Procedura hanuali per lOCFRSOiApp Ei Section V 
U/o ends 

COUNSILt U Q Connecticut Yankee Atomic PoLrer Co COUNSIL> U Q 
Northeast Nuclear Energi| Co ( aub* of Northeast Utilitlea) 

COON3IU. H 0 Northeast Utilities B3/04/27 EISENHUT.DO 
Division of Licensing 2pp 1B362 356 34X FIche 50-000,83/04/39, 

0305090465 


8305020455 Generic Ltr B3-I9 to all power reactor L testing licensees 
re neu proce-dures for providing public notice concerning 
Issuance cf anends to OLs Eve list enc I 

EiSENlfUT, D O Division of Licensing 83/05/03 Consolidated 

Edison Co of Hew Vork, Inc 30pp 10441 !20 34J( 

Flche 50-000.83/05/02,8305030455 


8305090471 Updated application for aitend to License DPR-21, pr ofos ing 
Tech 8pec change re reactor protection sgs power monltorlngi 
per 821015 proposal Proposed change conforms to STS 
requiremants u/llsted eaceptlons addressed in 830405 ltr 
COUNSIL, U 0 j SEARS, C F Northeast Nuclear Energg Co (subs of 
Northeast Utilities) COUNSIL.W C Northeast Utilities 83/05/02 
CRUTCHFIELD. D Operating Reactors Branch 5 3pp 18363 267 S4X 
Flche 30-345,83/05/03,8305090471 


—8303090474 Proposed Tech Spec 3/4 l-i re reactor protection sgs pouer 
oionl toning 

* Northeast Nuclear Energy Co isubs of Northeast Utilities) 
83/05/31 2pp 18363 369 24X Flche 50-243,83/03/02,8303090471 


8305090436 Forwards Acnentfs 91 6 86 to Licenses DPR-31 & 0PR-6S. 
respectively 6 notice of issuance ti availability Amends 
change ownership interests In facilities 

CRUTCHFIELD. 0 Operating Reactors Branch 5 B3/05/05 COUNSIL.M 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
18360 336 24X Fichi 50-345,83/05/05,0305090436 


— 8303090436 Amend 91 to License DPR-2i , ref I ect Ing merger of Connecticut 
Light (• Power Co 8, Hartford Electric Light Co 
CRUTCHFiELD. D Operating Reactors Branch 5 83/05/05 Spp 

18360 239 24X Fiche 30-245, 83/05/05, B30SO9D436 


— 8303090442 Corrected App A Tech Spec Paa* 5-1 o-f Aihend 91 to License 
DPR-2i, containing captioned amend number 6 vertical line 
indicating change 

• Division of Licensing 83/05/05 Spp 10360 344 34X 

Flche 50-345.03/05/05,8303090436 


— B3DS090460 Amend 86 to License DPR-65, re f la c t t ng merger nf Connecticut 
Light U Power Co & Hartford Electric Light Co Pages 1 tc 2 df 
Amend 4 to License DPfl-21 end 

CLARHi B A Operating Reactors Branch 3 83/05/05 4pp 

18360 246 34X Flche 30-24 5,83/05/85,6305090436 


— 9305090463 Notice of issuance te availability of Amends 91 It 86 to 
Licenses DPR-21 t< DPfl-65i respective I y 

CRUTCHFIELD, 0 Operating Reactors Branch 5 83/05/05 Spp 

18360 350 24X Fiche 50-345, 93/05/05. a305!>90426 


□303(00368 Advises that u/erception oi Item il K 3 31 on compliance 
w/lOCFRSO 56,830324 comments applicable to 830331 -draft 
genarlc Hr Review of 830324 submittal re comments on draft 
NUREG-0737 BI4R Tech Specs requested 

COUNSIL.W S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSiL.HO Nor t h eas t U tl 1 1 ti e e 03/03/05 
EISENHUT, D S Division of Licensing 2pp 10378 312 34X 

Ficha 50-245.83/05/03,8305100368 


B3DS090659 Generic Ltr 83-20 to a t 1 operating reactor licensees h 
holders -of CPs re Integrated scheduling for Imp lamer ta t Ion 
of plant mods Bve list anc 1 

EISENHUT.DC Division of Licensing 83/05/09 Consolidated 
Edison CO of New York, Inc I6pp 10637 IS3 S4X 
Flche 50-000,83/05/09.83050906 59 


63-051B036B Advises that Atwood Morrill vacuum breakers acceptable as- 
bullt Chugging impact velocity results in insignificant 
loading on valve Ten valves modified to replace aluminum 
casting disks w/more ductile aluminum plate matl 
COUNSIL.W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSIL.HO North ea s t Ut i 1 i ti ss 83/05/10 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 18490 069, S4X 
Flche 50-245, 83/05/ 10,0305 180266 


8305180304 Forwards "SER Topic VII 1-3, 0ns i te Emergency Power 8y s Gas 
Turbin* Generator Preventative Malnt Program " Program 
adequate escept for engine-mounted fuel pump, fuel shutoff 
valve *1 air start regulating valve 

COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSILiN 0 Northeast Utilities 83/05/10 
CRUTCHFIELD, D Operating Reactors Branch 5 Spp 18486 293 34X 

Flche 50-345,83/05/10,8305100304 


--830518031 1 “SEP Topic VI 1 1-2, Ons i te Emergency Power Sys Gas Turbine 
Generator Preventative Kaint Program “ 

e Hertheaet Nuclear Energy Co (subs of Northeast Utilities) 
83/05/31 4pp (8406 295 a4X Fiche 30-245.83/05/10,0305100304 


8305250510 Appl i cation to amend Licenses DPR-61 . DPR~21 t> DFR-65 
deleting 820630 deadline data for conformance u/Final rule 
10CFR50 49 removing requirement for central equipment 
qual t f icat 1 on file 

COUNSIL.W G , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CDUNSrL, W G Connecticut Yankee Atomic Power 
Co 83/0S/18 CLARK. R A Operating Reactors Branch 3 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 18308 870 24X 

fiche 50-000,83/03/18,8305250510 


—8305250518 Proposed Tech Spec changes deleting 020630 deadline for 
environ qualification of electrical equipment 

« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/05/18 7pp 18588 281 S4X Flche 50-000,83/05/18,8305250910 


0305270114 Forwards Rev 1 to “Mark 1 Containment Program Plant-Unique 
Analysis Rept of Torus Suppression Chamber for Klllstone 
Unit 1," technical rept 

COUNSIL.W O , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W G Northeast Utilities 83/05/10 
CRUTCHFIELD. D Operating Reactors Branch 3 ip 10640 331 24K 

Fiche 30-243,03/05/10,0305270114 


— 0305270119 Rev 1 to "Mark I Containment Program Plant-Unique Analysis 
Rept of Torus Suppression Chamber for Mlllstono Unit 1," 
technical rept 

# Teledyne Engineering Services TR-3318-1 ROi 03/04/04 
i40pp 18640.332 24X Fiche 50-245,03/03/18,0303270114 


8 Inspection reports. IE Gulletlns U cerreepondence 


0212D6O3B5 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
end 

TAYLOR, U M Division of Safeguards (, Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

I13pp 18300 319 24X Flche 30-000.03/03/21,8212060383 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Resplretor " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B3/04/i8 Consolidated Edison Co of New 

York, Inc 136pp 18435 193 24X Flche 50-000.83/04/13,0303040021. 


8303040023 IE Info Notice 83-22, “BWR Safety/Rellef Valve Failures ” 
Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Ne(u 

York, ipe 112pp 18303 089. 24X Fiche 50-000,83/04/23,0303040023 


0303040029 IE Info Notice 83-23. ''Inoperable Containment Atmosphere 
Sensing Sys " Bve list enc 1 

JORDAN. E L Division of Emergency Preparedness tt Engineering 
Rcspo-nia (Post 03D1O3) 03/04/35 Consolidated Edison Co of Neia 

York, Inc I19pp 18301 291 S4X Fiche 30-000,83/04/35.8303040029 


8303040026 IE Info Notice 03—34. "Loose Parts In Secondary Side of 
Steam Generators at PWRs “ Sve list end 

JORDAN. E L Division of Emergency Preparedness 5 Engineering 
Response (Post 630103) 80/04/38 Consolidated Edison Co of New 

York, me 113pp 18382 047 24X Flche 50-000,03/04/20,8303040026 


8303040027 IE Info Notice 83-35. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co of Net) 

York, Inc llGpp 10383 163 24X Fiche 30-000,83/04/28,8303040027 


8303040023 IE Info Notice 93-36, "Failure of Safety/Rellef Valve 
Discharge Line Vacuum Breakers " Sve list ancl 
JORDAN, E L Dlvislan of Emergency Preparedness (, Engineering 
Responie (Post 830103) 83/09/03 Consolidated Edison Co of New 

York. Inc L23pp 18441 170 34X Flche 80-000,03/05/03.8303040026 


9303040030 IE info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list and 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc 112pp 18383 282 34X Flche 50-000,83/05/04.0303040030 


9303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommanda ti ons for General Emergancies " 8vc list end 
JORDAN. E L Divietop of Emergency Preparedness fc Engineering 
Response (Post 830103) 93/05/04 Consolidated Edison Co of Neca 

York, Ine 119pp 19441 OOl 24X Flche 50-000,83/05/04,8303040031. 
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6303040033 IE Info Notice S3-S9i "Fuel Dindlng Caused bij Fuel Rad 
Deformation " Bvc list end 

JORDANiE L Divlelon of Emergency Preparedness tt Engineering 
Response iPost Q30103) 03/09/06 Consolidated Edison Co of Neu 

Vorkt Inc llSpp 10S83 248 24X Fiche 30-000,03/09/06,8303040033 


6303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list one 1 
JOROANtE U Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/ 1 1 Consolidated Edison Co of Neui 

Vork. Inc 114pp 18924 003 24X Fiche 90-000,03/09/11,0303040034 


9309290437 Foruards IE Insp Rept 90-249/03-07 on 830411-14 No 
noncompl iance noted 

STAROBTECKI, R Division of Project J< Resident Programs 83/05/11 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 18908 079 24X Fiche 90-249,83/09/11,8309250437 


--6309230443 IE Insp Rept 90-249/83-07 on 830411-14 No noncomp 1 iance 
noted Major areas Inspected actions taken to comply 
u/NURE0-0737i 1 tem II B 2, "Design Revleu of Plant 
Shielding " 

BRIGGS, L . EAPEN, P . PLISCO, L Region I, Office of Director 
83/09/09 6pp 18908 077 24X Fiche 90-249,83/09/11.8309290437 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
8VC list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of Neui 

York, Inc U4pp 10697 009 24X Fiche 90-000,83/09/19.0303040040 


0303040046 IE Info Notice 03-33, "Nonrepr esentat i ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) S3/09/26 Consolidated Edison Co of Neu 

York, Inc lt4pp 10647 007 24X Fiche 90-000,03/09/26,0303040046 


0 Reportable occurrences, LERs related correspondence 


8309060901 Forwards UER 03-O14/O3L-O Detailed event analysts end 
I1R0C2KA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/04/29 ALLAN, J M Region 1, Office of Director 

3pp 18391 139 24X Fiche 90-249,83/04/29,0309060901 


— 8309060912 LER 03-O14/O3L-O on 630331, gas turbine accelerated on air 
start motor, but failed to achieve Ignition Cause unknown 
Investigation Initiated to evaluate t, determine cause of 
event 

THULUi T 8 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/04/29 Region 1, Office of Director Ip 
10391 142 a4X Fiche 90-249,03/04/29,0309060901 


8309230949 Forwards LER 03-01 9/03L-0 Detailed event analysis end 
MR0CZKA, E J. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/09/10 ALLAN, J M Region 1, Office of Director 

Spp 10937 087 24X Fiche 90-249,83/05/10,8309230949 


—9308230997 LER B3-0t9/03L“0 on 8304 U, during tubine control valve fast 
Closure functional ealibr test, time delay relays 990-129A 
ti 990-1290 trlppad at 261 (i 262 ml 1 1 Isccands, respectively 
Caused by setpoint drift Relays adjusted it tested 
THULL, T 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/09/10 Region 1. Office of Director ip 
tB837'O09 24X Fiche 90-249, 03/09/10, 8309230949 
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8309030931 Forwards documents presented to NRC witnesses Qellups ti 
Kornegay during 030422 cross-examination 

FARRELLV, T J. Consolidated Edison Co of New York, Inc 03/04/28 

LEUI6. D Atomic Safety and Licensing Board Panel 24pp 18300 315 

24X Fiche- 90-247, 83/04/28, 8309030931 


F aecurlty, medical, emergency & fire protection plans 


6308230670 Advises that stats can choose to offset or substitute 
compensatory planning measures in lieu of local level 
emergency plan per cited conditions NURCG-06S4-FEMA-REP-1, 

Rev 1 stds would place heavy resource burden on state 
OIUFFRIDAiL 0 Federal Emergency Management Agency, 03/04/18 
PALLADINO, N J Commissioners, Ip 18842 329 24X 

Fiche 80-003, 83/04/10, 8309230670, 


--8308230676 Seeks clarification of issue re FEMA review of offsite 
emergency planning around facilities Guestions whether 
state can substitute for county w/o own emergency plan 
PALLADiND.N J Commissioners 03/03/30 OIUFFRIOA.L 0 Federal 
Emergency Management Agency 2pp 1B9')2 330 24X 

Fiche 90-003,83/04/10,0305330670 


0309020946 Responds to 830107 Itr re Rev 4 to physical security plan 
Chang 65 cons! s tent w/provis ions of 10CFn90 94(p 1 t, 
accep table 

VARGA, S A Operating Reactors Branch 1 63/04/30 Consolidated 

Edison Co of New York, Inc Ip 1BS84 297 24X 

Fiche 90-003,63/04/20,8309020540 


0309020975 Responds to 030120 Itr re Rev 3 to safeguards contingency 
plan Changes consistent W/I0CFR90 54(p) U acceptable 
VARGA, S A Operating Reactors Branch 1 83/04/20 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc Ip 18204 232 24X 

Fiche 90-003,83/04/20,0309020979 


8309030187 Forieards IE Safeguards Insp Rept 90-247/83-08 on 03(J228-O3O4 
& notice of violation Notice of violation withheld 
(ref 10CFR73 21 I, iOCFR2 790) 

MARTIN, T T Division of Engineering 8, Technical Programs 33/04/20 
a'TQOUE, J 0 Commonwealth Edison Co 2PP 18341 (768 24X 

Fiche 90-247,83/04/20,8305050107 


—0309090190 IE Safeguards Insp Rept 90-247/83-08 on 830226-0304 
Noncompl lance noted barrier of one vital area not 
maintained Safeguards info deleted (ref tOCFR2 790) 

DAILEY, R J , OODY.A T Region 1. Office of Director 83/04/12 
6pp 18341 070 24X Fiche 90-247,83/04/20,8309090187 


8305040235 Releases public version of rev to emetgengy plan t< emergency 
plan Imp 1 emen t ing procedure 

FELTON, J M Division of Rules and Records 03/04/22 Document 

Management Branch Ip 18364 100 24X Fiche 50-003,83/04/22, 

8309040235 


—0309040242 Forwards public version of revs to emergency plan t. 
Emergency Plan Implementing Procedure IP-1049, "Activation 
of Alternate Emergency Operations Facility " 

O'TOOLEiJ D Consolidated Edison Co pF Now York, Inc 63/04/07 
HAYNES, n C Region I, affleo of Director 2pp 16364 190 24X 

Fiche 90-003,83/04/22,0309040239 


— 0309040247 Forwards public veision of revs to emergency plan I, 
Emergency Plan Implementing Procedure IP-1049, "Activation 
of Alternate Emergency Operations Facility " 

LlEBLERiO H Consolidated Edison Co of New York, Inc 83/03/06 
Office of Nuclear Reactor Regulation, Director 2pp 18364 192 
24 X Fiche 50-003,03/04/22,0309040239 


— 8309040249 Public version of rev to Emergency Plan Implementing 
Procedure IP-1049, "Activation of Alternate Emergency 
Operat 1 ons Faci 1 ity " 

* Conselldated Edison Co of New York, Inc 83/03/08 ISpp 
10364 194 a4X Fiche 90-003,63/04/22,8305040239 


— 8309040294 Public version of revised emergency plan 

» Consolidated Edison Co of Now York, Inc 83/03/07 49pp 
10364 212 a4X Fiche 90-003,83/04/22,0309040239 


8309020419 Forwards "Indian Point Plans Verification Analysis" re 
emsrgency planning, for info Certificate of Svc end Related 
correspondence 

GLASS, 8 M Federal Emergency Management Agency 63/04/29 
GLEASON, J P . SHON, F J , PARIS, 0 H Atomic Safety and Licensing 
Board panel 62pp 18273 126 24X Fiche 90-247,03/04/23, 
8309020419 


0309100427 Forwards 16 Insp Rept 30-247/83-10 en 830302-0404 i notices 
of violation (( deviation 

8TAR0STECKI, R Division of Project t. Resident Programs 83/04/29 
O'TOOLE, J 0 Consolidated Edison Ce of New York, Inc 2pp 
18410 336 24X Fiche 90-247,83/04/29,8309100427 


— 8309100428 Notice of violation from Insp on B30302-0404 

* Region 1, Office of Director 83/04/29 2pp 10410 33S a4X 
Fiche 50-247,83/04/23,8309100427 


— 8309100431 Notice of deviation from insp on 630302-0404 

* Region 1, Office of Director 83/04/29 Ip 10410 340 24X 

Fiche 90-247,83/04/29,8309100427 


— 0309100433 IE Insp Rept 90-247/83-10 on 830302-0404 Moncompllance 
noted failure to meet Tech Spec renulreoients ra 
reportab 1 1 1 ty of fire barriers, fai lure to establish QA 
procedures L failure to meet radwaste processing 
FOLEY, T , KOLTAY, P Region t. Office of Director KIBTER. H B 
Division of Project L Resident Programs 33/04/19 I9pp 
10410 341 24X Fiche 90-247,03/04/23,0303100427 
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330511003^ Generic Ltr Q3-S1 to all licensees of operating reactors, 
applicants for DLs b holtjsrs of CPs re clarification of 
access to control procedures For lau enforcement visits 
Svc list end 

EISENHOT, D 0 Division of tleensing &3/09/n Consolidated 

Edison Co of .Neu York, Inc I6pp 1B340 099 29X 

Flcha 90-000.63/09/11,0309110039 


6309340312 Informs of full cooperation betueen licensee b local 
govt In development b eierclse of emergency radiological 
response plan, c ontrary to Commissioner A.hearne 
03090/1 itateraent 

HEI«D/1CH,L fiey Vorki State of 33/05/20 PALLADINO,N 
Commissioners £p 18946 104 24X Flcho 90-247,83/03/20, 

3309240312 


0309030949 Motion for subpoena to be issued to RU Krlmm of FEMA 
Subpoena necessary to cocnplete record on generic nature of 
deficiencies cited by FEMA i FEMA change in evaluation 
criteria Certificate of Svc end 

HORGAi;. C Pouer Authority of the State of Neui York MORGAN. C 
Morgan Associates B3/04/S6 Atomic Safety and Licensing Board 
Panel 40pp 1830* 147 24X Flche 90-347.03/04/26.8309030949 


6305DS0401 Motion to amend svc list to add SP Uasserman & delete 
P Chessin, LR Sehuarti b M Oppel Notice of appearance b 
Certificate of Svc ene 1 

WAS3ERMAN, S P Metropolitan Transportation Authority Netii York, NY 
WA6SERMAN, S P Doteln, Hays, Sklar b Heriberg 83/04/27 Atomic 
Safety and Licensing Board Panel 6pp 13273 067 34X 

Flche 30-247.83/04/27.0309020401 


8305310049 Responds to 830923 Ur outlining specific proposals for 
ameliorating facility offsite preparedness situation b vleys 
on emergency preparedness regulation FEMA uiil assist in 
improving federal laws re emergency preparedness 
aiUFFRIDA, L 6 Federal Emergency Management Agency 83/05/23 
CUOMO, M M New York, State of 4pp 10693 204 34 X 

Flehe 50-247.83/09/29,8309310049 


0 Adjudicatory correspondence 


8309030608 Motion for permission to present rebuttal uitnesses on subj 
of prevailing yindsi sample surveys b bystander behavior 
Discussion of issues could not have been anticipated prior 
to presentation of evidence 

POTTEflFIELD. A Union of Concerned Scientists POTTER FI ELD. A 
Public Interest Research Oroup. New York KAPLAN, C Neu York. NY 
83/04/1? 4pp 18308 050 24X Flehe 90-347.03/04/19,8309030608 


8309020491 Submits info on status of Ray Miller, Inc problems effecting 
plant. per ASLD request 

MOORE, J E Hearing Branch 1 83/04/28 GLEASON, J P , SHDN. F J. , 

PARIS. 0 H Atomic Safety and Licensing Board Panel SBpp 

18283 180 24X Fi c he* 90-247. 63/04/28, 8303020491 


8309030931 Forwards documents presented to NRC witnesses Bellups & 
Kornegay during 830422 cross-ekamlnatlon 

FARRELLY. T J Consolidated Edison Co of Neu York, Inc 03/04/28. 
LENIG. 0 Atomic Safety and Licensing Board Panel 24pp 18300 3i9 
a4X Flehe 90-247,83/04/28,8309030331 


0305040909 Forwards util onsite emergency plans per ASLB request that 
documents be mailed rather than delivered 

BRANDENBURG, B Consolidated Edison Co of New York, Inc 83/04/20 
OLEASONi J P , SHONi F J , PARIB.O H Atomic Safety and Licensing 
Board Panel Ip 18323' ItO 24X Flehe 90-247,83/04/28.8309040809 


—8305030619 
GUTMAN. D 
Interest 
03/04/19 


Testimony of □ Gutman re prevailing wind patterns 
Union of Concerned Scientists GUTMAN, 0 Public 
Research Group. Weu York GUTMAN, D New York. NY 

4pp 10300 094 24X Flehe 50-247,83/04/19.8309030608 


— 0305030629 
HDLT.R R 
Interest 
83/04/19 


Testimony of RR Holt re sample surveys b bystander behavior 
Union of Concerned Scientists HOLT, R R Public 
Besearch Group. Neu York HOLT, R R New York, NY 

37pp 18300 090 24X Fiche 30-247,83/04/19.8305030608 


— 0309030633 Reorganlied testimony of UR Thornborough b 0 Bohnlng re 
Contention 6 2 concerning Impact of shutdown on physical 
environ near facility 

POSNER.P Parents Concerned About Indian Point 83/04/19 44pp 
leSGB 099 24X Fiche 50-247,83/04/19.8309030600 


--83O903G64I Motion requesting Initiation of studies on human response to 
radlPlogical emergenc leSi r 1 sks to Individuals living near 
site b difficulty of evacuation In emergency 
POTTERFIELD, A Public Interest Research Group, New York 
POTTERFIELD, A Union of Concerned Scientists. 83/04/26 Atomic 
Safety and Licensing Board Panel 0pp 1G3DS. 139, 24X 

Fiche 90-247.03/04/19,8309030608 


—0309030646 Affidavit of KT Erickson b AU Solnlt re radiological 
emergency response plan 

ERICKSON.K T Public Interest Research Oroup. New York 
ERICKSOH.K T Union of Concerned Scientists ERICKSON.K T Vale 
UnlY . Neu Kaven. OT B3/D4/26 42pp IS30B 148 24X 

Fiche 90-247.83/04/19.6309030608 


"B30503D692 Motion requesting completeness of record on NRC Questions 
3 b 4 rs emergency planning Issues, including capability for 
handling phone calls in emergency planning lone during 
emergency 

POTTERFIELD, A . POTTERFIELD, A Union of Concerned Scientists 
83/D4/29 Atomic Safety and Licensing Board Panel 4pp 
18300 180 24X Fiche 90-247,83/04/19.8309030600 


8309020420 Motion to strike portions of 83030? emergency drill 
testimony Under Commission Questions 3 & 4 filed by 
witnesses for various Intervenors Certificate of Svc 
end Related correspondence 

DRANDENQURO, B Consolidated Edison Co of Neu York. Inc 83/04/22 
Atomic Safety and Licensing Board Panel 22pp 18273 079 24X 

Fiche 90-247.63/04/22,0309020428 


9309020419 Forwards "Indian Point Plans Verification Analysis" re 
emergency planning, for Info Certificate of Svc end Related 
corr espondanc i 

GLASS. 6 M Federal Emergency Management Agency 83/04/29 
GLEASON, J P , SHON. F J , PARIS. 0 H Atomic Safety and Licensing 
Board Panel 6Spp 10273 128 24X Fiche 90-247,83/04/29, 

B309020419 


8309030983 Forwards summary of training activities re offsite response 
organl latlons that might be called upon to respond to onsite 
emergenc las. per ASL0 83022S oral request Util training 
detailed in 830409 submittal Related correspondence 
BRANOENQURO, D Office of the General Counsel 83/04/29 LEI4I8. D 

Atomic Safety and Licensing Board Panel 7pp 18303 399 24X 

Fiche 90-247,83/04/29,8303030903 


8309040464 Requests official position re long-term operation of 
facilities 

GLEASON, J P , PARIS, 0 H , SHON.F J Atomic Safety and Licensing 

Board Panel 03/09/02 CUOMO, M M Now York, State of 2pp 

18321 295 24X Flehe 90-247,83/09/02,8309040464 


8309090039 Proposes alternative views to questions posed in BJ Chllk 
830426 ltr to FEMA re emergency planning b evacuation 
FLEISHER, Z S Uest Branch Conservation Association 83/09/02 
PALLADINO, N J , OILINSKY, V . AHEARNE. J F Commissioners 3pp 
18342 096 24X Fiche 90-847,83/09/02,8309090033 


8309160304 Notification of contract execution "Conversion of Prefiied 
Testimony for Indian Point Hearings," awarded to Central 
Data Processing. Inc 

MILES, E B Administrative Contracts Branch FIN D-0099 83/09/02 

BASSETT, H B Office of Resource Management, Director FITTliC 
Atomic Safety and Licensing Qoard Panel Ip 18471 247 24X 

Fiche 90-247.83/09/02,8309160304 


—8309160312 Co'ntracti "Conversion of Prefiled Testimony for Indian Point 
Hearings," awarded to Central Data Process Ing, Inc 
e Central Data Processing. Inc MATTIA.M J Division of 
Contracts FIN 0-8899 03/09/02 2pp 18471 248 24X 

Fiche 90-247,83/09/02,0309160304 


”0309160316 So I i c itation, of f ar b award to "Conversion of Prefiled 
Testimony for Indian Point Hearings." to Central Data 
Process ing. Inc 

COUCH, M J Central Data Processing, Inc MATTIA.M J. 
Administrative Contracts Branch FIN 0-8899 83/04/26 96pp 

18471-290 24X Ft che • 90-247, 83/09/02, 8309160304 


8309090037 Forwards NY State Disaster Preparedness Commlsilon 830904 
memo re State of NY commltmont to continue work to ensure 
residents protected by best practicable emergency 
preparedness plan 

BAYNE. J P Power Authority of the State of New York 83/09/04 
PALLADINO. N J . QILINSKV. V. , AHEARNE, J F Commissioners 3pp 
18339 109 24X Fiche 90-247.03/09/04,0309090037 


8309060496 Forwards NY State Disaster Preparedness Commission 030904 
ltr providing State of NY c omml traent to ensure residents 
protected by best practicable emergency preparedness plan 
BAYNE, J P Power Authority of the State of New York 83/09/04 
PALLADINO. N J . GILIN8KY. V , AHEARNE, J F Commissioners 3pp 
18348 105 24X Fiche 90-247,03/09/04,0309060496 
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;Q3090&0906 netpondi to 830486 I ir re (4c5tchester Countyi NY bus driver 
Iciuci Roeklancf CountgtNV plan issue & <iucstlons raised re 
FEHA briefing t< status rept on offsite emergency 
preperedness 

KRlKKiR M Federal Emergency Management Agency 83/09/04 
CHILKiS J Office of the Secretary of the Commission 16pp 
18348331 S4X Flche 90-847i Q3/05/04< S30S060906 


--830 906068? Responds to retiuest for clarification of issue on sihether 
state emergency plan can substitute for county uhich docs 
not have emergency plan State can substitute plan but 
NUREO-0694 places heavy resource burden on state 
OIUFFRIOAiL □ Federal Emergency Management Agency 83/04/15 
PALtADINOf N J Commissioners Spp 18348 347 24X 

Flche 90-247.83/09/04,8303060506 


S30SD60460 Order Cl.I-03-li advising that Commission will issue order by 
830609 suspending plant operation unless FEMA determines 
significant deficiencies no longer exist or util shous 
compensating actions taken or deficiencies insignificant 
MOYLE.J Office of the secretary of the Commission 83/09/05 9pp 
18340 079 24X Fiche 90-247.03/09/09,0309060460 


83OSO9O490 fieiDD providing citations to decisions referred to in hearing 
ro commitments from bus drivers needed in emergency 
evacuation plans 

FARISrO H Atomic Safety and Licensing Doard Panel 83/09/09 2pp 
18362 299 24X Flche 90-247,03/09/09,0309090490 


8309100200 Motion for extension of deadline until 030627 for all 
parties to submit proposed op Inion. f Ind Ings of fact & 
racemmandations re enforcement action on emergency planning 
issves. Certi f Icate of 8vc end 

BRANDENSURO, n Consolidated Edison Co of New York, Inc MORGAN. C 
Power Authority of the State of New York MDRQAN. C Morgan 
Associates 83/09/06 PALLADINO, N J . 0IL1N8KY. V , AHEARNE, J F 
Commissioners 9pp 18374 014 24X Fiche 90-247,03/09/06, 

8309100200 


8309100S04 Motion for opportunity to address issues outlined in 
Commission 030909 Order CLI-B3-1 1 . es tab 1 1 sh ing procedures 
for decision on enforcement action on emergency planning 
litvas Certificate of Svc end 

WEtSS.E R Union of Concerned Scientists UIEISS.E R Harmon 
Waist 03/09/09 Commissioners 6pp 10374 193 24X 

Fiche 90-247,03/09/09,8309100204 


8309130064 Motion for reconsideration of ruling denying licensee motion 
to receive DP McQulre deposition transcript Into evidence 
Licensee! entitled to piece deposition in record 
Certificate of Svc end 

BRANDENOURO, B Consolidated Edison Co of Neu York, Inc MORGAN, C 
Power Authority of the State of New York MORGAN, C Morgan 
Associates 03/09/09 Atomic Safety and Licensing Board Panel 
19pp 10436.230 24X Flche 90-247,83/09/09,8309130064 


83091S030? Order authoriilng A8LD to grant relief from 030927 deadline 
for filing proposed findings of fact h conclusions of law 
since oral presentations before Commission to take place on 
030926 

CHtLK, 8 J Office of the Secretary of the Commission 03/09/tO 
Atomic Safety and Licensing Board Panel 2pp 10424,100 24X 

Flche 90-247,03/09/10,8309120309 


8309160024 Forwards I Levi affidavit clarifying 830211 testimony on 
suggested method of making sensible probability judgments 
described in Section 9 

HARTZMAN.R M Friends of the Earth HARTZMAN, R M Audubon Society 
83/09/10. GLEASON, J P , PARIS. 0 H , SHON, F. J Atomic Safity and 
Licensing Board Panel Ip 18492 393 24X Flche 90-247,83/09/10, 

8309160024 


— S309I6002B Affidavit of 1 Levi clarifying 830211 testimony re suggested 
method of making lensibla probability judgmints dascribad 
In Sactlon 9 

LEVI, I. Friends of the Earth. LEVI, I Audubon Sociaty 
83/09/10 2pp 10492.394, 24X Fiche 90-247,03/09/10,0309160024. 


8303130030 Memorandum h order granting licensea 630906 motion for 
astenslon until 030627 to file proposed findings of fact U 
recommendations. Date extended until 030029 for ASUB to 
submit recommendations to Commission 

PARIS, 0 H t BHONiF J Atomic Safaty and Licansing Board Panel 
03/09/11 Consol Idated Edison Co of New York, Inc 2pp 
18437.102, 24X Flche 90-247,83/09/11,8309130030 


8309130071 Notion for extension of deadline <to 830619) for filing 
cori'actlons to transcripts & deadline (to 830624) for filing 
comments Certificate of Svc end 

BRAMDENBURO, B Consolidated Edison Co, of New York, Inc MORGAN, C 
Power Authority of the State of Neu York MORGAN, C Morgen 
Associates 83/09/11 Atomic Safety and Licensing Board Panel 
7pg, 18437'049, 84X Fiche 90-247, 03/09/11, 0309130071 


0305190342 Supports Immediate plant shutdown Emergency response plan 
represents theory t, not practicality 

OALEF, a R Westchester County, NY 03/03/11 PALLADINO. N J 
Commissioners 6pp 18500 227 g4X Fiche 50-247,83/03/11, 
8309190342 


6305160133 Telecopy order granting licensee 030311 motion for extension 
of date to fllo motions to correct transcript Motions due 
on 830619 

GLEASON, J P Atomic Safety and Licensing Board Panel 03/09/13 
Consolidated Edison Co of Now York. Inc 4pp 18446 1 16 24X 

Fiche 90-247,03/09/13,0309160133 


0309160167 Order clarifying Commission 030305 order Comments from 
parties U general pub i ic , relevant to enforcement action, will 
be considered Public comments to be filed by 030923 Oral 
presentations limited to licensees t, interested govts 
CKILK, S J Office of the Secretary of the Commission 03/09/13 
Commissioners 4pp 10445 192 24X Fiche 30-247,03/03/13, 

0303160167 


0309190220 Motion for opportunity to address issues outlined In 
Commission 830309 Order CLI-03-11 establishing procedures 
for decision on enforcement action Intervener entitled to 
participate as matter of right Certificate of Svc end 
RODRIGUEZ, P Parents Concerned About Indian Point 03/03/13 
Commissioners 3pp 10902 143 24X Fiche 90-247,03/09/13, 

0303190220 


8309200643 Advises that day of reckoning re evacuation plan Issue 
coming on 030609 Interim compensating actions by FEMA cannot 
compensate for unchangeable factors of problem roads 6 
population density 

TOSCANI.K Affiliation Unknown 03/09/19 Commissioners 3pp 
10920 122 24X Fiche 90-247,03/09/19,0303200649 


830S180143 Order providing lime (until 630610) to parties to respond to 
P Amico.ASLD consul tant, 830902 Itr summarlilng conclusions 
based on review of testimony t< hearing transcripts re 
Commis s 1 on Question 1 

GLEASON, J P Atomic Safaty and Licensing Board Panel 63/09/16 
Office of the Executive Legal Director Ip 10490 022 24X 

Ficho 90-247,63/09/16,8309100143 


““0303 ISO! 46 Summarlies rept on review of testimony 4, hearing transcripts 
re Commission Question 1 Addl testimony recommended on 
currant analytical methods for risk assessment L on issues 
not dealt w/ln probabilistic safety study or NRC analysis 
AMICO.P J Applied Risk Technology Corp AMICO.P J Atomic 
Safety and Licensing Board Panel 03/09/02 GLEASON, U P , 

SHON, F J , PARIS, 0 H Atomic Safety and Licensing Board Penol 
4pp 18490 023 24X Flche 90-247.83/09/16,8303180143 


0303180424 Re<iuestt time to address Commission on 830926 re Commission 
03O913 order 

ODANSKI.S Rockland County, NY 83/09/16 CHICK Commis Stoner s 
ip 18403 302 24X Flche 90-247, 83/09/16, 83091B0424. 


830S200609 Roquesti time to speak on 030926 State of NY claims 
unsub s tantlated NRC should adopt policy of communicating 
w/publ 1 c 

FLEISHER, Z 8 West Branch Conservation Association 83/09/16 
PALLADINO, N J , GILINSKY, V , AHEARNE, J Commissioners lEpp 
18914 090 84X Flche 90-247,83/09/16,8309200603 


0303240933 CItliens advisory committee progress repts re nucleer 
evacuation 6 general disaster preparedness plan 
* Rockland County, NY 03/09/16 34pp 10976 033 24X 

Fiche 90-247,83/03/16,8309240939 


0309240908 Forwards Ossining Town Board resolution expressing concerns 
re emergency plans Oeflclenclos must be corrected before 
plan approved 

IdlSHHlE.R Q Oisinlng, NY 83/09/19 Office of the Secretary of 
the Commission 4pp 10971 260 84X Flche 90-24 7,03/09/19, 

0309240900 


0309240930 Expresses concerns re adequacy 1< workability of evacuation 
plans 

BOOAROUa, R H Affiliation Unknown 83/09/19 NRC - No Dttalled 
Affiliation Given 2pp 10971 236 84X Flche 90-247,03/09/19, 

8309240930 


0309240946 Forwards cltlien t, group statements expressing concern re 
plant safety h flawed evacuation plan, in response to 
Commission Order CLI-83-11 

ELLIOTT, N R Yorktown. NY 03/09/19 NRC - No Detailed 
Affiliation Given, lOpp 10979 266 24X Fiche, 90-247, 83/09/19, 

0309240346 
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S305340547 Poruarits boarrf of trustees o# Village of Buchanan 
stateeien-t that p-lants are safe & eravide clean energy 
PIERCE, r W Buchanan. NV 83/03/19 PALLADINO. N J Comnlss 1 oner > 
2pp 18375 301 24)C Ftche 30-247.93/05/19.8305240547 


3305270593 Requests concrete actions re eihergency evacuation plan in 
light of FEMA stated d ef Ic i enc ies . i n response to Commission 
830505 Order CLI-B3-li 

ELLIOTT.NR Vorktoun. NY B3/05/19 Commissioners ip 
ie&4A 343 24X Fit hr 90-247,83/05/19.8305270383 


8305240454 Motion for leave tu submit written coisnents on NRC 630503 
order to suspend facilitg operations Deficiencies determined 
to be significant by FEMA are not sufficiently deficient to 
require suspending operations 

OOV. J . HICKS, li H ■ OALLACHER.P J Utility Workers Union o-f America 

03/05/20 Comnissioneri 0pp 10573 lid 24X 

Piche 30-347.93/03/20.0305240454 


B30524044t Response to Commission 830509 order establishing procedures 
for decision on enforcement action Emergency planning 
deficiencies not significant NRC enforcement action 
unuarranted ft Improper M/Certificate of Sve 

MORGAN. C Pouter Authority of the State of New York MORGAN. C 
Morgan Associates 83/05/20 43pp 18573 ISl a4X 
Flche 30-247,83/03/20.0305240464 


8303240927 Vieuis re radiological emergency planning in response to 
Commission 630503 order FEMA 4 NRC should role that plants 
no longer have significant deficiencies based on improvement 
4 interim compensating actions 

QLOCKi J 0 , BRANDENBURG. D Consolidated Edison Co of Wev York. Inc 
83/09/20 41pp 10571 132 24K Flche 50-247, a3/0'5/20. 0305240327 


0305240932 Opinion on NRC 030905 order re FEMA rept on licensee 
emergency planning 4 preparedness 4 possible suspension of 
plant operations Immediate shutd-oun urged 

KAPLAN, C New York, NV KAPLAN. C National Emergency Civil 
Liberties Committee 83/05/20 I8pp 18371 213 24x 

Flche 50-347.83/05/20.8303240332 


H General correspondence 


8303240441 Opines that decision re continued plant operation must 
weigh health effects of replacement by coal burning plants 
JAFFE. H Affiliation Unknown 03/03/14 AMEARNE, J Atomic Safety 
and Licensing Board Panel 2pp 18571 048 24X 

Flche 30-247. 83/03/ 1 4, 830924044 i 


8305240317 Supports continued facility operation 

SCHULER, n T. . HEALEY. J A , IRMIN.R D Affiliation Unknown 
03/03/14 PALLADINOi N J Commissioners 27pp 18371 191 S4X 

Flche 30-247,83/03/14.8305240917 


8309240537 Supports closing down of facility 

CINQUEMANI.0 , CINOUEKANI. F Affiliation Unknown 03/03/19 
Commissioners Ip IS 974 039 24X Flche 90-247. 63/03/19. 

6303240537 


8303270344 Supports shutdown of facilities on 830409 

EPSTEIN.RO Affiliation Unknown 83/09/19 Commissioners 2pp 

18444 114 24X Flche 90-247.83/05/19.8303270344 


B3I0S24O341 Supports suspension of plant operation 

GRANNia.Afl New York. State of ELLIOTT. NR Yorktown. NV 
03/09/20 NRC - No Detailed Affiliation Given 2pp 18974 091 

34X Flche 50-247. 83/09/20.8303240341 


8309270575 Package of two cititens Itrs supporting continued facility 
operat Ion 

KUNKEL. T C . WEICANOT. O T Affiliation Unknown 83/03/20 

PALLAOINO. M J Commtss loners 2pp 18647 123 24X 

Flche 30-247, 03/03/20. 0303970575 


0305240493 Supports continued plant operations Plants should not be 
held hostage to evacuation process 

TODOROVICH. H H Affillatian Unknown 03/03/23 CHILK, 8 J Office 
of the Secretary of the Commission Spp 18573 232 24X 

Fiche 30-247.63/09/23.8305240453 


8309290337 Submission re Commission 830509 order on intention to shut 
down facility on 630409 if emergency preparedness problems 
not resolved Adequate protective action In case of 
radiological emergency cannot be guaranteed by 830409 
GOLDBERG, K L Public Interest Research Oroup. New York. 83/05/21 
I7pp 18389 302 24X Flche 50-247.83/09/21.8309290337, 


8309240323 Order providing guidance for 830324 oral presentations to 
Commission re possible plant shutdown 

CHILH.S J Office of the Secretary of the CommissiDn 83/03/23 
4pp 18571 119 94X Flche 30-247.83/03/23.8303240523 


0305240330 Forwards comments on Commission Order CLI-83-11 establishing 
procedures for decision on enforcement action 
ME18B.E R Harmon 6 Neiss WEISS. E R Union of Concerned 
Scientists 03/05/23 PALLAOINO, N J , AHEARME. J F . ASSELSTIME. J K 
Commissioners Ip 18374 093 24X Fiche 50-247.83/05/23. 

6303240538 


—8305240542 Comments on Commission Order CLI-e3-ll establishing 
procedures for decision on enforcement action Emergency 
planning deficiencies fundamental Adequate Interim 
compensating measures impossible Certificate of Sve one! 

WEISS. E R Union of Concerned Scientists MEISS. E R Harmon t< 
Weiss 03/05/23 19pp- 18374 094 24X Flche 30-247.83/03/23, 


8303240343 aubmlsslon re Commission 830309 Order CLI-83-U Emergoncy 
planning must be well developed 4 detailed u/speclal 
emphasis on health 4 safety of children 

POSNER. P Parents Concerned About Indian Point 83/03/23 20pp 
18974 113 24X Flche 90-247,83/03/23,0309240343 


8303290223 Submlssioii addressing Commission 830503 order on possible 
facility cinsing Requests oral presentation on 830924 re 
economic Impact of facility shutdown Economic Impact Is not 
compelling reason for continued operation 

CORRENi 0 Greater New York Council on Energy 83/03/23 12pp 
IBS8B 083 24X Flche 50-247, 03/05/23, 830'9230223 


8309270984 Response opposing licensee motion for rec ons Iderat 1 on of 
ASLB denial of licensee motion to admit DP McGuire 
testimony before trial 


THORSENiE 0 Rockland County. 
Licensing Board Panel 4pp 
8303270384 


NY 03/09/24 Atomic Safety and 
18445 335 24X Flche 30-247,83/05/24. 


P Operating license stage documents 4 correspondence 


8303030434 Application for amend to License DPR-24. chang Ing Tech Specs 
by permitting eitension of 48 h to current 94 h limitation 
w/con tainment spray pump 91 out of sve 

OROSCUP. 0 M Consolidated Edison Co of New York. Inc 63/04/20 
VARGA. 8 A Operating Reactors Branch 1 2pp 18304 277 24X 

Fiche 30-247.83/04/28,0305030434 


— 9303030458 Proposed Tech Spec changes, permitting eitension of 40 h to 
current 24 h limltatton w/contalnment spray pump 21 out 

of SVC 

a Consolidated Edison Co of New York, tnc 83/04/28 Ip 
18306 979 24X Flche 30-247,83/04/28,8305030434 


8303040339 Confirms 03O42B telcon approving proposed Tech Spec amend 
re containment spray pump 

LAINAS.G C Assistant Director for Operating Reactors 83/04/28 
O'TOQLE. d D Consolidated Edison Co of New York. Inc 3pp 
1B353 109 24X Flche 30-247, 03/04/28, 0303040393 


0303100179 Fariiiards addl info re instrument accuracy X. related data for 
containment pressure manttors. containment water level 
monitors Si containment hydrogen monitors (NUHEC~0737, Items 
II F 1 4,11 F t 3 t( II. F 1 4)iper 821118 request 

O'TaOLE, J D Consolidated Edison Co of New York, Inc 83/04/29 
VAROA.S A Operating Reactors Branch i 14pp 10374 274 24X 

Fiche 50-247.83/04/29,8309100175 


8305020453 Generic Ltr 83—19 to all power reactor S. testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EtSENKUT, D Q Division of Licensing 83/03/02 Consolidated 
Edison Co of New York. Inc 30pp 10441 120 24X 

Fiche 50-000. 83/03/02, 8305020433 


B30317O444 Clarifies 830105 environ qualification 9Efl Justifications 
for continued operation (JCO) should be reviewed to ensure 
that JCO exists for all equipment that may not be qualified 
Proprietary review, per end guidelines, due in 30 days 
VAROA.S A Operating Raactors Branch I 03/03/02 0 'TOOLE, J D 

Consolidated Edison Co of New York. Inc Spp 10494 349 24X 

Flche. 90-247, 03/03/02. 8305170444 


8309040323 Board Notification 83-037 forwards differing prof opinions 
re sys interaction X< safety classification Info relates to 
Board Mot i f icatlons 83-17 J, 83-44 re Unresolved Oafety Issue 
A-17 

EtSENHUTaD 0 Division of Licensing 83/08/04 PALLAOINO, N. , 

OILIMeKY, V. , ROBERTS, T M Commissioners 22pp 18337 139. 24X 

Flche 90-000, 83/03/04, 0305040323 
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"0303090207 Poriijardi “Statisticians Vioui of NHC Statistics. “ presented 
to American Stds Assoc Advisory Committee on Nuclear 
Retaarch 

RUBSNSTEIN. 0 Applied Statistics Branch 81/02/04 ABRAMSON. E . 
BASSETT. H . ABELL. T NRC - No Detailed Affiliation Olvcn Bpp 
10337 236 24X Flche 90-247,83/03/04.8303040323 


— 0301120436 Draft "Random Thoughts on Uncertainties. Risk Analysts t. 
Nuclear Regulation " 

rUBENSTEIN.O Reliability (, Risk Assessment Branch 81/10/26 
12pp 10337 244 24X Fiche 30-247.83/03/04.0303040323 


— S30S090293 Comments on draft Itr from Hanauer to Cooper on NUPP8C0 
committee Ltr accep tab le. houiever. inf o re safety 
c lassi f Icat lon/tcrminology issue requires further 
discussion to standardiic term definitions 
CONRAN. J NRC - No Detailed Affiliation Given 02/03/18 
COFFMAN. F NRC - No Detailed Affiliation Olven Spp 10337 236 
24X Ficbe 30-247.83/03/04.0303040323 


8303090639 Generic Ltr 03-20 to all operating reactor licensees t< 
holders of CPs re Integrated scheduling for Implementation 
of plant mods, 8vc list and 

EI8ENHUT. 0 0 Division of Licensing 03/03/09 Consolidated 
Edison Co of Neu York. Inc 16pp 18627 133 24X 

Flche 30-000.03/03/09.0303090639 


03O313OO1B Foruiards application for amend to License OPR-26. proposing 
change to Tech Bpec 3 3 Q. alloutng extension of 48 h to 
current 24 h operating limitation u/contalnment spray pump 
21 out of SVC Clast III amend fee enc 1 

O'TOOLE. J D consolidated Edison Co of Neu York. Inc 83/03/09 
VARGA. 8 A Operating Reactors Branch 1 Ip 18436 317 24X 

Flcha 90-247.83/03/09.8303130018 


— 0309130022 Application for amend to License DPR-26. proposing change to 
Tech Spec 3 3 0. allowing extension of 48 h to current 24 h 
operating limitation ui/containmsnt spray pump 21 out of tvc 
O'TODLE.J D Consolidated Edison Co of Neu York. Inc 83/09/09 
2pp 18436 318. 24X Flche 30-247.83/03/09.8309130010 


— 8309130024 Proposed Tech Spec 330 (Page 3 3-4). al loutng extension of 
48 h to current 24 h operating limitation ui/contalnment 
spray pump 21 out of svc Safety assessment t< Affidavit of 
9vc and. 

« Consolidated Edison Co of Neu York, tnc 03/03/31 6pp 
18436 320 24X Fiche 90-247.83/09/09.8309130018 


0303180038 Notification of contract execut Ion. Mod 1 to “Consulting Svc 
on Indian Point Probabilistic Bafoty Study “ Contractor 
Columbia Univ 

HOYLE.A Administrative Contracts Drench FIN 0-0644 03/09/10 

DENTON. H Office of Nuclear Reactor Regulation. Director. CODELL, R 
NRC - No Detailed Affiliation Olven Ip 10499 209 24X 

Fiche 90-247,03/05/10.0309180030 


— 0309180047 Mod 1. extending period of performance to 830630 <« changing 
payment h general provisions, to "Consulting Svc on Indian 
Point Probabilistic Safoty Study “ 

LENI0. U P Columbia Unlv REBELLO. J E Division of Contracts 
83/09/10. Ip. 18499- 290 24 X Flche 30-247,83/09/10.8309180038 


Q. Inspection reports, IE Bulletins b correspondence 


0212060389 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
ausceptlblllty to Exothermic Chemical Reaction “ Svc list 
end. 

TAYLOR, J. M Division of Safeguards << Inspection Programs (Post 
830103). 83/03/21 Consolidated Edison Co of New York, Inc 

112pp. 10308 319. 24X Flche 30-000.83/03/21,8812060309. 


8303040021 IE Info Notice 83-21. “Defective Emergency Use Respirator *’ 
Svc lilt end 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). 03/04/19 Consolidated Edison Co of Neu 

York, Inc 126pp 10439 199 24X Flche 90-000.83/04/19,0303040021, 


0309090107 Forwards IE Safeguards Insp Rept 30-247/03-08 on 830228-0304 
li notice of violation Notice of violation withheld 
traf 10CFR73. 21 «< 10CFR2 790) 

MARTIN, T T Division of Engineering & Technical Programs. 03/04/20 
O'TOOLE, J 0 Commonwealth Edison Co 2pp. 10341 068. 24X 

Flche- 30-247, 83/04/20, 8303090187 


"0309090190 IE Safeguards Insp Rept 90-247/03-00 on 830220-0304 
Noncomp 1 lance noted* barrier of one vital area not 
maintained Safeguards info deleted (ref tOCPR2 790} 

BAILEY, R J , OODY, A T. Region 1, Office of Director 03/04/12 
6pp. 18341 070 24 X Flche 30-247.83/04/20,8309090107 


0303040023 IE Info Notice 83-22. "BMR Sa fety/Re 1 1 ef Valve Failures “ 
Svc lilt end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of Mew 

York. Inc 112pp 10303 009 24X Fiche 90-000. 83/04/22, 8303040023 


0303040029 IE Info Notice 03-23. “Inoperable Containment Atmosphere 
Sensing Sys “ Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness J. Engineering 
Response (Post 030(03) 63/04/89 Consolidated Edison Co of New 

York. Inc ll9pp )e301 291 24X Fi che 50-000. 03/04/23. 0303040025 


8305)00427 Forwards IE Insp Rept 50-247/03-10 on 830302-0404 & notices 
of Violation 6 deviation 

BTAROSTECKIj R Division of Project 6 Resident Programs 03/04/23 
O'TODLE.J D Consolidated Edison Co of New York. Inc 2pp 
18410 336 24X Flche 90-247.83/04/23.0303100427 


— 0309100428 Notice of violation from insp on 830302-0404 

« Region 1. Office of Director 83/04/29 2pp 10410 330 24X 

Flche 30-247.83/04/29,0305100427 


— 0309100431 Notice of deviation from insp on 830302-0404 

• Region 1. Office of Director 83/04/29 Ip 104)0 340 24X 

Fiche 30-247.03/04/29.0309100427 


— 8309100433 IE Insp Rept 90-247/83-tO on 830302-0404 Noncompliance 
noted failure to meet Tech Spec requirements re 
reportabl 1 i ty of fire barr lers. fai lure to establish OA 
procedures t. failure to meet radwaste processing 
FOLEY. T . KOLTAY.P Region 1. Office of Director KISTER.H 8 
Division of Project h Resident Programs 83/04/19 19pp 
10410 341 24X Flche 90-247,83/04/29,8309100427 


8303040026 IE info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PURs “ Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Poet 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc I19pp 18382 047 24X Flche 90-000. 83/04/28. 8303040026 


0303040027 IE Info Notice 83-29. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JOROAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York. Inc llSpp 10362 169 24X Flche 90-000.83/04/20,8303040027 


8309020431 Submits info on status of Ray Hiller. Inc problems affecting 
plant. per A6L0 request 

liaDREi J E Hearing Branch i 03/04/28 GLEASON. J P , 8H0N. F J . 

PARIS. 0 H Atomic Safety and Licensing Board Panel 8Bpp 

10283 ISO 24X Fiche 90-247.03/04/28.8309020491 


0303040028 It Info Notice 83-26, "Failure of Saf sty/Rel i ef Valve 
Discharge Lina Vacuum Breakers " Svc list end 
JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/03 Consolidated Edison Co of New 

Yorl(» Inc I23pp 18441 170 24X Flche 50-000.03/09/03,8303040028 


0303040030 tE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JOROAN.E L Division of Emergency Preparedness !i Engineering 
Response (Post 8301031 03/03/04 Consolidated Edison Co of New 

York. Inc I12pp 10302 202 24X Flche 30-000.03/09/04.8303040030 


0303040031 IE Info Notice 03-20, “Criteria for Protective Action 
Recommendations for General Emergencies “ Svc list one 1 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response 'Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc U9pp 18441 001 24X Flche 90-000,83/09/04,8303040031 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JOROAN.E L Division of Emergency Preparedness ti Engineering 
Response (Poet 030103) 83/09/06 Consolidated Edison Co of New 

York. Inc 1 ISpp 10923 240 24X Flch e 50-000, 83/09/06, 8303040033 


8303040034 IE Info Notice 83-30, "Mlsapp 1 Icatlon of Oenarlc Emergency 
Operating Pro-ceduret (EOP) Guidelines " Svc list end 
JOROAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 83/09/11 Consolidated Edison Co of New 

York. Inc 1 i4pp 18324 003 24X Flche 30-000.03/09/11,8303040034 


8309200191 Forwards request for addl info resulting from review of 
020816 response to IE Bulletin BO-lt, "Masonry Wall Design " 

Info must be provided within 30 days of ltr racolpt 
VARGA. B A Operating Reactors Branch I 83/05/12 O'TOOLE, J D 
Consolidated Edison Co of Hew York, Inc. SPP 18540 229 24X 

Flch*. 30-247, 83/09/12.0309200191 
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6303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Prosram " 
Svc Hit oncl 

JOfiDANi E L Division Of Emergency Preparedness it Engineering 
Response (Post 6301031 83/09/1'? Consolidated Edison Co of Neu 

Vort, Inc lt4pp 18697 00? S4X Fiche 50-000, 83/09/19. 8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103> 83/03/26 Consolidated Edison Co of New 

Vorli Inc 114pp 18647 007 84X FicPe 30-000,83/09/26.8303040046 


R Periodic operating reports & related correspondence 


9309110303 Forwards "Annual Environ Protection Plan Rcpt for 1983“ it 
"Annual Radiological Environ Operating Rapt, 1982, " per App B 
to OLs 

0 ' TOOLE. J D Consolidated Edison Co of New Yort, Inc 83/09/02 
ALLAN. J H Region 1, Office of Director 2pp 18392 221 24X 

Ficne 90-003. 83/03/02. 83091 10302 


— 8309110307 "Annual Environ Protection Plan Hopt for 1982 " 

• Consolidated Edison Co of New York. Inc 03/03/02 8pp 
18392 223 24X Flche 90-003.83/05/02.8305110302 


— 8309110310 "Annual Radiological Environ Operating Rept. 1982 " 

• Consolidated Edison Co of New York. Inc 83/05/03 112pp. 

18392 231 24X FIcfte 90-003,83/05/02,8305110302 


S Reportable occurrences, LERs it related correspondence 


8305030400 Forwards LER a3-006/03L-0 

O'TOOLE.J D Consolidated Edison Co of New York. Inc 83/04/lS 
ALLAN. J 11 Region 1. Office of Director tp 18291 219 24X 

Flche 30-247,83/04/19.8305030400 


— 8303030407 LER 83-006 /O3L-0' on 830316. reactor cavity continuous sunp 
level monitor Indicated 3 ft above normal it declared 
inoperable Caused by drifted output from level transmitter 
LT 3302 In conservative direction Transmitter recalibr 
HINRICHS.O consolidated Edison Co of New York, Inc 83/04/19 
Region 1, Office of Director Ip 18291 320 24X 

FlCNe 30-247.83/04/19.3305030400 


8309230430 Forwards englnterlng evaluation rept, "Degradation of 
Safety-Related Batteries Dus to Cracking of Battery Cell 
Cates 6/or Other Possible Aging-Related Nechanlsmi " Aging 
factors not considered In lisplsjnented replacement crlterle 
ASKE.F Reactor Operations Analysis Branch 33/04/18 EEYFRIT. K V 
Reactor Operations Analysis Branch 2pp 18543 396 24X 

Flche 90- 0 00. 83/04 / 1 8. B 305230430 


— 8305230441 “Degradation of Safety-Related Batteries Due to Cracking of 
Battery Cell Cases 6/or Other Possible Aging-Related 
Nechanl sms. " engineering evaluation rept. LERs re 
safety-re lated battery degradation reviewed 
ASIIE.F Reactor Operations Analysis Branch 83/04/18 Spp 
18949 393 24X Flche 30-000.83/04/18,6303230430 


8303030373 Forwards LER 83-007/03L-0 

□ 'TOOLE, J 8 Consolidated Edison Co of New Yorti, Inc 83/04/21 
ALLAN. J H Region 1, Office Of Director Ip 13306 233 24X 

Flche 30-247 , 03/04 /2 1 . 330 5030373 


— 8303030380 LER 83-007/O3L-0 on 830322, svc water pump 26 removed from 
SVC dwe to Inoperable s trai nar. Caused by sheared tey 
connecting drive motor to filter shaft due to ciceeslve 
debris accuokulatlon within strainer basket Basket cleaned 
HINRICHS.O Consolidated Edison Co of New York, Inc 83/04/21. 

Region I, Office of Director 2pp 18306 336 24X 

Flche 30-247, 83/04/21, 8303030373 


8305110393 Forwards LER 83-O0B/a3L-0 

O'TOOLE, J O Consolidated Edison Co of New York, Inc 83/04/27 
ALLAN, J N Region 1. Office of Director Ip 18406 197. 24X 

Flche 90-247. 83/04/27, 83051 10393 


— 3303110403 LER a3-008/03L-0 on 830328, i lac tr ic heat trace circuit 
SIB found w/lnoparable primary circuit Cauied by primary 
heating element to he open circuit Element replaced. 

Circuit tested 6 returned to ivc 

nOONCV, J Consolidated Edison C« of Maw Yort, Inc B3/04/27. 

Region I. Office of Director ip 18406 19S 24X 

Flche' 98-247,83/04/27. 8305110393 


8308160079 Forwards LER B3-009/03t-0 

O'TOOLE. J D Consolidated Edison Co of New York. tn« 83/04/30, 
ALLAN. J H Rag Ion 1. Office of Director Ip 18431 '004 24X 

FI e h 4 • 30 -247, 03/ 0 4/30. e 30 3 1 60073 


■BSOSIBOO?? LER S3-009/03U-0 on 030331. when operator attempted to start 
safety injeetian pump 23 during steady-state operation, pump 
motor breaker failed to close Caused by seiied closing 
Solenoid Breaker replaced 

KOONEV.J Consolidated Edison Co of New York, Inc 63/04/30 
Region 1, Office of Director 2pp 18431 003 24X 

Flche 30-247.83/04/30,8309160073 


8309160030 Forwards LER SS-OIO/OSL-O 

O'TOOLE. J D Coniolldated Edison Co of New York, Inc 83/03/01 
ALLAN, J N Region 1, Office of Director Ip 18492 343 24X 

Flche 90-247.83/03/01.8309160020 


— 8309160025 LER 83-010/03L-D on 830401, svc water pump 29 declared 
Inoperable when pump could not be restarted after pump trip 
Caused by nylon rope from old cathodic protection sys In 
travelling screens wrapping around impeller 6 shaft 
HINRICHS.O Consolidated Edison Co of New York, Inc 83/09/01 
Region 1, Office of Director Ip 18432 346 84X 

Flche 90-247,93/09/01,8309160020 


8309230403 LER 03-01 1/03L-0 on 830413, dor Ing Inservice valve test, valve 
B87B In suction line to safety Injactlon pump 22 found 
Inoperative Valve S87A operable Caused by pinched 6 grounded 
wire for motor on Llmitorquc valve operator U/B30913 Itr 
MOONEY, J , O'TOOLE, J Consolidated Edison Co of New York, Inc 
83/09/13 HURLEY, T E Region I, Office of Director 2pp 
18388 291 24X Flche 90-247,03/09/13,8309290483 


T Hiarlng transcripts on non-anti trust matters 


8309230001 Transcript of 830322 hearing In Uhlts Platns.NY 
Pp 10,737-11,117 Supporting documentation end 
a Atomic Safety and Licensing Board Panel 03/03/22 612pp 

18532 021 24X Flche 90-247.83/03/22.8309230001 


8309110002 Excerpts from transcript of 830407 hearing Pp 13,017-13.01? 
n NRC - No Detailed Affiliation Oiven 03/04/07 Spp 18409 009 
24X Flche 90-247,83/04/07,8309110002 


0303030606 Motion for permission to present rebuttal wltnessee on subj 
of prevailing winds, samp 1 v surveys 6 bystander behavior 
Discussion of issues could not have been anticipated prior 
to presentation of evidence 

POTTERFIELD.A Union of Concerned Scientists POTTERFIELD, A. 

Public Interest Research Croup, New York KAPLAN, C New York, NY. 
83/04/19 4pp 18308 090 24X Flche 30-247,83/04/19.8309030608 


— 8303030619 Testimony of D Outman re prevailing wind patterns 
OUTMAN. 0 Union of Concerned Scientists OUTMAN, 0 Public 
Interest Research Group. New York OUTMAN, D New York, NY 
B3/04/19 4pp 18308:054 24X Flche 90-247. 83/04/19. 8303030609, 


— 830S0306S9 Testimony of RR Holt re sample surveys 6 bystander behavior. 
HOLT.R R Union of Concerned Scientists HOLT, R R Public 
Interest Research Group. New York HOLT.R R Now York, NY 
83/04/19 37pp 18308 038 24X Flche 30-247,83/04/19,8303030608. 


— 8303030633 Reorganiiad testimony of JR Thornborough 6 D Bohning re 
Contention 6 2 concerning Impact of shutdown on physical 
environ near facility 

P03NER.P Parents Concerned About Indian Point 83/04/19 44pp 
18300 099 24X Flche 90-247,83/04/19,8303030608 


— 8309030641 Motion requesting initiation of studies on human respanse to 
radiological emergenc les. risks to Individuals living near 
site 6 difficulty of evacuation In emergency 
POTTERFIELD.A Public Interest Research Group, New York 
POTTERFIELD.A Union of Concerned Scientists 83/04/26. Atomic 
Safety and Licensing Board Panel 8pp 18308 139 24X 

Flche 90-247.83/04/19,8309030608 


— 8303030652 Motion requesting completeness of record on NRC Questions 
3 6 4 re emergency planning issues. Including capability for 
handling phone calls In emergency planning tone during 
emergency. 

POTTERFIELD.A , POTTERFIELD, A Union of Concerned Scientists, 
83/04/29 Atomic Safety and Licensing Board Panel 4pp 
1830B 180 24 X Flche. 90-247, 03/04/19. 8303030608 


8303020077 Transcript of 830426 hearing in Uhlte Platns.NY Pp 
14,419-14,396 Supporting documentation end 

* Atonic Safety and Licenetng Board Panel 83/04/26 210pp 

18278 250 24X Flche 90-247,83/04/26,8305020077 


9303030306 Tranecrlpt of 830427 hearing In White Platns.NY. Pp 14,997- 
14. 702 

• Atomic Safety and Licensing Board Panel 83/04/27, tt6pp 
18292-001 24X Flche 30-247,83/04/27,0303030386 
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0309040178 Transcript of 830420 hearing in White PlalnsiNV Pp I4 p 703- 
19i 087 supporting documentation enc 1 

• Atomic Safatg and Licensing Board Panel 63/04/28 926pp 

10324 297 24X FUhe 30-247,83/04/28,8308040172 


8309090429 Testimonij of LA Cohen In rebuttal to testimony of 0 Gutman 
Tastlmony to be included ui/ASLD 830420 transcript 
Certificate of 8vc end 

COHEHj L A Consolidated Edison Co of Neu York, Inc 83/04/20 
tOpp fe3f>3 321 24X Flch* 30-247,83/04/28,8309090429 


0309040347 Transcript of 830429 hearing in White Plains, NV Pp 15,086- 
19 j 824 Supp lemsntat testimonies end 

a Atomic Safety and Licensing Board Panel 83/04/29 149pp 

10322:242 24X Flche 90-247,83/04/29,8303040347 


8309130327 Transcript of Commission 830905 mee ting, d 1 scuts Ion & 
possible vote in Washington, DC re status of emergency 
planning at facilities Pp 1-22 

« Commissioners 83/09/09 27pp 18497 277 24X 

riCbS' 90-247, 63/09/09, 8309130327 


8309240994 Statament to be Incorporated In minutes of Commission 830926 
public hearing atate/f aderal govt must force counties to 
davlsa evacuation plans Problems u/emergency plans must 
ba resolved before 830609 

BI OlACOMO, C 0 Cortland, NY 83/09/18 4pp 18976 029, 24X 

Flcbe 90-247,83/09/18,6309240994 


8309240966 Releases transcript of Commission 821222 discussion it 
possible vote on emergency planning actions for placement In 
POR, par 10CFR9 Commission determination statement end 
CHILK, 6 J Office of the Secretary of the Commission 83/09/16 
Public Document Branch 2pp 16993 063 24X FUhe 90-003,83/09/18, 

0309240966 


— 0309240970 Transcript of 821222 discussion i, possible vote on emergency 
planning actions In Wash Ington, DC 

a Commissioners 82/12/22 19pp 18993 069 24X 

Flcbe* 90-003, 83/09/16, 8309240966 


— 0309240974 Transcript of 821222 discussion it possible vote on emergency 
planning actions in Wash Ington, DC 

* Cemmisslonars 82/12/22 99pp 18993 082 24X 

Flche 90-003,03/09/18,0309240966 


U Congress iona i/E« Bcut I ve Correspondence 


0309240395 Forwards statement for inclusion in special proceeding 
tes t Imony 

WE 1 88, T House of Rep 83/09/20 PALLADlNa,N Commissioners fp 

18976 029 24X Flche 90-247,83/09/20,6309240959 


"-6309240396 Statement of T Weiss ra proposed evacuation plans Plants 
should be shut down permanently Planning for nuclear 
accident futile Public safety should be top priority 
WEISS, T House of Rep 83/05/19 3pp 18976 026 24X 

Flche 90-247.83/09/20,8309240999 


6309310099 Commends State of NV commitment of resources cooperation 
u/ltcensees t, local govts to implement offsite emergency 
preparedness plan 

PALLAOIND, N J Commissioners 63/09/29 CUOMO. M K Neu York, 
State of ip 18693 280 a4X Flche 90-247,83/09/25,8309310039 


—8303310070 Expresses concern that addl actions required to satisfy 
mandates per 10CFR30 94(6X1) State of NY Disaster 
Preparedness Commission ulll work u/utlls until Rockland 
Coun ty completes emergency preparedness plans 
CUOMO, M M Neui York, State of 63/09/29 PALLADINO.N d 
Commissioners 3pp 16653 231 24X Ftche 50-247, 63/09/29, 

6305310099 


DOCKET 90-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 
F Security, medical, emergency ti fire protection plans 


8309030336 Discusses IE Emergency Preparedness Insp Rspts 90-010/03-01 , 
90-237/63-01 6 90-249/63-01 on 83020B «< forwards notice of 
dsf 1 c lane las 

PAPERIELUO, C d Region 3, Office of Director 03/04/29 REED, C 
Commonuealth Edison Co 2pp 18297 137 24X Flche 30-010,83/04/89, 

8309030336 


— 6309030348 Notice of deficiencies from Insp on 830103-07 Public info 
brochures not distributed from Apr 1961 - Dee 1962 fc 
emergency action levels not reviewed u/state $, local govt 
since 610401 

a Region 3, Office of Director 63/04/89 2pp 16297 139 S4X 
Flche 90-010,03/04/29,6309030336 


8309240931 atatemint of Cl ergy, Rel Iglous 6 Laity Concerned About Indian 
point. Common eltiieni reject Idea that expertise Irrelevant 
S/alua of human Ufa Is supreme value 

» Affiliation Unknown 83/09/20 4pp 16971 109 24X 

Flche: 90-247, 83/09/20, 6309240931. 


8309240933 Forwards written testimony on efforts to address 
daftclaneles In imirgeney response plan since 830909 
O'ROURKE, A. P Westchester County, NY 83/09/20. PALLADINO, N J, . 
0ILIN8KY, V. , AHEARNE, J Commissioners Ip 18976.043 24X 

Flchi' 90-247, 03/09/20, 0309240933 


— 8309240939 Testimony of AP O'Rourke re actions taken to Improve 
•Margency planning since Commission 830909 order Unions 
raprasanting bus drivers fully support orientation course on 
radiological emergency response procedures 

O'flOURKE.A P. Westchester County, NY 83/09/20. 6pp 10976.044 
24X Flche 90-247,83/09/20,0309240933 


8309240999 Forwards statement for Inclusion In special procaiding 
teailmony. 

WE108, T. House of Rep 83/09/20. PALLADINO, N Commissioners Ip 
18976:029. 24X Flche 90-247,03/09/20,0309240999 


—8309240990 0tatefflent of T Weiss re proposed eveeuatlon plans Plants 
ahould be shut dawn permanently Planning for nuclear 
accident futile public safety should be top priority 
WEISS, T House of Rap 83/09/19, 3pp 10976- 026, 24X 

Flche. 90-247, 03/09/20, 0309240999 


8309310002 Testimony of RW Carllsl# ra potential haiards of nuclear 
accidents Long-range edoc in nuclear radiation should be 
Implamanted. Robots should be developed to dismantle plant 
afbar meltdown. 

CARLISLE, R W, Aff 1 1 let Ion Unknown 83/09/20. 3pp 10693 240 24X 

Flch#' 90-247, 83/09/20,8309310002 


9309310099 Transcript of Commission 830923 discussion of Indian Point 
order In Washington, DC. Pp l-i? 

« CanMilssloners. 83/09/23. 23pp 10663, 120 24X 

Flcha: 90-247, 03/09/23, 8309310099. 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
accais to control procedures for law enforcement visits 
SVC 1 lit end 

ErGENHUT,D 0 Division of Licensing 63/03/11 Consolidated 
Edison Co of Niu York, Inc 16pp 16940 0?9 24X 

Flche. 90-000,83/09/11,8309110034 


8309120116 Advises that onsite U offsite emergency preparedness 
adequate per 10CFR90, App E Emergency plans upgraded per 
NUREG-0737, Item 111 A 2 I Item complete 

CRUTCHFIELD, D Operating Reactors Branch 9 03/09/11 FARRAR. D L 

commonwealth Edison Co 3pp 10423 040 24X Flche 90-010,03/09/11. 

6309120116 


8309240249 Requests scheduler exemptions allowing delay In implementing 
10CFR90 40 requirements for installation of fire protection 
mods Request based on AE, manufac turer (, const personnel 
antlclpeted Implementation schedule 

RYBAK, B Commonuealth Edison Co 03/09/18 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 18546 204 24X 

Flche 90-000,03/09/16,8309240245 


P. Operating license stage documents t, correspondence 


0309020499 Oenerlc Ltr 03-19 to ell power reactor ti testing licensees 
re new procedures for providing public notice concerning 
issuassce of amends to OLs 8vc list end 

EISENHUT.D, 0 Division of Licensing 03/09/02 Consolidated 
Edison Co of New York, Inc 90pp 18441: 120 24X 

Flche 90-000,63/09/02,6303020439 


8309040446 Application for amand to Licenses DPfi-I9 it DPR-29i revls Ing 
Tech Specs to clarify min reactor pressure when conducting 
scram testing following refueling outage 6 requirement fer 
Ifolatlon control rod drive pumps. 

RYBAK. B Commonwealth Edison Co 03/09/02 DENTON, H R, Office of 
Nuclear Reactor Ragulatlon, Director 2pp 10322 238, 24X 

Flche; 90-237, 83/09/02, 8309040446 


— 8309040496 Proposed changes to Tech Specs to clarify mli> reactor 
prtssure whan conducting scram testing following refueling 
outage b revise requirement for Isolation control rod drive 
pumps to epply only to single rod scram testing. 

» Commonwealth Edison Co 03/09/02 8pp 16322 840 24X 

FI Che 90-237, 03/09/02, 0305040446, 
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G^0904092O Supplemental application for amend to Licenses DPR-19 tt 
(>PR-S9< propoiirig changes to Tech Spec 4 3 S 1 h to vertfg 
nuclear response to control rod drive uii'eipcr I enced 
oncouplinig at peuer levels above SOi^ 

RVOAKi G Commanuealth Edison Co 83/03/02 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 18321 944 24X 

Flche 50-93?. 83/05/02p 8305040520 


— 8305040524 Proposed Tech Spec 4 3 D 1 b fPage SfcJ regulrJng 
verification of nuclear response to control rod drive 
u/eiper 1 enced uncoupling at pouer levels above 307, 

• Connaanuealth Edison Co 83/05/02 3pp 1B321 246 24X 

Flche 50-237.83/03/02.0309040520 


B305040931 Application to amend Licenses DPH-IR. DPR-aS. DPR-99 & 

DPR-30i Chang ing App A Tech Specs re economic generation 
control operation 

RTDAKi B Cemmoncjed 1 th Edison Co 83/05/02 DENTON.H R Office of 
Nuclear Reactor Regulation. Director 2pp IB321 279 24X 

Flche 90-000.03/05/02.9305040551 


— 830S0403S9 Proposed changes to App A Tech Specs re economic 
generation control operation N/o detailed changes 
e Commonwealth Edison Co 83/05/02 Ip 19321 981 24X 

Flche 50-000.83/05/02.8303040951 


8305130209 Concurs ui/NRC changes to draft Tech Specs re reactor 
protection sgs tRPS) protective relating mods, per 830420 
itr Operation sj/RPS mod. installed per 10CFR90 5? & u/o Tech 
Specs. mill not compremise safe operation of facilities 
RYBAK, a Commontaiealth Edison Co 83/09/06 DEMTON.H ft Office Of 
Nuclear Reactor Regulation. Director 2pp 1643? 330 24X 

Flche 50-000.83/09/06.8305130209 


8309090659 Generic Ltr B3-20 to all operating reactor licensees S< 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list enc 1 

EISENHl/r. O O Division of Licensing 83/03/09 Consolidated 
Edison Co of Neu York. Inc 16pp 18627 133 24X 

Flche 90-000.83/09/09.8303090639 


8305130038 Responds to 830316 rei^ucst for addl Info re NL;RE0-0737. 1 tem 
II K 3 23. "Verify Qualification of Accumulators on 
Automatic Depressur i la tlon Sys Valves '' Environ 6 seismic 
quallf Icatlon ulll be in accordance u/IE Qutletln 79-018 
RYBAK. B Comnonidsalth Edison Co 83/03/10 DENTON. H R Office of 
Nuclear fteactar Regulation. Director 2pp [8436 339 24X 

Flche 50-000.83/05/10.8305130038 


8303120370 Forwards Accident Evatuatien Branch SER Input re MURE'0-0737. 
I tern III D 3 4. “Control Room Habitability “ Sys acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5 83/09/11 FARRAR. D L 

Cammonurealbh Edison Co 6pp 18432 299 24X Flche 50-237,83/09/11. 

8305120370 


— 8303120374 Advises that I^icensee proposed program re NUflEQ-a737> I tem 
III D 3 4. "Control Hoom Habitability." acceptable 
NUftPJHV.D H Sattelle (lemorlat Institute. Pacific Northwest 
Laboratory FIN B-2323 82/03/23 HULHAN. L 0 Accident 

Evaluation Branch 2pp 18432 301 24X Flche 90-237.83/05/11. 

8305120370 


8305200707 Forwards regosst for addl Info on HUREO-0737, Item II K 3 20 
re qualification of automatic depressuriiatlon sys 
accumulators Response requested ulthln 43 days 

VASSALLO. D B Operating Reactors Branch 2 83/05/11 FARRAR, DL 

Commonwealth Edison Co 3pp 18528 390 24X Flche 50-000.83/05/11. 

8305200707 


B305200IQ6 Notifies that 830425 amend application for proposed Tech 
Spec changes re TNI Action Item II K 3 15 on isnlatlon of 
HPCI & RCIC requires fee Application requested From NftC for 
purposa of preventing Inadvertent Isolation of sys 
DiaOS.R M License F«« Kanagement Branch 83/03/12 FARRAR. D L 
Commanuea 1 th Edison Co Ip 18540 228 24X Flche 50-000,83/05/12. 

8305200186 


8305180376 Forwards list of proprietary documents t< associated pages 
from technical evaluation repts re environ qualification of 
electrical equipment OE affidavit per 10CFft2. 790 received 
UcstingliouBe affidavit forthcoming 

RV8AK. e. Cammonwcalth Edison Co 83/05/13 DENTON. H R Office Of 
Nuclear Reactor Regulation. Director 3pp 18490 347 24X 

Flche 50-000.03/05/13,8305180376 


8305260290 Commits to resolution of three open items re NURE0-06l2i 
"Control of Heavy Load*.” using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/sep arator lifting rig applicable 

RYBAK.e Commonwealth Edison Co 83/05/1? DENTON. H A Office Of 
Nuclear Reactor Regulation. Director Ip 18625 334 24X 

Flche 50-237. 83/05/ 1 ?, 8309260290 


8303270419 Notifies that responsa to 830316.0510 b 11 requests for addl 
info re TNI Item II K 3 2B. '’Qualification of Automatic 
Depressuriiatlon Sys Accumulators." addressed in 830510 Itr 
RYBAK, a Commonwealth Edison Co 83/09/23 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Ip 18642 298 24X 

Flche 50-000.83/05/23.8303270419 


0303310086 Notification of 830614 meeting w/utll In Bethesda.MO to 
discuss util DCRDR program plan 

OILBERT.R A Operating Reactors Branch 5 83/03/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 1869S 063 24X 

Flche 30-000,83/03/26.6303310086 


0305310028 Advises that requirements of NUREO-0737, I tem II F 1 4. 
"Containment Pressure Monitor." 1 1 F 1 9, "Containment Hater 
Level Menltor" & II F 1 6, "Containment Hydrogen Monitor" 
resolved, per 821220 6 B01219 submittals 

CRUTCHFIELD. 0 Operating Reactors Branch 3 83/03/27 FARRAR, D L. 

Cammonwsalth Edison Co 7pp. 18633 213 24X Flche 30-000.83/05/27. 

8303310028 


Q Inspection reports. IE Bulletins b correspondence 


8212060383 IE Info Notice 83-14, ''Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
anc 1 

TAYLOR. J M Division of Safeguard's b Inspection Programs {Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 13308 319 24X Flche 30-000,83/03/21.8212060389 


8304040268 Requests that insp program re IE Bulletin 80-13. "Cracking 
in Cora Spray Spargers," be performed every 3 yrs in 
conjunction u/reactor vessel Internal Insp No abnormalities 
noted per subj bulletin 

RVBAK, B Ccmmonbiealth Edison Co 83/03/23 KEPPLER.J, 0. Region 3. 
Office of Director 2pp 17BI6 282 24X Flche 50-237,83/03/23. 

6304040268 


8305020467 Forwards IE Imp Repts 50-010/83-06.50-237/83-07 b 
50-249/83-06 on 830203-0315 No noncompliance noted 
STREETER. U F Region 3. Office of Director 83/04/13 REED. C 
Commonwealth Edison Co 2pp 1B2Q3 073 24X Flche 50-010.83/04/13. 

8305020467 


— 8305020480 IE Insp Repts 50-010/03-06,30-237/83-07 b 30-249783-06 on 
630203-0315 No nonconp 1 tanca noted Major areas Inspected 
operational safety, me 1 nt. survel 1 lance. 1 Iconise events, plant 
tr Ips. ref uel Ing activities b refueling sorvelllancc 
TONOUE. T M , JORDAN. M J . STA8EK.8 Region 3. Office Of Director. 
83/04/12 |6pp 18283 075 24X Flche 30-010,83/04/13,8303020467 


S30304002I IE Info Notice 03-21. “Defective Emergency Oia Respirator " 
8vc list end 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/04/13 Consolidated Edison Co of Ntu 

York. Inc 126pp 18433 153 24X Flche; 30-000, 83/04/19. 8303040021 


6303040023 IE Info Notice 63-22. “BWR Safety/Relief Valve Failures." 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co. of Ntu 

York, Inc 113pp 16383 08? 24X Flche; 30-000. 83/04/22. 6303040023 


6305100379 Forwards IE Insp Repts 50-237/83-08 b 50-249/03-07 on 
630222-25.0301.09 b 14 b notice of Violation 

HIND.J A Division of Radiological b Materials Safety Programs 
83/04/22 REED. C Commonueelth Edison Co 2pp 18377 326 24X 

Flche 90-237.83/04/22.0303100379 


— 8303100387 Notice of violation from Insp on 830222-23,0301,09 b 14 
HIND.J A Region 3, Office of Director 83/04/22 2pp 
18377 330 24 X Flche. 30-237, 83/04/22, 83051 00379 


— 8303100402 IE Insp Repts 50-237/83-00 b 30-249/83-07 on 830222-29,0301, 
09 b 14 Noncompl lance noted DOT radiation limits exceeded 
b failure to follow health physics procedures 
PAUL.R A.. LOVEMDALE. P. C . QREOER.L R Region 3, Office of 
Director. 63/04/21 12pp 10377 332 24X Flche- 50-237, 63/04/22, 

8309100379 


6303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
aenilng Sys '* Bve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/04/25 Consolidated Edison Co of New 

York, Inc 119pp 16361 291 24X Flche 50-000,63/04/25,8303040029. 


6305020100 AcR receipt of 030330 ltr Informing NHC of steps taken to 
correct violations noted in IE Insp Repts 30-010/83-09, 

30-237/83-09 * 50-249/83-04 

SHAFER, W O Region 3. Office of Director 03/04/23 REED, C 
Commonwealth Edison Co Ip 18270' 243 24X Flche 90-010,83/04/23, 

8309020100 
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•*-6309020106 nsspondi to NRC 630304 Itr re \'lolation« noted In IE Insp 
Riptl 90-010/03-05,90-237/63-08 8, 90-249/63-04 Corrective 
«ctloni Amend 71 reltsued & incorporated Into Tech Spec* 

Corporate QA dept will audit accounting t< followup sgs 
FARRAR, 0 L Commonwealth Ed 1 ton Co 63/03/30 KEPPLER, J 0 
Region 3, Office of Director 3pp 16276 244 24X 

Flche 90-010,03/04/28,8308020100 


6303040026 IE Info Notice 83-24, "Loose Parts In Secondarg Side of 
Steam Oenerators at PMRs " Svc list end 

JORDAN, E I- Division of Emergencg Preparedness St Engineering 
Response iPost 830103) 63/04/26 Consolidated Edison Co of New 

York, Inc llSpp 18302 047 24X Flche 90-000,83/04/20,0303040026 


8303040027 IE Info Notice 93“2Si "Standbg Oas Treatment Sgi Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, inc 118pp 18308 169 24X Flche 90-000,83/04/20,0303040027 


6309100092 Provides status of safe shutdown path support installation, 
per IE Rulletln 79-14 t, util 830416 commitment Remaining 
accessible hanger 8< four inaccessible hangers will be 
completed bg mid-Mag t, during Fall 1983 outage, respec tlvelg 
RYBAK, 6 Commonwealth Edison Co 83/04/28 KEPPLER, J 0 Regiion 3, 
Office of Director 2pp 18377 216 24X Flche 90-237,63/04/28. 

0309100092 


0309030336 Diecusses IE Emergencg Preparedness Insp Repts 90-010/83-01, 
90-237/03-01 ti 90-249/03-01 on 630200 tt forwards notice of 
deficiencies 

PAPERIEtLO, C J Region 3, Office of Director 03/04/29 REED, C 
Commonwealth Edison Co 2pp 18297 137 24X Flche 90-010,03/04/29, 

0309030336 


—8309030348 Notice of deficiencies from Insp on 830103-07 Public info 
brochures not distributed from Apr 1901 - Dec 1902 t, 
emergencg action levels not reviewed w/state local govt 
slnca 810401 

» Region 3, Office of Director 03/04/29 2pp 18297 13? 24X 

Flche, 90-010, 03/04/29, 8309030336 


8303040020 IE Info Notice 03-26, "Failure of Baf e tg/Rel ief Valve 
Discharge Line Vacuum Breakers " avc list end 
JORDAN, E L Division of Emergencg Preparedness fa Engineering 
Response (Post 630103) 63/09/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 24X Flche 90-000,63/09/03,0303040020 


0309100161 Aek receipt of 830411 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-010/82-17, 

90-237/02-24 fa 80-249/82-24 

BHAPER.N D Region 3, Office of Director 63/09/03 REED, C 
Commonwealth Edison Co Ip. 18374 316 24X Flche 80-010,63/09/03, 

8309100181. 


"8309100190 Responds to NRC 830311 Itr re deficiencies noted in IE Insp 
Repts 90-010/82-17.90-237/82-24 fa 90-249/82-24, Correc tive 
aetloni. written agreement , EPtP200-l I re PMF for Units 2 & 3 
bttween Corps of Engineers fa util to be revised 

RYBAK, B Commonwealth Edison Co 83/04/11 KEPPLER, J 0 Region 

3, Office of Director 4pp 10374 319 24X Flche 90-010, 

83/09/03, 8309100181 


B303040030 IE Info Notice 63-27, "Dparatlonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E U Division of Emergencg Preparedness fa Engineering 
Response (Post 630103) 63/09/04 Consolidated Edison Co of New 

York, Inc U2pp 18302 282 84X FI che- 90-000, 03/09/04, 8303040030 


B303040031 IE Info Notice 63-20, "Criteria for Protective Action 
Recommendations for Oeneral Emargenctei " Svc list and, 

JORDAN, e L Division of Emergencg Preparedness fa Engineering 
Response (Post 030103) 03/09/04. Consolidated Edison Co, of New 

York, Inc U9pp 18441 OOi 84X Flche 90-000,63/09/04,0303040031, 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Deformation. ” Svc list end. 

JORDANiE. L Division of Emergencg Preparedness fa Engineering 
Responee (Poet 830103) 03/09/06 Consolidated Edison Co, of New 

York, Inc, 119pp. 18923-240 24X Flche- 90-000. 03/09/06, 0303040033 


9303040034 IE Info Notice 83-30, "Misapplication of Oeneric Emergencg 
Operating Procedures (EOF) Ouldellnes " Svc list end 
JORDAN, E Division of Emergencg Preparedness fa Engineering 
Rtcponsa (Post 830103) 83/09/U Consolidated Edison Co of New 

York, Inc U4pp 18924,003 24X Flche 90-000,63/09/11,6303040034. 


8305200421 Advises that utxl response to 820714 confirmatory action ttr 
re IE Oulletin 79-14, piping analysis to restore hot shutdown 
path piping sgs to FSAR requirements bg 83021 9, acc eptab le 
8PES8ARD,R L Division of Engineering 83/03/10 REED, C 
Commonwealth Edison Co 2pp 16917 116 24X Flche aO-OCO, 03/05/ 1 6, 

0309200421 


8303040040 IE Info Notice 83-31, "Error in aOLPIPE Computer Program " 
Svc list enc 1 

JORDAN, E L Division of Emergencg Preparedness fa Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 34X Flche 90-000,83/09/19,8303040040 


0309290377 Forwards "OE-NEBS Electrical Penetration Assembly 
Qualification Program," Vols 1 & 2 to "Response to IE 
Bulletin 79-OlD Quad Cities Nuclear Power Station Units t fa 
2" & Vols i fa 2 to "Response to IE Bulletin 79-010 

RYBAK,!} Commonwealth Edison Co 83/09/19 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 2, liepp 10970 001 24X 

Flche 90-000,83/03/19,8309290377 


— 8309290393 "OE-NEBS Electrical Penetration Assembly Qua 1 i f 1 cat 1 on 
Program '■ 

* Bechtel Corp 03/09/16 396pp 18976 179 a4X 

Fithe 90-000,83/09/19,0309290377 


--8309290407 Rev 2 to Vds 1 fa 2 to "Response to IE Bulletin 79-010 for 
Dresden Nuclear Power Station Unit 3 " 

« Dechtcl Corp 03/09/31 3e7pp 18900 326 24X 

Flche 90-000,03/05/19,8309290377 


8309270399 Notifies that work to be performed on masonry walls, per IE 
Bulletin 80-11, "Masonry Hall Design," will be completed on 
830719 Thirty masonry walls required mods 

RYBAK, 0 Commonwealth Edison Co 83/09/23 KEPPLER, J 0 Region 3, 
Office of Director Ip 18642 339 24X Flche 30-237.83/09/23. 

8309270399 


0303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminate,] Qil " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc I14pp 18647 007 24X Fiche 90-000,83/09/26,0303040046 


a Reporlable occurrences, LERs fa related correspondence 


8309060981 Forwards LbR 83-015/03L-0 

SCOTT.D J Commonwealth Edison Co 03/03/29 KEPPLER. JO. Region 
3, Office of Director Ip 10349 049 24X Flche 90-249.83/03/29, 

8309060901 


— 8309060994 LER 03-O19/O3L-O on 830406, during normal operation w/DI9 
287-1 in progress, pressure switch PS 3-1994 F would not 
o,perate at required pressure Caused by plugged Instrument 
snubber Snubber cleaned fa switch replaced 

COYLE, L M Commonwealth Edison Co 83/04/29 Region 3, Office 
of Director 2pp 18349 090 24X Flche 90-249,83/03/25. 

3309060381 


6309230973 Forwards engineering evaluation rapt, "Cracks fa Leaks In 
Small Diameter Piping " 

DROWN, 6 J Reactor Operations Analysis Branch 03/04/19 
aEYFRlT.K V Reactor Dperatlons AnalysJs Branch ip 10941 342 
24X Flche 90-000,03/04/19,03092309/3 


— 6309230619 "Cracke fa Leaks in Gmail Diameter Piping," engineering 
evaluation rept Small pipe leaks associated w/unantl c Ipated 
vibration problems require addl supports or rerouting of 
piping 

BROWN, E J Reactor Operations Analysis Branch 83/04/19 9pf 
10941 343 24X Flche 90-000,03/04/19,8309230973 


8309020246 Forwards LER 83-013/03L-0 

SCOTT.D J Commenwtalth Edison Co 63/04/21 KEPPLER. J 0 Region 
3, Office of Director Ip 18277 263 24X Fieho. 90-249. 83/04/21, 

8309020246 


— 0303020296 LER 83-013/03L-0 on 030322, while performing main steam line 
high flow furveti lance, iwl teh 3-261-21 tripped beyond Tech 
Spec limit Caused by particle on switch gear movement Switch 
cleaned fa retested 

ANANOAPPA, A Commonwealth Edison Co 03/04/16 Region 3, 

Office of Director. 2pp. 10277 266 24X Flche 90-249.03/04/21, 

6309020246. 


8309060963 Forwards LER 03-Oi4/O3L-O 

6C0TT, D. J. Commonwealth Edison Co 03/04/22 KEPPLER. JO Region 
3, Office of Director ip 18346 239 24X Ficha 90-249,83/04/22, 

0309060963 
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— fl3030&DS71 LER 83-0 1 4 on e30403iinaln stejin line log raiSldtlon 
monitor 3A ciperlencod Jots of high volfcag* pouor causing 
monitor to go dounseale Caussd hi;' burnod out resistor on 
high voltage pousr supply Monitor 3A replaced 

MERRITT. S Comnanusalth Edison Co 63/04/21 Region 3. Office 
of Director 2pp 18348 260 a4X Flehe 30-249.03/04/22. 
8303060963 


8309240366 LER 83-016/0 lT-0 on 830304, sta t lo.n notified that hydraulic 
snubber 16. replaced In Feb 1983. attached one end only 
Caused by insufficient personnel Interface Irlork package 
(TOCedurat revised 14/030317 Itr 

COEM. H . GCOTT. D J Commonuealth Edison Co 83/05/17 KEPPLER.J 0 
Region 3. Office of Director 4pp IBS49 291 24X 

Flehe 30-249. 83/03/ 1 7<S30324O366 


DOCKET 30-83-0 TURKEY POINT PLANT, UNIT 3 


F Security# medical, emergency 1< fire protection plans 


S30S1 10323 Responds to 81 1031# B20702 6 830)04 requests for eiceptlon 
from Table I of NUREO-0737, Supp 1 1 requirements r« location 
of emergency operations facility Esceptlon granted 

EISENlttJT. D 0 Division of Licensing 83/04/29 UHRIO, R E, Florida 
Power ti Light Co 2pp 18434.334 24X Flehe 30-230# 83/04/29, 

83031 10223 


8303130008 Informs that emergency offsite facility lEQF) operational 
u/eiceptton of issuance of Procedure 1212 1. Installation of 
didlcated phone lines at niar-slte support ctr & EOF. per 
Dinar ic Ltr 83-33 

IfHRIO.R E Florida Pouier U Light Co 83/09/09 EISENHUT, D 0 
Division of Licensing Ip 18436 326 24X Fichc 90-230,83/09/09, 

8309130008 


8303170104 Notification of 830319 meeting ui/utll In fiethssda.MO to 
discuss App R alternatlvs shutdown capability details 
MCDONALD. D 0 Operating Reactors Branch I 03/03/10 VARDA, S A 
Operating Reactors Branch 1 2pp 1B499 343 247 

Flehe. 30-230.83/03/10, 8303170104 


8303110034 Oeneric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t. holders of CPs re clarification af 
access to control procedures for law enforcement visits 
8ve list encl. 

EI&ENHUT#0 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New Vort, Inc I6pp 18340 093 24X 

Flch# 30-000,83/05/11,8303110034 


6303170346 Requests eiemptlon from App R Section III 0 requiring 
reactor coolant pump lube oil collection sys to be capable 
of containing entire lube oil sys inventory Existing sys 

adequate 

UHRie#R E F'lorlda Power t. Light Co 83/03/12 EISENHUr, D. 0 
Division of Licensing. 2pp 1S46S 029 24X Flehe* 30-230. 83/03/12, 

8305170346 


8303200099 Confirms that Dlv of Safeguards will conduct safeguards 
ragulatory effectiveness review on 030523-27 Review will 
evaluate overall effectiveness of security program List 
of review team members encl 

VAROA. S A Operating Reactors Branch 1 83/03/12 UHRIO. R E 

Florida Power L Light Co 3pp 18340 332 24X 

Flehe* 90-200, 83/03 / 1 2, 830920009 9 


8303180968 Informs thit emergency plan upgrade to meet 10CFR90 App E. 
NUnEO-073?# Item III A, 2 1, complete Item cloeed 
VAROAi S A Operating Reactors Branch I 03/09/13 UKRIO, R E 
Florida Power (i Light Co. 3pp 18509 299 84X 

Flehe 30-230# 83/03/ 1 3, 8303 1 80968 


J Iniurancc t indemnity Information 


8309040200 Foruarde Endoriement 64 to NELIA Policy NF-iB9 t. Endorsement 
94 to MAELU Policy KF-99 

DUCKi«J.R Marsh «. McLennan. Inc. 83/04/S? 6ALTZHAN. J Aselstant 
Diractor for Stata 6 Licensee Relations. 3pp 18323*213 24X 

Fieha. 90-290, 03/04/29, 8309040200 


P. Operating littnsa stage documents 6 corrtspondcnc e 


8309090293 Forward f draft SER of NUnEO-0737, Itin ti B 3, “Poet-Accident 
Binpllng " Eight of 11 criteria met, Criterion 2,10 it 11 
Incomplate Addl info requeeted to complete review of PA88 

sys 

VARCA,£ A Operating Reectora Branch 1 63/04/22. UHRIO, R.E 

Florida Power 6 Light Co. 31pp 10332*074, 24X 

Flehe: 80-290, 63/04/22, 0309090293 


8309040672 Informs that Amend 91 to License DPR-31 & Amend 89 to 
License DPR-41 it Oeneric Ltr 83-07 requirements requiring 
action to initiate negotiations w/D0£ re disposal of high 
i eve 1 waste or spent nuc leer fuel completed 

VAROAi 9 A Operating Reactors Branch 1 83/04/29 UHRIO. R £ 

Florida Power «< Light Co 2pp 10336 296 34X 

Fiehe 90-290,83/04/25.8303040672 


8309060693 Advises that addl testing in specific cases re use of energy 
balance technique 6 arching action for masonry wall 
qualification not warranted Decision based on technical Info 
presented during 6 subeequent to 330120 meeting 
VAROA.S A Operating Reactors Branch 1 83/04/26 UHRIO.R E 

Florida Power 6 Light Co 2pp 18390 360 24X 

Flehe 90-230,83/04/26.8303060693 


8303020495 Oeneric Ltr 83-19 to all power reactor tt testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list encl 

EIGENHUT.DO Divleion of Licensing 83/09/02 Consolidated 
Edison Co of Mow York. Inc 50pp 18441 120 24X 

Fiehe 90-000,03/09/02,8303080439 


0309180894 Forwards safety evaluation of util submittals re NURE0~O737, 
Items II F 1 4, II F 1 3 & 1 1 F 1 6 on containment pressure, 
water level t. hydrogen monitors Requirements resolved 
Equipment environ qual 1 f icatlon to be reviewed separately 
VAROA.S A Operating Reactors Branch 1 83/09/02 UHRIO.R E 

Florida Power 6 Light Co 2pp 10306 031 24X 

Fiehe 90-250.63/03/02,8303180894 


— 8303180896 Safety evaluation of util submittals re NUREO-0737, Items 
II F 1 4 re containment pressure monitor, II F t 9 on 
containment water level monitor 6 II F I 6 re containment 
hydrogen non 1 tor. Llcanea e design acceptable 

a Office of Nuclear Reactor Regulation. Director 83/03/02 Spp. 
18906-033 24X Flehe 90-290,83/09/02,8309100894 


8303090432 Forwarde justification for continued operation w/electrical 
equipment In Categories I B 6 tl A identified in Franklin 
Research Ctr technical evaluation rapt per NRC 621213 t< 

030329 U 31 Itrs 

UHRIO.R £ Florida Power 6 Light Co 83/09/04 VAROA, S A 
Operating Reactors Branch 1 70pp 18363 290 24X 

Flehe 90-290,03/03/04,8305090432 


8309180341 Summarixai 030329-30 site visit re radiation protactlon 6 
ALARA aspects of steam generator replacement effort 
MCDONALD, D 0, Operating Reactors Branch 1 83/09/04 UHRIO.R E. 

Ptarlda Power S. Light Co 6pp 18909 078 24X 

Flehe 90-280,83/03/04,8309180941 


B309100163 Application to amend Licenses DPR-31 & DPR-41, deleting App 
0 ETB re terrestrial biological 6 physical monitoring 
programs Request dtd 030210 re deletion of groundwater 
monitoring program withdrawn. 

UHRIO.R E Florida Power & Light Co 83/09/09 EIRENHUT, D 0 
Division of Licensing Spp 18374 349 24X Flehe* 90-290, 83/09/03, 

8303100163 


8303090639 Oeneric Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list encl 

EtEENHUT.DO Division of Licensing 83/03/09, Consolidated 
Edison Co of New York, Inc 16pp 18627 133 24X 

Fiehe 30-000# 83/03/09, B3050906S9 


8309260207 Forwards revised order confirming licensee commitments on 
NURBO-0737. Item II F, 1 , '’Past-Ace Ident Monitoring," per 
330331 6 0411 Itrs Extended completion schedule to 840913 
aecep tab 1 e 

VAROA, S. A Operating Reactors Branch 1 83/03/11 UHRIO.R E 

Ftarlda Power b Light Co Spp 10629 340 24X 

Flehe 90-230, 83/05/1 1# 8309260207 


—8303260211 Revised order confirming licensee commitments on post-TMI 
related iesues 

EISENHUT, D. 0. Division of Licensing 03/09/11 Florida Power b 
Light CO. 9pp 18629 343 24X Fiehe 90-230,83/09/11,8309260207. 


B309I70920 Application for amend to Licenses DPR-31 b 41 providing 
requirement for monthly walkdeun of all accessible eafety- 
relatad flow paths to verify correct valve position 
UHRIO.R E. Florida Power b Light Co 83/03/13 EIBENHUT, 0. 0. 
Division of Licensing 4pp 18467*232 24X Fiehe 90-230,83/03/13, 

6303170520 


— B30917D92S Proposed changes to Tech Specs providing requirement far 
monthly wallcdown of all accessible saf ety-relatad ftowpaths 
to verify carreet valve position. 

a Florida Power b Light Co 83/09/13 4pp. 18467.286 24X 

Flehe: 90-290, 83/03/13,8303170920 
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B309330472 f^oruards ”8t Lucie Units 1 t< 3 b Turkeg Point Units 3 t< 4 
Oet«ll«d Control Room Design Revleuis Program Plan> " per 
030419 commitment re Suppl 1 to NUfiEO-0737 

UMUIO.n E Florida Power & Light Co 03/09/30 EtSENHUT, D 0 
Division of Licensing Ip 10980 333 34X Flche 90-000.83/03/30. 

B309390472 


— 0309290471 "8t Lucie Units 1 & 2 E< Turkey Point Units 3 L 4 Detailed 
Control Room Design Reviews Program Plan " 

• Florida Power «< Light Co 03/04/30 34pp 1B90B 334 24X 

Fiche 90-000,83/09/20.0303290472 


8309290919 Forwards schedule for qualification or replacement of 
equipment important to safety per 10CFR90 49 Items 
identified in technical evaluation rept as not within scope 
of IE Bulletin 79-OlD being evaluated 

UHRtO, R E Florida Power & Light Co 83/05/20 VAROA. 8 A 

Division of Licensing 2lpp 18903 319 24X Fiche 90-290,83/09/20, 

8309290919 


8309310034 Forwards Class I {< 1 1 1 fees for proposed license amend re 
monthly *ys walkdouns 

UHRIO, R E Florida Power tt Light Co 83/09/26 EI0ENHUT. 0 0 
Division oP Licensing Ip 18693 309 24X Fiche 90-290.83/09/26. 

8309310034 


Q Inspection reports. IE Bulletins b correspondence 


B212060389 IE Info Notice 83-14. "Dewatered Spent Ion Eichange Resin 
ausetptlbll Ity to Exothermic Chamical Reaction " Sve list 
and 

TAYLOR, J M Division of Safeguards it Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of Hew York, Inc 

tl2pp 18308 319, 24X Fiche 30-000,03/03/21,8218060309 


8309270127 Suppls 830203 response to notice of violation contained in 
IE Insp Reptl 90-290/82-37 it 30-291/02-37 Corrective 
actions procedure revised to require clearance reviews prior 
to starting unit from cold or hot shutdown 

UHRIO, R.E. Florida Power b Light Co 03/03/21 O'REILLY, J P 
Region 2, Office of Director 2pp 18638 219 24X 

Fiche 90-290,03/03/21,8309270129 


8309270969 Forwards IE Insp Ropt 30-291/83-08 on 030322-24 No 
noncompl lanes noted. 

DAHCE>H C. Division of Project b Resident Programs 83/04/09 
UHRIO, R E Florida Power b Light Co 2pp 18646 33B 24X 

Flehf 30-291, 83/04/09, 9309270968 


— 8309270987 IE Insp Repts 90-290/83-00 b 30-231/83-08 on e30322'-24 No 
noncomp 1 lance noted Major areas inspected hydrostatic 
tsstlng of reconstituted steam generators 

KRUO.H E Region 2, Office of Director JAPE, F Division of 
Engineering b Radiological Safety Programs 83/04/04 3pp 
18646 340 24X FI Ch S . 90-231 , 83/04/03, 8303270368 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Retponse (Post 630103) 83/04/19, Consolidated Edison Co of Niu 

York, Inc 126pp 18433 133, 24X Fiche 30-000,63/04/15.8303040021. 


0303040023 IE Info Notice 83-22, "BNR Safety /Re 1 lef Valve Failures." 
avc list end, 

JORDAN, E,L Division of Emtrgency Preparedness b Engineering 
Response (Post B30103) 83/04/22 Consolidated Edison Co. of New 

York, Inc 112pp 10383 089 24X Fiche • 30-000, 83/04/22, 8303040023, 


8303040023 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys. ” 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engintarlng 
Rssponse (Post 830103). 03/04/23 Consolldatid Edison Co of New 

York, Inc 119pp 18381’ 291 24X Fiche 30 - 000 , 63/04/23, 8303040029. 


8303090089 Forwards safety evaluation b notice of granting nf relief 
from tnsarvlce insp requirements for ASME Class 1,2 b 3 
components, per 770223 request, 

VAROA, 8. A. Operating Reactors Branch i 83/04/26 UHRIO, R E 
Florida Power b Light Co. 3pp 18367 126 24X 

Flehf 30-230, 03/04/26, 8303090083 


— 8303090091 Safety evaluation supporting requests for rellaf from 
InserviCf Insp requlrimints for ASME Class 1,2 b 3 
components, 

# OfflCi of Nuclear Reactor Regulation, Director 03/04/26 9pp 
18367:129. 24X Fiche: 30-290, 83/04/26, 830S0900BS 


—8209130291 "Turkey Point Nuclear Oeneratlng Station Units 3 b 4 
Instrvict Insp Program," technical evaluation rapt 
a Sclenca Applications, Inc NRC-03-a2-096. 9AI-186-02B-18 

82/09/10. NRC - No Detailed Affiliation Olven 39pp. 
18367-138. 24X Fiche- 90-000, 83/04/26. 8309090003. 


— 9305090104 Notice of granting of roltef from ASME Section XI inservlce 
insp requirements for A3ME Class 1,2 b 3 components 
VAROA, S A Operating Reactors Oranch 1 03/04/26 2pp 

18367 173 24X Fiche 30-230,03/04/26,8309090003 


0303040026 IE Info Notice 03-24. "Louse Parts in Secondary Side of 
Steam Oenerators at PWRs " Sve list enc I 

JORDAN, E L Division of Emergency Proparedness b Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc 1 15pp 10302 047 24X Fiche 30-000,03/04/28.8303040026 


D303O4OO27 IE Info Notice 83-23. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list enc I 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18302 169 24X Fiche 30-000. 83/04/28, 8303040027 


8309030392 Forwards tabulation of equipment qua 1 1 f Icati on proprietary 
info listed by supplier ref In util response to IE Bulletin 
79-010, per 821213 request 

UHRIO, R E Florida Power b Light Co 83/04/29 VARGA, S A 
Operating Reactors Branch 1 2pp 18306 262 24X 

Fiche 30-290.03/04/27,0309030392 


6303040028 IE Info Notice 83-26. "Failure of Saf e ty/Re I i e f Valve 
Discharge Line Vacuum Breakers " Bve list enc I 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 24X Fiche 30-000.03/09/03,8303040028 


0309120998 Discusses IE Insp Repts 30-230/83-06 b 90-2S1/S3-06 on 
830222-25 b 03-04 b forwards notice of violation b proposed 
imposition of civil penalty 

O'REILLY. J P Region 2. Office of Director 83/05/03 UHRIO. R E 

Florida Power b Light Co 3pp 16441 333 24X 

Flcht 90-290,83/03/03,8303120390 


— 0303120604 Notice of violation b proposed imposition of civil penalty 
In amount of S40i ODD Noncamp 1 lance noted on 830201 b 02. 
self-reading dosimeter of individual found offscale b 11 
individuals performed work in high radiation area 
O'REILLY, J P Region 2. Office of Director 83/03/03 3pp 
16441 336 84X Fiche 30-230,83/09/03.8303120998 


6303040030 IE Info Notice 83-27. ‘'Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of New 

York. Inc 112pp 10382 202 24 X Fiche 90-000,83/03/04,8303040030 


9303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recofflmenda tioni for Oeneral Emergencies Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/04 Consolidated Edison Co, of New 

York, Inc U9pp 10441 001 24 X Fiche 30-000,03/09/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Plndlng Caused by Fuel Rack 
Defamation " Sve list end 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc 113pp 10923 249 24 X Fiche 30-000, 03/09/06, 03O3O4’OO33 


9303100001 Submits steam gineratar repailr program cleanlintis rept 
post-contamination b final loop Imps b steam generator 
search b retrieval accomplished to meet primary b secondary 
side cleanliness commitments 

UHRIO, R E Florida Power b Light Ca 93/03/06 EI8ENHUT, D a 
Division of Licensing Ip 10377 219 a4X Fiche 90-290,03/09/06, 
6303100001 


8309370219 Forwards IE Insp Repts 90-290/83-03 & 90-291/83-09 ois 
030119-0229 No noncomp 1 1 anc e noted. 

dance, H C Division of Project b Resident Programs 03/09/06 

UHRIO, R E Florida Power b Light Co 3pp 10637 327 24X 

Fiche. 50-230, 03/03/06, 0303270213 


— 8309270219 IE Insp Rtpts 30-250/03-09 b 90-291/83-09 on 030119-0229 No 
noncomp 1 1 ance noted Major areas inspec ted. fol lowup an 
pravloui insp findings, IE bul le tins, poet-THI implementation, 
surveillance testing b malnt activities 

VOOT-LOHELL, R , AOLES. J. A Region 2. Office of Director 
JULIAN, C. Division of Project b Resident Programs 93/09/09 
app 10637 331 24X Fiche 90-290,03/09/06,6309270219 


8309270376 Forwards IE Imp Repts 90-230/03-10 b 30-231/03-10 on 
830404-06 Nd noncompliance noted 

DANCE, H C Division of Project b Resident Programs. 83/03/06 

UHRIO.R E Florida Power b Light Co 2pp 16643-001 24X 

Fi e he; 90-290, 83/05/06, 0309270376 
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— 0309870364 IE Imp Rtptt 30-290/83-10 t. 90-251/03-10 an 830404-06 No 
nonconip Hanc( nottd Major arcao insprtted licenico program 
for looping radiation dosos ALARA 

DEBStO r > MOSEY, C H t BARR.K P Region 2< Office of Director 
83/09/04 gpp 18643 003 24X FI ch« 90-330. 83/03/06. 8309270376 


8303040034 IE Info Notlc* B3-30< ''Misapplication of Generic Emorgsncv 
Operating Procedures lEOP) Quldellnes " Svc list end 
JOROAN.E L Oivlilon of Emergencg Preparedness & Engineering 
Response (Post 8301031 83/09/11 Consolidated Edison Co of Neu 

Yart, Inc t 14pp 18924 003 24X Fiche 50-000.83/03/11.0303040034 


8303040040 t£ Info Notice 83-31. "Error in AOLPlPE Codiputer Program '' 
Svc list end 

JORSAN. E L Division Of Emergency Preparedness j< Engineering 
Response IPost 830103) 83/09/19 Consolidated Edison Co of Neu 

Yort. Inc 114pp 18697 009 24 X Flche 30-000.83/03/19.6303040040 


8303040046 IE Info Notice 83-33, "Nonrepresenta t 1 ve Sampling of 
Contaminated Oil " Svc list end 

JORDAM. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of New 

Vorl. Inc ll4pp 10647 007 24X Fiche 30-000.83/05/26.8303040046 


S Reportable occurrences. LERs & related correspondence 


8309230373 Foruards engineering evaluation rept. "Cratls & Leals in 
Small Diameter Piping " 

BRONN.E J Reactor Operations Analysis Branch 83/04/19 
SEVFRIT.K V Reactor Operations Analysis Branch Ip 1B94I 342 
Z4X Flclie 90-000.83/04/19,8305230573 


— B30523061? "Cractt & Leaks in Email Diameter Piping." engineering 
evaluation rapt Small pipe leaks associated u/unantic ipated 
vibration problems reyuire add! supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analysis Branch 03/04/19 9pp 
10341 343 24X Fiche 50-000,03/04/19,6305230373 


8303D30403 EN-83-Q27 on 030303. not 1 ce of violation 6 proposed 
linpoiltion of civil penalty In amount 440.000 to be issued 
for licensee failure to perform evaluations to ensure dose 
stds for uorters eiposed to radiation not exceeded 
FLACK. E . AXELRAD, J Director's Office. Office of Inspection and 
Enforcement 83/04/28 Ip 1B306 312 24X Fiche 50-250,83/04/28. 

8305030409 


8309110487 Foruards LER 83-007 /OlT-0 

WILLIAMS, J W Florida Power «, Liglit Co 63/05/03 O'REILLV. J P 
Raglan 2. Office of Director ip 18405 091 24X 

Fiche 50-290.83/03/03,8309110487 


— 8305110496 LER 83-007/01T-0 on 830419. manual valves on steam supply 
lines to Buiillary fssduator pump turbines 0 t. C discovered 
closed Caused by personnel error in rechanging tags Valves 
Immediately locked open 6 pumps satisfactorily tested 
BERRY. Z E Florida Power U Light Co 83/03/03 Region 2, 
Office of Director 2pp 18403 032 24K Fiche 30-230,03/03/03, 

8303110487 


030910009B FMO—1 1-63— 034 on Q3O504. 1 icensee Issued news release re 
Inoperability of two auilllary feed-uiater pumps on 830419 
Caused by valves Inadvertently clasgd on B30414 

JlfLIAH.C A , LEWIE, R C Region S, Office of Director 83/09/03 
2pp. 18377 235 24X Flclie 90-290.83/03/05,8303100090 


DOCKET 30-251 lURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency tc fire protection plans 


B305I 10223 Responds to 811031.820702 & 830104 requests for exception 
from Tabli 1 of NU'REG-0737 j Supp 1 1 requirements re location 
of imergency operations facility Exception granted 

EISENHUT.D 0 Division of Licensing 83/04/29 OHBIO.R E Florida 
Pauer 6 Liglit Co 2pp 18434 334 24K Fiche 30-230,83/04/29. 

83091 10223 


0305130008 Informs that emergency offsite facility lEDF) operational 
u/eiceptlon of Issuance of Procedure 1312 $, installation of 
dedicated phone lines at near-site support ctr U EOFiper 
Oantric Ltr 32-33 

UHRIO. R E Florida Power b Light Co 83/09/09 EIBEHHUT. D 0 
Division of Licensing Ip 18436 326 24X Fiche 30-230.83/09/07, 

8305130008 


8309170104 Notification of 830913 meeting u/util In Oethesdai HD to 
discuss App R alternative shutdown capability details, 

MCBONALD.DC Operating Reactors Branch I 83/03/10 VARDA, S A 
Operating Reactors Branch 1 2pp 1B49S 343 24K 

Fiche 90-290, 0 3/05/ 1 0 , 8303 1 70 1 04 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re clarlf icatlon of 
access to control procedures for law enforcement visits 
Svc list oncl 

EISENHUT, 0 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of Neu York. Inc 16pp 18340 093 24X 

Fiche 30-000.83/03/11,8309110034 


8303170946 Requests exemption from App R Section III 0 requiring 
reactor coolant pump lube oil collection sys to be capable 
of containing entire lube oil syi inventory Existing sys 
adequate 

UHRIO, R E Florida Pouier * Light Co 03/05/12 EISENHUT.D 0 
Division of Licensing 2pp 18468 02? 24X Fiche 30-230, 83/09/12, 

8309170346 


8303200099 Confirms that Div of Safeguards will conduct safeguards 
regulatory effectiveness review on 830923-27 Review will 
evaluate overall effectiveness of security program List 
of review team members enc I 

VAROA.a A Operating Reactors Branch 1 83/05/12 UHRIO, R £ 

Florida Power «, Light Co 3pp 18940 332 24X 

Fiche 90-230,83/09/12,8309200099 


8303180968 Informs that emergency plan upgrade to meet 10CFR90 App E. 
Nl/REO-6737. Item III A 3 I, complete Item closed 

VAfUJA. 8 A Operating Reactors Branch I 83/09/13 UHRIO.R E 
Florida Power «< Light Co 3pp 10303 299 24X 

Fiche 30-290, 03/03/13. B30918036B 


J Insurance t< indemnity information 


8309040208 Forwards Endorsement 64 to NELIA Policy NF-18S fc Endorsement 
94 to MAELU Policy HF-95 

DUCK. JR Marsh 6 McLennan, Inc 03/04/29 8ALTZMAN, J Assistant 
Director for State 6 Licensee Relations 3pp 10323 213 24X 

Fiche 30-290.83/04/29,8303040208 


P Operating license stage documents 6 correspondence 


8303050293 Forwards draft BER of NUREC-0737. Item II B 3, "Post-Accident 
Sampling " Eight of II criteria met Criterion 2,10 b 11 
incomplete AddI info requested to complete review of PA9S 
sys 

VAROA, 8 A Operating Reactors Branch 1 03/04/22 UHRIO.R E 

Florida Power & Light Co 31pp 18392 074 24X 

Fiche 90-290, 03/04/22. a3O9(}902?3 


8303040672 Informs that Amend 91 to License DPR-31 t< Amend 89 to 
License DPH-41 & Generic Ltr 03-07 requirements requiring 
action to initiate negotiations u/DOE re disposal of high 
level waste or spent nuclear fuel completed 

VARGA, S A Operating Reactors Qranch 1 03/04/29 UHRIO.R E 

Florida Power t< Light Co 2pp 18336 236 24X 

Ftehe 30-230,63/04/23.8305040672 


0309060633 Advises that addl testing In specific cates re use of energy 
balance technique It. arching action for masonry wall 
qual 1 f lea t i on not warranted Decision based on technical Info 
presented during tt subsequent to 830120 meeting 
VAROA.a A Operating Reactors Branch I 83/04/26 UHRIO.R E 
Florida Power L Light Co 2pp 18358 360 Z4X 
Fiche 90-2 50. a 3/04 / 26, B 305 060653 


8303020499 Generic Ltr 83-19 bo all power reactor tt testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

elEENHUT, D G Division of Licensing 83/03/02. Consolidated 
Edison Co of Neu York, Inc 50pp IB441 120 24X 

Fiche 90-000,83/09/02,8303020459 


8305180854 Forwards safety evaluation of util submittals re NURE0-0737, 
Items 1 1 F 1 4. 1 1 F 1 5 t< 1 1 F 1 6 an containment pressure, 
water level t< hydrogen manitors Requirements resolved 
Equipment environ qualification to be reviewed separately 
VARGA, 8 A Operating Reactors Branch 1 63/03/02 UHRIO, R.E 

Florida Power «, Light Co 2pp 18306 031 24X 

Fiche 30-250,83/03/02,8309160354 


—6309180656 Safety evaluation of util submittals re NUREG-0737> Items 
II F. 1 4 re containment pressure monitor, II F 1 5 on 
co-ntainment water level monitor It II F 1 6 re containment 
hydrogen monitor Licensee design acceptable 

-ft Office of Nuclear Reactor Regulation, Dlroctor 83/09/02 9gg, 
18906 033 24X FI ch e' 30-230, 63/05/02, 8309180B54 


8309090432 Forwards justification for continued operation w/electrical 
equipment In Categories I D 6 II A identified in Franklin 
Research Ctr technical evaluation rept per NRC 821213 4i 
83032? it 31 Itrs 

UHRIO, R.E Florida Power «< Light Co 03/03/04 VARGA, B A 
Operating Reactors Branch 1. 70pp 18363 230 24X 

FicJie 50-230,83/09/04,8305090432 



DOCKETED ITEMS 


55 


9303180941 Sumnarli** 030329-30 site visit re radiation protection tc 
ALARA atpoctt of itiam panerator replacement effort 
MCOONALO) 0 S Operating Reactors Branch 1 B3/09/04 OHRtO<R C 

Florida Pouer (■ Light Co App 18309 078 34X 

F 1 c h a 90-390. 83/09/04. 83091B0941 


aSOSlQOlAS Application to amend Llcensat DPR-31 t> DPR-41 ■ delating App 
B RT8 ra torraatrial hiological b physical mnnltorlnp 
program* Raquait dtd B302I0 re deletion of groundwater 
monitoring program withdrawn 

UffflIO.R e Florida Power (< Light Co 83/09/09 EISENWT. D 0 
Siviilon of Llcsnelng 9pp 1B374 349 24X Fiche 90-290. 83/09/09. 

8309100163 


83090'?0699 Ocnerlc Ltr 63-20 to all operating reactor licen»et* (t 
holder* of CP* re Integiated scheduling for implementation 
of plant mod* Svc ll*t end 

eiBENHUT. DO Division of Licanelng 83/09/09 Consolidated 
Edison CO of New York. Inc 16pp 18637 193 a4X 
Flche 90-000.63/09/09.8309090699 


8309160010 Advisee that mode to undervoltage protection igs will not be 
completed until neit refueling outage in Mar 1984. in 
raiponte to NRC 821028 ltr re adequacg of electric 
distribution «gs voltages 

UHRIO. R E Florida Power << Light Co 63/09/11 VAROA.a A 
Operating Raactor* Branch 1 Ip 18496 082 24X 

Fiche 90-291.63/09/11.8309160010 


8309260207 Forward* revised order confirming licensee commitments on 
MUREO-0737. Item II F 1. "Post-Accident Monitoring." per 
830331 & 0411 Itrs Extended completion schedule to 840919 
accoptabla 

VAflOA. 8 A. Operating Reactors Branch 1 83/09/11 uhRIO. R E 

Florida Pouer it Light Co 3pp 18629 340 24X 

Fiche! 90-290. 83/09/11 , 8309260207 


— 6309260211 Revised order confirming licenses commitment* on post-THI 
related Issue* 

EtSENHUT. D 0 Division of Licensing 83/09/11 Florida Power h 
Light Co 9pp 10629 343 24 X Flcha 90-290.03/09/11.8309360207 


8309170920 Application for amend to Licenses DPR-31 6 41 providing 
requirement for monthlg ualkrfewn of all accessible safetg- 
related flaw path* to verlfg correct valve position 
UHRIO. R E Florida Power & Light Co 83/09/13 ElSENHUT.D O 
Division of Licensing 4pp 18467 292 24X Fiche 90-280.83/09/13, 

6309170980 


— 8309170989 Praposcd changes to Tsch Specs providing requirement for 
monthlg walkdown of all accessible safetg-relatod floupaths 
to verlfg correct valve position 

e Florida Power it Light Co 63/09/13 4pp 18467 296 24X 

Fiche 90 -290.83/09/13. 8309170920 


8309290472 Forwards "St Lucie Units 1 b 2 & Turk eg Point Units 3 1< 4 
Detailed Control Room Deelgn Reviews Program Plan. " per 
830419 commitment re Suppl 1 to NUREO-0737 

UHRIO. R E Florida Power & Light Co 83/09/20 ETSENHUT. D 0 
Division of Licensing Ip 18988 333 24X Fiche 90-000.83/09/20. 

6309290472 


“8309290491 “St Lucie Units 1 b 2 b Turk eg Point Units 3 b 4 Detailed 
Control Roem Design Reviews Program Plan " 

« Florida Power b Light Co 83/04/30 34pp 185S8 334 24X 

FI Cha 90-000. 83/09/20. 0309290472 


8309290919 Forwards schedule for qualification or replacement of 
equipment important to safetg per 10CFR90 49 Items 
Identified in technical avaluatlon rept as not within scope 
of IE Bulletin 79-OlB being evaluated 

UHRIO. R E Florida Power b Light Co 63/09/20 VAROA. S A 

Division of Licensing 21pp 18903 319 24X Fiche 90-290.63/09/20. 

8309290919 


6309310034 Forwards Class 1 b III feae for proposed license amend re 
monthlg sgs walkdownt 

UHRIO.R, E Florida Pouar b Light Co 63/09/26 EISENHUT.D, 0 
Olvltlon of Licensing. Ip 18693 309 24X Fiche 90-290. 83/09/26, 

0309310034 


O Inipeetlon reports. IE Bulletins b correspondsnee 


8212060369 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptlbllltg to Exothermic Chemical Reaction " Svc list 
tncl. 

TAYLOR. U M Division of Safaguards b Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co. of New York, Inc 

tl2pp. 10308 319. 24X Fiche 90-000.63/03/21. 0212060389 


6309270129 Suppls B30203 response to notice of violation contained in 
IE Insp R«pti 90-290/82-37 b S0-2S1/82-37 Corrective 
actions procedure ravlsed to require clearance reviews prior 
to starting unit from cold or hot shutdown 

UHRIO.R E Florid* Pouer b Light Co 83/03/21 O'REILLY, J P 
Region 2, Office of Director 2pp 1S63Q 319 24X 

Fiche 90-230,63/03/21,8309870129 


8309270968 Forwards IE Insp Rept 50-251/83-06 on 830322-24 No 
noncomp ) ianc e noted 

DANCE. H C Division of Project b Resident Programs B3/Q4/09 

UHRIO.R E Florida Power b Light Co 2pp IQ646 338 24X 

Fiche 90-291.03/04/09.0309270969 


— 0309270997 IE Insp Rept* 90-230/83-08 b 90-291/83-08 on 830322-24 No 
none ompi lance noted Major areas Inspected hgdrostatic 
tasting of reconstituted steam generators 

KRUO.H E Region 2i Office of Director JAPE.F Division of 
Engineering b Radiological Safety Program* 83/04/04 3pp 
16646 340 24X Fiche 90-291.63/04/09.8309270968 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Svc list and 

JORDAN. E L Division of Emsrgancg Praparadness b Eng inear ing 
Raiponse (Post 0301031 B3/04/19 Consol Idatad Edison Co of New 

York. Inc 126pp 18439 199 34X Fiche 90-000.83/04/19.8303040021 


8303040023 IE Info Notice 83-22, "BWR Saf e tg /Rel lef Valve Failures " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 630103> 83/04/22 Consol Idated Edison Co of New 

York, inc U8pp 18383 089 24X FlChe 90-000.83/04/22.8303040023 


8303040029 IE Info Notice 83-33. "Inoperable Containment Atmosphere 
Sensing By* ” Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Responsa (Post 830103) 63/04/29 Consolidated Edison Co of New 

York. Inc li9pp 16361 291 24X Fiche 90-000.83/04/29.8303040029 


8309090069 Forward* safety avaluatlon b notice of granting of relief 
from Inservice Insp requirements for A6ME Class 1.2 b 3 
componants, per 770229 request 

VAROA. e A Operating Reactors Branch 1 83/04/26 UHRIO.R E 

Florida Power b Light Co 3pp 18367 126 24X 

Fiche 90-290. 83/04/26, 830909008 9 


— 03O9O9OOVI Safety evaluation supporting requests for rallsf from 
inservice Insp requirements for A8ME Class 1,2 b 3 
componants 

• Office of Nuclear Raactor Regulation. Director 83/04/26 9pp 
10367 127 84X Flcha 50-230,83/04/26.8309090089 


--Saov 1 5029 I “Turkey Point Nuclear Oenrrating Station Units 3 b 4 
Inservice Insp Program." technical evaluation rept 
* Science Applications, Inc NRC-03~B2-096 SAI -106-083-18 
82/09/10 NRC - No Detailed Affiliation Olvan 3Spp 
18367 13B 24X Fiche 90-000, 83/04/26. 6309070089 


—8309090104 Notice of granting of relief from ASME Section XI inservlce 
insp raquirsmant* for ASME Class 1.2 b 3 components 
VAROA. 6 A Operating Reactors Branch 1 83/04/26 2pp 

1 8367 173 a4X FUhe 90-230, S 3 /04/26,e3 03090089 


8303040026 IE Info Notice 83-24. "Loose Parts In SecDiidary Side of 
Steam Oanerators at PtfR* " 6vc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York. Inc ll9pp 18382 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-29. “Btandby Oas Treatment Sys Hsater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Poet 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 11 app. |B302 169 24 X Fiche 90-000,83/04/28.9303040027 


8309030392 Forwards tabulation of equipment qualification prnprletary 
info listed by supplitr ref In util response to IE Bulletin 
77-OlB.per 821213 request 

UHRIO.R E Florida Power b Light Co 83/04/29 VARGA. 6 A 
Operating Reactor* Branch 1 2pp 16306 262 24X 

Fiche 80-290.83/04/29.8309030392 


9303040020 IE Info Notice 63-26, "Fellure of Safe ty/R* 1 te f Velve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN.E U Division of Emergency Preparedness b Enginaaring 
Response (Post 830103) 83/09/03 Consolidated Edison Co of New 

Yorkc Inc 122pp 10441 170 24X Fiche 90-000.83/03/03.8303040023 



se 


DOCKETED ITEMS 


830918089B Ois^ujaet IE In»p ReptJ 90-230/83-06 !< 30-291 /BS-Oi or 
B30222-25 S< 03-04 <U foruwTda notlc* of violation (i propaaad 
iaipotatlon of civil pensity 

O'HEILLViJ P Region 3, Office of Dirac tor 03/09/03 UMHIOiR E 
Florida ifouer & Light Co 3pp 1044 1 333 ZiX. 

Flche 30-290.03/09/03,8309120370 


— B3031206D4 Notice of violation & proposed imposition of civil penalty 
in aoiDvnt of l■40< 000 Nonconspl lane e noted on 630201 02. 

titf-readlng doilflteter of Individual found offtcala 1. II 
Individual* performed work In ftign radiation area 
O'REILLY, j P ftaglon 2, Office of Director 83/03/03 Opp 
18441 336 24X Flche 30-290103/05/03.8309120396 


8303040030 IE Info Notice 83-27, "Operational Response tu Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rasponse iPost 830103) 83/09/04 Consalldated Edison Co of Net/ 

Vort. ine ll2pp 18362 282 24X Flche 30-000. 83/05/0'4, 8303040030 


B30304003I IE Info Notice 63-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDAN. £ L Division of Emergency Preparedness fr Engineering 
Response (post 83DID3I 03/03/04 Consolidated Edison Co of New 
Vor». Inc 119pp 18441 001 24* Flche 30-000,03/05/04.8303040031 


8303040033 IE Info Notice 83-29. “Fuel D1 tiding Caused by Fuel Rack 
Defarmatlon " Sve list end 

JORDANiE L Division, of Emrrgencg Preparedness U Engineering 
Response CPoat 8301031’ 83/09/06 Consolidated Edison Co of Met) 

York. Inc llSpp 10323 248 24X Flche 30-000. 03/03/06. 0303040033 


8309100001 Submits steam generator repair program cleanliness rept 
Post-contamination & final loop Insps & steam generator 
starch & retrieval accomplished to meet primary 1. secondary 
side cleanliness commitments 

UHRIO.R E Florida Power t< Light Co 83/09/06 EISENHUT. D 0 
Division of Licensing Ip 18377 213 24)1 Flche 90-230.63/03/06. 

B309100OOI 


8303270213 Forwards IE Imp Rapt* 30-290/83-09 it 30-251/83-03 on 
830119-0229 No noncomp 1 lance noted 

DANCE.H C Division of Project i, Resident Programs 83/03/06 

UHRI-D, R E Florida Power R Light Co 2pp IS637 329 24X 

Flche 30-230. B3/OS/06,83D92702 13 


— 9309270219 IE Insp Repts 50-230/33-03 U 50-251/83-09 on 930119-0223 No 
noncompllance noted Major area* inspected followup on 
previous insp findings. lE bu 1 1 etlns. pos t-TMt Implementation, 
survilllance testing h maint activities 

VOOT-LDWELL, R . AffLES. J A Region 2. Office of Director 
JULIAN. C Division of Project U Resident Programs 63/09/09 
Bpp 18637 331 24X Flche 90-290. 83/03/06. 03O927D2t9 


8309270376 Forwards IE Insp Aepts 90-290/03-10 9 90-231/83-10 on 
830404-06 No noncompllance noted 

DANCE.H C Division of Prbj'ect It Resident Programs 83/09/06 

UHRIO.R E Florida Power 6 Light Co 2pp 18643 001 24)C 

Flche 30-290. 83/03/06. 8303270376 


--8309270364 IE Insp Repts 90-230/83-10 it 30-291/83-10 on 830404-06 Ho 
ndneomp 1 lane e noted Major areas inspected licensee program 
for keeping radiation doses ALARA 

DEB8.D T , HOEEY. C M . BARR. K P Region 2, Office Of Director 
63/09/04 8pp 18643 003, 24X Flche 30-290. e3/'0g/06, 830S270376 


9303040034 IE Info Notice 83-36. "Hlsappl ice t ion of Oenerlc Emergency 
Operating Procedures (EOPk Ouldeltnes " Bve list end 
JORDAN. E L Division Of Emergency Preparedness 6 Englneerlrig 
Rasponse IPost 6301031 83/09/11 Consolidated Edison Co of New 

York. Inc I14pp 18324 003 24X Flche 30-000,03/03/11.8303040034, 


9303040040 JE Info Notice 03-3J. "Error In ADLPIPE Computer Program " 
8vc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response <Past 8301031 93/03/1? Consolidated Edison Co of Naw 

York. Inc I14pp 18677 009 24X Flche 50-000,83/09/17,8303040040 


8303040046 IE Info Notice 83-33. “Nonrepr esente t 1 ve Sampling of 
Contamlnateil Oil " sve list and 

JORDANrE, L Division Of Emergency Preparedness t. Engineering 
Rasponse {Post 830103) 83/09/26 Consolidated Edison Co, of New 

York, Inc il4pp 10647 007 24X Flche 90-000, 03/09/26, 8303040046 


R Periodic operating reporte it related correspondence 


"8309030173 "Steam Generator Repair Program," radiological progress ftpt 
for 030203-0331 

• Florida Power 6 Light Co 83/04/27 30pp 18300 212 24X 

Flche 30-291.83/04/27,8305030160 


S Reportable occurrences. LERs it related correspondence 


0309030405 EN'D3-027 on 830303. not i ce of violation 6 proposed 
Imposition of civil penalty In amount *40.000 to be Issued 
far licensee failure to perform evaluations to ensure dose 
stdi for workers exposed to radiation not exceeded 
FLACK. E , AXELRAD, J Director's Office, Office of Inspection end 
Enforcement 03 / 04/20 Ip 18306 312 24X Flche 30-230,83/04/20, 

8309030403 


8303100231 Forwards LER 03-OO3/O1T-O 

WILLIAMS, J W Florida Power it Light Co 03/03/02 O'REILLY, J P 
Region 2. Office of Director ip 18374 064 24X 

Flche 30-251.93/09/02.0309100231 


--03OS1OO2&3 LER 83-003/011-0 on 830417, dur 1 ng Spiral loading of core, 
fuel assembly X-04 observed leaning across empty core ctr it 
resting against assembly W-Sl Caused by assembly not 
properly seated on guide pins 

BERRY. Z E Florida Power 6 Light Co 03/03/02 Region 2. 
Office of Director 3pp 19374 063 24X Flche 30-231.83/03/02, 

8309100251 


DOCKET 90-233 ACCELERATOR PULSED FAST ASSEMBLY 


Q tnspsetion reports. IE Bulletins 6 correspondence 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator," 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/04/13. Consolidated Edison Go of New 

York. Inc 126pp 10435 195 24X Flche 30-000.83/04/13,8303040021 


DOCKET 50-254 flUAD-CITIES STATION, UNIT 1 


F Sacurlty. medical, emergency 6 fire protection plans 


8303110D34 Oenerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcament visits 
Eve list end 

EISENHUT, D 8, Division of Licensing 03/09/u Consolidated 
Edison Co of Ntu V’ork. Inc 16pp, 18340 073 24X 

Flche 30-000183/05/11.0309110034 


8309240249 Req.uests scheduler exemptions allowing delay In Implsmintlng 
10CFR50 48 requirements for Installation of fire protection 
mads Request based on AE. manufac turer 6 const personnel 
anticipated Implementation schedule 

RYBAK. B Commonwealth Edison Cc 83/09/16 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 6pp 18948 204 24X 

Flche 90-000.83/05/1618309240249 


8309280141 Informs that NUREO-OTa?, I tern III A 2 I re emergency plan 
upgrade to meet 10CFR5O App E requirements complete for 
faeilkty Item closed. 

VASSALLOi 0. B Operating Reactor* Branch 2 83/09/18 FARRAR. DL 

Commonwealth Edison Co 3pF 18396 178 84X Flche 30-294.83/09/16. 

8309290141 


J Insurance it Indemnity Information 


0303230500 Forwards Endorsement 144 to NELIA Policy NF-43 t< Endorsement 
121 to MAELW Policy MF-22 for Dresden Unit 1 6 Endorsement 
63 to NELIA Policy NF-201 & Endorsament 53 to MAELU Policy 
MF-64 for Zion Unit 1 H/o end Quad Cities endorsements 
□STER.J Commanuealth Edison Co 83/09/13 SALTZMAN. J. Assistant 
Director for Etate t< Licensee Relations 9pp 18337 174 S4X 
Fich* 30-000,83/09/13.8305230300 


P Operating license stags document* 6 corrstpondenc* 


83050209 ?7 Forwards safety evaluation on NURE(7-0737. I tern 11 B 2 2. 
"Plant Shielding Mods for Vital Area Access " Rsqolremsnt* 
met 

VASSALUOrD 8 Operating Reactors Branch 2 03/04/22 FARRAR. D 

Commonwealth Edison Co 5pp. 1B204 222, 24X Flche 50-294,03/04/22, 

8309020977 


B30903016& Forwards third radiological progress rspt for steam 
generator repair program 

UHRlOtR E Florida Power 6 Light Co, 83/04/29 VAROA. 8 A 
Operating Reecters Branch 1. Ip 16300 211 24X 

Flche: 30-291, 83/04/29, 8309030169 
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B7 


930902043B Foruarda Info rs NUREO-0737, I tem II D 1< “Performante 
Tattinf of BUR Safaty/Rellof Valves." per NRC 830104 
request Appllcabll Itg of load combination info to DUR Ouners 
Croup generic teat rapt acceptable 

RVBAK.B Commonuealth Edison Co 83/04/S7 OENTON, H R Office of 
Nuclear Reactor Regulation, nirector lOpp 18263 311 24X 

Flche 30-234,83/04/27.8305020498 


8303020433 Oenerlc Ltr 83-19 to all power reactor t testing licensees 
re neu procedures for providing public notice concerning 
issuance of amends to OLs Svc list enc 1 

EIBENHUT, 0 0 Division of Licensing 83/09/02 Consolidated 
Edison Co of New Vort, Inc SOpp 18441 120 24X 

Fiche 50-000,83/05/02,8305020455 


8303040331 Application to amend Licenses DPR-19, DPR-29, DPR-29 & 

DPR-30> Chang ing App A Tech Specs re economic generation 
control operation 

RYBAK, B Commonuaatth Edison Co 83/03/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 18321 279 24X 

Fiche 30-000,83/05/02,8303040551 


— 8309040595 Proposed changes to App A Tech Specs re economic 
generation control operation N/o detailed changes 
• Commonwealth Edison Co 83/09/02 ip 18321 281 24X 

Fiche 50-000,83/03/02,8303040591 


8303030043 Application for amend to Licenses DPR-29 tt DPR-30. ehang 1 ng 
Tech Specs to limit control rod drive pump isolation from 
accumulators to single rod scram testing 

RVBAK.B, Commonwealth Edison Co 83/03/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18342 083 24X 

Fiche 30-234, 83/03/02, 0303030043 


B30S130209 Concurs w/NRC changes to draft Tech Specs re reactor 
protection sgs (RP8) protective relaying mods, per 030420 
ltr Operation w/RPB mod, Instal led per 10CFR50 39 t< u/o Tech 
Specsiulll not compromise safe operation of facilities 
RVBAK.B Commonwealth Edison Co 83/03/06 DENTON, K R Office of 
Nuclear Reactor Regulation, Director 2pp 18439 330 24X 

Fiche- 30-000, 83/03/06, 830513020? 


830309063? Oenerlc Ltr 83-20 to all operating reactor licensees %t 
hpldtrs of CPs re Integrated scheduling for Imp I emontation 
of plant mods 8vc list end, 

EI8ENHUT, D S Division of Licensing 83/03/0? Consolidated 
Edison Co of NSW York, Inc 16pp 18627 133 24X 

Fiche 30-000,83/03/09,8303090659 


8303170716 Advises that action rsqulred by 830120 Amend 83 to License 
DPR-29 8, Oenerlc Ltr 83-07 comp lete, based on util 
negotiating w/DOE re disposal of high level waste or spent 
nuclear fuel 

VA88ALLD,D B Operating Reactors Branch 2 03/03/09 FARRAR, D L 

Commonwealth Edison Co 2pp 184-^6 290 24X Fiche 30-234,83/03/09, 

8309170716, 


8389130038 Responds to 830316 request for addl Info re NUREe-0737i Item 
Il,K.3.2Bi "Verify Qualification of Accumulators on 
Automatic Oepressur 1 latlon Sys Valves " Environ ti seismic 
qualification will bs In accordance w/IE Bulletin 79-OlB 
RVBAK.B Commonuealth Edison Co 83/03/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 18436 339 24X 

Fiche 90-000,83/09/10.8309130038 


8309200707 Forwards requsst for addl Info on NUREO-0737. Itam 11 K 3 28 
ra qualification of automatic depressor 1 latl on sys 
accumulators Ratponsc requested within 49 days 

VABBALLO. D B Operating Reactors Branch 2 83/09/11 FARRAR, D L 

Commonwealth Edison Co Spp 18328-390 24X Fiche 30-000,83/03/11, 

8309200707 


8309200186 Notifies that 830425 amend application for proposed Tech 
Spec changes re TMI Action Item II K. 3, 19 on isolation of 
HPCI tf RCIC requires fss Application requssted from NRC for 
purpose of preventing inadvertent isolation of sys 
DlOOBiR M License Fee Management Branch 83/09/12 FARRAR, D L. 
Commonuealth Edison Co Ip 18540 228 24X Fiche 50-000,83/09/12, 

8309200186 


8303180376 Forwards list of proprietary documents (i assoclatsd pages 
from technical evaluation repts re environ qualification of 
electrical equipment OE affidavit per 10CFfi2 790 received. 
Meetinghouse affidavit forthcoming 

RYBAK, B. Commonwealth Edison Co 83/09/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 18490 347 24X 

Fiche 90-000,83/09/13,8303180376 


8309310231 Allvises that responses to NUREO-0737, 1 tsm III D 3 4, 

"Control Room Hah 1 tab 11 Uy, '' acceptable, completing action on 
Item. Safety evaluation end 

VA8SALL0. D. D. Licensing Branch 2, 83/05/17 FARRAR, D.L. 

Commonuealth Edison Co 4pp 18662 299 24X Fiche- 30-234, 83/03/ 17, 

8309310231 . 


8305240573 Notifies that NUREO-0737, 1 1 em II K 3 49, *' Oepr 0 s 3UT 1 la 1 1 on 
w/Qth er than Automatic Depresaurliation Sys. " completed 
Item closed Safety evaluation end 

VASSAL LO. D B Operating Reactors Branch 2 83/05/18 FARRAR, D L 

Commonwealth Edison Co 7pp 10593 338 24X Fiche 90-294.83/09/18, 

8309240973 


8309270419 Notifies that response to 630316,0310 6 II requests for addl 
info re TMI Item II K 3 28. -Qua 1 1 f 1 ca 1 1 on of Automatic 
Depres s ur iiatl an Bgs Accumulators. - addressed In 830910 ltr 
nVDAK.B Commonuealth Edison Co 83/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ip 18642 298 24X 

Fiche 30-000,83/09/23,8303270419 


8309310086 Notification of 830614 meeting ui/utl 1 In Qethesda.MD to 
discuss utll DCRDR program plan 

(3IL8ERT, R A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 18698 063 24X 

Fiche 90-000,83/05/26.8305310086 


8305310028 Advises that requirements of NUREO-0737. I tom 1 1 F 1 4. 
"Containment Pressure Monitor," 11 F 1 5. "Containment Water 
Level Monitor" i. 11 F 1 6, "Containment Hydrogen Monitor" 
resolved. per 821220 i> 801215 submittals 

CRUTCHFIELD.D Operating Reactors Branch 5 83/09/27 FARRAR, DL 

Commonuealth Edison Co 7pp 18633 213 24 X Fiche 90-000,03/05/27, 

8309310020 


Q Inspection reports. IE Bulletins t, correspondence 


8212060385 IE Info Notice 63-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " &vc list 
s nc 1 

TAYLOR. J M Division of Safeguards 6 Inspection Programs (Post 
830103 1 83/03/21 Consolidated Edison Co of Neu York, Inc 

ll2pp 18308 319 24X Fiche 50-000. 83/03/21 . 8212060389 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator -’ 
SVC list enc 1 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response {Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18435 199 24X Fiche 50-000.83/04/19.8303040021 


8303040023 IE Info Notice 83-22, "BUR Sa f o ty /Re I 1 e f Valve Failures '■ 
SVC 1 1st end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc il2pp 18383089 24X Fiche 80-000,83/04/22,8303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
sensing Bys " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Neu 

Yprk, Inc U9pp 10381 291 24X Fiche 30-000,03/04/29,8303040029 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
8tearn Qaneratars at PWRs " Svc list one 1 

JORDAN, E L Division of Emergency Preparedness U. Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Nau 

York. Inc ll3pp 18382 047 24X Fiche 30-000,83/04/28,8303040026 


8303040027 IE Info Notice 03-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response IPpst 830103) 83/04/23 Consolidated Edison Co of Neu 

York, Ini 118pp 18382 169 24X Fiche 30-000,83/04/28,0303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Rd ief Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN, E L, Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

varki Inc I22pp 10441 170 24X Fiche 90-000,83/03/03,0303040028 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc 112pp 18382282 84X Fiche 90-000.83/03/04,8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Raeommendetinns for General Emergencies " Svc list end- 
JDRDAN, E L Division of Emergency Preparedness << Engineering 
Response IPost 830103) 83/03/04 Consolidated Edison Co of New 

York, Inc lt9pp 18441 001 24X Fiche 90-000,83/03/04,8303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L. Division of Emergency Preparedness fe Engineering 
Response (Peit 830103) 83/05/06 Consolidated Edison Co of Neu 

Ydrk, Inc llSpp 10923248 24XFlehe 90-000.83/09/06,8303040033 
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B309170I67 FOTuards re*pO[>»B bo e3041j notice oF violation & propoted 
impotltton o# civil penaltSo* re IE Insp Rept» SO-a34/ea-S6 
t SO-SliS/GS'-aA Alto includes rejulttarce in amount oF S60< 000 
tt inoperable reactor protection sue subchannel 

r££ 0<C Cenmonuea I th Edlion Co 03/05/09 Director's afFlcei 
CFFIce of Inspection and Enforcement IP 1846& 300 34X 

Flche' 50-204. 63/09/09. 83091 70t&7 


—8309170184 Responds to notice of violation noted In IE Insp Repts 
30-294/03-26 4 50-363/03-26 on 021110-22 4 1313-1* 

Corraetlvt actions 6tartop Procedure OOP 1-t revised to 
Inclvdt slgn-ofF for verlfi^lng clearance of alarm 
REED.C CotisnoniiJealth Edison Co 03/09/09 Director's Office. 
Office of Inspection and EnForcenant 9pp 10466 309 24X 

Flehe 90-294.83/03/09,0303170(67 


0303040034 IE Info Notice 03-30. "Misap p 1 tea ti on of Oenerlc Emergenev 
Operating Procedures lEOP) Culdelines ” Sve list end 
JOflOAN.E t. Division of Emergency Preparedness 4 Engineering 
Response (Post 0301031. 83/03/11 Consalldated Edison Co of Neu 

yort. Ihr IHpp 10324 003 24X FIche 90-000.03/05/11.0303040034 


8303310105 Forwards IE Insp Repts 90-294/03-06 4 50-363/03-06 on 
830219-0428 No none nmp liance noted 

SHAFER.tl 0 Region 3, Office of Director 63/09/12 REED, C 
Comaoni/salth Edison Co 2pp 10630 031 24X Fiche 50-394,03/09/12, 

0309310109 


—0309310113 IE Insp Repts 50-234/63-06 4 SO-269/03-06 on 030219-0422 No 
noncomplJ ante noted Major areas inspected operational 
safety, naint. aurvel 1 lance. I ( censee monthly repts, reg ional 
re^iuests, LERs 4 public Info 4 special repts 
CHRISS0TIMD8. N . HALFER, R D Rep Ion 3. Office of Director 
83/09/10 8pp 10698 033 24X FlChe 90-294, 03/09/ 12, 33093 1 0109 


830S200421 Advises that util response to 820714 confirmatory action Itr 
re IE Bulletin 79-14, piping analysis to restore hot shutdown 
path piping eys to FSAR r egul r ements by 039219, ac cep table 
8PE8SARD.R U Dlvlftop of Engineering 63/09/10 REED.C 
Commonuealth Edison Co 2pp 10917 116 24X Fiche 30-009.63/09/18. 

0309200421 


0303040040 lE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
8vc lift entl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 6301031 83/09/19 Coneolldated Edison Co of New 

yorki Inc I14pp 10697'OO9 24X Fiche 50-000,63/09/19, 8303040040. 


0303290377 Forwards "0E-NED3 Electrical Penetration Assembly 
OuallfiratJon Program," Vols 1 4 2 to "Response to IE 
Sulletln 79-010 Quad Cities Nuclear Power Station Units I 4 
2" 4 Vote 1 4 2 to “Response to 1£ Bulletin 79-010 

RYBAK, a Commonwealtii Edison Co 03/09/19 DENTON, H R Office of 
Nvcleer Reactor Regulation, Director 3, liSpp 18976 001 24X 

Fiche 30-000,63/09/19,6309290377 


—8309290393 "OE-NEBS Electrical Penetration Assembly Oua 1 1 f icat ion 
Program " 

■M Bechtel Corp 03/09/16 396pp 18976 179 24X 

Fiche 90-000,83/09/19.0309230377 


— 93D92S0413 Rev 2 to Vols 1-3 to "Response to IE Bulletin 79-OIB, Ouad 
Cities Wucloar Power 6tatl«n Units 14 2" 

• Bechtel Carp 83/09/31 786pp 18581 293 24X 

Flehe 90-000,83/09/19,8303830377 


9309270816 Act receipt of 630309 transmittal forwarding full payment 
of proposed civil penalty Corrective actions will be 
ilarpfned during future Insps 

AXELRADrvl A Enforcement Staff 83/09/29 REED.C R Cdmmonwealth 
Edison Co 2pp 16637 333 24X Fiche 90-254.83/03/29,8309270216 


8303040046 IE Info Notice 83-33, “Nonrepresentatlve Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 63/09/26 Consolidated Edison Co of New 

York, Inc U4pp 16647 007 24X FI che 90-OOD, 63/09/26. 0303040046 


R Pirlodlc operating reports 4 related correspondence 


8303170372 Forwards monthly operating repts for Apr 1983 

KALIVIANAKISf H Commonweal tb Edison Co 83/05/02 Director's 
Office, Office of Inepection and Enforcement ip 1B466 099 24X 

Fiche. 90-294, B3/0S/O2, 8309170372 


—8309170376 Monthly operating repts for Apr 1983 

MISAK, A Cemnonuea 1 th Edison Co 03/09/02 21 pp 18466 096. 

24X Ftche- 90-294. 83/09/02, 6309170373 


8 Reportable occurrences. LERs 4 related correspondence 


6303230973 Forwards engineering evaluation rept, "Cracks 4 Leaks in 
Small Diameter Piping " 

BROWN.E J Reactor Operations Analysis Branch 63/04/19 
8EVFRIT, K V Reactor Operations Analysis Branch Ip 16941 342 
24X Fiche 30-000,63/04/19.8303230973 


— 8309230619 "Cracks 4 Leaks in Small Diameter Piping." engineering 
evaluation rept Small pipe teaks associated w/unantlc Ipated 
vibration problems require addl supports or rerouting of 
piping 

BROWN.E J Reactor Operations Analysis Branch 03/04/19 9pp 
10941 343 24X Fiche 90-000,03/04/19,8303230373 


8309020142 Forwards LER 03-O14/O3L-O 

KALIVIANAKI8, N Commonwealth Edison Co 03/04/20 KEPPLERrJO 
Region 3. Office of Director Ip 10264 096 24X 

Flehe 90-294,83/04/20,0303020142 


--830S030154 LER a3-014/03L-0 on 830322. 1 ou electrolyte level found in 
station battery celt 100 Caused by crack In bottom corner of 
easing Normal loads transferred to Unit 2 290-volt battery 
on 830324 Cell replaced 

IBENr C A Commonwealth Edison Co 83/04/20 Region 3, Office 
of Director 3pp 10284 057 24X Flehe 30-294.03/04/20, 

8303020142 


8303030331 Forwards LER 83-013/03L-0 

KAUIVIANAKIS.N Commonwealth Edison Co 83/04/22 KEPFLER.J 
Region 3, Office of Director Ip 10297 048 24X 

Fiche 90-294,63/04/22.0309030321 


—6309030333 LER 03-Ot9/O3L-O on 630409. reac tor bldg 4 control room 
ventilation lys Isolated 4 standby gas treatment 
autostarted Caused by failure of relay coll 1701-100A Colt 
replaced Relay will be replaced 

CLARK, D 0 Commonwaalth Edison Co 83/04/22 Region 3, OffUl 
of Director 2pp 16297 049 24X Flehe 90-294,03/04/22, 

8309030321 


0303060390 Forwards LER a3-016/03L-0 

KALIVIANAKIB. N Commonwealth Edison Co 03/04/27 KEPPLER, J 0 
Region 3. Office of Director Ip 16343 199 24X 

Fiche 50-294,03/04/27.8303060390 


--8305060391 LER 83-016/03L-0 on 830331 , reac tor operator found RHR 
discharge pressure greater than 90 pslg, exceeding Tech 0pec 
range Caused by valve leaking from condensate transfer lys 
Into RHR discharge piping Mod Implemented 

MISAK, A Commonwealth Edison Co 83/04/27 Region 3. Office of 
Director 3pp 10343 196 24X Fiche 90-254.03/04/27.6309060390, 


8305130212 Forwards LER a3-019/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 63/03/03 KEPPLER. J 
Region 3, Qrflcs of Director Ip 10440 OSS 24X 
Flehe 90-294,03/09/03,8309130212 


—8309130220 LER 03-O19/O3L-O on 030412. 1 A loop Core spray dlieharge 
piping pressure Indicated above Tech Specs Caused by 
operator failure to property bleed down core spray discharge 
piping 4 failure of high pressure alarm to annunciate 
HEBEU, C Commonwealth Edison Co 83/09/03 Region 3, Office of 
Director. 3pp 18440 0B6 24X Fiche 90-294, 83/09/03, 8309130212 


6309240317 LER a3-017/03L-0 on 630412, RHR sve water pump 1-1001-6SC 
taken out of sve to facilitate repair of broken coupl Ing on 
RHR sve water vault room cooler 1-S749-C drain line Caused 
by overpressurl letlon of piping N/830310 Itr 

LEAVERTON, W , KALIVIANAKIS. N Commonwealth Edison Co 83/09/10 
KEPFLER.J 0 Region 3, Office of Director 2pp 18946 199 Z4X 
Fiche 90-294,03/09/10,8309240317 


8309240321 LER a3-Oi0/O3L-O on 830412, excess Ive ly high discherga 
pressure % lew flow observed from RHR sve water pump 
l-t001-69C Caused by ant 1-rota 1 1 on pit* falling out of valve 
operator Pin replaced L screw tightened N/030510 Itr 
REYNOLDS. S , KALIVIANAKIS, N Commonwealth Edison Co 03/09/10 
KEPFLER.J O Region 3, Office of Director 4pp 10540 063 24X 

Fiche 90-294,83/09/10.6309240321 


0309310142 LER e2-027/03L-l on 830902, due to error in safety 
c latsif IcAblon for procurement of main valve guides In 
electromatic relief val ves . nonsafe ty-rela ted parts ordered 
New administrative procedure written N/030916 Itr 
KALIVIANAKIB. N, , TIETZr O Commonwealth Edison Co 03/09/16 
KEPFLER.J 0 Region 3. Office of Director 3pp 10659 029 24X 

Fiche 30-294.83/03/16.6309310142 
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F 8BcUPlty< metficali emergency ii Tire protection plans 


0309020079 Forwards “Site Emergency Plan 03O92A-25 Exercise Scenario “ 
DEWITTi R 0 Consumers Power Co 83/OA/ll KEPPLERi J O Region 3i 
Office of Director ip 1B277 299 24X Flche 90-S99. S3/04/1 I i 

S303020079 


— B3030200B3 “Site Emergency Plan S30524-29 Exercise Scenario “ 

* Consumers Power Co PALEX“83 03/04/ 11 ISpp 10279 836 
24X Flche 90-299. B3/04/1 1 1 B305020079 


B309020359 Forwards IE Safeguards Insp Ropt 90-299/83-07 on B3032B-31 
No noncompl lance noted 

MILLER. JR Region 3. Office of Director 03/04/27 DEWITT, R D 
Consumers Power Co 2pp 10276 216 24X Flche 30-259. S3/04/27, 
8303020309 


— 8309020397 IE Safeguards Insp Rept 30-253/63-07 on S3032B-3i No 
nancompliance noted Major areas Inspected security plan It 
implementing procedures, secur Ity organization - mgt (t 
security program audit Details withheld (ref 10CFR73 81) 
EELANOER.J, L . CHR 18T0FFER, 0 . CREED, J R Region 3, Office Of 
Director 03/04/27 2pp 18276 210 24X Flche 50-259.03/04/27. 

8309020389 


6309120147 Forwards revised closed circuit television coverage it 
security lys mods resulting from Imp 1 emonta t ion of technical 
support ctr Enc 1 s withheld Iref 10CFR73 21) 

VANDEMALLE. D J Consumers Power Co 03/09/03 Office of Nuclear 
Reactor Regulation. Director 2pp 18427 137 24X 

Flche. 90-299, B3/O9/0S, B309I20147 


8309110074 Responds to 821109 Itr transmitting cltanges to suitability, 
training S< i^ua 11 fleet Ion plan Changes acceptable except for 
Items identified in encl Change re Item 4 requested per 
10CFB90 90 Encl withheld (ref 10CFR73 21) 

CRUTCHFIELD. D Operating Reactors Oranch 9 03/09/09 

VANDEWALLE.D J Consumers Power Co Ip 18400 110 24X 

Flche. 90-235, 03/09/09, 83091 10074 


8303110034 Generic Ltr 03-21 to all licensees of operating reactors. 
appLicants for OLs tt holders of CPs ro clarification of 
access to control procedures for law enforcement visits 
Bve list encl 

EI6ENHUT, D 0 Division of Licensing 83/05/11 Consolldeted 
Edison Co of New Vork. Inc 16pp 18940 099 24X 

Ficha 90-000,83/09/11.0309110034 


B3092 00200 Responds to 830218 ltr providing responses to 021209 
regulatory effectiveness review rept as result of 830380- 
0401 safeguards Insp Determinations from 830401 safeguards 
insp listed. 

CRUTCHFIELD, D Operating Reactors Branch 9 03/09/12 

VANDEUALLE. D J Consumers Power Co 3pp 10340 217 24X 

Flche- 90-259, 03/09/12. 8309800200 


0309240043 Buppls 020602 response to IE Insp Rept 90-259/02-03 Initial 
responsibility for communications to offsite monitoring teem 
will be kept at technical support ctr until emergency 
operations facility activated 

JOHNSON. D D. Consumers Power Co 83/03/10. KEPPLER, J 0 Region 3. 
Office of Director Ip 18949 184 24X Flche 90-255,03/05/10. 

S30S240043 


8309270007 Forwards safety evaluation accepting licensee plan for safe 
shutdown after fire In Fire Areas 1-4 or In area of 
auilllary shutdown control panel. Plan compiles w/lOCFRSO. 

App R, Section HI 0 3 I< III L requirements 
CRUTCHFIELD, D Operating Reactors Branch 9 83/05/26 

VANDEWALLE, D. J Consumers Power Co 2pp 18633.329 24X 

Flche 90-293,83/03/26,8305270007 


—8309270010 Safety evaluation accepting licensee plan for safe shutdown 
after fire In Fire Areas t-4 or In area of auxiliary 
shutdown control panel. per 10CFR90. App R. Section III 9 3 & 

III L requirements 

e Office of Nuclear Reactor Regulation. Director 83/09/26 
13pp 18633331, 24X Flche. 90-299, 03/09/26.8309270007 


8309310046 Informs of NRC determination that onsite t. offsite 
emergency preparedness adequate Ii emergency plans upgraded 
per NUREO-0737. 1 1 em III A 2.1 Item complete 
CRUTCHFIELD, D Operating Reactors Branch 9 83/05/27 

VANDEWALLE.D J Consumers Power Co. 3pp 18693 149 24X 

Flche 90-299,03/09/27.8309310046 


J Insurance 6 indemnity information 


8303240290 Forwards Endorsement 70 to NELIA Polity NF— 179 fc Endorsement 
67 to MAELU Policy MF-50 

FROUNFELKER. R Consumers Powei Co 03/05/20 SALIZMAN.J Office 
of Nuclear Reactor Regulation. Director 3pp 1S348 1 12 24X 

Flche 90-239. B3/03/20, 8305240290 


P Operating license stage documents C. correspondence 


8303S30720 Forwards list of utils responding to requests For cost 
figures on backflttlng 

TOURTELUOTTEi J Regulatory Reform Task Force 83/04/11 
PALLADINOiN J Commissioners 2pp 38342 272 24X 

Flche 30-000, 83/04/ 11 . 0303230720 


8303020066 Forwards 8ER based an review of NUREO-0737, i tern III D 3 4. 
“Control Room Habitability,'' submitted In 001219 1, 821019 
ttrs Control room habitability sys acceptable 
CRUTCHFIELD, D Operating Reactors Branch 9 03/04/29 

VANDENALLEi D J Consumers Power Co 6pp 10276 236 24X 

Flche 90-299,83/04/29,0303020066 


— 8207080328 Notifies that contra) room meets requirements of SRP 2 8 1- 
22 2, 2836646 General Design Criteria 4 t, 19 
Conclusions based on present plant sys 6 presumes 
implementation of effective HVAC mads by licensee 
KURPHT, D W Dattelle Memorial Institute. Pacific Northwest 
Laboratory FJN D-2323 02/03/84 HULtlAN.L 0 Accident 

Evaluation Branch 8pp 10276 242 24X Flche 90-255,03/04/29. 

8309020066 


8309020455 Generic Ltr 03-19 to all power reactor 6 testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list encl 

EIBENMUTiD O Division of Licensing 83/05/02 Censolldated 

Edison Co of New York, Inc 50pp 16441 120 24X 

Flche 30-000,03/09/02,0305020439 


S30904031B Advises that action required by Amend 73. Paragraph 3 to 
License DPR-20 to Initiate negotiations w/DDE re disposal 
of high level or spent nuclear fuel considered complete, 
based on pursuit of contract w/DDE 

CRUTCHFIELD, 0 Operating Reactors Branch 5 03/03/03 

VANDEWALLE.D J Consumers Power Co 2pp 10323 291 24X 

Flche 50-235.03/05/03,0305040312 


0309100170 Forwards check in response to 030423 ltr requesting 
remittance of fee far changes to Tech Specs submitted since 
821112 

JOHNSON, D D Consumers power Co B3/05/O3 CRUTCHFIELD. D 
Operating Reactors Branch 9 Ip 10370 264 24X 

Flche 90-295.83/05/03,0305100170 


8309100279 Forwards application for amend to License DPR-20, c hang I ng 
Tech Bpecs to allow surveillance tests that require cold 
shutdown conditions to be performed on refueling cycle 
frequency rather than current 10 -manth cycle 

VANDEWALLE.D J Consumers Power Cn 03/03/05 CRUTCHF lELD, D 
Operating Reactors Branch 9 ip 18371 272 24X 

Ficha 90-299,83/09/05,0305100279 


— 8305100287 Application for amend to License DPR-20, chang ing Tech Specs 
to allow surveillance tests that require cold shutdown 
conditions to be performed on refueling cycle rather than 
current 18-month cycle 

DEWITT, R B Consumers Power Co 83/09/03 9pp 18371 273 24X 

Ficha 90-293,83/05/05,6303100279 


--8309100291 Proposed Tech Spec change request re surveillance testing 
frequency 

S Consumers Power Co, 83/03/09 I9pp 10371 202 24X 

Ficha 90-233.83/05/05,0303100279 


0305160090 Forwards response to 030423 lO-day info request on environ 
qual I f Ic atlon of safety-related electrical equipment 
Bual t f Ic a t ion of Jtosemount transmitters will bo maintained 
by periodic replacement of degradable O-rings 

TONER, K A Consueiers Power Co 63/05/06 CRUTCHFIELD. D Operating 
Reactors Branch 9 30pp 10490 131 24X Flche 30-239. B3/09/O6. 

8309160090 


0303090639 Oenerlc Ltr 03-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list encl 

EISENHUT.D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, inc 16pp 18627 193 24X 

Flche 30-000. 03/03/09, 0305090639 
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93052'«0305 ForiuarJs Rev I to CPC-2A "QA Program Oa^crlption for 
Operational Nuclear Potter Plants ” Changes do not reduce 
conMsi tments accepted bg NHC on 630113 Submittal serves as 
annual rept 

VANDEMALLE. B J Consumers PoL4jeT Co 33/05/11 KEPPLER, J 0 Region 
3. Office of Director 3pp 16573 116 EdJC Plche 30-000. 03/03/11. 
S303240303 


— 8303240363 Rev 1 to "QA Program Description for Operational Nuclear 
Pouer Plants “ 

REYNOLDS. J H . DEHITT. R 0 . COCK, J H Consumers Power Co CPC-3A 
ROl 03/01/10 ^Opp 13575 113 S4X Flehe 50-000,33/03/11. 
3309S40S05 


9 Inspectiorj reports, IE Bulletins I, correspondence 


8212060305 IE Info Notice 83-14. "Deuatered Spent Ion Ecchange Resin 
Susceptibility to EiDthernlc Chemical Reaction " Sve list 
end 

TAVLORi J H Division of Safeguards t< Inspection Programs {Post 
330103) B3/03/21 Consolidated Edison Co of Neu Yoric. Inc 

I12PP 10308 319 24X Plche 50-000,33/03/21.3213060333 


B303040023 IE Jnfo Notice 03-22. >'0NR Saf e tg/Re 1 1 ef Valve Failures " 
3vc list end 

JOROANiC L Division of Emergency Preparedness U Engineering 
Response (Post 330103) 83/04/22 Consolidated Edison Co of Neu 

Yart. Inc U2pp 13333 009 24!C Ft c he 50-000. 33/04/22. B303040023 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sgs ” Sve list enc 1 

JORDAN, E L Division of Emergency preparedness ti Engineering 
Aeiponse (Post 330103) 33/04/25 Consolidated Edison Co of Net/ 

York. Inc il9pp 18331 291 24X Flehe 30-000.83/04/25. 9303040025 


8305020389 Fopuards IE Safeguards Insp Rept 30-295/03-07 on 330328-31 
No noncsmpl lane e noted 

miller. J R Region 3, Office of Director 33/04/27 DEWITT, R 0 
Consumers Power Co 2pp 18276 216 24X Flehe 30-255,83/04/27, 
8305020309 


— 8303020397 IE Safeguards Insp Rept 50-253/33-07 on 830328-31 No 
noncorap I lance noted Major areas inspected security plan 6 
implementing procedures, security organ i latlon - mgt S< 
security program audit Details withheld (ref 10CFR73 21) 

BELANGER, J L . CHRlSTaFFER , 0 , CREED, J R Region 3, Office of 
Director 83/04/27 2pp 18276 218 24X Flehe 50-255. 33/04/27. 

8305020389 


8303040026 IE Info Notice 33-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 33/04/23 Consolidated Edison Co of Niw 

Yort, Inc llSpp 18332 047 24X Flehe 50-00(5,83/04/23,8303040026 


0303040027 IE Info Notice 83-25, "Standby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN.E L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc lIDpp 18362 165 24X Flehe 50-000,63/04/28,8303040027 


8305040475 Submits results of 821123 spilt sample from clean waste 
racalver tank for tritium, Sr-69, Sr-90 6 gross beta activity 
analysis Opera item In IE Tnsp Rept 50-255/62-22 on 321023 
resPlvad 

JOHNSON. B D Consumers Power Co 83/04/29 KEPPLER.J 0 Region 3, 
Office of Director Ip 18319 145 24X Flehe 50-255. e3/'04/S9, 

8309040475 


3303040028 IE Info Notice 03-26. "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Sve list enc 1 
JORPANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 33/05/03 Consolidated Edison Co of New 

York. Inc I22pp 18441 170 24X F 1 c he 50-000. 83/09/03, 8303040028 


8305200239 Forwards IE Insp Kept S0-25S/83-O6 on 830301-31 & notice 
of Ylolatian 

SHAFER, M 0 Region 3, Office of Director 83/05/03 DEWITT. R B 
Consumers Power Co 2pp (8517 107 24X Flehe 50-299.83/05/03, 
830920023? 


—8309200244 Notice of violation from insp on 830301-31 

SHAFER. W D Region 3. Office of Director 63/05/03 Ip 
10517 109 24X Flehe 50-259.83/09/03.8305200239 


—8309200247 lE Insp Rept 50-255/83-06 on 830301-31 NoncompUance noted 
failure to follow instrument alarm opsTabtlity surveillance 
test procedure 

JOftOENSEN. B L , HELLER, J K , BOYD, D C Region 3, Office of 
Director 83/04/88 6pp 10917 IIO 24X Flehe 50-299.83/05/03, 
8309200239 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Egulpment “ Sve list end 

JORDAN.E L Division Of Emergency Preparedness &> Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of New 

York, Inc il2pp 10382 232 24X Flehe 90-000.83/09/04,3303040030 


8303040031 tE Info Notice 83-23, “Criteria for Protective Action 
Recommendations for Oeneral Emergencies " 8vc list end 
JORDAN.E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Nlw 

York, Inc 119pp 10441 001 24X Flehe 90-000.33/05/04,8303040031 


0309170299 Ack receipt of 830421 Itr informing NRC of stops taken to 
correct violations noted In IE tnsp Rept 90-299/83-09 
NORELIUS.C E Division of Project 6 Resident Programs 83/09/09 
DEWITT.R B Consumers Power Co tp 13469 294 84X 

Flehe 90-895,83/05/09,9309170299 


— S309170300 Responds to NRC 830405 Itr re violations noted In IE Iliip 
Rept 50-299/33-09 Corrective actions instruments inspected 
for proper valve alignment found In correct position Review 
of Instrument callbr data ongoing 

VANDEMALLE, D J Consumers Pouer Co 33/04/21 KEPPLER.J 0 
Region 3, Office of Director 2pp 13469 299 24X 

Flehe 50-295,83/09/09. 8309170299 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, C L Division of Emergency Preparedness ti Engineering 
Response (Post 330103) 83/09/06 Consolidated Edison Co of Neu 

York. Inc 119pp 18923 248 24X Flehe 50-000,03/09/06,8303040033 


0305190170 Forwards IC Insp Rept 50-255/33-00 on 830328-29 
No noncompliance noted 

LITTLE, H S Region 3, Office of Director 83/09/06 DEWITT, ft. 8. 
Consumers Power Co 2pp 10902 211 24X Flehe 90-299, 83/09/06. 

0309190178 


— 0309190103 IE Jnsp Rept 90-299/03-03 on 330320^29 No noncompliance 
noted Major areas inspected support structure evaluations t< 
analysis for safety injection 6 refueling water tank 
KEATINO.D E . DANIELBONiD H Region 3. Office of Director 
33/09/09 3pp 18302 213 24X Fiche 90-299,03/09/06,8305190178 


8305240020 Forwards IE Insp Rept 90-259/03-09 on 830406-08 «< 11-12 No 
noncompi lance noted 

PAPERIELLD.C J Region 3, Office of Director 83/09/09 
DEWITT.R B Consumers Power Co 2pp 18949 016 24X 

Fiche 50-259,83/09/09.8309240020 


— 8305240026 IE Insp Rept 50-255/33-09 on 030406-00 & U-12 No 
noncompliance noted Major areas Inspected radiation 
protection program, inc I ud ing qua 1 i f Ications. audl ts. rad lation 
protection procedures It status of TMI action Items 
LOVENDALE.P C , GREOER.L fl Region 3, Office of Director 

83/05/09 epp 10349 013 24X Fiche 90-899,83/05/09,3305240020. 


3303040034 IE Info Notice 83-30. “Misapplication of Generic Emergency 
Operating Procedures lEOP) Guidelines “ 8vc list end 
JORDAN.E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/09/11 Consolidated Edison Co of Neu 

VoTk, Inc U4pp 10924 003 24X Fiche 90-000,83/05/11,8303040034. 


8305200200 Responds to 030218 Itr providing responses to 821209 
regulatory effectiveness review rept as result of 830328- 
0401 safeguards Insp Determinations from 830401 safeguards 
Insp listed 

CRUTCHFIELD, D Operating Reactors Branch 9 83/09/12 

VANDEWALte. D J Consumers Power Co 2pp 18940 217 24X 

Fiche 90-299.83/09/12,0309200200 


8309240032 Forwards IE Insp Rept 50-299/83-10 on 830401-30 No 
noncompi lance noted 

SHAFER, WO Region 3, Office of Director 83/09/17 DEWITT.R B 
Consumers Power Co 2pp 18549 119 24X Fiche 90-255, 83/09/17. 
8309240032 


--B30S240037 IE Insp Rept 90-299/83-10 on 830401-30 No noneomp 1 lane e 
noted Major areas inspected LERsr IE bul letins. oparatlonel 
safety, surve 1 I lance, me Int. receipt of neu fuel & previous 
Insp findings 

JORGENSEN, D L , HELLER, J K , BOYD, 0 C Region 3. Office of 
Director 83/09/13 7pp 13949 117 24X Fiche 50-299,03/09/17, 

0305240032 


3305240367 Ack receipt of 030404 Ur Informing NRC of changes in steps 
taken to correct violations noted In IE Insp Rept 
90-255/32-19 Changes examined during IE Insp Rept 
50-295/03-10 & acceptable 

BHAFER.W D Region 3, Office of Director 03/05/17 DEWITT.R.B 
Consumers Power Co Ip 18974 000 24X Flehe 50-295,03/09/17. 

6309240367 
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—>0309240371 Amend* response to NRC B20623 1 tr re violations noted In IE 
Intp Rept S0-299/B2-10 Corrective actions Surveillance Test 
HO-24 changed Prom 1 uk after startup to prior to primary 
coolant temp of 329 F 

JOHNSPNi D, 0 Consumers Power Co 03/04/04 KEPPLER, J 0 Region 

3, Office of Director 3pp 10974 009 a4X Flche 90-299, 

03/09/ 17< 6309240367 


6309240043 Suppls 620602 response to IE Insp Rept 90-299/02-03 Initial 
respons ib 1 1 1 tg for communl ca t ions to offsite monitoring team 
ullt be kept at technical support ctr until emorgeneg 
operations facllltg activated 

JOKNBONj 0 D Consumer* Power Co 83/09/18 KEPPLER, 0 0 Region 3, 
Office of Director Ip 10949 124 24X Flche 90-259,83/09/10, 

6309240043 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program ” 
Sve list end 

JORDAN, E L Division of Emergencg Preparedness t< Engineering 
Rtsponsc (Post 03D1O31 83/09/19 Consolidated Edisan Co of New 

York, Inc 114pp 18697 009 24X Flche 90-000,83/09/19,8303040040 


8303040046 IE Info Notice 83-33, ‘'Nonrepresentative Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Flche 90-000,83/09/26,830304004 6 


n Periodic operating reports ti related correspondence 


8309230270 "Active Mod Projec t», Opera ting PWfi, 1902 " 

* Contumert Power Co 82/12/31 4pp 18976 332 24X 

FIcha 90-000,82/12/31,8309230270 


8305100076 Forwards "Annual Environ Operating Rept, 1702 " 

JOHNSON, S D Consumers Power Co 83/04/27 KEPPLER, J 0 Region 3, 
Offica of Director Ip 18377 116 S4X Flche 90-259,83/04/27, 
6309100076 


— 8309100089 "Annual Environ Operating Rept, 1982 “ 

a Consumers Power Co 83/04/27 6pp 18377 117 24X 

Flche 90-299,83/04/27,8309100076 


8309110396 Forwards monthlg operating rept for Apr 1903 

KENNEDY, D M Consumers Power Co 83/09/09 NRC - No Detailed 
Affiliation Olvan Ip 10406 190 24X Flche 90-299,03/09/09, 

8309110396 


— 6309110402 Honthlg operating rept for Apr 1983 

PATERSON, 0 A Consumtrs Power Co 83/09/09 4pp, 18406 191 
84X Flche 90-899,83/09/09,8309110396 


B30924O410 "1902 Radiological Environ Monitoring Rept (Addl Info)," 
revised Tablet RaD-E-03A N R6D-3-03D 

JOHNSON, B D Coniumert Power Co 83/09/18 KEPPLER, J 0 Raglan 3, 
Office Of Director 4pp 18973 397 24X Flche 90-299, 83/09/18, 

0909240410 


8 Reportable occurrences, LERs t< related correspondence 


6309020130 Forwards LER 83-022/01 T-0 

JOHNSON, B D Consumers Power Co 83/04/21 KEPPLER. J 0, Region 3, 
Office of Director, Ip 18278,214 24X Flche 30-899,83/04/81, 

8309020130 


*—8309020149 LER 83-022/01T-0 on 830411 . samp le from T-SED safety 
injection tank showed boron concentration below Tech 6p»c 
limit Caused by minor leak past loop check valve 6 safety 
injection tank check valve or fill t> drain valve, 
a Consumer* Power Go 83/04/21 Region 3, Office of Director, 
Ip. 18278 219 24X Flche’ 90-299, 83/04/21, 0309020138 


8309020173 Forwards LER 83-021 /03L-0 

JOHNSON, B D Consumers Power Co P3/04/21 KEPPLER, J.O Region 3, 
Office of Director. Ip. 18284 066 24X Flche 90-299,03/04/21, 

0309080173 


— 8309080179 LER a3-02t/03L-0‘ on 830326, samp le from safety injection tank 
D showed boron coocentretlon below 1,720 ppm Tech Spec 
limit. Ceused by minor leakegt past loop check valve t, safety 
Injection tank check valve or fill 6 drain valve. 

* Consumart Power Co 83/04/21 Region 3, Office of Director 
ip ie2B4‘067 24X Flche. 90-299, 63/04/21, 8309020173 


6309030642 Telecopy RO: on 830483, safety Injection tank Inoperable due 
t« routine sampling Additionally, another tank became 
inoperable due to low level 

XRlCHtR M. Consumer* Power Co 83/04/29 Region 3, Office of 
Director Ip. 18309 284 24 X Flche ■ 90-299, 83/04/89, 8309030642 


8305030199 Telecopy RO on B3042S, two safety injection tanks inoperable 
Caused by low level U routine testing Tank level restored 
KRtCH, R fl Consumers Power Co 03/04/26 Region 3, Office of 

Director Ip 16306 331 24X Flche 90-255.63/04/26,6309030195 


8309100378 Forwards LER 63-023/017-0 

JOHNSON, 0 D Consumers Power Co 83/04/27 KEPPLER, J 0 Region 3, 
Office of Director Ip 18378 224 24X Flche 90-299.63/04/27. 

8309100378 


--e3O9'lOO304 LER 83-023/017-0 on 0304 1 5, d ur j ng routine sampling of safety 
injection tank 0, tank level felt below Tech Spec limit ef 
166 inches Caused by idelayed fill operations when low flow 
alarm received for cooling water 

» Consumers Power Co 83/04/27 Region 3, Office of Director 
Ip 16370 229 24X Flche 50-299,83/04/27.0309100378 


8309100396 Forwards LER 83-014/017-0 

JOHNSON, B D Consumers Power Co 83/04/27 KEPPLER, J 0 Region 3, 
Office of Director Ip 16377 396 24X Flche 90-299,83/04/27, 

6309100396 


— 8309100403 LER 63-0I4/01T-0 on 830309. w/ s afo t y injection tank D (SIT) 
inoperable due to routine evolutl on, sec and SIT became 
Inoperable due to low level Caused by leakage past fill 6 
drain valve on BIT B while draining SIT 0 for sampling 
« Consumers Power Co 83/04/27 Region 3, Office of Director 
ip 18377 396 84X Flche 50-299,03/04/27,8309100396 


8309060477 Provides update to corrective actions re safety injection 
refueling water tank support structure discrepancies 
reported in LER 83-06 Tank design fii planned for 1985 
refueling outage Quarterly insps wilt continue 

t/ANDHHALLE, » J Consumers Power Co 63/04/28 KEPPLER, J 0 Region 
3, Office of Director 2pp 10340 129 24X Flche 50-299,83/04/26, 

9309060477 


8309100290 Updated RO 83-06 avaluation of discrepancies between as- 
built tf actual design of safety injection refueling water 
tank support structure indicated sufficient capacity to 
resist loadings Schedule for mods 6 design review submitted 
VANDEMALLE, D J Consomar* Power Co 03/04/28 KEPPLER. J 0 Region 
3, Office of Director 2pp 10410 362 g4X Flche 90-299,83/04/28, 
8309100290 


8309060388 Forwards LER B3-024/01T~0 

JOHNSON, D D Consumers Power Co 83/04/29 KEPPLER, J 0 Region 3, 
Office of Director Ip 18343 194 24X Flche 90-299. 83/04/29, 

8309060388 


— 8303060393 LER 03-024/01T-0 an 030423, sa f ety injection tanks T-02D «< 
T-82D became inoperable due td low level & routine 
evo lut ion, respec t Ive 1 y Caused by leakage past fill 6 drain 
valve Fill & drain valves will be inspected 

« Caniumers Pouter Co 83/04/29 Region 3, Office of Director 
Ip 18343 194 24 X Flche 90-299,03/04/29.8309060338 


8309100306 Telecopy RO on 830429, sample from T-02D (safety Injection 
tank Dl showed boron concentration below Tech Spec limit 
Hhlle attempting to Increase boron level.addl safety 
injection of T-B2B occurred T-08D 6 7-820 restored 
KRICH.R M Coneumeri Power Co 03/09/02 Region 3. Office of 

Director Ip 1S371 190 24X Flche 90-259, 83 /09/02, 03 0910 0306 


8309130140 Forwards LER 03-026/OlT-O 

JOHNSON, D 0 Consumers Power Co 03/09/09 KEPPLER.J 0 Region 3, 
Office of Director Ip 18440 045 24X Flche 50-239,83/09/09, 

8309130140 


— 8309130145 LER 03-026/017-0 on 030420, samp I e from 7-020 (safety tank D) 
showed boron concentration below Tech Spec lleilt Caused by 
boron dilution due to minor leakage past loop check valve 
Primary coolant leak rete monitored 

* Consumers Power Co 03/09/09 Region 3, Office of Director 
Ip ie440‘Q46 84X Flche 90-299,03/05/09,8309130140 


8305130208 Forwards LER 83-027/017-0 

JOHNS QN, D D Consumers Power Co 83/09/09 KEPPLER, J O Region 3, 
Office of Director. Ip 18440 069 24X FI elie" 90-295, 83/09/09, 

8309 1 30200 


— 8309130214 LER 83-027/017-0 on 630420, w/safe ty Injection tank 0 T-fl20 
Inoperable, tank T-02B became inoperable due to low level 
Caused by leakage past fill b drain valve on tank B Fill (i 
drain valves to be inspected 6 repaired 

• Cdnsumers power Co 03/09/09 Region 3, Office of Dlrectcr 
Ip, 18440' 070 24X Flche 90-299,03/09/09,8305130209 


8303130223 Forwards LER e3-025/03L-0 

JDHNBDNi B D. Cnnsumer* Power Go 03/09/09 KEPPLER.J 0 Region 3, 
Office of Director ip 18439 927 24X Fiche 90-299,83/09/09, 

0305 I 30229 
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— 3305130230 LER e3-025/03L-0 on 8304 1 0, samp 1 from T-BSe shousd boron 
consontrabton TecS Spec limit of 1720 ppm Caused by 

minor leakage past loop check valve V SIT cheek valve 
Prlraarg coolant leak rate being closely monitored 

» Consumers Pouer Co 83/05/09 Region 3- Office of Director 
ip 1B439 3Se B4X Fiche 80-255.83/05/09.8305130225 


8305240011 LER 03-028/031-0 on 830415. level of safety injection tank 0 
reached Tech Spec limit of 198 Inches Caused by minor 
leakage past loop check valve Leak rate being closely 
fflonitOTed Valves uiill be Inspected U/B30S11 I tr 

JDHNSaN.S D Consumers Pooier Co 83/05/11 KEPPLER.J 0 Region 3. 
Office of Director 2pp 18549 036 24X Flche 50-255. 83/05/11, 

030524001 1 


8305200407 Ack receipt of 830428 1 tr providing updated info re RD 
03-06 b proposed schedule for mods to safety Injection 
refueling uater tank support structure per FSAR 6 ACf code 
Remaddal uork to be completed during 1965 refueling outage 
SPESSARD.R L Region 3, Office of Director 83/05/17 
VANDEUALLE. D J Consumers Pcwer Co 2pp 18518 120 24 X 

Flche 50-255,83/05/17.8305300407 


S3052701S2 PMO- 1 1 1-03-039 on 830323, util employee enterad protected 
area through open unmonitored entrance to receive uhote 
body count Individual escorted out of area Region III ylll 
Investigate 

CREEDtJ , HIND. 0 Region 3. Office of Director 83/05/23 Ip 
18638 159 84X Flche 50-255.83/03/23,8305270152 


8305310160 LER 83-030/017-0 on 03OSO9. lample from safety injection tank 
T-B2D shaded boron concentration bsloui Tech Spec limit 
Caused by minor leakage past loop check valve 6 safety 
Injection tank check or fill 6 drain valve |y/330S23 Itr 
e. JDHRSOM, 8 D Consumars Pouer Co. 83/05/23 KEPPUER. cf 0 Region 
3. Office of Director 2pp 18652 333 24X Ficha 50-255.83/03/23. 

8305310168 


8305310197 LER 03-031/017-0 on 830509. u/ s a f a ty injection tank (8171 D 
(7-8201 inoperable due to routine evo lut ion. second BIT 
(T-02OJ became inoperable due to lou level Caused by leakage 
past fill & drain valve on SIT B U/e30523 Itr 

JOHNSON. D 0 Consumers Fouer Co 83/05/23 KEPPLE8. J 0 Region 3. 
Office of Director 2pp 18658 156 34X Flche S0-2SS. 83/05/23, 

8305310197 


8305310202 LER B3-D39/03L-0 on 830422. sa f ety injection tank 0 reached 
Tech Spec limit of 198 inches Caused by minor leakage past 
loop check valve Primary coolant leak rate being monitored 
Tank restored to normal range W/830S23 itr 

JOflNSOhl.C D Consumers Pouer Co 83/05/23 KEPPLER, J 0 Region 3. 
Office of Director Bpp 10651 021 a4X Flche 50-255,03/05/23, 
830S3t0202 


DOCKET BO-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT I 


F Security, medical, emergency A fire protection plans 


0303090191 Discusses IE Security Insp Repts 50-259/02-47,50-260/82-47 *. 
50-296/02-47 on 821220 & forwards notice of violation 6 
proposed Imposition of civil penalty Encis withheld (ref 
tOCFH2 790) 

a 'REILLY. J P Region 2. Office of Director 83/01/13 PARRIS. If 0 
Tennessee Valley Authority 3pp 10363 119 24X 

Flche 50-259.83/01/13,6305090191 


8303040626 Releases public version of revised emergency plan 
inplament I ng procedures 

FELTON. J M Division of Rules and Records 83/04/26 Document 
danagement Branch Ip 10329 006 24X Flche 50-259,03/04/26, 

8305040628 


—8303040633 Forwards public version of revised emergency plan 
implementing procedures, I ne lud I ng Procedure tP'2 re 
notification of unusual event, IP-3 re alert 6: IP-4 re site 
area emergency 

KAMMER.O 3 Tennessee Valley Authority 83/03/21 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director Ip 10329 007 
24X Flche 50-259,83/04/26,0303040620 


—8305040653 Public version of revised emergency plan implementing 
procedure, Including Procedure IP-2 re notification of 
unusual event. IP-3 re alert 6 IP-4 re site area emergency 
« Tennessee Valley Authority 03/03/03 84pp 18329 008 24X 

Flche 50-259,03/04/26,8305040628 


8305100234 Requests that Figures 6 5-48 t< B S-13B be removed from 
updated F8AR 0 destroyed JSc replaced u/encl pages since 
figures contain info classified as safeguards info per 
10CFR73 

RILLS.L *1 Tennessee Velley Autherlty. 83/05/04. DENTON, H R 
Offtca of Nuclear Reactor Regulation, Director 3pp 10373 266 
24X Flche, 50-259. 83/05/04.8305100234 


0305110034 Oeneric Ltr B3-2I to all licensees of operating reactors, 
applicants For OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, 0 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, tnc t6pp 10540 093 24X 

Flche 50-000,83/05/11,8305110034 


6305260177 Informs of NRC determination that onsite 6 offsite 
emergency preparedness adequate & emergency plans upgraded 
per NUREO-0737. Item til A 2 1 

VASSALLO, 0 D Operating Reactors Branch 2 83/05/18 PARRIS, H 0 

Tennessee Valley Authority 3pp 18648 107 24X 

Flche 50-259,03/05/10,0305260177 


J Insurance 6 Indemnity Informetlon 


0305160005 Forwards Endorsements 65 t, 54 to NELIA Policy NF-190 6 MAELU 
Policy MF-66 p respectively 

DUCK, J R Harsh ii McLennan, Inc 83/05/03 SALTZMAN, J Assistant 
Director for State it Licensee Relations 3pp 18456 059 24X 

Flche 50-259,83/05/03,0305160005 


P Operating license stage documents & correspondence 


8305040730 Discusses AEOD/E309, "Potential for Water Hammer Damage 
During Restart of RHR Pomps et DWR Nuclear Pouer Plants “ 
Recommandatloni provided do not extend beyond procedural 
development ti operator auarenasi 

HELTEMESiC J Director's Off Us 03/04/22 EISENHUT, D Oivltion 
of Liesnsing SPEIB. T Division of Safety Technology ip 
18328 067 24 X Flche 30-259.03/04/22,8305040730 


— 8305040737 Forwards AEOD/E309, "Potential for Water Hammer During 
Restart of RHR Pumps at flWR Nuclear Power Plants “ 

RUBIN, S Reactor Operations Analysis Branch 83/04/21 
BEYFRIT.K V Raactor Operations Analysis Branch Ip 18683 319 
241 Flche 50-289,03/04/22,8305040730 


--8305040745 "Patent lal for Water Hammer During Restart of RHR Pumps at 
BWR Nuclear Power Plants," AEOD engineering evaluation 
rep t 

RUBIN.B, LAMIK.O Director 's Of f ice 83/04/30 a9pp. 

1 8328 06 ? 24X Fieh e , SO-289, 83/04/22, 8305040730 


8305040311 Application for amend to Lietnsee DPR-33. DPR-S2 4, OPR-68 
reviling stated isolation logic for Oroup 7 isolation valves 
to rsflect actual logic. 

MILLB.L M Tennessee Valley Authority 83/04/28 DENTON. H fi. 
Office of Nuclear Reactor Regulation. Olraetor 2pp 18322,038 
24X Flche 50-239.83/04/28,8305040511 


—8305040517 Proposed changes to Tech Specs revising stated isolation 
logic for Oraup 7 isolatlan valves to reflect actual logic 
• Tennessee Valley Authority 83/04/28 Spp 18322 040 84X 

Flche 30-259,93/04/28,0305040511 


6305020435 OeneTie Ltr 03-19 to ell power reactor ti tasting llcansies 
re new procedures for providing public notice eonetrnlng 
Issuance of amends to OLs 8vc list sncl 

EISENHUT. D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York. Inc SOpp 18441 120 24X 

Flche 50-000,83/05/02,8305020455 


8305090659 Generic Ltr 83-20 to all operating reactor licensees Ii 
holders of CPs re integrated scheduling for Imp 1 emanta t Ion 
of plant mods Sve list end 

EISENHUT, 0 0 Division of Licensing 03/03/09 Consolidated 
Edison Co of New York, Inc t6pp 18627 153 24X 

Flche 50-000,03/05/09,0305090639 


8303100843 Advises that action required by Amends 06,83 i< 57 to 
Licenses DPR -33, DPR -32 fc DPR-6B, respect ive ly 6 Generic 
Ltr 83-07 comp 1 e te. based on util negotiating w/DOE re 
disposal of high level waste 

VASSALLD, 0 B Operating Reactors Branch 2 83/05/09 PARRIS, H 0 

Tennessee Valley Authority 2pp IB506 OiS 24X 
Flche 50-259,03/05/09,8305100845 


8303130003 Advises that plant-unique analysis for mods per Hark 1 
containment program will be submitted In Dec 1963. In 
response to NRC 830429 request 

MILLS, L M Tennessee Valley Authority 83/05/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Ip 18437*008 24X 

Flche 50-259.83/05/10.8305130003 


8305250136 Forwards request for addl Info re NUREG-0737, I tern II. K 3 28. 
"Qualification of ADS Accumulators '* Info requested within 
45 days 

VASSALLO, D B Operating Rsactors Branch 2 83/05/11 PARRIS. H 0. 

Tsnnosiee Valley Authority Spp 18596204 24X 

Flche; 50-259, 03/05/11, 8305230136 
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83C9S60187 Foruardu safety evaluation re BUR Ouiners Group response to 
NUREO"0737< Item II K 3 43i "Depr essur lat ion W/tJthcr Than 
Aotoraatic Oepressurliatlon Sys “ Action complete 

VASSALLOi D 0 Operating Reactors Branch 2 Q3/03/1S PARR IS ■ H O 

Ttnnassae Valley Authority 2pp 18A48 099 34X 

FithO 30-259.03/03/10.0305260187 


8303230473 Forwards info re status of environ qua 1 1 f ica t Ion of 
•qulpoient per 10CFR30 49<g) Qualification status table, 
ochadule for qualifying deficient equipment t. addl 
julttf Icatlon for continued operation end 

hammer. D 8 Tennessee Valley Authority 03/05/20 DENTON. H R 

□fftca of Nuclear Reactor Regulation. Director 94pp 10303 110 
24X Flche 50-239.83/03/20.0303230473 


9303260372 Requests remittance of balance due for review of 020921 
application to amend Drowns Terry I Tech Specs re Cycle 3 
HCPR values 6 820623 application re physical security plan 
changes for Sequoyah 162 

MILLER. M 0 License Fee Management Branch 03/03/20 PARRIS. H 0 
Tennessee Valley Authority 2pp 18647 204 24X 

Flche- 30-000. 83/03/20. 0305260372 


B30327O021 Notifies that util will submit schedule for performing mods 
to Mark I containment dryuel 1/wetwel 1 vacuum breakers once 
calculations complete 6 mods identi f led. In response to 
Generic Ltr 03-00 

HILLS. L H Tennessee Valley Authority 03/03/23 DENTON. H R. 

Office of Nuclear Reactor Regulation. Director Ip 18630 313 24X 

Flche: 30-239. 03/03/23. 0303270021 


9303270030 Forwards response to 030316 request to document compliance 
w/acceptance criteria 6 schedule for NUREO-0737. Item 
II K 3 13. "Separate HPCI 6 RCIC Initiation Levels " 

Criteria will bo met 

KILLd.L M Tennessee Valley Authority 03/03/24 DENTON. K R 
Office of Nuclear Reactor Regulation. Director 2pp 18630 306 
a4X Ficho 30-239.83/05/24.8303270030 


G Inspection reports. IE Bulletins U correspondence 


8303090191 Discusses IE Security Insp Repts 30-239/02-47.30-260/02-47 6 
30-296/82-47 on 821220 6 forwards notice of violation 6 
proposed imposition of civil penalty Encls withheld (ref 
iOCFUa 7901 

O'REILLY. J P Region 2. Office of Director 03/01/13 PARRIS. H 0. 
Tennessee Valley Authority 3pp 10363 117 24X 

Flche 30-239.03/01/13.0303090191 


8303270171 Advises that full compliance in response to violation noted 
in IE Insp Repts 30-236/82-33.30-260/82-33 6 30-296/02-33 
will bo delayed until 030301 

MILL0.L M Tennessee Valley Authority 83/01/20 O'REILLY. J P 
Region 2, office of Director ip 10638 071 24X 

Flche 30-239.03/01/28.8303270171 


8303270177 Forwards 030111 response to notice of violation 6 proposed 
imposition of civil penalty erroneously submitted to JP 
Q'Rellly U/o end 

MILLS. LH Tennessee Valley Authority 83/02/10 DEYOUNG. R C 
Director's Office. Office at Inspection and Enforcement ip 
1863736H 24X Fiche 30-239.03/02/10.3303270177 


9212060393 IE Info Notice 83-14. "Dewatered Spent ton Exchange Resin 
SUBCep tib 1 1 1 tg to Exothermic Chemical Reaction " Sve list 
end. 

TAVLOR.J M Dlvlilon of Safeguards fc Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York. Inc 

il2pp 10300 319 24X Fiche 30-000,83/03/21,0212060303 


8303270914 Forwards IE Insp Repts 30-239/83-06.30-260/83-06 U 
30-296/03-06 on 030214-19 No noncomp 1 lance noted 
VEBREULI.D H Division of Project 6 Resident Programs 03/03/30 
PARRIS. H 0. Tennessee Valleg Authority 2pp 18646 102 84X 

Ficha: 90-239. 83/03/30, 8303270314 


•B309270326 IE Insp Repts 30-259/03-06,30-260/83-06 6 50-296/03-06 on 
930214-19 No noncompliance noted Major areas Inspected 
witnessing primary containment Integrated leak rate test 6 
review of procedure, preparation. performance 6 results 
HHUTENER.H L . JAPE, F Region 2, Office of Director 03/03/29 
app. 10646 184 24X Fiche 30-239,83/03/30,0303270314 


8309270202 Concurs w/util 030401 reyueet for extenelon of commitment 
dates for responding to violations noted in IE Insp Repts 
30-299/08-16.30-260/82-16 & 30-296/82-16 until 030901 
LEMISfR C Division of Project «< Resident Programs 83/04/07. 
PARRIS, H 0 Tennessee Valley Authority Ip 18637 170 84X 

FIcha: 90-299, 03/04/07, 0303270202 


— B30S270206 Advises that new full compliance date of 830901 required 
to complete review of procedures • pr eparation of revs 6. 

Issuance of revised Instructions in i esponse to IE Insp 
Repts 30-259/82-16,30-260/82-16 & 50-296/82-16 

MILLS, L M Tennessee Valley Authority 03/04/01 O'REILLV, J P 
Region 2, Office of Director Ip IB637 171 24X 

Ficho 50-B59, 83/04/07, 8303270202 


8303270642 Ac It receipt of B30316 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-02, 
30-260/83-02 6 30-296/83-02 

VERRELLI'D M Division of Project t- Resident Programs 83/04/07 
PARRtS.H 0 Tonnessee Valley Authority Ip 10662 132 24X 

Flche 50-259,03/04/07,8305270642 


— 8305270652 Responds to NRC 030210 ltr re violations noted in IE Insp 
Repts 50-259/83-02.30-260/03-02 *. 30-296/83-02 Corrective 
actions rad 1 ochemi ca I lab manual Procedure 726 111 2 1 will 
be revised 

HILL3.U M Tennessee VaUoy Authority 83/03/16 O'REfLLY. J P 
Region 2. Office of Director 3pp 18662 133 24X 

Ficho 50-239,83/04/07-8303270642 


— 0303270658 Forwards IE Insp Repts 30-259/83-02.30-260/03-02 ». 
30-296/93-02 on 630117-18 fc notice of violation 

VERBELH.D M Division of Project «■ Resident Programs 83/02/10 
PARRIS, H 0 Tennessee Valley Authority 2pp 18662 136 24X 

Flche 30-239. 83/04/07. 0305270642 


— 8309270661 Notice of violation from insp on 0301 17-16 

» Region 2, Office of Director 03/02/10 Ip 18662 130 24X 

Flche 50-239, 83/04/07, 8303270642 


— 8303270666 IE Insp Repts 50-239/83-02,30-260/83-02 U 50-296/83-02 on 
830'1 17-18 Noncomp 1 lance noted failure to use 3-llter sample 
of RHR SVC water In Marlnelll beaker fo.r isotopic analysis 
COLLINS. T R , BARR.K P Region 2. Office of Director 83/02/10 
3pp 18662 139 24X Fiche 50-239.83/04/07,8303270642 


0303270633 Ack recoipt of 830401 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/62-44. 
30-260/82-44 & 30-296/02-44 

VERRELLI, D M Division of Project t. Resident Programs S3/04/!3 
PARRIS. H G Tennessee Valley Authority tp 18643 201 24X 

Flche 30-239.03/04/13.8303270633 


— B303270660 Responds to NRC 830225 ltr re violations noted in IE Insp 
Repts 50-359/02-44.30-260/02-44 «. 90-296/82-44 Corrective 
actions Intorlffl criteria for removal of waste oil & 
miscellaneous wastes from regulated areas developed 
MILLS. L M Tennessee Valley Authority 03/04/01 O'REILLY, J P 
Region 2. Office of Director 3pp 19643 202 24X 

Flche 50-239,03/04/13.8303270633 


— B303270664 Forwards IE Insp Repts 30-239/02-44,50-260/82-44 L 
30-296/62-44 on B21U3-19 U notice of violation 
O'REILLY, J P Region 2, Office of Director 83/02/23 
PARRI9.H 0 Tennessee Valley Authority 2pp 18643 207 24X 

Flche 30-939,83/04/13.8303270633 


— 6303270663 Notice of violation from insp on 021119-19 

• Region 9. Office of Director 83/02/23 Spp 18649 209 24X 

Flche 30-939.83/04/13,8303270633 


— 6309270666 IE insp Repts 30-259/82-44.30-260/82-44 L 30-296/82-44 on 
821113-19 Noncompllance noted llcensoe transferred licensed 
matl to unauthorized recipients t< disposed of matl by 
unapproved means 

DEBS. 0 T . BARR.K P Region 2. Office of Director 82/12/23 
7pp. 10643 Sli a4X Flche 30-239.03/04/13.8303270633 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Sve list end 

JORDAN. E L Division Of Emergoncy Pr epar odneie & Engineering 
RespOTite (Post 830103) 83/04/13 Consolidated Edison Co of Mew 

York, lot I26pp 18433 133 24X Ficho 30-000,83/04/13,8303040091 


8303270266 Forwards IE Insp Repts 50-299/83-13,30-260/83-13 I. 50-296/ 
03-13 on 830329-30 No noncompllance noted Major areas 
inspected procedures, representative records t. observations 
of demons tr a ted ultrasonic methodotogy H/o end 

VERRELLI. D H Division of Project 6 Resident Programs 83/04/19 
PARRia.H 0 Tennessee Valley Authority 3pp 18641 326 84X 

Flche 30-2 39, 83 /04 / 1 9. 8303270266 


9303040023 IE Info Notice 83-22, "DUB eafoty/Relief Valve Failures " 
Sve lift end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103), 83/04/22 Consolidated Edison Co of New 

York. Inc HSfiP 18303 089 24 K Flche 50-000,83/04/22,8303040093 
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B3090306S5 roruiardt addl Info rr raasonry uial) per IE Du 1 let in SO-lli 
In reiponte to NRC 8301SO I tr flepult* of mail dfaplacejnent 
analypls ulll be submitted bg 830719- tJ/tbree oversite 
draulngs Aperture cards are in PDR 

HI1-L8. L M Tennessee Valiev Authority 83/04/22 DENTON. H R 
Office of Nuclear Reactor Regulation! Director 7pp 1S303 001 
B4X Flefie 50-359, B3/04/22i 8305030623 


—8303030631 Rev 3 to BFN-30-D709, "Detailed Design Criteria for 
Rievaluatlon Criteria for Masonry Mails " 

a Tennessee Valley Authority 82/03/26 162pp 18303 OOB 34K 

F 1 e h c 30- 299, 83 / 04/32, 8303030623 


8305270310 For i/ards IE Insp Repts 30-239/83-08.90-260/83-08 t 
30-296/83-08 On 830327-31 No none oipp 1 lance noted ‘ 

VERRELLli 0 K Division of Project 6 Resident Program 83/04/22 
PARRIS, II 0 Tenneasee Valley Authority 2pp 18646 069 24X 

FIChe 50-239.83/04/22.8303270310 


—8303270328 IE Insp Repts 30-259/83-08.50-260/83-08 & 50-296/03-08 on 
830328-31 No noncomp I lance noted Major areas inspected nigt 
6 admlnl strat 1 ve Contra I s. s tatus revieu of radiological 
environ monitoring program fc Insp of monitoring stations 
CUNNJNCHAH.A L , MONTODMERY, D M Region 2. Office of Director 
83/04/20 Spp 18646 067 24X Flche 30-259.83/04/22,8303270310 


B3D3040023 IE Info Notice 83-23. “Inoperable Containment Atmosphere 
Sensing Sys Sve list end 

VOAOAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103} 83/04/25 Consolidated Edison Co of New 

Vort. Inc lC9pp 18381 291 24X Flche 50-000.83/04/23.8303040023 


8303040026 IE Iisfo Notice 83-24. "Loosa Parts In Secondary Side of 
Steam <}encrators at PWRs " Bve list end 

JORDAN.E L Dlylslon of Emergency Preparedness 6 Engineering 
Response (Post B301O3>. 83/04/20 Consolidated Edison Co of Nei/ 

Yorl. Inc lispp 1 8382 047 24 X Flche 50-000. 83/04/28. B303D 40026 


8303040027 £E Info Notice 03-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
VOROAN.E L Divlslen of Emergency Preparedness 6 Englnsartng 
Response (Post 8301031 83/04/28 Consolidated Edison Co of Neui 

Yort. Inc lJ8pp 10382 165 24X Ficha 30-000.83/04/28.6303040027 


8303040028 IE Info Notice 83-26. "Failure of Safety/Rel i»f Valve 
Discharge Line Vacuum Breakers “ Sve list end 
JORDAN.E L Division of Emergency Preparedness tc Engineering 
Responee (Post 830103) 83/05/03 Consolidated Edlsnn Co of Neu 

York, Inc 13Spp 18441 170 24X Flche 50-000.83/09/03,8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equlpnant " 8vc list and 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Rasponse (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, tnc 112pp. 18382 282 24X Flche 50-000,83/03/04.8303040030 


8303040031 IE Info Notice 83-28. '’Criteria for Protective Action 
Reconmindatlons for Oenerai Emargencies " Sve list encl 
JORDAN. E L 01 vision of Emergency Preparedness t- Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neu 

York. Inc 119pp 18441 COl 24X Flche 50-000.83/03/04.8303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel (lack 
Deformation “ Eve list encl 

JORDAN.E U Dlvliioii of Emergency Preparedness 6 Engineering 
Reiponcc (Poet 830103). 83/03/06 Consolidated Edison Co. of Mew 

York, tnc lispp 18323 248 24X Flche 30-000.63/03/06.8303040033 


8303270345 Ad receipt of 830421 Itr Informing NRC of steps taken to 
correct violations notad In IE Insp Repts 30-259/03-03. 
50-260/83-03 6 30-296/83-09. 

LEUlBiR C Division of Prpjact & Resident Programs 83/03/09 
PARRIBiH.O Tennessee Valley Authority ip 18642 079 24X 

Flche- 50-339, 83/03/09. 0303270349 


— 8309270339 Responds to NRC 630316 Itr re violations noted In IE Insp 
Repts 90-259/63-03,90-260/03-05 6 90-296/03-05 Corrective 
ae t Ions' condut t mounting supports connacted to conduits 6 
supported ptr Oaneral Const Spec 0-3. 

MILLS, L M Tennessee Valley Authority 83/04/21 O'REILLY. J P 
Region 2, Office of Director 4pp 18642 080 24X 

Fldit 50-299,83/05/09,8309270345 


—0309270362 Forsrerde lE Insp Repts 90-299/83-05,90-260/83-09 L 
90-296/83-09 on 830126-0229 tc notice of violation 
LEWIS. R C Division ef Project 6 Resident Programs 83/03/16. 
PARRIS, H,0 Tenneisae Valley Authority. 2pp 18642,084. 24X 

Flche- 90-299, 83/09/09, 8309270349 


--8309270368 Notice of violation from Insp on 030126-0229 

a Region 2, Office of Director 03/03/16 2pp 18642 086. 24X 

Flclie 90-299.83/09/09,0309270349 


— 0309270301 IE Inap Repts 90-299/03-03,30-260/83-09 ii 90-396/83-09 on 
830126-0229 Noncomp 1 1 anc e noted violation of 10CFR90. App B. 
Criterion V in malnt area 6 violation of Tech Spec re 
Surveillance Insp 2 

PAULK, 0 L Region 2. Office of Director CANTRELL, F S Dlvlilon 
of Project 6 Resident Programs 83/03/14 8pp 18642 088 24X 

FI Che 90-259. 83/09/09, 8305270349 


8303040034 IE Info Notice 83-30, ''Mil app 1 Icatlon of Oenerlc Emergency 
Operating Procedures (EQP) Ouidellnes " Sve list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/11 Consolidated Edison Co of Hew 

York, Inc 114pp 18924 003 24X Flche 90-000,83/09/11,8303040034 


0303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Progrem * 
Sve lift encl 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) S3/09/I9 Consolidated Edison Co of New 

York. Inc 114pp. 10697 009 24X Flche 90-000,83/09/19.8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil " 8vc list encl 

JORDAN.E L- Division of Emergency Preparedness 6 Engineering 
Response {Post 830103) 03/09/26 Consolidated Edison Co. of Kew 

York, Inc 114pp 18647 007 24X Flche 30-000,83/03/26,8303040046. 


3 Reportable occurrences. LERs & related correspondence 


8303230973 Forwards engineering evaluation rept, "Cracks li Leaks In 
Small Diameter Piping " 

RROUN. E J Reactor Operations Analysis Branch 83/04/19 
8EYFRIT.K V Reactor Operations Analysis Branch Ip 18941 342 
24 X Ficha 90-000.83/04/19,8305230973 


— 8309230619 "Cracks S, Leaks In Small Diameter Piping." engineering 
evaluation rept Small pipe leaks associated w/unantlclpated 
vibration prolilcms require addl supports or rerouting of 
piping 

BROWN. E J Reactor □peratlons Analysis Branch 83/04/19 9pp 
18941 343 24X Flche 90-000,83/04/17.8305230973 


8303030901 Telecopy RQ 90-239/83021 on 830424,130 fuel bundles unloaded 
from core Ic placed In high density fuel storage rack In 
spent fuel storage pool not tested for boron concentration 
Caueed by Inadcquata procedures 

COFFEY. J A Tennessee Valley Authority 83/04/29 Region 2. 
Office of Director 2pp 18294 168 24X Flche 90-299,83/04/29. 

8309030301. 


8309090266 Forwards LER B3-020/OtT-0 

OREEH, H J Tennessee Valley Authority 83/04/29 O'REILLY, J P 
Region 2, Office of Director ip 18338 044 24X 

Flche 50 -2 99. 03/04/29 , 830 9050266 


—0309050272 LER 83-020/01T-0 on B3041B. line A, B, C & D H3lVe exceeded 
allowable leatage rates Caused by deter toratlon of KSIV 
eeattng surfaces during operation Valves will be repaired 
prior to startup 1, MBIV Improvement program implemented 
HOLDER. E T Tennessee Valley Authority 83/04/29 Region 3. 
Office of Director 2pp. 18338 043 34X Flche 90-299,83/04/29, 

8309090266 


8305100001 Forwards updated LER e2~030/03X-l 

OREEN. H J Tennessee Valley Authority 83/09/03 O'REILLY. J P. 
Region 2. Office of Director Ip 18377 262 24X 

Flclie: 90-299. 83/03/03. 8309100001 


— 8305100083 Updated LER 82-030/03X-1 on 820506. during normal operation. 
OE error noted In transient analysis for Cycle 9 Caused by 
procedural error Min critical power ratio Increased by 0.02 
(1 6)(). Data constants will be changed 

LOCHDAUH, D A Tennessee Valley Authority. 83/09/03 Region 2> 
Office of Director 3pp 18377 263 24X Flche 90-259,83/09/03, 

8309100001. 


8309100012 Forwards updated LER eo-049/03X-l 

OREEN.H J. Tennessee Valley Authority 83/09/04. O'REILLY. JP 
Region 2. Office of Director Ip 18377,194 24X 

Flclie. 90-299,03/09/04, 8309100012 


— 8309100014 Updated LER 8o-049/03X-t on 800620, Increase In pressure 
detected on shell side of RHR 1-C HX Caused by loose locking 
li full nuts on floating haad due to thermal cycling t, 
vibration Locking tabs installed on nuts 

HOLDER, E.T. Tennessee Valley Authority 83/09/0? Region 2. 
Office of Director, 2pp 18377 199 24X Flche* 90-299, 83/09/04. 

8309100012 
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8305110395 PorW»rdi LER 83-01 9/03L-0 

OREEN> K J T*nri«t»9» Valley Authority 03/08/06 O'REILLVp J P 
RaglOh S< Office of Director Ip 18406 079 34X 

FlChe 90-299.83/03/06,0309110339 


0309110367 LER 83-019/O3I--0 on 830410. smoko detector X8-39-66XM 

alarmed due to leekege of water into detector Source of 
water not determined Detector replaced 6 will be relocated 
to avoid leakage 

MURPHV' 0 Tennessee Valley Authority 83/09/06 Region S. 
Office of Director 2pp 18406 080 24X Flche 80-289,03/03/06. 

8309110398 


8309130089 Forwards LER 83-021/OlT-O 

OREEM. H </ Tennessaa Valley Authority 03/09/06 O'REILLV. J P 
Region Z> Office of Director Ip 18436 016 24X 

Flch* 90-299.03/09/06.8309130009 


— 3309130091 LER 83-021/01T-0 on 030424,130 fuel bundles unloaded from 
core Into hlgh-density spent fuel storage rack (HDSF0R) did 
not have required poit-instal lotion boron test Caused 
by personnel failure to verify HDSF8R acceptability 
WHITSON, 0 R Tennessee Valley Authority 03/09/06 Region 2. 
Office of Director 3pp 10436 017 24X Flche 90-299,03/09/06, 

0309130009 


8309200988 PND-I I-B3-039' two Intergranuler stress corrosion crack* 
found on recirculation line end cap weld Cracks found during 
ultrasonic insp per IE Dulletin 83-02 Further weld Insps 
planned 

BLAKEi'kf. J. > BUTCHER. R C Region 2, Office of Director 83/09/16 
Ip 18914' 247 24X Flche 30-299,83/09/16,8309200900 


8309250402 Telecopy RO 90-299/03024 on 030917, des Ign review of 
enargency diesel generator room ventilation sys capabtllttas 
ravealad design temp limits of some electrical components 
may bt eicaadtd Caused by error In heat dissipation data 
COEPEVa J A. Tennessee Valley Authority 03/09/10 Region 2, 
Orflca of Director 2pp 10909 333 24X Flche 90-299,03/09/18. 

8308290402 


X Onsite Storage of Loie Level Weite 


8309030679 Requests remittance of eddl sum to complete payment of 
000731 h 1124 amend applteatton* to perrntt storage of low 
leva! radwasta 

HILLER, H 0. License Fee Hanagement Branch 03/04/22 KILLS. L M, 
Ttnnataee Valley Authority 2pp. 10309 193 24X 

Flche 90-'000, 83/04/22, 8309030679 


DOCKET 90-260 BROWNS FERRY NUCLEAR POWER BTATIDN, UNIT 2 


F Security, medical, emergency & fire protection plans 


8305090191 Discusses IE Security Imp Repti 90-239/82-47, 90-260/82-47 
90-296/82-47 on 821220 6 forwards notice of violation (< 
propoead Imposition of civil penalty Ends wlthhald <ref 
10CFR8. 790), 

O'REILLY, U.P Region 2, Office of Director 83/01/13 PARRIS, H.O 
Tannaeeee Valley Authority. 3pp 18363 119 24X 

FlCb*' 90-299,03/01/13, 8309090191 


8309040628 Releesei public version of revised emergency plan 
Implsmantlng procedures 

FELTON, J M. Division of Rules and Records. 83/04/26 Document 
Hanagement Branch. ip 10329 006 24X Flche 90-299. B3/04/26, 

8309040620 


“0309040633 Forwards public version of revised emergency plan 
IMplamanting procedural, Including Procedure IP-2 re 
notification of unusual event, IP-3 re alert t, IP-4 re site 
tree emergency. 

KAHMER.D.B. Tennessee Valley Authority 83/03/21. DENTON, H R 
□fflca of Nuclear Reactor Regulation, Director Ip. 18329 007 
24X Flche- 90-299, 03/04/26, 8309040620 


— 4309040699 Public version of revised emergency plan Implementing 
procedur*, including Procedure IP-2 re notification of 
unusual event, rP-3 re alert 6 IP-4 re site area emergency, 
a Tennessee Valley Authority 03/03/03. e4pp. 18329 000. 24X 

Flche, 90-299, 03/04/26, 8309040628. 


8309100234 Requests that Figures 8 9-4S L 8. g->13B be removed from 
updated F0AR i, destroyed 6 replaced w/end pages since 
figures conteln info classified as safeguards Info per 
I0CFR73. 

HILLB.L M Tennessee Valley Authority, 83/09/04 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp 18373 266 
34X rich a. 90-299, 83/09/04, 8309100234 


8309110034 Ooncrlc Ltr 83-21 to all Ilcensoes of operating reactors, 
applicants for DLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list enc 1 

EISENHUT.DO D I vi s 1 on o f L > c ens 1 ng 83/08/11 Consolidated 
Edison Co of New York, Inc 16pp 10940 098 24 X 

Flche 90-000.03/03/11,0308110034 


8303260177 Informs of NRC determination that onsite 6 offsite 
cmsrgency preparedness adeq^uate 8, emergency plans upgraded 
per NUREO-0737, Item III A 2 1 

VA8SALL0. D 0 Operating Reactors Branch 5 03/08/10 PARRIS, H <9 

Tennassee Valley Authority 3pp 18648 107 24X 

Flche 30-259,03/09/18.8303260177 


J Insurance L Indemnity Information 


8303160005 Forwards Endoriaments 69 8, 94 to HEUA Policy NF-19B L MAELO 
Pot Icy HF-66. respectively 

DUCK, V R Marsh «< McLennan, Inc 83/09/03 8ALTZKAN, J Assistant 
Director for State t. Licensee Relations 3pp 18436 039 24X 

Flche 80-289, 83/09/03, 8389160005 


P Operating license etage documents t. c err espondencs 


8303300387 Forwards Amend 89 to License DPR~32, safety evaluatlan 4 
notice of issuence 6 availability Amaitd revises Tech Specs 
to incorporate llmltl-ng conditions for operation during 
Cycle 9 & reflects procedural mods 

CLARK, R J Operating Reactors Branch 2 83/03/11 PARRIB.HO 

Tennessea Valley Authority 2pp 17793 211 24X 

Flche 90-260.83/03/11.8303300387 


— 8303300396 Amend 89 to License DPR-92. revising Tech Specs to 
Incorporate limiting conditions for cpsratlon during Cycle 9 
6 reflecting des Ign, equipment 4 procedural modi mad* during 
rafueling outaga 

VAESALLO. D 0 Operating Reactors Branch 2 83/03/11 77pp 

17793 213 24X Flche 90-260,03/03/11,0303300387 


— 8303300401 Bafety evaluation supporting Amend 89 to License DPR-92 
e Office of Nuclear Reactor Regulation, Director 03/03/11 
12pp 17793-270 24X Flche 80-260,83/03/11,0303300307 


--83O33OO4D0 Notice of Issuance t, availability of Amend 89 to License 
DPR-S2 

VA8SALL0. D B Operating Reactors Branch 2 83/03/11 2pp 

17793-302 24 X Flch e; 80-260, 83/03/ 11, 8303300387 


8308048911 Application for amend to LIceniei Ofn-33r OPR-92 1. DPR-6a 
revising stated isolation logic for Oroup 7 liolatlon valves 
to reflect actual logic 

MILLS, L HI Tennassee Valley Authority 83/04/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18382 030 
24X Flche 80-259,83/04/20,0305040911 


— 8308040817 Proposed changes to Tech Specs rsvlsing stated Isolation 
logic for OroUp 7 isolation valves to reflect actual logic 
a Tennessee Valley Auth-orlty 83/04/28 Spp, 10322*040. 24X 

Flche- 80-299, S3/04/2B, 030904091 1 


0309020459 Oenerlc Ltr 83-19 to all power reactor t< testing licensees 
re new procedure* for providing public notice concerning 
issuance of amends to OLs 8vc list encl. 

EISENHUTtP 0 Division of Licensing 83/09/02 Consolidated 
Edison Co, of New York, Inc. 90pp 18441 ' 120, 24X 

Flche 90-000,83/08/02,8309020499 


830909069? Generic Ltr 83-20 to all operating reactor llcansaes (t 
holders of CPs re integrated cchedullng for Implementation 
of plant mods Sve list encl 

EISENHUT.DO Division of Licensing. 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Flche; 80-000, 83/09/09, 8305090699 


8308180771 Requests permission for M Tokar.Core Performeoce Branch. to 
Visit site on 030912 to dlccuss 821023-1101 lest on fuel 
bundles Fuel failures caused by crud-induced locallled 
corrosion 

VA8BALL0, D. B Operetlng Reector* Brench 2 03/05/09 PARRIS, H 0 

Tennessee Valley Authority 2pp 1S906 097 24X 

Flche 90-260,83/09/09.8309180771 


8309180849 Advises that action required by Amends 86,03 & 97 to 
Licenses DPR -33. op ft -92 L DPR-68, respectively L Oenerlc 
Ltr 03-07 complete, bated on util negotiating w/DOE re 
disposal of high level waste 

VABSALLQ, D B Operating Rt actor* Branch 2. 03/09/09 PARR IB, H O 

Tennsstae Valley Authority. 3pp 18906:010 24X 

Flche 90-299,83/08/09,8305180848 
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6309130003 Adwljei thdt plan 1-un jqu» an4li/sls F»r modi per Karl 1 
cantalnmEtil; pragnam ulll be subnltted in Dec 1?83. In 
reipnnie to NRC 03042? request 

MILLS. U. rt Tennessee Valleg Autbopitq BS/OS/IO DENTON, H R 
Office of NueleaP Reactor Rejulatlon, Director Ip 1G437 OO0 24X 
rich* 90-259.83/03/10,8305130003 


8309290136 Forwards request for odd I Info re NUREO-0737, Item II K 3 28, 
"Qualification of AOS Accumulators ’ Info requested ultMn 
49 da<js 

VASSALLQ, 0 Q Operating Reactors Oranch 2 e3/'09/ll FARRIS, H 0 

Tennessee Valley Autherity 3pp 1S996 204 24X 

Flche 30-299,83/03/11,0305230136 


830S2S0473 Forwards Info re status of environ qua 1 1 flea t ton of 
equipment per 10CFR30 47(31 Qualification status table, 
schedule for qualifying deficient equipment & addi 
justification for continued operation end 

KAfiMER, D 3 Tennessee Valley Authority 03/03/20 DENTDIAHR 
Qffice of Nuclear Reactor Regulation, Director ?4pp 18385 110 
24X Flche 50-257. 83/03/20, 8305290473 


8303270021 Notifies that util will submit schedule for performing mods 
to Hart I contalnoient drqwell/we two! 1 vacuum breakers once 
calculations compiate & mods Identlf I ed, in response to 
Oenerlt Ltr B3-0B 

MILLS. L K Tennessee Valley Authority S3/03/S3 DENTON. H R 
Office nf Nuclear Reactor Regulation. Director Ip 18630 313 24X 

Flche 90-239.83/09/23,8303270021 


0303270030 Forwards response to 830316 request to docuinent compliance 
«i/acceptance criteria tt schedule for ni/RE0-0737i Item 
It K 3 13, "Separate HPCl 6 RCIC Initiation Levels " 

Criteria will be met 

HILLS.L tt Tennessee Valley Authority 83/09/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16638 306 
24X Ficbe 50-26?, 93/09/24. 8305270030 


0 Inspection reports, IE Bulletins 4. correspondence 


3305090191 Discusses JE Security Insp Repts 30-297/B2-47, 5D'260/S3-47 tt 
90-296/02-47 on B2I220 Ic forwards notice of violation It 
proposed imposition of civil penalty Ends withheld (ref 
10CFB2 790) 

D'REILLV.J P Resion 2, Office of Director B3/01/I3 PARRIS, M IS 
Tennessee Valley Authority Bpp 18363 11? 24X 

Flche 50-259,83/01/13,8303090191 


8305270171 Advises that full compliance in response to violation noted 
In IE Insp Repts 50-256/82-33. 30-260/82-33 ti 30-296/B2-33 
ulll be delayed until 830301 

MILLS.t. M Tennessee Valley Authority 83/01/28 O'REILLV.J P 
Region 2. Office of Director Ip 19638 071 Z4X 
Flche 90-259.83/01/28,8305270171 


8309270177 Forwards 830111 response to notice of violation £> proposed 
imposition of civil penalty srroneeusly submitted to JP 
O'Reilly U/D encl 

MILLS,!- M Tennessee Valley Authority 83/02/10 DEYOUNO.R C 
Director's Office, Office of Inepectlon and Enforcement- Ip 
18637 362 24X Flche 50-259,83/02/10,8305270177 


B21SO6O30S TE Info Notice 83-14, "Deuatered Spent Ion Eschange Resin 
Buscep t lb i 1 1 ty to Exothermic Chemical Reaction " Sve list 
and 

TAYLOR,./ M Division of Safeguards 6 Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New York, Inc 

112pp. leSOa 319 24X Flche 30-000,83/03/21.8212060385 


0305270514 Forwards IE Imp Repts 90-299/83-06.30-260/83-06 it 
90-296/83-06 on 830214-1? No noncompliance noted 

VGRRELLI,D K Division of Project 6 Resident Programs 83/03/30 
PARRIS, II 0 Tonne isee Valley Authority 2pp 16646 182 24X 

Flche 90-259, 03/03/30, 830527051 4 


—3303270926 IE Insp Repts 30-299/03-06. 50-260/83-06 6 90-296/83-06 on 
830214— 19-Ne none omp I lane e noted Major areas inspected 
witnessing primary containment Integrated teat rate test 6 
review of procedure, preparation, performanc* tt results 
NHITENER, H L , JAPE. F Region 2, Qffice of Director 83/03/26 
8pp 10646, 104 24X Flche 90-259, 83/03/30, 8309270514 


8309270202 Concurs w/utll 830401 request for ei tens ion of commitment 
dates for responding to violations noted In IE Insp Repts 
90-239/82-16.50-260/82-166 50-296/ 82- 16 until 030901 
LEklt8rR, C. Division of Project 6 Resident Programs 93/04/07 
PARRIB.M O Tennessee Valley Authority tp. 18637 170 24X 

FUhe 90-25?, 03/04/07.8309270202 


--8303270206 Advises that new full compliance date of 830901 required 
to complete review of proc edurss. prepare t ion of revs 6 
issuance of revised instructions In response to IE Insp 
Repts 30-299/82-16,50-260/62-16 it 50-296/02-16 

MILLS, L M Tennessee Valley Authority 83/04/01 O'REILLY. JP 
Region S, Office of Director Ip 10637 171 24X 

Flche 90-299.83/04/07.8305270202 


8305270642 Act receipt of 830316 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-299/83-02, 
90-260/03-02 It 50-396/83-02 

VERRELLI.D M Division of Project tt Resident Programs 83/04/07 
PARRIS. H 0 Tennessee Valley Authority Ip 18662 132 24X 

Flche 50-259,83/04/07,8309270642 


--8309270652 Responds to NRC 830210 ltr re violations noted in IE Imp 
Repts 30-299/83-02.50-260/83-02 tt 30-296/83-02 Corrective 
actions radiochemical lab rnanual Procedure 7S8 111 2 1 will 
be revised 

MILLS.L M Tennessee Valley Authority 83/03/16 O'REILLY, JP 
Region 2, Qffice of Director 3pp 18662 133 24X 

Flche 90-259,83/04/07,6305270642 


— 0309270658 Forwards IE Insp Repts 50-259/83-02,90-260/83-02 St 
50-296/83-02 on 83OH7-10 «< notice of violation 

VERRELLl, O ht Division of Project ti Resident Programs 83/02/10 
PARRIS. H S Tennessee Valley Authority 2pp 18662 136 24X 

Flche 30-299,83/04/07,0305270642 


— 8303270661 Notice of violation from insp on 830117-19 

♦ Region 2. Office of Director 83/02/10 Ip IB662 138 24X 

Flche 90-259.83/04/07,9305270642 


— S309B70666 IE Insp Repts 30-239/83-02,30-260/03-08 S, 90-296/03-02 on 
830117-18 Noncampllante noted failure to use 3-!lter sample 
of RHR SVC water In Harlnelll beaker for isotopic analysts 
COLLINS, T R . BARR, K P Region 2, Office of Director 83/02/10 
3pp 18662 139 24X Flche. 90-399, 03/04/07. 8309270642 


e30927'0653 Ack receipt of 830401 ltr Informing NRC of steps taksn to 
correct violations noted In IE Insp Repts 90-299/83-44. 
90-260/82-44 fc 90-296/82-44 

VERRELLl. D M Division of Project b Resident Programs 93/04/13 
PARRIS, H 6 Tennessee Valley Authority Ip 1S649 201 24X 

Fiche 50-299.93/04/13,8309270653 


— B30927066O Responds to NRC 830229 ltr re violations noted in IE Insp 
Repts 50-259/92-44,50-260/02-44 «< 90-296/82-44, Corrective 
actions interim criteria for removal of waste dll & 
mis c el laneous wastes from regulated areas developed 
MILLS.L M Tennessee Valley Authority 03/04/01 O'RErLLV. J P 
Region 2, Office of Director 9pp 18649 202 24X 

Fiche 50-299.03/04/13,0309270693 


— 8303270664 Forwards IE Insp Repts 90-259/02-44,90-260/82-44 << 
50-296/82-44 on 821119-19 i< notice of violation 
O'HEJLLY.J P, Region 2. Office Of Director 93/02/29. 

FARRIS, H O Tennessee Valley Authority 2pp 18649 207 24X 

Fiche 50-259,03/04/13,8309270693 


— 8305270665 Notice of violation from insp on 821119-19 

a Region 2, Office of Director 83/02/29 2pp 18649 209 24X 

Flche 90-299,83/04/13,0305270693 


— 6309270669 IE Insp Repts 90-259/82-44,90-260/82-44 «< 90-296/82-44 on 
921119-19 Noncomp 1 lance noted licensee transferred licensed 
matl to unauthorised recipients tt disposed of matl by 
unapproved means 

DEBS, 0. r , BARR,K P Region 2, Office of Director 82/12/23 
7pp 18645 211 24X Flche 90-299,03/04/13,8305270693 


9303040021 IE Info Notice 63-21, ’"Defective Emergency Use Respirator • 
Sve list enc 1 

JORDAN, E L. 01 vis Ion Of Emergency Preparedness it Engineering 
Response (Post 6301031 S3/04/15 Consolidated Edison Co of New 

York, Inc 126pp. 18435 199 24X Fiche 50-000, 03/04/19. 9303040021 


3305270266 Forwards IE Insp Repts 50-259/83-13,50-260/83-13 *< 90-296/ 
03-13 on 830329-30 No noncomp 1 lance noted Major areas 
Inspected procedures, repre s en tat Ive records 6 observations 
of demonstrated ultrasonic methodology U/o encl 

VERRELLl, 0 H Division of Project St Resident Programs 03/04/19 
PARRI8.H a Tennessee Valley Authority 3pp 10641 326. 24X 

Flche 90-259, 03/04/19.8309270266, 


63D3040023 IE Info Notice 83-22, "BUR Safaty/Relief Valve Failures " 
Sve 1 1 st enc t 

JORDAN, E L. Division of Euncrgeney Preparedness t, Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co at New 

York, Inc 112pp 19383 089 24X Flche 50-000,83/04/22,8303040023 
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S30903ali39' Forward! addl info r» mstonry u/all per IE Bulletin 80~lt> 
In radponea to NRC Q3012B itr flaeultt of uiall dltplaceoient 
anal veld ulll be lubmlttad by B30719 W/three ovcrdlie 
drawlngd Aperture cards are in PDR 

HILLS) L. H Tenneeeee Valley Authority 83/04/22 DENTONi H R 
OfPlea of Nuclear Reactor Regulatloni Blrsctor 7pp 18303 001 
a4X Flehe 90-239,83/04/22,8303030623 


— 83030'30631 Rev 2 to DFN-90-0709. "Detailed Design Criteria Por 
Reevaluation Criteria for Masonry Mails " 

• Tannessee Valley Authority 82/03/26 i62pp 18303 008 24X 

FlChS 90-239, 83/04/22, 830 903062 9 


8309270510 Forwards IE Insp ReptS 30-239/83-08,30-260/83-08 4< 
30-296/83-05 on 830329-31 No noncoRip 1 1 anc e noted 

VERRELLliD M Division of Project & Resident Programs 63/04/22 
PARRIS, H 0 Tennessee Valley Authority 2pp 18646 063 24X 

Flehe 30-239, 83/04/22. 8303270910 


—0303270528 IE Intp Repts 30-239/83-08,30-260/83-08 L 30-296/83-08 on 
830329-31 No noncomp 1 lance noted Major areas Inspected mgt 
& administrative control s, status review of radiological 
enviro’n leonltorlng program & insp of monitoring stations 
CUNNINOHAH, A. L , MONTGOMERY. 0 M Region 2, Office of Director 
83/04/20. 3pp 18646 067 24X Flehe 30-239,83/04/22.8303270910 


9303040023 IE Info Notice 83-23, “Inoperable Containment Atmosphere 
Sensing Sys. " Sve list end 

JORDANiE L Division of Emergancy Preparedness (< Engineering 
Reeponse (Post 830103) 03/04/29 Consolidated Edison Co of New 

York, Inc I19pp 18381 291 24X Flcho 30-000. 03/04/23, 8303040023 


9303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Btean Oeneratort at PURs *' 8vc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response CPost 830103) 83/04/28 Consolidated Edison Co. of New 

Yorti Inc 119pp 18382 047 24X FI ehe, 30-000, 93/04/20. 8303040026 


6303040027 IE Info Notice 83-29. “Standby Oat Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment ■' 8vc list end 
JORDAN, E L Division of Emergency Preparedneit t< Engineering 
Reeponee IPoet 830103) 63/04/26 Consolidated Edison Co of Neu 

York. Inc. llBpp 18382 163 24X Flehe 30-000.83/04/28.8303040027 


6303040025 IE Info Notice 83-26. ''Failure of Bafety/Rellaf Valve 
Discharge Line Vacuum Draakere " Sve list end, 

JORDAN. E L Dlvlelon of Emergency Preparednees h Engineering 
Reeponee (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. inc. 122pp 18441 170 24X Flehe 30-000.83/03/03.8303040028 


6303040030 IE Info Notice 83-27. ''aperatlonel Reeponse to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Bve list end 

JORDAN. E L Division of Emergency Preparedness Englnearlng 
Response (Past 830103) 83/03/04 Consolidated Edison Co of New 

Vort. Inc 112PP 18382 282 24X Flehe 30-000,83/03/04,8303040030 


8303040031 IE Info Notice 83-28, "Criteria For Protective Action 
Recommeniiationt for General Emergencies '' Sve list end. 

JORDAN.C L Division of Emergency Properednets U Engineering 
Response {poet 630103). 83/09/04 Consollitated Edison Co of New 

York, inc tl9pp 18441-001 24X Flehe 30-000.83/03/04.8343040031 


8303040033 IE Info Notice 83-29. "Fuel Dlndlng Caused by Fuel Reek 
Deformation." ave list end. 

JORDAN, E. L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/03/06. Consolidated Edison Co of New 

York, Inc. tlSpp 18323.248 24X Flehe 30-400.83/09/06,8343040033. 


6303274349 Act receipt of 830421 Itr informing NRC of steps taken to 
correct vloletlons noted in IE Insp Rapt* 90-299/83-09i 
30-260/03-09 L 90-296/83-03 

LEHIS.R C. Division of Project !< Resident Programs. 83/43/09 
PARRIB.H O Tennessee Valley Authority. Ip. 18642 079 24X 

Flehe . 90-299. 83/05/09, 8303270343 


— 8309274399 Naepondt to NRC 830316 Itr re violations noted In IE Insp 
Repts 90-299/03-09,30-260/83-03 fc 30-296/83-03 Corrective 
actlO’ns: conduit mounting supports connected to conduits l< 
supported per General Conet Spec 0-3 

MILLe.LN Tennessee Valley Authority. 83/04/21 0'RE1LLY,J P 
Region 2, Office of Director 4pp 18642 OBO 24X 
rich*! 90-299, 83/03/09, B309270343 


—8343270362 Forwards IE Insp Repts 30-239/83-09,90-260/83-09 L 
90-296/83-09 on 830126-0223 6 notice of violation 
LEUI8, R C Division of Project 6 Resident Programs. 03/03/16 
PARRIS, H.O Tennessee Valley Authority 2pp. 18642-004 24X 

Flehe; 90-299, 83/03/09, 8309270343. 


“8309270368 Notice of violation from insp on 830126-0223 

* Region 2. office of Director 83/03/16 2pp 18642 086 24X 

Flehe 30-239. 83/03/09. 03032703 4 9 


--830527O381 IE Insp Repts 30-239/83-05.30-260/83-05 6 30-296/83-05 on 
830126-0225 Noncoenp t lanc e noted violation of 1QCFR30. App B. 
Criterion V in malnt area !> violation of Tech Spec re 
Surveillance Insp 2 

PAULK, e L Region 2. Office of Director CANTRELL, F 8 Division 
of Project it Resident Programs 83/03/14 8pp 15642 088 24X 

Ftche 30-239.83/05/09.8309270343 


8303D40034 IE Info Notice 63-30. "Mi sapp 1 irat ion of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN.E U Division of Emergency Preparedness 6 Engineering 
Response (Post 83(7103) 83/05/11 Consolidated Edison Co of New 

York. Inc it4pp 18324 003 24X Fiche 30-000.83/09/11.0303040034 


8303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program '* 
Sve list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc lldpp 18697 009 24X Flcho 90-000,83/03/19,8303040040 


8303040046 IE Info Notice 53-33, "Nonrepresentative Sampling of 
Contaminated Oil ■' Sve list end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post S30JO3) 83/43/26 Consolidated Edison Co of Naui 

York. Inc ll4pp 18647 007 24X Flehe 30-000.83/03/26,8303040046 


8 Reportable occurrences. LERs t, related correspondence 


8303030238 Forwards UEfl 83-014/O3L-Q 

GREEN. H J Tennessee Valley Authority 83/04/20 O'REILLY. JP 
Region 2, DPflco of Director 2pp 18337 299 24X 

Flehe; 30-260, 83/04/28. 8305030238 


— 8303090243 LER B3-014/O3L-0 on 830330 air operator on main steam relief 
valva PCV-t-lOO found assemblad incorrectly Caused by 
failure to follow reassembly procedures Valve repaired 6 
Insp procedure clarified 

HOLDER, E T Tennessee Valley Authority 83/04/20 Region 2. 
Office of Director 2pp 18337 300 24X Fiche 50-260.83/04/28. 

0309090238 


8303100031 Fpruards LER D3-013/03L-0 

GREEN. H J Tennessee Valley Authority 83/43/04 0 'REILLY. J P 

Ragton 2. Office of Director Ip 18377 144 24X 

Flehe 50-260.83/03/04,8303140031 


--B309100036 LER e3-4l3/43L-0 on 830406. lirywel 1 pressure switch 
3-P8-64-37A found operating above Tech Spec limit Caused by 
setpoint drift Static 0-rlng switch, Model 12N-AA4. recallbr, 
tested 6 returned to sve 

BAB3, 0 H Tennessee Valley Authority 83/03/04 Region 2, 
Office of Director 3pp 18377 149 24K Flcha 30-260.83/09/04. 

8303100031 


8345100203 Forwards LER e3-016/03L-O 

OBEEN.H J Tennessee Valley Authority 83/03/04 O'REILLY, JP 
Region 2, Office of Director ip 18371 243 24X 

Flehe. 90-260, 03/03/04. 8303100283 


--8303144292 LER 83-016/03L-0. on 830406. drywel I pressure switches 
2-PS-64-3BD, SM 1 fc 2 found to operate at fatting etceedlng 
Tech Spec limit Caused by setpoint drift Static 0-rlng 
switch I2N-AA4 recallbr 

BA8S,0 M Tennessee Valley Authority 83/03/04 Region 2. 
Office of Director 3pp 10371 244 24X Fiche 50-260,83/03/04, 

0303100283 


830913013! Forwards LER 83-01 7/03L-O 

OREEN.H J Tennessee Valley Authority 83/03/03 O'REILLY, J P 
Region 2, Office of Director Ip 18437 202 24X 

Fiche 90-260,83/09/03.8303130131 


— 8303130141 LER B3-0i7/03L-0 on 830409. hydrog on analyier B, H2AN-76- 104 
declared Inoperable due to receipt of loss-of-flow light 
76-88 Caused by moisture collecting in sample lines Lines 
blown down 6 dried Kolstura collection devices to be added, 

LITTLE, OV Tennessee Valley Authority 83/03/05 Region 2. 
Office of Director 2pp 18437 203 24X Fiche, 90-260, 03/OS/OS, 

8309130131 


8305170330 Forwards LER a3-024/03L-0 

OREEN.H J Tennessee Valley Authority 83/05/09 O'REILLY. J P 
Region 2. Office of Director Ip 18463 141 24X 

Fiche 90-260.83/03/09.8309170330 
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— 930S170340 LEfl a3-020/03L“0 on 930410. during power meneuveps for 
recirculation oui testing. calculated R factor wae less than 
R setpoint for 2 h 45 minutes Caused bg power pealing due to 
lenon transients from previous power changes 

UINCO.MD Tannessee Valleg Autfiorim SO/OS/Of Region 2. 
Office of Director 2pp 10465 142 24X Fiche 30-260.03/03/09, 

8305170330 


0303200420 Foruerds LER 03'O10/O3L-O 

BREEN. H J Tennsesee Valiev Authority 03/05/11 O'SEILLV, J P 
Region 2. Office of Director Ip 10517 159 24X 

Flchs 30-260. 83/05/11, 0305200420 


— 0303200426 LER 03-Oia/O.3L-O on 0304 13, core mai fraction of critical 
power dctermitied that min critical power ratio esceeded 
Caused bg withdrawal of deep control rods Control rods 
inserted to reduce core mai fraction of critical power 
STILES, H Tennessee Vailtg Author itg 03/05/11 Region 2, 

Office of Director 2pp 19517 160 24X Fiche 50-260.03/05/11, 

0305200420 


0305200208 Forwards LER B3~0l9/«3L-0 

0RE£M.M J Tennessee Valleg Authorl tg 03/05/12 O'REILLY, JP 
Region 2. OPflee of Director Ip 10516 267 24X 

Fiche SO-2 60, 03/0 3 / 1 2, 0305300288 


— 0305200300 LER 83-019/031-0 on 03041 3, w/un I t at 72 9X power returning 
ts rated power. ca Icula ted R factor less than R satpolnt for 
4 h 44 nlnutes Caused bg local power peaking Setting 

adjusted 

NOVE.E 0 Tenncliei Va 11 eg Authorltg 03/05/12 Region S, 
Office of Director 2pp 1B5I6 260 24X Fiche 50-260.03/05/12, 

5305300200 


0305250357 LER 03-021 /03L-0. on B304Z3, ca I cula ted B factor lass than 
flow bias Tech Spec setpoint Caused by pulling group of 
eight rods four notches to fullg withdrawn position Tech 
Spec revs submitted M/830S2D Itr 

LOCHS AUn,0 A . BREEN. H J Tennessee Valteg Authorltg 03/05/20 
O'REILLY, J P Region 2, Office of Director 3pp 185B5 352 24X 

Fiche 30-260.03/05/20.9305250357 


X Onsite Btorage of Lou Level Maste 


030503067? Resiueits remittance of add I sum to cemplete pagmanit of 
000731 6 1124 amend applications to permit storage of Lou 
level raduaste 

MILLER.HO License Fes Management Branch 03/04/22 MILLS.L H 
Tennessee Valley Authority 2pp 18309 193 24X 

Fiche 50-000, 03/04/22, 0305030679. 


DOCKET 50-261 H 0 ROQIN0OR PLANT, UNIT 3 


F Sacurltg. medical, emergency Ic fire protection plans 


B30S270390 Forwards IE Tnsp Rept 50-261/83-0? an 030305-0410 Ha 
nancompliancf noted 

VERRELLIiO M Division of Project i> Resident Programs 83/04/26 
UTLEr. E E Carolina Power 1, Light Cp 2pp 96207 294 24X 

Fiche 50-261.03/04/26,0305270390 


— 0305270401 IE Insp Rapt 50-261/83-09 on 030305-0410 No noncomplianct 
noted Major areas Inspected Tech Spec comp I lance, plan t tour, 
operations performance. ROs, housekeep 1 ng> s 1 te security, 
fUTvailtanct L malnt activities i, IE bulletin followup 
NEISE, 0 . DENIS. P . HARDIN, A K Region 2. Office of Director 
03/04/25 12pp 18643 059 24X Fiche 50-261,83/04/26,0305270390 


8305110610 Matlfication of 030910 meeting w/util in Bethesda.MD to 
discuss App R exemption request technical submittal 
f chadule, 

RESlfA. 0 Operating Reactors Branch I S3/OS/OS VAROA, S A 
Operating Reactor* Branch 1 2pp 1B41S 361 24X 

Ftche; 50-261. 83/09/05, B3051 10610 . 


8305110034 Oenerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs I, hoideri of CPs re clarification of 
access to control procedures For law enforcement visits 
Sve list end 

EI6ENHUT.D 9 Division of Licensing 83/05/11 Consolidated 
Edison Cd. pf New Vork, Inc 16pp ISS4D 095 24X 

Fiche< 50-000, 03/09/11. 8305110034 


8305170048 Adyiies thot NVREO-0737, Item III A 2 1, "Amend lOCFRSO h 
App E> " considered complete fallowing comprehensive 2-iek 
«n.stt« emergency preparedness appraisal 

VAROAfS A Operating Reactors Branch 1 B3/0S/n UTLEY.E E 

Carolina Power & Light Co Spp 16494’' IBI 24X 
Fiche: 50-261, 03/05/1 1.8305170040 


0 Adjudicatory correspondence 


B30S030486 Objection to 830412 order following special prehearing 
conference motion for referral NRC licensee failed to 
cite precedent far disallowing Contentions 4. 5 & 9 
Certlflcote of Sve end 

HATTHENS.B A Affiliation Unknown 03/04/26 Atomic Safety and 

Licensing Board Panel 13pp 10306 201 24X Fiche 50-261.03/04/26. 

8305030406 


0305030493 Informs that conference call no longer required to determine 
licensee Intentions re sleeving of steam generator tubes 
H ATT HENS. D A Affiliation Unknown 03/04/30 MAROULIES.M B 
Atomic Safoty and Licensing Board Panel Ip 18299 303 24X 

Fiche 50-261,03/04/30,0305030493 


8305090470 Request for authorization to reply to Hartsville Oroup 
030426 abjection to 830412 order t< motion for denial of 
Contentions 4,5 & 9 Certificate of 3vc end 

TROWBRIDGE, O.F Carolina Power t< Light Co TfiOWEHIDOE. 0 F Shaw. 
Pittman, Potts 6 Trowbridge 83/05/04 Atomic Safety and 
Licensing Board Panel Spp 18360 250 24X Fiche 50-261,83/09/04. 

9305090470 


8305100413 Grants unopposed applicant request for permission to reply 
on 830511 to objecttoni to A8LB special prehearing 
conference order 

MAROULIES. ft B Atomic Safety and Licensing Board Panal 83/05/06. 
Ip 18378' 079 S4X Fiche 50-261,83/05/06,8305100413 


S305130092 First set of interrogatories to Hartsville Group on 
contention 3 re cost-ineffectiveness of proposed steam 
generator repair Responses due within 49 days certificate 
□ f Bve end Related correspondence 

TROWBRIDGE. G F Carolina Power It Light Co TROWBRIDGE, 0. F, Shaw, 
Pittman. Potts h Trowbridge 83/05/11 Hartsville Group. 6pp. 
18437 213 a4X Fiche 50-261,03/05/11,0305130092 


8305130137 Notice of appearance in proceeding Certificate of Sve encl, 
RlDOWAYi D A Shew. Pittman, Potts t, Trowbridge 83/05/11 4pp 
10437 107 24X Fiche 50-261,03/05/11.0305130137 


6305130162 Response to Hartsville Oroup 030426 objection to A6LB 830412 
order following special prehearing conference t, motion for 
referral Hartsville failed to challenge foundation of A8LB 
rullngi rejecting contentions W/Certlf icetc of 8vc 
TROWBRIDGE, 0 F Carolina Power i. Light Co TROWBRIDGE, 0. F 8haW, 
Pittman, Potts li Trowbridge 63/05/11 Atomic Safety and 
Licensing Board Panel Hpp 10437:339 24X Fiche. 50-261, 83/05/1 1 > 

0305130162 


8305170555 Response opposing Hartsville Oroup 830426 objection to ABLE 
630412 special prehearing conference order No basee 
furnished for assumption util cannot hire workers to handle 
proposed steam generator replacement H/Cer t 1 f Icate of 8vc. 

K ARMAN, M Hearing Branch 1 83/05/16 Atomic Safety end 

Licensing Board Panel 7pp 10460 161 24X Fiche 50-261, 63/09/16. 

8305170555 


8305180279 Motion to require NRC responses to Hartsville Oroup 
interrogatories t, requests to produce Answers necessary for 
proper docleion L rot raesonably obtainable from any other 
source Related correspondence 

NATTHEHS, B. A Hartsville Group 03/05/16 Atomic Safety and 
Licensing Board Panel Ip 10490 344 24X Fiche 50-261,83/05/16, 

63051SO299 


9305180452 First set of Interrogatories L requests to produce Affidavit 
of Sve encl. 

MATTHEHB. B. A Hartsville Group 83/05/16 Office of the 
Executive Legal Director. S8pp 10406.067. 24X 

Fiche: 50-261, 83/05/16,0305180452 


0305270014 Order disallowing Hartsville Group 030426 objections to 
ASL9 030412 order denying request for admission of 
Contentions 4, 5 fc 9 Request for reftrral of Contention 4 to 
ASLAB daisied. Contention does not Involve policy Issue 
MARGULIEB, H B Atomic Safety and Licensing Board Panel 83/05/29. 

Hartsville Oroup 7pp 10630 310 24X Flcha 50-261,03/05/25, 

8305270014 


H General correspondence 


0305030477 Requests that JC Ruoff be added to sve list for proceeding. 
HATTHCMS. fi A. Affiliation Unknown 03/04/30 HAROULIES, M. S 
Atomic Safety end Licensing Board Panel Ip 18300 246 84X 

Fiche, 50-261.03/04/30, 0305030477 
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B305200&00 Rsquists plant general mgr be placed on distribution list 
to receive correepondence from Dtv of Ulcensing concerning 

facllltg 

ZIMMERMAN. 8 R Carolina Power t. Light Co 83/03/17 EI8ENHUT. D 0 
Dlvlelon of Llcenelng Ip 18314 113 24X Flche 50-361.83/03/17, 

8303800600 


J, Insurance t< Indemnity Information 


8303160043 Forward* Endoreement 73 to NELIA Policy NF-100 

BMHAH.C D Caroline Power & Light Co 83/03/02 8ALTZMAN, J 
Antiiruit Si Economic analysis Branch lUtlllty Finance) Spp 
1G4S3 016 24X Flche 30-261,83/03/02,8303160043 


P Operating license stage document* & correspondence 


B303230S83 Forward* capital cost analysis for bactfitting expenditures 
reflecting both actual costs & estimates for mods planned or 
In progress 

SMITH. 8 H Carolina Power b Light Co 83/03/22 TOURTELLOTTE, U 
Regulatory Reform Task Foret ISpp 18343 277 24X 

FKh# 30-000,93/03/22,8303230283 


0303230720 Forward* list of utlli responding to requests for cost 
figures on bactfitting 

TOtlRTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PAIXADINO, N J Commissioner* 2 pp 18542 272 24X 

Flche 30-000.83/04/1110303230720 


B30S020433 Forward* eddl info per NRC B21210 requtst re Oanertc Ltr 
82-28 concsrnlng Inedsquete core cooling sy* Procurement of 
reactor vessel level Instrumentation sy* completed Syi 
Installation 30X complsts 

EURY. L W Carolina Power b Light Co 83/04/26 EIBENHUT. D 0. 
Division of Licensing 2pp IB281'222 24X Flche 50-261.83/04/26, 

8303020433 


8303160346 Forwards Amend 76 to License DPR— 23. safety evaluation b 
notice of liiuance b avellabillty Amend chengei particle 
■lie distribution specified for in-place testing of HEPA 
filters In fuel b control room filter lyi 

REOUArO Operetlng Reactors Branch 1, 83/04/26, UTLEY, E E 

Carolina Power b Light Co 2pp, 18472 003 24X 

Flche: 50-261, 83/04/26. 8305160346 


— 8303160349 Amend 76 to Llctnts DPR-23, changing perttel# siis 
distribution spiclflsd for in-place testing of HEPA filters 
In fuel h control room filter sys 

VAROA. 8 A Dperetlng Reactors Branch 1 83/04/26 Spp 

18472.007 24X Flch*' 30-261, 83/04/26, 0305160346 


— 8303160331 Bafsty evaluation supporting Amend 76 to License DPR-23 
a Office of Nuclear Reactor Regulation. Director 83/04/26 2pp 
1 8472; 0 1 2 24 X F 1 C h e ■ 30-26 1 , 83/04 /26 , 83031 60346, 


—8303160356 Notice of issuance b availability of Amend 76 to License 
DPR-23 

VAROA. B, A. Operating Reactors Branch 1 83/04/26 2pp 

18472.014. 24X Flchs. 30-261, 83/04/26, 8303160346 


030S170S97 Clarlfls* B3010S environ qualification SER Vustlf Icatlons 
for continuad operation (JCD) should be reviewed to ensure 
that JCO exists for all equipment that may not be qualified 
Fropriatary review, per and guide 1 ines, due In 30 days 
VAROAiS. A. Operating Reactors Branch 1 83/04/28 UTLEY, E E. 

Carolina Power b Light Co. Spp 18493 019. 24X 

Flche 30-261, 83/04/28, 8303170397. 


B3OS04O362 Respond* to 830217 b 0407 raquesti for addl Info rs 
NUREO-0737, Item II. K, 3 17, "ECCg Outagi* *' Info compilid 
from equipment inopsrabl 11 ty record which is comptstsd each 
shift during cold shutdown 

HUBFORD, W. U. Carolina Power b Light Co 83/04/29 VAR9A, S A 
Operating Reactors Branch 1. 4pp, 18323 194 24X 

Flche' 30-261. 83/04/29, 8303040362 


8303020433 Qeneric Ltr 83-19 to all power reactor b testing llcsnsse* 
re new procedures for providing public notice concerning 
issuance of emends to OLs Sve list incl 

EIBENHUT, D Q Division of Llcsnslng 93/03/02 Consolldatsd 
Edison Co of NSW York, Inc, 30pp. 18441 120 24X 

Flche: 80-000, 83/03/02, 8303020435 


8303060378 Notification of 830305 meeting w/uttl In Bsthtsda,HO to 
dlecuBs schedule b prioritize open Items 

REQUAi O. Operating Reactors Branch 1 83/03/02 VAROA, S, A 

Operating Reactors Branch 1. 2pp 18333' 090 24X 

Flche; 30-261, 83/03/02, 8303060378, 


8303060678 Nutlfication of 830306 meeting u/util In Oethesda.KD to 
discuss technical aspects of steam generator replacement 
program 

REQUAi C Operating Reactors Branch ! 03/05/02 VAROA, 3 A. 

Operating Reactors Branch 1 2p p 10337 324 24X 

Flche 30-261,83/03/02,8303060678 


8303180336 Forwards EIA of licensee 830331 request for approval of 
proposed procedures to itablllie In-place low level 
contaminated soli Radiation risks Involved In transfer 
small 

VAROA. 8 A Operating Reactors Branch I B3/03/03 UTLEY, E E 
Carolina Power b Light Co 3pp 18303 303 24X 

Flche 50-261,83/05/03,8305180386 


— 8309180389 EIA supporting licensee 830331 request for approval of 
proposed procedures to stablllie In-place low leva 1 
contaminated soil 

e NRC - No Detailed Affiliation Given B3/03/03 3pp 
10903 303 24X F Uh a: 90-261 , 83/03/03. 8303180386 


0303090639 Generic Hr 83-20 to all operating reactor licensee* b 
holders of CPs re Integrated scheduling for implementation 
of plant mod* Sve list end 

EIBENHUT, D 0 Division of Licensing 03/03/09 Consolidated 
Edison Co of New York, Inc I6pp 18627 133 24X 

Flche 30-000, 83/09/07, 8309090639 


8303200435 Forwards revised b reformatted comprehensive list of 
NUREO-0737 licensing issues containing status b priority 
assigned for open Items 

ZIMMERMAN, 8 R Carolina Power b Light Co 03/09/17 VAROA, 8 A 
Operating Reactors Branch 1 lipp 18317 134 24X 

Flche 50-261,03/09/17,0309200433 


8305260022 Requeeti l-monkh extension until 830701 to respond to 030428 
ltr re environ qualification of safoty-relatsd electrical 
equipment Environ qua 1 1 f 1 cat t on eipertise dedicated to 
preparing responses to 830109 b 0329 SERs 

ZIMMERMAN, S R Carolina Power b Light Co 83/09/20 VAROA, 8 A 
Operating Reactors Branch 1 tp 18399 307 24X 

Flche 30-261,83/09/20,8309260022 


03O527OOOB Forward* list of qualified electrical equipment Important to 
safety b response to 8ERi Final environ qualification 
scheduled to be completed by 890331 

UTLEY, E E Caro tine Fouiar b Light Co 83/03/20 VAROA. 8 A 
□pirating Reactors Branch t 61Spp 1B632'022 24X 

Flche 90-261.83/03/20,8309270008 


— 8303270011 "Qualification Test Rept on tn-Cantalnment Cables for CFbL " 
MAHCONNET, J, JORDAN, H . KIMDRELL, M Wy I e Lab ora tor ie* 43307-1 
81/12/23 379pp 18632 262 24X FUha: 90-26 1 , 03/03/20, 

0303270008 


5303230249 Forwards Rev 1 to figures from 830331 final steam generator 
repelr rept Corrected page list b figure list end 
EURY, L M Carolina Power b Light Co 03/09/23 VAROA. 8. A 
□pirating Reactors Branch 1 19pp 18392 270 24X 

Flche 30-261,83/03/83,0309230249 


Q Inspection raporti. IE Bulletins b correspondence 


8212060389 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ 0vc list 
enc 1 , 

TAYLOR, U H Division of Safeguards b Inspection Program* (Pott 
830103). 03/03/21 Consolidated Edlion Co of Mew York, tnc 

1 12pp. 18308 319 24X F1 che' 90-000. 83/03/21. 0212060303. 


5309270229 Forward* IE Insp Rept 30-261/03-06 on 530307-1 1. No 
none amp 1 1 anc t noted 

VERAELLliD H Division of Project b Resident Program*. 03/04/01. 
UTLEY, E E Carolina Pouar b Light Co 2pp 15637' 206 24X 

Flcha 90-261,83/04/01,830527022? 


— 8303270231 IE InSp Rept 90-261/83-06 on 030307-11 No none Omp I lane* 
noted. Major area* 1 nspec ted . radloac tlve effluent* , external 
srpovure control. lolld radwaste b preplanning for 1984 steam 
genera tor outage. 

ALBRIGHT, R. H, , BARR, K P Region 2, Office of Director 83/03/29 
Spp. 18637' 200 24X Flche, 30-261,83/04/01.0303270229 


5303270479 Ack receipt of 530325 ltr informing NRC of *tep» taken to 
correct violation* noted In IE Insp Rept 30-261/83-02 
LENTS, R C Division af Project b Ratldtnt Program* 83/04/07. 
UTLEY, R E Carolina Power b Light Co 2pp 18644' 032, 24X 

Flch*' 30 - 261 , 83 / 04 / 07 , 8303270479 . 
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— 8305370407 Ratpondf. to NRC 8302B3 1 tr re vlolatiorii noted In IE Insp 
Rept 50-Sil/S3-O2 Corrective actions projraras to visoallg 
varlfg position! oi’ valves being developed bg QA St onsite 
nuclear safety groups 

STARREVi R B Carolina Royer b Light Co 83/03/25 O'REILLV, J P 
Beglen 2> Office of Director 5pp 18644 033 24X 

FIche 50-261 1 B3/04/07.830S270479 


--8305270474 Foruards IE Imp Rept 50-261/83-02 on 830110-0210 6 notice 
of violation 

LEHISpR C Division of Project 6 Resident Programs 83/02/23 

UTLEYtE E Carolina Roirer 6 Light Co 2pp 1B644 038 24X 

Flche 50-261. 33/04/07, 83 052704 77 


—8303270500 Notice of violation from insp on 830110-0210 

• Region 2, Office of Director 83/02/23 2pp 18644 040 24X 

Flche 50-261,83/04/07.830527047? 


— 8303270506 IE Insp Rept 50-261/93-02 on 930110-0210 Noncompliance 
noted failure to implement equipment control procedures, 
to initiate prompt ccrrectiva action 4. to maintain 
annunciator procedures 

IfEISE.S Region 2, Office of Director GEHISi P Division of 

Project R Resident Programs 83/02/22 12 pp 18644 042 24X 

Flche 50-261.83/04/07,8305270477 


0303270461 Foruards IE Enforcement Conference Repts 30-261/83-10. 
50-324/83-13 & 50-323/83-12 on 830328 No noncomp 1 lane e 
noted 

□ 'REILLY.J P Region 2, Office of Director 83/04/11 UTLEY, E E 

Carolina Pouer 6 Light Co 2pp 10644 158 24X 

Flche 50-000.83/04/11,0305270461 


—8305270474 IE Enforcement Conference Repts 50-261/83-10.30-324/83-12 
k 50-325/83—12 on 330329 No n one omp 1 1 anc e noted Major areas 
discussed shipment of raiiyaBte containing free liquid (< 

Inoperab 1 1 iti; of standby gas treatment deluge sgs 

LEWIS.R C Division of Project k Resident Programs 83/04/07 

3pp 10644 160 24X Fiche 90-000.83/04/11.0305870461 


9303040021 I£ Info Notice 83-21, "Defective Emerge ncy Use Respirator " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response tPost 0301031 03/04/19 Consolidated Edison Co of New 

Yort. Inc 1 26pp 10433 155 24X Flche 50-000,83/04/15.0303040021 


0303040023 EE Info Notice 93-22. "DWR Saf e ty/R e 1 £ e f Valve Failures " 
Sve list and 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103> 93/04/22 Consolidated Edison Co of Neu 

York. Int 112pp 18303089 24X Flche 90-000.83/04/22.8303040023 


Q303D4002S IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sinsing Sys " sve list end 

JORDAN. E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of Mey 

York. Inc U7pp 193BI 291 24X Fiche 50-000.83/04/29,8303040025 


8309170654 Requests TLD dosimeter data be collected from steam 
generator Insp ac tl vi t 1 es. f or independent determination of 
beta iIosB using theoretical model y/gamma calibr factor 
VAROA. 8 A Operating Reactors Dranch l 83/04/26 UTLEY, E E 
Carolina Power 6 Light Co 2pp 18496 246 24X 

Flche 50-261.83/04/26,0305170694 


0305270390 Foruards IE Insp Rapt 50-261/93-09 on 830305-0410 No 
noncompl lance noted 

VERRELLIiD H Division of project L Resident Programs 03/04/26 
UTLEV.E E Carolina Power 6 Light Co 2pp 96207 294 24X 

Flche 90-261.03/04/26.8309270390 


— 8309270401 IE Insp Rept 90-261/83-09 on 830305-0410 No none onp 1 la ne • 
noted Major areas inspected Tech Spec c ompl 1 ance. p Ian t tour, 
operations p erf ormance. ROs. house keeping, si te security, 
surveillance & maint activities 6 IE bulletin followup 
UEISE. S . DEMIS. P , HARDIN. A K Regidh 2. Office of Director 
83/04/25 lapp. 18643 0S9 24 X Flche 50-261,83/04/26.8309270390 


8303040026 IE Info Notice 83-24. "Loose Parts in Recondary Side of 
Steam Oeneratori at PNRs. " Sve list end 

JORDAN.E L Division of Emergancy Preparedness 6 Engineering 
Response (Post 8301031 83/04/28 Consolidated Edison Co of Neu 

York, Inc IlSpp 18382047 24X Fiche 50-000.03/04/20.8303040026 


8303040027 IE Info Notice 63-29, "Rtandby Oas Treatment Sgt Heater High 
Temp Trip Setpoint Adjustment " Sve list and 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18382 169 24X Fiche 50-000,83/04/28,8303040027 


8303040029 IE Info Notice 83-36. "Failure of Safety /Re 1 lef Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN. E L Division pf Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Npu 

York, Inc 122pp 18441 170 24 X Flche 50-000.83/09/03,0303040020 


930304-0030 IE Info Notice 83-27, "Operationel Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

, IORDAN. E L Division of Emergency Preparedness b Engineering 

Response (Post 830103) 83/09/04 Consolidated Edison Co of Nru 

York, Inc 112pp 18382 232 24 X Flche 50-000.83/09/04,830304(7030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPnst 930103) 83/09/04 Consolidated Edison Co of Dtu 

York, Inc I19pp 18441 001 24X Flche 50-000,83/09/04.8303040031 


0305270390 Forwards IE Insp Rept 50-261/83-1 1 on 830412-19 tt 1B-I9 No 
noncomp I iance noted 

VERRELLIiD M Division of Project k Resident Programs 83/'03/'04 
UTLEY, E E Carolina Power k Light Co 2pp 18643 090 24X 

Flche' 50-261, 93/05/04. 8309270390 


—9305270389 IE Insp Rept 50-261/03-11 on 030412-15 & 18-19 N9 
noncompliance noted Major areas Inspected seismic analyilt 
for as-bui 1 ti safe ty-rela ted piping sys t, pipe support 
baseplates using concrete expansion anchors 

AND, H P Region 2, Office of Director BLAKE, J J Dlvlilo-n of 
Engineering L Radiological Safety Programs 83/09/02 9fp 
18643 092 24X Flche 50-261,83/09/04,8309270380 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN. E L Division of Emergency Preparedness J. Engineering 
Response (Post B30103) 03/09/06 Consolidated Edison Co of New 

York, Inc llSpp 10923 248 24X Flche 90-000.03/09/06,8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures lEOP) Guidelines " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co- of Mew 

York. Inc ll4pp 18524 003 24X Flche 50-000, 83/09/1 1. 8303040034 


93(}5200009 Confirms commitments for operation of Cycle 9 Bummary tables 
of steam generator eddy current insp results for May 1903 
outage It justification for continued operation end 
EURY, L N Carolina Payer k Light Co 83/03/16 VARGA. S A 
Operating Reactors Branch I 3pp 10319 077 24X 

Fiche 50-261,03/09/16,0305200009 


8303040040 IE Info Notice 03-3i, "Error in APLPIPE Computer Program. " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response IPost 030103) 03/09/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X Flche 90-000,83/09/19,8303040040 


8303040046 IE Info Notice 83-33. "Nanrapresentatlve Sampling of 
Contaminated Oil " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 030103), 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 10647 007 24X Flche 90-000,83/09/26.0303040046 


8 Reportable occurrences, LERs k related correspondence 


0305030999 RD on 830424, svc water booster pump B declared inoperabla 
due to bearing failure k plant shutdown commenced following 
pump A trip due to blown control power fuses Fuses replaced 
6 pump A restarted Investigation continuing 

STARKEY, R B Carolina Power k Light Co 83/04/23 O'REILLY, J P 
Raglan 2. Office of Director Ip 18303 214 24X 

Fiche - 90-261. 03/04/23, 0303030599 


8305030296 PHO-I 1-03-030 on 830428. con tro 1 1 ed shutdown begun due to 
steam ganeretor tube leak which increased from 0 1 to O 308 
gpm Licensee plans to keep plant out of sve for 3 wks to 
repair leak k conduct eddy current testing 

HARDIN.A K . VERRELLl.D H Region 2, Office of Director 83/(34/23 
Ip 1B3(J0 038 24X Flche 50-261,03/04/28,8303030236 


8309050249 RO on 830427, sve water pump A removed from sve for normal 
pravantative maint k replaced u/rebullt spare pump 
Post— maint testing resulted in pump over current trip Caused 
by internal binding of ribuilt pump 

STARKEY, R 0 Carolina Power t< Light Co 83/04/28 O'REILLY. J P, 
Region 2, Dfflce of Director 2pp 18337 340 24X 

Flche 50-261,83/04/20,8309090249 
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03091 108SI Foruiards LER aS-OOg/OIT-O 

aTARKEV>R B Carol Ina Pouer Light Co 83/03/06 □ 'REILLY, J P 

Rtglon 8> Offlc* of Director Ip 18393 286 24X 

Flche 30-261.83/03/06,8309110291 


"8309110236 LER 83-003/01T-0 on 830424, avt uater booater pump D declared 
inoperable due to lota of bearing oil Cauasd by bearing oil 
tlinger being potitioned near vent hole Pump Inapected It 
oil replenlthed 

COX, H T Carolina Pouer 6 Light Co 83/03/06 Region 2, Office 
of Director 3pp 18393 287 24X Flche 30-261,83/03/06, 

8309110231 


0309290423 LER 83-004 /03L-0 on 830419, u/ uni t at 07. pouer follouing 
reactor trip, out i 1 larg faeduater pump Q tripped on 1 ou 
dlfcharge pretture Cauted bg pump cavitation retulting from 
buildup of water vapor inside pump casing U/830318 ttr 
COX, H T , STARKEY, R B Carolina Power & Light Co 83/03/18 

O'REILLY. J P Region 2, Office of Director 3pp 18383 333 24X 

Flche 30-261,83/09/18.8303230423 


8305030495 Generic Ltr S3- 1 9 to all power reactor & testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list encl 

EIS£NHLIT,D 0 Division of Licensing 83/03/02 Consotldated 

Edison Co of New Yort, Inc SOpp 18441 120 24X 

Flche 30-000,83/03/02,0303020453 


0303230240 Forwards safety evaluation supporting resolution of 
NUREO-0737, I tem 11 K 3 22, "Automatic Switchover of RCIC 
Suction," based on review of util 6!)23l 4 820908 submittals 
re procedure verification 6 design mod 

VASSALLO, D □ Operating Reactors Branch 2 83/05/03 MU30LF, D H 

Northern States Power Co Sp p i8543 244 24X 

Flche 30-263,83/03/03,8305230248 


8J0S090699 Generic Ltr 33-20 to all operating reactor licensees t< 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list encl 

ElSENHUTiOO Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 133 24X 

Flche 30-000,83/03/09,8303090639 


DOCKET 90-262 BRIOHAH YOUNG UNIY RESEARCH REACTOR 


P Operating license stage documents t. correspondence 


8309160129 Requests clarification If license authorlies unloading & 
shipping of fuel Info on procedures (i dismantling plans to 
decammlfilon L-77 reactors also requested 
LAMBERT, N E Brigham Young Unlv 83/03/09 CARTER, R E 
Standardliatlon & Special Projects Branch Ip 18448 142 24X 

Flche 90-262,83/09/09,8309160129 


DOCKET 30-263 MONT I CELLO NUCLEAR GENERATING PLANT 


F Securltg, medical, emergeneg t, fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
eppllcents for OLs (c holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8 yc list end 

EI8ENHUT, D 0 Division of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc 16pp 18340 093 24X 

Flche 30-000,83/09/11,8303110034 


8309190343 Foruerdi Rev 1 to NUREG-072B, "NRC Incident Response Plan," 
In response to 830429 ltr requesting updated ltr of 
agreement U/o tnc 1 

HIND, J A Division of Radiological t< Materials Safetg Programs 
83/09/13 LARSON, C E Northern States Pouer Co 2pp 18300 229 
84X Fiche 30-000,83/09/13,8309190343 


8303240372 Informs that NUREO-0737, Item 111 A 2 1, "Emergencg 
Preparedness, Upgrade Emergsneg Plans to App E, lOCFRDO, " 
completed Item closed 

VA88ALL0. D B Operating Reactors Branch 2 83/09/10 MUgOLF, D M 

Northarn States Power Co 3pp 18393 343 24X 

Flche 30-263,03/09/18,8305240572 


8303240962 Clarifies 830104 safety evaluation on environ qual 1 f icat i on 
of safety -related electrical equipment Requirements of 
10CFR30 49 superseded 90-day response to SER Schedule of 
equipment qualification required bg 830320 

VASSALLO, D D Operating Reactors Branch 2 B3/05/11 MUSOLF. D M 

Northern States Power Co 4pp 18593 331 24X 

Flche 90-263,83/09/11,8305240562 


B30S26G201 Forwards request for addl info re 811231 response to 
NUREG-0737, Item II K 3 28, "Qualification of Accumulators on 
Automatic Depressuri la tlon Sys " Reply requested within 30 
days of ltr receipt 

VASSALLO, D 0 Operating Reactors Branch 2 03/OS/ll MUSOLF, D M 
Northern States Power Co 3pp 18648 067 24X 

Flche 90-263,83/09/11,8305260201 


83 03240 337 Informs that NUREO-0737, I tem It K 3 43. "Dap ressur i la tloi, 
u/Qther than Automatic Oepressurl lation Rys," completed 
Item closed Safety evaluation end 

VASSALLO, D D Operating Reactors Branch 2 83/03/18 MUSOLF, D H 

Northern States Power Co 7pp 18393 290 24X 

Fiche 30-263,83/03/18,8309240557 


Q Inspection reports, IE Bulletins f< correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent ton Ecchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
end 

TAYLOR, J M Division of Safeguards t. Inspection Programs (Post 
aSOlOSI 03/03/21 Consolidated Edison Co of New Yorl;, Inc 

U2pp 18308 319 24X Flche 90-000,83/03/21,8212060383 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18433 133 24X Flche 30-000,83/04/19,8303040021 


K. Utility Final Safety Analysis Report (FSAR) tt amends 


8309030603 Forwards Rev 1 to updated FSAR t< "Annual Rept of Changes, 
Tests It Eepar tments, Jan-Oc t 1982 " 

MUaoLF. D Northern States Power Co 03/04/29 Office of Nuclear 
Reactor Regulation, Director Ip 18304 001 24X 

Flche* 90-263, 83/04/29, 8303030603 


— 8303030610 "Annual Rept of Changes, Tests & Exper Iments, Jan-Oct 1982 *' 


« Northern Stetes Power Co 83/04/29 

Fiche 30-263,83/04/29,8309030603 

I2pp 

18304 002 

24X 

—8303030613 Rev 1 to updeted FSAR 

a Northern Stetes Power Co 82/10/31 

496pp 

18304 014 

24X 


Flche* 90-263, 03/04/29, 8303030603 


P. Operating license stege documents t. correspondence 


8303180429 Forwirdt response to 830208 ltr re beekfitting costs of 
two nucleer power plants All three units have combined 
capability of 1,93? MHE (summer) net 

HADLEY, C D Northern Btetes Power Co 83/03/13 TOURTELLOTTE, J. 
Regulatory Reform Task Force 6pp 18941 041 24X 

Flche* 90-000, 83/03/13, B3031B0429 


8309230720 Forwards list of utils responding to requests for cast 
figures on beekfitting 

TOURTELLOTTE, J. Regulatory Reform Task Force 83/04/11 
PALLADINO. N, J, Commissioners 2pp 18342 272 24X 

Flche; 90-000, 83/04/1 1, 8309230720 


8303040023 IE Info Notice 83-22. "BUR 8a f a ty /Rel ief Valve Failures " 
avc 1 fit enc 1 

JORDANrE L Division of Emergency Preparedness i. Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Now 

York, Inc 112pp 18383 089 24X Flche 30-000,83/04/22,8303040023 


8303040023 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Praparedness it Enginearing 
Rasponse (Post 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24XF(chD 30-000.83/04/29,8303040023 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
abeam Generators at PNRs " Svc list encl 

JORDAN, E L Division of Emergency Preparedness t/ Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 19382 047 24X Flche 30-000.83/04/28,8303040026 


8303040027 IE Info Notice 03-25. "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN.B L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc ll0pp 18382 163 24X Flche 90-000,83/04/28.8303040027 


8303200591 Forwards IE tnsp Rept 30-263/83-06 on 830302-0401. No 
noncompllance notad 

SHAFER, g 0 Region 3, Office of Director 63/03/02 LARSON. C E 
Northarn States Power Co 2pp <8914 107 24X 

Flche 90-263,83/09/02,8305200391 



n 
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—0309200611 IE Insp Ropt 50-263/83-06 on 830302-0401 No noneompHanc* 
noted Hajor «re«« intpectid operational safety verification 
onsite review eonuil t teCi LER foilaievp b regional requests 
ra main steam safety valve eicessive bloudoun 

BROUN. O H . UALKERjR D Region 3. Office of Director 83/04/28 
4pp 18914 109 24X Flcde 30-263» 83/05/02, 8309200991 


b Repartable occurrences, LERs t, related correspoeidsnca 


8309020408 Forwards LER 03-OO6/O1T-O 

HU90LF, 0 Northern States Power Co B3/04/22 Reflion 3, Office 
of Director Ip 10281 247 24X Flthe 90-263,33/04/22,8309020480, 


6303040028 IE Info Notice 83-26. “Failure of Safety/Rellcf Valve 
Discharge Line Vacuum Brealtrs " Sve list ant 1 
dOftOAN>E L Division of Emergency Preparednesi h Engineering 
Response (Post 3301031 83/0)9/03 Consolidated Edison Co of Neu 

Vort. Inc I22pp 18441 170 24X Flche 50-000.83/09/03,8303040028 


0303040030 IE Info. Notice 83-27, "Operat tonal Response to Events 
Concerning Oeliherata Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 6301031 83/09/04 Consolidated Edison Co of Neu 

Yort. Inc It2pp 18382 282 24 X Flche 30-000,83/09/04.8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for Ocneral Emergencies " Sve list end 
JORDAN, E L Division Of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/09/04. Consolidated Edison Co of New 

Yori. Inc. tl9pp 18441 001. 24X Flche 50-000,83/09/04,8303040031 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused hy Fuel Rack 
Deformation “ Sve list end 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 8301031 83/09/06 Consolidated Edison Co of Neu 

York, Inc. Ii9pp 18923 248 24X Fiche 90-000.83/09/06,8303040033 


—8305020492 LER 33-006/01T-0 on 830408. HPCI Woodward Oovernor E<J« 
hydraulic actuator coll tailed Caused by lead wire 
insulation degradation allowing ground fault to C<}R housing 
ECR replaced HPCI satlifactori ly tested 

HOJCHOUSKI.A V Northern States Power Co 83/04/22 Rep Ion 3i 

Office of Director Ip 18201 240 24X Flche 90-263,83/04/28, 

0309020480 


0309260314 PNO- 1 1 1-83-030 on 830919, reac tor placed in hot shutdown to 
Investigate 6 repair steam leak in drain line between 
moisture teperator t, preheater in nonsafety-rolated turbine 
sys Addl steam leak found in turbine control valve flange 
WALKER. R 0 , SHAFER, M D Region 3, Office of Director 03/09/20 
ip 18629 198 24X Flche 90-263,03/09/20,0309260314 


DOCKET 90-264 DOW CHEMICAL CO 


F Security, medical, emergency & fire protection plans 


0309030913 Forwards IE Safeguards Insp Rept 90-264/B3-01 on 830409-06. 
No noncompllance noted 

MILLER, J R Regions. Office of Director 83/04/29 RAMPY.L, H. 

Dow Chemical Co 2pp 10294 173 24X Flche 90-264, 83/04/29, 

8309030913 


830304'0034 IE Info Notice S3-30, "Misapplication of Generic Emergency 
operating Procedures (EOPl Ouidtllncs '* Sve list end 
JORDAN, E L Division of Emergency Preparedness E Engineering 
Rceponse (Post B30I03I 83/09/11 Consolidated Edison Co of New 

York. Inc. 114pp. 18924 003 24X Flche 9D-0<}0. 83/09/ 1 1, 8303040034 


8309180352 Responds to violations noted in 830411 enforcement Itr 
Corrective actions comhuitlble gas control sys isolation 
valve tc local leak rate test connection valves closed, Jsat 
test connection cap replaced b mgt meeting conducted 
LARSON, C E Northern States Power Co 03/05/11 DEVOUNO.R C 
Director's Office, Office of Inspection and Enforcement. lOpf 
10409' 268 24 X Flche 90-263,63/09/11,8305180352 


0305200291 Ack receipt of 830511 Itr transmitting payment of proposed 
civil penalty Rieponie to notice of violation I, proposed 
Imposition of civil penalty will be evaluated 6 corrective 
aCttone exaalned during future imps 

AXELRAD, J A. Director's Office, Office of Inspection and 
Enforcement 83/09/18 LARSON.C E Northern States Power Co Ip 
16916 323 24X Ficha 90-263,83/09/18,6309200291 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program “ 
SVC list end 

JORDAN.EL Division of Emergency Preparedness t. Engineering 
Response (Post 830I03I 83/05/19 Consolidated Edison Co of New 

York, Inc 114pp 18697-009 24X Fiche 90-000,93/09/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
contaminated Oil " Sve I let incl. 

JOnOANiE L Division of Emergency Preparedness 6 Engineering 
Response (Pott B30I031 03/05/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 24X Flche 50-000. 83/05/26. 8303040046 


R Periodic operating reports 6 related correspondence 


8309030603 Foruarde Rev 1 to updated F8AR 6 “Annual Rept of Changes, 
Teste 6 Eiperlments, Jan-oet 1982 " 

K3S0LF,D Northern Statee Power Co. 83/04/29 Office of Nuclear 
Reactor Regulation, Director Ip 18304 OOl 24X 
Flche 90-263, 83/04/29. 8305030603 


■8309030610 "Annual Rept of Changes, Tests 6 Eiperlments, Jan-Oct 1982 “ 
s Northern States Power Co 83/04/29 I2pp 18304 002 24X 

Flche 90-263, 83 /04/29. 83(39030603 


— 8309030921 IE Safeguarde Insp Rept 90-264/83-01 on 030409-06 No 
noncompllance noted Major areas Inspected facility 
organliatton I, operation, measurement 6 statistical control 
Details telthheld (ref 10CFR2 790) 

HADEDA. T J , KNICELEY.J R , CREED, J R Region 3, Off Ic# Of 
Director 83/04/29 Ip IB294 179 24X Ficha: 30-264, 03/04/29, 

8309030913 


0 Inspection reports, IE Bulletin* 6 corretpondence 


8309030913 Forwards IE Safeguards Insp Rept 90-264/03-01 on 030408-06. 
No noncompllance noted 

MILLER, J R Region 3, Office of Director 03/04/29. flAMPY. L U 
Dow Chemical Co 2pp 18294 173 24X Flche 90-264,03/04/29, 

0309030913 


•8309030921 IE Sefeguerds Insp Rept 90-264/03-01 on 830403-06 Mo 
noncompllance noted Major areas Inspected facility 
organliation 1, operation, meaiurement 6 statistical control 
Details withheld (ref 10CFR2 790) 

NADEDA.T J , KNICELEY.J R , CREED, J R Region 3, Offlc* of 
Director 83/04/29 Ip 18294 179 24X Flche . 90-264, 03/04/29, 

8309030913 


DOCKET 90-269 QtlAO-ClTlEB STATION, UNIT 2 
F Security, medical, emergency «i fire protection plans 


8309110034 Generic Ltr 03-21 to all licenseei of operating rsactors, 
eppllcanti for OLi & holderi of CPs re clarification of 
access to control procedures for law enfarcoraent visits, 

Sve lift end 

EISENHUT.DO Divlilon of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc 16pp 18540 095 24X 

Flche 50-000,83/09/11,8309110034 


4*np I vfnvnvi>nv 


Kvquttiti fchvtfuiar •Komptlont 4 lloiiflng m Ami 

lOCFftSO AB for Installation of fire protection 

«odf Request bated on AEi manufacturer S( const personnel 
anticipated Imp lenen tat loti schedule 

RYBAK, B Commonwealth Edleon Co 03/09/16 DENTON, H. « Office of 
Nuclear Reactor Regulation, Director 6pp, 10948 204 24X 

Flche 90-000.93/09/18,8305240249 


0305160092 Forwards monthly operating rept for Apr 1983 

MUSOLF. D. Northern States Power Co 83/09/11 OffUo of Resource 
Hanageaent, Dlrsctor Ip 18452 008 24X Flche 90-263,83/05/11, 

8305160092 


■8303160098 Monthly operating rept for Apr 1903 

HYRAIIO, A L Northern States Power Co 83/05/03 4pp 
34X Fiche. 50-263, 83/03/ 1 1 , 8305160092 


18492 009 


8309250141 Informs that NUREO-0737, Item III A 2 1 re emsroancy plan 
upgrade to meet tOCFRSO App E requirements complete for 
facility Item closed 

VA88ALLO, D. B Operating Reactors Branch 2 B3/05/IB FARRAR, D L 

8303230*4{. ^ E<il*on Co 3pp 18396 198 24X Flche- 30-234, 03/08/18, 
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P Op«r«tlng licenie stage cfocuirents & correspondence 


B30S020S'97 Forwards aafetg evaluation on NUREG-0737, I tern II D S 2i 
"Plant Shielding Mod* for Vital Area Access ’’ Requirement* 
met 

VAfiSALLO. D D Operating Reactors Branch 3 03/04/22 FARRAR. 0 

Commonwealth Edison Co Spp 10304 222 24X Flche 30-294,03/04/22, 

S309020997 


830502O4SB Forward* info re NUREO-0737, ttem II 0 1, "Performance 
Tasting of DUR Saf e tg/Re 1 1 ef Valves," per NRC 030104 
raquait Applicabilltg of load combination info to BUR Owners 
Croup generic test rept acceptable 

HVtAHrB Commonwealth Edison Co 83/04/27 DENTON, H 0 Office of 
Nuclear Reactor Regulation, Director 10pp 18203 311 24X 

FICha: 30-254, 03/04/27, 0305020450 


0309020439 Oenerlc Ltr 03-19 to all power reactor tf testing licensee* 
ra naui procadurei for providing public notice concerning 
Issuance of amends to OLs Sve list enc I 

EIEENHUr. D 0 Division of Licensing 83/05/02 Consolldatod 
Editan Co of New VorV, Inc SOpp 18441 120 24X 

FICh# 80-000,03/05/02,0305020455 


0309040991 Application to amend Licenses DPR-19, DPR-29i DPR-2<? & 

DPR“30i changing App A Tech Specs re economic generation 
control operation 

RVBAKfB Commonwealth Edison Co 03/05/02 DENTON, M R Office of 
Nuclear Raactor Regulation, Director 2pp 24X 
Ptcha. 30-000, 83/05/02, 8305040551 


--83090403SS Proposed changes to App A Tech Specs re economic 
generation control operation N/o detailed changes 
a Commonwealth Edison Co 03/05/02 Ip 24X 
Fleha SO-000, 83/05/02, 8305040551 


8309090043 Application for amend to Licenses DPR-29 U DPR-30, changing 
Tech Specs to limit control rod drive pump Isolation from 
accumulator* to single rod scram testing 

RYBAK, B Commonwealth Edison Co 03/09/02 DENTaN,H R. Office of 
Nuclear Reactor Regulation, Director 3pp 18342003 24X 

FI C h a 30-294, 03/09/02, 8309090043 


8309130209 Concur* u/NRC changes to draft Tech Bpecs re reactor 
protection sgt (RP8) protective relaglng mods, per 830420 
ltr Operation u/RPB mod, installed per 10CFR50 99 ti u/o Tech 
Bpecs, will not compromise safe operation of facilities 
RVBAKi B. Commonwealth Edison Co 03/09/06 DENTON. HR Office of 
Nuclear Reactor Regulation. Dlraetor 2pp 10439 330 24X 

FIcha; 30-000, 03/09/06, 8309130209 


0303090699 Oenerlc Ltr 83-20 to all operating reactor Itcensaes V 
holder* of CP* re integrated scheduling for implementation 
of plant mods Sve list end 

ElBENHUTfD 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Ficha 30-000,03/09/09,8309090699 


830S13OO3B Retpond* to 830316 request for addl Info re NiyREO-0737, Itair 
II K 3 20, "Vtrifg Qualification of Accumulators on 
Automatic Depressurl latlon Sgs Valve* " Environ & seismic 
qualification will be in accordance w/IE Bulletin 79-OlB 
RYBAK> B Commonwealth Edison Co 03/05/10 DENTON, H R. Office of 
Nuclaar Reactor Rtgulation, Director 2pp 18436 339 24X 

Ficha 90“000, 83/09/10, 8309130038 


8309200707 Forward* request for addl Info on NURE0-O737< Item 11 K. 3 28 
ra qualification of automatic dapresiur I latlon sgs 
accumulators. Rasponii requested within 49 dags 

VASaALCOi D, B Operating Reactor* Branch 2 03/09/11 FARRAR, D L 

Ccmmonuealth Edison Co Spp 10928 350 24X Flche 90-000, 83/09/'! 1, 

8309800707 


8309200106 Notifies that 030429 amand application for proposed Tech 
Spec changes re TMl Action Item II K 3 ts on isolation of 
HPCl 8i RCIC require* fee Application requested from NRC for 
purpose of preventing inadvertent isolation ef sgs 
OlOOSt R M Lleans# Ft* Management Branch 83/09/12 FARRAR, D. L 
Commonwealth Edison Co, ip 18540 220 24X Fiehe 90-000, 03/OS/18i 

B3O92001B6 


8305310231 Advise* that responses to NVREC;-0737. I t«m III D 3 4, 

"Control Room Nab i tab 1 1 i tg< " acc eptab 1 c, c omple t ing action on 
Item Safetg evaluation end 

VASSALLO.D 0 Licensing Branch 2 03/05/17 FARRAR, D L 

Commonwealth Edison Co 4pp 18662 255 84X Fiche 50-254,03/09/17, 

0309310231 


0309240973 Notifies that NyRE0-0737 , 1 tern II K 3 49. "Depreiiur i la t i on 
w/Other than Automatic Depressurization Sgs," completed 
Item closed Safeti; evaluation enc I 

VASSALLO. D B Operating Reactors Dratich 2 03/09/10 FARRAR, □ L 

Commonwealth Edison Co 7pp 10593 338 24X Flche 90-294. 83/09/tQ. 

0309240573 


030927041? Notifies that response to 830316,0510 t, IL request* for addl 
info re TMl Item 11 K. 3 26. "Qualification of Automatic 
Depressuri la t i on Bg* Accumulators," addressed in 030510 ltr 
RVBAK. B Commonwealth Edison Co 83/05/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 18642 298 24 X 

Flche 90-000,83/09/23,0305270419 


0309310086 Notification of 830614 meeting u/util in Bethesda.HD to 
discuss util OCRDR program plan 

GILBERT, R A Operating Reactors Branch 9 03/05/26 CRUTCHFIELD, 0 

Opera 1 1 ng Reactors Branc h S 2p p I 8658 063 24 X 

Flche 90-000,03/09/26,0309310086 


8309310028 Advise* that requirements of NUnEO-0737, I tem II F 1.4, 
"Containment Pressure Monitor," T I F 1 9. "Containment Hater 
Level Monitor" ti II F 1 6, "Containment Hgdrogen Honltor" 
resolved. per 821220 1/ 801219 submittals 

CRUTCHFIELD. D Operating Reactors Drench 9 83/05/27 FARRAR. 0 L 

Commonwealth Edison Co 7pp 18693 213 24X Flche 90-000,83/09/27, 

8305310028 


Q Inspection reports, IE Bulletins L correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Bpent ton Ecchange Resin 
Bus cap 1 1 b 1 1 1 1 g to Eiebhermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, JM Division of Safeguards 4 Inspection Program* IPest 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 10309 319 24X Flche 50-000.83/03/21.8212060389 


8303040021 IE Info Notice 83-21, "Defective Emergencg Use Respirator “ 
Sve list enc 1 

vIORDAN.E L Division of Emergencg Praperedness t Engineering 
Response (Post 8301031 93/04/iS Consolidated Edison Co of New 

York, Inc I26pp 18439 195 84X Flche 50-000.83/04/19.8303040021 


0303040023 IE Info Notice 83-22, "BHR Sa f e tg/Rel i ef Valve Failures " 
avc 1 1st end 

JORDAN, £ L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll3pp 18303 089 24 X Flche 90-000,03/04/22,0303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Benslng Sgs " 8vc list end 

JORDAN. E L Division of Emergencg Preparadness 4 Engineering 
Response iPpsb e30103> 83/04/29 Consolidated Edison Co of New 

York, Inc I19pp 18381 291 24X Flche 90-000,03/04/29,8303040029 


8303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Generators at PHRs " 8vc lift end 

JORDAN, E L. Division of Emergencg Preparedness U Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc I 19pp 10382 047 24X Flche 50-000.03/04/20,8303040026 


8303040027 IE Info Notice 03-29, "8bandbg Qas Treatment Sy* Heater High 
Temp Trip Setpoint Adjustment " 8vc list end. 

JORDAN, E L. Division, of Emergencg' Preparedness U Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Nsw 

York, Inc llSpp 18382 169 24X Flche 90-000.03/04/20.8303040027 


8303440020 IE Info Notice 03-26, "Failure of Saf t tg/Rel ie f Valve 
Olicharga Line Vacuum Oreakers " Sve list end 
JORDAN, E L Division of Emergency Preparednest L Engineering 
Response (Post 830103) 83/49/03 Consolidated Edison Co of New 

York. Inc 122pp 10441 170 24X Flche 90-000,83/09/03.0303040020 


8309180376 Forwerd* list of proprletarg docutnent* *> associated pages 
from technical evaluation rept* re environ qual If ication of 
electrical equipment OE affidavit per I0CFR2 790 received 
Westlnoheuse affidavit forthcoming 

RYBAK, B Commonwealth Edison Co 83/09/13 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 3pp 18490 347 24X 

Fichai 90-000, 83/05/13, 8305180376 


0303040030 IE Info Notice 33-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Againft Plant 
Equipment " 9vc list encl 

JORDAN, £ L. Division of Emergency Preparedness 1. Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc 112pp 18382 282 24 X Flche 50-000,03/09/04,0303040030 


0303040031 IE Info Notice 63-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " 0vc list end 
JORDAN, E L. Division of Emergency Pr eparednts* 6 Engineering 
Response (Post 830103) 03/09/04 Consolidated Edisdn Co of New 

York, Inc I19pp 10441 001 24X Flche 90-000,83/09/04,8303040031 
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0303040033 IE In#o Notice B3-29p "Fuel Biimiing Caused by Fuel Rack 
Deformation “ Svc list end 

JOROANi E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 93/05/06 Consolidated Edison Co at Neu 

Yorki Inc llSpp 10S23 84B 04X Flcne SO-OOOi 83/03 /06> 6303040033 


9303170167 Fortuards response to 830411 notice of violation & proposed 
inposition of civil penalties re IE Insp Bepfcs 50-354/02-26 
& 30-26S/82-S6 Also Includes remittance in amount of «60> OOO 
re inoperable reactor protection sgs subchannel 

REEDpC Commonueal th Edison Co 03/OS/O9 Director's Qfflce< 

Office of Inspection and Enforcement Ip 18466 309 24X 

Fiche 50-254. e3/03/09p 0303170167 


— 830S170IB4 Responds to notice of violation noted In IE Insp Aepts 
50-234/82-26 6 50-263/02-26 on 021118-22 U 1213-16 
Corrective actions Startup Procedure QGP 1-1 revised to 
include slpn-off for vsrlfging clearance of alarm 
REEDiC Commonwealth Edison Co 83/05/09 Director's Office. 
Office of Inspection and Enforcement 9pp 18466 309 24X 

Flcbe 30-254,83/05/09.8303170167 


0303040034 IE Info Notice 63-30. "tlisepp I 1 cat 1 on of Oenerlc Emergcncv 
Operating Procedures (EDP) Ouidelinss " Svc list enel 
JORDAN. E L Division of Eisergencg Preparedness 6 Engineering 
Response IPost 830103) 93/05/11 Consolidated Edison Co of Neui 

Vorl. Inc 114pp 18324 003 24X FI Che 50-000.03/05/11,8303040034 


8303310105 Forwards IE Insp Repts 50-254/93-06 b 30-265/03-06 on 
030219-0422 No none ompl lance noted 

SHAFER. U D Region 3. Office of Director 03/03/12 REED.C 
Comraonu'ealth Edison Co 2pp 19638 051 24 X Fiche SO'294. 83/03/ 12. 

9303310105 


—0305310112 IE Insp Repts 30-254/03-06 6 50-265/63-06 on 830219-0422 No 
ngncompl lanc e noted Major areas inspected operational 
safe tg> naint. surve 1 1 tone e. 1 Icensee manthlg r epts. reg iona I 
requests. LEAs & public info b special repts 
CKRISSOTtMOS. N . MALKER.R D Region 3. Office of Director 
03/05/10 8pp 18638-053 24X Ficbe 50-254. 83/05/ 1 2. 930331 01 05 


0303200421 Advises that util response to 6207 J 4 c onf i rmatorg action Hr 
re IE Bulletin 79-14. piping analysis to restore hot shutdoun 
path piping sgs to F5AR requirements bq 930213. accep tab 1 e 
EPESSARD, R L Division of Engineering 03/05/19 REED, C 
Commonwealth Edison Co 2pp 18517 116 24X Fiche 50-000,83/05/18, 

03O32OO42i 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ” 
Svc list end 

JORDAN,E L Division of Eioergeneg Preparedness b Engineering 
Response iPost 830103) 83/05/19 Consolidated Edison Co of Neu 

York. Inc >14pp 16697 009 24 X Ficbe 30-000,83/05/19.9303040040 


8305250377 FO'rwards "QE-NEDS Electrical Penetration Assembly 
Qualification Program," V/ols 1 & 2 to "Response to IE 
Bulletin 79-OlD Quad Cities Nuclear Power Station Units 1 tc 
2" fc Vqls I b 2 to "Response to IE Oulletln 79-OIB 

RYBAK.B Commonuealth Edison Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2. I 16pp 18578 001 24X 

Fiche 50-000,93/05/19.0305250377 


—6305230393 "OE-NEBS Electrical Penetration Assembly Qualification 
Program “ 

•s aechtel Corp 03/93/18 203pp 16578 174 24X 

Fiche 50 -000, 8 3/03/ 19. 83082 5 937 7 


—0303250413 Rev 2 to Vols 1-3 to "Response to IE Sul let in 79-0IB.Qo4d 
Cltlee Nuclear Power Station Units S b 2 “ 

* Bechtel Corp 03/03/31 786pp 1B53I 233 24X 

Fiche 50- 000,83/05/19. 0305230377 


8305270216 Act receipt of 830509 transmittal foruerdlng full peyment 
of proposed civil penalty Corrective actions util be 
eiamlned during future intps 

AXELRAD. J A Enforcement Staff 63/03/23 REED. C R Commonuealth 
Edison Co 2pp 19637 323 24X Fiche 50-254.83/05/25,0305270216 


9303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil '■ Svc list end 

JORDAN, E U Olvlsion of Emergency Preparedness b Engineering 

Response {Post 030103) 03/05/26 Consolidated Edison Co of New 

York, Inc Il4pp 18647 007 24X Ftche 50-000.03/05/26,6303040046 


R Periodic operating reports b'related correspondence 


B3aS170372 Forwards monthly operating repts for Apr 19B3 

KALIVIANAKIS, N Comiaonwie 1 th Edison Co 83/09/02 Director's 
Office, Office of Inspection and Enforcement Ip 10466 055 24X 

Ficbe 30-234,83/03/02.0303170372 


—8305170376 Monthly operating repts for Apr 1903 

MISAK, A Commonuealth Edison Co 83/05/02 21 PP 18466 036 

24X Fiche 50-234,63/05/02.6305170372 


S Reportable occurrences, LERa b related correspondence 


0303260306 LER 03-006 /03U-0 on 830424. AO 2-203-2D MS IV failed to 
Initiate half scram on reactor protection sys channel B 
Caused by channel B 10% closure limit switch failure Limit 
switch replaced u/1 1 ke-for-l 1 ke switch U/S30316 Itr 
FUHS.A • KALIVIANAKIS, N Commonuealth Edison Co 93/03/16 
KEPPLER, J Region 3. Office of Director 3pp 10623 351 24X 

Fiche 50-265,83/05/16,0303260286 


8305310132 LER a3-007/01T-0 on 830309. uhlla reviewing out-of-sve 
documen tat 1 on, d i scover ed that control rod drives (CRD) 

30-07 It 46-33 on Unit 2 b 06-43 on Unit I made inoperable 
u/e veri flying shutdown margin or Insertion U/S30323 Itr 
WUNDERLICH. J , KALIVIANAKIS. N Commonwealth Edison Co 83/03/23 
KEPPLER, J 0 Region 3. Office of Director tp 19653 044 24X 

Fiche 30-265,83/03/23.0303310132 


DOCKET 50-266 POItJT BEACH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency b fire protection plans 


8305030323 Requests revs to proposed mods to tOCFRSO App R eiamptlon 
requests re separation requirements, per 830322 meeting b 
830323 t, 31 telcons Detailed discussion of revs end 
FAY. C U Hi sc on sin Electric Power Co 83/04/28 DENTON. H R 

Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 29pp 10300 286 24X 

Fiche 50-266, 83/04/28, 3305030323 


8303110340 Foruerds exemption from App R In partial response to 029630 
Itr fa B20929 b 1011 suppls Etamptlon permits relief from 
requirements to install flsed suppression sys & fire 
barriers to separate hydrogen lines from safety equipment 
CLARK, R A Operating Reactors Branch J 83/04/20 FAY, C U 
Ulsconsin Electric Power Co Spp 18415 104 24X 

Fiche 50-266,83/04/28,3303110340 


—9305110542 Eiemption from requirements of lOCFRSO.App R, Section III 0 
re fixed fire suppression sys in control room 
EISENHUT, D. Q Division of Licensing 83/04/20 Ulsconsin 
Electric Power Co 3pp 19415 107 24X Fiche 30-266,83/04/20, 

B30S1 10540 


839SI70241 Ack receipt of 030121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-266/92-17 b 
30-301/02-17 Violation 1 re fire signaling sys testing 
wi thdrawn 

SPESSARD.fl L Division of Engineering 03/05/09 aURSTEIN, 9 
Ulsconsin Electric Power Co 2pp 18464 333 24X 

Fiche 30-266, 03/03/09, 03051 7024 1 


—8305170232 Responds to NRC 821130 Itr le violations noted in IE Insp 
Rapti 59-266/02-17 b 50-301/02-17 Correctlva actions annual 
fire pump capacity test revised to Include addl performance 
data Fire protection tests reviewed 

FAYiC W Uiscontln Electric Power CP 83/01/21 KEPPLER, J 0 
Region 3, Office of Director 42pp 18464 333 24X 

Fiche 80-866.83/03/09.0305170841 


—8303170263 Responds to C Ramsey question re largest single fire water 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from svc water sys capacity 
FAY.C W Ulsconsin Electric Power Co 83/02/24 KEPPLER, J 0 
Region 3, Office of Director 3pp 18463 015 34X 

Fiche 50-266,03/03/09.8303170841 


0305170130 Ack receipt of 830413 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-266/03-03 b 50-301/83-05 

HIND. J A Division of Radiological b Materials Safety Programs 
03/03/10 BURSTEIN, S Ulsconsin Electric Power Co Ip 18466 270 
24X Fiche 30-266.83/03/10.8305170138 


—6305170144 Responds to NRC 830314 Itr re violations noted In IE 
Safeguards insp Repts 50-266/93-05 b 50-301/83-03 Corrective 
actions withheld (ref 10CFR73 21) 

OURSTElN. S Ulsconsin Electric Power Co 03/04/13 HIND, J A 
Division of Radiological b Materials Safety Programs Ip 
10466 271 24X Fiche 50-266,03/03/10.8303170130 


8305110034 Generic Ltr 83-21 to all licensees of operating reactori. 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits, 

Svc list end 

EISENKUT.D o Division of Licensing 03/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 093 84X 

Fiche 30-000,83/05/11.0383110034 



DOCKETED ITEMS 


75 


BaOSaoCMt Notifies that NyReO-0737, I tem III A 2 I, ''Enerjencv 
Pripjrodnvssi Upgrade Energencg Plan* to App E. iOCFflaO. '' 
completed Ite/n closed 

CLARKi R A Operating Reactor* Branch 3 83/09/12 FAY, C U 

Mltconeln Electric Pouer Co 3pp iSSdO it4 24X 
Flche 90-2d>&> 83/09/ i a. 8309200021 


0 Adjudicatory correspondence 


8309020438 Brief opposing Ulsconsin Environ Decade eicoptlon* to A5LD 
030204 Initial decision authoriiing full>~ficale sleeving 
EiCeptions uatved for failure to brief or arguments w/o 
merit* 

CHURCHILL. B W Wilconsln Electric Power Co CHURCHILL. B H Shaw. 
Pittman. Potts it Trowbridge 83/04/29 Atomic Safety and 
Llcanslng Appeal Panel 32pp 18281 ill 24X Fiche 90-2f>S> 
03/04/27. 0309020438 


6309100314 Brief in opposition to Ulsconsin Environ Decade 030214 
appeal of ASLB 830204 memorandum L order LaP-e3-4 ASLAB 
should reject aiceptlon* not briefed t, affirm ASLB order re 
atbais generator tuba rupture U/Certif icate of 8vc 
BACHHANNi R O Hearing Branch 1 83/05/09 Atomic Safety and 

Licensing Appeal Panel I8pp 18371 141 24X Fiche 90-246, 

03/09/09. 0309100314 


0309170291 Opposes Ulsconsin Environ Decade 030906 rei^uest to provide 
Nest Inghouse proprietary info from licensee Decade petition 
-for d 1 acr etlonary Commission review does not entitle 
petitioner to proprietary info 8vc list end 

CHURCHILL, B W Shaw, Pittman. Potts t Trowbridge CHURCHILL. D W 
Hlsconstn Electric Power Co 83/09/13 MOORE. T 9 . JOMNBON. U R . 
OOTCHY. R L Atomic Safety and Licensing Appeal Panel 3pp 
ia46if 121 24X Fiche 90-266,83/05/13,8309170291 


8309270998 Requests info re date. time 6 location for Commission meeting 
an emergency operations facility location Leave to address 
Comnlssto-n requested 

FAV.C W Wisconsin Electric Power Co 03/03/20 CHILK, B J Office 
of the Secretary of the Commission Ip 18646 194 24X 

FlClia 90-266. 83/09/20, 8309270390 


P Operating license stage documents 6 correspondence 


8309230724 Forwards estimated annual regulatory t- nonregulatory 
aspandituras in 830208 Itrs re cost of backfltting Combined 
capacity of facilities is 994 MUe 

BURBTEIN. a Wisconsin Electric Power Co 83/02/29 TOUBTELLOTTE. J 
Regulatory Reform Task Force 3pp 18942 269 24X 

Fiche - 90-266, 83/02/29. 8309230724 


0309020272 Forwards Affidavit AM-00-27 in support of request to 
withhold proprietary info re effect of radiation on 
Insulating metis in Westlnghouse medium motrir per 
10CFR2 790 re end util draft 830413 Itr 

MIESENANN.R A Westlnghouse Electric Corp 83/04/13 THOMAS, C 0 
Division of Licensing 9pp 18277 196 24X riche 90-266.83/04/13, 

0309020272. 


— 0309020292 Nonproprietary version of "Effect of Radiation on 
Insulating Hatls Used in Uestinghouse Medium Motors " 

BARTKO. J Westlnghouse Electric Corp 71-1C2-RADMC-R1 71/04/10 

39pp. 10277 209 24X Fiche 90-266.83/04/13.8309020272 


8309020128 Forwards safety evaluation of util preferred ac power sys 
conforoiance to ODC 17 Power sys do not fully meet intent of 
OOC 17 since sys could be automatically disconnected from 
4rl60-volt safeguards buses in worst case accident loads 
NORELIUa.C.E Division of Project «< Resident Programs 83/04/29 

EI8ENHUT. D. 0 Division of Licensing 3pp 18278 220 24X 

Fiche. 90-266. 83/04/89, 8309020128 


— 8309020137 Safety evaluation of util preferred ac power sys conformance 
ODC 17 Proximity bf low voltage transformer* does not fully 
meet ODC I7 requirements for physical separation, but deluge 
sprtnklar sys adequate 

S' NRC - No Detailed Affiliation 01 van 83/04/29 8pp 
18278.223 24X Fiche 90-266.83/04/23,8309020128 


8309060001 Forwards EO&O summary of discussion re radiological effluent 
Tech Specs during 820602-03 plant visit Final draft of 
prupossd radiological effluent Tech Specs 6 offsite dose 
calculetlon manual should be developed within 60 days 
CLARK, R, A Operating Reactors Branch 3 83/04/29 FAV.C U 

tdlbconein Electric Power Co 45pp 18353 263 24X 

Fiche. 90-266. 83/04/29, 8309060001 


— 03O9O6OOQ7 STANDARD RADIOLOOICAL EFFLUENT TECHNICAL SPECIFICATIONS 
FOR PRESSURIZED HATER REACTORS SEPTEMBER 1982 
* NRC - No Detailed Affiliation Given NUREO-0472 D07 R03 
82/09/03 83pp 10393 308 24X Fiche 50-266,83/04/29,8309060001 


B30S090346 Lists drawings needed to i eview inservice testing program 
Two sets of full site drawings requested 

CLARK, R A Operating Reactors Branch 3 83/04/27 FAV.C W 

Wisconsin Electric Power Co 3pp 18381 205 24X 

Fiche 90-266.83/04/27,0305090346 


8309110028 Informs qf Class I L III fee classification for 830324 
application for Tech Spec changes re auilliary Feedwater sys 
operahllitii Overpayment for 790926 application for 
adffl in Istra tive changes will be applied toward current fees 
MILLER, U O Llce-nse Fee Management Oianch 93/04/27 FAV.C W 
Wisconsin Electric Power Co 2pp 18421 313 24X 

Fiche 30-266,83/04/27,0305110028 


8305020455 Generic Ltr 83—19 to all power reactor t testing licensees 
ra new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list encl 

EI8EMHUT. D 0 Division of Licensing 93/05/02 Consolidated 
Edison Co of New Vorl, Inc 50pp 18441 120 24X 

Fiche 90-000,83/05/02,8305020453 


8305060408 Requests estension of dea-dlir.e for environ qua I i f I ca 1 1 on 
of equip-ment until 840330 for Unit 2 & 841101 for both units 
for environ qualification of all 1OCFR50 49(biO) equipment 
1 tens 

BURSTEIN. S Wisconsin Electric Power Co 63/05/04 DENTON, H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Dranch 3 3pp 18348 210 24X 

Fiche 50-266.83/09/04.8305060408 


6305110075 Rerni ts license amend approval fee for temporary 
clarification of Tech Specs re auxiliary feedwater sys 
oparabi 1 1 ty 

5UR3TE1N, S Wisconsin Electric Power Co 83/05/04 OEHTON. H R 
Office of Nuclear Reactor Regulation, Director MILLER, u 0 License 
Fee Management Branch ip 10408 109 24X fiche 50-266.83/05/04. 

6309110073 


8303110181 Application to amend Licenses DPR-24 6 OPR-27. cons istlng of 
Tech Spec Change Request 91 re limiting conditions for 
opcratlo-n requiring both RKR loops be operable unless 
reactor sys is in refueling shutdown condition 

DUR3TEIM.S Wisconsin Electric Power Co 83/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 16407 122 
24X Fiche 50-266.83/09/04,8305110181 


— 8305110187 Tech Spec Chang* Request 91 re limiting conditions for 
o-peratlan requiring both RHR loops be operable unless 
reactor sys is in refueling shutdown condition 

* Wisconsin Electric Power Co 83/09/04 6pp 18407 125 24X 

Fiche 50-266,83/05/04.8305110181 


8305110201 Forwards addl fees associated w/Tech Spec Change Request 
69 to allow repair of degraded steam generator tubes by 
sleeving 

BURSTEIN.S Wisconsin Electric Power Co 83/09/04 DENTON.H R 
Office of Nuclear Reactor Regulation. Director DIGGS, R II License 
Fee Management Branch Ip 18407 ill 24X Fiche 50-266.83/05/04. 
83091 10201 


8303120495 Fouards Amends 73 it 78 to Licenses DPR-24 6 DpH-27, 
r a spec tlvg ly, saf e ty evaluation U notice of Issuance 6 
availability Amends allow temporary isolation of shared 
motor driven auxiliary feedwater pumps 

COLBURN. T O Operating Reactors Branch 3 83/05/04 FAV.C U 

Wisconsin Electric Power Co 4pp 18440 214 24X 

Fiche 90-266.83/03/04,0303120493 


— 93091204-98 Amends 73 V 78 to Licenses DPR~24 6 DPR-27, resp ec 1 1 vel y , 
allouflng temporary isolation of shared motor driven 
aurillary feedwater pumps for unit during stai tup, shutdown 6 
surveillance testing of other unit 

CLARK, R A Operating Reactors Branch 3 83/03/04 App 

18440 218 24X Fiche 90-266.83/09/04,8309120493 


■ — 330312D502 Safety evaluation supporting Amends 73 6 78 to Licenses 
DPH~24 & DPR-27, respec t Ive t y 

-s Office of Nuclear Reactor Reg ula t ton. Director 83/09/04 2pp 
1844-0 224 24X Fiche 90-266, 83/05/04. 03031 20495 


— 8309120309 Notice of Issuance 6 availability of Amends 73 6 76 to 
Licenses DPR-24 6 DPR-27, respec tlve I y 

TRANMELLiC H Operating Reactors Branch 3 83/09/04 Spp 

18440 226 24X Fiche 30-266.83/09/04.8303)20499 


8305130009 Updates progress In meeting scheduler commitments per NRC 
830314 order re Implementation of post-TMI Action Item 
II F ti "Addl Accident Monitoring Instrumentation “ 

FAV.C W Wisconsin Electric Power Co 33/09/06 PEWTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK.R A 
Operating Reactors Branch 3 3pp 18436 341 24X 

Fiche 90-266. 83/09/06. 8305 1 30009 
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8305090699 GsnorU Ltr 03-20 to all operatins reactor licensees U 
hoidsrs of CPs re integrated scfiedol ing for i trp 1 emen t a t ion 
of plant mads Bvc lilt enc 1 

EtSEMHUT. D 0 Division of Uicensing 03/05/09 Consolidated 

Edison Co of Neu Vort. Ire lipp 10627 133 24X 

FIthe 3O-O0CI> 83/03/09. 8305090639 


8303340131 Informs that plplnp 6 in s trufie ntat i o n diagrams renuested 
in 630427 1 tr re Inservlce testing program will be forwarded 
under separate cover 

FAV.C 14 HI scons in Electric Power Co 03/03/19 DENTON. H fl 
Office of Nuclear Reactor Regulation. OlrectDr CLARK. R A 
Operating Reactors Branch 3 ip 18349 006 24X 

FCche 30-266.03/03/19.0303240131 


B3(>32404'97 Forwards list of electric equipment important to safety to 
pe environmentally qualified at facilities Info duplicates 
011008 response, per IE Bulletin 79 -OlQ. w/ ) I s tod eiceptlons 
FAV.C H Wisconsin Electric Power Co 03/03/20 DENTON, H R 
Office pf Nuclear Reactor Regulation. Director 29pp 18371 360 
24X Flche 30-266,03/03/20,0303240497 


0 Inspection reports, IE Bulletins S' correspondence 


8212060303 IE Info Notice 03-14. "Dewatered Spent Ion Eichange Resin 
0uscept tb 1 1 i ty to Eipthermlc Chemical Reaction " Sve list 
end 

TAYLOR, J M Division of Safeguards J. Inspection Programs iPoit 
0301031 03/03/21 Consolidated Edison Co of New York. Inc 

H2pp 10308 319 24X Flche 50-000.83/03/21.0212060383 


8303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator '> 
Sve list encl 

JORDAN, E L Division of Emergency Preparedneis t< Engineering 
Respense {Post B30103I 03/04/13 Consolidated Edison Co of Neu 

VOri, Inc 126pp 18433 139 24X Flche 30-000,03/04/15,8303040021 


8303040023 IE Info Notice 03-22. "OHR 8af e t y/Re 1 i e f Valve Failures '' 
Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response fPdst 0301031 03/04/22 Consolidated Edison Co of New 

Yort, Inc 112pp 10383 009 24X Flche 50-000,83/04/22.8303040023 


S303040025 IE Info Natice B3-23. "Inoperable Containment Atmosphere 
Sensing Sys ” Sve list encl 

JORDAN. E L Dlvlslan of Emergency Preparedness 6 Engineering 

Response (Post 330103) 03/04/23 Consolidated Edison CO of New 

York. Inc 119pp 10381 291 24X Fiche 90-000,83/04/23.0303040025 


8303120456 Forwards IE Imp Repts 50-266/83-04 b 50-301/03-04 on 
830201-0331 6 notice of violation No reply to Item 2 of 
notice of violation required 

EHAFER.H 0 Region 3, Office of Director 83/04/23 BUR0TEIN, S 
Wisconsin Electric Power Co 2pp 16431 029 24X 

Flche 50-266.63/04/25,8309120456 


—8305120463 Notice of violation from imp on 030201-0331 

5KAFER.W D Region 3. Office Of Director 03/04/25 Ip 
10431 031 24X Fiche 90-366.83/04/25,8309120496 


—8303120460 IE Imp Repts 90-366/63-04 6 50-301/93-04 on 830201-0331 
None ompl lance noted personnel failed to check out when 
eittlng containment per Procedure HP 3 4 6 two Eberllne 
Model DAI~6CC area radiation monitors not labeled 
HAOJE. R L , FITZPATRICK, Q . JACKIN. I N Region 3. Office of 
Director 83/04/82 9pp 10431 03S 24X Flche 50-266,83/04/25. 

8305120456 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam generators at PWRs " Sve list end 

JORDAN. E L D1 vision of Emergency Preparedness (c Engineering 
Response (Post 830103) 03/04/26 Consolidated Edison Co of Neu 

Yorl, Inc liSpp 18382 047 24X Fiche 30-000.83/04/28. 8303040026 


6303040027 IE Info Notice 63-29. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) 63/04/S8 Consolidated Edison Co of New 

York. Inc llSpp 18382 165 24 X Fiche 90-000.63/04/28.8303040027 


0303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " 6vc list end 
JDRDAM.E L Division of Emergency Preparedness It Engineering 
RBspo.nse (Post 830103). 83/05/03. Consolidated Edison Co. of N«w 

York, Inc I22pp 1B4 41 170 24X Flche 30-000.83/05/03,8303040028 


0303040030 IE Info Notice 83-27. "OpBra kiona 1 Response ta Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list endl 

JORDAN. E L. Division of Emergency Preparedness 6 Engineering 
Rteponte (Poet 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc lt2pp 18362 382 24X Fiche 90-000.83/09/04.6303040030 


6303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendat ions for General Eraergenc les " Sve list end 
JOROAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119PP 18441 001 24X Flche 90-000,03/09/04,8303040031 


8305130400 Submits addl response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built Safety-Related Piping Sys " Meclianlcal 
corrections installed w/axception of two corrections 
requiring welding to RHR piping 

BURSTEIN.S Wisconsin Electric Power Co 03/05/04 KEPPLERr J 0 
Region 3. Office of Director 2pp 10431 190 24X 

Flche- 50-266, 83/09/04, 03OS12O4O0 


9303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Back 
Deformation " 9vc list encl 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co. of Hew 

York. Inc lISpp 16923 248 24X Fiche 50-000,03/09/06,8303040033 


0305200229 Clarifies position re malnt fc testing program for HVAC 
filter units not controlled by Tech Specs !< for respirator 
fitting program.per IE Insp Repts 50-266/93-03 b 
30-301/03-03 dtd 830216 although no none omp H anc e noted 
FAY.C (4 Wisconsin Electric Power Co 93/09/06 KEPPLER.J, 0 
Region 3, Office of Director Spp 18917 102 24X 

Flche 30-266,03/09/06,8305200229 


8305170241 Act receipt of 030121 Itr Informing NRC of steps teken to 
correct violations noted In IE Insp Repts 50-266/82-17 6 
90-303/82-17 Violation 1 re fire signaling sys testing 
withdrawn 

SPESBARD. R L 01 vis ion of Engineering 83/09/09 BURBTEIN, 0 
Wisconsin Electric Power Co 2pp 18464 333 24X 

Flche 90-266,83/03/09,6303170241 


— B309170252 Responds to NRC 021130 Itr re Violations noted in IE Imp 
Repts 50-266/83-17 & 90-301/62-17 Corrective actions annual 
Fire pump capacity test revised to Include sddl performenca 
data Fire protection teats reviewed 

FAV.C H Wisconsin Electric Power Co 63/01/21 KEPPLER.J 0 
Region 3, Dfflci of Director 42pp 16464 335 24X 

Flche 90-266.83/09/09.0305170241 


— B3D9170263 Responds to C Ramsey question re largest single fire weter 
flow requirement at facllltlee Sprinklers for diesel 
generator rooms supplieif from sve water sys capacity 
FAV.C W Wisconsin Electric Power Co 03/02/24 KEPPLER, J 0 
Region 3. Office of Director 3pp 18469 019 24X 

Fiche 50-266,83/05/09,0309170241 


S30S170138 Ack receipt of 630413 Itr Informing NRC of steps taken to 
correct vlolatlenf noted in IE Safeguards Inep Repts 
50-266/03-05 6 30-301/63-05 

HIND. J A Division of Radiological 6 Materials Safety Programs 
83/05/10 BURSTEIN.S Wisconsin Electric Power Co Ip 16466 S70 
a4X Flche 50-266,83/09/10.8303170138 


—8309170144 Responds to NBC 030314 Itr re violations noted in IE 
Safeguards insp Repts 90-266/63-09 it 90-301/83-05 Corrective 
actions withheld (ref lOCFfi73 21) 

BURSTEIN.S Wisconsin Electric Power Co 03/04/13 HINDrJ A 
Division of Radiological Xt Materials 8afety Programs Ip 
18466 871 24X Flche 30-266,03/09/10,8303170130 


6303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Operating Procedures (EQP) Ouldellnes " Sve list end 
JORDAN, E L Division of Emergency Preparedness t( Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of Neu 

York, Inc 114pp 10524 003 24X Fiche 50-000, 03/03/1 1 , S3O3040<k34 


0303040040 IE Info Notice 63-31, "Error in ADLPIPE Computer Program “ 
8vc 1 1st encl 

JORDAN.E L Division of Emergency Proparednees 6 Engineering 
Response (Post 030103) 63/09/1? Consolidated Edison Co. of New 

York, Inc. 114pp 10697 009 24X Flche 30-000,83/09/19,8303040040 


630924038D Confirmatory action itr re NRC 630314 order specifying 
certain TMI action Items as complete or completion dates 
noted Item 11 F 1, 1, "Noble Oas Effluent Montior, " complete, 
hooievar, ma in ateam line monitors not operational 

KEPPLER.J O Region 3, Office of Director 83/09/20 BUH8TeiW, 8 
Mieconstn Electric Power Co Ip 16979 072 24X 

Flcha 90-266,03/05/20,8309240360 


0309270241 Documents agreement per 030517 conference call re timing 
requirements for notification of stata tt local agencies for 
unusual event or alert, per IE Insp Repts 50-266/63-01 k 
90-301 /as-Ol. Proc edure to bo initiated by 030701 
FAY.C W Wisconsin Electric Power Co 83/03/23 KEPPLER. J « 
Region 3. Office of Director ip 16637.161 24X 

Flche 50-266,83/05/23,0303270241 
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8303040046 FE Info Notice 03-33/ "Nonrepreaentat ivc Sampling of 
Contaminated Oil ” Svc list aocl 

JORDAN/ E U Division of Emergency Preparedness J< Engineering 
Response (Post 030103) B3/0S/2b Consolidated Edison Co of Neut 

Vork. Inc 114pp 10647 007 SAX Fiche 90-000/03/05/26/0303040046 


R Periodic operating reports 6 related correspondence 


6309160169 Forsiards manthly operating repts for Apr 1983 

FAV/C W Wisconsin Electric Power Co 03/09/10 NRC - No 
Detailed Affiliation Given ip 18446 073 24X 

Flchc 90-266/03/09/10/8309160169 


— S309160171 Honthly operating repts for Apr 1903 

FAV/C M Wisconsin Electric Power Co 03/09/09 9pp 18446 074 
24X Flchtf 90-266/03/05/10,6305160169 


0309200494 Hesponds to NNC 030331 1 tr r< (JtviatiOlt noted in !E Insp 
Rept 90-267/03-03 on 830117-31 Corrective actions emergency 
plan implementing procedures revised to state 
responsibilities of st 1 f t supervisor /emer gene y coordinator 
WAflEMBDURQ. D W Public Service Co of Colorado 03/03/06 
COLLINS, J T Region 4, Office of Director 3pp 10513 005 24X 

Flthe 90-267,83/09/06,8309200494 


8309110034 Generic Ltr 03-21 to ell liconaies of operating reactors, 
applicants for OLs *< holdeis of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list enc 1 

EISENHUT/OG Division of Licensing 03/03/11 Consolidated 

Edison Co of New Vork, Inc I6pp 18940 095 ?4X 

Fltha 30-000/03/03/11,0303110034 


O Adjudicatory correspondence 


S Reportable occurrences, LERs 6 related correspondence 


6309030376 Forwards updated LER 02-022/01 X-2 

FAV/C W Wisconsin Electric Power Co 03/04/29 KEPPLER, J O 
Region 3, Office of Director Ip 18300 216 24X 

Flche 90-266.83/04/29,0305030376 


— 0309030332 Updated LER B2-022/01X-2 on 021 111, eddy current indications 
of mechanical damage In eicess of Tech Spec plugging limit 
Identified Caused by foreign objects in steam generator 
secondary side Tubes w/mechanlcal damage plugged 
FAV/C W Wisconsin Electric Power Co 03/04/29 Region 3/ 

Office of Director Dpp 10308 217 24X Flche 90-266,03/04/29, 

8309030376 


8303200916 Forwards order confirming util coramitmenls on post-TMl- 
related issues Order based on commitments in util 820317 6 
0909 Itrs responding to Generic Ltrs 02-05 6 82-10 
MADSEN, G L Region 4, Office of Directar 83/04/27 LEE, O R 
Public Service Co- of Colorado 4pp 10516 049 24X 

Flche 50-267,03/04/97,8305200916 


— 8305200528 Order confirming licensee commitments on po s t-TM I -re I ate d 
issues Schedule changes acceptable for TMI Items 1 A 3 )■ 

II B 2, 1 1 D 3. 1 1 □ 4 6 I I F 1 

GAGLIARDO, vl E Division of Resident, Reactor Project t Engineering 
Programs 83/04/87 Public Service Co of Colorado llpp 

18916 049 24X Flche 90-867,03/04/27,8305200916 


P apeTatlng license stage documents 6 correspondence 


8309130034 NPDES noncompliance notification on 030429, dally max pH 
effluent limit exceeded Investigation will Include review 
of sampling b analysis techniques, insp of treatment 
aqulpment b review of operator logs 

FAV, C W Wisconsin Electric Power Co 03/09/05 Wisconsin, State 
of 2pp 18436 2D0 24X Fiche 90-266,03/09/05,8309130034 


0309190226 Followup to 830331 NPDES noncomp 1 lance notification 
On 030316 b 17, retention pond discharge (Sample Point 901) 

■iccaded pH limit Caused by carryover of lime from water 
treatment sys 

FAV,C W Wisconsin Electric Power Co 03/09/12 Wisconsin, Btate 
of 2pp 10900 202 24X Flche 90-266,03/09/12,0309190226 


0309240002 PNO-I I I-S3-037 on 830909, Reg 1 on 111 radiation specialist 
learned that main steam line noble gas monitors not yet 
Instalted per 030314 commitment date Ofe of Investigation 
Investigating failure Monitors to be Installed by mid June 
LOVENDALE, P < PAPER lELLO.C Region 3, Office of Director 03/09/18 
Ip 18949 130 24X Flche 50-266103/03/10,8309240002 


8309240379 NPDES none omp 1 1 anc e notification on 030429, pH of retention 
pond discharge found above limit Caused by demlnera 1 1 led 
makeup water treatment tys problems re undissolved line 
carrying through to pressure filter sys 

FAY.C, W Wisconsin Electric Power Co 03/09/10 Wisconsin, Btate 
of Ip 18971 040 24X Fiche 90-266,03/05/18,0309240379 


DOCKET 90-267 FORT 9T VRAIN NUCLEAR GENERATING STATION 


F Security, medical, emergency b fire protection plans 


8309090146 Forwards rev to Chapter 9 of amended security plan Rev 
withheld (ref 10CFR73 81) 

MCBRIDE. L M. Public Service Co of Colorado 03/03/20 
C0LLIN8, J T Raglan 4, Office of Director Ip 18342 231 24X 

Flche 90-267,83/03/20,0305090146 


0305080468 Advises that NRC 830820 requested documentation re nuclear 
detector decalibr will be transmitted within 30 days 
Existing drawings described in End 3 to 830228 ltr do not 
reflect proposed changes 

BREV.H L Public Service Co of Colorado 03/04/13 COULINB.J T 
Region 4. Office of Director 2pp 18283 300 24X 

Flche 50-267,83/04/15,8305080462 


8303050214 Forwards application to amend License DPR-34 Amend assures 
operability of plant protective sys b other critical 
Instrumentation by defining min operable instrument channels 
t trip settings in response to RD-B3-001 

LEE, 0 R Public SarvlCB Co of Colorado B3/04/19 C0LLIN9.J T 
Region 4, Offlco of Director 2pp 10330 118 24X 

Flche 90-267.83/04/19.8303050214 


— 8303050282 Application to amend License DPR-34. r evl s Ing App A Tecih 
Specs to assure operability of plant protective sys b other 
critical Instrumentation by defining min operable instrument 
channels U trip settings 

LEE.O R Public Service Co of Colorado 03/04/19 Bpp 
18338 114 24X Flche 50-267,83/04/19,0305050214 


— 03O9O5'O288 Proposed Tech Spec Tables 4 4-1 - 4 4-4 re instrument 
operating requirements for plant protective sy s, scram, loop 
shut down, c ire ula tor trip fc reactor protective sys rod 
tdl thdrawa 1 prohibit 

s Public Service Co of Colorado 83/04/19 24pp 18330 122 
24X Flche 30-267,93/04/19.0303090214 


0309160048 Clarifies proposed changes in undervoltage protection b 
reiterates schedule for imp 1 amenta t ion of design changes b 
mods Existing non-Class IE undervoltage relays will be 
retained as protection for 4,160-volt buses 

BREV.H L Public Service Co of Colorado 03/04/27 COLLINS, J T 
Region 4, Office of Director 2pp ia493'141 24X 

Flche 90-267,03/04/27,0309160048 


Q3O3120966 Releases public version of changes to radiological 
emergency response plan Implementing procedures 

FELTON/J M Division Of Rules and Records 03/03/02 Document 
Management Draneh Ip 10442 079 84X Fiche 80-267,03/09/02, 

9309120966 


8309160093 Forwards comments of util St OA Technologies re interim rept 
by LA6L on PRCV liner hot spots Util does not concur 
w/ca tegor 1 latlon of hot spots according to universal ti 
relative degrees of severity 

RREV, H L Public Service Co of Colorado 03/04/27 CDLLINO, J T 
Region 4, Office of Director 9pp, 16493 132 24X 

Fiche 90-267,03/04/27,0305160093 


— 0305120970 Forwards public version of Issue 4 to Radiological Emergency 
Response Plan RERP-HDME, "Home Packet for Off-8hift 
Notifications" & Issue 19 to RERP-PHONE LISTB 
WAREMDODROi D W Public Service Co of Colorado 83/02/16 
EIBENHUr, D 0 Division of Licensing COLLINS, tJ T Region 4, 

Office of Director 2pp 10442 001 24X Fiche 90-267,83/09/02, 

0309120966 


0309170380 Informs that control room HVAC sys satisfies requlr-onents of 
single- failure criteria for control room habitability No 
further mods anticipated 

BREY.H L Public Service Co of Colorado 03/04/29 MADSEN.G L 
Region 4, Office of Director 2pp 18469 211 84X 

Flche 90-267, 83/04/29, 0309170300 


, — 0305120978 Public version of issue 4 to Radiological Emergency Response 
Pian RERP-HOME, "Home Packet for Off-Shlft Not if lea t Ions" W 
Issue 19 to RERP-PHONE LISTS 

MAREMBOUfiO, D M Public Servlet Co of Colorado 03/02/16 12Bpp 
19442 083 24X Flche 90-267,83/09/02,0309120966 


0309020499 Generic Ltr 03-19 to all power reactor t, testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

EISENHUT.DO D 1 vl s 1 on o f L i c ens 1 ng 83/09/02 Consolidated 
Edison Co of New York, Inc 90pp 18441 120 24X 

Fiche 90-000,83/09/02,8305020499 
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83035004*74 Re&pontts to NRC S30331 1 tr re dsyiatlon noted in ]E fnsp 
ftept 30-267/83-03 on B30lt7“3l Corrective actions emergency 
plan imp lement i ng procedures revised to state 
responsibilities of shift sup ervi sor/emerjencv coordinator 
ViAREneCIL/RG. D U Public Service Co of Colorado Q3/0S/06 
COLLINS. J 7 Region 4. Office of director Spp 18313 003 S-tX 
Flche 30-367. B3/05/06.B303200494 


83030?0&S'7 Generic Ltr B3-30 to all Operating reactor licensees it 
holders of CPs re Integrated scheduling for imp 1 ementati on 
of plant aiods Svc list end 

eiSENHUr. I> 6 Division of Licensing 83/03/09 Consolidated 

Edison Co of New Vort. Inc 16pp 10637 133 34X 

Plche 30-000. 83/03/09. 63030906 5<? 


8303300167 Summary of e304?a-29 t 0503-04 6 06 meetings in Oethesda.KB 
rs Impact of Public Lau 97-143 (Shollif Decision) on 
licensing activities 

R/\G1IER.P C NRC - No Detailed Affiliation Given 03/03/11 
OAGLIARDO'^/ E Division of Resident, Reactor Project 6 Engineering 
programs 3pp 10319 067 SdXFiche 30-367.03/03/11.8303300167 


G3O3SOO170 Requests reinittance of RETS amond fee due from revieut of 
930102 application viithln IS days of ltr receipt 
HILLER. U □ License Foe Danagement Branch 03/03/13 LEE. 0 R 
Public Service Co of Colorado Ip 10340 329 24X 

Fiche 30-267.03/03/12,8305200178 


8303230366 Requests c 1 ar 1 f lea 1 1 on U add! info re 630413 ltr on control 
rod drive mechanisms operating temp ] limi tatlons. ui thin 60 
days of ltr receipt Adequate assurance eelsts for safe 
Interim operation 

KADSEN.O L Region 4. Office of Director 83/03/16 LEE. 0 R 
Public Service Co of Colorado 4pp 1933/ 098 24X 

Fiche 30-367. 83/03/16. 8305230566 


6309240477 Foriaards nuclear detector decallbr documentation per MRC 
830228 request Oocumentatlon unavailable uhen originally 
requested due to plant procedures uhtch permit revs only 
after mod approved & installation begun R/o documentation 
DKE/.Hl Public Service Co of Colorado B3/05/J6 CDLLINB, J T 
Region 4. Office of Director 3pp [8349 330 24X 

Fiche 90-267.83/05/16.8303240477 


8303310027 Discusses changes to operating procedures for issuance of 
licensing actions Otil uill provide State of CO ui/copy of 
amend applications filed u'NRC Util SOtOOl amend 
application encl R/o enc 1 

IfAONER.P C Region I, Office of Director 83/03/30 HAZLE. A J 
Colorado, State of Ip 10653 I7Q 24X Fiche 50-267.83/09/20. 
8305310027 


a3G53t0070 Requests Fr publication of notice of consideration of 
630419 OL amend request h proposed no significant haiards 
consideration determinatian 6 opportunity for hearing 
MADSEN. 0 L Region 4, Office of Director 33/03/20 CLARK. B A 
Operating Reactors Branch 3 2pp 18693 127 24X 

Fiche 30-267.83/03/20,0305310090 


6303310111 Forutards fees for radiological ET6 changes proposed in 
830323 ltr Je reformat of Tech Specs Into STS developed by 
ECbO per Jan lOai request 

WARErtaaORO. D public Service Co of Colorado 03/09/20 
COLLINS. J T. Region 4. Office of Director 3pp 18656 048 24X 

Fiche 90-267.83/09/20.6303310111 


830331022'? Requests FR publication of notice of proposed Issuance of 
amend to QL. proposing no significant haiards consideration 
determination since proposed amend Incorporates present NRC 
guldel inas 

MADSEN. G L Region 4, Office of Director 83/09/20 CLARK. R A 
Operating Reactors Branch 3 2pp 18638 082 24X 

Fiche 50-267.83/09/20.830531*229 


Q Inspection reports. IE Bulletins 6 correspondence 


52I20603B3 IE Info Notice 83-14. "Deuiatsred Spent Ion Exchange Resin 
Susceptibility to Ecothermlc Chemical Reaction Svc list 
etie 1 

TAYLOR.J M Division of Safeguards 6 Inspection Programs IPost 
8301031 83/03/21 Consolidated Edison Co of Metu York. Inc 

112PP IGOOe 319 24X Fiche 30-000,83/03/21.8212060363 


0303040021 tE Info Notice 03-21. “Defective Eotergency Use Respirator " 
Svc list OTIC 1 

JQROAHfC L Division of Emergency Preparedness (< Engineering 
Rnsponse fPost 3301*3) 63/04/13 Consolidated Edison Co. of New 

York. Inc 126pp 18433 153 24X Fi che 50-000. 83/84/1 3. 8303040021. 


8303040023 IE InfP Notice 03-22. “OMR Safcty/Rel lef Valve Failures * 
Svc list encl 

JORDANiE L Division of Emergency Preparedness t. Engineering 
Response (Post 8301031 83/04/22 Consolidated Edison Co of N«u 

Yori. Inc ll2pp 10363 089 24X Fiche 50-000.83/04/22.6303040023 


8303040035 IE Info Notice 83-83. “Inoperable Containment Atmosphere 
Sensing Sys " Svc list encl 

JORDAN.E L Division of Emergency Preparedness *> Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co of Ntw 

York. Inc J 19pp 10301 291 24X Fiche 50-000.63/04/25.6303040029 


B303040026 IE Info Notice 63-24. "Loose Parts in Secondary Side of 
Steam Generators at P'MRs ” Svc list end 

JORDAN.E L Division of Emergency Preparedness 8. Engineering 
Response (Post 8301031 S3/04/29 Consolidated Edison Co of New 

York. Inc llSpp 16362 047 24X Fiche 50-000,83/04/28,0303040026 


03(53040027 IE Info Notice 83-25. "Standby Gas Treatment Sys Heeter lUgli 
Temp Trip Setpoint Adjustment " Svc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103J 83/04/26 Consolidated Edison Co of N»u 

York, Inc ItSpp 18382 165 24X Fiche 50-000,83/04/28,0303040027 


8303040028 IE Info Notice 03-26, “Failure of Saf otg/Re 1 i ef Valvi 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN.E L Division nf Emergency Preparedness b Engineering 
Response (Post 8301031 03/05/03 Consolidated Edison Co. of Niu 

York, Inc 122pp 10441* 170 24X Fiche 50 - 000 . 83/05/03. 03O3O1(>O2e 


8303040030 IE Info Notice 83-27, "Operational Response t'O Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN.E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/03/04 Consolidated Edison Co of ffeu 

York, Inc 112pp 18382 202 24X Fiche 30-000. 83/05/04. 830304G030 


B30304003I IE Info Notice 83-28, “Criteria for Protective Action 
Recommendations for General Emergencies “ Svc list encl 
JORDAN.E L Division Of Emilrgencv Preparedness 6 Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Ca of Hew 

York. Inc I19pp 18441 001 24X Fiche 50-000,63/05/04.6303040031 


0303040033 IE Info Notice 03-39, "Fuel Binding Caused by Fuel Rack 
Daformatton " Svc list encl 

JORDAN.E L Olvision of Emergency Preparedness I. Engineering 
Response (Post 830103). 03/05/06 Consolidated Edison C« of New 

York. Inc llSpp 18523 240 24X Fiche 50-000.93/09/06,8303040033 


8303040034 JE Info Notice 03-30, “Misapplication of Generic Emergency 
Operating Procedures <E0P) Guidelines “ Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 03/05/11 Consolidated Edison CD Of Ntlu 

York, Inc I14pp 18924 003 24X Fiche 50-000,83/05/11,9303040034 


9303040040 IE Info Notice 63-31. “Error In ADLPIPE Computer Pr 09 ra)n " 
Svc list encl 

JORDAN.E L Division cf Emergency Preparedness b Engineering 
Response CPost 830103) 63/05/19 Consolidated Edison C(3 of New 

York, me 114pp 18697 009 24X Fiche 50-000,63/05/19.8303040040 


6303040046 TE Info Notice 83—33, “Nonrepressntatlve Sampling of 
Contaminated □(] “ Svc list end 

JORDAN.E L Division pf Emergency Preparedness b Engineering 
Response (Post B30I03) 83/05/26 Consolidated Edison Co. of New 

York, Inc ll4pp 10647 007 24X Fi che 50-000, 03/05/26, 8303040046 


R Periodic operating reports b related correspondence 


S305060S46 Foritfards revised “Initial Approach to poeder Tests 
(B-Serles)," Interim Rept 26 for period ending 030222 
WAREMDaVRO. D Public Service Co of Colorado 83/04/13 
COLLINS, J T Region 4. Office of Director 2pp 10346 302, 24X 

Fiche 30-267.83/04/13,8305060346 


— 0303060332 "Initial Approach to Polder Teats (B-Serlesl." Interim (lept 
26 for period ending 830222 

* Public Service Co of Colorado^^ 63/02/22 2pp 18348.304 
24X Fiche 90-267.83/04/13,8303060346 


8303090489 Forwards revised “Rept of Changes. Teats b Experiments Not 
Requiring Prior Commission Approval Per 10CFR30 39(a) for 
1962 •• 

(dAREMBaVRG, D Public Service Co of Colorado 83/04/25 
COLLINS, J.T Region 4, Office of Director 2pp 18360 113, 24)! 

Fiche 30-267,83/04/25,0303090489 


--B30909O569 Revised "Rept of Changes. Testa b Experiments Not flequiring 
Cemmlsalon Approval per I0CFR30 39(a) for 1982 “ 

» Public Service Co of Colorado 03/04/33 37pp. 18360 US 

24X Fiche 50-267.03/04/25,0303090489 
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830533O42& Foruiards monthly operating rep t for Apr 1?S3 
WAREMSOURO. D Public Service Co of Colorado 83/0S/12 
Diroctor's OfflcBj Office of Inspection and Enforcement Ip 
1833B 319 24X Fiche 90-387,83/05/13.8303230436 


““B303330427 Monthly operating rept for Apr 1903 

FULLER.C H Public Service Co of Colorado 83/03/10 Spp 
10338 230 34X Fiche 30-267,63/03/13,3303330436 


8 Reportable occurrences, LERs ?< related correspondence 


8309060479 Foruiards LER 83-OJ6/03L-0 Detailed event analysis enc 1 
WAREMBOURG, D Public Service Co of Colorado B3/04/2S 
COLLINS, J T Region 4, Office of Director Spp 1B34S 153 34X 

Ftche 30-267,83/04/28,8303060479 


— 8303060484 LER 03-O16/O3L-O on 830331, tuo Class 1 hydraulic shock 
suppressors Peund Inoperable Caused by fully eitended 
snubbers, due to thermal pipe movement One snubber adjusted 
•6 other replaced 

* Public Service Co of Colorado 03/04/28 Region 1, Office 
of Director Ip 18348 160 24X Fiche 50-267,83/04/28, 

B30S060479 


DOCKET 50-269 OCONEE NUCLEAR STATION. UNIT 1 


F Becurlty, medical, emergency 6 fire protection plans 


8303270326 Toruarda IE Insp Bepts 50-269/83-13.50-270/83-13 b 
30-287/83-13 on 830311-0410 No none oonp 1 i anc o noted 
DANCE, H C Division of Project S, Resident Programs 83/05/06 
TUCKER, H B Duke Power Co 2pp 10641 142 24X 

Fiche 50-269,83/03/06,8305270326 


— 8305270338 IE Insp Repts 30-269/83-13, 30-270/83-13 S< 50-287/83-13 on 
030311-0410 No noncompliance noted Major areas inspected 
surveillance tes t ing, ma int U operations b annual emergency 
drill 

BRVANTrU Region 2, Office of Director 03/03/06 9p p 
18641 144 24X Fiche 50-269,03/03/06,8303270326 


8305270374 Forwards IE Insp Repts 50-267/83-10,30-270/83-10 b 
50-287/83-10 on 030405-06 No noncomp 1 lance noted 
OANCEtH C Division of Project 6 Resident Programs 83/05/06 
TUCKER. H D Duke Pouier Co 2pp 10643 Dll 24X 
Fiche 30-269,03/05/06,8303270374 


— 0303270397 IE Insp Repts 50-269/83-10. 50-270/83-10 6 30-207/03-10 on 
030405-06 No none omp 1 1 anc e noted Major areas Inspected 
emergency preparedness exercise 

HUFFMAN, O N Region 2, Office of Director 03/05/03 lOpp 
18643.013 24X Fiche 30-269,83/05/06,0305270374 


0303110034 Generic Ltr 83-21 to all liconsoos of operating reactors, 
applicants for OLs h holders of CPs ra clarification of 
access to control procedures for laui enforcement visits 
Bve list end 

EI8ENHUT, D 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New Vork, Inc 16pp 18340 093 24X 

Fiche 50-000,83/03/11,8309110034 


J Insurance 6 Indemnity information 


83DS260261 Foruards Endorsements 55 6 96 to flAELU Policy HF-61 k 
Endorsement 72 to NELIA Policy NF-tB2 for Oconee Nuclear 
Station fc Endorsements 25 U 80 to NELIA Policy NF-240 6 
MAELO Policy MF-lOl, respectively, for MeOuire 

LAWSON, L T Duke Power Co 03/05/80 SALTZMAN, J Office of 
Resource Management, Director 19pp 18626 120 24X 

Flcha- 30-000, 83/05/20. 8305260261 


P Operating license stage documents 6 correspondence 


S303090078 Forwards Amends 120,120 i> 117 to Uieonses DPR-38i DPR-47 U 
OPR-SS, respective ly, safety evaluation & notice of Issuance & 
availability Amends revise Tech Spec withdrawal schedule 
for reactor vessel surveillance capsules 

CONNERiE L Operating Reactors Branch 4 83/04/13 TUCKER. H 8 

Duka Power Co 4pp 10381 140 24X Fiche 30-269,03/04/13, 

0303070078 


— 8303070111 Amends 120,120 U 117 to Licenses DPR-SO, DPR-47 t, DPH-5S, 
r aspic t IVB ly , re vl s t ng Tech Spec withdrawal schedule for 
reactor vessel surveillance capsules 

8T0LZ, U F Operating Reactors Branch 4 03/04/15 Spp 

18301 144 24X Fiche 50-269.03/04/13, 8305070078 


— 8305090184 Safety evaluation supporting Amends 120.120 6 117 to 
Licenses DPR-3B, DPR-47 t, DPR-SS, resp sc 1 1 ve 1 y 

» Office of Nuclear Reactor Regulation, Director 83/04/15 2pp 
18381 1S3 24X Fiche 30-269.83/04/13,830 3090070 


— 8309090136 Notice df Issuance b availability ef Amends 120, 120 & 117 
to Licenses DPfl-3B. OPR-47 k DPR-55. respect Ive ly 
ST0L2. J F Operdtlng Reactors Branch 4 83/04/13 Spp 

13381 154 24X Fiche 30-269.03/04/13,8305090078 


8303130294 Forwards safety evaluation 6 Franklin Research Ctr technical 
evaluation rept. "Control of Heavy Loads (C-10 ) . Oc onee 
Nuclear Power 5 ta t ion, Un 1 ts 1,2 6 3" Phase 1 actions 
acceptable per NUREG-0612 

STOLZ.J F Operating Reactors Branch 4 B3/04/20 TUCKER, H D 

Duke Power Co 3pp 18457 179 24X Fiche 50-267.83/04/20, 

0305130294 


— 0305130296 Safety evaluation supporting Phase I actions re control of 
heavy loads (NLIRE0-06t2> 

» Office of Nuclear Reactor Regulation, Director 83/04/20 Ip 
18437 182 24X Fiche 50-267.83/04/20.6303130294 


— 0304070206 "Control of Heavy Loads (C-10), Oconee Nuclear Power Station 
Units 1,2 6 3," technical evaluation rept 
ROBERTS, 8 Franklin In s t i t u t c/Fi an k 1 i n Research Center 
NRC-03-al-130 TER-C5506-374/373/37 83/03/31 CLEKENSOtl, F NRC 

- No Detailed Affiliation Given 2flpp 18457 183 S4X 
Fiche 50-269,83/04/20,8305130294 


83O902O372 Foruards corrections 6 updates to B3041B ltr supporting 
030410 application for amend to License DPR-3a, pestp onlng 
certain instrument surveillante requii ements 

TUCKER, H D Duke Power Co 83/04/22 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J P Operating Reactors 
Branch 4 2p p 10276 290 24X Fiche 50-269.83/04/22.0305020372 


— 8303020375 Corrected 6 updated proposed Tech Spec changes re Instrument 
survel 1 lance requirements 

« Duke Power Co 83/04/22 I7pp 18276 292 24X 

Fiche 50-269,83/04/22,8305020372 


8309090608 Forwards safety ev.iluation in support of continued PHR 
operation w/Dresser primary safety valves re TMI Action Item 
II D 1 EPR 1 data on tests of certain models of Dresser 
safety valves under review on generic basis 

BTQLZ.JF Operating Reactors Branch 4 03/04/27 TUCKER, H D 

Duke Power Co 2p p 10367 111 24X Fiche 50-269,83/04/27. 

a3a3O?Q6O0 


— 0303070612 SER in support of continued Pt^R operation w/Oresser primary 
safety valves <TMI Action Item II D 1) 

• Operating Reactors Dranch 4 03/04/27 13pp 10367 113 24X 

Fiche 50-267, 03/04/2/, 8305090608 


8309040564 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 630207 ltr 
Submittal constitutes final revised offsite dose calculation 
menuB 1 

TUCKER, H B Duke Power Co 83/04/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STCLZ.J F Operating Reactors 
Branch 4 Ip 10320 083 24X Fiche 50-26?, 03/O4/2B. 8305040564 


--0305040568 App A to, "Oconee Nuclear Station Site Specific Infp " 
4 Duke Power Co 03/04/28 32pp 18320 084 24X 

Fiche 50-367,83/04/28,0305040564 


9305200103 Fnruiards safety evaluation on standby shutdown facility 
Design meets requ 1 r aments, eicep t for process monitoring 
Instruments for source range flux monitoring 6 steam 
generator pressure Indication 

STOLZ.J F Operating Reactors Branch 4 83/04/28 TUCKER, H D 

Duke Power Co 4pp 18576 154 24X Fiche 50-269,83/04/28, 

0305200103 


--8305200106 Safety evaluation re standby shutdown facility Design 
acceptable except on availability of source range flux 
monitor S, steam generator pressure indication 
4 Office of Nuclear Reactor Regulation, Director 83/04/28 
17pp 18 576 150 24 X Fiche 50-969.03/04/28.0305200103 


8309020455 Generic Ltr 03-19 to all power reactor 6 testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 6vc list encl 

EISENHUT, D G Divlcton of Licensing 03/09/02 Consolidated 
Edison Co of New Vork, Inc 50pp 18441 120 24X 

Fiche 50-000,83/09/02,8305020455 
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□303040369 Natl f I cation of Q30906 010611119 Ouners Oroup in 

BethesdO' ftD to dtacusi core barrel folluie at Rancbo Seco !< 
Cr<i«t 4 [ River 3, Future plons for resolving problem *< 
jul t i f ica 1 1 on for continueil operation 

MINER<S Operating Reactors Branch 4 83/03/03 STOLZi J 

Operating Reactors Branch 4 8 pp 18393 093 34K 

Fiche 30-00O.B3/09/O2, e303040363 


8309180034 Foruards Amends 121.131 /• 118 to Licenses OPR-OS. DFR-47 ft 
DPR-33i reap ective Ig. safety evaluation & notice of issuance 
4i availability Amends revise Tech Specs to delay certain 
surveillance requirements until nest refueling outage 
erSEHHUT.DC Division Of Uicensins 33/09/03 TUCKER. H B Dolce 
Pouer Co 3pp 18499 343 34X Flche 30-269. 83/03/09. 8309180034 


—8309180043 Amends 131.131 6 IIB to Licensef DPR-38. DPR-47 b OPR-99. 
resp ec tive 1 y. rsvl si ng Tech Specs to delay certain 
surveillance requirements until nest refueling outage 
STOLZ.O F Operating Reactors Branch 4 83/03/03 81pp 

18499 348 a4K Fiche 30-269.83/03/03.8309180034 


— 8309180039 Safety evaluation supporting Amends 131.121 b 118 to 
Licenses DPR- 38. DPR -47 & 0PR-S9> respec t( ve 1 y 

* Office of Nuclear Reactor Regulation. Director 83/09/03 9pp 
18499 369 34 X Fiche 30-369.83/03/09.8303180034 


— a3091B006Q Notice of issuance 6 aval lei) 1 1 Ity Of Amends 121.131 S> 118 to 
Licenses DPR-3a. DPR-47 6 DPR-99. respec tlve ly 
OTDLZ. J F Operating Reactors Branch 4 B3/09/09 3pp 

18499 374 34X Fiche 30-369.83/03/09.3309180034 


830&0906S9 Oeneric Ltr 83-30 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUr.D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co af Naoi Vorl. Inc I 6 pp 18627 193 34X 

Fiche 90-000.83/09/09.8309090699 


6309180131 Foruards request far add! info re details on void formation 
during natural circulation cool down. p er B10S03 Oeneric Ltr 
81-31 Response dtd 811103 inadequate 

sroLZtO F Operating Reactors Branch 4 83/09/09 TUCKER. H 0. 

Duke Power Co 4pp 13502 344 34 X Fiche 90-369.83/05/09. 

8309180191 


8303130029 Submits info supporting determination that critical path 
outage time could be saved if containment purging commenced 
at RCS temp betueen 3S0 F b 239 F rather than present 300 F 
Preparation of proposed Tech Specs re purging in progress 
TUCKER. H 0 Duke Pousr Co 83/09/10 DENTON. M R Office of 
Nuclear Reactor Regulation. Director STOLZ. O F Operating Reactors 
Branch 4 3pp 10437 134 24X Fiche 30-269.83/05/10.8309130029 


8309230499 Notification of 830608 meatlng w/uti I in Bethesda.HO to 
discuss forthcoming appeal meeting re staff positions for 
standby shutdoun facility Process monitoring instruments 
& source range flu* monitors to be addressed 

8 UERKANN.J F Operating Reactors Branch 4 83/05/16 ST0LZ.3 F 

Operating Reactors Branch 4 2pp 10941 274 24X 

Fiche 30-000.83/05/16.8309230499 


6309390479 Foruards responsss to 830411 ltr re environ qualification 
of safety-related electrical equipment Justl f Icati on for 
continued operation, per NUREO-0737, THI Action Item tl il 4 
provided Response to IE Bulletin 79-OID lui 1 1 be revised 
TUCKER. H B Duke Fouer Co 83/09/19 DENTON. H R Office of 
Nuclear Reactor flcgirlation. Director STOLZ.vl F Licensing Branch 
4 S7pp 18599 005 34X Fiche 90-369,83/05/19.8303330479 


8309370339 Application to amend License Dpn-38. Chang i ng core protection 
safety I Imi ts. protect! ve sys max allouable setpoints b rod 
position limits 

TUCKER, n B Dole ppuBr Co 03/05/19 DENTON, H H Office of 
Nuclear Reactor Regulation. Director STDLZ.J F Operating Reactors 
Branch 4 4pp 18641 324 24X Fiche 30-269. 83/09/19, 8309370299 


— 83D9270279 Proposed Tech Spec changes re core protoctlon safety lioiits, 
protective sys max allouabie setpoints b rod position 
limits 

* Duke Power Co 83/09/19 |7pp 1B64I 388 34 X 

Fiche SO - 269. 83/09/ 1 9 , 83032 70259 


— 8305270294 “Oanerlt Startup Physics Test Program " 

• Duke Fouer Co 83/03/31 22pp. 18641 245 24X 

Fiche 50-869,83/09/19.0309370239 


—8309370309 “Oconee Unit I Cycle B Reload Rept " 

* Babcock b UiUoz Co 0AH-I774 83/03/29 46pp 18641.267. 

S4X FUhi 50-369.83/09/19,8309270299 


S3093I00S1 Submits addl info re eaf ety-rs lated environ qualification of 
electrical equipment, per 10CFR9O 49<g> b IE Bulletin 79-OlB 
Electrical isolation provided for all reactor protective sys 
b engineered safeguards protective sys 

TUtKER.H B Duke Power Co 83/05/20 DENTON, H H Office qf 
Nuclear Reactor Regulation, Director 3pp 15699 133 34X 

Fiche 50-369,63/09/20,8309310031 


0309310083 Forwards 0ER based on review of mechanical response to 
primary coolant sys subjected to asymmetric LOCA loads 
Util aesessment of asymmetric loads problem acceptable 
STOLZi J F Operating Reactors Branch 4 83/09/20 TUCKER, H 8 

Duke Power CP 2pp 18662 311 S4X Fiche 90-269.83/09/20, 
8305310083 


—8309310069 Safety evaluation accepting util analysis of asymmetric LOCA 
loads Reasonable assurrance that reactor can be brought to 
cold shutdoun safely provided 

« Operating Reactors Branch 4 83/03/20 74pp 18662 313 S4X 

Fiche 50-369. 83/0 5/ 20, 6 3093 1 00 33 


Q Inspection reports, IE Bulletins b correspondence 


8309200303 Forwards order Imposing civil monetary penalties trenafflitted 
to licensee on d210t2i for transmittal to Ofc of FR for 
publication U/o end 

AXELRAD, U A Director's Office, Office of Inspection and 
Enforcement 83/10/19 Docketing b Services Branch Ip 
18917062 24X Fiche 90-369,82/10/19.8303200303 


8309200944 Submits addl response to BS0629 notice of violation, per NRC 
831012 request Directive 429. "Procedure for Implementing 
Independent Verification Requirements." will be revised 
Payment of civil penalty end 

TUCKER. H 0 Duke Power Co 02/ 1 1/11 DEVOUNO, R C Director's 
Office, Office of Inspection and Enforcement 4pp 16919 396 S4X 
Fiche 90- 269. 83/ 1 1 / 1 1 . 0309200944 


8312060385 IE Info Notice 83-14, "Deuatered Spent Ion Eschange Resin 
Susceptibility to Exothermic Chemical Reaction “ Bvc list 
and 

TAYLOR. J M Division of Safeguards b Inspection Programs {Post 
830103) 93/03/21 Consol i dia ted Edison Co of New York, Inc 

112pp I830B 319 24X Fiche 30-000.83/03/21.0212060309 


8309270403 Forwards IE Insp flepts 50-269/03-08.90-270/83-08 b 
90-237/83-08 on 030311-0310 No nencomp 1 lance noted 
OANCE.K C Division of Project & Resident Programs 83/04/09 
TUCKER. H a Duke Power Co 2pp 10643 33t 24X 

Fiche 90-26 9,83/04/09, 630537040 3 


—6303270411 IE Insp flepts 90-369/63-00,50-270/63-08 b 90-387/03-08 on 
830311-0310 No noncofflp I lance noted Major areas inspected 
Qpfrations. surveillance testing. malnt, event rept review 
b emergency procedure review 

BRYANT. J . FALCONER. D Region S, Office of Director, 
lONATCNIS. A J Division of Project b Resident Programs 83/04/04 

ISpp 18643 333 24X Fiche 90-369,03/04/09,6309270403 


6309270497 Forwards IE Insp Repts 90 - 369 / 83 - 09 , 90 - 270 / 83-09 b 
30-287/83-09 on 030308-11 No none omp 1 lance noted 
DANCE, H C Olvlslon of Project & Resident Programs 83/04/09 
TUCKER, H B Duke Power Co 3pp 18646 192 34X 

F 1 e h 0 3 0-269, B3/04 /09, 6305270497 


—0303270318 IE Insp Repts 90-269/03-09,90-370/83-09 b 30-8B7/83-09 an 
830300-11 No noncompliance noted Major areas Inspected 
NUREG-0737, Items 11 B 3, "Plant shielding Hods" b II B 3, 
"Post-Accident Sampling 6 ys " 

COLLINS, T R , BARR.K P Region 2, Office of Director B3/04/O1 
7pp 16646 194 24X Fiche 50-269.83/04/09.8309370497 


S30304002I IE Info Notice 83-21, "Defective Emergency Uee Respirator " 
Svc list end 

slORDAN, E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Ine 126pp 10439 199 24 X Fiche 90-000, 83/04/19, 0303040021 


8303040023 IE Info Notice 03-82, •'BWR Safety/Rel 1 ef Valve Failures " 

5VC lilt end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Past 830103) 83/04/22 Consolidated Edison Co of Neiir 

York. Inc I12pp 18383,069 a4X Fiche 90 - 000 , 83 / 04 / 22,8303040023 


0303040025 IE Info Notice 83-33, "Inoperable Containment Atmosphere 
Sensing 6 ys " Svc list and 

JORDAN, E L Division of Emergency Preparedness b Enginaerlng 
Response (Fast 030103) 03/04/29 Consolidated Edison Co of New 

York. Inc 119pp 18381 291 24X Fiche 90-000,83/04/29.8303040039. 
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B3Q3040026 IE Info Notice B3-24. "Uaote Parte in Seeondarij Side of 
Steam Oenerators at PNEe " 5vc list end 

JORDANiE L Division of Emergency Preparedness Engineering 
Response (Post 830103) S3/04/28 Consolidated Edison Co cf Neu 

Vorkt Inc 1 ISpp 18302 047 24)(Flche 50-000.83/04/28.8303040026 


8303040027 IE Info Notice 03-25. "Standby Oas Treatment 3gs Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAH.E L Division of Emergency Preparedness 6 Engineering 
Responee (Post 830103) 83/04/28 Consolidated Edison Co of Neuj 

Yopkt Inc liepp 1B3B2 165 24X Flche 50-000,03/04/28,0303040027 


0303040020 IE Info Notice 83-26, "Failure of Safety/Rei lef Valve 
Otsctiarge Line Vacuum Breakers " Svc list end 
JOROAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

Vork< Inc 122pp 18441 170 24)( Flche 50-000,83/05/03.8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eiiulpinant ” Svc list end 

JORDANrE L Division of Emergency Preparedness i< Engineering 
Response (Pnst 830103) 83/05/04 Consolidated Edison Co. of Neu 

york> Inc 112pp 18382 202 24X Fi che 50-000, 83/05/04, 0303040030 


8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list end 
JORDAN, B L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

v«rk. Inc 119pp 18441 001 24X Flche 50-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Oeformatlon ” 8ve list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York, Inc 115pp 10523 248 24X Flche 50-000,83/05/06,0303040033 


0305270326 Forwards IE Insp Repts 50-269/03-13,50-270/83-13 «< 
30-287/03-13 on 830311-0410 No noncomp 1 lance noted 
DANCE, H C Division of Project i Resident Programs 83/05/06 
TUCKER, H B Duke Power Co 2pp 18641 i42 34X 

Flche 50-269,83/05/06,8305270326 


— B3OS27033Q IE Insp Rspts 50-269/83-13,50-270/83-13 U 50-207/83-13 on 
03O3H-O41O No noncomp I lance noted Major areas inspected 
survilllance testing, malnt t< operations annual emergency 
drill 

BRYANT. J . FALCONER, D Region 2, Office of Dtrectr- 

BROHNUEB, V L Division of Project «, Resident Programs 83/05/06 

9pp. 10641 144 24X Flche. 50-269, 83/05/06, 8305270326 


9308270374 Forwards IE Insp Repts 50-269/83-10,50-270/83-10 t. 
50-287/83-10 on 830405-06 No noncomp 1 1 anc e noted 
DANCE, H C Division Of Project t. Resident Programs, 83/05/06 
TUCKER. H B Duke Power Co 2pp 18643 Oil 24X 
Flche. 50-269, 03/05/06, 8305270374 


— 8303270387 IE Insp Repts 50-269/83-10,50-270/83-10 i, 60-287/83-10 on 
830405-06 No noncomp I ianee noted Major areas inspected 
emergency preparedness eierdse 

HUFFMAN,© N Region 2, Offlea of Director JENKINS. 0 R Division 
of Emergency Preparedness & Materials Safety 83/05/03 lOpp 
18643 013 24X Flche 50-269,03/05/06,8305270374 


0303040034 IE Info Notice 83-30, "Misapplication of Oenerle Emergency 
Operating Procedures (EOP) Ouidelines " Svc list end 
JORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 24X Flchs 50-000,03/05/11,8303040034 


0305270425 Forwards IE Enforcement Conference Repts 50-269/83-12, 
50-270/03-12 «, 50-237/83-12 on 830323 «< 0419 No 
noncompllanee noted Concern r# open preasuri ration line test 
valve on Unit 3 discussed 

O'REILLY, J P Region 2, Office of Director 83/05/1! TUCKER, H B 
Duka Power Co 2pp 18642 280 24X Fiche 50-269,83/05/11, 

8305270425. 


—8305270435 IE Enforcsmsnt Conference Repts 50-269/83-12,50-270/03-12 
4c 50-287/63-12 on 830323 it 0419 Major areas discussed open 
prassurliatlon line Isolation valve on emergency hatch on 
830317 it corrective actions 

DANCE, H C Division of Project & Resident Programs 63/05/10 
5pp 18642*282 24X Fiche 50-269,03/05/11,8305270425 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Progrem " 
Svc list end 

JORDANiE L Division of Emergency Preparedness 4c Englnssrlng 
Ratponse (Pest 830103) 03/05/19 Consolidated Edison Co of Nsu 

York, Inc ll4pp. 18697 009 24X Flche 50-000,03/05/19,0303040040 


8305310081 Submits addl info re safety-related environ i^ua 1 if 1 cation of 
electrical equ i pmen t, p er lOCFRSO 49 ( 9 ) i IE Sulletin 79-OlB 
Electrical isolation provided for all reactor protective sys 
& engineered safeguards protec tlvc sys 

TUCKER, H D Duke Power Co B3/0S/2O DENTON, H B Office of 
Nuclear Reactor Regulation, Director STOLZ. J F Operating Reactors 
Branch 4 3pp 186SS 123 24X Fiche 50-269,83/05/20,8305310081 


8303040046 IE Info Notice 03-33, "Nonr epresenta t ive Sampling of 
Contaminated Oil " Svc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 330103) 83/05/26 Consolidated Edison Co of Neu 

York, Inc I I4pp 10647 007 24X Fl Che 50-000,83/05/26.8303040046 


R Periodic operating reports it related correspondence 


8305170455 Forwards monthly operating repts for Apr 1983 

TUCKER, H D Duke Power Co 83/05/13 Director's Office. Office 
of Inspection and Enforcement ip 16470 142 24X 

Fiche 50-269,83/05/13.8305170455 


—8305170460 Monthly operating repts for Apr 1903 

REAV13, J A Duke Power Co 83/05/13 16pp 18470 143 2 4X 

Flche 50-269.03/05/13,0305170455 


S Reportable occurrences, LERs it related correspondence 


0109040024 PND-1 1-ai-052A on 810715, uh 1 le performing reactor vessel 
insp w/remotB video cameras, loose parts discovered in 
bottom of vessel Parts identified as missing from internal 
vessel structures Caused by corrosion fatigue 

BRYANT, J C Region 2, Atlanta, Office of the Director (81/03/011 
01/08/07 ip 18326 300 24X Fte he 3D-269, 81/08/07, 8109040024 


8305050341 Forwards AEOD/E305i "Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors b/or 
Improper Limit Switch/Torque Switch Adjustment " Ript should 
be forwarded to NRR, RES 4, IE 

BROUN, E J , ASHE, F 8 Reactor Operations Analysis Branch 83/04/13 
SEVFRITfK V Reactor Operations Analysis Branch 2pp 18352 051 
24X Fiche 50-000,83/04/13.8305050341 


—8305050353 "Inoperable Motor Operated Valve Assemblies Due to Premature 
Degradation of Motors tt/or Improper Limit Switch/Tnrque 
Switch Adjustment," AEOD engineering evaluation rep t 
BRQNN, £ J , ASHE, F S Director's Office 83/04/13 7pp 
18352 053 24X Fiche 50-000,83/04/13,8305050341 


8305230573 Forwards engineering evaluation rept, "Cracks & Leaks in 
Small Dlame ter Piping " 

CROHN, E J Reactor Qperatlans Analysis Branch 83/04/19 
SEYFRIT.K V Reactor Operations Analysis Branch tp 18541 342 
24X Flche 50-000,83/04/19.8305230573 


—8305230619 "Cracks L Leaks in Small Diameter Piping, “ anglnsel'lng 
evaluation rept Small pipe leaks associated w/unant icipa ted 
vibration problems require addl supports or rerouting of 
piping 

DROHN, E J Reactor Operations Analysts Branch 83/04/19 9pp 
10541 343 24X Flche 50-000,83/04/19.8305230573 


8305170324 Forwards LER B3-012/0iT~0 Detailed event analysis end 
TWCKBR,H B Duke Power Co 83/04/22 O'REILLV. JP Region 2. 
Office of Director 4pp 18465 227 24X Flche 50-269.03/04/22, 

8305170324 


—8305170330 LER B3-012/0kT-0 on 030408. emergency discharge valve to 
Keowee Tallrace CCW-a opened w/o command, rendering condenser 
circulating uater emergency discharge sys Inoperable Caused 
by shorted conductor Conductor replaced 

PETTY, J C Duke Power Co 03/04/22 Region 2. Office of 
Director ip 18465 231 24X Flche 50-269,83/04/22,8305170324. 


8305110324 Part 21 rept re Type SA-1 Class IE relays Silicon controlled 
reetlfler (SCR) in trip output circuit may cause random trip 
output Westlnghouie corrective action includes replacing SCR 
u/burn-ln SCR 

DUVALL, D D Broun Doverl Carp (subs Brown Doverl 6 Co. ■ Ltd ) 
83/04/27 STELLD.V Director's Office, Office of Inspection and 
Enforcement Spp 18393 278 84X Fiche 50-000,83/04/27,8305110324 


030 5050 254 ROs 269/83-10 & 287/03-04 re 821212 L 830303 loss of 
containment integrity Mgt audit in progress Summary list of 
completed L remaining act 1 vitles, u/pro jected completion 
dates, enc 1 

TUCKER, H D Duka Power Co 83/04/29 O'REILLY, JP Region 2, 
Office of Director 15pp 18338 001 24X Flche 50-269,03/04/29, 

8305050254 
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e303l70S61 Forwards updated LER 83-0 1 S/OIT- 1 Detailed evert analysis 
cnc I 

TUCKEfl.H C Duke PoLrer Co 83/'O5/'0S 0 'BEILI-V'. J P Rejion 2. 

Office of Director 2fp 18468 125 24* Flche 50-269. sa/OS/OS. 

6303170563 


"0303170566 Updated LEO 03-OI2/O1T-1 or 830431 , erne rg e r c y discharge valve 
to Heouee Ta] Irate CC<4-8 opened u/o commatid. render 1 rg 
caodansap circulating ureter ediergency discharge sys 
Inoperable Caused by component falluie 

petty. J C Dule Pouer Co 63/03/05 Region 2. OPflce of 
Director Ip 13468 137 24* Fiche 50-269,63/05/03,8305170361 


63952305S6 Not i f 1 es that noble gas mam t or -s tac I high-range radiation 
nan 1 tor <NUflEi!-0737. 1 ten II F 1*1)) reported as being 
operable in 630318 order, became inaperable on 930426 Caused 
by maisture contamination New monitors ordered 

TOCKES.H D Duke Power Co 93/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOUZ,J F Operating Reactors 
Branch 4 app 18300 103 rdXFlctie 50-269,83/09/19.0305230536 


DOCKET 90-270 OCONEE NUCLEAR STATION. UNIT 2 


F Security, nodical, emergency 4 fire protection plans 


S309270326 Far wards IE Insp Repts 50-269/93-13,50-270/63-13 6 
30-207/83-13 on 830311-0410 Ho noncompliance noted 
DANCE) H C Division of Project U Resident Programs 83/05/06 
TUCKER.H 0 Duke Power Co 2pp 18641 142 24X 

Flche 30-269.03/09/06,9303270326 


--830927033S IC Insp Repts 90-269/83-13,50-270/83-13 30-207/63-13 on 

SO-Odll-OdlO No noncompl lance noted Major areas Inspected 
suTval llance test ing. maint L operations Z. annual emergency 
drill 

BRYANT, U Region 2. Office of Director 63/03/06 9pp 
10641 144 24* Ft the 30-269,83/05/06,6309270326 


9309270374 Forwards IE Insp Repts 90-269/93-10,50-270/63-10 fc 
30-207/83-10 on e3O4O5-0'6 No none omp 1 1 a nc e noted 
DANCE.H C Division of Project 6 Resident Programs 93/09/06 
TUCKER.H B Duke Potuor Co 3pp 18643 Oil 24* 

Fiehe 30-269, 83/03/06,8305270374 


--03O527O3B7 IE Insp Repts 50-269/83-10.80-270/63-10 tk 30-287/83-10 on 
930403-06 No noncompliance noted Major areas Inspected 
Bisergency preparedness eierclse 

IIUFFMAN.ON Region 2, Office of Director 93/09/03 lOpp 
18643 053 24* Flcfie 90-269,63/03/06.8305270374 


S305110034 Generic Ltr 93-21 to all licensees of operating reactors, 
applicants for QUs & holders of CPs re clarification of 
access to control procedures for laup enforcement visits 
8vc list end 

ElSENHUr.DO Division of Licensing 83/03/11 Consolidated 

Edison C)i of (ieui York, Jnc 16pp ISS40 093 24* 

Fiche 50-000.93/05/11,6309110034 


J Insurance & indemnity information 


8303260261 Forward* Endorsements 55 8< 96 to MAELU Policy MF-61 6 
Endorsement 73 to NELIA Policy NF-IB3 for Oconee Nuclear 
Station 5 Endflrsemants 25 6 20 to NELIA Policy NF-24e 4 
HAELU Policy MF-lOl. respec tively, for McGuire 

LAWSDN.l. r Duke Power Co 83/03/20 SALTZMAN, J Office of 
Resource Management, Director 19pp 19626 120 24* 

riche 50-000.83/05/20.6308260261 


P Operating license stage documents 6 correspondence 


83OSO7OO70 Forwards Amends 120,120 6 117 to Licenses DPR-3B. OPR-47 & 
DPR-SSi rosp oct Ive 1 y. safety evaluation P- notice of issuance & 
availability Amends revise Tech Spec wlthdrai/at schedule 
for reactor vessel surveillance capsules 

CONNER. E L Dperatlng Reactors Branch 4 83/04/15 TUCKER.H D 

Duke Power Co 4pp 10381 140 24X Fiche 50-269.83/04/18. 

8305090076 


— S305090111 Amends 120,120 S> 117 to Licenses DPft-3a. DPR-47 N DPR-55r 
respectively, revising Tech Spec withdrawal schedule for 
reactor vessel surveillance capsules 

STOLZ, JF Operating Reactors Oraneh 4 83/04/15 Bpp 

10381 144 24X Fiche 50-269,83/04/13,0308090076 


—0305090124 Safety evaluation supporting Amends 120,120 N 117 to 
Licenses OPfi-30i CPR-47 4 DPR-5S, reip eet iva ly 

• Office of Nuclear Reactor Regulation. Director 83/04/19 2pp 
10301 tS2 24X Fiche 50-269, 93/04/ 1 5, 0303090079 


—8303090133 Notice of Issuance 4 availability of Amends 120.120 Ic Ii7 
to Licenses DPR-3a, DPR-47 1, DPR-39, respec tively 
STOLZ, U F Operating Reactors Branch 4 83/04/19 3pp 

18301 154 24* Fiche 90-269,83/04/13,0303090078 


0305130294 Forwards safety evaluation 4 Franklin Research Ctr teehnicit 
evaluation rept, "Control of Heavy Loads (C~10l . Oconee 
Nuclear Power Station, Uni ts 1,2 4 3'' Phase 1 actions 
acceptable per NUREG-0612 

STOLZ, J F Operating Reactors Branch 4 63/04/20 TUCKER.H 0 

Duke Power Co 3pp 18457 179 24X Fiche 30-269,83/04/20. 

9303130294 


—8309130296 Safety evaluation supporting Phase I actions re control of 
heavy loads (NURE0-06t2) 

» Office of Nuclear Reactor Regulation, Director 83/04/20 Ip 
19437 162 24* Fiche 90-269,83/04/20,6309130294 


— 0304070286 "Control of Heavy Loads <C-10I, Oconee Nuclear Power Station 
Units 1,2 & 3," technical evaluation rept 
ROBERTS, 3 Franklin I ns 1 1 tute/Fran k 1 1 n Research Center 
NRC-03-81-130 TER-C9906- 374/373/37 83/03/31 CLEMENSON.F NRC 

- No Detailed Affiliation Given 26pp 16437 103 24X 

Fiche 30-269,03/04/20,0305130294 


8303090608 Forwards safety evaluation in support of continued PUR 
operation w/Dresser primary safety valve* re TMI Action Item 
II D I EPRI data on tests of certain models of Dresser 
safety valves under review on generic basis 

STOLZ, J F Operating Reactors Branch 4 83/04/27 TUCKER.H B 

Duka Power Co 2pp 16367 lit 24* Fiche 90-269,83/04/27, 
0309090608 


0309040964 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 830209 ltr 
Submittal constitutes final revised offsite dose calculation 
manual 

TUCKER.H 0 Duke Power Co 03/04/28 DENTDN, H R Office of 
Nuclear Reactor Regulation, Director STOLZ. U F Operating Reactors 
Branch 4 Ip 1S320 063 24X Fiche 90-869,03/04/26,6309040964 


—8305040960 App A to, "Oconee Nuclear Station Sits Specific Info " 
« Duke Power Co 03/04/20 32pp 18320 084 24* 

Fiche 30-269,83/04/28,0305040564 


0305200103 Forwards safety evaluation on standby shutdown facility 
Design meets requirement*, eicep t for process monitoring 
instruments for source range flu* monitoring N steam 
generator pressure indication 

STOLZ, J F Operating Reactors Branch 4 83/04/20 TUCKER.H B 

Duke Power Co 4pp 18376 184 24X Fiche 80-269,83/04/28, 

8305200103, 


— 8309200106 Safety evaluation re standby shutdown facility Design 
acceptable eicept on availability of source range flu* 
monitor 6 steam generator pressure indication 
* Office of Nuclear Reactor Regulation, Director 83/04/28 
17pp 10376 150 24X Fiche 50-269, 03/04/28. 8309200103 


0305020455 Generic Ltr 83-19 to all power reactor t, testing lieensaes 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EISENHUT. 0 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc SOpp 18441 120 24X 

Fiche 50-000,03/05/02,0308020458 


8303060365 Notification of 930506 meeting u/BNW Owners Group in 
Bethssda.MO to discuss core barrel failure at Rancho Seco N 
Crystal River 3, future plans for resolving problem & 
justification for continued operation 

MINER. 8 Operating Reactors Branch 4 83/03/02 STOLZ, J 

Operating Reactors Branch 4 2pp 18333 092 24X 

Fiche 30-000,83/09/02,0303060365 


B3OS10OO34 Forwards Amends 121,121 i, 110 to Licenses DPR-3a, DPR-47 * 
DPR-S5. respec tively , safe ty evaluation U notice of issuance 
ii availability Amends revise Tech Specs to delay certain 
surve 1 1 lance requirements until next refueling outage 
EISENHUT, D G Division of Licensing 83/09/03 TUCKER.H 8 Duke 
Power Co 3pp 18499 248 24X Fiche 30-269,83/05/09.8309100034 


—9309100045 Amends 121,121 t, 110 to Licenses DPR-3B, DPR-47 *■ DPR-9S. 
respec tively, revi sing Tech Specs to delaij certain 
surveillance requirements until next refueling outage 
STOLZ, J F Operating Reactors Branch 4 03/05/03 2Ipp 

19499 249 24X Fiche, 90-269, 83/03/09. 0303180034 


— 8309180039 Safety evaluation supporting Amends 121.121 t, 110 to 
Licenses DPfi-30, DPR-47 N DPR-99, respec t lye ly 

* Office op Nuclear Reactor Regulation, Director 83/09/09 Spp 
18499 267 24X Fiche 80-269,03/09/03.0309190034 
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— 8309180060 Notice of iisuonco t> ava 1 1 at 1 1 itij o|: Amends IS'l.iSl & 116 to 
Licenses DPR-30, DPH-47 & DPR-33, rospsc 1 1 ve lij 
STOLZi J F Operating Reactors Dranch 4 83/05/09 2pp 

18499 274 24X Fiche 30-269,83/09/05.8303180034 


S309090699 Oeneric Ltr 83-20 to all operating reactor licensees b 
Aoldere of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT.D 0 Division of Licensing 83/03/09 consolidated 
Edison Co of Neu York. Inc 16pp IS627 193 24X 

F I c h e 30-000. 83/03/09, 83030906 39 


9303180191 Foruards request for addl info re details on void formation 
during natural circulation cooldoun.per 810309 Oeneric Ltr 
81-21 Response dtd 811109 inadequate 

STatZ.ii F Operating Reactors Dranch 4 03/03/09 TUCKER. H D 

Duke Pouer Co 4pp 10902 344 24X Fiche 30-269,83/09/09. 

8309180191 


8309130029 Submits info supporting determination that critical path 
outage time could bo saved if containment purging commenced 
at RCB temp betueen 290 F ti 229 F rather than present 200 F 
Praparatlon of proposed Tech Specs re purging in progress 
TUCKER. H 8 Duke Pouer Co 83/09/10 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZiJ F Operating Reactors 
Branch 4 2pp 18437 134 24X Fiche 90-269.83/03/10.8303130029 


8303230499 Notification of 830608 meeting u/utll in Dethesda.HO to 
discuss forthcoming appeal meeting re staff positions for 
standby shutdoun facility Process monitoring instruments 
& source range fluk monitors to be addressed 

SUERMANN, J F Operating Reactors Dranch 4 83/03/16 STOLZ.J F 

Operating Reactors Branch 4 2pp 18941 274 24X 

Fiche 90-000,83/03/16,8305230499 


8309290479 Forieards responses to 830411 ltr re onvlron qualification 
of saf aty-rolatod alectrical equipment Justification for 
continued operation, per NURE0-0737i TNI Action Item II B 4 
provided Response to IE Bulletin 79-OIB uili be revised 
TUCKER. H B Duke Power Co 83/09/19 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 8TOL2, J F Licensing Dranch 
4 27pp 18989 009 24X Fiche 90-269,83/09/19.8309290479 


8309310081 Submits addl info re safety-related environ qualification of 
•Icctrtcal equipment, per tOCFR90 49(g> V IE Bulletin 79-OlB 
Electrical isolation provided for all reactor protective sys 
tc engineered safeguards protective sys 

TUCKER, H B Duke Power Co 83/09/20 DENTON. H R Office of 
Nucleer Reactor Regulation. Director 3pp 18693 123 24X 

Fleha 90-869.83/09/20, 83033 10081 


8309310083 Forwards 8ER based on review of mechanical response to 
primary coolant tys subjected to asymmetric LOCA loads 
Util assessment of asymmetric loads problem acceptable 
3T0LZ.J F Operating Reactors Branch 4 83/09/20 TUCKER. H Q 

Oukt Power Co 2pp 18662 311 24X Fiche 90-269.83/09/20. 

8309310083 


— B3033100B9 Safety evaluation accepting util analysis of asymmetric LOCA 
loads Reasonable assurranee that reactor can be brought to 
cold shutdown safely provided 

a Operating Reactors Dranch 4 83/03/20 74pp 18662 313 24X 

Fleha 90-269. 83/03/20. 830 9310083 


0 Inspection reports. IE Bulletins 6 correspondence 


8212060389 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Sutetp tl b 1 1 1 ty to Ekothermlc Chemical Reaction " Svc list 
end. 

TAYLOR, J M. Division of Safeguards 6 Inspection Programs (Post 
830103) S3/03/21 Consolidated Edison Co of New York. Inc 

112pp 18308 319 24X riche 30-000.83/03/21,8212060365 


8305270403 Forwards IE Insp Repts 90-269/03-08.50-270/83-08 6 
30-207/83-08 on 830211-0310 No noncomp 1 lance noted 
OANCE.H C Division of Project ti Resident Programs 03/04/05 
TUCKER, H B Duke Power Co 2pp 18642 321 24X 

F t C h i 30-269, 03/04 /09 , 0305270 403 


— S3052704U IE Insp Repts 30-269/83-08,30-270/83-08 6 50-207/03-00 on 
830211-0310 No noncompliance noted Major areas inspected 
operations, survcl 1 lance testing. malnt. event rept review 
6 emergency procedure review 

BRYANT, J . FALCONER, D Region 2. Office of Director 
lONATONIO. A J Division of Project t> Resident Programs 83/04/04 
IRpp 18642 323 24X Fiche 30-269,83/04/09.8303270403 


8303270497 Forwards IE Insp Repts 50-269/83-09,90-270/83-09 & 
90-287/83-09 on 830308-11 No none ompl lance noted 
OANCE.H C Division of Project 6 Resident Programs 83/04/03 
TUCKER. K B Duka Power Co 2pp 18646 192 24X 

Fiche 90-269, 83/04/09, 8303270497 


—3303270918 IE InSp Repts 50-269/83-09,30 370/83-09 A 90-287/83-09 on 
630300-11 No none amp 1 1 anc e noted Major areas inspected 
NUnEa-0737. I terns H D 2. "Plant Shielding Mode" t> II B 3. 
“Post-Accident Sampling! Sys " 

COLLINS. T R , BARR. K P Region 2, Office of Director 83/04/01 
7pp 18646 194 24 X Fit he 90-269, 83/04/09, 8305270497 


8303040021 IC Info Notice 33-21, "Defective Emergency Use Respirator 
Svc list end 

JORDAN, C L Division of Emergency Preparsdnees {. Engineering 
Response (Post 830103) 83/04/15 Conselidated Edison Co of New 

York, Inc 126pp 18435 195 24X Fiche 50-000.83/04/15,8303040021 


8303040023 IE Info Notice 83-32. "DWR Safety/Relief Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll3pp 18383 089 24X Fiche 90-000.83/04/22.8303040023 


B30304002S IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end 

JORDANtE L Division of Emergency Preparedness 6 Engineering 
Response (Post 330103) 83/04/25 Consolidated Edison Co. of Ne(U 

York. Inc U9pp 18381 291 24X Fiche 90-000.83/04/29,8303040023 


8303040036 IE Info Nolle b 03-24, "Loess Parts in Secondary Side of 
Steam Generators at PURs " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 113pp 18382 047 24 X Fiche 5D-000. 83/04/28. 8303040026 


0303040027 IE Info Notice 93-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, tnc 1 lepp 18382 163 34X Fiche 90-000,83/04/28.8303040027 


0303040028 IE Info Notice 03-26. "Failure of Saf e ty /Rel is f Valve 
Dlschaige Line Vacuum Breakers " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/03 Consolidated Ediso.n Co of New 

York. Inc I22pp 18441 170 24X Fiche 90-000,83/09/03.8303040028 


9303040030 IE Info Notice 93-27. "Operational Response to Events 
Concerning Deliberate Acta Directed Against Plant 
Equipment " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/03/04 Consolidated Edison Co of New 

York, Inc ll2pp 18382282 24X Fiche 90-000.83/03/04,8303040030 


8303040031 IE Info Notice 83-28. “Criteria for Protective Action 
Recommendations for Oaneral Emergencies ” 9vc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York, Inc I19pp 18441 001 24X Fiche 30-000,83/05/04.8303040031 


B303040033 IE Info Notice 03-29, "Fuel Dlnding Caused by Fuel Rack 
Deformation “ Svc list oncl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/09/06 Consolidated Edison Co of New 

York, Inc I19pp 18323 248 24X Fiche 90-000.83/05/06.8303040033 


6303270326 Forwards IE Insp Repts 90-269/83-13,50-270/83-13 1, 
90-807/83-13 on 330311-0410 No noncomp 1 lance noted 
DANCEfH C 01 Vi Sion of Project b Resident Programa 83/09/06 

TUCKER, H B Duke Powar Co 2pp 18641 142 24X 

Flclia 30-269,03/09/06,8305270326 


■8309270338 IE Insp Repts 90-269/83-13.90-270/03-13 fc 90-287/83-13 on 
830311-0410 No noneompl lance noted Major areas inspected 
surveillance testing, maint 6 operations 6 annual emergency 
drill 

BRYANT, J . FALCONER, D Region 2, Office of Director 
8R0WNLEC.V L Division of Project b Resident Programs 83/05/06 
Vpp 18641 144 24X Fiche 90-269.83/03/06.8305270326 


8303270374 Forwards IE Insp Repts 90-269/83-10.30-270/83-10 b 
90-887/83-10 on 830409-06 No ■noncomp I lance noted 
DANCE, H C Division of Project b Resident Programs 83/09/06 
TUCKER, H a Duka Power Co 2pp 18643 011 24X 

Fleha 30-869.83/03/06.0303270374 


--0303270307 IE Insp Repts 30-269/83-10,50-270/83-10 & 30-287/83-10 on 
830409-06 No noncomp 1 lance noted Major areas Inspected 
emergency preparedness crercise 

HUFFMAN. ON Region 2. Office of Director JENKINS, G R Division 
of Emergency Preparedness b Materials Safety 83/03/03 lOpp 
18643 013 24X Fiche 90-269,03/09/06.0309270374 
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8303040034 IE Info Wotlce 83-30- “HI sapp 1 1 c-at ion of Oensric Eflergeney 
Operating Proc«ilures (EOP) Ovideliives “ Sve lis( snci 
JORDAN- E L Ojvliion of Emiergancg Preparedntss !< Enginserlng 
Response (Post 830103) 03/-O5/II Corsollda torf Edison Co of Neiu 

Vart. tnc 114pp 18324 003 24X Fiche 30-000- B3/0S/ It « 8303040034 


830SS7042S Eori-iards IE Enforcornent Conference Repts 50-36f/83- 12- 
30-270/03-IS !< 50-287/83-12 on 830323 it 041'? No 
nencompl lance noted Concern re open pressurl letion line test 
valve on Unit 3 discussed 

O'REILLV. J P Region 2. Office of Director 83/05/(1 TUCKER- H D 

outc Power Co 3pp 18442 280 S4X Flche 50-269^83/05/11, 

8305270429 


—8305270435 IE Enforcement Conference Repts 90-269/83-12-50-270/03-12 
& 90-28T/83-I2 on 830323 it 0419 Major areas discussed open 
preslur 1 lation line isolation valve on energeneg hatch on 
830317 It corrective actions 

DANCE- H C Division of Project It Resident Programs 83/09/10 
9pp 10642 202 24X Flche 90-269- 03/05/U. B30327O429 


8303040040 IE Info Notice B3-3J. "Error (n ADLPIPE Computer Proffram " 
Sve liet end 

JORDAN- E L Division 0 # Emergency Preparedness St Engineering 
Response fPost 830103t 83/05/19 Consolidated Edison Co of New 

York, Inc J14pp 18697 009 24X Flche 30-000,83/05/17,8303040040 


6305310081 Eubmlti addl info re saf e tg-rs la ted environ i^ua 1 1 flea t ion pf 
alectrical equl pment, per I0CFR90 47(g] tt [E Bulletin 79-0)8 
Electrical isolation provided for all reactor protective sgt 
& engineered safeguards protective sgs 

TUCKER, K fi Duke Power Co 83/05/20 DENTON, if R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 3pp 18655- 123 24X Flche SD-269, 83/05/20', 8303310081 


8303040046 I£ Info Notice 63-33, '’Monrapresentativa Sampling of 
Contaminated Oil ” 8vc list end 

JORDAN, £ L Division of Emergency Preparedness S, Engineering 
Response (Post 8301031 83/09/26 Consolidated Edison Co of Neu 

Yorti Inc 114pp 18647 007 24X Flche 90-000,83/05/26,8303040046 


R Periodic operating reports & related correspondence 


8305170499 Forwards monthly operating repts far Apr 1903 

TUCKER, H B Duke Power Co 93/09/13 Director's Office, Office 
of Inspection and Enforcement Ip 18470 142 24X 

Flche 90-269,83/09/13,63091704 99 


— e30917'0460 Monthly operating repts for Apr 1983 

REAVIS, J A Duke Powsr CP 63/09/13 16pp 18470 143 24X 

Flche 30-269.83/03/13,63091704 53 


8 Rtportable occurrences- LEBs t related corr esp ondenca 


9309(10324 Part 21 rept re Type BA-1 Class IE relays Silicon controlled 
rectifier <9Cftj in trip output circuit may cause random trip 
output Westinghousf corrective action includes replacing SCR 
u/6urn-ln SCR 

DUUALUtD D Broun Boverl Corp Csuhs Drown Boveri 1< Co « Ltd J 
83/04/27 STELLO, V Director's Office. Office of Inspection and 
Enforcement 9pp 18393 278 24X Flche 90-000,03/04/27,8309110324. 


B309J 10323 Forwards LER 83~006/03L-0 Detailed event analysis end 
TOOKER-N 3 Duke Power Co 83/04/29 O 'RE ILLY. J f Region 2, 
Office of Director 3pp 1B406 143 24X Flche 50-270.63/04/29, 

8309110323 


- -830 5 110335 LER B3-006/03L-0. on 830401, after pumping down reactor bldg 
normal sump level, valve 8LHD-I found cycling open it shut 
since work completion Caused by component malfunction Valve 
locked shut Valve will be d 1 lasiainb led for repair 
PETTY, J C Duke Power Co 83/04/29 Region 2, Office of 
Director Ip 18406-146 24X Flc h e 50-270, 83/04/29, 83091 10323 


6305230596 Notifies that noble gas monl t or-s tac k high-range radiation 
monitor <NURE«-o 737, 1 tem II F til))' reported as being 
operable in 83031B order, became inoperable on 830426 Caused 
by moisture contamination New monitors ordered. 

TUCKER, H 0 Outs Power Co 83/03/19 DENTON, H R Office of 
Nuclear Reactor Ragulation, Dlractor STOLZ, J F Operating Reactors 
Branch 4 2pp 18986 189 24X Flche. 90-269, 83/05/19. 8309290996 


DOCKET 90-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Becurlty, medical, emergency it fire protection plans 


8303190310 Forwards IE Safeguards Insp Rept 90-271/83-08 on 030404-08 
it notice of violation 

ptARTlN, T T Division Of Engineering 6 Technical Programs 83/09/09 

MURPHY, W P Vermont Yankee Nuclear Power Corp 3pp 18501 066 

24X Fiche 90-271,83/05/05,8305190310 


--8305190311 Notice of violation from insp on 830404-08 Safeguards Info 
deleted (ref tOCFR73 21 > 

* Region 1, office of Director 03/05/05 Ip 18901 069 24X 

Flche 90-271,83/09/09,8305190310 


--8309190313 IE Safeguards Insp Rept 50-271/83-08 on 030404-08 
Noncomp 1 ianee noted vital area barrier degraded u/o 
compensatory measures in effect Safeguards info deleted 
(raf 10CFR73 211 

SMITH- 0 C , DUNLAP, J M . GOBY, A T Region 1, Office of Director 
83/'D4/22 4pp 18501 070 24X Flche 90-271.83/09/05,8305190310 


8309200709 Responds to 83D1S8 1 tr re changes Identified as Rev 7 to 
physical security plan Changes do not decrease effectiveness 
of plan, w/e icept ion of changes on Page 9-2 <t Figure 9-1 
Bullet-resistant structure requirements unclear 

VA8SALLO, D B Operating Reactors Branch 2 83/05/09 SINCLAIR, J 0. 

Vermont Yankee Nuclear Power Corp 2pp 18528 355 24X 

Flche 50-271,83/09/09.8305200708 


8305110034 Generic Ltr 83-21 to alt licensees of operating reactors, 
applicants for OLs (< holders of CPs re c lari f Icatlon of 
access to control procedures for law enforcement visits 
Sve lilt enc 1 

EISENHUT, D 0 Division of Licensing 83/05/11 Consolldatad 

Edison CO of New York, Inc 16pp 18540 095 24X 

Flch* 30-000,63/09/11,9309110034 


8309240991 Informs that NUREO-0737, Item III A 2 1, "Emergency 
Preparsdne ss, Upgrade Energeney Plans to App E, 10CFR90, " 
completed. Item closed 

VABSALLO, D B Operetlng Reactors Branch 2 83/09/18 SINCLAIR, J.B 

Vermont Yankee Nuclear Power Corp 3pp 18994 211 24X 

Flche 90-271, 83/09/18- 6309240991 


8305310212 Fowards errata to 630120 Rev 7 to security plan Errata 
withheld (ref 10CFR73 21) 

SINCLAIR- J 6 Vermont Yankee Nuclear Power Corp 83/09/23 
VASBALLO, D B Operating Reactors Branch 2 Ip 18698 134 24X 

Flche 90-271,83/09/23,8309310312 


P Operating license stage documents 6 correspondence 


B3D9020992 Forwards request for addl info needed to review etructural 
aspects of util plant-unique analysis rept for Mark I 
containment long-term program Respense requestad within 
43 days, 

VASSALLO, D B Operating Reactors Branch 2 83/04/14. SINCLAIR. JB. 

Vermont Yankee Nuclear Power Corp Bpp 18284 249 24X 

Flche 50-271,83/04/14,8305020932 


B305fra0499 Generic Ltr 83-19 to all power reactor it testing lieeneees 
re new procedures far providing public notice concerning 
issuance of emends to OLs, Sve list end 

£I6ENHUT,D0 Division of Licensing 83/09/02 Consolidated 

Edison Co of New York. Inc 50pp 10441 120 24X 

Flche 50-000,83/09/02,6309020499 


8309170069 Forwards Amend 79 to License DPR-28, safety evaluation 6 
notice of issuance 6 a val labi 1 1 ty Amend modifies 
or gatil la 1 1 anal placement of ehlft tachnlcal advisors 
ROONEY, V L, Operating Reactors Branch 2 83/09/02, SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Carp 2pp 18499 185, 24X 

Fiche 30-271,83/05/02.8305170069 


— 8309170071 Amend 79 to License DPR-SB, modifying organ! rational 
placament of shift technical advisors 

VA8SALL0, D B Operating Reactors Branch 2, 83/09/02 7pp 

18499. 187 24X FI cha: 90-271 - 83/03/02, 03091 70069 


— 8309170072 Safety evaluation supporting Amend 79 to License DPR-SB. 
e Office of Nuclear Reactor Regulation, Director 03/09/02. 2pp 
18499- 194 24X FI che: 50-271 , 03/05/02, 0309170069 


—8305170079 Notice of Issuance I, availability of Amend 79 to Lleenee 
DPR-28 

VA89ALL0, D 8 Operating Reactors Branch 2. 83/05/02 2pp 

18495' 196, 24X Flche 50-271,83/09/02.8303170069 



DOCKETED ITEMS 


BS 


6303SS0068 Advise* that action required by Amend 74 to License SPR-20 & 
Sinaric Ltr 03-07 comp 1 ete. based on util negotiating w/DOE 
re disposal of high level uaste or spent nuclear fuel 
VASSALLO. 0 0 Operating Reactors Branch S 83/05/0S SINCLA1R> J D 
Vermont Yankee Nuclear Pouier Corp 5pp IBS43 ISO 24X 
FIC^e 80-271,03/05/03,8305230068 


0305230115 Foruards safety evaluation of util submittal re procedure 
verification (< design mod per NURE0-0737i I tem II K 3 22, 

"Automatic Switchover of RCIC Suction ” Item resolved 
VASSALLO,D B Operating Reactors Branch 2 83/03/05 SINCLAIR, ^fO 

Vermont Yankee Nuclear Power Corp Spp 18546 344 24X 

Flche 30-271,83/05/03,8305230118 


8303230279 Forwards safety evaluation of plant mods U design revieui of 
shielding for vital areas per NVREO-0737, Item II D 2 2 
Required mods completed U acceptable 

VAS8ALL0. D B Operating Reactors Branch 2 83/05/08 SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp 6pp 18843 266 24X 

Flche 80-271,03/03/05,8305230279 


8303090659 Oenerlc Ltr 83-20 to all operating reactor licensees (, 
holdere of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EI8ENHVT, 0 0 Division of Licensing 03/03/09 Consolidated 
Edison Co of New York, inc t6pp 18627 tS3 24X 
Fleho 50-000,83/03/09,0303090659 


8308130103 Forwards Rev 0 to "Improved Dynamic Vacuum Breaker Valve 
Response for Vermont Yankee, " in response to NRC 830202 
Oenarlc Ltr 83 -oa 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 03/03/11 

VAS8ALLQ, D, B Operating Reactors Branch 2 Ip 18430 O&l 24X 

Flche 50-271,83/05/11,0305130103 


--8303I30104 Rev 0 to "Improved Dynamic Vacuum Breaker Valve Response 
for Vermont Yankee " 

BILANIN, A vl Continuum Dynamics, Inc 83/05/11 20pp 
10430 062 24X Flche 30-271,83/03/11,8305130103 


8303330312 Forwards request for addl info needed to complete review of 
util 810313 response to NVRE0~0737, I tem II K 3 28, 

"QuaLlf icatlon of ADS Accumulators " Response requested 
ulthln 43 days of receipt of ltr 

VAB8ALL0, D B Operating Reactors Branch 2 83/03/11 SINCLAIR, 0 B 

Vermont Yankee Nuclear power Corp Spp 18343 30i 84X 

Flche 50-271,83/05/11.0305230312 


0303200517 Forwards list of additions it deletions of safety-related 
shack supprestors Instelled to conform u/acceptencc criteria 
In NUfiEO-0661 Proposed change to Tech Specs will be 
lUbmltted fay 030601 

giNCLAIR, J B Vermont Yankee Nuclear Power Corp 03/05/17, 
VA9SALL0, 0 B Operating Reactors Branch 2 3pp 18516 080 24X 

Fiche; 30-271, 83/03/17, 8303200517 


8303240195 Forwards summary of NUREO-0737 Tech Spec review ta determine 
consistency w/guldance criteria provided In 830110 Oenerlc 
Ltr 83-02, 

SINCLAIR, J B Vermont Yankee Nuclear Power Corp 83/03/17 

VASBALLO, D B Operating Reactors Branch 2 3pp 18548 032 24X 

Flchs. 60-271, 83/03/17, 8305240193 


8309270141 Requests etemptlon from schedular requirements of equipment 
qualif Ication final rule CIOCFRSO 48<d)) Final submittal 
espectetf by 830610 Delay due to late rocoipt of Franklin 
Research C tr rep t 

SINCLAIR, J Q Vermont Yankee Nuclear Power Corp 83/05/20 
EISENHUT, D 0 Division of Licensing Sps> tD63B 206 24X 

Flche- 50-271, 83/05/20, 8303270141 


O Inspection reports, IE Bulletins t correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent ton Eichange Resin 
Suseap t i b 1 1 i ty to E>othermie Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguard* 6 Inspection Program* (Post 
0301031 33/03/21 Consolidated Edison Co of New York, Ine 

112pp 18308 31? 24X Flche 80-000,63/03/21,8212060383 


8309120483 Addl response to FOIA request for ill categories of 
documents Forwards App A documents 

FELTON, %J H Division of Rules and Records 83/03/25 HIATT, 8 L 

Ohio Citliens for Responslbla Energy 2pp 18437 211 24X 

Flche 80-271,83/03/25,9309120488 


— 8207300178 Details of IE Investigation Rept 90-271/82-12 on 820606-10 
No noncompliance noted flajor areas investigated licensee 
actions In withholding Info re 820424 loss of feedwater 
transient Proprietary details deleted (ref 10CFR2 7901 
» Raglon 1, Office of Director 02/07/20 30pp 18457 217 24X 

Flche 50-271,83/03/23,8303120488 


— 8303130223 Forwards chronology of Region I actions re 820424 loss of 
feedwater event, Inip inves t igat ion, documentatl ons, mee tings 
w/state $, liconsee of fi c 1 als, evaluations of appropriate 
enforcement action 4, processing civil penalty 

HOLODY. D J Region 1, Office of Director 82/10/13 AXELRAD, J 
Director's Office, Office of Inspection and Enforcement 3pp 
18437 262. 24X Flche 50-271,03/03/23,0309120400 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator “ 
Svc 1 tat enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 1843S 155 24X Flche 50-000, 83/04 /1 5> 8303040021 


8303040023 IE Info Notice 83-22. "BUR Safety/Rel ief Valve Failure* " 
3ve list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Ine 112pp 18303 089 24X Fiche 50-000,83/04/22.0303040023 


8303040023 IE Info Notice 83-23, "Inoperablo Containment Atmosphere 
Sensing Gys " Svc list enci 

JORDAN, E L Division of Emergency Preparednees t, Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp IB3B1 291 24X Flche 50-000.83/04/23,8303040025 


0303040026 IE Info Notice 03-24, "Loose Parts in Becondary Side of 
Steam (generators at PNRs Svc list end 

JORDAN. B L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York, Inc 113pp 18382 047 24X Fiche 50-000,83/04/23.0303040026 


8305260296 Forwards safety evaluation of BNR Owners Oroup generic 
responte to NUREO-0737, 1 tem II K 3 49, "Depressurization 
U/Qfeher Than Automatic Depressorl latlon 8ys " No mod to 
plant design or operation* required Action complete 

VAS8ALLCJ, D B Operating Reactor* Drench 2 83/05/18 SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp 2pp 10629 330 24X 

Ftcha; 50-271, 03/03/18, 8303260296 


8303230369 Proposed Change 100 to License DPR-8e, App A, revlelng Tech 
Bpeca re safety-related tliock euppreesors Rev makes 
number of snubber* installed concurrent w/completlon of Merk 
I containment long-term program 

HEIDER.L H Vermont Yankee Nuclear Power Corp 83/03/20 Office 
of Nuclear Reactor Regulation, Director 2pp 18500 216 84X 

Flche: 30-271. 03/03/20, 8309230369 


—8303230374 Proposed Tech Speee re safety-related shock suppressors, 
making number of snubber* Installed concurrent w/eompl#tlon 
of Mark I containment long-term program 

* Vermont Yankee Nuclear Power Corp 83/03/20 6pp 10388 218 
24X Flche* 30-271,83/05/20,8303230869 


6309260114 Informs that reiponi* to NURBO-O737r I tem II K 3,13 re RCIC 
restart complete for feci 1 1 ty, based on 830413 commitment 
to follow OE Owners Group conceptual design 

VA8SAI.L0, D B Operating Reactor* Branch 2 83/03/20 SINCLAIR. J.B 

Vermont Yankee Nuclear Power Corp 2pp 18649.065. 24X 

Flehar 30-271, B3/0S/20, B30S260114. 


8303040027 IE Info Notice 03-23, "Standby Gas Treatment Sys Heater High 
Tamp Trip 8e tp oln t Adjustment " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 1 lapp 18382 165 24 X Fiche 50-000,83/04/28.8303040027. 


S3O3O4DO20 IE Info Notice 83-26. "FallurB of Safety /Relief Valve 
Discharge Line Vacuum Breaker* " 8vc lleb end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Ine 122pp 18441 170 24X Flche 30-000.03/05/03.8303040020 


9303040030 IE Info Notice 83-27. "Operational Response to Event* 
Cpneerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

JORDAN, E L Division of Emergency Preparodnes* *i Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of New 

York, Inc ll2pp 18382 282 24X Flche 50-000.03/05/04.8303040030 


303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Racommendatlon* for General Emergencies " Svc list end. 

JORDAN, E L Division of Emergency Preparedness «■ Engineering 
Response (Post 830103) 83/05/04 Consolldeted Edison Co, of New 




4 fl Ad I 






8309190187 Forwards IE In*p Rept 50-271/03-06 on 830329-0401. No 


noncenpl lance noted 

MARTIN. T.T Division of Engineering «< Technical 
MURPHY, H P Vermont Yenkee Nuclear Power Corp 
S4X Flche 50-271.03/05/04.8303190187 


Programs B3/0'9/04 
2pp 18502.260 
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•8303190191 IE Insp Rept 30-271/93-0* on B30329-040I No nontonip llance 
noted Major area) Inspected radiation protection prograrn 
advanced planning U prepara 1 1 on* tra Ining > c ontaeilnated 
hydrolaser b followup on previous in&p findings 

CLEKONIS. P ^ SHANSAKYi II Region 1. Office of Director 83/04/23. 
3pp 18502 262 24X Flche 30-371.83/03/04.8303190187 


8303090184 EN-83-031 on 830310> no t 1 c e of violation & proposed 
Imposition of civil penalties in amount of S40. 000 lalll be 
issued to util Action based on Tech Spec limiting condition 
for oparatlon violation re secocidarg containment Integrltg 
DARBER. G . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/03/03 Ip 18364001 24X Flche 30 - 271183 / 03 / 09 . 

8303090SB4 


8303190310 Forwards IE Safeguards Insp Rept 30-271/83-08 on 030404-08 
& notice of Violation 

MARTIN, r T Division of Engineering 6 Technical Programs 83/03/03 
MURPHY. N P Uermont Yankee Nuclear Power Corp 3pp 18901 066 
24X Flche 50-271.83/03/03.8305190310 


— 8309190311 Notice of violation from insp on D30404-OB Safeguards info 
deleted (ref IOCFn7321) 

» Region I. Office of Director 83/03/03 Ip 18901 069 24X 

Flche 30-271,83/05/03,0305190310 


— 8303190313 IE Safeguards Insp Rept 30-271/83-oB on 830404-08 
Nencompl lance noted vital area barrier degraded vJ/o 
compensatory masures In effect Safeguards info deleted 
Iref 10CFR73 21 1 

SMITH.O C , DUNLAP. J H , GODY. A T Region 1. Office of Director 
83/04/22 4pp 10301 070 24X Flche 30-271.83/03/05.8303190310 


8303230253 Advises that responsibility for evaluating util proposed 
actions In response to IE Bulletin 83-02 re rsclrcu lat 1 on 
sys pips cracks h restart a pprove 1 . trans f or red to Olv of 
LI cans Ing 

VASSALLO. D D Operating Reactors Branch 2 83/03/03 SINCLAIR.U E 

Vermont Yankee Nuclear Power Corp 2pp 18343 249 24X 

Flche 30-271.83/03/03,8303230253 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN. E U Division of Emergency Preparedness * Engineering 
Response (Post 8301031 93/03/06 Conselidatod Edison Co of New 

York. Ine llSpp 10523 248 24X Fiche 50-000,83/03/06.8303040033 


8303250372 Discusses IE insp on 83032J-29 & forwards notice of 
violation S< proposed imposition of civil penalty 
ALLAH. J H Region 1. Office of Director 83/03/10 MURPHY. W P 

Vermont Yankee Nuclear Power corp 3pp 18594 347 24X 

Flche 30-271.83/09/10.8303230372 


— S3D53S0577 Notice of violation t> proposed Imposition of civil penalty 
In amount of 440.000 Noncompllance noted on 930321 . secondary 
containment integrity not maintained when Irradiated fuel 
rods S. bundles moved within fuel pool 

ALLAN. J M Region I. Office of Director 83/03/10 4pp 
18394 350 24K Flche 50-271,83/05/10.8305230372 


8303040034 IE Info Notice 83-30. "Misap p I lea 1 1 on of Oanerlc Emergency 
Operating Procedures CEOP) Guidelines " 3vc list end 
JORDAN. E L Division of Emergency Preparedness 4. Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York, Inc ll4pp 18924 003 24X Flche 30-000.83/03/11.8303040034 


8305250447 Forwards IE Mgt Meeting Rept 50-271/83-10 on 830419 to 
discuss intergranular stress correston cracking of 
recirculation sys 

8TAR0STECKI . R Division of Project S< Resident Programs 83/03/11 
MORPHY. W P Varmo'rit Yankee Nuclear Power Corp 2pp 18383 204 
24X Flche 30-271,83/03/11.8303350447 


— 8303250450 IE Mgt Meeting Rept 50-271/83-10 on 830419 Major areas 
dlicuBsed 1 nCergranular stress corrosion cracking problems 
5 response to IE Bulletin 83-02 

HOLDEN, C F . GALLO. R M Region I. Office of Director 83/04/21 
4pp 185B3 206 24X Flche- 30-271. 83/05/1 1.8303230447 


6303040040 IE Info Notice 63—31. "Error In ADLPfPE Computer Program,*' 
&VC list eocl 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/03/19 Consolidated Edison Co of New 

York. Inc 114pp 18697 009 24X Flche 50-000,03/09/19.8303040040 


9305270045 Discusses review of relief requests from Inservlcs Insp 
requlremehts per I0CFR30 33a (g) Relief granted for 
requirements Impractical to implement SER, technica I 
evaluation U FR notice of granting of relief eocl 

VASSALLO. D B Operating Reactors Branch S 03/05/19 SINCLAIR. J B 
Vermont Yankee Nuclear Power Corp 3pp 18661 171 24X 

Flche 30-271.03/05/19,8305270045 


--0303270030 Safety evaluation granting In part 6 denying in part, 
requests for relief from inservlce Insp requirements per 
1OCFR30 333 (g} 

a Office of Nuclear Reactor Regulation. Director 83/03/19 
lapp 18661 174 24X Flche 30-271.93/03/19.9303270045 


— 0305270032 "VT Yankee Nuclear Power Station Inservlcs Insp Program, “ 
technical evaluation rept 

• Science Applications. Inc NRC-03-82-096 IB6-028-24 

82/09/02 NHC - No Detailed Affiliation Given 69pp 
18661 196 24X Flche 50 - 271 . 83/03/19. 0303270043 


--03O327OO33 Notice of granting of relief from ASME Code Section XI 
Inssrvice Insp requirements 

VASSALLO. D D Operating Reactors Branch 2 83/05/19 2pp 

18661 249 24X Fiche 50-271.83/05/19.8305270043 


83032SO4S0 Clarifies 830324 responsa to util 021203 Itr re IE Insp Rept 
30-271/82-13. red tree ting attention to requirement to 
maintain related records of malnt performed by licensee on 
package at licensee site. as noted in IE Info Notice 83—10 
HARTIN.t r Division of Engineering & Technical Programs 63/03/20 
MUHPHY.U P Vermont Yankee Nuclear Power Corp Ip 10388 253 
24X Flche 30-271,83/03/20.0303250480 


8303040046 IE Info Notice 83-33. "Nonrepresentatlve Sampling of 
Contanlna ted Oil " Svc list encl 

JORDAN'S L Division of Emergency Preparedness *. Engineering 
Response (Post 830103) 83/03/26 Consolidated Edison Co of Heu 

York, Inc ll4pp t8647-007 24X Flche 30-000. 83/03/26, 8303040046 


R Periodic operating reports 1. related correspondence 


83&5170OO6 Forwards monthly operating rept for Apr 1983 

MURPHY. M P. Vermont Yankee Nuclear Power Corp 83/03/12 Office 
of Resource Management. Director (p 18466 142 24X 

Fiche 30-271.83/03/12.8305170006 


— 0305170007 Monthly operating rept for Apr 1983 

BURGER. F O Vermont Yatskee Nuclear Power Corp 83/03/09 7pp 
18466 143 34X Flche 30-271,03/05/12.8303170006 


8 Reportable occurrences. LERs 5 related correspondence 


8305050341 Forwards AEOD/E305, "Inoperable Motor Operated Valve 
Assemblies Doe to Premature Degradation of Motors b/or 
Improper Limit Swl tch/Torquo Switch Adjustment " Rept should 
be forwarded to NRR.RE5 b IE 

BROWN, E J , ASHE.F 8 Reactor Operations Analysis Branch 83/04/13 
8EVFRIT, K, V Reactor Operations Analysis Branch 2pp 10352 031 
24X Flche 30-000.83/04/13,8303050341 


— 0305050333 "Inoperable Motor Operated Valve Assemblies Due to Premature 
Degradation of Motors It/or Improper Limit fiwltch/Torque 
Switch Adjustment." ACDD engineering evaluation rept 
BROWN. E J , ASHE.F S Director's Office 83/04/13, 7pp 
16352 033 24X Fiche 50-000.83/04/13,0303050341 


0305050101 Forwards LER 8a-01l/03U-0 

PELLETIER, J P Vermont Yankee Nuclear Power Carp 03/04/25. 
ALLAN. U M Region J. Office of Director Ip 18341:336 24X 

Flche 30-271.83/04/25,0303050101 


— 8305030108 LER S3-011/03L-0 on 83032S, during visual Insp, shock 
suppressor 118-6 on main steam A piping found w/no visible 
fluid in sight glass & failed to lock up Caused by damaged 
Icnitae Snubber cleaned b rebuilt 

PELLETIER. U P Vermont Yankee Nuclear Power Corp 83/04/25. 
Region I, Office of Director Ip 18341 337 24X 

F 1 e h « , 50-27 1 , 63 /04 /2 3, 6303030 1 0 1 


V Operator Esaavlnations 


0305240343 Withdraws commitment re NUREO-0737. I tern I A I 3. “Licensing 
Exam Criteria " Recommendat ions to delete requirement for 
use of simulator exam as part of operator license exam 
program approved per 921012 Generic Ltr 82-18 b SECY 82-232 
HEIOER.L H Vermont Yankee Nuclear Power Corp. 03/03/19 
VA89ALL0. D 0 Operating Reactors Branch 2 2pp 18372 339 24X 

Ftche 30-271, 83/03/ 19. 8303240343 


DOCKET 50-272 SALEM NUCLEAR OENERATINO STATION, UNIT 1 
F Security, medical, emergency b fire protection plant 


8303130307 Releases public version of revised emergency plan 

FELTON. J M Division of Rules and Records 03/05/02 Document 
Hanagemehit Branch ip 10456 335 24X Flche 30-272.03/05/02. 

8305130307 
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0305X30300 Foruards public version of flev 3 to emeffloncv plan Receipt 

form one! 

♦ Jersey Central Payer 8* Light Co 83/04/04 VARQAi S A 
Operating Reactors Dranch 1 Ip 10456 336 24X 

Ficho 50-272.83/05/08.8305130307 


— 0305130309 Public version of Rev 3 to cmcrgencv plan 

DUROE. C A . MIDURA.H J Jersey Central Payer ti Light Co 
83/04/04 IBBpp 18456 337 24X Ficho 50-273.03/05/02. 
8303130307 


— 8305X10156 PSE-OIOB. "Maint Procedures " 

4 Public Service Electric *. Gas Co of New Jersey 83/04/37 
1.317PP 18399 lOl a4X Fiche 50-272.83/04/27.8309110154 


83050204SS Oeneric Ltr 83-19 to all pouer reactor 6 testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list enc 1 

etSENHUT. D O Division of Licensing 83/05/02 Consolidated 

Edison Co of Neu Tork. Inc 50pp 1B44I 120 24X 

Fiche 50-000. 83/05/02. 8309020435 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
^ooesB to control procedures for lay enforcement visits 
Svc list end 

£I8ENHUTj D 0 Dtvifion of Llcanfllng 83/03/11 Consolidated 

Edison Co of Ney York. Inc 16pp 18340 093 a4X 
Fiche 50-000.83/03/11.8305110034 


B3O5090437 Application to amend Licenses DPR-70 t. OPfi-73. revl s ing 
safety Tech Specs by raising trip setpoint & allowable value 
of steam generator water level low-loy reactor trip in 
Table 2 2-1 

LIDEM. E A Public Service Electric b Gas Co of Ifiru Jersey 
03/05/04 VARGA. 8 A Operating Reactors Branch I 2pp 10360 252 

24X Fiche 30-272.33/05/04.8305090457 


8305270043 Ack receipt of 030305 ltr Informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-272/03-08 b 
30-311/83-07 Request to further mitigate violation re 
security access control denied „ ,™ 

STAROSTECKli R Division of Project b Resident Programs 83/05/23 
UDERITZ.R A Public Service Electric b Gas Co of Netu Jersey 2pp 
18638 345 a4X Fiche 30-272.83/05/23.0305270043 


8303270053 Responds to NRC 830403 ltr re violations noted in lE Insp 

Repts 50-272/03-08 b 30-311/83-07 Corrective actions b 
request for reduction in severity level of violation end 
Ends withheld (ref 10CFB73 21) 

UDERITZ.R A Pybllc Service Electric b Gas Co of New Jersey 
83/05/03 Region 1. Office of Director 3pp 10630 347 24X 

Fiche 50-272,83/05/23.8305270043 


O Adjudicatory correspondence 


3305170493 Order estendlng time until 030527 for Commission to act to 
revlau Director's Decision DD-03-6 

CHILK. S J Office of the Secretary of the Commission 03/05/13 
Commissioners Ip 18470 024 24X Fiche 30-272.83/05/13. 

3303170493 


— 0305090459 Proposed changes bo safety Tech Spec s. raising trip setpoint 
b allowable value of steam generator water level low— low 
reactor trip In Table 2 2-1 

« public Service Electric t» Gas Co of New Jersey 83/05/04 
4pp 18360 234 24X Fiche 50-272.83/03/04.0305090437 


B305170079 Forwards Amends 53 b 21 to (Licenses DPR-70 b DPR-73. 
re spec tlve 1 y. safety evaluation b notice of Issuance b 
availability Amends raise trip setpoint b allowable value 
of steam generator water level low— law leactor trip 
FISCHER. D Operating Reactors Dranch I 83/05/05 UDERITZ.R A 
Public Service Electric b Oas Co of New Jersey 3pp 18495 211 
24X Fiche 50-272.03/05/03.8305170079 


— 8305170004 Amends 53 b 21 to License DPR-70 b BPR-75. respect! vely. 
raising trip setpoint b allowable value of steam generator 
water level low— low reactor trip 

VARGA. S A Operating Reactors Branch t 83/05/05 8pp 
18495 214 24X Fiche 30-272.83/05/03.8305170079 


— 8303170087 Safety evaluation supporting Amends 53 b 21 to Licenses 
DPR-70 & DPR-75. respectively 

a Office of Nuclear Reactor Regulation. Director 83/05/03 2pp 
18495 222 24X Ficho 50-272,03/03/05.0305170079 


0309310008 Order eitendlng time until 830601 for Commission to act to 
raviaw Director's Decision DD-03-6 

CHILK. 8 J Office of the Secretary of the Commission 83/03/27 
Commissioners Ip 18633 230 24X Fiche 30-272,83/03/27. 

8309310008 


— 6305170090 Notice of Issuance b availability of Amends 33 b 21 to 
Licenses DPR-70 b DPR-73. re spec t ively 

VARGA. S A Operating Reactors Dranch 1 83/03/03 2pp 

13495 224 24X Fiche 50-272.83 / 03/05,8305170079 


I Financial information 


8309200067 Forwards Annual Financial Repts for 1982 

FRYLIMO.R Public Service Electric b Gas Co of New Jersey 
83/09/17. Office of Nuclear Reactor Regulation. Director Ip 
10916 198 24X Ficho 90-000,83/09/17.0305200067 


B305170U7 Forwards Amends 52 b 20 to Lltensss DPR-70 b DPR-73. 
resp ec t ively . safe ty evaluation b notice of Issuance b 
availability Amends change partial power multiplier from 0 2 
to 0 3 

FISCHER. D Operating ReactnfS Dranch I 83/05/05 UDERITZ.R A 
Public Service Electric b Oae Co af Now Jersey 3pp 1B496 001 
24X Fiche 30-272. 83/05/03. B305I7OI 17 


J Insurance b Indemnity Information 


8309160137 Forwards Endorsements 98 b 45 to NELIA Policy NF-a30 t* MAELU 
Policy MF-90. respectively , 

OOLDEN. K P Karsh b McLennan. Inc 83/05/02 SALTZMAN. J 
Assistant Director for State b Licensee Relations 3pp 18443 0B9 
24X Fiche 90-272.93/09/02.0303160137 


P Operating license stage documents b correspondence 


8309030013 Forwards response to Generic Ltr 82-26 re Inadequate core 
cAollng iniitrun>®wtation lyii <THI Action item ll F 2) 

(festlnghouso reactor vessel level Instrumentation sys. 
described In 801231.810206 b 1207 subml t ta 1 s. ut 1 1 1 led 
UIDEN.E.A Public Service Electric b Oas Co of Now Jersey 

B3/04/22 VARGA, B A Operating Reactors Branch 1 27pp 

IB339 02B 24X Fiche 90-272.83/04/22,8303050013 


8309020186 Clarifies 930422 response to NRC 830420 ltr. Item 2,11 D 
10CFR90 94Cf>.re Westlnghouse treatment of undervoltago trip 
attachment delivered disassembled 

UDERITZ.R A Public Bervlee Electric b Oas Co of New J«T»*V 
83/04/27 EI8ENHUT.D 0. Division of Licensing 2pp 18278 iyk 
a4X Fiche 90-272.03/04/27.8303020186 


8309110134 Forwards supplementary response to 820223 6-inonth response 
to Oenerlc Ltr 81-07. NtiREO-06 12, "Cantrol of Heavy Loads, 
to confirm b clarify Items discussed In 820804 telcon 
UIDEN.E A Public Service Electric b Oas Co of New 
83/04/27 VABOA, S, A Operating Reactors Branch 1 Bpp 18399 007 
24X Fiche 50-278.83/04/27,8303110134 


— 0305170119 Amends 32 b 20 to Licenses DPR-70 b DPR-75. rosp ac t Ively . 
changing partial power multiplier from 0 2 to O 3 
VARGA, S A Operating Reactors Branch 1 83/05/09 13pp 

1B496 004 24X Ficho 90-272. 03/09/03 > 8305170117 


—0305170124 Safety evaluation supporting Amends 52 b 20 to Licenses 
DPR-70 b DPH-79. pospoctl vqly 

» Office of Nuclear Reactor Regulation. Director 03/05/09 2pp 
18496 017. 24X Fiche 50-272,83/03/03.8305170117 


— 0309170129 Notice of issuance b availability of Amends 92 b 20 to 
Licenses DPR-70 b DPR-73. respectively 

VARGA, S A Operating Reactors Dranch I 83/03/03 2pp 
18496 019 24X Fiche 90-272.83/03/05.8303170117 


8309090699 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for implementation 
of plant (nods Svc list end 

EISENHUT. D 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 133 24X 

Fiche 90-000,03/09/09,0309090659 


8309170328 Forwards schedule for qualification or replacement of 
unqualified equipment for Categories I B. 11 A. II C b IV 
Idantlflod In SER on environ quak 1 f Icat Ion of safety-related 
electrical equipment 

LIDEN, E A Public Service Electric b Oas Co of Hew Jersey 

B3/09/09 VAROAiS A Operating Reactors Dranch 1 I6pp 

13469 193 24X Ficho 90-272,83/03/09.0303170328 


8309230304 Forwards affidavit b fee for review of 830504 application to 
amend Licenses DPR-70 b DPR-7S 

LIDEN, e A Public Service Electric b Cat Co of Now Jersey 
83/09/11 VARGA, B A Operating Reactors Dranch 1 2fP 18337 170 
24X Fiche 90-272.83/05/11.8303230304 
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B30i3t0£3t Rcaueets jit«e»sinefit on opsrability of lO-incb prsssvre/ 
vacuum relief valves used for purse or vent of containment* 
to demondtrate that valves will operate In event of DDA- 
LOCA Info reiiuested lalthln 13 dags 

VAR(?A>S A Operating Reactors Qranch 1 B3/05fl9 UDERlTZjff A 

Puplli; Service Electric U Cas Co of Neu Jerseg 7pp 18&&2 261 
34X FiChe 30-272. B3 /OS/ 1 ■?< 830331022 1 


Q Inspection reports. IE Bulletins 6 correspondence 


9212060333 IE Info Notice 83-14, ''Dewatered Spent Ion Eichange Resin 
Susceptlb 1 1 itg to Eiotherralc Chemical Reaction ■' Svc list 
•nc 1 

TAYLOR, J M Division of Safeguards & Inspection Programs (Post 
830103> B3/03/21 Consalldated Edison Co of Hew York. Inc 

H2pp 18309319 24 X Fi c K e 30-000, B3/03/2 I < 92120603B3 


9303040021 IE Info Notice 93-21, "Defective Emergency Use Respirator " 
Svc list enc 1 

JORDAN, E U Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 93/04/15 Con i a I Ida t ed Edison Cd of Ncu 

York- Inc 126pp IB43S 133 24X Plcfte 90-000, 03/04/1 5, 9303040021 


8303040023 IE Info Notice 83-22. "BUR Safety/Relief Valve Failures " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc Il2pp 19393 099 24X Fiche 30-000,93/04/22,9303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containm.ent Atmosphere 
Sensing Sys “ Svc list rncl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103), B3/04/2S Consolidated Edison Co. of New 

Vork. Inc 119pp 19391 291 24X Fiche 30-000,83/04/25,8303040025 


B3OS0202SB Ad receipt of 930407 I tr Informing NRC of step* taken to 
correct violation noted in IE tnsp Repts SO-272/93-0'9 t< 

50-311/93-08 

HARTIN.T T Division of Engineering ft Technical Programs 93/04/26 
UDERITZiR A Public Service Electric L Oas Co of Neu Jersey Ip. 
10277 269 24X Fiche 50-272,83/04/26,9305020298 


— 8305020267 Responds to NRC 030310 i tr re violation noted in IE iDsp 
Repts 50-272/93-07 & 50-311/83-09 Corrective actions 
Procedure RP7 084 revised to incorporate more extensive 
bracing for future low-specific activity bor shipments 
UGERITZ.R A Public Service Electric 4c 8as Co of Neu Jersey 
93/04/07 HARTIN.T T Division of Engineering & Technical 
Programs 2pp 18277 269 24X Fiche 30-272, 83/04/26, 9305020259 


8303040026 IE Info Notice 03-24. "-Uoos* Part* In Secondary Side of 
Steam Oenerators at PNRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness 4< Eng i neer i ng 
Response rPost 0301031 83/04/39 Consolidated Edison Co of New 

York, Inc 119pp 19382 047. 24X Fiche 50-000. 83/04/28. 6303040026 


B303040037 IE Info Notice 83-29, "Standby Qas Treatment Sys Heater High 
Temp Trip Betpaint Adjustment " Eve list end 
JOROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 83/04/29 Consolidated Edison, Co of New 

York, Inc lispp 18302 165 24X Fiche 50-000,83/04/26,9303040027, 


8303040029 IE Info Notice 93-26, "Failure of Safety/Rellef Valve 
Discharge Line Vacuum Breakers " Svc list enci 
JOROAN.E L Division of Emergency Preparedness ic Engineering 
Response IPost 9301031 93/05/03 Consolidated Edison Co, of New 

York. Inc I22pp 19441 170 24X Fiche 90-000,83/05/03,9303040028 


8303040030 IE Info Notice 83-27, ’'Operational Responie to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc Hat enc I 

JOROAN.E U Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 83/05/04 Cdnsolldated Edison Co of New 

York, Inc HEpP 18392 282 24X Fiche 90-000,93/05/04.0303040030 


B30304003I IE Info Notice 93-28, “Criteria for Protective Action 
Reconnendati ons for Otneral Emergencies " Svc Itit enc 1 
JORDAN. E L Dlvtilon of Emergency Preparedness 6 Engineering 
Response IPost 9301031 93/05/04 Consol Idated Edison Co of New 

York. Tnc 1 19pp. 18441 001 24X Fiche 50-000, 63/05/04, 8303040031. 


8309090377 EN-83-032 an 830509, notl c e of violation N prapdsed 
inposttian of civil penalties In amount of 4890, 000 to he 
Issued Action based an vlolatian of Tech Spec requirements 
re reactor trip breaker failure 

KLINOLER, 0 > AXELRAD, if Director's Office, Office of Inspection and 
enforcement 83/05/05 Ip 10363 357 a4X Fiche 50-272,93/05/05, 
8309090397, 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation '' Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 93/09/06 Consolidated Edison Co. of New 

York, Inc llSpp 10923 248 24X Fiche 50-000,83/05/06.0303040033 


9305190163 Forward* IE Insp Repts 50-272/93-14 «, 90-311/83-U on 
830321-25 b notice of violation 

HARTIN.T T Division of Engineering h Technical Programs 93/09/06 
UDERITZ.R A Public Service Electric 6 Oas Co of New Jersey 2pp 
18902 240 24X FUhe 50-272,03/09/06,8305190163 


—9305190169 Notice of violation from insp on 830321-25 

• Region 1, office of Director 83/09/06 Ip 18502 242 24X 

Fiche 50-272, 83/09/06, 9309190{63 


—9305170174 IE Insp Repts 90-272/83-14 b 50-311/83-11 On 030321 -2S. 
Noncomp 1 ience noted failure to adhere to radiation 
protection procedure* b failure to use suitable measursment* 
of airborne radioactivity, per 10CFR20 103<a 1 (3) 

NTMITZrR L , SHANBAKY/M Region 1, Office of Director 03/05/06 
I3pp 19502 243 24X Fiche 90-272,93/05/06.8309190163 


9305160085 Forwards response to NRC 830325 Itr re violatloni n-otad In 
IE Imp Repts 90-272/82-33 6 50-311/82-31 on 920409-1016 
Corrective actions, operational test group established to 
verify testing requirements Civil penalty fee end 
IfDERITZ, R A Public Service Electric b Oas Co of New Jersey. 
83/05/09, PEVOVNO.R C Director's Office. Office of Inepection and 
Enforcimant 7pp 18491 027 a4X Fiche 90-272.83/09/09,8305160005 


8303040034 IE Info Notice 83-30. ''Hlsapplicatlon of Oanerlc Emergency 
Operating Procedures (EOP) Ouldelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response tPost 830103) 83/09/11 Consolidated Edison Co of New 

York, Inc 114pp 18924 003 24X Fiche 90-000.83/09/11.8303040034. 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program, ■ 
Svc tilt end 

JOROAN.E L Dlviilon of Emdrgincy Preparedness b Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co, oif New 

York. Inc lt4pp 10697 009 24X Fiche 90-000,03/05/19,8303040040. 


8305240205 Ack receipt of 83042S Itr informing NRC of stepi taken to 
correct violations noted in IE Insp Repts 90-272/83-11 b 
50-311/93-10 

HARTIN.T T Division of Engineering b Technical Programs. 83/03/19, 
UDERITZ.R A public Service Elictrlc b Oas Co of New Jersey 2pp 
18548 107 24 X Fiche. 50-272, 83/05/19, 8305240285 


— 8305240271 Responds to NRC 830385 Itr re violation* noted In IE Insp 
Repts 50-272/03-11 b 50-311/83-10 Corrsctlve actions ail 
badge* improperly tisued destroyed Individual responsible no 
longer In security mgt position 

UDERITZ.R A Public Service Electric b Oas Co of New Jersey, 
83/04/25 Region 1. Office of Director Ip IS54S 109 24X 

FI chi 50-272,63/09/17,8305240285 


8309270043 Ack receipt of 930505 Itr informing NRC of stepe taken to 
correct violations noted In I£ Insp Repts 50-272/83-08 b 
50-311/83-07 Request to further mitigate violation re 
security access control dented 

8TAR09TECK1>R Division of Project b Resident Programs 93/05/23 
UDERITZ.R A Public Sarvice Electric b Oas Co of New Jersey 2pp. 
19638.345 24X FlC h e* 90-272, 83/05/23, 9305270043 


— 8305270053 Responds to NRC 830405 Itr re violations noted in IE Insp 
Repts 50-272/03-09 b 90-311/83-07 Corrective actions b 
request for reduction in ssvarlty level of violation end 
Ends withheld (ref 10CFR7a, 21) 

UDERITZ.R A Public Service Electric b Oas Co of New Jersey 
83/05/05 Region 1. Office of Director 3pp 16639 347 84X 

Fiche 30-272,83/05/23,9305270043 


9305270164 Ack receipt of 830507 Itr forwarding payment of proposed 
civil penalty Reeponse to notice of violation b proposed 
Imposition of civil penalty will be evaluated b corrective 
ectlons esamlnad during future insp 

AXELRAD, J. A. Enforcement Staff 83/09/29 UDERITZ.R A Public 
Service Electric b Oai Co of New Jersey 2pp 18638 064 24X 
Fiche: 50-272,83/09/29, 8309270164, 


6303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated' Oil '' Svc list enc 1 

JORDAN. E L. Olvlilon of Emergency Preparednee* b Engineering 
Reeponee (Po-it 630103) 93/09/26 Consolidated Edison Co, of Neu 

York. Inc il4pp, 18647 007 24X Fiche 90-000.93/09/26.8303040046. 
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B Perladlt operating reports U related correspondence 


6305170018 Foruiards monthly operating rept for Apr 1?Q3 

ZUPKDi K Public Service Electric & Oas Co of Neu Jersey 
83/05/10 Director's Officep Office of Inspection and Enforcement 
Ip 184*6 163 24)( Fiehc 50-372,83/03/10,8305170010 


—*0305170031 Monthly operating rept for Apr 1983 

MILl-ERi L K Public Service Electric it Oas Co of Neui Jersey 
S3/03/10 15pp 18466 164 34X FI Che 30-373,83/05/10,8305170018 


8 Reportable occurrences, LERs it related correspondence 


B305800497 PND-I-83-049 all licensee commitments reiiulred for restart 
completed Actions to assess & mitigate svc water blofoullng 
In lupport of plant heatup anticipated to occur on 830518 
cemptated 

NORRHOLM, L , C0L.l.IN9i3 Region 1, Office of Director 83/03/17 
Ip 18314 033 24X Fiehe 30-373,83/05/17,8305300497 


6303020130 Forwards 830414 t, 86 Itrs documenting review of corrective 
action program re 830333 & 33 reactor trip breaker failures 
LtP* previously transmitted at 830414 it 36 meetings 
VDEBITZ, R A Public Service Electric t< Oas Co of Neu Jersey 
B3/04/87 EISENHUT, D 0 Division of Licensing 2pp 10377 37S 
34X Ptcha 50-272. 83/04/37, S30S030I SO 


--03O5O2O16O "Preliminary Review of PSEfcO Co Corrective Action Program 
re Reactor Trip Dreater Failures at Salem Oeneratlng Station 
Unit 1 " 

e Basic Energy Technology Associates 83/04/14 6pp 18377 260 
34X Flche 30-372,83/04/27,8305030130 


8305040630 Notifies of CROR Meeting 36 on 830439 to discuss findings 
of Salant Oenerlc Implications Task Force 

STELLQrV Commlttea to Review Oenerlc Requirements 03/04/27 
EISENHUT, D 0 Office of Nuclear Reactor Rogulatlon, Director 
JORDAN, F L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Safeguards. Director Spp 18336 306 24X Flche 50-872,83/04/37, 

8303040630 


S30S0304S0 PNO-I-83-041 on 830433, while closing reactor trip breaker 
18 to best newly installed reactor manual trip switches, 
breatsr mould not latch In closed position Caused by 
unattached coll spring at latch mechanism end 

LAZARUS, W , KEIMIO, R Region 1, Office of Director 03/04/80 Ip 
18306 249 84X Flche 30-272,03/04/28,0305030430 


8303040362 Forwards summary listing short- & long-term actions 6 
cemplebton schedules re B3033S h 33 reactor trip breaker 
avanti. Correetlvs action program will also be applied to 
Unit S currently scheduled to return to svc In June 1963 
UOERITZi R A Public Service Electric 6 Oas Go of New Jersey 
83/04/28 EISENHUT, DO Division of Licensing llpp 10333 34? 
24X Ficha 30-273,83/04/38,8303040363 


8305060476 Forwards LER B3-009/99X-0 Detailed event analysis end 
2UPK0, J H Public Service Electric Oas Co of New Jersey 
83/04/38 ALLAN, J Region 1, Office of Director 4pp 18348 161 
24X Flche 30-273183/04/28,0303060476 


—0303060482 LER a3-009/99X-0 on 830130, dur Ing routine plant cooldown. 
Inadvertent safety injection occurred due to low pressuriier 
pressure Caused by operator overlooking decreasing prsssure 
All safety-related equipment functioned as designed 
FRAHM, R Public Service Electric & Oas Co of Now Jersey 
83/04/20. Region 1, Office of Director Ip 18348 165 34X 

Flche 30-272,83/04/38,8303060476 


8303090244 Responds to 830329 memo re mgt t, technical Issues of ATMS 
events Issues to be addressed In NUREO-lOOO, "Oenerlc 
Implications of ATMS Events at Salem Nuclear Power Plant " 

RHR capability addressed In Unresolved Safety Issue A-45 
DENTON, H R. Office of Nuclear Reactor Regulation, Director 
83/04/29 EPLER, E P Epler, E P Spp 18381 084 24X 

FIchst 30-272, 83/04/29, 8303090244, 


--8305090233 Requests comments re need for effective leadership In light 
of ATMS event, fa 1 lure of RHR sys 6 small braak mitigation ti 
failure of institutions to employ best available technology 
EPLER, E P Epler, E. P 03/03/29 PALLADINO.NJ Commlsslonere 
ESERSOLErJ C ACR6 - Advisory Committee on Reactor Safeguards. 
CULLER. F L Electric Power Reseerch Institute iOpp 18381 091. 

24 X Flche' 30-273, 83/04/39, 8303090244 


8303170064 Responds to 830412 petition 6 0418 emend, requesting that 
NRC order PSEhO to show cause why facllltij restart should 
not be lestralned Petition denied based on enel Director's 
Dec! s ton 

DENTON, H B Office of Nuclear Reactor Regulation. Director 
03/04/39 RDDRIGUEZ.J H New Jersey, State of Spp 10494 184 
24X Flche 30-273.83/04/29,8305170064 


— 0305170086 Director's Decision DD 83*6, denying Public Advocate of NJ 
830413 petition 6 0418 amend requesting Issuance of order 
to show cause why facility should not be restrained from 
restart until listed actions taken 

DENTON, H fl Office of Nuclear Reactor Regulation. Director 
83/04/29 Spp 18494 187 34X Flche 30-372.83/04/29,0303170064 


— 0303170095 Safety evaluation re restart of facilities Licensee 
acceptably revised it expanded surveillance testing programs 
to address reactor trip issue 

* Office of Nuclear Reactor Regulation, Oireetor 83/04/28 
43pp 18494 193 24 X Flche 30-272,83/04/29,8303170064 


-0305170106 "Evaluation of Failure to Trip, of Reactor Trip Circuit 
Breakers on Q3022S it 25, Salem Nuclear Generating Station 
Unit 1 1 " Interim technical evaluation rept 
TOMAN, 0 J Franklin I ns 1 1 1 u te/Frank 1 In Research Center 
NRC-03-S1-130 03/04/07 SHEMANSKI.P NRC - No Detailed 

Affiliation Given 71 pp 18494 241 a4X Flche 50-372, 83/04/39, 
8303170064 


•8305170110 Notice of Issuance of Director's Decision DD 83-6 denying 
Public Advocate of MJ 830413 petition 6 0418 amend 
requesting Issuance of order to show cause why facility 
should not be restrained from restart 

base, E G Office of Nuclear Reactor Regulation, Director 
83/04/39 3pp IB494 336 24X Flche 50-273,83/04/29,8303170064 


B30SI7O674 GENERIC IMPLICATIONS OF ATW8 EVENTS AT THE SALEM NUCLEAR 
POWER PLANT Oenerlc Implications 

* Office of Nuclear Reactor Regulatlan, Director MUREG-IOOO VOl 
83/04/30 149pp Available at NRC S6 50 10481 183 84X 

Flche 30-372,03/04/30.8305170674 


0305170233 Informs Commission of findings of Salem ATWS generic 
implications task force re overall mgt capability & 
performance I, roac tor trip sys reliability 

DlRCK&i W J Office of the Executive Director for Operations 
8ECV-83-1SQ 83/05/03 159pp 18476 IB4 34X 

Flche 50-272,83/06/03,0305170232 


0303100004 PNS-I-03~OH on S30S04, socur I ty officer received bomb 
threat on inside plant telephone line from male caller 
Search initiated No bomb found Call considered hoax 
MCKEOWN, OODV, JOYNER Region I. Office of Director 83/03/04 Ip 
18377*231 24X Flche 30-272,03/05/04,0305100004 


B30S10025B PNO-I-83-046 bn 830428, d lose I generator 1C tripped off bus 
during I h test Caused by blofouling In svc water sys 
Licensee plans comprehensive program of svc water sys 
chlorination 8, Insp to evaluate extent of blofoullng 
NORRHOLM.L , TR IPP. L . KEIMIO, R Region I, Office of Director 
S3/0S/04 2pp 18373 317 34 X Flche 30-373.03/05/04,8305100358 


8305150434 PN8-|-83~013 on G30'302, Lower Alloways Cr eek, N J, pa 1 ice dept 
informed licensee of planned, peaceful demonstration to 
protest facility restart scheduled for 03OSO0 No press 
release planned 

MCKEOWN, L , GODVi A T , JOYNER, J Region I, Office of Director 
83/05/06 Ip 10431 131 34X Flche 50-372,33/05/06.8303130434 


8303180030 Forwards 03OSO6 order confirming commitment to implement 
4/or maintain Items specified in 03O4S0 Itr re reactor 
trip breaker failures 

EISENHUT, D 0 Division of Licensing Q3/OS/06 UDERITZ.R A 
Public Service Electric 4 Oas Co of New Jersey Spp 18306 001 

24X Flche 50-272,03/03/06,8303180030 


•83OS1B0B36 Order confirming licensee commitments to Implement tt/or 
maintain items specified In 830438 Ur re reactor trip 
breaker failures, ef fee 1 1 ve Immediately 

EISENHUT, D 0 Division of Licensing 83/03/06 Public Service 
Electric 4 Oas Co of Neu Jersey 4pp 18306 004 84X 

Fiehe 90-872,03/03/06.8303180830 


8305200394 Forwards supplemental LER 03-070/OlX-l Detailed event 
analysis end 

ZUPKO, J M Public Service Electric 4 Oas Co of New Jersey 
83/03/09 ALLAN, J Region 1, Office of Director 3pp 18510 110 
84X Flche 30-272,83/05/09,8303200394 
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—0303200397 Supplsffl»nfcal LER 02-078/^01 K- 1 oti 82 1 01 7- d ur ini) routine 
containment puTg Oi abrormai decrease of rad loac t tv j t ij ievel* 
observed as Indicated by c ontai nmen t plant vent monitor 
Caused by sample line left capped 

FR/lhMi R Public Service E 1 e c tr i< tt Ga s Co of Neu Jersey 
aa/OO/O'l Reylon l> Office of Director Ip 18318 115 24X 

Flehe 50-272. 83/05/09. 8303200394 


B305t90336 PND- I -83-050 on 8305 13. 100 gallons of contaminated jater 
discharged from auiillary bldg sump onto ground between 
auilllary h fuel handling bldgs Cause under investigation No 
offalte release occurred Contami iiiateij soli removed 

SI/MHERS. f? ■ TRIPP, L Region 1. Office of Director 83/03/13 Ip 
10300 233 adX Ftcbe 3D-272, 83/03/ 13. B303 1 90336 


8309230238 PNO-I-83-032 on B30520. plant went critical for first tine 
since G302SS Reactor startup S. requireif reactor trip breaker 
testing completed within 24 h Power ascension to I DOV 
expected over nert several days 

NOR R HOLM. L , J/\C098. R , GREENHAN. E Region I. Office of Director 
S3/0S/23 Ip 18392 390 24X Flche 30-372. 33/03/23 p 0303230230 


T Hearing transcripts on non-anti trust matters 


0303020529 Unofficial transcript of Commission 030426 public meeting 
re possible vote on restart In Mash ington. DC Pp 1-107 
* Commissioners 83/04/26 I27pp 10504 075 24X 

Flche 50-272,83/04/26.0303020529 


830317000? Transcript of Commission 030512 meeting In Mash 1 ng ton . DC to 
discuss evaluation of implications of Ealem event <Part 11 
Pp 1~7B Supporting documentation end 
* Commissioners 83/05/12 81 pp 18493 226 24X 

Flche 30-272.03/05/12.0303170089 


0305230130 Transcript op Commlsalon 030518 public meeting in 
Mash I ngton. DC re evaluation of implications of facility 
event (Part 1) pp l-02 Supporting documentation end 
» Commissioners 83/05/10 97pp 18577 110 24X 

Flche 30-272.03/05/10,8305230130 


DOCKET 30-273 DIADLO CAN70W NUCLEAR POWER PLANT. UNIT 1 
F Security, medical, emergency b fire protection plans 


0309030100 Releases public version of revised emergency plan 
Implcmantl ng procedures 

FELTON.J M Division of Rules and Records 83/04/23 Document 

Hanagomsnt Dranch ip 1 0310 001 24X Flche 50-275.03/04/22, 

8303030100 


— 0305030160 Forwards public version of Rev 0 to Emergency Plan 
Implementing Procedures EP-RD-12. "Mid U High-Range Vent 
fTonltors" t< EP 0-3, "Notification of Offsite Organ i lat ions " 
CRANE, P A Pacific Oas t- Electric Co 83/04/06 MARTIN, J 0 
Region 5. Office of Director 2pp 18310 002 24X 

Flche 50-273,03/04/22.0303030180 


— 0305030193 public version of Rev O to Emergency Plan Implementing 
Procedures EP-fi0-12. "Mid i High-Range Vent Monitors" t 
EP 0-3, "Notification of Offsite Dr g an 1 rations “ 

» Pacific Oas b Electric Co 83/04/06 i9pp 18310 004 S4X 
Flche 50-273,03/04/22,0303030180 


6303040320 Forwards Amend Request 83-03 to License DPR-76, changing 
cantalnment Isolation valves . organl la 1 1 on 6 quantities of 
fire datectlon instruments 

CRANE. P A Pacific Oa s be Electric Co 03/05/02 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 18319 331 24X 

Flche 30-275.03/03/02,8305040320 


— 0305040328 Amend Request 03-03 to License DPR— 76, c hang 1 ng containment 
isolation valve 1 1 st. organl latlen l< quantities of fire 
detection Instruments 

SCHUYLER, J D , CRANE. P A Pacific Oas b Electric Co 83/05/02 
2pp 1B3I9 332 24X Flche 90-275. 83/05/02. 8305D4 0320 


— 0305040473 Proposed Tech Specs re containment isolation valves, 
administrative controls b fire detection instrumentation 
* Pacific Oas 6 Electric Co 03/05/02 I9pp 10319 334 24X 

Flche 50-273,83/05/02.0305040320 


8305110034 Oeneric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t, holders of CPs re c lar 1 f lea t ( on of 
access to control procedures for law enforcement visits 
6vc Hit end 

EISENHUT.D O, Division of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc I6pp 18540 095 S4X 
Flche 50-000,83/05/11,8303110034 


0309190137 Notifies that rept documenting previous oiemptlons A 
justifying differences ho tween existing or proposed fire 
protection features tt features specified in Sections lit 0. 
lit J.L A □ of App R will be submitted by 830610 
CRANE, P A Pacific Oas A Electric Co 83/05/13 EISENHUT, D, 0 

Division of Licensing If 18502 256 24X Flche 50-273.03/05/13. 

0305190157 


8305240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DIRCKS.W J Office of the Executive Director for Operations 
03/09/13 PALLAOIND.N J Commissioners 5pp 10393 322 24X 

Flche 30-000.03/05/13.0303240213 


0305310130 Forwards application for amend to License DPR-76. chang Ing 
portions of Tech Specs 3 7.9 1 re fire suppression 
water lys A 4 7 9 4 re Halon sys 

CRANE. P A Pacific Oas A Electric Co 03/05/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 18699 026 24X 

Flche 50-275,03/05/23.0303310130 


— 0305310139 Application for amend to License DPR-76, chang Ing portlens 
Tech Specs 3791 A4794 Increasing high pressure pump 
capacity to 2.290 gpm A eliminating need for replacing Halon 
sys w/9-yr SVC life rerta Inlng 

SCHUYLER, J 0 . CRANE, P A Pacific Gas A Electric Co 83/09/23 
2pp 16655 029 24X Flche S0-27S. 03/05/23. 830331 0130 


— 8305310140 Proposed Tech Specs 3 7 9 1 re fire suppression water sys *. 
4 794 re Halon ays 

• Pacific oas A Electric Co 03/09/23 4pp 10655 031 24X 

Flche 50-275,83/05/23,6309310130 


O Adjudicatory correspondence 


0305060451 Advises that informant alleging PGAE/Dechtel mlscanducb 
declined to meet w/NRC. fear ing PGAE/Oechtel reprisals 
FLEIBCHAKER, D Fleischaker, D S 03/03/03 EISENHUT.DO 
Division of Licensing 3pp 18343 140 24X Flche 90-273.03/09/03. 

8309060431 


B30509043B Advises that since 030423 correspondence. Informant con>tact*il 
Joint Interveners re allegations of Bechtel/util misconduct 
Fear of reprisals prevented informant from meeting or 
calling NRC 

FLEISCHAKER. D Flelichaker, D S FLEISCHAKER. D Joint 
tntervanors-Dlablo Canyon 03/05/03 EISENHUT, 0 0 Division of 
Licensing 3pp 18362 334 24X Flche 90-273.03/09/03,0309090438 


03-03110212 First request for document production by Governor Deokmejiars 
A Joint Interveners Related correspondence 

0TRUKMASSER. M California, State of REYNOLDS, J R Joint 
Inter venors-Dlablo Canyon 83/03/06 Pacific Oas A Electric Co 
0pp 18407 100 24X Flche 50-279,83/03/06,0309110212 


03OS 110217 Certifies sve of first set of interrogatories A first 
ddcument production request on listed parties on 830506 
STHUMWASSER, M California. State of 03/05/06 Spp 18407 099 
24X Flche 90-273.63/05/06,8305110217 


0305110303 First sot of 1 ntorrogator 1 es by Governor Daukmejlan A Joint 
Intervenors Sworn response requested within 14 days Related 
corresp ondence 

STRUMMASSER, M California, State of REYNOLDS, J R Joint 
Intervenars-Dlab lo Canyon 03/05/06 Pacific Gas A Electric Co 
26pp 18406 230 a4X Flche 90-273.83/05/06,0305110303 


0305120205 Motion to reopen record on const QA issue to receive 
significant new evidence of recently established 
deficiencies In const OA A OC program Certificate of Bve 
• nc 1 

REYNOLDS. J R. Joint In ter ve nors-Dlab 1 0 Canyon REYNOLDS. J R 

Center for Law In the Public Interest 03/09/10 Atomic Safety 
and Licensing Appeal Panel 39pp 10427 199 24X 

Flche 90-275.03/03/10,8309120203 


B30S16O127 Advises that NRC cannot pinpoint when NRC respons Ibl 1 1 bits 
to Commission re independent design verification program 
sufficiently complete to permit discovery against NRC Final 
repts due by S30630 

CHANDLER. L J Hearing Branch 2 83/03/13 MOORE, T S . BUCK. J H . 

J0HN8QN. H R Atomic Safety and Licensing Appeal Panel Spp 
13448 185. 24X Flche 50-275.03/03/13,0305160127 


0305260162 Motion to reopen record on const OA Info discovered on util 
QA program design A const deficiencies A on const contractor 
QA program deficiencies 

KAUFMAN, P H California, State of 83/05/17 Atomic Safety and 
Licensing Appeal Panel 3Bpp 10599 024 24X Flche 30-279, 

03/05/ 1 7, B3052601S2 
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-•-93092&01S3 Declaration of nQ Hubbard re brealdoun in const QA 
Describes events occurring since issuance of 830326 
supplemental affidavit demonstrating util QA/QC const 
program noncompliance Certificate of Svc end 

HUBBARD. R B California. State of 83/09/06 30pp t BS9? 063 
24X Flche 90-275,83/03/17,8305260182 


8309200697 Decision ALAD-73a, af f i rming ASLD 810717 Partial Initial 
Decision LDP-Bl-21 authorizing fuel loading (c 1 ou pouer 
testing Johnson op in 1 on. d Issen t Ing In part.encl 

SHOEHAKER. C J Atomic Safetg and Licensing Appeal Panel 83/09/lB 
64pp 18917 340 24X Fiche 30-279,83/05/18,8305200697 


8303270622 Ansyers to Governor Daukmojian U Joint Intervenori 630506 
first set of Interrogatories Ha) through (f),B(a),(c) 6 
( li >• 7(4 >, ( c 1 6 (dlilOla) 6 Id 6 IHa) 6 (c) re independent 
deeign verification reviey Certificate of Svc end 
CRANE. P A Pacific Oat 6 Electric Co 83/05/23 DEUKHEJIAN, 0 
California. State of 200pp 18645 001 24X Fiche 50-279.83/05/23. 

0309270622 


M Oeneral correspondence 


8305180622 Responds to 830328 1 tr re eight allegations bg anongmous 
Individual Prellmlnarg evaluation of allegations underuag 
Keating ui/util planned in near future to solicit evaluation 
on tubj 

EISENHUT, 0 0 Division of Licensing 83/04/21 FLEISCHAKER, D 
Flolschaker. D 8 Spp 18509 317 24X Flche 90-279,83/04/21. 

8303180622 


P Operating license stage documents 6 correspondence 


6305230407 Informs that backflttlng matl ulll be foruarded as soon as 
avatlable.ln response to 630208 Itr 

FORSUSH. M H Pacific Oas 6 Electric Co 83/02/23 TOURTELLOTTE, J 
Regulatorg Reform Task Force tp 18543 357 24X 

Fiche* 90-000. 83/02/23, 8309230407 


8309230720 Foruards list of utils responding to reguests for cost 
figures on backflttlng 

TOURTELLOTTE. J Regulatorg Reform Task Force B3/04/U 
PALLADINO. N J Commissioners 2pp 18542 272 24X 

FiCha 90-000. 83/04/11, 8305230720 


8303030191 Board Notification 83-31 foruards info re OA/QC allegations 
at facilities Region V currentlg investigating allegations 
EISENHUT, D 0 Division of Licensing 83/04/19 PALLADlNQ. J , 
OILINSKY, U , AHEARNE, J. Commissioners Ip 18309 350 24X 

Flche 30-879,83/04/19,0305030191 


—8303030200 Recommends QA/QC allegations be brought to attention of 
ABLB 

CREHS.J L Division of Resl dent, Reac tor Project h Engineering 
Programs 83/04/13 EISENHUT. DO Division of Licensing 3pp 
18309 331 24X Flche 50-273,03/04/19,8309030191 


8303020386 Responds to G30322 request for addl info an Instrumentation 
tgs for detection of inadequate core cooling (Generic Ltr 
B2-2B) Installation completed t, sgs currentlg being tested 
Status of conformance u/NUREO-0737, I tem 11 F 2 end 
SCHUYLER, J 0 Pacific Gas «, Electric Co 83/04/27 EISENHUT. D 0 
Division of Licensing 7pp 18276 329 24X Flche 90-273. B3/04/27, 

B3090 20388 


8309090282 Board Notification 63-94 notifies of status of activities 
performed under Independent design verification program re 
safatg issue on design adequacg 

EISENHUT, D 0 Division of Licensing 83/04/27 P ALL ADI NO, N J , 

OIUINSKY, V A. , AHEARNE, J F Commlss loners 4pp 18366 109 24X 

Flcha 90-279,83/04/27,8309090282 


8303100422 Bummarg of 830419 meeting y/util In San Francisco, CA re 
areas of reyleu for component cooling uater sgs 
VISTTI.A Licensing Branch 3 83/04/28 Licensing Branch 3 

app 18621 200 24X Flche 30-279,83/04/28,8309100422 


B309030310 Application to amend License DPR-76, requesting extension 
of 43 dags for relief from Tech Spec 3/4 9 7 for mods to 
fuel handling bldg per License Amend 3 Conditions 6 
procedures applicable to Amend 3 remain In effect 
CRANE, P A Pacific Gas «, Electric Co 03/04/29 KNIGHTON, 0 H 
Licensing Branch 3 2pp 18295 039 24X Fiche 50-279,83/04/29, 

B309030910 


8303020455 Generic Ltr 03-19 to all power reactor 6 testing licensees 
re neu procedures for providing public notice concerning 
lefuance of amends to OLs Svc list end 

EISENHUT.DG Division of Licensing 03/09/02 Consolidated 
Ed 1 eon Co of New York, Inc 50pp 18441 120 24X 

Flche 90-000,63/09/02,8309020459 


0303040320 Forwards Amend Request 83-03 to License OPR-76, chang ing 
containment Isolation valves. organl la 1 1 on 6 quantities of 
fire detection instruments 

CRANE, P A Pacific Gas 6 Electric Co 83/03/02 DENTDN, H R 
Office of Nuclear Reactor Regulation. Dnector Ip 10319 331 24X 

Flche 50-279,83/03/02,8305040320 


— 8305040320 Amend Request B3~03 to License DPR-76, e hang ing ccintalnment 
isolation valve 1 is t. organl la t ion b quantities of Fire 
detection Ins t rumen is 

SCHUYLER, J 0 , CRANE, P A Pacific Oas L Electric Co 03/09/02 
2pp 18319 332 24X Flche 90-279,83/05/02.8305040320 


--0303040473 Proposed Tech Specs re containment isolation valves, 
administrative controls 1 fire detection instrumentation 
» Pacific Oas & Electric Co 83/05/02 I9pp 18319334 24X 

Flche 50-279,03/03/02,8305040320 


8309050190 Forwards schedule for submitting component cooling water sgs 
info discussed at 830419 meeting In response to request for 
addl info at 630128 meeting 

CRANE, P A Pacific Gas 4. Electric Co 83/09/03 EISENHUT. D 0 
Division of Licensing Spp 18342 299 24'( Flche 50-275. B3/05/03. 

8303090198 


3309040323 Board Notification a3-037 forwards differing prof opinions 
re sgs interaction 6 safefcg classification Info relates to 
Board Notifications 83-17 6 83-44 re Unresolved Safety Issue 
A- 17 

EISENHUT. D G Division of Licensing B3/0S/04 PALLADINO.N 
Commissioners 22pp IB337 139 24X Fiche 50-000.83/05/04, 

8305040323 


6303120611 Doard Notification B3-39 forwards Info re component 
cooling water sgs discussed at 830419 meeting y/PG6E in 
San Fr anci sc o. CA 

EISENHUT, D 0 Division of Licensing 03/05/04 PALLADINO, N J . 
OILINSKYiV I AHEARNE, J Commissioners 3pp 18440 228 24X 

Flche 90-279,03/03/04.6303120611 


—8303120621 Transcript of B30419 public meeting In San FrancIso.CA re 
review of component cooling uater sgs Pp 1-121 
» Commissioners 03/04/19 123pp 18440 231 24 X 

Flche 90-279.83/05/04,8309120611 


6309200266 Board Notification 83-061 forwards Joint fntervenors 830426 
ltr requesting meeting u/lnformant to discuss allegations 
re design verification program per Commission Order 
CL I -8 1 -30 

EISENHUT, D O Assistant Director for Licensing 03/09/04 
PALLADINO.N , OILINSKV.V , AHEARNE, J Commissioners 3pp 
10940 198 24X Flche 90-275,83/09/04,8309200266 


--8309200273 Advises of Informant refusal to meet u/NRC to discuss 
allegations re design verification program Individual 
fearful ot POLE/Dcch t e 1 reprisals 

FLEieCHAKER, D Flelschaker, I) S FLEISCHAKER, D Joint 
Intervenors-Dlab lo Canyon 03/04/28 EISENHUT, D Q Assistant 
Director for Licensing Spp IB940 201 24X 

Fiche 90-279,83/03/04,8309200266 


B30S120089 Board Notification B3-99 forwards info on allegations re 
const OA at facilities 

EISENHUT, D 0 D i V 1 s i on of L I c en s ing 03/09/05 PALLADINO.N J . 

OILtNSKY.V , AHEARNE, J Commissioners 3pp 18422236 24X 

Flche 90-279,83/09/09,0309120099 


--S303120093 Toruards sworn statements of V Tenngson R Roam re 
allegations of matl vtalations of NRC OA regulations at 
fac 1 1 1 ties 

VANDEHAHP.J California, State of 83/04/12 EISENHUT, D O 
Division of Licensing 90pp 18422 239 24X 

Ficbe 90-275,83/09/09,8309120089 


-“8303120099 Transcript of 830329 interview w/VH Tennyson re alleged 
deficiencies In Impl ementa t ion of HP Foley CO’nst Co OA 
program 

TENNYSON. U H Affiliation Unknown 63/03/29 73pp tB482 329 
24X Fiche 30-275.83/09/03.8303120089 


8303160024 Forwards Amend 9 to License DPR-76 6 notice of issuance 6 
avallabilitg Amend grants relief for 40 days to allow for 
movement of loads In excess of 2,300 lb to make mods In fuel 
handling bldg 

KNIGHTON, 0 W Licensing Branch 3 83/09/03 CRANE. P A Pacific 

Oas & Electric Co 6pp 18499 276 24X Flche 50-273.83/05/03, 

8303160024 


--63031B002S Amend 5 to License 0PR-76i ei tending relief request to 45 
days for mods In fuel handling bldg 

KNIGHTON. O H Licensing Branch 3 63/03/05 9pp 18499 281 

24X Flche 50-273.83/05/03.8308180024 
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— 8303180035 Notice cf is-siranee {< ava 1 1 ab 1 1 1 ti^ Amend 5 to License 
OPR-?* 

KMIOHTOW. 0 W Llcenslnj Drench 3 83/05/05 app IS4R9 386 

24X Flche 30-275,83/03/05,8303180034 


BSOSOT'O&SR Oenerlc Ltr 83-30 to all operating reactor licensees t. 
holders of CPs re Integrated schedi/i 1 ng For implementation 
of plant mods Svc list end 

EISENHUT. D Q Division of Licensing 83/03^09 Consolidated 

Edison Co of Neu Vork, Inc 16pp 18637 153 24X 

Flche 90-000,83/05/09,8305090659 


B305120D43 Responds to B3042D k 31 requests for clarification of 
specific Items re pressure/temp analysis for pipe break 
outside containment submitted in B30413 1 tr 

CRANE 4 P A Pacific Oa« k Electric Co 83/05/09 EISENHUT, D 0 
Division of Licensing 3pp 18433 048 24)( Fiche 50-379,83/05/09, 

8309130043 


6305120335 Foruards response to NJREO-0613, "Cuntrd of Heavy Loads 
Act of receipt of matl requested 

CRANE, P A Pacific Oas & Electric Co 83/05/09 KNIOHrON, 0 W 
Licensing Branch 3 23Spp 13433 043 24X Fiche 90-27 5,83/05/09, 

8309130325 


S305120333 Forirards Rev 1 to “Pump k Valve Jnservice Testing Program, 
Olahlo Cangon Peuer Plant. Unit 1 " Bequests far relief from 
ASHE Code Section XI requirements Included 

CRANE. P A Pacific Oas k Electric Co 83/05/10 KNICHTOH, O W 
Licensing Branch 3 3pp 18431 317 34X Fiche 50-373.83/05/10, 

8305130333 


——8305120339 Rev 1 to “Pump k Valve Inservice Testing Pr ogram, Oiab 1 o 
Cangon Pnuer Plant, Unit I " 

• Pacific Oas & Electric Co 83/03/10 Q3pp 18431 319 34X 

Flthe 50-373,03/03/10,8305130333 


0305160172 Foruards Rev 3 to Test Procedure 42 7, "Natural Circulation 
Baron Mislng Test" t< pretest rept Receipt ack requested 
CflANE.P A Pacific Oas b Electric Co 83/03/11 KNIGHTON. C W 
Licensing Branch 3 Ip 18446 128 24X Fiche 50-375.83/05/1], 

8303160173 


0305160176 Rev 3 to Test Preceiure 42 7. "Natural Circulation Boron 

Hieing Test '■ 

REIS.N P Pacific Oas k Electric Co 83/04/06 S7pp 18446 139 
24X Fiche 50-373,03/03/11,8305160173 


S303040044 Beard Natiflcation 83-66 foruards revieu of NCAP- 10397 (PI, 
“Oroppped Rod Methodology for Negative Flui Rate trip 
Plants “ Rod issue rasolved by analysis in rept Plants 
beyond first cycle must perform analysis Comments end 
EISENHUT, D G Division Of Uleensiny 83/09/13 PALLADINO.N , 
eiLINSKV, V , ANEARNE, J Commissioners 31 pp 18541 068. 34X 

Fiche 30-000,83/05/13,8303040044 


0 3 05340375 Foruards info on component cooling uater sgs. Items 1 , 2 t, 

3 a - 3 e, addressing seismic qua! 1 Fleatl on. has 1 s for 64 F 
ocean temp & max flou/slngle failure analysis requested at 
Q30419 meeting to resolve remaining Issues 

CRANE. P A Pacific Oas k Electric Co 83/05/ IS EISENHUT. 0 O 
Division of Licensing 34pp 1S571 006 24X Fiche 90-273,83/05/18, 

6303340375 


0303270296 Foruards Rev 3 to “Interface Between independent Design 
Verification Program Par t tc Ipants, Plant & Designated Other 
Parties " Comments requested 

COOPER. N E Teledyne Engineering Services 83/05/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MARTIN, J Q Region 
9, Office of Director KANEATIS.O A Pacific Oas k Electric Co. 

Ip 18644*339 34X Flthe 50-273, a3/O3/a0.83a327O296 


Q30S2703D5 Rev 3 to "Interface Betueen Independent Design Verification 

Program Participants, Plant & Designated Other Parties " 

CtTOPERiH E Teledgne Engineering Services 83/09/18 13pp 
1B644 340 34X Fiche 30-273.83/03/30,8303370296 


33<35310130 Forwards application For amend to License DPR-76> Chang Ing 
jiortlnns of Tech Specs 3 7 9 1 re fire suppression 
uiater sys b 4 7 9 4 re Halon sgs 

CRANE. P A Pacific Oas t, Electric Co 83/05/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director ip 18655.028, 24X 

fFlcha 90-273,83/03/23.8303310130 


— 03O53IO13S Application for amend to License DPR-76, chang Ing portion* of 
Tech Bpecs 3 7.9 1 Ic 4 7 9 4 increasing high pressure pump 
capacity to 2.230 gpm b eliminating need far replacing Halon 
sgs iP/S-gr svc life remaining 

SCKUTLER.U 0 . CRANE, P A Pacific Das k Electric Co 83/09/23 
2pp 1 86 55 029. 24X Fiche 50-275,83/03/23,8305310130 


— 8305310140 Proposed Tech Specs 3 7 9 1 re fire suppression uater tys (1 
4 7 9 4 re Halon sgs 

* Pacific Gae 8, Electric Co 83/03/23 4pp 18653 031 24>X 

Fiche 50-279,83/05/23,0303310130 


8305270317 Notifies of 830602 meeting u/utll k independent design 
verification program group in Boston.liA to follouiup 830512 
discussions re turbine bldg, polar crane k auxiliary bldg k 
redistribution of moments b forces 

COOPER, W E , CRAOIN, J 0 Teledgne Engineering Services 83/0S/S7 
ilANEATIS.O A , DENTON, H R . MARTIN, J B NRC - No Detailed 
Affiliation Given ip 18642 223 24X Fiche 50-275,03/03/27, 

8303270317 


a luspection reports, IE Bulletins k correspondence 


8212060369 IE Info Notice 83-14, "Deuatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
anc 1 

TAVLOR.J N Division of Safeguards k Inspection Programs (Post 
0301031 83/03/21 Consolidated Edison Co of Neu York, Inc 

nspp 18308 319 24X Fiche 50-000,83/03/21,8212060389 


B3D5170332 Foruards IE Insp Repts 50-275/83-12 b 50-323/83-09 on 
830306-0402 No none omp 1 lane e noted 

BISHOP, T N Region 9, Office of Director 83/04/08 CRANE, P A 
Pacific Oas b Electric Co 2pp 18465 133 24X 

Fiche 50-273,63/04/08,8303170332 


—8305170339 IE Insp Repts 90-279/83-12 b 30-323/83-09 on 830306-0408 No 
noncompl iancB noted Major areas inspec tod, survel 1 lance 
testing, malnt b THI task action plan Items 

CARLSON, J D . M£ND0NCA,M M , KIRSCH, D F Region 5, Office of 
Director 83/04/09 6pp 18463 133 24X Fiche 30-273, 83/04/08. 

8303170332 


0303040021 IE Info Notice 83-21, “Defective Emergency Use Respirator ** 
Svc list encl. 

O OR DAN I E L Division of Emergency Preparedness b Engineering 

Response (Post 830103) 83/04/15 Consolidated Edison Co of Nau 

York, Inc 126PP 18439 153 a4X Fiche 30-000,83/04/19,8303040021 


8305040023 IE Info Notice 83-23, "DWR Safetg/Relief Valve Failures " 
avc lilt end I 

J(TROAN, E U Olvision of Emergency Preparedness b Engineering 
Rasponte (Post 830103) 83/04/22 Consolidated Edison Co of Nau 

York, Inc llSpp 18383 089 24X Fiche 90 - 000 . 83 / 04 / 22 , 8303040023 


8305170496 Foruards IE Insp Rept 90-275/83-09 on 030222-29 b 0314-10 No 
noncomp 1 iance noted 

BDOK.H E Region 9, Office of Director 83/04/22 CRANE, P A 
Pacific Gas b Electric Co 2pp 18470 045 24X 

Fiche 90-275,83/04/22,8303170496 


—0309170301 IE Insp Rept 50-279/83-09 on 830222-29 b 0314-18 No 
noncompliance noted Major areas Inspected implementation of 
NOREO-0737, I tarn II F 1, "Add! Accident Monitoring 
Instrumentation " 

GARCIA. E M , NENSLANSKI.F A , BOOK, H E Region 9. Office of 
Director 03/04/22 7pp 18470 047 24X Fiche 90-275,83/04/32. 

8305170496 


0303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Eenslng Sys " Svc list end 

JORDAN, E L 01 vision of Emergency Preparedness b Engineering 
Response (Post 8301031 83/04/25 Consolidated Edison Co of Netu 

Yort, Ihc ll9pp 10381 291 24X Fiche 30-000.83/04/23,8303040023 


B303040026 IE Info Notice 83-24, “Loose Parts in Secondary Side of 
6tcam Generators at PHRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Naiv 

York, Inc ItSpp 18382 047 24X Fiche 90-000,83/04/28,6303040026. 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment “ Svc list encl 

JORDAN, E L, Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co df Neu 

York. Inc 1 lapp 18382 163 24X Fiche 90-000,83/04/28,8303040027. 


8303040020 IE Info Notice 83-26, "Failure of Saf ety/Re I ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN. E L. Division of Emergency Preparedness b Engineering 
Raiponie (Post 830103) 83/09/03 Cdnsolidated Edison Co of Ntui 

Yoric, Inc 122pp 18441 170 24 X Fiche 30-000,63/09/03,8303040028. 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 83/09/04 Consolidated Edison Co of Neu 

Yoric, Inc n2pp 18382 282 24X Fiche 90-000.83/09/04,8303040030 


DOCKETED ITEMS 


0303040031 IE Info Notice a3~SB. "Criteria for Protective Action 
ftecomniendatl one for Osnerot Emergencies " Svc list end 
ifORDANtE t> Olvlelon of Emergency Preparedness ^ Engineering 
Rasponte (Post Q30103) E3/03/04 Consol Ideted Edison Co of Neu 

Vork. Inc llVpp 18441 001 S4X Ficlie 30-000.83/05/04.8303040031 


8303040033 IE Info Notice 83-29. “Fuel Binding Caused bg Fuel Rack 
Daformation " Svc list enel 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Poet 8301031 83/03/06 Consolidated Edison Co of Nesa 

York. Inc llSpp 18323 248 54X Flche 30-000.83/03/06.8303040033 


B303040034 IE Info Notice 83-30. "Ml sapp 1 lea 1 1 on of Generic Emergency 
Operating Procedures (EOP) Ouldellnes " Svc list end 
JORDAN. E U Division of Emergency Preparedness 6 Engineering 
Response (Pott 6301031 83/03/11 Consolidated Edison Co of Neu 

York. Inc 114pp 18324 003 24X Flche 30-000.83/03/11.8303040034 


8303040040 IE Info Notice 83-31. "Error In ADl-PIPE Computer Program " 
Svc list encl 

JOROAN.E L Division Of Emergency Preparedness tt Engineering 
Rasponse (Post 8301031, 83/03/19 Consolidated Edison Co of Neu 

York. Inc 114pp 18697 009 24X Flche 30-000.83/03/19.8303040040 


8309260237 Foruardt IE Insp Repts 30-273/93-13 << 50-323/83-10 on 
830330-0406 & 23-29 U/o notice of violation 

BISHOP, T W Region 3, Office of Director 83/05/19 CRANE. P A 
pacific Gas fc Electric Co 2pp 18623 172 24X 

plchi 30-275,83/09/19,8303260237 


— 0305260262 IE Intp Repts 30-273/83-13 t> 30-323/83-10 on 830330-0406 & 
S3-29 Noncompllanca noted failure to comply u/procedural 
raqulrements for processing of nonconformance repts to 
conduct ualdar requal If icatlon 

CARLSON. J D , HERNANDEZ. 0 H . (1EN00NCA, H N Region 3. Office of 
Director 83/0S/I9 24pP 18623 174 24X Flche 90-273,83/03/19. 

8303260237 


B3(JS240390 Forwards IE Insp Rept 30-273/83-16 on 830429-0304 No 
noncofflpl lanca notad 

FAULKENBERHY. D Region 3, Office of Director 83/09/20 CRANE. P A 
Pacific Oas t< Electric Co 3pp 18973 121 24X 

Flcba, 30-273. 83/03/20, 0305240390 


— 3309240393 IE Insp Rept 90*279/83-16 on 830423-0504 No none omp 1 lance 
noted Major areas inspected action Initiated by licensee In 
rasponea to gougas discovered in reactor coolant pipe 
Details uithhcld (ref 10CFR2 790) 

8CARAN0/R A . DISHOP, T M , MCOUEEN, A D Region 3. Office of 
Director 83/03/18 2pp 18573 124 24X Flche 90-273,03/03/20. 

8303240390 


B30326D270 Forwards IE Mgt Mfatlng Repts 30-275/a3-(a 6 30-323/83-14 
on B30407 l< BALP rept for Jul 1981 - Dec 1982 

MARTIN, J D Region 3, Office of Director 83/09/23 CRANE, P A 
pacific Oas 6 Electric Co 2pp 18626 211 24X 

Flche 30-273.83/09/23.8305260270 


— 8303260272 IE Mgt Meeting Repts 30-273/83-18 V 30-323/83-14 on 930407 
No noncompllanca noted Major areas d 1 scussed' SALP rept for 
Jul 1981 - Dec 1982. Including design, const 6 operations 
MORRILL. P v) , KIR9CH. 0 F Region 3. Office of Director 83/03/20 
Spp 18626 213 24X Flche 30-279. 83/03/23. 8303260270 


— 8309260274 Submits comments on draft SALP rept for Jul 1901 - Dec 1982 
discussed at 830407 meatlng BALP rept will be used as guide 
for assigning priorities 6 allocating resources to maintain 
h Improve mgt controls t</or quality of work 

CRANE, P A Pacific Oas 6 Electric Co 83/04/27 MARTIN. J B 
Region 3. Office of Director 2pp 18626' 238 84X 

Flche. 30-273, 83/03/23, 8303260270 


0303030271 Forwards Rev I to ''Verification of Methanical/Nuc lear Design 
of Control Room Ventilation 4. preasur 1 la 1 1 on Sys' 6 
“Verification of Meehan! ca I /Nue I ear Design of Auslliary 
Feedwater Sy$. " Interim Technical Repts 20 6 22 l4/o Rept 20 
RRECHTING. J E Stone «. Webster Engineering Corp 83/04/25 
DENTQN.H R Office of Nuclear Reactor Regulation. Director 
ENGELKEN. R H Region 3. Office of Director MANEATIS. * A Pacific 
Oas 6 Electric Co Ip IB300 091 24X Flche 50-275.83/04/25, 

830303(7271 


— 6303030202 "Ver i f ic a t Ion of MecParaica 1 /Nut I ear Design of Aui Illary 
Feedwater Sys. " Intorim Technical Kept 22 

9E5TAK.F Stone 6 Webster Engineering Corp STRATOULY. D C 
TeJerfyno Engineering Services 03/04/20 36pp £8300 093 24X 

Flche 30-273.83/04/23.8303030271 


6303030338 Forwards Rev 1 to "Verification of Mot hanic a I /Nuc 1 ear Design 
of Control Room Ventilation (. Pr« ssur 1 tat i on ays." Interim 
Technical Rept 20 

KRECHTINO. J E Stone 6 Webster. Inc 83/04/23 DENTON. H R Office 
of Nuclear Reactor ftegu I at 1 on-. Director ENOELKEN.R H Region 9. 
Office of Director MANEATIS, O A Pacific Oas V Electric Co ip 
18303 229 24X Flche 30-275.83/04/23.8303030539 


— B303030345 Rev 1 to "Verification of Mechanical /Nuc 1 ear Design of 
Control Room Ventilation & Prossuri latlnn Sys." Interim 
Technical Rept 20 

SE8TAK. F , STRATOULY, P C Stone tr Webster. Inc 83/04/20 34pp 
18303 230 24X Flche 50-273.03/04/25.9305030338 


8303030373 Forwards Rev I to "Diablo Canyon Unit 1 Independent Design 
Verification Program Electrical Equipment Analysis." Interim 
Technical Rept 33 

DENISON. E Robert L Cloud Associates. Inc 83/04/29 pENTON. H R 
Office of Nuclear Reactor Regulotian. Director MARTIN, J 8 Region 
3. Office of Director MANEATIS. 0 H Pacific Gas !< Electric Co 
Ip 1B30I 293 24X Flche 30-273.83/04/29.0305030373 


— 8303030381 Rev 1 to "Diablo Canyon Unit I Independent Design 

Verification Program Electrical Equipment Analysis.'' Interim 
Technical Rept 33 

DENISON. E Robert L Cloud Associates. Inc P 103-4-839-033 ROl 
83/04/28 33pp 18301 296 24X Flche 30-273.83/04/29,3305030573 


0305030299 Forwards "Diablo Canyon Nuclear Power Plant Unit 1, 
Independent Design Verification Program,'' final rept. In 
response to Commission order 

COOPER. W E Teledyno Engineering Services 83/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MARTIN. J D Region 
3. Office of Director MANEATIS. 0 A Pacific Oas U Electric Co 
2pp 10337 001 24X Flche 50-273,83/05/02.8303030299 


— 8303030303 “Diablo Canyon Nuclear Power Plant Unit I . I ndep endeii t 
Design Verification Program." final rept 

» Tetedyne Engineering Services 93/03/02 l26pp iB337 003 
24X Flche 30-273.83/03/02,8303050299 


8303200723 Cnmments on Rev O to Interim Technical Rept <!TR) 36 6 Rev 1 
to ITR 30. evaluat Ing BLW audit of GF Atkinson U Hlsmer ic 
Becker const OA Closing out engineering open Item opposed 
Repts should be revised 

NOVAK. T M Assistant Director for Licensing 83/05/02 COOPER, W E 
Affiliation Unknown 3pp 18340 092 24X FI ch e 50-273. 83/05/02. 

8303200723 


6309230206 Board NO’tl f 1 cat 1 on 03-96 forwards "Independent Design 
Verification Program - ermlmonth ly Statu* Rept for Apr 1983" 

4< "Interim Technical Rept 42 - BF Reedy Independent Design 
Verification Program Phase 11 Review 6 Audit " 

EI8ENHUT.D 0 Division of Licensing 83/03/03 PALLADIND. N -J , 
OILINSHV. V . AHEARNE, J F Commissioners 4pp 18343 OOl 24X 
Flche 30-273, 83/03/03. 0305230206 


03(33040046 IE Info Notice 83-33. "Nonrepresentatl vs Sampling of 
contaminated Oil, “ Svc list encl 

JOROAN.E L. Division of Emergency Preparedness 6 Engineering 
Reeponee (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Flche 30-000,83/08/26,8303040046 


R. Periodic operating reports 6 related correspondence 


8303100173 Forwards Rev 1 to "Verification of AuilUary Foedweter By* 
Electrical Design," Interim Technical Rept 29 I R»v 1 to 
"Verification, of Control Room Ventilation Pressurijatlon 
Sys Electrical Design. " Interim Technical Rept 26 
KRECHTINO, J E Stone ti Webster Engineering Corp 83/03/04 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
ENOELKEN.R H Region 3. Office of Director MANEATIS, 0 A Pacific 
Oat t< Electric Co Ip 18377 060 24X Flche 30-273.83/03/04. 

8303100173 


8309100427 Advises that no open Item repts Issued 830321-0408, 
Individuals assigned to Independent design verification 
erogram completed acceptable conflict of interest statement 
REEDY, B F R F Reedy, Inc 83/04/13, DENTON.H R Office of 

Nuclear Reactor Regulation, Director MANEATIS.O A Pacific Oas t, 

Electric Co ENOELKEN.R H Region 3, Office of Director 2pp 
10403:298. 24X Flche 30-273.83/04/13,8305180427 


— 0303100179 
Design, " 
SESTAK, F 
10377 062 


Rev 1 to "Verification of Auiillary Feedwater sys Electric 
Interim Technical Rept 23 

atone fc Webster Engineering Corp 83/04/29 26pp 
a4X Flche 30-273,03/03/04.8303100173 


—8305100183 Rev 1 to "Verification of Control Room Ventilation S' 
presiurliatlon Sys Electrical Design," Interim Technical 

SESTAK, F Stone 6 Webster Engineering Corp 83/05/02 23pp 
10377 009 24 X Flche 30-275,03/03/04.8305100173 
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83051S0303 f »rua< d & Rev 1 to Intel im Tethnical Rept Jl. "Verl # i ca 1 1 on 
of Effects of High Eneegy Line Cracks t Moderate Energy Line 
Dreaks for Auiiliary Feeduater Sga r Control Room “ 1 Rev 
1 to Interim Technical Rept ?1. "Verification of 4 j liO " 
KRECHTINO. 0 C Stone i Webster Engineering Corp 63/09/09 
□EHT'OHi H R Office of Uuclear Reactor Regulation. Rlractor 
ENOELKEH.R H Region 5. Office of Pirecter MrtIVEATIS, C A Pacific 
Oas *. Electric Co >p 10427 100 Pol Fiche 50-S f 5 . 03/05/09, 
0303120303 


--a30512i}2tl Rev I to "Ver i F ica 1 1 on of effects of High Energy Line Cracks 
t< Moderate Energy Line Breaks for Ajtlllery Feedwater Sys t< 

Control Room Vent I I at 1 on b Pr es sin 1 J a 1 1 o h Sys," Interim 
Technical Rept 21 

SESTAK, F Stone & Webster Engineering Corp G3/03/O3 21pp 
10427 102 24X Fiche 30-375,83/05/09,0305130203 


— 830312021b Rev 1 to ■'Verification of 4, 160-Volt Safety-Related 
Electrical Distribution Sys, ' Interim Technical Rept 24 
SESTAK.F Stone !< Webster Engineering Corp 83/05/04 28pp 
18427 124 24X Fiche 50-273,03/05/09,0305120203 


8305230216) Board Notification 83-65 foruards Info Items re design 
verification program 

EiSENHVT, D 0 Division of Licensing 81/05/11 PALLADINO. N J , 
OILINSKV. V , AHEARf/e. J F Coir ml ss i oner s 4pp 10544 001 24X 
Fiche 50-275-03/05/11,0305230216 


--8303230224 Foruards Rev 0 to "Diablo Canyon Unit I Independent Design 
Verification Program - HKs, " Interim Technical Rept 43 
DENISON, E Robert L Cloud Associates, Inc 83/04/13 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
MARTIN- J Q Region 5, Office of Director MANEATIS-O H Pac i f i e 
Cas «, Electric Co Ip 16544 163 24X Fiche 50-375- 03/05/11. 

8305230216 


830S160165 Board Notification 83-68 forwards Teledyne Engineering Sves, 
"Diablo Canyon Nuclsai Pouer Plant, Unit 1, Final Rept- 
Independent Oaslgn Verification Program " Final installment 
of rept scheduled for submittal by 030630 

EISENHOT, D C Division of Licensing 83/05/12 PALLADiNO, N . 
OILINSKV, V . AHEARNE-J Commissioners 3pp 10474 239 24X 
Fiche 30-275-33/05/13,0303160135 


Q303170S1I Foruards Rev 1 to, "Vei i f icat i an of Pressure- Temp- Kumi d i ty t< 
Submergence Environs Used For Safety-Related Eguipment Spec 
Outside Containment for Auiiiiary Feedieater Sys 6 CnntroS 
Room Interiin Technical Hepl 14 

RRECHTING. V E Stone U Webster Engineering Carp 83/05/12 
PEN TON- H fl Office of Nuc 1 ear Reactor Rsgulatloii. Director 

ENOElKEN, R H Region 3, Office of Director MANEATI0. 0 A Pacific 
(Jai t Electric Co Ip 10468 323 24X Fiche 50-275.63/05/12, 

830S 170311 


--0305170517 Rev ] to "Ver 1 f ic a tion of Fres sure, Temp) Humid i ty t 
Submergence Environs Used fur Safety-Re lated Equipment Spec 
Outside Containment for Auiiliary Feedwater Sys 4 Control 
Room Ventilation Interim Technical Rept 14 

SESTAKi F - STRATQULVi 0 C Stone b Webster Engineering Corp 
83/05/09 45pp 10463 324 24X F t che 50-275, 03/03/ 12, 0305 1 70511 


6305160377 Advisos that no open item repts issued since last 
semimonthly rept 

KRECHTtNO-J E Stone h Webster Engineering Corp 03/05/13 
CEMTONtH B Office of Nuclear Reactor Regulation, Director 
MANEATIS, 0 A Pacific Oas i. Electric Co HABTIN. J B Region 3. 
Office of Director Ip 13490 346 24x Fiche 30-275,33/03/13. 

0305100377 


Q3O910O395 Foruards "Diablo Canyon Nuclear Pouer Plant. Unit I. 
independent Design Verification Program." second Friday 
semimonthly rept for Kay 1983 

COaPEB.W E Teledyne Engineering Services 83/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Dlieelor MARTIN. V B Begton 
9- Office of Director MANEATfS.O A Pacific Das t< Electric Co 
ip 18485 303 24X Fiche 50-275.03/09/13,6305100395 


--0305160403 "Diablo Canyon Nuclear Power Plant, Unit I. Independent Design 
Verification Program, “ second Friday semicnonth I y rept for 
May 1983 

» Teledyne Engineering Services 03/05/13 2&pp IS4B5 304 
a4X Fiche 50-273,03/05/13,8305100395 


3305100417 Foruards Rev 0 to Open Item Repts 1121 » 1122 for May S9B3 
Responsible individuals assigned by RL Cloud have completed 
acceptance statement re potential or apparent conflicts 
of interest 

DENrsoH.e Robert L Cloud Associates. Inc 83/05/13 OSHTDN, H R 
Office of Nuclear Reactor fiegulatioo, Dli actor MARTIN, J. 3 Region 
9. Office of Director MANEATtS, 0 M Pacific Oas |i Electric Co 
3pp 10489353 24X Fiche 50-275-03/09/13,8309100417 


0305240238 Forwards "Diablo Canyon Verification Program." Bemlmonthly 
Status Rept 37 for period 030419-0509 Rept submitted per NRC 
Order CLI-01-30 

CRANE. P A Pacific Cas 8, Electric Co 03/09/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director MARTIN, J D Region 
9, Office of Director Ip 18548 221 24X Fiche 90-279,03/05/13, 

e30S?40238 


— 0305240242 "Diablo Canyon Verification Program," Semimonthly Status 
Rept 37 for period 030419-0509 

» Pacific Oas & Electric Co 03/05/13 69pp I8S48 222 24X 

Fiche 90-275,03/09/13,8309240230 


83OS3OO350 Foruards "Independent Design Verification Program Pina) 
Rept," second draft submittal Neit submittal scheduled for 
030930 Final submittal scheduled for 830630 

COOPER, H E Teledyne Engineering Services 03/09/16 DENTON, H B 
Office of Nucteai Reactor Regulation, Director MARTIN, J B Region 
5, Office of Director MANEATig.O A Pacific Oas b Electric Co 
2pp 18510016 24X Fiche 50-275.03/09/16,0309200358 


--0305200364 "Independent Design Verification Program Final Rept," 
second draft submittal 

* Teledyne Engineering Services 03/09/16 73pp 10918 010 
24X Piehe 50-279-83/05/16,8305200390 


8305230213 Foruards Rev 1 to "Verification of Instrument ti Control 
Design of Control Room Ventilation t Pressurization Sys," 

Interim Technical Rept 28 

KBECHTING, J E Stone S< Webster Engineering Carp 03/09/10 
DENTON- H R Office of Nucleai Reactor Regulation, Director 
MARTIN. JD Region 5, Office of Director MANEATIS.OA Pacific 
Oas t< Electric Co Ip 10939 149 24X Fiche 50-275,83/09/10. 

03052302 1 3 


— 0305230221 Rev 1 to "Verification of Instrument 6 Control Design of 
Control Room Ventilation (, Pressurization 8ys, “ Interim 
Technical Rept 28 

SESTAH, F Stone t< Webster Engineering Corp 03/09/13 30pp 
J8539 146 a4X Fiche 50-279.03/09/18,0305230213 


B3032309S6 Forwards Rev I to "Verification of Instrument & Control 
Design of Auiiliary Feeduater Sys," Interim Technical 
Rept 27 

KRECHTINO.JE Stone i. Webster Engineering Corp 83/05/18 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
MARTIN, J D Region 5, Office of Director MANEATIS.O A Pacific 
Oas t Electric Co tp 1BS37 102 24X Fiche 50-275,03/09/10, 

0 30523 DS56 


— 0309230559 Rev 1. "Verification of Instrument I, Control Design of 
Auxiliary Feeduater Sys." Interim Technical Rept 27 
5ESTAK, F Stone tt Webstar Engineering Corp 83/09/13 37pp 
18937 103 24X Fiche 90-275,83/05/18.0309230596 


9305250066 Board Notification 83-69 forwards technical repts & 
transcript of 830504 public meeting re design verification 
program 

EISENHUT-DO Division of Licensing 03/OS/tB PALLADINO.N , 
OILINSKV.V. AHEARNE, V Commissioners 3pp 10995.001 24X 

Fleha 90-279,83/05/18,8305250066 


— 0305250186 Transcript of 830504 public meeting to review design 
verification project In San Francisco, CA Pp 1-236 
* Comml 85 loners 83/05/04 43pp IB999'009 24X 

Fiche 50-275, 03/05/10,0309250066 


8305290466 Forwards Rev 0 to "Addl Verification of Redundancy of b 

Equipment & Pouer Supplies in Shared Safety-Related Sys," 

Interim Technical Rept 45 Meeting announcement end 
KRECHTINS, J E Store t, Webster Engineering Corp 03/09/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
MANEATIS.O A Pacific Oas & Electric Co MARTIN, J 0 Region 5, 
Office of Director 2pp I05SS 220 24X Fiche 50-275,83/05/20- 

8309 250466 


--B305S90467 Rev 0 to "Add) Verification of Redundancy of Equipment 6 
Power Supplies in Shared Safety-Related sys," Interim 
Technical Rept 45 

SESTAK, F Stone U Webeter Engineering Corp 83/05/17 17pp 
18589 230 24X Fiche 50-275.03/05/20.8309290466 


8305310196 Forwards Rev 1 , to "Verification of Fire Protection Provided 
for Auxiliary Feeduater Sys, Control Room Ventilation t, 

Prassuri lation Sys, Safety-Related Portion of 4160-Volt 
Electric Sys," Interim Technical Rept IS. 

RREGHTINO-J E Stone ti Webster Engineering Corp 83/09/26 
DENTON-H R. Office of Nuclear Reactor Regulation, Director 
MANEATIS, e. A Pacific Oas «t Electric Co MARTIN, J B Region 9. 
Office of Director Ip. 10692 34T 24X Fiche 50-279,03/09/26, 

0305310196 
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— -9303310191 Rev 1 to "Verification of Fire Protection Provided foi 
Auxiliary Feeduater Sysi Control Room Ventilation *< 
Preesurtzotlon, Sysi Safety-Related Portion of dl60-Volt 
Electric Sys< " Interim Technical Rept 18 

SESTAKiF Stone & Ueteter Engineering Corp 83/03/34 38pp 
19652 349 24X Fiche 50-373.93/03/26.8303310186 


3 Reportable occurrences. LERs t< related correspondence 


8.305030313 PNS— V-83— 003 on 930426. reg 1 on dispatched reactive insp team 
to revlctd findings status to date of licensee 
Investigation of safety significance of recent vandalism 
event on 830419 involving gauges in coolant pipe 
flCQUEEM. A D , NOHDERHAVG. L R Region 3. Office of Director 
93/04/27 Ip 18297 069 24X Fiche 50-275.83/04/27.9305030313 


B305060580 PNO-V-83-019 on 630302.6 3 Richter scale earthguatre occurred 
approi 83 miles from facility No damage identified Strong 
motion seismic recorder not actuated Media interest 
> t pec ted 

KIR 8 CH 1 D F Region 3. Office of Director 83/05/03 Ip 
18349 057 24X Fiche 50-275,83/05/03.8303060580 


8305240397 LER 03-OO4/OBT-O on 0304 19. gr 1 nd Ing wheel U rotary file 
gouges Found on main coolant sgs piping on main coolant pump 
3 discharge side Caused intentionally by unknown persons 
Oouges removed by grinding it blending U/B30303 Itr 
KELLV. W J , SNIFFER, J D Pacific Gas *- Electric Co 83/05/03 
MARTIN, J 0 Region 5, Office of Director 3pp 18549 275 24X 

Fiche 50-275, 83/05/03, 8305240397 


830516000? PND-V-a3-021 on 830429, leak discovered In component cooling 
water piping sys Caused by potentially inadequate welds in 
pipe spool Visual insp it NDE to be performed to verify weld 
Integr 1 ty 

KIRSCH, DF Region 5, Office of Director 83/05/10 Ip 
18436 Oai 24X Fiche 30-273,83/03/10-8305160009 


8303130187 PN0-V-B3-022 on 830309, while porformlng addl ultrasonic 
ezatns, RCS piping in area of one weld determined less than 
min wall thickness specified by code Caused by welds being 
ground smooth during original preservice eiam 
KIRSCH, DF Region 3. Office of Director 83/03/11 Ip 
18439 347 34X Fiche 30-273.83/03/11.0303130187 


S305270249 LER 83-003/03L-0 on 6304 14, control operator unable to 
achieve satisfactory check source reading on liquid radwaste 
discharge lino radiation monitor (RE-1Q> Caused by missing 
check source from monitoring mechanism U/630313 Itr 
aHIFFER.J D , kelly, W J Pacific Gas «< Electric Co 83/03/13 
MARTIN, tl D Region 3, Office of Director 4pp 18637 152 24X 

F 1 C h a 50-273, 83/05/ 1 3, 8303270249 


T Hearing transcripts on non-anti trust matters 


8305110093 Transcript of 830419 public meeting re component cooling 
water lys in San Francisco, CA Pp 1-121 

• NRC - No Detailed Affiliation Given 83/04/19 t24pp 
18434.112 24X Fiche 30-275,83/04/19,8305110093 


8303120611 Board Notification 83-39 forwards Info re component 
cooling water sys discussed at 830419 meeting w/POt-E In 
San Francisco, CA 

EISENHWT, D 0 Division of Licensing 83/03/04 PALLADINO.N J , 
OILINSKY, V , AHEArNE, J Commissioners 3pp 18440 228 24X 

Fiche- 30-273. 03/05/04, 8305120611 


— G30512O62I Transcript of B30419 public meeting In San Franclso.CA rq 
review of component cooling water sys Pp 1-121 
a Commissioners 83/04/19 t33pp 18440 231 34X 

Fiche 30-273, 83/03/04> 8303120611 


930S2S0066 Board Notification 83-69 forwards technical repts & 
transcript of 830304 public meeting re design verification 
pregrain 

EISENHUT. D 0 Division of Licensing S3/0S/1B PALLADINO.N , 
OILINSKY, V , AHEARNE, J Commissioners 3pp 18399 001 24X 

Fiche 90-273, 83/03/18, 8303230066 


8309290166 Transcript of 830304 public meeting to review design 
verification project in San Franclsco.CA Pp 1-236 
« Commissioners 03/09/04 43pp 18393 003 24X 

Fiche 30-279, 83/09/18, 8305290066 


If Congr e sslona 1/E<ecutl ve Correspondence 


8303 100124 Supplemental testimony of JC Keppler re GA 

KEPFLER. V 0 Region 3, Office of Director 83/03/29 6pp 
18373. 197 84X Fiche 30-000,83/03/29.8303100124 


—8305100111 Responds to 811113 Itr re implications of recent seismic 
design errors at facility Due to design errors.util license 
suspended on 811119 pending completion of independent 
design review t receipt of schedule for .-ompleting mods 
PALLADINO.N J Commissioners 82/02/01 DIHGELL, J D House of 
Rep . Energy 5 Commerce 3pp IS37S r?e 24 X 
Fiche 50-000,83/03/23.8305100124 


DOCKET 50-2/7 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F Security, medical, emergency 6 fire protevtior plans 


8303040716 Summary of 030405 meeting w/util in Dethesda.HD re status 
of App R concerning fire protection prograir mods at 
facll I ty 

GEARS, 0 E Operating Reactors Branch 4 83/04/35 Operating 

Reactors Branch 4 3pp 18328 106 241( Fiche 30-277,83/04/25. 

9303040716 


9305100339 Describes plans for completing Fiie protection mods re 
Sections III F, III O, [I] J I HIM of App R Exemptions 
requested for schedule relief to pe,mit completion of mods 
by certain dates Justification, for operation provided 
BOYER, V S Philadelphia Electiic Co 83703/02 EISENHOT,DO 
Division of Licensing 6pp IB379 033 24X Fiche 50-277,83/03/02, 

8303100359 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs X, holders of CPs. re clarification of 
access to control procedures For law enforcement visits 
Sve list enc I 

EISENHOT. D O Division of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc I6pp 18540 093 24X 

Fiche 30-000,83/03/11.8305110034 


6305190322 Notification of 830526 meeting w/util in Bathesda.MD to 
discuss alternative safe shutdown, App R 

GEARS, 0 Operating Reactors Qranch 4 83/03/17 STQLZ, J 

Operating Reactors Branch 4 2pp IR323 136 24X 

Fiche 30-2/7,83/03/17.8303190322 


0 Adjudicatory correspondence 


8304040470 Order extending time until 030426 for Commission to act to 
review ALAO-701 Commissioner Ahearno dissenting views encl 
CHILKi 8 J Office of the Secretary of the Commission 63/03/31 
Commissioners 3pp 17807 049 34X Fiche 50-000.83/03/31, 

8304040470 

e 

8303060290 Order extending time until 830513 for Commission to act to 
review ALAB-701 

HOYLE, J C Office of the Secretary of the Camnlsslon 63/05/09 
Commissioners Ip J8343 196 24X Fiche 30-000.83/09/03. 

8305060230 


8309130060 Response opposing Intorvenor motion for recusation Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINO.N O Commissioners 83/03/11 2pp 10436 226 24X 

Fiche 90-000,83/03/11,8303130060 


6303130061 Order extending time until 830520 for Commission to act to 
review petition for review of ALAO— 701 

CHILK, 8 J Office of the Secretary of the Commission 83/09/12 
Commissioners ip 18437 033 24X Fiche 30-000.83/03/12. 

6309130061 


6309200360 Order extending time until B30327 for Commission to act to 
review Intorvenor 621227 petition for review of ALAD— 701 
CHILK, 6 J Office of the Secretary of the Commission 83/03/17 
Commissioners Ip 1B3J4 283 24X Fiche 90-000.03/03/19. 

6303200960 


8305310017 Memorandum *< order te hold decision In ALAD~70l in abeyance 
until Commission completes review of U mill tailings pile 
requirements tt of rulemakings to conforin Commission 
requirements to EPA stds Separata J Ahearno statement encl 
CHILK, S J Office of the Secretary of the Commission 83/09/27 
I4pp 18633 311 24X Fiche 30-000.83/03/27,0303310017 


J Insurance tt Indemnity information 


8303240307 Forwards Endorsements 1.2 L 3 to MAELU Certificates H-S & 
M-9 for secondary financial protection 

BRADLEY, EJ Philadelphia Electric Co 83/03/17 SALTZMAN. J 
Assistant Director for State & Licensee Relations 41pp 16546 141 
24X Fiche 50-277. 63/09/1 7, 6303240.307 
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830)9130503 Foriiidrils Dbv 1 to Interiin Technical Dept 31/ *'Ver 1 f i catl on 
af Effects of Hijh Energy Line CrJcke V Hoderdte Energy Uine 
Ereaks for Auilliary Feedieater Sys 1 Control Room " tr Rev 
I to Interim Technical Bept 24, "Verification of 4/IEO " 

KHECHTINOj vl E Stone i Melisler Engineering Corp 93/09/09 
BEMTOMp H H Office of Nuclear Reactor fiagulat 1 on, Director 
EB5ELREN/B H Be j ton 5- Office of Diroctor «ANEATtS,0 A Raclfic 
Cal A Electric Co Ip tS4a7 JOO PAt Fiche 50-275.83/03/09/ 
8305120203 


—8303120211 Rev i to "Verification of Effects of High Energy Line Cracks 
Moderate Energy Line Breaks for Auiiliary Feeduater Sys & 

Control Room Ventilation 5 Pres sur i i at t on Sysi" Interim 
Technical Kept 21 

SESTAKpF Stone & debater Engineering Co-rp 83/05/03 31pp 
1G427 102 24X Fiche 30-275. 83/05/09. B305I20Z03 


— 8303120216 Rev I to "Var I f i cati on of 4. 160-Volt Safety-Related 
Electrical Distribution Sys. " Interim Technical Rept 24 
EESTAK/F Stone i Uebster Engineering Corp 83/05/04 23pp 
18437 134 24X Fiche 50-279,83/03/09.8305120203 


03032302(6 Board No 1 1 f 1 c a t Ion 83-65 fori/iards info items re design 
verification program 

EISENHUT.D G Division of Licensing 83/05/11 PALLADINO.N J • 
SILINSKV/V. AHEARNE. J F Commissioners 4pp 18544 OOl 24X 
Fiche 30-273.83/05/11/8305230216 


— 8309230324 Foruards Rev O to "Diablo Canyon Unit I Independent Design 
Verification Program - HXs. " Interim Technical Rept 43 
DEM I SON, E Robert L Cloud Associates. Inc 83/04/15 
DEMTON.H R Office of Nuclear Reactor Regulation/ Director 
MARTlN/J D Region 5. Office of Director MAMEATIS.O H Pacific 
Oas t> Electric Co Ip 18544 163 247 Fiche 30-275,83/05/11/ 

8303230216 


03O316-Ola9 Board Notification 83-68 foruiards Teledyne Engineering Svcs, 
"Diablo Canyon Nuclear Power Plant.Unit 1/FinaI Bept, 

Independent Design Verification Program " Final installment 
of rept scheduled for submittal by 830630 

EISENHUT.DO Division of Licensing 93/05/12 PALLADINO.N . 
OILINSKV. V . AHEARNE.V Commissioners 3pp 10474 239 24X 

Fiche 30-273.83/05/12,8303160109 


630917051I Forwards Rev 1 to “Ver i f i c a 1 1 on of Pressor o. Temp > Huml d 1 ty l< 
Submergence Environs Used for Safety-Related Eifuipment Spec 
Outside Containment for Auslilary Feedwater Bys b Control 
Roem /" Interim Technical Kept 14 

KRECHTIMG. J E Etone (• Uebster Engineonng Corp 83/05/12 
DEMTON.H R Office of Nuclear Reactor Regulation, Director 
ENOELKEN.R H Region 9, Office of Director MAMEATIS. O A Pacific 
Oas 1. Electric Co Ip 19468 323 24X Fiche 30-273. 93/03/12. 

8305170311 


--B305170517 Rev I to “VOr i f i cat i on of Pressure/ Temp. Humidity t 
Sobisfrrgence Environs Used for Safety-Related Equipment Spec 
Ootslde Containment for Auiiliary Feedwater Sys 6 Control 
Room Ventilation Interim Technical Rept 14 

SESTAK. F / STRATOULV. D C Stone 6 Uebster Engineering Corp 
83/03/09 45pp 10468 324 24X Flcbr 50-275/83/05/12.8305170511 


8303100377 Advises that no open Item rcpts issued since last 
semimonthly rept 

KRECHTINO/ V E Stone R Uebster Engineering Carp 03/05/13 
DENT0N,H R Office of Nuclear Reactor Regulation. Director 
MAMEATIS. G A Pacific Oas «. Electric Co MARTIN, J B Region 5, 
Office of Director Ip 18490 346 24X Fiche 50-275,83/03/13. 

8303180377 


9303180395 poriuards “Diablo Canyon Nuclear Power Plant.Unit 1. 
Independent Design Verification Program/" second Friday 
semimonthly rept for May 1983 

COOPER. U e Teledyne Engineering Services 03/03/13 DEMTON.H R 
Office of Nuclear Reactor Regulation. Qiiector MARTIN. U 8 Region 
S. Office of Director MANCATIS. G A Pacific Cas b Electric Co 
Ip 10483 303 24X Fiche 50-275.83/03/13,8305180395 


— 9305100403 "Diablo Canyon Nuclear Power Plant.Unit I ■ Imfepenifent Design 
Verification Program." second Friday semimonthly rept for 
Kay 1983 

» Teledyne Engineering Services 83/05/13 SBpp 18499 304 
24X Flcfte 50-273.83/05/13,8303180393 


B3<)3l804t7 Forwards Rev 0 to Open Item Repts 1131 b 1122 for Kay 1963 
Responsible individuals assigned by RL Cloud have completed 
acceptance statement re potential or apparent conflicts 
of interest 

DENISON, E Robert L Cloud Associates. Inc 03/05/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director MARTIN, J.B, Region 
9. Office of Director KANEATIS.O H Pacific Cas b Electric Co 
3pp 18485 353 24X Fiche 50-279.83/03/13,6303180417 


0303240238 Forwards "Diablo Canyon Verification Program/ “ Semimonthly 
Status Rept 37 for period 830419-0509 Rept submitted per NRC 
Order CLI-81-30 

CRANE. P A Pacific Gas b Electric Co 03/05/13 DEMTON.H R 
Office of Nuclear Reactor Regulation. Director NARTlNi V D Region 
5. Office of Director Ip 10548 221 24X Fiche 30-275,83/09/13. 

8309240238 


—8305240242 "Diablo Canyon Verification Program." Semimonthly Status 
Rept 37 for period 830419-0309 

* Pacific Gas (> Electric Co 83/03/13 63pp 18548 222 24X 

Fiche 30-273,83/05/13.8303240238 


8305200398 Forwards "Independent Design Verification Program Final 
Rept," second draft submittal Neit submittal scheduled for 
830330 Final submittal scheduled for 830630 

COOPER.U E Teledyne Engineering Services 83/03/16 DENTON. H R 
Office of Nucleai Reactor Regulation. Director NARTIN. J B Region 
5. Office of Director KANEATIS.O A Pacific Oas b Electric Cd 
2pp 18518 016 ?4X Fiche 50-273, 03/03/16. 8303200350 


— 8305200364 "Independent Design Verification Program Final Rept," 
second draft submittal 

• Teledyne Engineering Services 83/05/16 73pp 10318 010 
34X Fiche 50-275.03/09/16,8305200358 


8305230213 Forwards Rev 1 to "Verification of Instrument b Control 
Design of Control Room Ventilation b Pressurl latlon Sys," 

Interim Technical Rept 28 

HRECHTINO.J E Stone b Webster Engineering Corp 83/05/18 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
MARTIN/ J a Region 5, Office of Director KANEATIS.O A Pacific 
Oas b Electric Co Ip 18939 143 24X Fiche 30-279,83/09/18. 

8305230213 


--6303230221 Rev 1 to "Verification of Instrument b Control Design of 
Control Room Ventilation b Pressurl latlon Sys," Interim 
Technical Rept 2B 

SESTAK, F Stone b Uebster Engineering Corp 83/03/13 30pp 
18939 146 24X Fiche 30-275.83/09/18,8305230213 


8309230556 Forwards Rev 1 to "Verl f 1 ca 1 1 on of Instrument b Control 
Design of Auxiliary Feedwater Sys." Interim Technical 
Rept 27 

KRECHTING.J E Stone b Webster Engineering Corp 83/09/18 
DEMTON.H B Office of Nuclear Reactor Regulation. Director 
MARTIN. J 0 Region S, Office of Director KANEATIS.O A Pacific 
Oas & Electric Co Ip 10537 102 24X Fiche 50-275,83/09/18, 

0309230556 


— 6303230599 Rev I, "Verification of Instrument b Control Design of 
Aurlliary Feedwater Sys,” Interim Technical Rept 27 
SESTAK. F Stone b Uebster Engineering Corp 83/05/13 37pp 
18537 103 24X Fiche 90-275, 03/05/10, 8303230336 


8309250066 Board Notification 33-69 forwards technical repts b 
transcript of 830504 public meeting re design verification 
program 

EISENHUT. D 0 Division of Licensing 83/05/18 PALLADINO.N , 
OILINSKV. V , AHEARNE. J Commissioners 3pp 18999 001 24X 

Flchc 90-273,83/05/18.8305290066 


—6303290186 Transcript of B30504 public meeting to review design 
verification project In San Francisco, CA Pp 1-236 
» Commissioners 03/03/04 43pp 18399 009 34X 

Fiche 30-279,83/09/18,8309230066 


8309230466 Forwards Rev 0 to "Addl Verification of Redundancy of 
Equipment b Power Supplies In Shared Safety-Related Sys," 

Interim Technical Rept 49 Meeting announcement encl 
KRECHTlNGiJ E Stone b Webster Engineering Corp 83/09/20 
DENTON, H H Office of Nuclear Reactor Regulation, Director 
KANEATIS.O A Pacific Oas b Electric Co MARTIN, J B Region 9, 
Office of Director 2pp 18903 228 24X Fiche 30-279,03/09/20. 

8303290466 


— 8309290467 Rev 0 to "Addl Verification of Redundancy of Equipment b 
Polder Supplies In Shared Safety-Related Sys." Interim 
Technical Rept 49 

SESTAK, F Stone b Webster Engineering Corp 63/09/17 17pp 
10309 230 34X Fiche 30-279,83/05/20,8309290466 


8303310186 Forwards Rev 1, to "Verification of Fire Protection Provided 
for Avtlllary Feedwater Sys, Control Room Ventilation b 
Pressuriiation Sys, Safety-Related Portion of 4160-Volt 
Electric Sys," Interim Technical Rept 18 

KRECHTINO.vI E Stone b Webster Engineering Corp 83/05/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
MANEATia. C A Pacific Oas b Electric Co MARTIN, J fl Region 9, 
Office of Director Ip 18692 347 24X Fiche 90-273,83/09/26, 

8309310186 
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--a30S31'0l91 Rev 1 to "Verification of Fire Protection Provided for 
Auxiliary Feeduater Sysi Control Pooir Ventilation tf 
Pr eisur 1 lat i on Sy S p S af e t y-Re la t od Portion of dliO-Volt 
Electric Sy s , " Interim Technical Rept IQ 

SESTAKi F Stone tc Webster Engineering Corp 83/05/24 SQpp 
10652 349 24X Fiche 50“279, 03/05/26, S30531 0 186 


9 Reportable occurrcncesi LERs t< related correspondence 


8309030313 PNS— V-03— 009 on B30426i reg I on dispatched reactive Insp team 
to revlcui Findings tt statue to date of licensee 
investigation of safety significance of recent vandalism 
event on B30419 Involving gauges in coolant pipe 
rtCQUEEN, A D . NaRDERHAVOp t- R Region 9, Office of Director 
83/04/27 Ip 1B297 069 24X Fiche 50-275,03/04/27,8309030313 


9309060960 PNO-V-03-019 on 030902,6 5 Richter scale earthquake occurred 
approx 03 miles from facility No damage Identified Strong 
motion solsmic recorder not actuated Media Interest 
•xpectad 

KIR3CH, D F Region 9, Office of Director 03/05/03 Ip 
18349 037 24X Fiche 50-279,83/09/03,8303060980 


6309240397 LER 83-004/08T-0 on 8304 19, grind Ing uheel {, rotary file 
gougee found on main coolant sys piping on mam coolant pump 
3 discharge side Caused Intentionally by unknoun persons 
Oougos reflioved by grinding it blending W/030903 itr 
KECLV.M J . SHIFFERiJ D Pacific Oas V Electric Co 83/09/03 
HARTIN^J B Region 5, Office of Director 3pp 18549 275 24X 

Fleha 30-373.33/03/03,8305240397 


S309160009 PMO-V-03-021 on 830429, leak discovered in component coo'llng 
water piping sys Caused by potentially Inadequate uelds in 
pipe spool Visual insp 6 NDE to be performed to verify weld 
integr 1 ty 

KIRSCH. 0 F Region 3< Office of Director 03/05/10 ip 
18436 031 S4X Fiche 90-279, 83/09/ 10, 8309160009 


B3O913O107 PNQ-V-03-022 on 830309, wh lie performing addl ultrasonic 
• xami.RCS piping in area of one weld determined less than 
fliin wall thickness specified by code Caused by welds being 
ground smooth during orljlnal preservlce exam 
K1R0CH. D F Region 3< Office of Director 03/05/11 Ip 
16439 347 S4X Fiche 30-273,83/09/11,0303130187 


0309270249 UER e3-003/03L-0 on 830414, control operator unable to 
•chlave satisfactory check source reading on liquid raduaste 
discharge line radiation monitor <RE'18) Caused by missing 
check source from monitoring mechanism W/030913 Itr 
aillrFER.J D , KELLY, W J Pacific Oas 4i Electric Co 03/05/13 
MARTIN. J a Region 9, Office of Director 4pp 10637 192 24X 

Fiche 80-273.63/09/13,8303270249 


T Hearing transcripts on non-ant 1 trust matters 


6303110093 Transcript of 030419 public meeting re component cooling 
water sys in San Francisco, CA Pp 1-121 

* NRC - No Detailed Affiliation Given 83/04/19 184pp 

18434 112 a4X Fiche 30-279,03/04/19,8309110093 


B30912O611 fioard Notification 83-59 forwards Info re component 
cooling water sys discussed at 630419 meeting W/PG9E In 
San Franc i sco. CA 

eiBENHUT, t Q Division of Licensing 83/09/04 PALLADINO.N J , 
O IL INSKY, V . AHEARNE, J Comml ss ionars 3pp 18440 228 24X 

Fiche 90-273. 83/03/04,8309120611 


6309120621 Transcript of 830419 public meeting In San Franclto,CA re 

review oF component cooling water sys Pp 1-121 
» Comtnl s si oners 03/04/19 123pp 10440 231 24X 

Fiche 30-P7S, 83/05/04, 03O912O6M 


0309290066 Board Notification 83-69 forwards technical repts t< 
tranacript of B30S04 public meeting re design verification 
program 

eiSENHUT, 0 a Division of Licensing 03/09/10 PALLADINO, N , 
0IL1M8KY, V > AHEARNE, J Commissioners 3pp 10999 001 24X 

Fiche 80-279.03/03/18,0309290066 


6309290166 Transcript of 030904 public meeting to review design 

verification project In San FranelscoiCA Pp 1-236 
• Comml s si oners. 03/09/04 43pp 18599 009 24X 

Fiche 30-279,83/09/18,0309290066 


4J Congresslonal/Exeeutlve Correspondence 


0303100124 Supplemental testimony of JO Keppler re QA 

KEPPLERfvl 0 Region 3, Office of Director 03/03/29 6pp 
10373 197 24X Fiche 90-000,03/03/29,0309100124 


— 8305100141 Responds to 011113 Itr re imp I icaticns of recent seismic 
design errors at facility Due to deaigr, errors.ottl license 
suspended on 011119 pending completion of independent 
design review x, receipt of schedule for .oimpleting ,Tiods 
PALLADINO, H J Comml s s I oner s 02/02/01 DINSFLL, J 0 House of 
Rep , Energy t Commerce 5pp 1837b ??e 24X 

Fiche 90-000,03/03/25,8305100124 


DOCKET 50-2 '7 PEACH BOTTOM ATOMIC POWER STATION, JNH 2 
F Security, medical, emergency t> fire protection plans 


6303040716 Summary of B30405 meeting u/util in Dethesda,M0 re status 
of App R concerning fire piotection prograir mods at 
fac I 1 1 ty 

GEARS, 0 E Operating Reactors Branch 1 03/04/25 Operating 

Reactors Branch 4 3pp 16323 106 24'< Fiche 30-277,83/04/25, 

8305040716 


830910033? Describes plans for Eompletiiig file protectian mods re 
Sections III F,I1I 0,111 J A lit M of App R Exemptions 
requested for schedule relief to peimit completion of mods 
by certain dates Justification for operation provided 
QOVER.V S Philadelphia Elcctilc Co 03/03/02 EISENKUT.D 0 
Division of Licensing 6pp 10379 033 F4X Fiche 50-277.03/03/02, 
0309100399 


8305110034 Generic Ltr 83-21 tn all licensees of operating reactors, 
applicants for OLs t holders of CPs te c 1 ai i f icatton of 
access tn control procedures for law onforcemsnt visits 
Sve list one 1 

EJSENHU-I.DG Division of Licensing 83/09/11 Consolidated 

Edison Co of New York. Inc 16pp 10940 099 24X 

Fiche 30-000, B3/09/1 I, 0309110034 


8305190922 Notification of 830526 meeting u/utll tn Bethesda. hlD to 
discuss alternative safe shutdown, App R 

GEARS, G Operating Reactors Branch 4 03/05/17 STOLZ, J 

Operating Reactors Dranth 4 2pp 18323 156 24X 

Fiche 90-277,83/09/17,8303190322 


G Adjudicatory correspondence 


8304040470 Order oxtending time until 830423 for Cemmiasian ta act to 
review ALAD— 701 Commissioner Aheanie dissenting views enc 1 
CHILKiS J Office of the Secretary of the Commission 83/03/31 
Commissioners 3pp 17807 049 24X Fiche 90-000,83/03/31, 

8304040470 


0303060230 Order extending time until 1330913 for Commission to act to 
review ALAB-701 

HOYLE, J C Office of the Secretary of the Commission 83/03/09 
Commissioners Ip 18349 196 24< Fiche 30-000,83/09/09, 

8309060230 


8309130060 Response opposing Intervener motion for recusation Motion 
does not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINQ.M J Commissioners 03/09/11 2pp 18436 228 24X 

Fiche 30-000.63/09/11.0309130060 


8305130061 Order extending time until 830920 for Commission to act to 
review petition for review of ALAB-701 

CHILKiS j Office of the Secretary of the Commission 03/05/12 
Commissioners Ip 10437 033 34 X Fiche 50-000, 03/05/ 12. 

6309130061 


8309200960 Order extending lime until 030527 for Commission to act to 
review intervenor 021227 petition for review of ALAB-70t 
CHILK.a J Office of the Secretary of the Commission 83/09/19 
Commissioners Ip 1B914 2B3 24X Flcha 90-000,83/03/19, 

8309200960 


8309310017 Memoranduin t order to hold decision in ALAO-701 in abeyance 
until Commission completes review of U mill tailings pile 
raquirements U of rulemakings to conform Commission 
requirements to EPA stds Separate J Ahearne statement encl 
CHILK.S J Office of the Secretary of the CammissHin 03/09/27 
I4pp 18653 311 24X Fiche 90 - 000 , 83/05/2/, 0309310017 


J Insurance t< Indemnity information 


0305240307 Forwards Endorsements i,2 6 3 to HAELU Certificates M-6 t» 
M-9 for secondary financial protection 

IIRADLBV.EJ Phi ladelphla Electric Co 63/09/17 SALTZMAN, J 
Assistant Director for State U Licensee Relations 41pp I094B 141 
24X Fiche 90-277.83/09/17,8305240307 
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P Operating license stage rfocunents t t orrespoinJenc e 


S303040704 Suirorarg of 830323 /nesting li//ut|l in DethetdaiMD re technical 
presentation on CE-hgbrlt control rods assemblies currently 
proposed for installation 

CEAftS.O E Operating Reactors Granch A 83/04/22 Operating 

Reactors Granch 4 3pp [a33i 33S 24)1 Fie he 50-377.03/04/22. 

B303040704 


8303020079 Respond* to B30322 1 tr re clarification of safety evaluation 
for environ qualification of safe tg-re latoJ electrical 
equipment Revised justifications for continued operation 
enc 1 

DALTROFF, S L Ph 1 ladelphia Elec trie Co 83/04/27 ST0L2. J F 
Operating Reactors Branch 4 I2pp IB279 241 24X 

Flche 50-277. 93/04/27. 8305020099 


830S0204S5 Oeneric t-tr 83-19 to all pouier reactor V testing licensees 
re neui procedures for providing public notice concerning 
issuance of amends to OL* 8vc list enci 

EISENHUr. 0 O Division of Licensing 83/05/02 Consolidated 
Edison Co of Neu York. Inc SOpp 18441 120 24X 

Fiche 50-000.83/05/02.8305020435 


8305050021 Foruards application for amend to Licenses DPR-44 L DPR— 58 
changing Tech Spec re 1 Imi tat ions on b monitoring 
requirements for Iodine concentrations in reactor coolant 
t> coolant leak testing 

SRADLEV.E J Philadelphia Electric Co 83/03/04 DEW T ON. H ft 

Office of Mutloar Reactor Regulation. Director Ip 18342 108 24X 

Fiche 50-277.03/05/04.8303030021 


--8303030027 Application for amend to Lltetiies DPH-44 8 DPft-36 changing 
Tech Spec re llmltatlona on & oiotil tor 1 ng requirements for 
iodine concentrations in reactor coolant & coolant leal 
testing 

OALTROFF. S L . BRADLEY. E J Philadelphia Electric Co 83/05/04 
bpp 1B342 107 24X Fiche 50-277,83/05/04,8305050021 


— 930S050033 Proposed changes to Tech Specs re liinitatlons on & 
monitoring require/rents for iodine concentrations in reactor 
coolant 

* Philadelphia Electric Co 83/05/04 3pp 18342 J 13 24X 

Fiche 50-277, 83/05/04. 8305050021 


8305090859 Oeneric Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EI&EWHUr. D 0 Division of Licensing 03/05/09 Consolidated 
Edison Co of Mew York. Inc I8pp 18627 133 24/ 

Fiche 50-1500.83/05/09,0305090839 


0303170401 Foriiiards scheme eiplainlng degraded grid voltage relay 
circuit provided In 030310 ltr, per 830331 conference call 
betueen OE Dears & MB Ryan During surveillance test, each 
undervollage relay is made to operate individually 
DALTROFF, S L Philadelphia Electric Co a3/D3/l3 STOLZ.J F 
Operating Reactors Drench 4 4pp 18489 242 24X 

Fiche 90-277,83/05/13.8303170401 


3305180414 FPruards Peach Dottom procedures supplementing util 830916 
response tP Item 9 Of Radiological Asseisment Branch draft 
6ER Bimilar or improved procedures uflll he developed for 
Llmer 1 ck 

BRADLEY. E J Philadelphia Electric Co 83/03/16 SCHUENCER, A 
Licensing Branch 2 2pp 1B482 007 24X Fiche 90-000.83/05/16, 

8309180414 


— 8305180428 Procedure HP0/CD-3i "Airborne Activity Survey Techniques." 
including techniques for constant air monitor i. per table 
fixed Filter samplers h charcoal cartridges 

a Philadelphia Electric Co 03/03/16 I3pp 10402-00? 24X 

Fiche 30-000,03/09/16,8305180414 


— 8305180431 Procedure HPO/CO-8Si "Field Use of Lohi Vo 1 Portable Air 
Bampler " 

• Philadelphia Electric Co 83/09/16 2pp 18482 024 24X 

Fiche 50-000,03/09/16,8303100414 


—8305180430 Procedure HPA-63d, "Callbr of Ventilation Sys Radiation 
Monitors " 

» Philadelphia Electric Co 83/03/18 0pp. 18482 026 24X 

Fiche 30-000, 83/05/18,0303180414 


— 8305180443 Procedure RPA-77. "Determination of Max Permissible 
‘Cpncentratlon Hours " 

e Philadelphia Electric Co 83/05/18 Spp 18402 034 24X 

Fiche 50-000,83/05/14,8303100414 


8303230318 Notification of S305SO meeting w/util in OethesdaiMO to 
discuss pipe cracks 

OEARG, O Operating Reactors Branch 4 83/09/16 STOLZiJ 

Operating Reactors Branch 4 2pp 18543 304 24X 

Fiche 90-277,83/09/14,8309230318 


8309240420 Foruiards electric equipment mod schedule for qualification 
or replacement of remaining electrical equipment ti 
qua I If 1 c atlon programs for equipment not previously 
described, per 03O32S request 

DALTROFF. S L Philadelphia Electric Co 83/09/20 STOLZ.J F 
Operating Reactors Branch 4 8pp 18974 184 24X 

Fiche 30-277,03/09/20,0309940428 


a Inspection reports, IE Bulletins 6 correspondence 


0212080389 IE Info Notice 83-14. "Deuatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR. J M Division of Safeguards & Inspection Programs (Post 
8301031 83/03/21. Consolidated Edison Co of Neut York. Inc 

112pp 18308 319 24 X Fiche 50-000,83/03/21.8212060389 


8303040021 iE Info Notice 83-21, “Defdctive Emergency Use Respirator " 
Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness (t Engineering 
Response (Post 8301031 83/04/13 Consolidated Edison Co of New 

York, Inc 126j>p 10439 159 24X Fiche 50-000,83/04/19,8303040021 


8305030139 Forwards notice of violation from insp on 820520-0808 
BTAROSTECKI. R Division of Project (i fiosldent Programs 03/04/18 
DALTROFF, S L Philadelphia Electric Co 2pp 18300 282 24X 

Fiche 30-277,83/04/10,8305030139 


— 8305030145 Notice of violation from insp on 820920-0806 Noncompl lance 
noted during performance of Special Procedure 318, 
containment penetration block valves were in closed (> togged 
closed c ond 1 1 Ion 

» Region i, Office of Director 83/04/18 Ip 18300 284 24X 

Fiche 90-277,83/04/10,8305030139 


0305050141 Forwards IE Insp Repts 50-277/83-08 «, 90-278/03-08 on 
830307-09 No o oncomp 1 1 anc e noted 

martin, T T Division of Engineering 4 Technical Programs 83/04/21 
DALTROFF, SL Philadelphia Electric Co 2pp 16341 108 24X 

Fiche 50-277,83/04/21,0305050141 


— 8305090147 IE Insp Rept* 50-277/83-00 4 50-278/83-08 on 830307-09 No 
noncompl lane B noted Major areas Inspected Induction heating 
stress limprovement procedures used to mitigate Intergranular 
stress corrosion cracking 

REYNOLDS I 9 D Region 1, Office of Director DURR.J Division of 

Engineering 6 TeeJintcal Programs 83/04/21 Spp 18341 IIO 24X 

Fiche 90-277,83/04/21,0309050141 


8303040023 IE Info Notice 03-22. "BUR Sa f e ty /Re 1 1 e f Valve Failures " 
SVC list enc 1 

jORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 08? 24X Fiche 30-000,83/04/22,8303040023 


8303040025 IE Info Notice 33-23. "Inoperable Containment Atmosphere 
sensing sys " Sve list end 

JORDAN. E L Division of Emergency Preparedness 4i Engineering 
Response (Post 6901031 83/04/29 Consolidated Edison Co of New 

York, Inc 119pp 13301 291 24X Fiche 90-000,83/04/29.3303040029. 


B309020343 Confirms 830S08 enforcement conference in King of PrussiaiPA 
to discuss operation in excess of limiting condition for 
operation for primary containment integrity S< inadequate 
review of proposed mods 

BTAROSTECKI. R. Division of Project 1, Resident Programs 63/04/29. 
DALTROFF, 0 L Philadelphia Electric Co. 2pp 18276 329 24X 

Fiche 90-277,83/04/29,3305020343 


8305060513 Forwards payment In response to NRC 830329 notice of 
violation 4< Imposition of civil penalties re valving error 
events t, radiation protection violations Corrective actions, 
bills for collection ti affidavit end 

BOYER, V 8 Philadelphia Electric Co 83/04/27, Director's 
Office. Office of Inspection and Enforcement 38pp 16340 167 24X 

Fiche; 90-27 7. 03/04/27, 0309060913 


G303D40026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Steam Qenerators at PNRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness i> Engineering 
Rsiponsa iPost 830103) 83/04/28. Consolidated Edison Co. of New 

York, Inc ilSpp 10302:047 24X Fiche 90-000, 03/04/28, 8303040026 
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B303040027 IE Info Notice 03-25. "Stondby Gaa Treatment Sgs Heater Hlgii 
Tcm|i Trip Setpoint Adjustment " Svc list enc 1 
JORDAN^ E L Division of Emergency Preparedness U Engineering 
Response (Post 6301031 83/04/S6 Consolidated Edison Co of Neui 

Yort. Inc llSpp 18362 1A5 24X Fiche 50-000,83/04/28,6303040027 


63051102^1 Foryards IE Insp Repts 50-277/03-07 t< 50-278/83-07 on 
830315-21 ti notice of violation 

MARTINET T Division of Engineering 8< Technical Programs 83/04/29 
OAUTROFF.S L Philadelphia Electric Co 3pp 18393 140 24X 

Fiche 30-277.83/04/29,8303110241 


— -8303110243 Notice of violation from insp on 630313-21 

« Region 1. Office of Director 83/04/29 Ip 18393 143 24X 

Flehe 50-277.83/04/29,8305110841 


--83031 10347 IE Insp Repts 30-277/03-07 4< 30-278/83-07 on 030313-21 
None amp 1 lance noted failure to post radiation area around 
reactor uater cleanup skid 

COLLINS. D J , SKANDAKV. N N Region 1. Office of Director 
83/04/28 llpp 18393 144 24X Fiche 50-277,83/04/29,8303110241 


9303200100 Forwards safety evaluation it technical evaluation rept re 
utlt requests for relief from inservice Insp requirements 
Portion of requests granted 

STOLZiJ. F Operating Reactore Branch 4 83/03/02 DAUER, E 0 

Philadelphia Electric Co. 4pp 18340 134 24X 

Fiche: 30-277, 83/08/02, 8303200100 


— -8303200107 Safety evaluation re requests for relief from Inservie# 
Insp requirements 

a Office of Nucleer Reactor Regulation, Director 83/03/02 Bpp 
19340 tSB 24X Fiche. 30-277, 83/03/02, 8303200100 


—8303200110 "Iniervlce Insp Program,'' technical evaluation rept 
* Science Applications, Inc NRC-03-82-094 104-028-14 

02/09/10 NRC - No Detailed Affiliation Given 27pp 
18340 144 24X Fiche 30-277,83/03/02,8305200100 


—8303200238 Notice of granting relief from ASMS Code Insp requirements 
8TOLZ« J F Operating Reactors Branch 4 83/03/02 2pp 

18940 194 24X Fiche 30-277,83/03/02.8303200100 


8303040028 IE Info Notice 83-24, "Failure of Safety/Relief Valve 
Discharge Lins Vacuum Breakers " Svc list end 
JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Rssponse (Post 830103) 83/03/03 Consolidated Edison Co of Neiu 

Yorl, tnc. 122pp. 16441 170 24X Fiche 30-000,83/03/03,8303040028 


8303040030 IE Info Notice 83-27, "Opera t Iona I Response to Events 
Concerning Deliberate Acte Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness i. Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York, Inc U2pp 10382 282 24X Fiche 30-000,83/05/04,0303040030 


6303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recemmendatl one for General Emergencies " Svc list ind 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neu 

York, Inc I19pp. 10441 001 24X Fiche 30-000,83/03/04,0303040031. 


B303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Dsfarmatlon " Svc list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Rssponse (Post 830103) 83/03/04 Consolidated Edison Co of Neui 

York, Inc llSpp 18323 248 24X Fiche 30-000,83/03/04,8303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Oeneric Emergency 
Operating Procedures (EQP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness S' Engineering 
Rsspanse (Pest 830103) 83/03/11 Consolidated Edison Co of New 

York, Inc. U4pp 18324.003 24X Fiche 50-000,83/03/11,0303040034. 


B3092S0299 Forwards lE Insp Reple 30-277/83-20 it 50-278/03-10 on 
630321-23 li notice of violation 

MARTIN, T T Division of Engineering it Technical Programs. 83/03/13 
DALTHOFF, 8 L Philadelphia Electric Co 2pp 18392 048 24X 

Fich* 90-277,83/05/13,8303280299 


—8308290303 Notice of vtoletton from Imp on 830321-23 

e Region 1, Office of Director 83/03/13 2pp 10392,030 24X 

Fiche: 30-277, 83/09/13, 0305250299 


— 8309250306 IE Insp Repts 30-277/83-10 it 30-270/83-10 on 830321-23 
Noneampllanet noted; lack of administrative controls, 
nontraceability of instrument usage t exceeding instrument 
callbr due date in measuring (, test equipment area 
SHAUB, E T , MEYER, 0 W , PR ELL, J A Region 1, Office of Director 
83/09/11 19pp 18392 032 24X Fiche 30-277,83/03/13,8303290299 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ” 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 5 Engineering 
Response (Post 6301031 83/(33/19 Consolfdatsd Edison Co of New 

Vork. Inc H4pp 18497 009 24X Fiche 30-000.03/03/19,8303040040' 


0303040044 IE Info Notice 83-33, "Nonr epr c s enta 1 1 ve Sacnp 1 1 ng of 
Contamlna t ed Oil " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 5 Engineering 
Response (Post 830103) 83/03/24 Consolidated Edison Co of New 

Vork, Inc J 14pp 18447 007 24X Fiche 30-000,83/05/24,8303040046 


S Reportable occurrences, LERs t< related correspondence 


*8305120473 LER e3“00a/03L-O on B30407, HPCI high steam flow Isolation 
switch DPIS— 2-23-77 setpoint found above Tech Spec limit 
Caused by setpoint drift of Barton Model 208 Instrument 
r aca 1 (br, t es t Bd (, returnad to svc 

COONEY, M J Philadelphia Electric Co 83/04/21 ALLAN, J H Region 
I, Office of Director Ip 18431 071 a4X Fiche 30-277,03/04/21. 
0305120473 


0309120338 LER B3-O09/O3L-O on 830324 , dur 1 ng surveillance testing, smoke 
detector In drywell failed to provide audible alarm code or 
annunciate in control room Caused by defective detector 
circuit beard Board rep 1 ac ed, tea ted 1, returned to svc 
COONEY, M J Philadelphia Electric Co 83/04/22 ALLAN, J M Region 
t. Office of Director Ip 10434 047 24X Fiche 50-277,63/04/22, 

8305120338 


83050409(3 Forwards payment in response to NRC 830329 notice of 
violation ti Imposition of civil penalties re valving error 
events & radiation protection violations Corrective actions, 
bills for collection S, affidavit end 

BOYER, V S Philadelphia Electric Co 63/04/27 Director's 
Office, Office of Inspection and Enforcement 34pp 18346 147 24X 

Fiche 30-277,83/04/27.8305060313 


830S0403S7 PNO-I-83-049 on 830303, shutdown Initiated due to 
containment pressure i'hcrease to O 4 psl i< un 1 (f ent t f t ed 
containment leakage of 3 4 gpm Recirculation pump cooling 
water leakage noted 

MCCABE, E , KEIMIOjR Region 1, Office of Director 83/03/03 ip 
18343 143 24X Fiche 90-277,83/03/03,0309060397 


8309110314 LER e3-007/03L-0 on 930404, narrow range torus level 
transmitter LT e027A determined to be out of callbr Caused 
by instrument drift Instrument racalibr 4 returned to svc 
COONEY, M J Philadelphia Electric Co 83/09/03 ALLAN, J M Region 
1. Office of Director Ip 18393 199 24X Fiche 90-277.63/03/03. 

8303110314 


8309040988 P NO- I “03-O4SA ' on 830303, dr yue 1 1 entry identified packing 
leal on recirculation pump discharge header cross connect 
motor operated valve MO-49A Cause not stated Region I will 
respond to media inquiries 

NCCAOe, FEIMIG Region t. Office of Director 03/03/04 Ip 
10348 242 24X Fiche 50-277,83/03/04,8303060998 


8303270233 LER 03-01 1/OIP on 830304, u 1 trasonic testing indicated crack 
In RHR shutdown cooling suction line Caused by 
Intergranular stress corrosion cracking Crack analysis 
program implemented to determine C'Orrective actions 
FLBI8CHMANN, R PhUadelphla Electric Co 83/03/06 ALLAN, J M 
Region 1, Office of Director 2pp 16637 190 84X 

Fiche 30-277,83/09/06,8305270233 


83031204(2 PNO- I -83-04SB on 830503, v 1 trasonic testing conducted on 
Bample 2 recirculation riser welds 4, one RHR (eeld on Unit 2 
to determine if Unit 3 crack i'ndicatlons etist on Unit 2 RHR 
showed cracks on both pipe & elbow side 

BLOUOH, MCCABE Region t. Office of Director 83/03/09 ip 
18431 (S3 24X Fiche. 50-277,83/03/09.8303120412 


6305270184 LER B3-012/01P on 630911, Insp of fire barrier penetTationS 
revealad Inadequaclei in penetration seals Caused by const 
or design error 4 Inadequate Initial insp Fire watches 
posted it addl imps Initiited 

FLEISCHMANN, R Ph Uadelph la El ee tr Ic Co 83/03/12 ALLAN, J K 
Region 1, Office of Director 2pp 18637 339 24X 

Fiche 30-277, 83/03/12, 8305270104, 
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F Security, medical, emergency L fire protection plans 


8303040714 Summary of 630403 meeting u/utll In Bethesda.MD re status 
of App R concerning fire protection program mods at 
f ac 1 1 Ity 

BEARS,© E Operating Reactors Branch 4 83/04/23 Operating 

Reactors Branch 4 3pp 16320 104 24X Fiche 30-277,83/04/29. 

8309040714 
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030810035*? OestTibes pljns for completing fire protsetio-n mods re 
Sections ItJ F. TIJ C, III J t III M of Ap p H Eiemptlone 
requeste*) for schedule relief IP pernit completion of mods 
by certain dPtes Justification for operdtlon provided 
DOVER, V S Phi lade Ipp IP Slectrlc Co 83/03/02 EISENHUTjD S 
Division of t-icsnsing App IB379 033 24!< Flche 50-277, 83/05/02, 

9305100359 


6305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for DLs fc holders q# CPs re c 1 ar i f 1 ta 1 1 on of 
access to control procedures for law enforcement visits 
8vc list end 

EISEWKUr, D G Division of Licensing 83/03/11 Consolidated 

Edison Co of lieu VorJi. Inc lApp 18540 095 ZdX 
Flche 50-000,83/05/11.630511003*1 


830519052? Notification of 030326 meeting w/util in Cethesda,MD to 
discuss alternative safe shu t daiun, App R 

GEARS, G Operating Reactors Branch 4 33/05/17 STOUZ. J 

Operating Reactors Branch 4 Zpp 18523 E56 24X 

Flche 50-277.63/05/17,8305190522 


ff Adjudicatory correspondence 


B304040470 Order ertending time until 030428 for Commission to act to 
rev! e-ji AtAO-701 Commissioner Ahearne dissenting vieujs end 
CHILK, S J Office of the Secretary of the Commission 83/03/31 
Commissioners 3pp 17607 049 24X Flche 50-000,83/03/31, 

9304040470 


6305060250 Order extending time until 830513 for CodimiESlon tP act to 
revieu ALAD-701 

HOVLE, J C Office of the Secretary of the Commission 83/06/05 
Commissioners Ip 18345 196 24X Fiche 50-000,83/05/05, 

9305060250 


8305130060 Response opposing Intervenor motion for recusation Hotian 
does not specifically discuss reasons why prior activities 
may Constitute conflict of interest 

PALLADINO,N J Commissioners 83/09/11 Zpp 18436226 24X 

Flche 50-000,03/03/11,6305130060 


0305130061 Order extending time until 830520 for Commission to act to 
revleu petition for rovlow of ALAB-70'1 

CHILK, S J Office of the Secretary of the Commission 83/05/12 
Commissioners Ip 18437 033 24X Flche 50-000,83/05/12. 

93031 3006 J 


9303200560 Order extending time until 630527 for Comin 1 s s I □ n to act to 
revleu Intervenor 821227 petition for review of ALAD-701 
CHILK.S J Office of the Secretary of the Commission 83/03/19 
Commlsstaners Ip 18314 283 24X Fiche 50-000.93/05/19, 

6305200560 


8303310017 MempranduiTi L order to hold dpcision In ALAD-701 In abeyance 
until Commission completes review of U mill tailings pile 
requirements 6 of rulemakings to conform Commission 
requirements to EPA stds Separate J Ahearno statement end 
CHILK, S J Office of the Secretary of the Commission 03/05/27 
14pp 16653 311 24X Fiche 30-000, 83/05/27, 63053100 1 7 


J Insurance t< indemnity Information 


8305240307 Forioards Endorsements 1,2 & 3 to HAELU Certificates M-0 4 e 
M- 9 for setondary financial protection 

BBADLEV. E J Philadelphia Electric Co 83/05/17 SALTZMAN, J 
Assistant Director for State t. Licensee Relations 41pp 18340 141 
24X Flche 50-277,03/05/17,8305240307 


P Operating license stage ducumenti !< correspondence 


8305040704 Summary of 830323 meeting w/utll In DethesdaiMD re technical 
preseiitatidn on GE-hybrld control rods assemblies currently 
proposed for Installation 

GEARS. G E Operating Reactors Branch 4 83/04/22 Oparatlng 

Reactors Branch 4 3pp 18336 335 a4X Flche 30-277,83/04/22, 
8303040704 


8305020099 Responds to S30322 ltr re clarification Pf safety evaluation 
for environ qualification of safety-related electrical 
equipment Revised justifications for continued operation 
ahcl 

DALTROFF.S L Philadelphia Electric Co 83/04/27 STOLZ.J F 
Operating Reactors Branch 4 12pp 18279 S41 24X 

Flche 90-277,03/04/37,8305020099 


6305020455 Generic Ltr 83-19 to ail power reactor testing licenses* 
re new procedures for providing public notice concerning 
Issuance of amends to QLs Svc list enc I 

EISENKUT. D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of Neu Vork, Inc 50pp 10441 120 24X 

Fiche 30-000,83/05/03,8305020455 


0303060604 Not 1 flea 1 1 on of 630506 meeting w/util in BothosdaiMD to 
discuss recent crack-like indications d 1 s covered In 
rec ircu la t inn sys 

GEARS, O Operating Reactors Branch 4 83/05/03 STOLZ.J 

Operating Reactors Branch 4 2pp 10357 311 34 X 

Flche 50-278.93/09/03.8305060694 


8305030021 FaruardS appllcatlDn far amend te Licenses DPR-44 4. DFR— 56 
changing Tech Spec re limitations on t, monitoring 
requirements for iodine concentrations in reactor coolant 
L coolant leak testing 

BRADLEV, E J Philadelphia Electric Co 03/05/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 10342 106 24K 

Flche 50-277,03/05/04,8303050021 


— 9305090027 Application for amend to Licenses DPR-44 h DPR-56 changing 
Tech Spec re limitations on & monitoring requirements for 
iodine concentrations lit reactor coolant 6 coolant leak 
testing 

DALTROFF.S L . BRADLEV.E J Philadelphia Electric Co 03/03/04 
6pp 18342 107 SAX Flche 90-277,83/09/04,8305050021 


— 8305050033 Proposed changes to Tech Specs re limitations on & 
monitoring requirements for Iodine concentrations in reactor 
c dPlan t 

a Philadelphia Electric Co 03/05/04 5pp 18342 113 24X 

Flche 50-277,83/03/04,8305950021 


33091S0007 Forwards Amend 92 to License 0PR-S6, safety evaluation i« 
notice of Issuance & availability Amend revises Tech Specs 
for reactor operation ui/Reload 5 core during Cycle 6 
GEARS, G E Operating Reactors Branch 4 B3/0S/04 BAUER, E O 

Philadelphia Electric Co 4pp 18497 161 24X 

Flche 50-278,83/09/04,6303180007 


--8305180008 Amend 92 to License DPR-96, p erm 1 t t Ing reactor operation 
u/R«laad 5 core during Cycle 6 

8T0LZ, J F Operating Reactors Branch 4 83/05/04 12pp 

18497 163 24X Flche 30-278.63/09/04,0305180007 


— 8303180011 Safety evaluation supporting Amend 92 to License DPR-36 
e □ffice of Nuclear Reactor Regulation, Director 03/05/04 
I9pp IS497 177 24X Flche 50-278,03/03/04,8305180007 


— 3303180014 Notice of issuance & availability of Amend 92 to License 
DPB-56 

STOLZ, J F Operating Reactors Branch 4 63/03/04 2pp 

18497 196 24X Fiche 50-278,03/03/04,8305100007 


6305090639 Generic Ltr 63-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EtSENHUT.D 0 Olvisino of Licensing 03/05/09 Consolidated 

Edison Co of New York, Inc 16pp 16627 153 24X 

Flche 50-000,83/05/09.8305090699 


0305170401 Forwards scheme explaining degraded grid voltage retag 
circuit provided In 830310 ltr, per 830331 conference call 
hetuaen GE Gears £< HU Ryan During surveillance test, each 
undervoltage relay Is made to operate Individually 
DALTROFF.S- L Philadelphia Electric Co 83/05/13 STDLZ, J F. 
Dpirating Reactors Dranch 4 4pp 10469 242 24X 

Flche 90-277,03/05/13,8305170401 


8305180414 Forwards Peach Bottom procedures supplementing util 830516 
response ta Item 3 of Radiological Assessment Branch draft 
0ER Similar or improved procedures will be developed for 
Limerick 

DRADLEV.E J Philadelphia Electric Co 03/09/16 BCHHENCER.A 
Llcetiaing Branch 2 3pp 18482 007 24X Flche 50-000,83/05/16, 

8305180414 


— 8305100426 Procedure HPO/CO-3, *'Airborn6 Activity Survey Techniques, 
Including techniques for constant air monitors, portab le 
fixed filter samplers b charcoal cartridges 

» Philadelphia Electric Co 63/05/16 15pp 18402.009 24X 

Flche 50-000,83/03/16,8309180414 


— 8305180431 Procedure HPO/CO-65r "Field Use of Lou Vo 1 Portable Air 
Samp i er " 

* Philadelphia Electric Co B3/05/I6 2pp 18482 024. 24X 

Fiche 30-000,03/05/16,9305180414 
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— 83O910O43B Procsdure HPA-63iJ. "Callbr o# Ventilation By s Radiation 
Monitors " 

« Philadelphia Electric Co B3/03/ld> Qpp teiBS 036 S4X 
Fiehe 50-000,83/08/16.0303180414 


"8309180443 Procedure HPA-77. “Dotermlnat ion of Ma< Pormlsslbla 
Concentration Hours " 

» Philadelphia Electric Co 83/09/16 9pp 1B4Q3 034 34X 

Plcho 90-000.83/05/16,8303160414 


83O9S3O310 Notification of 830930 meeting u/utll in Dethesda>MD to 
discuss pipe cracks 

OEARSi G Operating Reactors Dranch 4 03/O9/!6 STOLZ.J 

Operating Reactors Dranch 4 3pp 18943 304 a4X 
Flche 90-377.83/09/16,8309330318 


8309340438 Foriiiards electric e<iulpmBnt mod schedule for qualification 
or replacement of remaining electrical equipment i. 
qualification programs For equipment not previously 
described, per 830332 request 

DAUTROFF.S L Phlladelphle Electric Co 03/09/20 8TOL2. J F 
Operating Reactors Branch 4 6pp 18974 106 24X 

Flche 90-377, 83/09/30, 8309240420 


Q Inspection reports, IE Bulletins t, correspondence 


8SI3O6O303 IE Info Notice 03-14, “Dau/atered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
one 1 

TAVLORi J M Division of Safeguards t. Inspection Programs (Post 
830103) 83/03/81 Consolidated Edison Co of Neu York, Inc 

itspp 18308 319 34X Flche 90-000.83/03/31,8313060385 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
6vc list oncl 

JORDAN, E L Division of Emergency Preparednoss {i Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of Neu 

York. Inc 136pp 18439 199 34X Flche 90-000,83/04/15,8303040031 


6309030139 Foruards notice of violation from Insp an 830930-0006 
STARDSTECKI, R Division of Project t. Resident Programs 03/04/18 
OALTROFF, 8 L Ph 1 lade Iph la Elec tr 1 c Co 2pp 18300 283 34X 

Flehs 90-377,03/04/18,8309030139 


—6303030149 Notice of violation from Insp on. 830920-0806 Noncomp 1 iance 
noted during performance of Special Procedure 918, 
containment penetration block valves uoro In closed tagged 
doted condition 

* Region i. Office of Director 83/04/10 Ip 10300 384 34X 

Flche 90-277.03/04/18,0309030139 


0309090141 Forwards IE Insp Repts 90-877/83-00 6 90-278/03-00 on 
830307-09 No noncomp I lance noted 

t1ARTlN,T T Division of Engineering t. Technical Programs 63/04/31 
DALTROFF, 0 L Philadelphia Electric Co 3pp 18341 100 34X 

Flche 90-377.83/04/31,0303030141 


—0309090147 IE Insp Repts 90-377/03-00 t< 90-278/03-00 on 830307-09 No 
noncomp 1 lance noted, Major areas inspocted Induction heating 
stress Improvement procedures used to mitigate intergranular 
striss corrosion cracking 

REVNOLDa.S D Region i, Office of Director DURR, J Division of 

Engineering tt Technical Programs 83/04/31 0pp 10341 110 24X 

Flche 30-377,03/04/31.0309090141 


8303040033 IE Info Notice 03-23. "ONR Saf e ti;/Rel 1 ef Valve Failures " 
eve list end 

JORDAN.E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103), 03/04/33 Consolidated Edison Co of Neu 

York, Inc tlSpp 10303089 24X Flche 90-000, 03/04/23, B303040033 


0303040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sanelng Sys " Bve list end 

JORDAN, E C. Division of Emergency Preparedness tt Engineering 
Reeponie (Post 830103). 83/04/39 Consolidated Edison Co of Neu 

York, Inc tl9pp 18381 291 24X Flche 90-000, 03/04/29, 0303040029 


0309020343 Confirms 830906 enforcement conference In King of Prussia, PA 
to discuss operation In excess of limiting condition for 
oparatlon for primary contalnmsnt integrity & Inadequate 
review of proposed mods 

BTAROSTECKI. R Division of Project t( Resident Programs 83/04/29 
DALTROFF, 8 L Philadelphia Electric Co 3pp 1S276 329 24X 

Flche 90-277, 83/04/29, 8309020343. 


8309060913 Forwards payment in response to NRC 030329 notice of 
Violation i< imposition of civil penalties re valving error 
events t. radiation protection violations Corrective actions, 
blits for collection tt affidavit end 

BOYER, V.S, Philadelphia Electric Co 83/04/27 Director's 
Offtes, Office of Inspection and Enforcement 36pp. 18346 167 84X 

Fiche 90-877, 83/04/37,8309060913, 


0303040036 IE Info Notice 03-34, "Loose Pai ts in Secondary Side of 
Steam Generators at PWRs " Sve list encl 

JORDAN.E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 03/04/38 Consolidated Edison Co of New 

York, Inc ligpp 10382 047 34X F i c h e 50-000, 83/04/23. 0303040036 


0303040087 IE Info Notice 03-85, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc 118pp 10382 165 a4X Flche 50-000,83/04/20,8303040037 


830S1 1026! Forwards IE Insp Repts 50-277/83-07 9 50-270/83-07 on 
030319-21 !. notice of violation 

MARTIN. T T Division of Engineering ft Technical Programs 03/04/89 
DALTROFr, 3 L Philadelphia Electric Co 3pp 10393 160 24K 

Flche 90-377.03/04/29,0305110261 


— 0309110269 Notice of violation from insp on 030319-31 

• Raglan 1, Office of Director 03/04/29 Ip 18393 163 24X 

Fiche 90-277.03/04/29,03091 10361 


— 0309110267 IE Insp Repts 90-277/83-07 «< 50-278/83-07 on 030319-21 
Noncomp 1 lane e noted failure to post radiation area around 
reactor water cleanup skid 

COLLINS, D J , SHANDAKY.M M Region 1, Office of Director 
83/04/28 lipp 10393 164 SAX Fiche 50-277.83/04/29.8305110261 


0309200100 Forwards safety evaluation t technical evaluation rep t re 
util requests for relief from Inaervlce insp requirements 
Portion oF requests granted 

STOLZ. J F Operating Reactors Dranch 4 03/09/02 BAUER. E G 

Philadelphia Electric Co 4pp 10940 194 34X 

Flche 90-277,03/09/02,0309200100 


— 3309200107 Safety evaluation re requests for relief from inservlce 
tnsp requirements 

» Office of Nuclear Reactor Regulation. Director 63/09/02 Bpp 
18940 190 24X Flche 90-377,83/05/02.0303200100 


--8309200110 "Inservice Insp Program," technical evaluation rept 
» Science Applications, Inc NRC-03-B2-096 106-020-14 

02/09/10 NRC - No Detailed Affiliation Given 27pp 
18540 166 34X Fiche 90-277,83/03/02.0305200100 


— 0309200239 Notice of granting relief from ASME Code insp requirements 
STDLI, J F Operating Reactors Branch 4 03/05/02 Bpp 

18940 196 24X Flche 90-277.83/09/02,8309200100 


0303040028 IE Info Notice 03-26, "Failure of Safety/Rellef Valve 
Discharge Lina Vacuum Breakers " Sve list end 
JORDAN.E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of Neu 

York. Inc 1 32p p 10441 170 34X Fiche 50-000, □3/03/03. 8303040020 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list enc I 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc U3pp 10382 202 24X Fiche 50-000,03/09/04,8303040030 


0303040031 IE Info Notice 03-38, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of Neii 

York. Inc ll9pp 10441 001 24X Flche 50-000.03/09/04,8303040031 


0303040033 IE info Notice 03-39, "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN.E L Division of Emergency Preparedneos t. Engineering 
Response (Post 030103) B3/D9/06 Consolidated Edison Co of New 

York, Inc 119pp 10923 240 24X Flche 90-000,03/09/06.8303040033 


0303040034 IE Info Notice 03-30, "Mlsapp I Icatlon of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN.E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 03/09/i 1 Consolidated Edison Co of Neu 

York, Inc I 14pp 10934 003 84X Flche 50-000,03/03/11.0303040034 


0309290299 Forwards IE Insp Repts 90-277/83-20 tt 50-278/03-10 on 
830321-29 «, notice of violation 

MARTIN. T T Division of EnglneeTlng «< Technical Programs 03/09/13 
DALTROFF, 5 L Philadelphia Electric Co 2pp 18993 048 84* 

Flche 90-277,83/09/13,0309290299 


— 0309290303 Notice of violation from insp on 830321-29 

s Region 1, Office of Director 03/05/13 2pp 1B592 050 24X 

Flche 90-277,83/05/13,9309290299 
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— e3052J50306 IE 111 ip R«pts 30--277/83- 1 0 t, S(>-27e/B3- JO on 030231-23 
None Dfflp ) lance noted lack of adrnlnl s tra 1 1 v'e contro]i> 
nontraceab 1 1 1 ty of Initrument usage U eiceedlng instrument 
callbr due date in measuring Ic test ei^uipment area 
&HAUJ3.E T . HEYERtO U • PRELL; J A Region l< Office of Director 
03/03/11 tSpp 10392 052 2-tX Flche 50-377,03/03/13,8303230299 


0303040040 1£ Info Notice B3-3i. "Error in ADLPIPE Computer Program '' 
8vc list enc 1 

JOROANiE L Dlvielon of Emergency Preparedness It Engineering 
Response (Post 83D103) 83/03/1? Consolidated Edison Co of Neu 

York, Int 114pp 18697 009 24X Fiche 30-000.83/05/19,0303040040 


0303040046 IE Info Notice 03-33, "Nonrep resent a tive Sampling of 
Contaminated Oil ” Sve list end 

JORDANvE L Division of Emergencg Preparedness & Engineering 
Response (Post 0301031 03/05/26 Consolidated Edison Co of Neu 

York, Inc 1 14pp 10647 007 24IC Flclis 50-000,83/03/26,8303040046 


E Reportable occurrences, LERs !< related correspondence 


0303110340 Forwards LER 83-Oll/OlT-O Detailed event analyels submitted 
COONEY, M J Philadelphia Electric Co 63/04/21 ALLAN, J M Region 
1, Office ef Director 3pp 10406 134 24X Fiche 50-270,83/04/21, 

0303110340 


—8303110349 LER 83-Oll/OIT-O on 030407, loss of control rod position 
indication occurred from control rods 22-47,30-31 t< 54-13 
Caused by improper use of jumper procedure on 830311,26 & 

0402 Jumpers removed Jumper procedure suspended 

COONEY. H J Philadelphia Electric Co 83/04/21 Region 1, 

Office of Director Ip 10404 137 24X Fiche 50-270,83/04/21, 

0303110340 


830S03011B PNO- 1-03- 038. on 030425. three 1-lnch long aclal Indications 
1< one circumferential Indication In heat affected lone of 
recirculation pump riser discovered Caused bg intergranular 
stress corrosion cracking 

BLOUOH. tICCADE Region 1, Office of Director 03/04/26 ip 
18300 187 24X Fiche. 30-270. 03/04/26, B303D301 10 


83OS270117 LER 03-012/01?, on 030425. a n a lys 1 s of radiographs L 
ultrasonic testing data Indicated presence of four crack- 
like indications In 0 reactor reclrculat ion lya riser of 
loop A Caused by Intergranular stress corrosion cracking 
FLEI8CHNANN, R Philadelphia Electric Co 83/04/26 ALLAN, J M 
Region 1, Office of Director 2pp 10630 166 24X 

Fiche 50-273,03/04/26,0305270117 


B30S020337 PND-I-83-O30A on 030427, rec 1 rcu 1 a 1 1 on loop A riser exam 
complated One weld in each of two risers had crack 
Indications Data forwarded to CE for more detailed analysis 
Licensee addressing repair method & Impact on outage 
BLDUCH. HCCAOE.E Region 1, Office of Director 83/04/27 Ip 
18277-134 24X Fiche 30-276,83/04/37,8303020337 


6303040313 Forwards payment In response to NRC 830339 notice df 
violation b Imposition of civil penalties re valving error 
events & radiation protection violations Corrective actions, 
hills for collection fc affidavit end 

BOYERiV 3 Philadelphia Electric Co 93/04/27 Director's 
Office, Office of Inspection and Enforcement 36pp 10348* 167 24X 

Fiche 30-277,33/04/27.8305060313 


8305270184 LER B3-01S/01P on 830311, Insp of fire barrier penetrations 
revealed Inadequacies in penstratlon seals Caused by const 
or design error & inadequate initial insp Firs watches 
posted & addl Intps initiated 

FLEISCHMANN, R Philadelphia Electric Co 63/03/12 ALLAN, J hi 
Region 1* Office of Director 2pp 16437 339 24X 

Fiche 90-277,83/05/12,8305270104 
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F Security, medical, emergency h fire protection plans 


8303030124 Informs that 630202 Itr provided changes to security plan, 
not personnel training St qualification programs, as stated 
STEWART, W L Virginia Electric h Power Co 83/03/24 HCOUTRE.D R 
Division of Emergency Preparedness & Materials safety Ip 
10342-200 24X Fiche. 30-000, 03/03/24, 6305050126 


8305270423 Forusrds IE Insp Repts 30-200/63-11 t, 30-281/63-11 dn 
830301-31 No noncompliance noted 

DANCE, H. C Divlelon of Project % Resident Programs 03/O4/S9 
aTEHART.M L Virginia Electric t< Power Co 2pp. 18644’ 267 24X 

Fiche 50-260. 03/04/29, 8305270423. 


—8303270439 IE Insp Repts 50-280/83-11 & 50-281/63-11 on 830301-31 No 
noneomp 1 iance noted Major areas inspected plant operations l< 
operating record s, malnt & survei 1 lance, secur 1 ty event 
followup Si LERs 

BURKE, D J , DAVIS, M J Re g i on 2, Of f i c e of Director JULIAN.C 

Division of Project fc Resident Programs 03/04/29 7pp, 

10644 209 24X Fiche 50-200,03/04/29.0303270423 


8309130058 Forwards revised submittal describing prellmlnarij plan for 
emergency operations facilities (EOF) updating 820400 
response to Oenerlc Ltr 02-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
8TEWART.H L Virginia Electric h Power Co 03/03/04 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director EIBENHUT, D 0 
Division of Licensing 13pp 10434 219 24X Flcho 30-000,03/03/06, 

8305130058 


8305110034 Generic Ltr 63-21 to all licensees of operating riactors, 
applicants for DLs fc holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list and 

EISENHUT, D 0 Division of Licensing 83/OS/lI Consolidated 

Edison Co of New York, Inc 16pp 10540 099 24X 

Fiche 30-000,83/09/11,8309110034 


83O9{0Ot49 Informs that emergency plan upgrade to meat 10CFR90 App Ei 
NUREO-O737i 1 tern III A 2 1 requirements complete 
VAR(7A,8 A Operating Reactors Branch I 83/09/13 STEHART.H L 
Virginia Electric i, Power Co 3pp 10502 351 84X 

Fiche 30-280,03/09/13,8309180149 


P Operating license stage documents it correspondence 


03OSO4O698 Forwards safety evaluation re NUREO-0737, 1 terns 11 F 1 4, 
II F 1 5 I: II F 1.4 on containment pressure, water level U 
hydrogen monitors Util 601210 submittal U 830218 rev 
acceptable Environ qualification to be reviewed saparabaly 
VARDA, 0 A Operating Reactors Branch 1 83/04/22 BTEUART, H L 

Virginia Elactrlc & Power Co 2pp 1Q357 397 24X 

Fiche 30-280,83/04/22,0309060638 


— 8309040463 Safety evaluation re TMt Action Plan Items (NUnE0-O737> 

II F 1 4, "Containment Pressure Monitor, “ H F I 9, 

"Containmant Hater Level Monitor" & II F 1 9, "Containment 
Hydrogen Monitor " Designs acceptable 

• Office of Nuclear Reactor Regulation, Director 83/04/22 Spp 
18337 399 24X Fiche 90-800,83/04/22,8305040690 


8309090321 Forwards Amend 87 to License DPR-32, safety evaluitlon li 
notice of issuance ti availability Amend revises Tech Specs 
to raise control rod hank insertion limits 

NEIGHBORS, J D Operating Reactori Branch 1 83/04/26 BTEHART.H L 

Virginia Electric I, Power Co 2pp 18367 249 24X 

Fiche 90-280,03/04/24,6309090321 


— S3D3090327 Amend 07 to License DPR-32, rsvl s Ing Tech Specs to raise 
control rod bank insertion limits 

VARGA, S A Operating Reactors Branch 1 63/04/24 9pp 

16367 247 24X Fiche 90-800,83/04/26,0309090321 


— 8305090331 Safety evaluation supporting Amsnd 87 to License DPR-32 
s Office of Nuclear Reactor Regulation, Director 83/04/24 2pf 
18367 232 84X FI che. 90-280, 83/04/26, 8303090321 


—8303090333 Notice of lisuance tt availability of Amend 87 to Llcenit 
DPR-32 

VARGA, 8 A Operating Reactors Branch I 83/04/26 3pp 
18367.254, 24X Ftche 30-280.83/04/26,8303090321. 


8309090045 Forwards Amend 08 to Licenses DPR-32 << OPR-37, 

safety evaluation 4 notice of Issuance 4 availability Amends 
revise Tech Specs to change schedule requirements for 
functional besting af 90 KIPS 4 snubbers 

NEIGHBORS, J D Operating Reactors Branch 1 83/04/27 STEHART.H t 

Virginia Electric 4 Power Co 2pp 18381 164 24X 

Flchi 30-260,83/04/27,6303090045 


--S303090091 Amend SB to Licenses DPR-32 4 PPR-37, revts Ing Tech Sped I* 
chenge schedule requirements for Functional testing of 90 
KIPS 4 snubbers 

VARGA, 8 A Operating Reactors Branch 1, 83/04/27 Spp 

1B301 166 24X Fiche 30-280,83/04/27,0303090045 


— 6303090062 Safety evaluation supporting Amend 8S to Licenses IJPR-3S 4 
CPR-37. 

• Office of Nuclear Reactor Regulation, Director 03/04/27. 3pf. 
18381 194 S4X Fiche 30-200,83/04/27,8303090043 


—8303090070 Notice of Issuance 4 availability of Amend 88 to Lleensts 
DPR-32 4 CPR-37 

VAROA, S A Dperating Reactors Branch 1 83/04/27 SpP 

19381,196 24X Fiche 90-280- 03/04/27, 8303090043 
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8309020435 flenorJc Ltr 83-19 to all pouer reactor & teitlng licentees 
re new procedures for providing public notice concerning 
ifsuance of amends to OLs Svc list end 

El5ENHUT> D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New Vork. Inc 90pp 18441 ISO 24X 
F 1 c h o 50-000. 83/03/02, 030 50204 55 


S309060S33 Application for amend to Licenses DPR-32 OPn-37, changing 
Tech Specs to allow optlml lation of core loading patterns & 
provide addl operating flsiibllttg bg changing eiistlng 
fractional power limit 

STEWART. W L Virginia Electric S< Power Co 83/05/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VAROA. S A 
Operating Reactors Branch 1 Bpp 18348 363 24X 

FlChO 30-280. 83/05/02. B3030fi0336 


— 030306031.1 Proposed Tech Spec pages allowing op t itnl tat ion of core 
loading patterns i< providing addl operating flexlbllltg bg 
changing existing fractional power limit 

* Virginia Electric & Power Co 83/03/02 22pp IB34B 271 BAX 
Flche 30-280,83/03/02,8305060336 


8303100108 Application to amend Licenses DPR-3a L DPR-37. revising 
radiological effluent Tech Specs In accordanca u/Rev 3 to 
Nl/REO-0472 "Offsite Dose Calculation Manual" also end 
STEWART, W L Virginia Electric t< Power Co 83/03/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA.B A 
Operating Reactors Branch I 3pp 18371 346 24X 

Flche 30-200, 83/05/04, 8303 1 00 1 OB 


— 8303100111 Proposed revs to radiological effluent Tech Bpeci, in 
accordance w/Rcv 3 to NUREO-0472 

» Virginia Electric t> Power Co 83/03/04 B7pp 18371 349 24K 

Flche 50-280,83/09/04,8303100108 


8303090639 Generic Ltr 83—20 to all operating reactor licensees t* 
holders of CPs re Integrated scheduling for Impl ementatlon 
of plant mods 8vc list end 

EISENHUT.DO Division of Licensing 03/03/09 Consolidated 
Edison Co of New Vork, Inc 16pp 18627 133 S4X 
Flche 30-000, 83/03/09. 8303090639 


8303180372 Forwards response to 830404 Hr re Categarg IV equipment 
Equipment qual if Icatlon fils packages submitted In support 
of specific Identified 1 terns. Response to 830126 ltr re 
proposed corrective actions expected bg 830320 

BTEWART, W L Virginia Electric !< Power Co 03/03/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director VAROA. 8 A 

Operetlng Reactors Branch 1 771pp 18483 120 24X 

Flehf 30-280. 03/03/11, 8303 1 00372 


8303200163 Responds to 830126 f< 0404 requests to ravleu proprletarg 
nietl contained In Franklin Research Ctr technical evaluation 
repti rt environ qual 1 f icatlon of safotg-rela tad electrical 
equipment Info no longer requires proprletarg protection 
STEWART, W L, Virginia Electric & Power Co 83/03/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director VAROA.B A 
Operating Reactors Branch I Ip 18319 070 24X 

Flche 30-280, 83/03/11,8303200163 


8303200499 Forwards response to Generic Ltr 82-28. "Inadequate Core 
Cooling Instrumentation Sgs," per 830310 ltr During upset 
conditions, alarm functions provided In conjunction w/ 
subcooling monitors 

STEWART. W L Virginia Electric k Power Co 83/03/12 DENTON. N H 
Office of Nuclear Reactor Regulation. Director. EI8ENHUT. D. O 
Division of Licensing t9pp 10313 182 24X Flche 30-000,83/03/12. 

8303200499 


8303260232 Submits schedule for replacement or mod of safetg-relatod 
equipment for environ qual if Icatlon per lOCFRSO 49(g) 
criteria Master list of equipment end 

BTEWART, W L Virginia Electric t Power Cq 83/03/20 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director VARGA, B A 
Operating Reactors Branch 1 60pp 18622 127 24X 

Ftche. 30-280, 83/03/20, 8303260232 


Q Inspection roports, IE Bulletins & corraepondanca 


BS12060383 IE Info Notice 63-14. "Dewatered Spent Ion Exchange Resin 
Busceptlh 1 1 1 tg to Exothermic Chemical Reaction " Svc list 
end 

TAYLOR. V M. Division of Safeguards L Inspection Programs (Post 
830103) 83/03/21. Consol idatad Edison Co of New York, Inc 

112pp. 18308 319 24X Flche 30-000,83/03/21,8212060389 


0309270363 Forwards IE Insp Repts 50-280/83-06 6 50-281/83-06 on 
830222-29 No noncompliance noted 

OANCE.H C Division of Project t> Resident Programs 83/03/29 
STEWART, H L. Virginia Electric & Power Co. 2pp 18647-172. 24X 

Flche: 30-280, 83/03/27, 8303270963 


— B305270374 IE Inip Repts 50-2S0/B3-OA fy 50-331/03-0* on 830233-2» No 
none Qfftp 1 i Stic e noted Hajot areas inspected Insprvlce 
of pumpa & valves, secondary coolant chomisty program, 
inservico Insp k LERS 

OIRARD.E M , ROSS. W J > BLAKE. J J Region 2. Office of Director 
03/03/23 9pp 18647 174 24X Ftche 30-280.03/03/29.0303270363 


8305270483 Forwards IE Insp Repts 50-280/03-08 «< 30-901/83-08 on 
830201-28 No noncomp 1 lane e noted 

OANCE.H C Division of Project 6 Resilient Programs 83/04/04 
STEWART, W L Virginia Electric t. Power Co 2pp 18662 142 24X 

Flche 90-280,83/04/04,8309270483 


— 8303270490 IE insp Repts 30-280/83-08 «< 50-281/03-08 on 830201-28 No 
noncomp I lance noted Major areas inspected plant operations t, 
operating records, plant ntalnt 6 sur ve 1 1 lane e. p lant security, 
followup of events 6 uERs 

BURKE, D J ■ DAVIS. M J Region 2, Office of Director JULIAN, C A 
Division of Project & Resident Programs 83/04/01 3pp 
18662 144 24X Flche 30-280.83/04/04.8303270483 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/04/13 Consolidated Edison Co of New 

York, inc 126pp 18433 133 24X Flche 30-000,83/04/19.8303040021 


8303040023 IE Info Notice 83-22. "BUR Saf etg/Rel 1 »f Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 63/04/22 Consolidated Edison Co of Mew 

York. Inc 1 12pp 18303 089 24X Flche 50-000,83/04/22.8303040023 


0303100319 Forwards response bo 830324 notice of violation t< proposed 
Imposition of civil penalty Corrective actions engineering 
safaguards valve check list revised tt added to startup 
procedure & egs valve lineups now required 

STEWART.W L Virginia Electric U Power Co 03/04/22 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 3pp 
18370 GDI 24X Flche 30-280.83/04/22.6309100313 


6303270313 Advises that SALP Board assessment reviewed 6 Issuance of 
rapt approved Nuclear activities conducted u/proper concern 
for nuclear safety 

□ 'REILLY, J P Region 2. Office of Director 83/04/22 STEWART.W L 

Virginia Electric 6 Power Co 2pp 18646 001 24X 

Flche 30-000,83/04/22.0303270313 


—0303270327 Forwards SALP Repts 30-260/83-02.30-281/83-02,30-338/03-03 
«, 30-339/83-03 for Jul 1981 - Sept 1782 

LEMIS.R C Division of Project 6 Resident Programs SS/OB/IO. 
STEWART.W L Virginia Electric t. Power Co 3pp I 8646 003 24X 

Flche 30-000, 83/04/22. 03032709 1 3 


— 0303270941 SALP Repts SO-BSO/Sa-OB, 30-281 /a3-02, 90-338/83-03 t< 
30-339/03-03 for Jul 1981 - Sept 1902 

• Region 2, office of Director 83/02/10 43pp 10646.009 24X 

Flche 30-000,83/04/22.6309270313 


8303040023 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys *' Svc list end 

JORDAN, E. L Division of Emergency Preparedness t< Engineering 
Respunse (Post 830103) 03/04/29 Consul Idated Edison Co of New 

York. Inc 119pp 1S3B1 291 24X Flche 30-000,83/04/23.8303040029 


8309070029 Grants 630316 request far relief from 1980 ASME Section XI 
requirements for Inscrvlce insp hydrostatic tests. Relief 
permits drain U manual Isolation valve replacement in main 
iteam sys w/o performing hydrostatic tests for entire syi, 

VAROA, 8 A Operating Reactors Branch I 83/04/27 STEWART, W L 
Virginia Electric fc Power Co 3pp 10381 200 H4X 
F i c h e 30-280, 83/04/27, 83030900 29 


— 8303090037 Notice of granting of relief from ASME Code requirements for 
instrvice Insp hydrostatic tests 

VAROA.B A Opfratlng Reactors Branch 1 83/04/27 2pf 

18381' 203 24X Flche 90-280,03/04/27.8303090029 


8303'040026 IE Info Notice 83-24, “Loose Parts in Secondary Side of 
Btsam Generators at PWRs " Svc list end 

JORDAN, E L, Division of Emergency Preparedness k Engineering 
Response (Post 0301031 83/04/29 Consolidated Edison Co of New 

York, Inc il3pp 18332 047 24X Flche 30-000, 33/04/28, 8303040036 


831)3040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enci 
vfORDAN.EL. Division of Effltrganci) Preparedness Engineering 
Rosponse IPost 03O1G3I 83/04/28 Consol 1 datad Edison Co. of New 

Vork, Inc lISpp. 18382 1 63 24X Ftche- 30-000, 03/04/28, 8303040027 
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8303270433 Forwards IE Inso Repts 50-200/83-11 U 90-281/83-11 on 
830301-31 No none omp 1 lane e noted 

OANCEiHC Division- o4 Project & Pesident Projrams 83/04/29 
STBW4flr< W U Virginia Electric t> PauJer Co 2p p 1B644 287 24X 

Ftcho 30-200.33/04/29,8309270423 


—8303270439 IE Insp Repts 30-280/83-11 t 60-381/83-11 on 930301-31 Mo 
noncompl ianc e noted Major areas inspected plant operations & 
operating rec ords . cnain t t> svr vel 1 1 ence., secur 1 tg event 
follouup ti LERs 

BURKE. D J . DAVIS. M J Region 2. Office of Director JULIAN. C 
Division of Project (. Resident Programs 03/04/29 7pp 
10644 289 S4K Flche 50-200.83/04/29.8303270423 


8303040028 t£ tnf-o Notice 83-26, "Failure of Saf e t g/Re 1 1 ef Valve 
Discharge Line Vacuum Breakers '' Sve list enc I 
JORDAN, E L Division of Emergcncg Preparedness it Engineering 
Response CRost 830103) 83/03/03 Consolidated Edison Co of Neui 

York. Ine 122pp 18441 170 24X FI Che 30-000.83/03/03.8303040028 


Q3OSO90139 Forwards payment of civil penalty imposed for valve 
infraction reported In Enforcement Action EA 82-143 

STEt/AUr, W L Virginia Electric S. Power Co 83/05/03 DEV0UM8, R C 
Director's Office. Office of Inspection and Enforcement 3p p 
18364 049 24X Fiche 90-800.83/05/03,8305090139 


8305270343 Act receipt of 830408 1 tr informing NRC of steps taken to 
correct violations noted 1 rt IE Insp Repts 30-2S0/B3-O3 & 

30-281 /83-09 

DANCE.H C Division of Project 6 Resident Programs 83/03/03 
&TEWART. W L Virginia Electric U Power Co Ip 18642 023 24X 

Fiche 50-280.83/05/03,8303270242 


—8305870248 Responds to NRC 930311 I tr re violations noted in IE Insp 
Repts 50-280/83-05 t- 30-291/83-09 Corrective actions 
Administrative Procedure ADM-B reviewed u/staff assistant i> 
notice of violation 6 response posted 
STEHART.H C Virgini-A Electric », Power Co 83/04/08 
O'RErULV. J P Region 2. Office of Director 2pp 18642 026 24X 

Fiche 50-280,83/03/03.9305270242 


— 0305270232 Forwards IE Insp Repts 30-200/93-05 6 50-201/83-05 on 
830207-11 & notice of violation 

DAMCE.M C Division of Project f< Resident Programs 83/03/11 
STEWART. W L Virginia Electric 6 Power Co 2pp 18642 028 24X 

Fiche 50-200.93/05/03,8309270242 


—0303270257 Notice of violation from insp on 830207-11 

• Region 2. Office of Director 83/03/11 Ip 19642 030 24X 

Fiche 30-230,93/05/03,8309270242 


— 8305270263 IE Imp Repts 90-230/83-05 i 50-281/83-09 on 830207-11 
None omp I lane e noted failure to post nobicc of violation & 
licensee response to l£ Insp Repts 50-280/82-33 U 
30-201/02-33 an 821221 

NOSEY, C M , BARR.K P Region 3, Office of Director 83/03/00 
7pp 10642031 24X Fiche 50-280,83/05/03,8305270242 


8303040030 IE Info Notice 03-27. '’Operatiotial Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Bgvlpment " Sve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Responsa (Post 830103) 83/05/04 Consolidated Edison Co of New 

Yerk, Inc llBpp 18382 292 24X Fi cfie 30-000, 93/03/04. 8303040030 


8303040031 !E Info Notice 83-28, '‘Criteria for Protective Action 
Recammendati ons for Qeneral Emergencies ” Sve list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Ine I19pp 10441 OOi 84X Fiche 90-000.83/03/04,8303040031 


6303090224 EN-B3-030 On 830509. na tl c e of violation 6 proposed 
imposition of civil penalty in amount of *40.000 issued Co 
licensee Action based on serious weaknesses In internal 6 
external dose monitoring k procedural compliance 

FLACfi.E , AXELRAD. J Director's Office, Office of I nspee 1 1 on end 
Enfopcement 83/09/04 ip 19363349 24X Fiche 50-280, 83/03/04, 

8303090224 


3303040033 IE Info Notice 83-29. "Fuel Dlnding Caused by Fuel Rack 
OefO'rmation ” 6vc list end 

JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 830(03) 83/09/06 Consolidated Edison CP of New 

York, Inc H9pp 18523 249 24X Fiche 50-000.83/03/06,8303040033 


8305290541 Discusses IE insp on 830321-25 k forwards notice of 
violation 6 proposed imposition of civil penalty 

a 'REliLUV. J. P Region 2. Office af Director 83/OS/O? STEWART. U L 
Virginia Electric k Power Co 3pp 1BS99 344 24X 

Flcfie 30-260,83/05/09,0303230541 


— S309290346 Notice of violation k proposed Imposition of civil penalty 
in amount of *40,000 Noncomp 1 lance noted radiation program 
failed to meet 10CFR20 requirements k Tech Spec provisions 
In area of worker protection 

0 'REILLY, J P Region 1, Office of Director 03/05/09 3pp 
10595 347 24X Fiche 50-200,83/03/09,0303250341 


8303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Operating Procedures (EOP) Ouidellncs " Sve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 63/05/11 Consolidated Edison Go of Niu 

York. Inc 114pp 18324 003 84X Fiche 30-000,03/03/11.8303040034. 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Prografl ’ 
Sve t ist encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/05/19 Consolidated Edison Co of New 

York, Inc H4pp 1B697 009 24X Fiche 30-000, 03/03/19, 8303040040 


8303040046 IE Info Notice 03-33, ''Nonrepresentative Sampling of 
Contaminated Oil " Sve list end 

JORDAN, E L Division of Emergency Preparedness <i Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co Of Niu 

York. Inc il4pp 10647 007 24X Fiche 50-000,03/03/26.8303040046 


8 Repartahle occurrences, LERs k ralatad correspondence 


9305100115 Forwards LERs 03-O18/O3L-O k 03-O19/O3L-O 

WILSON, J L Virginia Electric k Power Co 83/03/03 O'REIULY. J P 
Region 2, Office of Director Ip 10375 043 24X 

Fiche 90-280,03/09/03,0303100115 


--8309100120 LEfi 83-0ia/03L-0 on 830411, Type C testing (PT-16 4 
containment isolation valve leakage) performed during Spring 
1983 refueling outage disclosed as-found leakage eicaodlng 
allowable rate Caused by normal wear Valves repaired 
WILSON, J L Virginia Electric k Power Co 03/03/03 Region 3, 
Office of Director 2pp 18379 044 24X Fiche 30-200,83/09/03, 

8303100119 


— S30S100127 L6R 03-O19/O3L-O on 030400, performance of Periodic Test 
l-PT-390-2 revealed snubbers 1-WFPD-NS8-13, 1-RC-HSS-l 1 9, 
1-SI-HSS-27A, t-RH-HSS-12 6 l-Sr-H6S-8a Inoperable. Caused by 
fluid leaks k loose pipe damp Snubbers replaced 

WILSON, J L Virginia Electric << Power Co 83/09/03, Region 2, 
Office of Director Spp 10375 046 24X Fiche 90-880.03/09/03, 

9305100115 


9305130193 Forwards updated LER B3-068/03X-1 

WILSON.J L Virginia Electric k Power Co 03/09/06 O'REILLY, J P 
Begian 2, Office of Director Ip 18440 077 24X 

Fiche- 50-200, 63/05/06, 0309130198 


--9305130203 Updated LER 82-066/03X-1 on 020614, fire detection syi 
discovered to have tost program, render Ing sys Inoperable 
Probably caused by inadvertently reset program button Sys 
reprogrammed & central processing unit installed 

WILSON, J L Virginia Electric 4. Power Co 83/05/06 Region 2, 
Office of Director Spp 18440 079 24X Fiche 90-200,83/09/06, 

8305130] 98 


8303130220 Forwards LER 03-O2O/O3L~O 

WILSON.J L Virginia Electric k Power Co 83/05/06 D'REILLY.J P 
Region 2, Office of Director Ip 18439 332 24X 

Fiche 90-200,83/09/06,0309130228 


— 8309130243 LER 03-O2O/OaL-O on 830408,20 of 58 snubbers failed to 
meet acceptance criteria stipulated in periodic test Caused 
by seal degradation Snubbers either read jus ted, repa ired or 
replaced 

WILSON.J L Virginia Electric k Power Co 63/05/06 Region S, 
Office of Director 3pp 10439 333 24X Fiche 90-200. 83/05 /06i 

8309130220 


8305130142 PNO-tI-03-030 on 830510, safety injection pumps inadvertently 
actuated during heatup in preparation for restart Cauesd by 
loss af vital dc electrical bus Damaged batteries replaced 
JENISON, K M , JULIAN, C A Region 2, Office of Director 83/09/10 
Ip 1B438 131 24X Fiche 50-280,03/05/10,8309130142 


DOCKET 90-201 SURRY POWER STATION, UNIT 2 


F Security, medical, emergency k fire protection plans 


8305050126 Informs that 830202 Ur provided changes to security plan, 
not personnel training 6 qua 1 i f icatlon programs, as stated 
STEWART.W L Virginia Electric b Power Co 83/03/24 MCOUIRE, D R 
Division of Emergency Preparedness b Materials Safety Ip 
19342.200 24X Flclie 30-000,03/03/24.0305090126 
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8303270423 Forwards IE Insp Repts 30-280/83-11 50-261/33-11 on 

630301-31 No none nmp 1 lancB noted 

DANCS>H C Division of Project 8 < Resident Programs e3/04/2'7 
STEUARTi W L Virginia Electric & Power Co 2pp lBd>44 237 24X 

Flche 30-280,63/04/29.0305270423 


•0303270439 IE Insp Repts 50-200/03-11 t, 30-281/83-11 on B30301-31 No 
noncomplloncs noted Major areas Inspected plant operations S< 
operating records, malnt <• serve 1 1 lance, secur 1 tg event 
followup S< UERs 

eURKE. 0 J Region 2, Office of Director 63/04/29 7pp 
10644 289 24X Flche 30-200.03/04/29,0305270423 


8303060100 Requests enemptlon from 10CFR50 40<c ) < 4 ) > al lowl ng completion 
of mods to lOCFRSO.App R. Section III S 3 during second 
refueling outage after 830517 

STEWART. W U Virginia Electric S, Power Co 63/03/03 DENTON, H fi 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Reactors Branch 1 Ip 18343 111 24X 

Flche 30-281,83/03/03,0305060100 


8305130038 Forwards revised submittal describing preliminary plan for 
emergency operations facilities (EOF) updating 62O40S 
response to Generic Ltr 62-33 Local EOF will be constructed 
adjacent or connected to etistlng training facilities 
STEWART, W L Virginia Electric & Power Co 83/03/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director EISENHUT.D G 
Division of Licensing 13pp 18436 213 24X Flche 30-000,03/09/06, 

8303130036 


3305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lar 1 f Icat ion of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, 0 0 Division of Licensing 33/05/11 Cansolldated 

Edison Co of New Vorli. Inc 16pp 10540 095 S4X 
Fiche 50-000,83/05/11,6305110034 


6305100169 Informs that emergency plan upgrade to meet lOCFRSO App E, 
NUREG-0737, Item III A 2 1 requirements complete 

VAROA, 3 A Operating Reactors Draneh 1 03/05/13 STEWART, M L 

Virginia Electric & Power Co 3pp 10502 351 24X 

Flche 50-200,83/05/13.6305180169 


P. Operating license stage documents 6 correspondence 


0303060630 Forwards safety evaluation re NUREO-0737, I toms II F 1 4, 
1 1 F 1, S & 1 1 F 1 6 on containment pressure, water level St 
hydrogen monitors Iftll 001210 submittal $• 030210 rev 
acceptable Environ qual If lea t ion to be reviewed separately 
VAROA, 8 A Operating Reactors Branch 1 03/04/22 STEWART, W L 

Virginia Electric «< Power Co 2pp 18337 357 24X 

Fiche 30-200,03/04/22,0303060650 


•8305060663 Safety evaluation re TMI Action Plan Items (NWREO-0737) 

II F I 4, "Containment Pressure Monitor," II F 1 S, 

"Containment Water Level Monitor" 4 II F 1,3. "Containment 
Hydrogen Monitor " Designs acceptable 

# Office of Nuclear Reactor Regulation. Director 03/04/22 5pp 
18357 359 24X Flche 50-200,03/04/22.8305060630 


0303090043 Forwards Amend 00 to Licenses DPR-3S 6 DPR-37. 

safety evaluation 6 notice of issuance $• availability Amends 
revise Tech Specs to change schedule requirements for 
functional testing of SO KIP 8 6 snubtors 

NEIGHBORS, d D Operating Reactors Branch 1 83/04/27 STEWART , W L 

Vlrglnla Electric 6 Power Co 2pp 10301 164 24X 

Fiche 50-200, 03/04/27, 8303090045 


•8306090031 Amend 66 to Licenses DPR-38 *• DPR-37, rovls ing Tech Specs to 
Change schedule requirements for functional testing of 50 
KIPS it snubbers 

VAROA, S A Operating Reactors Branch 1 03/04/27 Bpp 

18301 166 84X Flche 50-260,63/04/27,8303090043 


•0303090068 Safety evaluation supporting Amend 08 to Licenses DPR-32 It 
DPfi-37 

» Office of Nuclear Reactor Regulation, Director 03/04/27 2pp 
18301’ 194 24X Flche 50-880,03/04/27,0303090045 


•0303090070 Notice of Issuance (t availability of Amend 80 to Licenses 
DPR-32 6 DPR-37 

VARGA. 8 A Operating Reactors Branch I 03/04/27 2p p 
18381 196 24X Fiche 50-200,83/04/27,8303090049 


0305020439 Generic Ltr 83-19 to all power reactor it testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EISENHUT, D, 0 Division of Licensing 03/09/02 Consolidated 
Edison Co of New York, Inc 90pp 18441 120 24X 

Fiche, 3O-O0O, 83/09/021 B30S02043S 


0305060356 Application for amend to Licenses DPR-32 St DPR-37, Chang Ing 
Tach Specs to allow optlmliation of core loading patterns !< 
provide addl operating flexibility by changing eiisting 
fractional power limit 

3TEHART,W L Virginia Electric t Power Co 03/03/02 DENTON, H R 
Office of Ngc tear Reactor Regu lation, Director VARGA, 8 A 
Operating Reactors Branch 1 3pp 10348 263 24X 

Flche 30-200.03/05/02,0303060556 


— 8305060561 Proposed Tech Spec pages allowing optimi latlon of core 
loading patterns S< providing addl operating flexibility by 
Chang Ing existing fractional power limit 

* Virginia Electric & Power Co 03/05/02 22pp 13340 271 24X 

Fiche 30-200,83/05/02.8303060556 


0309100100 Application to amend Licenses DPn~32 t, DPR-a7, revising 
radiological effluent Tech Specs in accordance w/Rev 3 to 
NUREC-0472 "Offsite Dose Calculation Manual" also enc I 
STEWART, W L Virginia Electric 9 Power Co 83/05/0'l DENTON, H R 
Office of Nuclear Reactor Regulation. Director VAROA, 8 A 
Operating Reactors Branch 1 l^PP 18371 346 24X 

Flche 30-200,83/09/04,8303100100 


— 830S1<30111 Proposed revs to radiological effluent Tech Specs, in 
accordance w/Rev 3 to NUnEG-0472 

» Virginia Electric fc Power Co 83/05/04 67pp 10371 349 24X 

Flche 50-200,03/09/04,8305100100 


8309090639 Generic Ltr 03-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list end 

EISENHUT.D G Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 133 24X 

Fiche 30 - 000 . 03 / 05 / 09,0305090699 


0309120244 Forwards Rev I to "Reload Safety Evaluation for Surry 2 
Cyclo 7 (Pattern JB2> " Tech Specs approved through Amends 
06 6 87, require no addl changes Reload core design wilt be 
verified 

STEWART, W L Virginia Electric t. Power Co 83/05/09 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Reactors Branch I 3pp 18424 163 24X 

Flcho 50-201,03/09/09,6305120244 


— B309I202S0 Row 1 to "Reload Safety Evaluation for Surry 2 Cycle 7 
(Pattern Jfla) " 

SMITH. N A , SUWAL.G M , CROSS, R W Virginia Electric & Power Co 
202 RO! 03/03/31 20pp 10424 186 24X Flche 50-261.03/05/09, 

8309120244 


Q3051B0372 Forwards response to 930404 ltr re Category IV equipment 
Equipment qualification file packages submitted In support 
of specific Identified Items Response to 630126 itr re 
proposed corrective actions expected by 030520 

STEWART, W L Virginia Electric & Power Co 83/05/11 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Reactors Branch I 77lpp 18403 120 S4X 
Fiche 50-200,03/09/11,0300180372 


0309200163 Responds to 030126 I* 0404 requests to review proprietary 
ma 1 1 contained In Franklin Research Ctr technical evaluation 
repts re environ qua 1 1 # 1 cot Ian of safety-related electrical 
equipment Info no longer requires proprietary protection 
STEWART, W L Virginia Electric 6 Power Co 03/05/11 DENTON.H R 
Office of Nuclear Reactor Regulation, Director VAROA, 8 A 
Operating Reactors Branch I Ip 10519 070 84X 

Flche 50-200,03/09/11,8305200163 


0309200499 Forwards response to Ooneric Ltr 62-20. "Inadequate Core 
Cooling Instrumentation Sys, " per 030310 ltr During upset 
cond I t ions , alarm functions provided In conjunction w/ 
subeooling moni tors 

STEWART, W L Virginia Electric & Power Co 03/05/12 DENTON.H R 
Office of Nuclear Reactor Regulation, Director EISENHUT.D 0 
Division of Licensing 19pp 16313 162 24X Flche 30-000,03/05/18, 

6309200499 


8309260232 Submits schedule for replacement or mod of safety-related 
equipment for environ qualification per lOCFRDO 49 ( 9 ) 
criteria Master list of equipment end 

STEWART. H L Virginia Electric 6 Power Co 03/03/20 DENTON.H R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 

Operating Reactors Branch 1 60pp 10622 127 24X 

Flche 90-200103/03/20.0303260232 


O Inspection reports, IE Bulletins b correspondence 


82120603B3 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 5vc list 
enc 1 

TAYLOR, J M Division of Safeguards 6 Inspection Programs IPost 
0301031 03/03/21 Consolidated Edison Co of New York. Inc 

I12pp 10306 319 24X Flche 90 - 000 , 83/03/21. 02l2’O6O363 
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8303370565 Forward* IE In*p Repts 30-200/-a3~0* & 5O“3BI/03-O6 on 
830333-95 No noneomp 1 lonce noted 

DANCE<H C Division of Project U Resident Propram* 83/03/39 
STEWART. U L Virginia EJdCtrlc U Power Co Spp 1864? 172 34X 

Fiche 50-980.63/03/29.8305370365 


“8309370374 IE Insp Repts 30-200/03-06 6 SO-3Q1/B3-0* an 830322-29 No 
nencorapl lance noted flajor areas inspected inservice testing 
of pumps t< valve*, secondary coolant chemlity program. 

Inservice tnsp k LER5 

CIRARD.E H . ROSS.W J . OLAKE. J J Region 3. Office nf Director 
B 3/03/33 9pp 1 86 4 7 174 34X Fiche 50-380. 03/03/ 39. 8303370563 


8303370403 Foroiard* IE Insp Repts 50-280/83-09 t< 50-381/83-08 on 
830201-28 No none omp I ianc e noted 

DANCE. H C Division of Project 8< Resident Programs 83/04/04 
STEWART. W L Virginia Electric 6 Power Co 3pp 18669 142 24X 

Fiche 50-380. 83/04 / 0 4. 830 537048 3 


—0303370490 IE tnsp Repti 50-280/83-08 6 30-281/83-08 on 830201-38 No 
noncoap 1 ianc e noted Major area* Inspected plant operations & 
operating records. P lant malnt k surve i 1 lance. p lant saeurlty. 
followup of events 6 LERs 

OURKE.D J . DAVIS.M J Region 2. Office of Director JOUIAN. C A 
Division of Project k Resident Programs 83/04/01 Spp 
18663 144 24X Fiche 30-300. 03/04/04. B30S370493 


8303040031 IE Info Notice 83-21. “Defective Energencg Use Respirator " 
SVC Hit end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 834>I03> 83/04/15 Consolidated Edison Co of New 

York, rnc 196pp 18435 155 34X Fiche 30-000.83/04/15.8303040021 


8303040033 IE Info Notice 83-22. “BUR Saf s tg/R« I I ef Valve Failures <' 
SVC list enc 1 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

Yerlc. Inc 112pp 18383 089 24X Fiche 30-000, 83/04/82. 9303040023 


8309370513 Advises that SAUP Board assessment reviewed k issuance of 
rept approved Nuclear activities conducted u/proper concern 
for nuclear safety 

O'REILLY. J P Region 2, Office of Director 83/04/22 STEMART. W L 
Virginia Electric t< Power Co 2pp 18646 001 34X 

Fiche 30-0 00.83/04 /22, 8303270513 


—8303270327 Forwards SALP Repts 50-380/83-02. 50-201/83-02, 30-338/83-03 
t< 30-339/03-03 for Jol 1981 - Sept 1933 

LEHIS.R C Division of Project k Resident Programs 83/02/10 
BTEUART.U L Virginia Electric k Power Co 3pp 18646 003 24X 

Fiche 50-000,83/04/33,8305270313 


—8303370341 9ALP Repts 30-380/83-021 50-281 /93-03, 50-338/03-03 8, 
30-339/83-03 for Jul 1901 - Sept 1983 

• Region 2. Office of Director 83/03/10 45pp 18646 003 34X 

Fiche 50-000 .83/04/23, 8303370313 


8303040025 IE Info Notice 03-23. "Inoperable •Containment Atmosphere 
Sensing Sys “ Sve list end 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Post 8301031 83/04/33 Consolidated Edison Co of New 

York, tnc 1 19pp 10381 291 34X Fiche 50-080, 83/04/25. 8303040033 


8303040026 IE Info Notice 03-34. "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " Sve list end 

JORDAN, C L Division of Emergency Preparedness k Engineering 
Response (Pott 830103 ) 83/04/36 Consolidated Eidison Co ef New 

York, Inc IlSpp 18383 047 24X Fiche 30-000.83/04/28.8303040026 


8303040037 tE Info Notice 03-35. “Standby Cat Treatment 3y* Heater High 
Temp Trip Betpolnt Adjustment " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/38 Consolidated Edison Co of New 

York. Inc llSpp 18393 163 34X Flchp 30-000.83/04/28,8303040027 


8305270433 Forward* IE Insp Rept* 30-280/83-11 k 50-231/83-11 on 
830301-31 No noncompl ianc e noted 

DANCE, H C Division of Project Jc Resident Programs 83/'0'4/29 
STEWART. W L Virginia Electric k Power Co 3pp 10644*287 24X 

Fiche 30-280. 83/04 / 39, 8303370423 


—9303270439 1£ Insp Repts S0-3S0/B3-1I & 50-301/83-11 «n 830301-31 No 
noncompliance noted Major areas Inspected plant operations h 
operating records, malnt t< survai 1 lance, security event 
followup D LERs 

BURKE. D J , DAVIS.M J Region 3, Office of Director JULIAN. C. 
Division of Project ti Resident Programs, 83/04/2? 7pp 
18644 28? 24X Fiche 30-280,83/04/29,0303270433 


8303040028 IE Info Notice 83-26. "Failure of Saf ety /Ra 1 1 e f Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN'S L Oi vis ion of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Niu 

York, Inc 132pp 18441 170 24X Fiche 30~000, 83/09/03, 0303040529 


6305060061 Advises that first 10-yr Inservice insp program interval 
attended to B41IO0.per A3ME Section XI 1974 Edition, Summer 
1975 addenda 

STEWART, M L Virginia Electric k Power Co 83/03/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VAROA, 8 A 
Operating Reactors Branch t ip 1B345 031 24X 

Fiche 90-201,83/03/03.8303060061 


8303370243 Ack receipt of B304D8 itr informing NRC of step* taksn to 
correct violations noted in IE Insp Rept* 30-380/83-03 k 
90-231/83-05 

DANCE, H C Division of Project & Resident Programs 83/03/03 
STEWART. W L Virginia Electric t< Power Co tp 18643 023. 24X 

Flch f 90-200. 83/03/03. 8305270242 


* 8309270243 Responds to NRC 830311 Itr re violations noted in IE Insp 
Rapts 50-280/33-05 4< 90-281/83-03 Corrective action* 

Administrative Procedure ADM-B reviewed u/staff assistant k 

notice of violation & response posted 

STEWART, U L Virginia Electric k Power Co 83/04/OB 

O'REILLY. J P Region S. Office of Director 2pp 18642 026 24X 

Fiche 30-280. 83/05/03, 8303270342 


-8309370253 Forward* lE Insp Repts 30-380/83-09 ti 50-301/83-03 on 
830207—11 k notice of violation 

DANCE, H C Division of Project 6 Resident Programs 83/03/11 
STEWART, W L Virginia Electric k Power Co 2pp 18642 028 24X 

Fiche, 30-280, 03/05/03, 8303270243 


'8305370337 Notice of violation from insp on 830207-11 

• Region 2, Office of Director 83/03/11 ip 18642 030 a4X 
Fiche 50-280,83/03/03,8305370242 


0303270363 IE tnsp Rept* 50-280/83-03 h 30-281/83-08 on B30207-11 
Noncompllanc* noted failure to post notice of violation k 
licensee response to IE Insp Rapts 30-280/03-33 k 
30-281/82-33 on 821221 

HOSEY, C M , BARR, K P, Region 2, Office of Director 83/03/08 
7pp 18643 03i a4X Flcha 50-280,03/03/03,8309270242 


B303040030 IE Info Notice 83-37, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Enulpment " Sve list end 

JORDAN.E L Olvltion of Emergency Preparedness k Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Ntw 

York, Inc ll2pp 18382 282 24X Fiche 30-000,83/03/04,8303040030 


0303040031 IE Info Notice 83-20, "Crikerla for Protective Action 
Rtcommendat Ions for (Seneral Emergencies “ Bve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 03/05/04. Consolidated Edison Co of New 

York, Ine 119pp 18441 001 24X Fiche 30-000,83/03/04,8303040031 


0303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Hack 
Osformatlon. " Sve list end. 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Rsiponse (Post 830103) 33/03/06 Consolidated Edison Co of New 

York. Inc lt9pp 18523 248 24X Fiche 30-000.83/09/06.8303040033. 


8305230541 Discusses IE insp on 830331-25 «< forwards notice of 
violation W proposed Imposition of civil penalty 

O'REILLY. J P. Region 2, Office of Director 83/09/09 BTEMART.ML. 

Virginia Electric k Power Co 3pp 18393 344 24x 

Fiche 30-200.83/03/09, 8309290541 


8309230S46 Notice of violation & proposed Imposition of civil penalty 
in amount of ♦40,000 Noncompliance noted radiation program 
failed to meet 10CFR20 r eiiulr emente k Tech Spec provisions 
In area of U'Orker protection 

O'REILLY, J p Raglan 1. Office of Director 03/03/09 9pp 
10593 347 84X Flch* 50-280,83/03/09.8303250341 


B3D3040034 IE Info Notlca 03—30, "Kisapp 1 tcatton of Oenerlc Emergency 
Operating Procedure* (EOP) Ouldellnes “ Sve H *t end. 

JORDANaE L Division of Eoicrgcncy Preparedness 4 Engineering 
Response {Post 830103) 83/09/11 Consol {dated Edison Co. of New 

York, Inc 114pp 18324 003 34X Fiche 90-000,83/03/11,8303040034. 


8303040040 IE Info Notice 63-31, "Error in ADLPIPE Computer Program " 
Sve lift end. 

JORDANaE L Division of Emergency Preparedness k Engineering 
Response (Post 030103). 83/05/19 ConsoHdeted Edison Co of N*(U 

York, Inc 114pp 10697.009. 24X Fiche 30-000,83/09/19/8303040040. 



DOCKETED ITEMS 


105 


B30304004A IE Info Notice 83"33i "Nonrepresentative Samplini} of 
Contaminated Oil " Svc list end 1 

JOROAN> S L Division of Emergency Preparedness Engineering 
Response <Post 830103) 83/09/36 Consolidated Edison Co of Neu 

Vorlt. Inc I14pp 1S647 007 34X Flehe 50-000, S3/0S/3i, B303040046 


S Reportable occurrences, LERs tt related correspondence 


B30S0S0118 Forwards LERs 83-01 9/03L-0 t 03-01 6/03L-0 

HILSONid L Virginia Electric «< Power Co 03/04/27 O'REILLV, J P 
Region 2, Office of Director Ip 1B341 33S 34X 

Fiche S0-2B1I S3/04/37> 83090501 10 


—8305090121 UER 03-Oli/O3L-O on 030329, si gna I from 8 steam line pressure 
transmitter PT-3-48S increased appro* 300 mv< rendering 
transmitter inoperable Cause not determined Basis adjusted & 
transmitter callbr t< returned to svc 

UILSQN.d L Virginia Electric t< Power Co B3/04/27 Region 2, 

Office of Director 2pp 10341 339 24X FIcfie 90-281,03/04/27, 

8309090118 


—8308090130 LER 03-01 8/O3L-0 on 030402, PT~27A revealed that amp readings 
for heat tracing Panel 10 circuit ID & Panel 11 circuits 2A, 

4A & 6B below acceptance criteria Caused by excessive heat 
Defective heat tracing replaced h design change Initiated 
UILSONi J U Virginia Electric (< Power Co 03/04/27 Region 2, 
Office of Director 2pp 18341 341 24X Flehe 90-231,03/04/27, 

6309090118 


8309I3OI29 Forwards LERs 03-OI7/O3L-O & 83-018/03L-0 

WILSON, J L Virginia Electric h Power Co 03/09/06 O'REILLY, d P 
Region 2, Office of Director Ip 18437 291 24X 

Flehe 90-281,83/09/06,8309130129 


—8309130130 LER 83-0t7/03L-0 on 030408, at lOOX power, amp readings for 
heat tracing panels S 9>clrcult 208 discovered below 
acceptable limits Caused by excessive heat Defective heat 
tracing replaced Design changes implemented 

WILSON, d L Virginia Electric $< Power Co 83/09/06 Region 2, 
Office of Director 2pp 10437 292 24X Flehe 90-201.03/09/06, 

0309130129 


—0309130136 LER B3-018/03L-0 on 030406, at lOOX power, control rod D-6 
dropped to fully inserted position causing quadrant power 
tilt or turbine runback Cause unknown Fuses t< other 
components operable Control rod withdrawn 

WII-SQN, d L Virginia Electric tt Power Co 03/09/06 Region 2, 
Office of Director 2pp 10437 294 24X Flehe 30-281,83/09/06, 

8309130129 


8309230424 Forwards LERs 03-O19/O3L-O t< updated 80-009/0 IX-t 

MILSON.d L Virginia Electric U Power Co 83/09/13 O'REILLY, d P 
Region 2, Office of Director Ip 10938 180 24X 

Ficht: 90-281, 03/09/13, 0309230424 


— 8309230432 LER e3-019/03L-0 on 030419, MO V-LCV-21 19D failed to open 
during performance of PT18 6 Caused by motor leads not 
making contact due to loose plug in terminal strip In motor 
control ctr, Terminal strip properly seated 

WILSON, d.L Virginia Electric 6 Power Co 03/09/13 Region 2, 
Office of Director 2pp 10930 189 24X Flehe 90-201,03/09/13, 

8309230424 


— 030923049! Updated LER 80-009/0 lX-1 on 000306, Type A testing 
revealed leakage through recirculation spray diaphragm 
plate seal welds Caused by lack of fusion t< slag Inclusion 
in wtld areas Defects repaired 

WlLBONrd L Virginia Electric & Power Co 83/09/13 Region 2, 
Office of Director 3pp 18930 191 24X FI che- 90-201 , 03/09/ 13, 

0309230424 


DOCKET 90-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency b fire protection plans 


B3090302i4 Releases public version of revised emergency plan 
implementing procedures 

FELTON.d. H. Division of Rules and Records 03/04/22 Ooeument 
Kanagement Branch Ip 18310 199 24X Flehe 90-202,83/04/22, 

0309030214 


—8309030221 Forwards public version of rsvised emtrgency plan 
Implamenblng procedures, Inc lud ing Procedures F3-2 re 
elesetficatlon of emergencl es, F3-9 re emergency notification 
t* F3-? re emergency evacuation, 

MARD.E C Northern States Power Co 83/04/08 Region 3, Office 
of Director Ip 18310 196 24X Flehe' 90-282, 83/04/22, 

8309030214, 


— 03O3O3OD26 Public version of revised emergency plan Implementing 
procedures, including Procedure F3-2 re classification of 
emergencies, F 3- 9 re emergency notification tt re 

emergency evac uat i on 

SCHULLKE, D A Northern States Power Co 03/03/22 I29pp 
18310 157 24X Flehe 90-202,03/04/22,8305030214 


B3051706S7 Forwards exemption from lOCFR50,App R, Subsection lit 0 2 re 
separa 1 1 on, f i re barrier tt suppression requirements where 
both trains of redundant safe shutdown components located 
within same fire area, per 020630 tt 1022 requests 
CLARK, R A Operating Reactors Dranch 3 83/05/04 MUSOLF. D M 

Northern States Power Co 4pp 10481 072 24X 

Flehe 90-202,83/09/04,0309170697 


— 0309170666 Exemption from lOCFftSO, App R, Subsection II! 0 2 r« 
separa t ion, fire barrier t, suppression requirements where 
both trains of redundant safe shutdown components located 
within same fire area 

EISENHUT, D O Division of Licensing 03/09/04 Northern States 

Power Co 7pp 10481 076 24X Fiche 90-202,03/09/04,8305170697 


—-8309 I 70663 Safety evaluation re exempt ions from lOCFRSO, App R, Sect! 0,11 
191 0 2 requirement for malnt of one train of equipment 
necessary for safe shutd own, w/o fire damage Exemptions 
should be denied In four areas 6 granted in Five areas 
• Office of Nuc lear Reactor Regulation, Director 02/10/27 
21pp 10401 003 24X Flehe 90-282,83/05/04,0309170697 


03O911OD34 Qeneric Ltr 03-21 to all licensees of operating reactors, 
applicants for QLs t, holders of CPs re clarification of 
access to control procedures for low enforcement visits 
Svc list end 

EISENHUT, D 0 Division of Licensing 03/09/11 Cons el idated 
Edison Co of New York, Inc I6pp 1094D 099 24X 

Fiche 90-000,03/09/11,0309110034 


8309190343 Forwards Rev 1 to NUREG-0728, "NRC Incident Response Plan," 
in response bo 83042? ltr requesting updated ltr of 
agresment W/o end 

HIND, J A Division of Radiological tt Materials Safety Programs 
83/09/13 LARSON,C E Northern States Power Co 2pp 18900 229 
24X Fiche 90-000,83/09/13,0309190343 


8309200023 Notifies that NUREO -0737, 1 tern III A 2 1, "Emergency 
Preparedness, Upgrad e Emergency Plans to App E, lOCFRBO," 
completed Item closed 

CLARK, R A Operating Reactors Oranch 3 03/09/13 MUSOLF, D H 

Northern States Power Co 3pp 18940 117 24X 

Fiche 90-202,83/09/13,8309200023 


6309230923 Forwards clarifying Info In support of 830311 exemption 
requests for 10CFR90 40, App R re Fire Areas 98,99,73 tt 74 
MUSOLF, D Northern States Power Co 83/05/16 Office of Nuclear 
Reactor Regulation, Director 62pp 18936 329 24X 

Fiche 90-202,83/09/16,8305230523 


8305240309 Advises that date for next annual emergency preparedness 
exercise revised to 840313, per 830128 telcon 
PAPEBIELLO, C. J Region 3- Office of Director 33/05/19 
LARSON, C E Northern States Power Co Ip IS97S 069 24X 

Flehe 90-202,33/05/19,0305240309 


P Operating license stage documents &’ correspondence 


6303100429 Forwards response to 030200 ltr re backfitting costs of 
two nuclear power plants All three units have combined 
capability of 1,93? MWE (summer) net 

HADLEY, C D Northern States Power Co 03/03/15 TOURTELLOTtE. J 
Regulatory Reform Tatlc Force 6pp 10541 041 24X 

Fiche 90-000,03/03/19,3303)00429 


6305230720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE. 0 Regulatory Reform Task Force 83/04/11 
PALLADINO.NJ Commissioners 2pp 10942272 24X 

Fiche 90-000.03/04/11,8309230720 


6309020320 Forwards Rev 0 to "ASME Code Section XI Inservice Insp Sc 
Testing Program 6 Info Required for NRC Review of Requests 
for Relief from ASMS Code Section XI Requirements," per 
780201 submittal 

MUSOLF, D Northern States Power Co 03/04/19 Office of Nuclear 
Reactor Regulation, Director 2pp 102 77 146 24 X 

Fiche 90-203, 03/04/19, 8305020320 


— 0309020329 Rev 8 to "ASME Code Section XI Cnservlce Insp ti Testing 
Program I, Info Required for NRC Review of Requests for 
Relief from ASME Code Section Xt Requirements " 

* Northern States Power Co 03/04/19 2Ipp 10277 140 24X 

Fiche, 90-202, 03/04/19, 0309020320 
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830S060013 Advl&es that action renuireti bi* 83C202 Amends £1 U 53 to 
Licenses DPB-42 t< DPR-AOi res p oc 1 1 ve Ly t Oeneric Ltr 83-07 
confilo ted> ba sed on Jbi I actively negotiatins u/DOE re 
disposal of high level waste or spent neclear fuel 
CLARKi R A Operating Reactors Branch 3 03/04/21 MUSDLFi D M 

Northern States Power Co 2pp 10354 311 SAX 
FichB 50-202, 03/04/21. 0305060013 


0303060108 Advises that r e q,ul re trients of NUfiEG-0737p Tfll Action Plan 
Items II r 1 4. II F I 5 6 II F 1 6 met J, items resolved 
Criteria requiring equipment to &e environmentally qualified 
will be reviewed under environ qua 1 I Flea 1 1 on program 
CLARKi R A Operating Reactors Branch 3 33/04/21 KUSOLFiO N 

Northern States Power Co 9pp 10334 26S 243f 

FlchP 50-282,83/04/21,3305060100 


B303060023 Forwards safety evaluation h technical evaluation rept for 
environ qualification of saf e t y -r e 1 a t ed electrical 
equipment Justification for continued operation t- schedule 
For proposed corrective action requested by B3052D 
CLARK, R A Operating Reactors Branch 3 03/04/25 MUSOLF. D M 

Northern States Power Co 3pp 18354 322 24X 

Flch# 30-202,83/04/25,3303060023 


— 0303060036 Safety evaluation re environ qualification of safety-related 
electric equipment Major qualification deficiencies 
identified in Franklin Research Ctr technical evaluation 
rept Tables 4-1, 4-2, 4-3 8, 4-4 must be resolved 

« Office of Nuclear Reactor Regulation, Director 03/04/25 7pp 
18354 323 24X FichB 50-202,03/04/25,8305060023 


3305080455 Generic Ltr 83-1? to all power reactor 6 testing llconsees 
re new procedures for providing public notice concerning 
issuance of amends to DLs Sve list enc 1 

E10ENHUT, D 0 Division of Licensing 03/05/02 Consolidated 
Edison Co of New York, Inc 50pp 18441 120 24X 

FichB 50-000,83/05/02,8305020435 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 630103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18302 047 24X Flche 30-000. 83/04/20, 8303040026 


8303040027 IE Info Notice 83-85, "Gtandby Gas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl, 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Niu 

York, Inc liapp 18383 165 24X Flche 50-000,83/04/38,0303040027 


8303040038 IE Info Notice 03-86. "Failure of Sa f e ty /Re 1 1 e f Valve 
Discharge Line Vacuum Dreakers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response fPost 030103) 63/03/03 Consolidated Edison Co of New 

York, Inc 128pp 1844 1 170 24X Flche 50-000.83/05/03,8303040026 


0303040030 IE Info Notice 83-87, "Operational Response to Events 
Concerning Deliberate Acte Directed Against Plant 
Equipment ” Svc list encl 

JORDANiE L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Ncu 

York. Inc 118pp 10362 202 84X Flche 50-000,83/05/04.8303040030 


B303040031 IE Info Notice 83-88, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 93/05/04 Consolidated Edison Co of New 

York, Inc ll?pp 18441 001 24X Flche 30-000.03/05/04.0303040031 


S303040033 IE Info Notice G3-S?, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L. Division Of Emergency Preparedness & Engineering 
ftesponie (Post 0301031 83/05/06 Consolidated Edison Co of New 

York. Inc llSpp 18323 248 24X Flche 50-000.03/05/06,0303040033 


8305180389 Forwards response to NRC 83048S ltr transmitting safety 
evaluation for environ qualification of safety-related 
electrical equipment Rosemount 1153 Series A transmitters 
Should be reclassified as Category II C equipment Items 
MUSOLF. D Northern States Power Co 83/05/03 Office of Nuclear 

Reactor Regulation, Director 2?pp 1B433 124 24X 

Flche 30-282.03/05/05,8305120339 


8303090659 Generic Ltr 93-20 to all operating reactor licensees t< 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list encl 

EISENHUT, D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of New York. Inc I6pp 18627 153 24X 

Flche 50-000,83/05/09,8303090639 


6305240029 Forwards IE Insp Repts 50-282/03-06 6 50-306/83-03 on 
830316-0331 No no nc amp I Ian c e noted 

SHAFER, H D Region 3, Office of Director 03/05/06 LARSON. C E 
Northern States Poiurer Co 2pp 1854? 095 24X 

Flche 50-202,83/(35/06,8303240029 


— B30S24006I IE Insp Repts 30-202/03-06 6 50-306/03-03 on 830216-0331 Mo 
noncemp I iance noted Major areas Inspected plant operational 
saf e ty, main t, a jrvei 1 lance, review of operating events, LERs, 
fire penetration soats S, IE bulletins 

FEIERABEND, C D . WILLIAMS, D L , JACKIW, I N Region 3, Office of 
Dlpietor 03/05/03 ISpp 10349 097 24X Flche 30-202,03/03/06, 

0303240029 


Q Inspection reports, IE Bulletins 5 correspondence 


6212060385 IE Info Notice 03-14. "Dewatered Spent Ion Enhange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
encl 

TAYLOR, J M Division of Safeguards it Inspection Programs IPost 
830103) 83/03/21 Consolidated Edison Cd of New York, Inc 

tiapp 18308 319 24X Flche 50-000,83/03/21,8212060305 


S3D3040D21 IE Info Notice 63-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of New 

York, Inc I26pp 18435 153 24 X FI c h e 50-000. 03/04/ 1 3. 0303040021 


B30S020320 Forwards Rev 8 to "ASME Code Section XI Inservice Insp k 
Testing Program 6 Info Required for NRC Review of Requests 
for Relief From ASME Code Section XI Requirements, " per 
780201 submittal 

MUSOLF, D Northern States Power Co 83/04/19 Office of Nuclear 
Reactor Regulation, Director 2pp 18277 146 24X 

Flche 50-382, 83/04/19. 8303020320 


--S30S02038? Rev 8 to "ASME Code Section XI Inservice Insp 6 Testing 
Program tc Info Required for NRC Review of Requests for 
Relief from ASME Code Section XJ Requirements " 
a Northern States Power Co 83/04/19 2lpp 10277 146 24X 

Flche 30-882.83/04/19,8305020320 


0303040034 IE Infoi Notice 83-30, " Ml sapp 1 1 ca 1 1 on of Generic Emergency 

Operating Procedures (EOPl Guidelines " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/OS/ll Consolidated Edison Co of Neu 
York, Inc 114pp 18524 003 24X Fiche 50-000,83/03/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc 1 1st encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/0S/19 Consolidated Edison Co of New 

York. Inc tl4pp 18697 009 24X Fiche 30-000,83/03/19,8303040040 


B303040046 IE Info Notice 83-33, "Nonrepresentati ve Sampling of 
Contaminated Oil " Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/0S/26 Consolidated Edison Co of NtW 

York, Inc ll4pp 18647 007 24X Flche 30-000,83/03/26,8303040046 


R Periodic operating reports t< related correspondence 


6305160056 Forwards monthly operating repts for Apr 1983 

MUSOLF, D Northern States Power Co 83/03/11 Office of Roiourr* 

Mstiagement, Director Ip 18431 036 24X Fiche 50-282,83/05/11. 

830316D0S6, 


— 6305160076 Monthly operating repts for Apr 1993 

DUOSTAD, D Northern States Power Co 83/03/04 8pp 18431 037 
24X Fiche 50-282,83/05/11,8303160036 


B30304D023 IE Info Notice 83-22, "BWR Sa f ety /Be 1 1 e f Valve Failures ■' 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post B30103I 83/04/22 Consolidated Edison Co of New 

York. Inc ll2pp 18383 089 24X Flche 50-000, 03/04/22, 8303040023 


8J03040D25 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response CPost 930103) 83/04/25 Consolidated Edison Co of New 

York. Inc ll9pp 18381 891 24X Fiche 50-000,83/04/25.8303040025 


S Reportable occurrences, LERs ft related correspondence 


9305240166 LER a3-010/03L-0 on S30417, reactor coolant sample found 
misting after load changing operations for turbine testing 
Sample taken 2 h late Caused by lack of communication Load 
changing procedure will be revised W/830516 ltr 
HUNSTAD.A A , MUSOLF, D Northern States Power Co 83/05/16 
Region 3, Office of Director 3pp 10349 237 24X 

Fiche 30-208,03/09/16.8305240166 
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DDCKET 30-28& FORT CAtHOUN STATION. UNIT 1 


F Security, medlcali einergancy & fire protection ptOTia 


B303100826 Revised pages to radiological emergency response plan 

t Omaha Public Pouer District 83/03/10 ISOpp 15373 324 34X 

FIChe 30-359.53/03/18.53031 0022d> 


B30S040&t4 Releases public version of updated radiological amergancii 
retponse plan 

TEUTON. J M Division of Rules and Records 83/04/23 Document 
Kanagenient Branch Ip 15333 37b 24 X Flche S0~S83, 83/04/25. 

B 3050406 14 


—830304061? Foruards public version of updated radiological emergency 
response plan Receipt form end 

vfONES.M C Omaha Public Pouer District 53/03/24 Region 4. 
Office of Director Ip 15335 277 24X Flche 30-293,83/04/25. 
5303040614 


—0303040624 Public version of updated radiological emergency response 

plan 

« Omaha Public Pouer District 53/03/04 162pp 15333 27@ 24X 

F 1 c h s 30-283. 83/04/23. 53030406 1 4 


0303030423 Responds to 530318 Itr requesting reaffirmation of 910610 
Itr re role of NRC in radiological emergency response Uhlle 
Itr reflects current policy. itr of agreement not intended 
SBIOLB U C Region 4. Office of Director 53/04/2? FRANCO. F F 
Omaha Public Pouer District 2pp 18306 230 24X 

FIcha 30-253. 53/04/2?, 8303030423 


— 530903042? Requests reaffirmation of NRC 910610 Itr of agreement re 
rdl* of NRC in radiological emergency response 

JONES, U C Omaha Public Pouer District 53/03/18 COLLINS. J T 
Region 4. Office of Director 2pp 18306 SS2 24X 
Flche 50-255, 53/04/2?. 5300030423 


—8309030433 Responds to 510601 Itr discussing role of NRC during 
radiation emergency Primary rote is to monitor licensee 
activities associated u/incldent b to provide technical 
atsi stance, i f requested 

COLLINS. J T Region 4, Office of Director 01/06/10 JONES. U C 
Omaha Public Pouer District Ip 18306 234 24X 

Flche 30-259, 83/04/2?. 9303030423 


G3D'31209?4 Releases public version of revised radiological emergency 
response plan 

FELTON. J M Division of Rules and Records 33/03/0S Document 
Henagement Branch Ip, 15441 33? 24X Fiche 50-253,03/03/02. 

03O312O3?4 


— S309120603 Foruards public version of revised radiological emergency 
response plan U/o end 

JONES. W C Omaha Public Pouer District 53/03/24 COLLINS. J T 
Region 4. Office of Director Ip 18441 340 24X 

Flche 30-883,03/05/02. 63031 80S?4 


S3091 10034 Oaneric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 8i holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Bve list end 

E'lSENHUr. D 0 Division of Licensing 83/09/11 Consolidated 

edtson Co of Neu York, Inc I6pp 15340 099 S4X 
Flche 90-000, 83/09/11, 8309 1 1 0034 


0309200060 Informs that onsite It offsite emergency preparedness 
adequate ti emergency plans upgraded per NUREO-0737. 

Item III A 2 1 Item dosed 

CLARK. R A Operating Reactors Branch 3 83/09/11 JONES, H C 

Omaha Public Pouer District 3pp 18340. 123 24X 

F( Che. 90-259, 03/09/1 1 , 5309200060 


I. Financial information 


03OSOAOO6? Forwards Annual Financial Rept 1952 

JONES. U C Omaha Public Pouer District 83/04/29 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 15349 027 24X 

Flche 90-259, 53/04/29, 8303060069 


— 0309060091 Annual Financial Rept 1952 

SPENCE. 0 P Omaha Public Pouer District S3/04/S? 84pp 
10345 025. 24 X Flche 50-253,83/04/29,5303060069 


P Op eratlng license stage documents 6 correspondence 


8303230530 Forwards backfitting h regulatory impact cost data for 
hardware V nonhardwar s-re lated backfits Requiremerit for 
adding one addl senior reactor operator to each operating 
shift will cost 4600.000 per yr 

REZNtCEK. 5 U Omaha Public Pouer District 53/03/04 
TOURTELLOTTE. J Regulatory Reform Task rore.e I6pp 15941 322 
24X Fiche 90-289.83/03/04 5303230350 


8305160027 Ack receipt of Commission 530404 ltr clarifying SER on 
environ qualification of safety-related electrical equipment 
in harsh environ Justification for continued operation of 
valve pos 1 1 loner. cab 1 e K motor biake end 

JONES. 14 C Omaha Public Pouer District 53/04/11 CLARK. R A 
Operating Reactors Dranch 3 lOpp 1B4S2 399 24X 

Flche 90-258, 83/04/11. 5309160027 


5309230720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE. J Regulatory Reform Task Force 83/04/11 
PALLADINO. N J Commissioners 2pp 15342 272 24X 

riche 30-000.83/04/11.8309230720 


6303030196 Revised amend application re heatup X. cooldown curves Amend 
revises 630304 amend application 

JONES. N C Omaha Public Power District 83/04/28 CLARK, R A 
Operating Reactors Branch 3 Ip 18399 101 24X 

Fiche 90-253,83/04/26.8309030196 


—8303030160 Revised Tech Specs for 630304 amend app 1 ) ca t ion. chang ing 
heatup ti cooldoun curveie 

• Omaha Public Power District 53/04/25 17pp 16300 194 24X 

Flche 90-205, 03/04 /25.8303030 136 


5305060186 Foruards response to 530311 ltr requesting addl info re 
proposed spent fuel storage rack mod Neu analysis Indicates 
spent fuel can be adequately cooled even u/4 h loss of 
spent fuel pool coding 

JONES. W C Omaha Public Pouer District 53/04/29 CLARK. R A 
Operating Reactors Dranch 3 40pp 16344 192 24X 

Flche 90-253.53/04/29,5309060166 


5309020439 Generic Ltr 53-19 to all pouer reactor L testing licensees 
re new proccd'ures for providing public notice co'nccrnlng 
Issuance of amends to OLs Sve list end 

EISENHUT.DO D 1 vis I on o f LI cens Ing 33/09/02 Consolidated 

Edison Co of Neu York. Inc SDpp 18441 120 24X 

Flche 30-000,63/05/02,0309020433 


03O3O9O65? Oenertc Ltr 83-20 to all operating reactor licensees t> 
holders of CPs re Integrated scheduling foi implementation 
of plant mods Sve list enc 1 

EISENHUT.DO Division of Licensing 33/09/09 Consolidated 
Edison Co of New York. Inc t6pp 18627 193 24X 

Flche 30-000.03/03/09, 530 3 090639 


6303310240 Requests addl info for control of heavy loads review, 
including info open Items for updated "Control of Heavy 
Loads " 

CLARK. R A OporAtlng Reactors Branch 3 83/05/17 JONES. M C 

Omaha Public Power District 2pp 15662 150 24X 

Flche 90-259.53/09/17.8309310240 


— 0309310241 "Control of Heavy Loads (C-lOl, Omaha Public Pouer District, 
Fort Calhoun Station." updated draft technical evaluation 
rapt 

VOSBURY.F . DOHDEROER. C . SARGENT. I H Franklin Institute/Franklin 
Research Center NRC-03-81-130 TeR-C5306-356 DAFT 82/11/29 

CLEMENSON, F NRC - No Detailed Affiliation OJven 92pp 
18662 102 24X Fiche 80-885.53/03/17.830331024 0 


8309840474 Frovldea 90-day response to SER b addl info per 
10CFR50 49tg> «i 030404 clarification Ur Position on 
outstanding items in technical evaluation rept & description 
of methods used Co Identify equipment discussed 
JONES, W C Omaha Public Power District 03/03/20 CLARK, R A 
Operating Reactors Branch 3 36pp 18549 S^b 24X 
Fiche 30-283, 03/09/20, 9309840474 


0 Inspection reports, IE BuHetlns b correspondence 


5218060359 IE Info Notice 03-14, "Dewatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 

one 1 

TAYLOR, J M Division of Safeguards 6 Inspection Programs (Post 
0301031 63/03/21 Consolidated Edison Co of Neu York. Inc 

112pp. 18305 319 24X Fiche 30-000.83/03/21.6212060303 
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6303040021 IE Info Notice & 3 - 21 « “Defective Emargeficg Use Respirator " 
Eve tlst encJ 

JORDANtE U Divtslafi o# Emergeoev Preparedness i Engineering 
Response (Pest 830103) 63/04715 C sns P 1 1 dat e 4 Edison Co of Neii; 

York. Inc 126pp 1 9433 133 24X PlOic 90-000 > B37D4 7 1 5i 830304002 1 


6303040023 IE Info Notice 83*32, “awR Sa f e tg/R« 1 1 e f Valve Failures " 
Sve list end 

JORDAN, E L Dlvlsicn of Energencg Preparedness % Engineering 
Response (Post 830103) 83704722 Consolidated Edison Co of Neu 

York- Inc 112PP JB3B3 089 24X Fiche 90-000.83704722,8303040023 


8303100241 Forwards IE Insp Rept 50-235783-09 during Mar 1903 tt notice 
of violation 

EEIDLE-U C Region 4. Office of Director 83704722 JONES, M C 
Omaha Public Power District 2pp 10374 108 24X 

Flehe 50-285,03704/22,8305100241 


— 8305)00242 Notice Of violation froin insp during Mar 1903 

• Region 4, Office of Director 83/04722 Ip 18374 110 24X 

Flehe 50-205, 03/04722, 8305100241 


— 8305100244 IE Imp Rept 90-205783-09 during Mar 1903 None otnp 1 1 a nc e 
noted failure to document performance steps added bg 
Procedure Change 10222 to Section F 3 CPumps Sl-IA i 01-18) 

Of Surveillance Test BT-SI7CS-1 

YANDELC-U A , JOHNSQM, W D Region 4, Office of Director 
83704721 lipp 18374 111 24X Flehe 90-205,03704722,8305100241 


8303040025 IE Infs Notice 83-23, '' Inoperable Containment Atmosphere 

Sensing Sys “ Sve list enc 1 

JORDAN, E L Division of Entergcncg Preparedness it Engineering 
Response (Post 830103) 83704/29 Consolidated Edison Co of Neu 

York. Inc ll9pp 18381 291 24X Ficha 50-000,83/04/25,0303040025 


ej03040D2t> IE Info Notice 83-24, "Uoose Parts in Secondary Side of 
Steam Oenerators at PWRs " Sve list enc I 

JDRDAff. E L Division of Emergency Preparedness & Engineering 
Respome (Post B3D103] 83/04/26 Consolidated Edison Co of New 

Yort. Inc llSpp 10382 047 g4X Ficjie 50-000, 03/04/20, 8303040026 


0303040027 IE Info Notice 93-25, "Standby Gas Treatment Sy s Heater High 
Temp Trip Betpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response tPust 030103) 83704/28 CunsoUdated Edison Co of New 

York, Int JIOpp 10382 165 34X Fiche 50-000, 63/04728, 0303040027 


8303040028 IE Info Notice 83-26, "Failure of Saf et y 7Re I i ef Valvo 
Discharge Line Vacuum Qreatpra " Eve list end 
JDRDAN,E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co Of New 

York, Inc 122pp 18441 170 24X Flehe 90-000,83/05/03.8303040020 


9303040030 IE Info Notice 03-27, “Opera t 1 ona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eguipmant " Bve list end 

JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response Ippst B301O3) 03/05/04 Consolidated Edison Co of New 

York, Inc ■ E2pp 18382 282 24X FJche 50-000,63/09/04,0303040030 


8303040031 IE Info Nptlce 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness (t Engineering 
Responiv (Post 030103). 03/09/04 Consolidated Edison Co of New 

Yort, Inc 119pp, 1044) 001 24X Flehe 50-000,63705/04,8303040031 


0303040033 IE Info Notice 03-29, "Fuel Qindlng Caused by Fuel Rack 
Deformation “ Sve list end 

JORDAN-E L Division of Emergency Preparedness t- Engineering 
Response (Post 030143) 03709/06 Consolidated Edison Co of Neu 

York, Inc ilSpp 10S23 248 24X Fiche 50-000,03/05/06,9303040033 


0303230464 Forwards JE Insp itept 90-285/93-08 pn 830404-06 b notice 
of deviatian 

SEIDLE.U C Region 4, Office of Director 93/05/06 JONES, H C 
Omaha Public Power District 2pp 1 0537 151 24X 

Flehe 30-295,83/09/06,9309230464 


—9305230467 Notice of deviation from insp on 830404-00 

e Region 4, Office of Director 83705/06 2pp 18937 153 24X 

Fiche 50-285, 83705/06,9309230464, 


—9305230475 IE Insp Rept 50-2857B3-<39 on 830404-09 Noncomp I lance noted 
documentation for continuing training of OA personnel not 
established t< maintained it procedures reguirement to meet 
audit finding 30-day response time not met 

MURPHY, M E , MCCRORYrS L , WESTERMAN, T Region 4, Office of 
Director, 93705/02 9pp 1B337 155 a4X Fiche 50-299.83/05/06, 
9305230464 


8303040034 IE Info Notice 03-30, “Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN.E L Division of Emergency Preparedness <> Engineering 
Response (Post 630103) 63/03/11 Cansolldated Edison Co of Niu 

York, Inc U4pp 10924 003 24X Fiche 50-000,83/09/11,0303040034 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Progrem “ 
Sve 1 1 St enc 1 

JORDAN, E L Division of Emergency Preparedness << Engineering 
Response (Post 6301031 63/05/1? Consolidated Edison Co of NiU 

York, Inc 114pp 10697 009 24X Fiche 50-000,83/09/19,0303040040 


0305240173 Ack receipt of 030421 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-209/03-02 
Corrective actions will be reviewed during future insp 
BEIDLE, W C Region 4, Office of Director 03/05/30 JONES, W C 
Omaha Public Power District Ip 10540 037 24X 

Fiche 90-283,63/05/20,6309240173 


0303040046 IE Info Notice 83-33, "Nonre pre sen ta t i Ve Sampling of 
Contaminated Dll “ Sve list end 

JORDAN, E L Division of Emergency Preparedness Ji Engineering 
Respunie (Post 030103) 03705/26 Cansolldated Edison Co of New 

York, inc 114pp 18647 007. 24 X Fiche 50-000.83/05/26,0303040046 


R Periodic operating reports & related correspondence 


9309)60111 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test, Jan 1993 " 

JONES, H C Omaha Public Power District 83/05/11 DENTON, K R. 

Office of Nuclear Reactor Regulation, Director ip 10450 161 24X 

Fiche 50-285, 63/05/11, 0303160111 


-“03051601)6 "Reactor Containment Bldg Integrated Load Rate Tost, Jan 
1993 " 

• Omaha Public Power District 03/05/11 44pp 18430 162 24X 

Flehe 50-305,93/05/11,8305160111 


8305170465 Forwards monthly operating rept for Apr 1903 

JONES, H C Omaha Public Power District 03/09/12 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement ip 
10470 113 24X Fiche 30-285,03/09/12,0305170465 


— 8305170470 Monthly operating rept for Apr 1983 

MAT HENS, T P Omaha Public Power District 83/03/12 llpp 
10470 113 24X Flehe 50-285,03/05/12,0303170469 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


D NRC Oraft/Flnal Environmental Statements, suppls 6 correspondence 


B30SD30S31 Forwards documents presented to NRC witnesses Bstlups 6 
Kurnegay during 830422 cross-eiaminotion 

FARREULY. T. J Consolidated Edison Co of New York. Inc 03/04/29 

LEMIBiD Atomic Safety and Licensing Board Panel 24pp 18300 319 

24X Fiche 50-247,83/04/28,8305030531 


F Security, medical, emergency h fire protection plans 


8305230670 Advises that state can choose to offiet or substitute 
compensatory planning measures In lieu of local level 
emergency plan per cited conditions NURE0-0654-FEMA-REP-1 , 

Rev 1 stds would place heavy resource burden on state 
OtUFFRlDA, L 0 Federal Emergency Management Agency S3/04/1S 
PALLADINO.N J Commissioners Ip 18542 329 24X 

Fiche 90-003, 93/04/18, 0305230670 


— 8305230676 Seeks c 1 ar 1 f 1 ce 1 1 o n of Issue re FEMA review of offsite 
emergency planning around facilities Questions whether 
state can substitute for county w/o own emergency plan 
PALLADINQ, N J Commissioners 83/03/30 GIUFFRIDA, L 0 Federal 
Emergency Management Agency 2pp 1BS42 330 24X 

Fiche 90-003,83/04/18,8305230670 


B30SOS0073 Informs that licensee 030216 commitment re interim fire 
protection nods generally acceptable Present Tech Specs 
should be revised to comply w/interlm mads Sample Tech Specs 
anc I 

VARGA, S A Operating Reactors Branch 1 83/04/21 BAYNE, J P, 

Power Authority of the State of New York 3pp 10392 014. 24X 

Fiche: 50-206. 03/04/21 , 8305050073 


--B3090S0076 Sample Tech Specs re interim fire protection mods concerning 
alternate shutdown sys 

» Operating Reactors Branch i 83/04/21 Ipp 10392.017 a4X 
Fiche 50-206.93/04/21,0305030073 
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830S110938 Forwards safaty evaluation of util compljance u/lOCFft 90, Ap p 
RiSsttions 111 6 3 & Illl L Lonp — tern cocnpliance acceptable 
except far throe Iteins Spurious operation can be corrected 
by closing valves Response needed In 30 days 

VARQA> S A Operating Reactors Branch I aS/Oh/Sl DAVNE, J P 
Power Authority of the State of New York 3pp ie4l<7 2e& 34X 

Flch* 80-206. 83/04/21, Q3051 1 033S 


— 8309110343 Safety evaluation of util compliance w/ 1 0CFR3O. App R 
Proposed alternate shutdown capability perfemance goals of 
reactivity, inventory, DHR reactor pressure t process control 
mot.subj to listed exceptions 

» Office of Nuclear Reactor Regulation, Director 03/04/21 
I7pp 10419 289 24X Flche 50-206,83/04/21.8303110338 


— G303110S46 "Process Monitoring Instrumentation " 

• NRC - No Detailed Affiliation Given 83/04/21 3p p 
10419 306 24X Flche 30-806,03/04/21.8303110338 


8309030284 Notification of 830429 meeting util In Detbesda. MD to 
discuss steam generator chemistry b fire protection Interim 

maaiurss 

PGLKiP xf Operating Reactors Branch 1 83/04/22 VARGA, S A 

Operating Reactors Branch 1 4pp 10309 330 24X 

Flche 90-206,83/04/22,0309030804 


8309020419 Forwards "Indian Point Plans Verification Analysts" re 
■mergency planning, for Info Certificate of Svc anc 1 Related 
correspondence 

OtAS0, S M Federal Emergency Management Agency 83/04/29 
OUEASON, vl P Atomic Safety and Utcenslng Board Panel 63pp 
18873 128 24X Flche 30-247,83/04/25,8303020419 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs U holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHUr.O 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of Now York, Inc 16pp 10340 093 24X 

Flche 90-000,83/09/11,8309110034 


8309160088 Advises that no basis exists to further delay facility 
startup per 821018 amend application re steam generator tube 
sleeving L 830903 order eoncornlng emergency preparedness 
aiNCLAIR.L W Power Authority of the State of New York B3/0S/12 
DENTON, H R Office of Nuclear Reactor Regulation, Director 5pp 
18430 397 24X Flche 30-286.83/09/12,0305160008 


8309240099 Submits current status of App R fire protection activities 
per 8305iB request Installation of equipment committed to In 
830216 Itr comp leted, 020701 proposed design Installed V addl 
Tech Specs for equipment mods will be submitted 

BAYNE, j P Power Authority of the State of New York 03/09/19 
VARGA, 0 A Operating Reactors Branch 1 2pp 10940 341 24X 
Flche 30-286,03/09/19,0303240099 


8309240234 Documents NRC /util telcon re seismic qualification 
documentation for auxiliary feedwater sys t< proposed fire 
protection Tech Specs Tech Specs on quarterly sorvelllanco 
of alternate electrical feed sys to bo submitted 
BAYNE, J P Power Authority of the State of New York 03/03/20 

VARGA, 8 A Operating Reactors Branch 1 2pp (0948 309 24X 

Flche 90-206,83/03/20,8305240234 


0303240312 Informs of full cooperation between licensee tn local 
govt in development 6 exercise of emergency radiological 
response plan, contrary to Commissioner Ahearne 
830906 statement 

HEIMBACH, U New York, State of 83/05/20 PALUADINO, N 
Commissioners Ip 1S34B 104 24X Flche 30-247,83/09/20, 

8309240312 


0303240338 Forwards response to 830421 Itr re App R fira protection 
review, Section HI 0 3 & 111 L Exemption from schedular 
requirements for Sections 90 48<c) & (dl for mods prior to 
■tartup from Cycle 4/9 refueling outage requested 
BAYNE, j P Power Authority of the State of New York 83/03/20 

VARGA, 8 A Operating Reactors Branch 1 4pp 18579 298 24X 

Flche 90-286, 03/09/20, 0303240330 


8305310049 Responds to 030923 Itr outlining specific proposals for 
ameliorating facility offsite preparedness situation (< views 
on emergency preparedness regulation FEMA will assist in 
improving federal laws re emergency preparedness 
OIUFFRIDA, L 0 Federal Emergency Management Agency 83/05/29 
CUOMO, K N New York, State of 4pp 18693 204 24X 

Flche 90-247,83/09/29,8309310049 


G Adjudicatory correspondence 


B3090305G3 Forwards summary of training arti.lties re offsite response 
organl ta ti sns that night be called upon to respond to onsite 
eme r g en c 1 e s , p er A5LB 030229 oral request Vtil training 
detailed in 830403 submittal Related con espondence 
BRANDENBURG, B Office of the General Counsel 01/04/29 LENtS, D 

Atomic Safety and Licensing Board Panel 7pp 10303 339 24X 

Flche 50-247,83/04/29,8305030503 


8305030600 Motion for permission to present lobuttal witnesses on subj 
of prevailing winds, sample surveys A bystander behavior 
Discussion of Issues could not have been anticipated prior 
to presentation of evidence 

POTTERFIECD, A Union of Concerned Scientists PQTTERFJELD, A 
Public Interest Research Group. New York KAPLAN, C New York, NY 
83/04/19 4pp 18308 050 24X Fiche SCl-247, 83/04/ 19, 8309030608 


— 0309030641 Motion requesting initiation cif studies on human response to 
radiological emerg enc ies, r 1 sks to individuals living near 
site (, difficulty of evacuation In emergency 
POTTERFIELDi A Public Interest Research Group, New York 
POTTERFIELD, A Union of Concerned Scientists 83/04/26 Atomic 
Safety and Licensing Board Panel Opp 18306 139 24X 

Flche 50-247,83/04/19,8309030608 


--9305030646 Affidavit of KT Erickson If AJ Solnlt re radiological 
emergency response plan 

ERICKSON, K T Public Interest Research Group, New York 
ERICKSON, K T Union of Concerned Scientists ERICKSON, K T Vale 
Univ , New Haven. CT 03/04/86 4,'pp 1830B 148 84X 

Flche 90-247,83/04/19,8309030600 


”8309030692 Motion requesting completeness of record on NRC Questions 
3 6. 4 re emergency planning issues, inc lud Ing capab i It ty for 
handling phone calls in emergency planning tone during 
emergency 

POTTERFIELD, A , POTT ERF I ELD, A Union of Concerned Scientists 
83/04/29 Atomic Safety and Licensing Board Panel 4pp 
18308 180 24X Fiche 90-247,03/04/19,8309030600 


8309020428 Motion to strike pet t ions of 830309 emergency drill 
testimony under Commission Questions 3 tc 4 filed by 
witnesses for various Interveners Certificate of Svc 
encl Related c or reap on de nee 

BRANDENBURG, 0 Consolidated Edison Co of New York, Inc 83/04/22 
Atomic Safety and Licensing Board Pans 1 22pp 18273 073 24X 

Flcho 30-247,83/04/22, 0309020428 


8309020419 Forwards "Indian Point Plans Verification Analysis" re 
emergency planning, for Info Certificate of Svc end Related 
c orr espondence 

CLASS, 8 M Federal Emergency Management Agency 83/04/29 
GLEASON, J P , 8H0N, F U , PARIS, 0 H Atomic Safety and Licensing 
Board Panel 62pp 18273 128 24X Flche 30-247.83/04/23, 

8305020419 


6309030949 Motion for subpoena to be Issued to RW Krimm of FEMA 
Subpoena necessary te c omp le te record on generic nature of 
deficiencies cited by FEMA b FEMA change in evaluation 
crttorla Certificate of Svc encl 

MORGAN, C Power Authority of the State of New York MDRGANtC 
Morgan Associates 83/04/26 Atomic Safety and Licensing Board 
Panel 40pp 18306 147 24X Flche 50-247,03/04/26,8305030549 


8309020401 Motion to amend svc list to add 8P Masserman U delete 
P Chessln.LR Schuarti U M Oppel Notice of appearance 
Certificate of Svc encl 

NAB8ERHAN, 8 P Metropolitan Transportation Authority New York, NY 
UASSERMAN.a P Botcln, Hags, Sklar U Heriberg 83/04/27 Atomic 
Bafety and Licensing Board Panel 6pp 18273 067 24X 

Fleha 30-247.83/04/27,8309020401 


8309020431 Submits info en status of Ray Miller, Inc problems affecting 
p Ian t , per ASLD reques t 

MOORE, J E Hearing Branch 1 83/04/28 GLEASOrf, J P , SHON. F J , 

PARIS, 0 H Atomic Safety and Licensing Board Panel 88pp 

10283 180 24X Flche 90-247,03/04/28,0303020431 


8309030531 Forwards documents presented to NRC ultnesses Bellupe t< 
Kornagay during 830422 cross-examination 

PARREL LY, T J Consolidated Edison Co of New York. Inc 83/04/28 

LENIS, D Atomic Safety and Licensing Board Panel 24pp 18300 319 
24X Flche 90-247, 83/04/28,8305030531 


8303040903 Forwards util onsite emergency plans per ASLB request that 
documents be mailed rather than delivered 

BRANDENBURG, B Consolidated Edison Co of New York, Inc 83/04/28 
GLEASON, J P , SHON.F U. > PARIS.OH Atomic Safety and Licensing 
Board Panel tp 18322 110 24X Flche 90-247.83/04/28,8303040903 
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B309O4O4M Pequests official posltiOTt re loiiq-terin oporntion of 
facilities 

OLEASOM. J P . PARIS. 0 H . SHOfl, F Atomu Safety and Lit e-no ing 

Doard Panel 03/09/02 CUOMO, M H New VoTk. State of 2pp 
19321 2V5 24< Flchc 30-247 , B3/0S • 02, 8309040464 


B303030039 Proposes alternative vlcus to questions posed in EJ Chllk 
Q30426 Itr to FEMA re eeiergencij planning V evacuation 
FLEISHER. Z S West Branch Conservation Association 03/05/02 
PALLADIMCt. N J , OIUINSKY, V , AHEARNE. J F Comm 1 s s i oner s 3pp 
13342 096 24X Flche 30-247,03/09/02,8305030039 


330 9 160304 Notification of contract eiocotioii ''Conversion of Prefiled 
Testiffioriv for Indian Point Hoaringa. " aiearded to Central 
Data Processini]., Inc 

MILES.E 9 Administrative Contrade Branch FIN Jl'a933 33/05/02 

BASSETT, H S Office of fiesoorce Ma nag erne nt. Director FITTIiC 
Atomic Safety and t-icensing Hoard Pane] Ip 13471 247 24X 

Flche 30-247.33/03/02 B3051 60304 


--03O316O312 Contract "Conversion of Prefiled Testimony for Indian Point 
Kearingsi" auarded to Central Data Proc e ss ing , Inc 
» Central Data Processing. Inc MATTIA.M J Division of 
Contracts FIN D-BBSS 33/09/02 ?p p 18471 24B 24X 

Flche 50-247, 03/03/02. B30S! 60304 


— 6309160316 So] i c i tat i an, of f er ]< auard to “Conversion of Prefiled 
Testimony for Indian Point Hearings." to Central Data 
Process 1 ng, Inc 

COUCH-M J Central Data Processing, Inc HATTIA, M J 
Administrative Contracts Branch. FIM D-3333 03/04/26 56pp 

18471 230 24X Flche 50-247. 83/05/ 02. 8303160304 


9305060900 Eipresses concern that FEMA 830419 po s t -e i e r c i s e assessment 
of 830309 emergency planning eiercise presents incomplete 
picture of present status of offsite radiological omergcncy 
planning Certificate of Bve enc 1 

DAYNE.J P Poiaer Authority of the State of Meu Yorlt 83/05/03 
PALLADINQ.M J . OILINSKY. V , AHEARNE, .1 C niimi s s I oner s I7pp 
13348 112 24X Flche 50-206. 83 /0-3/O3, 8305060300 


8303030037 Foruards MV State Disaster Preparedness Commission B30304 
memo re State of NY commitment to continue uiork to ensure 
residents protected by best practicable emergency 
preparedness plan 

BAYNE. J P Power Authority of the State of rJew York 03/05/04 
PALLADIMD, N J , OlUINSKY. V . AIIEARNE, J F C amml s s i on or s 3pp 

10339 105 24X Flche 50-247,83/03/04,9303090037 


9305060476 Forii/ards MY State Disaster Preparedness Commlsslo-n 030504 
Itr providing State of NY commitment to ensure residents 
protected by best practicable emergency preparedness plan 
BAYNE. J P Power Authority of the State of Mew fork 83/05/04 
PALLADINO. N J , OltINSKY. V . AHEARNE, J F CommUs loners 3pp 
10348 105 24X Flche 50-247. B3/05/04. 0303060496 


3305060506 Responds to 930426 Itr re Uestchesler County. NY bus driver 
issuo.RocIcland County. NY plan issue 9 guestlnns raised re 
FEMA briefing f. status rept on offsite emergency 
pr Eparedness 

KRIMM.fl W Federal Emergency Management Agency 03/03/04 
CHIUK.S J Office of the Secretary of the Commission 16pp 
10349 331 24X Flthe 50-247. 83/03/04. H305060906 


— 8303060627 Responds to request for clarification of Issue on whether 
state emergency plan can substitute for county uhldh does 
not have emergency p]an State can substitute plan but 
NUREG-0654 places heavy resDurce burden on state 
OIUFFRIDA. L □ Federal Emergency Management Agency 03/04/15 
PALLADINO, N J Commissioners Zpp 1 B340 347 g4X 
Flche 50-247.83/05/04.0309060506 


3303060468 Order CL I -83- 11 advising that Commission will Issue order by 
B3O607 suspending plant operation unless FEMA determines 
significant deficiencies no longer erist or util shows 
compensating actions taken or deflciencUs Insignificant 
HQYLE. J Office of the Secretary of the Commission 83/09/05 5pp 
IB340 075 B4X Flche 90-247.83/05/05.3303060460 


13050704SB Memo providing citations to decisions referred to in hearing 
re c ommi thients from bus drivers needed In ernergency 
evacuation plans 

PARIS, 0 H Atomic Safety and Licensing Board Panel 63/03/09 2pp 
IB362 237 24X Flche 30-247,63/03/05,6309070438 


1305100203 Motion for ectension of deadline until 830627 tor all 
parties lo submit proposed op in 1 on, f I nding s of fact ft 
recommendations re enforcement action on emergency planning 
issues Certificate of Sve end 

BRANDENBURO, D Cotis D 1 1 dat B d Edison Co of Mew York, Inc MOftCAN. C 
Power Authority of the State of Mew York MOROAN, C Morgan 

Associates 63/03/06 PALLADINO, N J , GILINBKY, V , AIIEARNE, J F, 
Commissioners 9pp 18374 014 a4X Flche 30-247,83/03/06, 
8305100208 


6305100204 Motion for opportunity to address Issues outlined In 
Commission, S30S05 Order CLI -83- 1 1 . es tab 1 1 sh 1 ng procedures 
for decision on enforcement action on emergency planning 
Issues Certificate of Sve end 

IfEtSS, E R Union of Concerned Scientists WEISS, E R Harmon ft 
Nelss 03/05/09 C umml s s 1 oners 6pp 18374 193 24X 

Flche 90-247.83/05/07,0305100204 


G305130064 Motion fo-r reconsideration of ruling denying licensee motion 
to receive DP McOuire deposition transcript into evidence 
Licensees entitled to place deposition in record 
Certificate of Sve encl 

ORANDEN0URQ. D Consolidated Edison Co of New York. Inc KOROAN. C 
Power Authority of the State of New York MQROAN. C Morgan 
Associates 83/05/09 Atomic Safety and Licensing Board Panel 

13pp 18436 230 S4X Flche 90-247,83/05/07.0303130064 


0305120309 Order au t h or i r i T> g A8LQ tu grant relief from 030327 deadline 
for filing proposed findings of fact ft conclusions of law 
since oral presentations before Commission to take place on 
830326 

CHILK.B J Office of the Secretary of the Commission 83/03/10 
Atomic Safety and Licensing Board Panel 2pp 18424 100 24X 

Flche 30-247,83/03/10.8309120309 


0309160024 Forwards I Levi affidavit clarifying 830211 testimony on 
suggested method of making sensible probability judgments 
described in Section 9 

HARTZMAN. R M Friends of the Earth HARTZMAN. R M Audubon Society 
83/03/10 GLEABOM, J P . PARIS, □ H , SHON, F J Atomic Safety and 
Licensing Board Panel Ip 10452 393 24X Flche 30-247.83/09/10, 

8309160024 


--8303160038 Affidavit of 1 Levi clarifying 8302II testimony re suggested 
method of making sensible probability judgments described 
in Section 9 

LEVI, I Friends of the Earth LEVI, I Audubon Society 
83/09/10 2pp 18493 334 24X Flche 90-247,83/09/10.8303160024 


S30S130D30 Memorandum ft order granting licensee 830906 motion for 
uitonston until 830627 to file proposed findings of fact ft 
rocommendat 1 tins Date exte-nded until 030829 for ASLB to 
submit r ec nmiren da 1 1 ons to Commission 

PARIS. □ H • 5HDN, F J Atomic Safety and Licensing Ooard Panel 
03/09/11 Consolidated Edison Co of New York. Inc 2pp 

18437 102 24X Fiche 90-247,83/03/11,8303130030 


8305130071 Motion for extension of deadline (to 0306191 for filing 
corrections to transcripts ft deadline (to 0306241 for filing 
comments Certificate of Sve encl 

QRANDENBVRG. B Consolidated Edison Co of New York, Inc MORGAN, C 
Power Authority of the State of New York MORGAN, C Morgan 
Asspciatea 03/05/11 Atomic Safety and Licensing Board Panel 

7pp 10437 049 24X Flche 50-247, 83/09/ 1 1 , 830513007 i 


8305190342 Supports immediate plant shutdown Emergency response plan 
represents theory ft not practicality 

OALEF.B R Westchester County, NY 83/05/11 PALLADINO, N J 
Camml ssl oners 6 fp 10900 227 24X Flche 50-247,03/09/11. 

0309170342 


6309160133 Telecopy order granting licensee 630311 motion for eitenslon 
of date to file motions ta correct transcript Motions due 
on 630619 

GLEASON, vV P Atomic Safety and Licensing Board Panel 83/09/13 
Consolidated Edison Co of New York, Inc 4pp 18446 116 24X 

Fiche 30-247.83/09/13,8309160133 


8309160167 Order clarifying Commission 830505 order Comments from 
parties ft general p ub 1 1 c . r e levant to enforcement actlon.wlll 
be considered Public comments to be filed by 830923 Oral 
presentations limited to licensees ft interested govts 
CH1LK.8 J Office of the Secretary of the Commission 83/03/13 
Cofflml isl oner s 4pp 18445 152 24X Flche 90-247,03/05/13, 

8305160167 


8303170220 Motion for opportunity to address Issues outlined in 
Commission 830505 Order Cl.I-03-11 establishing procedures 
for decision on enforcement action Intervener entitled to 
participate as matter of right Certificate of Sve encl 
RODRIGUEZ, P Parents Concerned About Indian Point 83/09/13 
Commissioners 3pp 18502 143 24X Flche 90-247,83/03/13. 

0309190230 


8309200645 Advises that day of reckoning re evacuation plan issue 
coming on 830607 Interim compensating actions by FEMA cannot 
compensate for unchangeable factors of problem roads ft 
population density 

TDSCANI.K Affiliation Unknown 83/03/13 Commissioners 3pp 
18920 122 a4X Fiche 90-84 7,83/05/15,8305200645 
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d309lB0143 OrdDr providing time (until 030*101 to prttties to respond to 
P Amtcoi ASLD consul tanti 030503 Itr summjtiiing conclusions 
based on rev leu of testldiony bearing tionscripts re 
Commission Question 1 

OLEASONi J P Atomic Safety and LlCetisiiig Board Panel 83/05/16 
Office of the Executive Legal Director ip ISdop 022 34X 

Fiche 90-347.03/05/16.0305180143 


•B3Q91BQ146 Summariies rept on revieiu uf testimony h hearing transcripts 
re Commission Question 1 Addl testimony recommended on 
current analytical methods for risk assessment h on issues 
not dealt u/ln probabilistic safety study or NRC analysis 
AdlCO.P O Applied Risk Technplogy Corp AMICO.P J Atomic 
safety and Licensing Board Panel B3'05/03 GLEASON. J P . 

SHDN. F J . PARIBiO H Atomic Safety and Licensing Board Panel 
4pp 184<?0 033 g4X Fiche 50-247, 03/05 M 6 , 8303 1 801 43 


8309100424 Requests time to address Commission on 830536 re Commission 
830913 order 

GDANSK I. S Rockland County, NY 83/05/16 CHILK Commissioners 
Ip 19483 302 24X Fiche 50-247,83/05/16,8303100434 


0309200609 Request* time to apeak on 630526 State of NV claims 
unsub a tan t i at 0 d NRC should adopt policy of communicating 
ui/pub I ic 

FLEiSHER, Z S Mest Branch Conservation Association 03/(59/16 
PALUADINO, N O . 0ILIN8KY, V , AHEARNE, J Commissioner* I2pp 
leSlA 070 a4X Fiche 50-247.83/09/16,8305200605 


0309240939 Cititen* advisory committee progress repts re nuclear 
evacuation b general disaster pi eparednebs plan 
* Rockland County, NY 03/09/16 34pp 10376 093 24Y 

Fiche 90-347.83/09/16.0309240535 


6309240908 Foruardd Ossining Toiun Board rescjlution expressing concerns 
re emergency plans Deficiencies must be corrected before 
plan approved 

MlSHMlEi R Q Ossining. NY S3/Q5/17 Office of the Secretary of 
the Commission 4pp 105/1 260 24X Fiche 30-247.83/05/19, 

0309240508 


0309240930 Expresses concerns id adequacy 6 uorkabiltty of evacuation 
plans 

DOOARDUS, R H Affiliation l/nknoun 03/05/17 NRC - No Detailed 
Affiliation Given 2pp 10371 236 24X Fiche 50-247,83/09/17. 

8309340930 


8309240946 Forwards cltlicn 6 group statements expressing concern re 
plant safety b flawed evacuation plan, in i esponse to 
Commission Order CL1-B3-11 

ELLIOTT. N R York town. NY 03/03/17 NRC - No Detailed 
Affiliation Given lOpp 10975 266 24X Fiche 90-347,83/09/19, 

0309240946 


B30S240947 Forwards board of trustees of Village of Buchanan 
statement that plants are safe b provide clean energy 
PIERCE.F W Buchanan, NV 03/05/17 PALLADINO.N J Commissioners 
2 pp 10573 201 24)C Fiche 50-247,83/09/19,0305240947 


B3O527O503 Requests concrete actions re omergency evacuation plan in 
light of FEMA stated d e p 1 c 1 one 1 e s , i n response to Commission 
030509 Order CLI-B3-11 

ELLIOTT, N R Yorktoun. NV 03/05/19 Commissioners Ip 
10646 343 24X Fiche 90-247.03/09/19,0309270503 


0305240494 Motion for leave to submit uiltten comments on NRC 930505 
order to suspend facility operations Defltioncies determined 
to be significant by FEMA are not sufficiently deficient to 
require suspending operations 

JOY.J . HICK3.M M , OALLAOHER. P J Utility Workers Union Of America 
03/03/20 Commits I oners Bpp 18973 164 24X 

Fiche 90 - 247 , 03 / 05 / 20.0309240494 


0305240466 Response to Commission 830505 order establishing procedures 
for decision on enforcement action Emergency planning 
deficiencies not significant NRC enforcement action 
unwarranted b improper W/Cert I f Icato of Sve 

MORGAN. C Power Authority of the State of New York MORGAN. C 
Morgan Associates 83/(55/20 43pp 16373 18i 24X 

Fiche 50-247, 03/05/20, 8305240466 


8305240527 Views re radiological emergency planning in response to 
Commission 030905 order, fEMA b NRC should rule that plants 
no longer have significant doficlonctes based on improvement 
b interim compensating actions 

BLOCK. J D . BRANDBNBURQ, a Consolidated Edison Co of New York, Inc 
03/03/20 41pp 10971 132 24X Fiche 90 - 247 , 03 / 09 / 20, 0309240987 


2309240532 Opinion on NRC 030505 oidir lo Ftfi'i i rp t un licensee 
emergen y plrtntiitij >, p i ppar e, no - s • pub»itilc suspension of 
plant operations Immediate shutpoun u'ged 

KAPLAN, C New York NY KAPLAN. C National Emergency Civil 
Liberties Committee a3/05/s'n lilpp !f)57l 3lS 24X 
Fiche 5(t-247 83 '(55/20. 8305240532 


□3052503T' Submission re Commission 03O''(75 c.'de, on intention to shut 
down facility on 030609 if em.rgency preparedness problems 
not resolved Adequate protective ar t i un in Case of 
radiological emergency cannot bo guai intoo'i by 030609 
GOLDBERG, M L Public Interest Research Gi oiip. New fork B3/(55/2l 
17pp 10505 303 P4X Fiche 50 - 24 '’, ag, on, ri , f)3ogp5Q33y 


8305240523 Order providing guidance for 030576 oral p t e s ent a t i on s to 
CommissiQii re possible plant shutdown 

CHILK. S J Office of the Secretary r, f the Commission 03/05/23 
4pp 183'’! 117 sax Fiche ro-2q7, 03 t‘5 2 3,0305240923 


8305240938 Forwards comment!, on Commission Qider Cl l~d3-tt establishing 
procedures for decision on enforcement a..ti(,n 
WEISS, E R Harmon b Weiss WEISR.E R Union of Concerned 
Scientists 83/09/23 PALLaOINO, N J , AHEARNf.J F , ASSELSTINE, J K 
Commissioners ip 189/6 07.3 24 < Fiche 90-24 /, 03/09/23, 

0309240538 


— 030524054? COfTfiierits on Con.irii s s 1 on Order Cl 1-03-11 establlBhing 
procedures for decision on enforcement action Emergency 
planning dcFlclencies fundimentol Adequate Interim 
compensating measuies impossible Coitificate of Sve end 
WElSS.F R Union Of Conectned Scientists UEtS3, E R Harmon S 
Weiss 83/09/23 17pp 18576 094 24X Fiche 50-247,03/09/23, 

0309240530 


8305240543 Submission re Cofr.m i s s i on 830305 Order CUI-B3-11 Emergency 
planning must be well developed b detailed u/spocial 
emphasis on health f. safety of children 

POSNER, r Parents Concerned About Indian Point 83/05/23 2-Opp 
10976 113 24X Fiche 50-247,83/05/23,0309240543 


8305290223 Submissjon addressing Commission 030509 order on possible 
facility closing Request* oral presentation on 830526 re 
economic Inpact pf facility shutdown Fconomic impact is not 
compelling reason for continued operation 

CDRRENiD Greater New York Council on Energy 83/05/23 12pp 
18900 083 24X Fiche 90-247,63/09/23,8303250223 


B309270986 Response opposing licensee motiun for reconsideration of 
ASL0 denial of licensee motion to admit DP tlcGuire 
testimony before trial 

THORSEN, E 0 Rockland County, NY 83/09/24 Atomic Safety and 
Licensing Board Panel 6 pp 18643 355 24X Fiche 50-247,03/05/24. 

0309270506 


H Oenerai correspondence 


8309240441 Opines that decision re continuod plant operation must 
weigh health effects of replacement by cypl burning plants 
JAFFE. Ft Affiliation Unknown 83/05/16 AHEARNE, J Atomic Safety 
and Licensing Board Panel 2pp 10971 068 ?4X 

Fichs 50-347.03/05/16,0305240441 


B309S4D517 Support* continued facility opeiatiDn- 

SCHULER, P T . HCaLEY, J A , IRWIN, R B Af hi nation Unknown 
03/09/16 PALLADINO.N J Commissioners 27pp 10371 I9t 24X 
Fiche 90-247,93/09/16,83092405(7 


0305240537 Supports closing down of facility 

ClNQUEMANl, D , CINQUEMANl.F Af f 1 1 la 1 1 ah Un k n own 03/09/17 

Commissioners Ip 10976 037 24X Fiche 50-247.83/05/17. 

8309240937 


3309270566 Supports shutdown of facilities on 630609 

EPSTEIN, R Q Affiliation Unknown 83/(55/19 Commissioners 2 pp 
1B646 114 24X Fiche 90-247,83/09/17,8303270966 


3309240541 Supports suspension of plant operation 

0RANNI8. A a New York. State of ELLIOTT, N R Yorktuwn, NY 
83/09/20 NRC - No Detailed Affiliation Given 2pp 10576 09l 
24X Fiche 50-247,03/03/20.8309240941 


03O927O973 Package pf two citliena Itrs supporting continued facility 
operation 

KUNKELiT C , WEIOANDT.J T Affiliation Unknown 83/03/20 
PALLADINO.N J Coraml s* i oner s 2pp 18647 123 24X 

Fiche 50-247, 83/09/20, 8305270975 
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03O3?4O4S3 Supports cont)nue<( plant opsratipna Plants should not da 
held hostage tc ovacuatia-n prooesa 

rODOROVICH.n h Affiliation Unknown B3/05/23 CHiLK, S J Office 
of tha Secretari/ of the CcatOMsi i on 3pp 1SS75 233 24X 

Flche SO-247, B3/05/23, 9305340433 


J Insurance !• indomniti; information 


8305130208 Forwards CndoTSemont £i5 to NFUIA Policy WF-SOS Endorsemant 
35 to MAELU Policy MF-77 

OOLOEfMI P Marsh U McLennan, Inc 83/05/03 SALTZMAN, J 
Assistant Director for State /< Licensee RelatioTis 3pp 18427 359 
g4)( Fiche 30-000.83/05/03,6305120200 


P Operating license stage documents U corr espondance 


B305330S97 Encourages industry approach to forhiulalion of bactftttlng 
rule in line le/Regu 1 atory Reform Task Force effort, per 
931221 t tr 

OYSOtl, 3 5 Power Authority of the State of New York 63/03/02 
TOUR TEL LOTTE, J Regulatory Reform Task Force 3pp 19541 339 24* 

Fiche 50-000.83/03/02,9305230597 


8305230730 Forwards list of utils raspontfiug to reguests for cost 
figures on backflittng 

TOUPTELl QTTE, J Regulatory Reform Task Force 83/04/11 
PALLADltfO, M J Commissioners 2pp 19343 272 34X 

Fiche 30-000. 93/04/J I. 8305230720 


8305030284 Motlficatton of 830429 meet tng util in Dethesda.MD to 
discuss steam generator chemistry fire protection Interim 
measures 

POLK.P J Operating Reactors Branch I 33/04/22 VAR&A, S A 
Operating Reactors Branch t 4pp 18309 330 24J( 

Fiche 50-28/1,83/04/22,6305030284 


8309020381 Forwards description of mods to control room ceiling 
eggcrate ceiling supports to be implemented prior to startup 
from current refueling outage 

BAVNE.J P Power Authority of the State of New Vork 93/04/23 
VAROAiS A Operating Reactors Branch i 5pp 1827* 211 24X 
Fiche 50-286,83/04/29.9305020381 


S30503040S Forwards Rev 2 to "Fracture Mechanics Analysis of Indian 
Point Unit 3 Nuclear Generating Station Steam Generator 
Girth Held Cracks “ Response re util approach requested by 
830504 

BAVNE.J P Power Authority of the State of New York 83/04/28 
VABCA. S A Operating Reactors Branch I 4pp 18291 223 24X 
Fiche 50-296,83/04/26.8305030408 


•-8305030412 Rev 2 to “Fracture Mechanics Analysis of Indian Point Uni* 3 
Nucieai Generating Station Steam Gsnerator Girth Maid 
Cracks " 

COTTER. K H . PARIS, P C Fiacturo Proof Design Corp 83-194 n02 
S3/04/11 U3pp 18291 227 24k Fiche 50-286,03/04/29, 

6305030408 


309170637 Clarifies 821220 environ qualification SER Justifications 
for continued operation (JCO) should tie reviewed to ensure 
that JCO eiists for all equipment that may not be qualified 
Proprietary review, per anc 1 giil d e 1 Ines, due in 30 days 
VARGA, g A Operating Reactors Branch 1 83/04/28 BAYNE, J P 

Power Authority of the State of New York 6pp 16496 354 24X 

Fiche 30-206,83/04/28,9309170637 


3OSO204S5 Generic Ltr 83-19 to all power reactor 7, testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list enc ! 

EtSENHUT, 0 G Oivlsioh of Licensing 93/05/02 Consol I dated 

Edison Co of New York, Inc 50pp I644I 120 24X 

Fiche 90-000,03/09/02,8305020 4 99 


30506039/ Forwards proprietary version of “Fracture Mechanics Analysis 
of Indian PolntiUnlt 3 Nuclear Generating 6ta 1 1 on. Steam 
Generator Girth Weld Cracks Under Pressuilied Thermal 
Shock Conditions " Rept withheld iref 10CFR2 7901 
BAYNE, J P Power Authority of the State of New York 83/09/03 

VARGA. S A Operating Reactors Branch I 2pp 18349 203 24X 

Fiche 50-296,83/09/03.830906039 7 


-8309060407 Forwards proprietary version of "Fracture Mechanics Analysis 
of Indian Point, Unit 3 Nuclear Generating Sta 1 1 on, 8 1 earn 
Generator Girth Weld Cracks Under Picssuriiad Thermal 
Shock Condition '* Rept withheld tref I0CFR2 7R0> 

COTTER, K If Fracture Proof Design Corp 83/04/29 Office of 
Nuclear Reactor Regulation, Director ip 18348 205 24X 

Fiche 50-2136183/09/03,8305060397 


— 8309060417 Submits application for withholding from public disclose, 
"Fracture Mechanics Analysis of Indian Point, Unit 3 Nuclear 
Generating Sta t ton, Steam Generator Girth Weld Cracks Under 
Prassurtied Thermal Shock Conditions " 

COTTER, K H Fracture Proof Design Corp 93/04/29 Office of 
Nuclear Reactor Regulation. Director 4pp 18348 206 24X 

Fiche 50-286,93/05/03,8309068397 


0309060427 Forwards application for amend to License DPR-64i Chang Ing 
Tech Specs 4 2-3,4 2-3a. 6 11 Table 4 2-1 to amend 
License Condition 2 I 3 to Include condenser hot well 
monitoring as process samp 1 ing point 

BAYNE, J P Power Authority of ths State of Now York 03/09/03 
VARGA, S A Operatirsg Reactors Branch 1 2pp 10343 227 24X 
Fiche 50-286,83/09/03,8303060427 


— 8309060446 Application for amend to License DPR-64, chang Ing Tech Specs 
4 2-3,4 2-3a, 6 11 t. Table 4 2-1 to amend License Condition 
2 1 3 to include condenser hot well monitoring as process 
samp ling point 

BAVNE.J P Power Authority of the State of New York 93/05/03 
4pp 18343 239 24X Fiche 90-286,83/09/03,8309060427 


—0305060449 Proposed changes to Tech Specs 4 2-3,4 2-3a, 6 U I, Table 
4 2-1 to amend License Condition 2 I 3 to include condenser 
hot well monitoring as process sampling point 
* Power Authority of the State of New York 03/09/03 6pp 
18343 233 24X Fiche 90-286,03/09/03,8305060427 


8309060431 Forwards application for amend to License DPR-64, chang Ing 
Tech Specs 6 9 1,6 9 1 4,6 9 I 7,6 9 I 8,6 9 2 1, Tables 
3 6-1 tc 4 4-1 to reflect containment isolation valve mods fc 
NRC i util organl lat 1 ona I changes 

BAYNE, J P Power Authority of the State of New York 83/09/03 
VAROA.S A aperatlng Reactors Branch 1 3pp 18391 199 24X 
Fiche 30-286,83/09/03,8305060431 


— 0305060432 Application for amend to License DPR-64, chang Ing Tech Sped 
69 1, 69 1 4, 691 7, 69 13, 6921. Tables 3 6-1 t, 4 4-t 
to reflect containment Isolation valve mods t, NRC *< util 
organilatldnal changes. 

BAVNE.J P Power Authority of the State of New York 83/09/03 
Ip 18391 202 24X Fiche 80-286,83/09/03,0305060431 


— 0309060433 Proposed changes to Tech Specs 6 9 1,6 9 1 4,6 9 1 7, 
6 9 1 8,6 9 2 {( Tables 3 6-i t< 4 4-1 to reflect containment 
isolation valve mode U organl latlona 1 changes M/one overslle 
drawing Aperture card is available in PDR 

* Power Authority of the State of New York 83/09/03 t3pp 
18391 203 24X Fiche 90-206,83/09/03,0309060431 


0309060439 Forwards draft Rev 1 to Vol 1 of "Sys Interaction Study," 
incorporating organ 1 la 1 1 ona I changes Comments requested by 
030915 

BAYNE, J P Power Authority of the State of New York 83/05/03 
VARGA, S A Operating Reactors Branch I 2pp 18343 303 24X 
Fiehe 50-286,83/05/03,8309060439 


—8305060440 Draft Rev t to Vo I 1 of "Sys Interaction Study " 

• Ebasco Services, Inc (subs of Enserch Corp > 83/09/03 

91pp 18343 305 S4X Fiche 90-286,93/09/03,9309060439 


8305130117 Forwards Rev 2 to Procedure SOP-SO-2, "Secondary Plant 
Chemistry Control" U Rev 2 to Procedure RE-Cs-12. "Routine 
Chemistry Specs %, Frequency, " in response to NRC 830421 ltr 
L discussion at 83042? meeting 

BAYNE. J P Power Authority of the State of New York 83/05/03 

VARGA, S A Operating Reactors Branch I Ip 18438 009. 24X 

Fiche 90-286,83/05/03,8309130117 


— 8309130180 Rev 2 to Procedure RE-CS-012. "Routine Chemistry Specs I, 
Frequency " 

Kerns, M Power Authority of the State of New York 03/05/02 
iSpp 18438010 24X Fiche 90-306,83/09/03,8305130117 


'03OSI3OI23 Rev 3 to Procedure SQP—SG-8, "Secondary Plant Chemistry 
Control ’■ 

GILLEN, J Power Authority of the State of New York 03/09/02 
I6pp 10438 029 24X Fiehe 50-286.83/09/03,0305130117 


8305040323 Board Notification 83-057 forwards differing prof opinions 
re sys interaction L safety classification Info relates to 
Board Notifications 83-17 i 83-44 re Unresolved Safety Issue 
A-17 

ElSENHUr.DG Olvislon of Licensing 83/09/04 PAULADINO.N 
Commissioners 22pp 18337 139 24X Fiche 90-000.03/09/04, 

8309040323 
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6305110033 Foruards AppIlcdtiDn for amend to Licence 0PR-64i chang Ing 
Taeh Specs re safety 1 Imi t. reac tor core 8i control rod S- 
power distribution 1 1 ml ts> shutdown reactivity it deleting 
refs to three-loop operation 

BAYNEi J P Power Authority of the State of New York B3/03/03 
VAROA> S A Operating Reactors Branch 1 2pp 16408 003 24X 
F 1 c h a 30-386. 83/03/03. 0303 1 1 0033 


— 6305110036 Application for amend to Ulcense DPR-64. changing Tech Specs 
re safety 1 iml t< reactor core t. control rod & power 
distribution 1 iml ts, shutdown reactivity deleting refs to 
three'^loop operation 

BAYNE. P Power Authority of the State of New York 03/03/03 
ip 10408 003 a4X FIchB 30-386.83/03/03.8305110053 


—8305110063 Proposed Tech Spec changes re safety 1 1ml t. reac tor core 6 
control rod 4< power distribution 1 Iml ts. shutdown reactivity 
Refs to three-loop operation deleted since facility 
restricted to iOX power 

* Power Authority of the State of New York 03/03/03 27pp 
18408 006 34X Fiche 30-286.83/03/03.8305110053 


830507065? Oeneric Ltr 83-20 to all operating reactor licensees 6 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list enc 1 

EI8ENHI/T.D 0 Division of Licensing 83/05/0? Consolidated 
Edison Co of New York, Inc t6pp 18627 133 24X 

Fiche 30-000,03/03/09.8303090639 


8303130039 Forwards supplemental Info to 021013 response re NUREG-0737. 
Item II B 3. "Post-Accident Sampling Sys " Response to 
NRC Ouastlon 9(6) not presently available Info will be 
submitted by B30613 

BAYNE. J P Power Authority of the State of New York 83/03/10 
EiaENHUT. D 0 Division Of Licensing 16pp 18437 010 24X 

Fiche 30-306.03/05/10.83031 30039 


S3O310OO3B Notification of contract e xecut 1 on. Mod 1 to "Consulting Svc 
on Indian Point Prnbab 1 1 Istic Safety Study ” Contractor 
Columbia Unlv 

HOYLE. A Administrative Contracts Branch FIN B-8644 63/03/10 

DENTON. H Office Of Nucleai Reactor Regulation, Director CODELL. R 
NRC - No Detailed Affiliation Given Ip 18499 289 24X 

Fiche 30-247,83/03/10.8303100038 


— 8303180047 Mod l.estendlng period of performance to 830630 & changing 
payment & general provis Idns. to "Consulting Svc on Indian 
Point Probabilistic Safety Study " 

LEWIS, J P Columbia Unlv REBELUO, J E Division of Contracts 
83/03/10 Ip 18499 290 24X Fiche 30-247.83/03/10.6303180038 


8303160098 Advises that no basis e«lsts to further delay facility 
startup per 821018 amend application re steam generator tube 
sleeving *< 830303 order concerning emergency preparedness 
SINCLAIR, L W Power Authority of the State of New York B3/03/12 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
18430 337 24X Fiche 30-286,83/03/12.6303160068 


8303200405 Forwards Rev 3, to "Fracture Mechanics Analysis of Steam 
Oenerator Oirth Weld Cracks “ 

BAYNE, J P Power Authority of the State of New York B3/03/16 

VARGA, 8 A Operating Reactors Branch 1 Ip 18317 173 24X 

Fiche 30-286,83/03/16,8303200403 


— 8303200412 Rev 3 to “Fracture Mechanics Analysis of Steam Generator 
Olrthweld Cracks " 

COTTER, K H , PARIS, P C Fracture Proof Design Corp 83-134 R03 
83/03/03 ll9pp 18317 176 24X Ftche 30-286,63/03/16, 

8303200403 


B30S240329 Responds to request for Info re seismic qual If Icatlon of 
auxiliary feedwater sys "Alarm Response Procedures Panel 
BCF Condensate it Boiler Feed AnP-6, " revised to include 
listed manual actions 

BAYNE, vl D Power Authority of the State of New York 83/03/16 
VAROA, 8 A Operating Reactors Branch 1 2pp 18371 123 24X 
Fiche 30-286, 83/05/18, 0303940529. 


B30S240349 Forwards addi Info ro ability of purge 6 vent valves to 
function against accident containment pressures, per 
030209 Ur 

BAYNE, vl P Power Authority of the State of New York 83/03/19 
VAROA, S A Operating Reactors Branch 1 13pp 18374 036 94X 
Flcho, 30-286, 83/03/19, 0303240349 


6303240090 Submits verification of steam generator repair Info 
requested In S30320 telcon Addl Info re dost breakdown by 
major task ti total dose for sleeving t< girth weld repairs 
end 

BAYNE, J P. Power Authority of the State of New Yarit 03/03/20 
VAR(}Ai 8 A Operating Reactors Branch t 6pp 18348 333. 24X 
Fiche ■ 30-206, 83/03/20, 8303240090 


8303240234 Documents NRC/util tele on re seismic qua) i f ica tion 
documentation for auxiliary feedwater sys /• proposed firs 
protection Tech Specs Tech Specs on quarterly surveillance 
of alternate electrical feed sys to be submitted 
BAYNE, J P Power Authority of the State of New York 03/05/20 

VAROA. S A aperating Reactors Branch 1 2pp 10348 309 24X 

Fiche 30-266.83/05/20,8303240234 


8303240326 Forwards. “Identification 0 Listing of Electrical Equipment 
ImpO’rtant to Safety per 10CFR50 49 " Nonsa f e ty-rela tad 
electric equipment ui/fallure that would prohibit 
accomplishment of safety functions not Identified 
BAYNE. J P Power Authority of the State of New York 83/03/20 

VAROA. 3 A Operating Reactors Branch I 36pp 10349 237 24K 

Fiche 30-286.03/05/20.0305240328 


Q Inspection reports. IE Bulletins 6 correspondence 


8212060303 IE Info Notice 03-14, “Dewatered Spent Inn Eichange Resin 
Susceptibility to Exothermic Chemical Reaction “ 9vc list 
enc 1 

TAYLOR, J (4 Division of Safeguards L Inspection Programs (Post 
830103) 63/03/21 Consolidated Edison Co of New York, Inc 

112pp 10300 319 24X Ftche 50-000.03/03/21.0212060385 


6303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Svc list end 

UORDAN'E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Inc !26pp 18433 155 24X Fiche 50-000,03/04/15.8303040021 


8303030200 Forwards request for addl Info re secondary water chemistry 
program concerning steam generator girth weld Inseivlce 
insp NRC approval of program necessary prior to plant 
startup Meeting re subj requested as soon as possible 
VARCA.8 A Operating Reactors Branch I 83/04/21 BAYNE, J P 
Power Authority of the State of New York 5pp 18332 063 24X 

Fiche 30-286,83/04/21.8303030280 


8303040023 IE Info Notice 83-22. "DWR Sa f c ty/He I lef Valve Failures " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness *■ Engineering 
Response (Po’St 9301031 63/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18383 069 24 X Fiche 30-000,63/04/22.8303040023 


8303040025 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103k 83/04/23 Consolidated Edison Co of New 

York, Inc ll9pp 18381 291 24X F 1 che 30-000, 83/04/25. 8303040023 


8305100403 Forwards IE Insp Rept 50-286/83-07 on 830316-0415 No 
noncomp 1 1 anc e noted 

STARaSTECKI.R Division of Project 6 Resident Programs 83/04/25 
BR0N3, J C Power Authority of the State of Mew York 2pp 
18378 046 24X Fiche 50-286.83/04/23,0303100403 


—8303100410 IE Insp Rept 30-206/83-07 on 030316-0413 No noncomp 1 lance 
noted Major areas Inspected regular 6 backshift Insps of 
operatl ons, survei 1 lance, main t, monthly operating rept review, 
design changes 4, mods 6 repair work update 

KENNY. T J , ROSSBACH.L M . KISTER.H Region 1, Office of Director 
03/04/22 9pp I037B 037 24X Fiche 30-206,83/04/25,8305100403 


8303040026 IE Info Notice 83-24, “Loose Parts In Secondary Side of 
Steam Generators at PURt " Bve list encl 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Now 

York, me 113pp 16302 047 24X Fiche 30-000.03/04/28.0303040026 


0303040027 IE Info Notice 83-23. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Svc list encl 
JORDAN. E.L Division of Emergency Preparedness «, Engineering 
Response (Post 830103), 03/04/28 Consolidated Edison Co of New 

York, me ilBpp 18382 165 24X Fiche 30-000.83/04/28.8303040027 


0303020451 Submits info on status of Ray Miller, Inc problems affecting 
plant, per ASLB requost. 

MOORE, J £ Hearing Branch 1 83/04/28 GLEASON, J P Atomic Safety 

and Licensing Board Panel 06pp i82S3 ISO 24 X 
FichO 30-247i 03/04/28. 8309030451 


8303040028 IE Info Notice 03-86, "Failure 
Discharge Line Vacuum Breakers " Svc lls 
JORDAN, £ L Division of Emergancy Propa 
Response (Post 330103). 03/03/03 Co 

York, Inc 122pp 18441 170 24X Fiche 
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9303040030 IE Infj Notice B3-27i Operational Response to Events 
Concerninij Deliberate Acts Directed Against Plant 
Equlpmenr • Sec list end 

JORDAN E L Division of Emergencij Preparedness n Engineering 
Response iPost 930103) 93/05/04 Consolidated Edison Co of Neu 

Vort. Inc llSpp Z83S2 282 241 Fiche 50-000,83/05/04.0303040030 


8303040031 IE Info Notice 03-201 Criteria for Protective Action 
Recoirnetidations for Qeneral Emergencies Svc list end 
JORDAN E L Division of Emergencg Preparedness Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Neu 

Yort. Inc U9PP 10441 001 24X Fiche 50-000,83/05/04.0303040031 


B305It01d)7 Advises ttiat util ui 1 1 perform mid-cgde snsp of steam 
generator girt)i uelds Preliminary results t, corrective 
measures uill be foruarded to NRC 5 dags prior to plant 
s tartup 

BAYNE. J P Pouer Authority Of the State of New York 63/OS/05 
VARCA.S A Operating Reactors Branch i Ip 18407 121 24X 

Fiche 50-2ai. 83. 05/05. 8305110167 


--03O311O31O "Annual Radiological Environ Operating Rept. 1732 ” 

» Consolidated Edison Co of New York. Inc 93/05/02 ll2pp 
38392 231 24X Fiche 50-003.83/05/02.0305110303 


& Reportable occurrences. LERs i related correspondence 


030 50302 94 PNB-I-SS-OOa on 030424. sac ur 1 ty officer overheard voices 
from storage trailer in protected area Officers apprehended 
four contractor employees exiting trailer rear wiindow Search 
revealed marijuana cigarette Employees suspended 

MCKEOWN.L . GODY, A T . JOYNER. J H Region I, Office of Director 
83/04/25 Ip 18297 144 24X Fiche 50-206.03/04/25,8303030274 


B30S11O439 PN6-I-83-012 on 830505, 1 1 e ons e a Informed Region I that 
contract health physics employee of Inst for Resource Mg t 
arrested on suspected multiple federal drug -related charges 
Individual access to site voided as of 830505 

MCKEOWN, BAILEY, GODY Region 1, Office of Director 83/03/03 Ip 
18405 097 24X Fiche 30-286.03/09/05,0305110437 


8303040033 IE Info Notice S3-29, Fuel Binding Caused by Fuel Rack 
Deformation •• Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post B30I03I S3/O5/06 Consolidated Edison Co of New 

York. Inc llSpp 10523 248 24X Fiche 50-000,83/03/06.8303040033 


S303040034 IE Info Notice 03-30, "hi sapp 1 1 c a 1 1 on of Ceneric Emergency 
Operating Procedures (EQP) Guidelines " Svc list end 
JORDAN. E L Division of Emergency Preparedness 8 . Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York Inc 114pp 10524 003 24X Fiche 50-000.83/03/11.0303040034 


T Hearing transcripts on non-antitrust matters 


8305230001 Transcript of 030322 hearing in White Plains, NY 
Pp 10, 737-11.117 Supporting documentation enc 1 
* Atomic Safety and Licensing Board Panel 03/03/22 612pp 

18932 oai 24X Fiche 90-247.83/03/22,0305230001 


6305110002 Excerpts from transcript of 03040/ hearing Pp 13,017—134 019, 
• NRC - No Detailed Affiliation Given 03/04/07 3pp 18409 009 
24X Fiche 90-247,83/04/07.0305110002 


B3052S0503 Forwards IE Insp Rept 50-286/83-09 on 830418-22 No 
noncompliance noted 

^ Division of Engineering !, Technical Programs 03/05/12 
BRDNS. J C Power Authority of the Slate of New York 2pp 
16584 001 24X Fiche 30-286,83/05/12,8305250503 

—830525050? IE Insp Rept 50-286/03-09 on 830416-22 Mo noncompliance 
noted hajor areas inspected status of repair operations for 
cracked upper shell to transition cone closure ueld on four 
steam generators 

REYNOLDS. S D , DURR. J Region 1, Office of Director 83/05/06 
9pp 18584 003 24X Fiche 50-286,83/05/12,8305250503 

0305250226 Forwards IE Insp Rept 50-286/83-05 on 830320-31 No 
noncornp! lance noted 

nRaNS^’i^^''’‘L Resident Programs 83/05/13 

^ ^“‘''“'■Ity of the State of New York 2 pp 

18627 017 24X Fiche 30-286,83/05/13.6305250226 

50-286/83-05 On 830329-31 No noncompliance 
noted Major areas inspected licensee actions taken to comolu 
M/requirements of NUfiEO-0737, I tern, II a 2, "Design Review of 
Plant Shielding " 

HAVERKAMP.D R . KENNY. T J , EAPEN, P K Reg 1 on 1 . Df f 1 c e of 

8^^226 50-2e6°L/OS/13, 

Of 630520 significant licensee meeting w/ufcil 
present results of SALP rents * 

KISTER.H B Region 1 . Office of Director 83/05/17 Ren ion 1 , 
MOmIosL 16594 354 24X FI cbe 50-000, 83/05/ 1 7, 


Error in ADLPIPE Computer Program 


8303040040 IE Info Notice 83-31, 

Svc list end 

14pp 18697 007 24X Fiche 30-000,83/05/19,0303040040 

0303040046 IE Info Notice 83 - 33 , 


I'Nonrepresentative Sampling of 
Response (Post 830103)“' Prepar edness Eng 1 neerlng 


JORDAN. E L 


Division 

83/03/26 
18647 007 


H4pp 


Consolidated Edison Co of New 
24X Fiche 50-000,83/05/26,8303040046 


*!_!!!!! related con espondence 
ALLAnI'j M ^ Regiqn”!.‘‘'off?ce'*orDir^t“' 

Fiche 50-003, 8^05/02, 03MnO3M ^' =^1 24X 

—9305110307 “Annual Environ Protection Plan Rept for 1902 " 


830S03060B Motion for permission to present robutbal uiltnessee on «ulij 
ot prevailing wind t. samp 1 e surveys &• bystander behavior 
rn’!'****"? Sf could not have been anticipated prior 

to presentation of evidence 

POTTERFIELD. A Union of Concerned Scientists POTTERFIELD, A 
Potterfleldi A 83/04/19 4 pp 18300 050 S4X 
Fiche 90-247, 03/04/19, 0305030600 

Testimony of 0 Gutman re prevailing wind pattern* 

BUTMAN. D Union of Concerned Scientists GUTMAN, 0 Public 

ResBareh Group, Now York GUTMAN, D New York, NY 

83/04/19 4pp 18308 054 24X Fiche 30-247,33/04/19,0305030600 

"^^HOLt'^r^r surveys & bystander behavior 

HQLTi R R Union of Concerned Sclontlsta HGLTi R R Public 

Group. Neui Vork HOLT. R R Nuw Vorki NV 

4 19 a7pp 10308 OSB 24X Flcho 50-247,03/04/19,030 3030609 

Reorganized testimony of JR Thornborough k D flohnlno re 

Parents Concerned About Indian Point 83/04/19 44oo 
10308 099 24X Flcho 90-247,83/04/19,8309030608 

”®^?adloJodc!i‘e!!l ‘'“tiakiun of studies on human retpons. to 

st?e & d individuals living near 

i 1 evacuation In emergency 

83/04%6^^°''^At/^ Re»eerch Group, New York 

Tn^no Too Atomic Safety and Licensing Board Panel Boo 

18300 139 24X Fiche 90-247,83/04/19,0305030600 

-8309030652 ^4“ es 1 1 ng c omp 1 e tenes s of record on NRC Question. 

®"Brgency planning issues, Inc lud Ing capability for 
eme^Jency' = ^ Planning ?cne dS^ng^ 

Concerned Scientists 83/04/29 Atomic 

Safety and Licensing Board Panel 4 pp 18300 10 rt 34 V Atomic 

Fiche 30-247,83/04/19,0305030608 

®^?4!'4?9-l4y592'suDo'ortIn®^?''^'’ ‘ "9 ‘ " Wh 1 to P 1 a i n S , NY Pp 

. ^ , Supporting documentation end 

10278 SnA Licensing Board Panel 83/04/36 BlObO 

19278 350 24X Fiche 30-247,83/04/26.8305020077 

0309030306 Transcript of 830427 hearing In Wh 1 te P la I ns. NY Pp 14,597- 

issSrSo; 

Certificate of 8 ve end. -nscript 
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0305040347 Transcript of 830429 heanni] in White Plains. NV Pp 15.088" 
15,23& Sup pi amen tal testimonies end 

« Atomic Safeti; and Ulcensing Roard Panel 83/04/29 149pp 

18322 242 24X Flche 30-247.83/04/29.8305040347 


8303310059 Comrnends State of NV commitment of resources 5 cooperation 
uf.' 1 iconsces h local govts to implement oftsite emergency 
preparedness, plan 

PALLAOINO.N J Commissioners 83/05/25 CUOMO. M M Neu Yoi k, 
State of Jp 18*33 280 24X Flche 30-347. 83/03/25. 0305310059 


0303130327 Transcript of Commission 030503 meet mg. d i scusston & 
possible vote In Wash Ing ton. DC re status of emergency 
planning at facilities Pp 1-22 

* Commissioners 83/05/03 27pp 10457 277 24X 

Flche 30-247.03/03/03.8303130327 


8303240334 Statement to he incorporated in minutes of Commission 830'526 
public hearirig State/federal govt must force counties to 
devise evacuation plans Problems u/emergency plans must 
be resolved before 030*09 

01 OlACOMO. C Q Cortland. NV 03/05/10 4pp 18376 029 S4X 
Flche 50-247.03/03/10.6305240554 


S303240366 Releases transcript of Commission 021222 discussion f< 
possible vote on emergency planning actions for placement In 
PDR. per 10CFB9 Commission determination statement end 
CHILKi 0 3 Office of the Secretary of the Commission 03/03/18 
Public Document Drench 2pp 10393 063 24X Flche 30-003.83/03/10. 

8303240566 


— 0303310070 Eipresses concern that addl actions reijuired to- satisfy 
mandates per 10CFR3D 34(S)(1) State of NV Disaster 
Preparedness Commission uilll uiork u/utils until RocMand 
County completes emergency preparedness plans 
CUOMO. M M Neui Vort. State of 83/03/25 PALLAOINO.N J 
Commissioners 3pp 18653 281 24X Flche S0-'247. 83/03/23. 

03033 I OOSV 
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8305270326 roriaards IE Insp Repts 30-269/03-13.30-270/83-13 & 
30-207/03-13 on 830311-0410 No noncomp 1 lanc e noted 
DANCE. H C Division of Pioject 5 Resident Programs 83/05/06 
TUCKER. H D Duke Poiaer Co 2pp 18641 142 24X 

Flche 30-269.83/05/06.0303270326 


— 0303240370 Transcript of 021222 discussion 6 possible vote on emergency 
planning actions In Wash trig ion. DC 

* Comml BE 1 onors 83/12/22 13pp 10393 065 24X 

Flche 30-003.03/03/18.8303240366 


— 8305270339 IE Insp Reptn 50-269/03-13.30-270/03-13 6 5O-207/83'!3 on 
030311-0410 -No noncomp 1 lance noted Major areas inspected 
surveillance testl ng. maint 6 operations 6 annual emergency 
drill 

BRVANT.J Region 2. Office of Director 03/03/06 9pp 
18641 144 24X Flche 50-269,83/03/06.0305270326 


8303240574 Transcript of 821222 discussion 6 possible vote on emergency 

planning actions in Wash Ing ton. DC 

» Commissioners 02/12/22 39pp 18593 082 24X 

Flche 50-003.83/03/10.8303240566 


0305240531 Statement of Clergy. Hoi Iglous 6 Laitg Concerned About Indian 
Point Common cltiiens reject idea that eiportlse Irrelevant 
Value of human life Is supreme value 

« Affiliation Unknown 83/05/20 4pp 10371 103 24X 

Flche 30-247.83/05/20.0303240331 


G303240S33 Forieards written testimony on efforts to address 
deficlendeB In emergency response plan since 030303 
O'ROURKE. A P Westchester County. NV 83/03/20 PALLAOINO.N U , 
OILINSKV.V , AIICARNE.J Commissioners Ip 18376 043 24X 

Flche 30-247.03/03/20.8303240333 


— 0303240339 Testimony of AP O'Rourke re actions taken to improve 
emergency planning since commission 030303 order Unions 
representing bus drivers fully support orientation course on 
radiological emergency response procedures 

O'ROURKE. A P Westchester County. NV 83/03/20 6pp 10376 044 
24X riche 30-247.03/05/20.8303240333 


G303S70374 Forwards IE insp Repts 50-269/03-10, 50-2/0/03-10 & 
30-207/03-10 on 830403-06 No nencomp 1 lance noted 
DANCE. H C Division of Project 6 Resident Programs 83/03/06 
TUCKER. N D Duke Power Co 2pp 18643 011 24 X 

Flche 30-269. 83/05/06. 8305270374 


— 0305270387 IC Insp Repts 50-269/03-10,50-270/83-10 6 50-207/03-10 on 
630403-06 Mo noncorap 1 lance noted Major areas inspected 
emergency preparedness exercise 

HUFFMAN.O N Region 2. Office of Director 83/03/03 lOpp 
18643 013 24X Flche 30-269.83/05/06.0305270374 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs ti holders of CPs re clarification of 
access to control procedures for law enforcement visits 
6vc list end 

EISENHUT, D 0 Division of Licensing 83/05/11 Consolidated 

Edison Co of Mew York. Inc I6pp 10540 093 24X 

Flche 30-000,03/03/11,8303110034 


J Insurani-e U indemnitg information 


6303240335 Forwards statement for Inclusion In special proceeding 
tastlmang 

WEIB3. T House of Rep 83/03/20 PAl-LADINO, N Commissioners Ip 
16376 023 34X Flche 30-247.83/05/20,8303240533 


—8303240330 Statement of T Weiss re proposed cvacoatloii plans Plants 
should bo shut down permanently Planning for nuclear 
accident futile Public safety should he top priority 
WEISS. T. House of Rep 63/03/19 3pp 10376 026 24X 

Flche 30-247183/05/20,8305240533 


6303310002 Testimony of RW Carlisle re potential haiards of nuclear 
accidents Long-range educ in nuclear radtallon should be 
implemented Robots should be developed to dismantle plant 
after meltdown ^ 

CARLISLE. R W Affiliation Unknown 83/03/20 3pp 10633 240 24X 

Flche 30-247,83/03/20.8303310002 


8303310033 Transcript of Commission 030323 discussion of Indian Point 
order in Washington. DC Pp 1-19 

* Commissioners 83/03/23 23pp 10663 128 24X 

Flche 30-247,03/03/23,0305310033 


U Congressional/Eiocutlve Correspondence 


0303240355 Forwards statement for Inclusion In special proceeding 
testimony ^ ... 

WEISS, T House of Rep 03/03/20 PALU#INO,N Commissioners ip 
18376 023 24 X Flche 30-847.03/03/20,8303240335 


— 0303240538 Statement of T Weiss re proposed evacuation plans Plants 
should be shut down permanently Planning for nuclear 
accident Putllo, Public safety should be top priority 
WE 1 88, T House of Rep 83/05/19 3pp 18376 026 a4X 

Flche 30-247, 83/03/20, 8305240353 


8303260261 Foriuards Endorsements 53 V 36 to MAELU Policy MF-61 h 
Endorsement 73 to NELIA Policy NF-102 for Oconee Nuclear 
Station tr Endorsements 23 6 20 to NCHA Policy NF-24B 6 
MAELU Policy MF— 1 01 . r espec 1 1 ve 1 y, f or McGuire 

LAWSON. L T Duke Power Co 03/03/20 SAl.TZMAN, J Office of 
Resource Management. Director I9pp 16626 120 24X 

Flche 30-000,03/03/20,0305260261 


P Operating license stage documents 5 correspondence 


8305240249 FOIA reiiuesl for three categories of documents re Reactor 
Safety Study Methodology Application Program 
lNUREO/CR-1639. Vols (-4) «< In ter Im Re 1 1 ab 1 1 1 ty Evaluation 
Program (NUREO/CR-25t 3. 2707 6 2002) 

SHOLLVi S C Union of Concerned Scientists 83/03/11 FELTON, J M 
Division of Rules and Records Ip 18593 176 24X 

Flche 30-000.33/03/11,0303240249 


0303240234 Partial response to FOIA roguest lor three categories of 
documents re Reactor Safety Study Methodology Application & 

Interim Reliability Evaluation Program ropts Forwards 

App A documents Search for addl documents in progress 

FELTON. J M Division of Rules and Records 83/03/31 SHQLLV.S C 

Union of Concerned Scientists 2pp 18393 179 24X 

Flche 30-000,83/03/31,0303240234 


-—8305240239 Forwards comments on draft repk re Reactor Safety Study 
Methodology Applications Program foi facility Changes 
indicated In areas of validity of sys criteria fc correctness 
6 approplelenees of assumptions In sye analysts 

PARKER, W 0 Duke Power Co 00/09/22 OERMCRO. R Probab 1 1 1 B hi c 
Analysis Staff fPre 801119) ilpp 13393 181 24X 

Flche 30-000,83/03/31.0305240234 



116 


DOCKETED ITEMS 


83030TO07C foruards Amends ISO- ISO & ll"* to Liconses DPH-SB- OPR-47 & 
OPR'-SSi ret pe-c 1 1 ve I . so FettJ evaluation 1/ notice of issuance ti 
availability Amends revise Tech Spec ui th d raoia 1 scnedule 
for reactor vessel surveillance capsules 

conn EH. e U Operating Reactors Dranch 4 63/04/19 TUCKER.H fl 

Duke Pouer Co 4pp 16361 140 S4 • Pichs 50-369.63/04/15. 
6309090070 


— 3309090111 Amends 120.130 E. ll"' to Licenses DPR-38. OPR-47 i DPR-99. 
r< sp ec t I vely. revi s i ng Tech Spec uithdraual schedule for 
reactor vessel sur vet 1 1 ance capsules 

STOLI. J F Operating Reactors Branch 4 83/04/13 app 

16381 144 S4X Flche 30-369.63/04/13.6303090076 


——8303090134 Safety evaluation supporting Amends 130. 120 & 117 to 
Licenses DPH-3B. DPR-47 t. DPR- 33. r espec t i ve 1 </ 

e Office of Nuclear Reactor Regulation. Director 83/04/15 2pp 
16361 133 24X Flche 50-369.83/04/15.8303090076 


— 6303090138 Notice of issuance 4 availability Of Amends 120.130 4 117 
to Licenses OPR-38. OPR-47 S. DPA-S3. respec tlve I y 
8TDLZ. J F Operatliig Reactors Branch 4 83/04/19 3pp 

19361 154 34 X Flche 50-369,63/04/19,6303090078 


1303130394 Forwards safety evaluation 4 Frantlln Research Ctr technical 
evaliiatioi) lept. "Cbntrol of Heavy Load's (C-10), Oconee 
Nuclear Pouier &tat I on. Un 1 ts 1 . 3 t 3 Phase 1 actions 
acceptable per Nl7nEO-0613 

STOLZ.JF Operating Reactors Branch 4 83/04/20 TUCKER.H B 

Duke Power Co 3pp 16457 179 34X Flche 50-369,83/04/30, 

8303130394 


-6305130396 Safety evaluation supporting Phase t actions re control of 
heavy loads <NURE0-06i2) 

« Office of Nuclear Reactor Regulation. Director 83/04/20 ip 
18457 IBS 24X Flche 30-369,83/04/20,6305130294 


-8304070386 "Control of Heavy Loads (C-IOI. Oconee Nuclear Pouer Station 
Units 1.3 1. 3," technical evaluation rept 
ROBERTS. S Frantlln I nst 1 tute /Frank 1 in Research Center 
NRC-03-ai-l30 TER-C5S06-374/379/37 83/03/31 CLEMENSON.F NftC 

- No Detailed Affiliation Olven 28pp 18497 163 34X 

Flche 30-269,83/04/30.8305130394 


305090608 Forwards safety evaluation in support of continued PUR 
operation ui/Dresser primary safety valves re THI Action Item 
II D 1 EPRI data on tests of certain models of Dresser 
safety valves under review on generic basis 

srOLZ.Ur Operating Reactors Branch 4 83/04/27 TUCKER. H B 

Duke Power Co 3pp 16367 111 24X Flche 30-269,63/04/37. 

8305090608 


i05040964 Forwards proposed App A to offsite dose calculation manual, 
supporting radiological effluent Tech Spec per 830207 Itr 
Submittal constitutes final revised offsite dose calculation 
manual 

TUCKER.H B Duke Power Co 83/04/26 DENTON. H N Office of 
Nuclear Reactor Regulation, Director STOLZ. J F Operating Reactors 
Branch 4 ip 16320 083 24X Flche 50-269,83/04/28,8305040364 


830S04036S App A to, "Oconee Nuclear Station Bite Specific Info " 
* Duke Pouer Co 83/04/28 33pp 18330 084 24X 

F I Che 30-269, 63/04/26. 8303040364 


05800103 Forwards safety evaluation on standby shutdown facility 
Oasign meets reguirements. eicept for process monitoring 
Instruments for source range flu* monitoring 6 steam 
enerator pressure Indication 

STOLZ, J F Operating Reactors Branch 4 83/04/28 TUCKER.H 0 

Buke Power Co 4pp 18376 134 34X Flche 30-269.83/04/26. 

J30320D103 


3303200106 Safety evaluation re standby shutdown facility Design 
acceptable except on availability of source range flui 
monitor t. steam generator pressure Indication 
e Office of Nuclear Reactor Regulation, Director 83/04/33 
I7pp 18376 158 34 X Flche 50-369.83/04/26.0305200103 


15030499 Qenaric Ltr 83-19 to all power leactor i testing licensees 
e new procedures for providing public notice concerning 
ssuancl of amends to OLs Svc list end 

I6ENHUT.D G Division of Licensing 83/03/03 Consolidated 

dlson Co of Wow York, Inc SOpp J844I. 130 24X 

iche 50-000,83/03/02.8305030495 


5060365 Notification of 630506 meeting Owners Group In 

ethesda,MD to discuss core barrel failure at Rancho Seen fc 
pystal Rivrr 3, future plans for resolving problem * 
ustiflcatlon for continued operation 

INER.a Operating Reactors Branch 4 83/05/03 STOLZ. J 

.aratlng Reactors Branch 4 2 pp 18333 092 g4X 
he 90-000 , 83/05/02 , 03030 6036 5 


3309090439 Forwards safety evaluation of Implementation of asymmetric 
fault for Control rod 6-3 during Cycle 7 Hethod for 
restoring normal operating flexibility can be 
undertaken w/o affecting plant safety 

THIES, A C Duke Power Co 83/03/04 DENTON, H R Office of Nuclear 
Reactor Regulation, Director STOLZ. J F Operating Reactors Branch 
4 3pp 18363 071 24X Flche 50-287,83/09/04,8303090435 


6303180034 Forwards Amends 121.121 5 118 to Licenses DPR-38, DPR-47 4, 
OPR-35. respec 1 1 ve ly , saf e ty evaluation & notice of issuance 
ti availability Amends revise Tech Specs to delay certain 
surveillance reguirements until nett refueling outage 
eiSENKUr.D a Division of Licensing 03/03/09 TUCKER.H B Duka 
Power Co 3pp 16499 249 a4X Flche 30-369,83/03/03.8303190034 


—6303160043 Amends 121.121 & 118 to Licenses DPR-38, DPn-47 t< DPft-S5, 
r esp ec 1 1 ve 1 y, r evi s 1 ng Tech Specs to delay certain 
surveillance rryulrements until next refueling outage 
STOLZ. J F Operating Reactors Branch 4 03/05/05 21pp 

18499 246 24X Fiche 90-269.83/03/03.8303180034 


— 8305180059 Safety evaluation supporting Amends 121.121 i< 118 te 
Licenses DPR-38. DPR-47 f, OPR-95. respec t Ive I y 

* Office of Nuclear Reactor Regulation. Director 83/03/05 9pp 
18499 267 24X Fiche 90-269,83/03/05,8303180034 


--6305180063 Notice of issuance t, availability of Amends 121.121 U 118 to 
Licenses DPR -38. DPR-47 h 0PR-9S, resp ec 1 1 ve 1 y 
STOLZ, J F Operating Reactors Branch 4 93/03/03 2pp 

18499 274 24X Fiche 50-269,63/03/05,0303180034 


8303090639 Generic Ltr 83-20 to all operating reactor licensees h 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EISENKUr, D 0 Division of Licensing 83/03/0? Consolidated 

Edison Co of New York. Inc 16pp 18627 153 24X 

Flche. 30-000. 93/05/09. 8303090659 


6303180131 Forwards reddest for addl Infd re details on void formation 
during natural circulation cooldown, per 810303 Generic Ltr 
81-21 Response dtd 611103 inadequate 

STOLZ, J F Operating Reactors Branch 4 83/05/09 TUCKER.H B 

Duke Pouer Co 4pp 18302 344 24X Flche 30-269.83/03/09, 

8303180151 


S305130025 Submits info supporting determination that critical path 
outage time could be saved If containment purging commenced 
at RCS temp between 250 F b 229 f rather than present 200 F 
Preparation of proposed Tech Specs re purging In progress 
TUCKER.H B Duke Power Co 83/03/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
Branch 4 2pp 18437 134 24X Fiche 30-269,03/03/10.8305130023 


8305230499 Notification of 830608 meeting w/util in Dethesda.MO to 
discuss forthcoming appeal meeting re staff positions for 
standby shubdoun facility Process monitoring Instruments 
(c source range flui monitors to he addressed 

SUERMANN. U F Operating Reactors Branch 4 83/03/16 STOLZ. J F 

Operating Reactors Branch 4 2pp 18341 274 24X 

Flche 30-000.83/03/16.8303230499 


8309230479 Forwards responses to 630411 ltr re environ qualification 
of safety-related electrical equipment Uustl fl cation for 
continued operat i on. p er NUfiEG-0737. TMl Action Item II B 4 
provided Responee to IE Bulletin 79-OlB will be revised 
TUCKER.H D Duke Power Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Dlroctor 3TDLZ, J F Licensing Branch 
4 27pp 16589 DOS 24X Flche 50-269,83/03/19,8305230479 


8305310081 Submits addl info re safety-related environ qualification of 
electrical equipment, per 1 0CFR3O. 491 g ) i, IE Bulletin 79-OIB 
Electrical Isolation provided for all reactor protective sys 
Tc engineered safeguards protective sys 

TUCKER.H B Duke Power Co 83/03/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 18653 123 24X 

Flche 50-269. 83/05 /20. 6305310001 


8305310063 Forwards SER based on review of mechanical response to 
primary coolant sys subjected to asymmetric LOCA loads 
Util assessment of asymmetric loads problem acceptable 
STOLZ, J F Operating Reactors Branch 4 83/05/20 TUCKER.H B 

Duke Power Co 2pp 16662 311 24X Flche 30-269.03/05/20. 

83053100B3 


— 8305310089 Safety evaluation af'copting util analysis of asymmetric LOCA 
loads Reasonable assurrance that reactor can be brought to 
cold shutdown Safely provided 

« Qperating Reactors Branch 4 63/03/20 74pp 18662 313 24X 

Fiche 50-269,83/05/20,6305310003 
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0 Inspection reports* tE Bulletins (t correspondence 


02iaO6O3B5 IE In#o Notice 03-14, "Dewatered Spent Ion Eichange Resin 
Soac epti b i 1 1 ty to Exothermic Chemical Reaction " Svc list 
end 

TAVL0R<J (1 Division of Safeguards t* Inspection Programs (Post 
830103) 83/03/Sl Consolidated Edison Co of New Vort, Inc 

liapp 13300 319 24X Plehe 50-000,83/03/21,3212060305 


8305370403 Forwards IE Insp Repts 50-269/03-08,50-270/83-00 it 
50—207/83—08 on 030211-0310 No noncompliance noted 
DANCE, H C Division of Project & Resident Programs 83/04/05 
TOCHER, H D Duke Power Co 2pp 10642 321 24X 

Flche 50-869,83/04/05,0305270403 


—0305370411 IE Insp Repts 50-269/83-08. 50-270/83-00 t, 50-207/03-00 on 
830211—0310 No none omp 1 1 atic e noted Major areas inspected 
operations, surve i 1 lance test Ing, ma int, even t rept review 
& emergeneg procedure review 

BRVANT, J I FALCONER, D Region 2, Office of Director 
lONATONIB, A J Division of Project E Resident Programs 83/04/04 
12pp 10642 323 24X Flche 50-269,03/04/05,0305270403 


8305270497 Forwards IE Insp Repts 50-369/83-09,90-270/03-09 U 
90-807/83-09 on 83030B“l!'No none omp 1 lanc e noted 
DANCE, H C Division of Project fc Resident Programs 03/04/05 
TUCKER, H B Duke Power Co 2pp 18646 192 24X 

Flehe 90-869,83/04/09,8305270497 


—0309270318 IE Insp Repts 30-869/03-09, 50-270/03-09 t, 50-807/83-09 on 
830308-11 No noncompliance noted Major areas inspected 
NUREO-0737, Items 11 B 3, "Plant Shielding Mods" «> 1 1 B 3, 
"Post-Accident Sampling Sgs " 

COLLINS, T R , BARR, K P Region 2, Office of Director 03/04/01 
7pp 18646 194 84X Flche 50-269,83/04/05,8305270497 


8303040021 IE Info Notice 83-21, "Defective Emergeneg Use Respirator “ 
8vc lilt end 

JORDAN, E L Division of Emergeneg Preparedness t> Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Ine 126pp 18435 155 84X Flche 50-000,03/04/15,3303040021 


8303040023 IE Info Notice 83-22, "DWR Safetg/Re 1 1 ef Valve Failures " 
8vc list end 

JORDAN, E L Division of Emergeneg Preparedness t. Engineering 
Rfsponse (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc llSpp 1B3B3 009 24X Flche 50-000.63/04/22,8303040023 


8303040035 IE Info Notice 83-83, "Inoperable Containment Atmosphere 
Sensing Sgs " Svc list enel 

JORDAN, E L Division of Emsrgeneg Preparedness t, Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp 10381 291 24X Flche 50-000,03/04/25,0303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondarg 81de of 
Steam Generators at PNRs " Svc list end 

JORDAN, E L Division of Emergeneg Preparedness i Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York, Inc llSpp 18302 047 24X Flche 50-000,83/04/28,0303040026 


0303040027 IE Info Notice 83-25, "Standtig Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " 8ve list end 
JORDAN, E L Division of Emsrgeneg Preparedness S< Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 165 84X Flche 50-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Saf e tg/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergeneg Preparedness it Englnserlng 
Response (Pest 030103) 83/05/03 Consolidated Edison Co of New 

York, Inc 128pp 18441 170 24X Flehe 90-000,03/05/03,8303040020 


8303040030 IE Info Notice 83-27, "(}pera blonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division Of Emergeneg Preparedness t. Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Now 

York, Inc USpp 10302 202 24X Fiche 90-000,83/05/04,0303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Rscommandatlons for General Emergencies " Svc list end 
JORDAN, E. L, Division of Emergeneg Preparedness 1, Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of New 

York, Inc 119pp 10441 OOl 24X Flche 50-000,83/05/04.6303040031 


S303040033 IE Info Notice 83-29, "Fuel Binding Caused hg Fuel Rack 
Deformation " Svc list end 

JORDAN, E L, Division of Emergeneg Preparedness 1, Engineering 
Response (Pott 830103). 03/09/06 Consolidated Edison Co of New 

York, Inc 119pp 18923248 24X FI che 50-000, 03/09/06, 8303040033 


8305270326 Forwards IC Insp Repts 50-269 'aj-13, 50-270/83- 13 S- 
50-267/83-13 on 030311-0410 No none omp 1 1 nh t e noted 
DANCE, H C Division of Project i Resident Programs 03/03/06 
TJCHER, H D Duke Power Co 2pp 18641 142 24X 

Flche 50-269.03/05/06,8305270326 


— 8309270333 IE Insp Repts 50-269/03-13.50 270/83-13 !. 50-2(37/83-13 on 
830311-0410 No noncompliance noted Majoi areas Inspected 
surveillance tes ting, main t f operations f/ annual emergeneg 
drill 

BRYANT, J , FALCONER,!) Region 2. Office of Director 

BROWNLEE. V L Division of Project ti Resident Prpgrains 83/03/06 

9pp 1 86 4 1 144 24X FichC 50-269,83/05/06,0305270326 


8305270374 Forwards IE Insp Repts 50-269/63-10, 30~270'e3-10 
90-207/83-10 on 830409-06 No none omp 1 i anc e noted 
DANCE, H C Division of Project L Resident Programs 03/05/06 
TUCKER, H 0 Duke Power Co 2pp 18643 011 24X 

Flehe 90-269,83/05/06,0305270374 


— 8305270307 IE Insp Repts 50-269/83-10,50-270/83-10 i 50-207/83-10 on 
830405-06 No noncompliance noted Major areas Inspected 
emergeneg preparedness eiercise 

HUFFMAN, 0 N Region 2, Office of Director JENKINS.OR Division 
of Emergeneg Preparedness t, Mateiials Safetg 03/09/03 lOpp 
18643 013 24X Flche 50-869.83/05/06.83052/0374 


0303040034 IE Info Notice 83-30, "Misapplication of Generic Emergeneg 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergeneg Preparedness I, Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of New 

York, Inc Il4pp 10524 003 24X Fiche 50-000.63/05/11,0303040034 


3309270425 Forwards IE Enforcement Conference Repts 50-269/03-12. 
90-270/83-JS it 50-207/03-12 on 030323 4, 0419 No 
non c omp 1 1 anc e noted Concei n re open pressurl la t lost line test 
valve on Unit 3 discussed 

O'REILLY, J P Region 2, Office of Director 83/05/11 TUCKER. H B 

Duke Power Co 2pp 10642 200 24 X Fiche 50-269,03/05/11. 

0305270423 


-“8303270439 IC Enforcement Conference Repts 90-269/83-12,50-270/83-12 
it 50-287/83—12 on 030323 t, 0419 Major areas discussed open 
pr essur 1 >e t Ion line isolation valve on emergeneg hatch on 
030317 ti c orrec live actions 

DANCE, H C Division of Project 4, Resident Programs 83/05/10- 
5pp 18642 282 24X Flche 50-269,03/05/11,8305270425 


0303040040 IE Info Notice 83-31, "Error in AOLPIPE Computer Program " 
3vc list end 

JORDAN, E L Division of Emergeneg Preparednes s S, Engineering 
Response (Post B30103) 03/05/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 24X Flche 50-000,83/05/19,0303040040 


8305310031 Submits addl info re saf etg-rolated environ qualification of 
electrical equipment, per lOCFRSO 49(g) i IE Bulletin 79-OlB 
Electrical isolation provided foi all reactor protective sgs 
t engineered safeguards protective sgs 

TUCKER, H B Duke Power Co 03/05/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J F Operating Reactors 
Branch 4 3pp IB6S9 123 24X Flche 50-369,83/0 5/20,0305310081 


8303040046 IE Info Notice 03-33, "Nenrepresen tat i ve Sampling of 
Contaminated Oil " 3vc list end 

JORDAN, E L Division of Emergeneg Preparedness & Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York, Inc ll4pp 19647 007 24X Flche 90-000, 83/05/26, 0303040046 


R Periodic operating reports U related correspondence 


8305170455 Forwards monthlg operating repts for Apr 1903 

TUCKER, H B Duke Power Co 03/05/13 Director's Office. Office 
of Inspection and Enforcement ip 18470 142 24X 

Flche 50-269,03/05/13,0305170453 


— 0309170460 Monthlg operating repts for Apr 1903 

REAVtS.J A Duke Power Co 03/05/13 I6pp 18470 143 a4X 
Fiche 50-269,83/05/13,0305170455 


0 Reportable occurrences, LERs t- related correspondence 


030 5110324 Part 21 rept re Tgpe SA-1 Class IE relags Silicon eontrollei) 
rectifier (SCR) in trip output circuit mag cause random trip 
output Hes t Ingh ouse corrective action inciudes replacing SCR 
u/burn-in BCR 

DUUALL, 0 D Drown Boveri Corp (subs Brown Bovsrl 6 Co t Ltd I 
83/04/27 8TELL0, U Director's Office. Office of Inspection and 
Enforcement 9pp 18393 270 24X Flehe 50-000, 83/04/27, 0305110324 
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6305090234 RDs 26‘¥/a3-IO U 207 '63-04 la 621212 t- 630303 lass af 
c on t'aintne'nt integrity rtg t ai'dit in progress Summanv list of 
completed & remaining activities uj/projecteO completion 
dates. eiic 1 

TUCKER. H B Duke Pamer Co S3/04<'2'? Q'REILLV.J P Region 2. 
Office of Director 1 9pp 10333 001 24X Piche 90 - 269 , 03/04729, 

630,5050234 


6303250556 Notifies that noble gas mon i toi -s tac k high-range radiation 
monitor (NUHEG-0737. Item II F 1(1 )» reported as being 
operable in 030318 order , bo c a mo inoperable on 830426 Caused 
bii moisture contamination Neu monitors ordered 

TLCKERfH 0 Duke Power Co 03/05/19 DfcNTON, H R Office of 
Nuclear fleactor Regulation. Director STD6.Z, J F Operating Reactors 
Branch 4 2pp 10500 105 24X FlChe 50-269,03/09/19,8305293556 


DOCKET 50-239 THREE MILE ISLAND NUCLEAR 8TAT50JJ, UNIT 1 


F Security, medical, emergency 1, fire protection plans 


0305030693 Releases public version of rev to emergency plan 
Implementing procedure 

FELTOM, j M Division of Rules and Records 63/04/22 Document 

Management Branch ip 18309 116 24X Fiche 50-239,83/04/22, 

830503(7693 


'8309030695 Public version of Rev 6 to Emergency Plan Implementing 
Procedure 1004 6, “Addl Assistance 6 Notification " 

BTAN5E. S J general Public Utilities - OPU Service Corp 
83/03/17 21gp 18309 117 24X Fiche 50-269.03/04/22,8305030693 


8305030300 Releases public version ot rev to emergency plan 
Ifflplsmenting procedure 

FELTON, J H Division of Rules and Records 53/04/25 Document 
Management Branch Ip 16352 169 24X Fiche 50-289,83/04/25. 

8305050300 


— 8303050304 Foruards public version of Rev 3 to Emergency Plan 
Implementing Procedure 1004 12, "Environ Monitoring " 

Receipt form encl 

MASH.B General Public Utilities - GPU Service Corp 63/02/23 
DENTON. H R Office of Nuclear Reactor Regulation, Director Ip 
13358 170 ?4X Fiche 90-209, 03 /04/25, 6305050300 


■8303050307 Public version of Rev 3 to Emergency Plan Implementing 
Procedure 1004 12. "Environ Monitoring " 

STANCE, S J General Public Utilities - CPU Service Corp 
83/02/15 14pp 16352 171 24X Fiche 50-209,03/04/25,8305050300 


3305100143 Submits status of offsite emergency preparedness issues re 
FEMA regional verifications through 830304 6 d'ata received 
through 830331 concerning schedule for ccimpletion of issues 
at facilities 

KRIMJI, R W Federal Emergency Management Agency 03/04/26 
UQRDAN, E L Division of Emergency Preparedness ?< Engineering 
Responsa (Past 030103) 9pp 10375 001 24X' Fiche 50-289,83/04/26, 

8305100143 


1309130180 Advt aes that emergency preparedness briefings conducted for 
major employers U operators 171 locations within emergency 
planning lane plume eiposure pathway Paitlal initial 
decision conditions satisfied 

HUKJLU.H D General Public Utilities - OPU Service Corp 63/05/09 

STOLZ.JF Operating Reactors Branch 4 Ip I B440 004 24X 

Fiche 50-289, 03/05/09, 0309130180 


1305110034 Generic Ltr 03-21 to a 1 I licensees of operating reactors, 
applicants for QLs tt holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Eve list encl 

EISENKUT.D G Division of Licensing 03/05/11 Consolidated 
Edison Co of New York. Inc 16pp 10540 095 24X 

Fiche 50-000103/05/11,8305110034 


305190158 Clarifies 030331 ltr re reactor coolant pump trip on 25 F 
subcooling margin u/respect to qualification of saturation 
margin monitor sys Sys evaluated per Generic Ltr 02-33 t, 

030415 ltr Rchedule for instrumentation upgrading unknoun 
HUKILL.H D General Public Utilities - GPU Service Carp 83/05/13 
EISENHUT. 0 G Division of Licensing Ip 10502 239 24X 

Fiche 90-209, 03/05/13, 8305 I 90158 


Adjudicatory correspondence 


305040054 Discusses status of BNW-GPU lawsuit document review Next 
rept expected within 2 uk» 

OIRCKS, M J Office of the Executive Dirsetor for Operatloiis 
B3/G4/20 PALLADINO, N , GILIN3KY,'/. rtHEARNE, J Commissioners 
2pp 10336325 24X Fiche 50-209,03/04/20,3305040054 


— 0305040060 Staff requirements memo re 830330 briefing on investigation 
b possible enforcement action IE requested to submit 
inves t iga ti on results based on review of all documents for 
new info within 3 uks 

CHILK, S 0 Office of the Secretary of the Commission 03/04/03 
OJRCKB.W J Office of the Executive Director for Operations 
HAVES, Q D NRC “ No Detailed Affiliation Given CUMMINGS, J J 
Office of Inspector & Auditor Spp 10336 327 S4X 
Fiche 50-209,03/04/20,0305040054 


8305230700 Requests cooperation in informing NRC of outstanding safety 
c oncer ns re facilities Prompt notification re allegations of 
safety concerns requested 

PLAINE,H H Office of the General Counsel 03/04/20 DEVINE, T 
Government Accountability Project 2pp 10542 323 24X 

Fiche 50-209,83/04/20,0305230700 


0305090504 Requests written statement under oath of affirmation as to 
whether or neb Inriices discussed at 030412-14 meetings 
represent complete listing of all dispositions i, exhibits 
developed for DiaN-OPU lawsuit 

DIflCKG.H J Office of the Executive Director for Operations 
03/04/21 ARNOLD, R C General Public Utilities - OPU Service Corp 
2pp IB301 252 24/ Fiche 50-289,63/04/21,8305090304 


03OSO3O591 Reply to NRC 830412 proposed op in ion, f Ind mgs of fact & 
cone lusions of law in reop ened hearing Objects to nature of 
NRC proposed condition requiring dispatch of auxiliary 
operator Certificate of Svc end 

BAXTER, T A Metropolitan Edison Co OAXTER, T A Shaw. Pittman, 
Potts U Trowbridge 82/04/20 6pp 18303 349 24X 

Fiche 50-209. 03/04/20. Q303030S91 


0303100406 Response opposing NRC oral motion to extend time for reply 
to inter venor motion to reopen restart hearing Sufficient 
time already provided Delay unnecessary Certificate of Svc & 
amend ed Certificate of Svc enc 1 

AAHODT.M M Aamodfes. the 83/04/30 PALLADINO.N , AHEARNE. U , 
OILINSKYi V Commissioners 4pp 10377 352 24X 

Fiche 50-269,83/04/30,8305)00406 


B3G50S0053 Motion for extension until 030513 to respond to Aamodt 
030416 motion to reopen record of restart proceeding Time 
needed so NRC response will not be filed before other 
parties due to manner of receipt Certificate of Svc encl 
MAQNER, M E Hearing Branch 4 GOLDBERG, J R Hearing Branch 2 
B3/0S/03 Commissioners lOpp 18342 069 24X 

Fiche 90-209,03/05/03,8305030053 


0305090481 Motion for extension of time to respond to Aamodt motion to 
reopen record of restart proceeding 

RAONER.M E Office of the General Counsel GOLDBERG, J R Hearing 
Branch 2 03/05/03 Ip 18362 340 24X Fiche 50-209,63/05/03, 

8303090481 


0305 10020 s Discusses selective withholding of info In 030201 memo 
forwarding Board No 1 1 f lea t Ion 03-08 re TMI-1 restart 
hearing Certificate of Svc end 

AAMODT.M M Aamodts, The 03/05/03 EISENHUT, D 0 Division of 
Licensing 2pp iB374 035 24X Fiche 30-209.03/05/03.0305100205 


0305100212 Motion for summary disposition of BtW/OPU trial record No 
genuine issue of matl fact exists t, TMI Alert entitled to 
favorable decision Svc list encl 

BRADFORD, U Three Mile island Alert 83/05/03 Atomic Safety and 
Heenslng Appeal Panel 5pp 18374 108 24X Fiche 50-289.63/05/03, 

8305100212 


030309043! Distribution of Rockwall rept re investigation of Hartman 
allegations concerning TMI~2 as part of TMf-1 restart 
proceeding Certificate of Svc encl 

TROHDRIDOE, 0 F Metropolitan Edison Co TROWBRIDGE, 0 F Shaw, 

Pittman, Potts «, Trowbridge 83/05/04 4pp 18362 357 24X 

Fiche 50-289,03/03/04.0305090431 


8303060253 Order granting add 1 time until 030601 to submit addl 
eammants on NRC review of OPU vs BtW trial record Trial 4 
eihlblts in NRC possession placed In PDR 4 LPDR Comments may 
be filed after 030601 

HOYLE, 0 C Office of the Secretary of the Commission 03/05/05 

Onion of Concerned Scientists 4pp 10343 210 24X 

Ftthe 50-209.63/03/05,0305060238 


83OS1OO203 Contends that planned change In reactor coolant pump trip 
setting 4 In throttling high pressure Injection criteria 
does not affect evidence presented on performance under LOCA 
conditions Certificate of Svc encl 

BAXTER, T A Shaw, Pittman, Potts 4 Trowbridge BAXTER, T A 
Metropolitan Edison Co 03/05/05 CDLES, G J , DUCK. J H 1 
ODTCHVi R L Atomic Safety and Licensing Appeal Panel 4pp 
18371 268 24X Fiche 50-209,03/05/05,8305100233 
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0305100357 Coniments on rtSLAP S30420 memo suggest ing r inter alio^thet 
Commission eiploie two concerns re facilitg PORV prior to 
restart ncsolution of PORV corrosion issue aliesdy being 
pursued Certificate of Sve enc 1 

BAXTER- T A Metropolitan Edison Co BAXTER, T A Shaw, Pittman, 
Potts 8< Trowbridge B3/O3/05 Spp 10379 093 2AX 
Flche 30-289,03/03/03,8305100357 


0305100310 Submits facts re poTsonnel changes since close of 1 ecord on 
Rigt Issues, per licensee 011001 procedures for info Resumes 
& ivc list enc 1 

DAU 3 ER, 0 D Bhau, Pittman, Potts I Trowbridge OAUSER, 0 D 
Metropolitan Edison Co 03/05/06 COLES, 0 J , DUCK, J H , KOHL, C N 
Atomic Safety and Licensing Appeal Panel 13pp 10370 126 2-1X 

Flche 50-289,83/03/06,8305100310 


8303100163 Errata to Aamodt comments re NRC review of GPU vs Dt<W trial 
transcript !< motions to reopen lecord of restart proceeding 
* Aamodts, The 03/03/09 |p 1837A 272 24X 

Flche 30-289.83/03/09,0305100163 


6305100231 Responds to MI Lewis 030410 request tor relief re leak rate 
issue Recommends deferring consideration of request until 
info relevant to concerns provided as part of NRC 
revalldatlon effort Certificate of Sve end 

COLDDERO, J R , HACNER. M E Office of the Enecutlve Legal Director 

03/05/09 Commissioners 9pp 10373 200 24X 

Flche 50-209,03/05/09,0303100231 


8303100299 Order denying People Against Nuclear Energy 820603 motion 
for hearing on psychological stress issue 

CHICK. 5 J Office of the Secretary of the Commission 83/05/09 
People Against Nuclear Energy Ip 10370 130 24X 

Flche 30-209.83/05/09.0303100299 


8305120292 Reply opposing Aamodts 030416 motion to reopen record on mgt 
Issues Motion unclear 6 falls to meet Commission t< ASLAD 
stds Info previously available Certificate of Bve end 
TROUORIDOE, 0 F Metropolitan Edison Co TROIdDRIDOE. fi F Shaw, 
Pittman. Potts b Trowbridge 83/05/09 Atomic Safety and 
Licensing Appeal Panel I4pp 10424 106 24X Flche SO-289, 

03/03/09. 0303120292 


8305160073 Petition for rovlew of ASLD 821210 d ec i s I o n, ALAD-703, ru 1 1 ng 
that NRC need not publicly dlsdoso '< consider potential 
consequences of serious nuclear accident prior to restart 
authoi 1 lat 1 on W/Cor 1 1 f lea tc of 9vc Related correspondence 
UEISS. E R Union of Concerned Scientists HEtSS.E R Harmon b 
Uelss 83/05/09 U S Court of Appeals for District of Columbia 
Circuit Spp 18433 033 24X Flche 30-209.83/03/09.8305160073 


03OS12O319 Order referring TMf Alert 030303 motion re OPU vs BJiW trial 
documents to Commission Motion effectively constitutes 
request for mod or reconsideration of Commission 830305 
order 

SHOEMAKER. C J Atomic Safety and Liconsing Appeal Panel 03/05/10 
2pp IB424 096 24X Flche 30-289.83/03/10,8303120319 


0303160012 Notifies that copies of In-hQuse 1978 mgt audit ropt 
referred to In Aamodt 830416 motion to reopen & In licensee 
830S09 reply will be distributed Certificate of 5vc end 
TROWBRIDGE. 0 F Shaw, Pittman, Potts 6 Trowbridge 83/05/12 4pp 
18456 005 24X FlchO 50-209.83/05/12.0303160012 


0305160130 Order granting, in part.THI Alert motion to permit overnight 
removal of documents re OPU vs Dt-W trial transcripts Only 
nonindeked set of documents can be removed 

CHILK. 8 O Office of the Secretary of the Conmisslon 03/05/13 
Three Mile Island Alert 2pp 10446 114 24X Flche 30-209, 

83/05/13, 0305160130 


8305170039 Answer opposing Aamodt 830416 motion to reopen record Stds 
for reopening record not met Hartman allegations re 
falsification of leak rate data not significant info to 
warrant reopening record 

OOLDDERO. J R Hearing Branch 2 WAGNER, M E Hearing Branch 4 
83/03/13 Atomic Safety and Licensing Appeal Panel 19pp 
18466 183 24X Flche 30-209,83/05/13,8303170039 


•8305170044 Affidavit of LP Crocker that 780109-20 mgt audit does not 
affect testimony given on organliatlon 6 mgt of TMI-1 Audit 
was of station mgt structure b policies in offoct over 1 yr 
prior to TMl-2 accident 

CROCKER, L P Licensee Qual 1 f lea t ions Branch 83/05/03 2pp 
10466 202 24X Flche 50-289,83/05/13,8303170039 


■9305170047 Affidavit of FR Allanspach that 700214 mgt audit does not 
change testimony given on Aamodt Contention 2 re upgrading 
performance of licensee technicians b mgt personnel 
ALLENSPACH. F R Licensee Qualifications Branch 03/03/04 2pp 
10466 204 a4X Flche 50-209.03/03/13,8305170039 


— 8303170031 Afnd.ivit of RR Keimig that 780109-20 mgt audit does not 
change teslimonij on issue vf util mgt ompeteiicy for 
f ac 1 1 1 1 y op era 1 1 on 

KEIMIG.R R Division of Project t Kesider.t Programs 03/03/05 
Ip 18466 206 S4X Fiche 30-289.83/03,13,0305170039 


— 0305170034 Affidavit ot UA Boyer re Aamodt comments on OPU vs Bi-W trial 
transcript relationship to previous testimony 

QOGER, 0 A Division of Licensing 83/03‘I2 2p p 18466 207 
24X Fiche 50-209.83/05/13.03051/0039 


--8305170030 Affidavit of F Kantor re util u.isite technical support ctr b 
nearsite emergency operatiore failllty Both facilities found 
acceptable util currently designing safety parameter 
displays Certificate of Sve enc I 

KANTOR, F Emergency Preparedness Gi inch 83/03/12 6pp 
18466 209 24X Flche 50- 209 , 83/03/13.830 31700 39 


8303180277 Forwards two consultant repts b Itis prepared for GPU mgt re 
mgt competence phase Ltrs clarify repts Sve list end 
BLAKE, E L Shaw, Pittman, Potts b Trowbridge BLAKE, E L 
Metropolitan Edison Co 03/03/16 EDLES, G J . BUCK. J H , KOHL. C N 
Atomic Safety and Licensing Appeal Panel 2llpp JB490 071 24X 

Flche 30-209,03/05/16,8303180277 


8303240216 Advises that 830323 Itr requesting Immediate halt to all 
work at TMI-1 *, 2, w/eicep 1 1 on of malnt necessary for 
safety, will receive c ons i d er a 1 1 on as request for action 
under IOCrR2 206 FR notice end 

DENTON, H R Dffire of Nuclear Reactor Regulation, Director 
03/03/17 king, R Three Mile Island Public Interest Resource 
Center 2pp 10593 306 24X Flche 50-289,83/05/17,8305240216 


— 8303240220 Notice of requast foi action under 1 0OFR2 206 re immediate 
halt to work at TMI-l b S 

DENTON, N f7 Office of Nuclear Reav toi Regulation, Director 
83/05/17 Ip 18393 300 24 X Fiche 30-289,83/05/17.8303240216 


0303200632 Forwar'ds NRC 030519 memo to Commission ie results of NRC 
revalldatlon of NRC position an mgl integrity issues 
GaUDBERG, J R Hearing Branch 2 83/05/19 EDLES. O J , KOHL, C N . 

BUCK.J H Atomic Safety and Licensing Appeal Panel 4pp 
18520 123 24X Fiche 30-209,83/03/19.0305200632 


0305200669 Formal demand for adjudlcatoiy hearing on QL amend re 
steam generator tube repairs b petition to intervene Amend 
presents slgnlfiicant hazards consideration Hearing 
required Certificate of Sve end 

DORDSHQW, J Three Mile Island Aleit 83/03/19 Commissioners 

i4pp 18319 139 24X Flche 30-289.83/03/19.8303200669 


0305240336 Affidavit of HC Rogan cootirming util commitment to activate 
emergency operations facility b staff facility w/emengcncy 
support director within 1 h of site ai ea or general 
emergenty notification or declaration 

ROGAN, R fc General Public Utilities - GPU Service Corp 83/05/20 
4pp 18376 087 24X Flche 50-000-03/05/20,8305240336 


8303240287 Motion for leave to file .affidavit by R Rogan re testing i, 
verl fleet Ion of emergency opeiations -subsequent to Dec 19G2 
Affidavit needed as factual evidence before Commission fo-r 
staffing plan approval W/o enc 1 

ZAHLER.R C Metropolitan Edison Co ZAHLER.R E Shaw, Pittman, 
Potts b Trowbridge 03/03/23 Co.Timi ss lonors 2pp 10348 IIO 

24X Flche 30-289,83/05/23,0305240287 


8305240444 Supplemental comments re immodtato effectiveness of partial 
Initial decision on mgt Issues ASLB credibllitg b TMI-t 
safety questionable In light of new evidence 

DOROSHOW, J Three Mile Island Alert 83/03/23 Comml sslar.ers 

3pp 18374 088 24X Fiche 50-289,03/05/23,0303240444 


8305240449 Metion to reopen rectn d to remedy deficiencies re licensee 
mgt competency b integrity b provide light to enamlne 
relevant niatl evidence In con text of full adjudlcatorg 
hearing 

DOROSHOW, 0 Throe Mile Island Alel t 83/03/23 Atomic Safety and 
Liconsing Appeal Panel 19pp 18573 133 24X Flche 50-209. 

83/03/23. 8305240449 


— 8303240457 Comments on IE Insp Rept 90-209/03-10 b ravlew to revalidate 
NRC pusition re Hartman allegations Conclusions on mgt 
integrity incnnclusive due to open issues identified L not 
considered In revalldatlon program Certificate of Sve end 
DIRCKS.W J Office of the Eiecutive Director for Operations 
83/05/19 PALLADINO, N J . GILINSKV.V , AH EARNS. U F 
Commissioners 6pp 18573 152 24X Fiche 30-289,83/03/23. 

8305240449 
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S30324048^ Farwardi licensee peplij opposing MRC staff brief on review 
of ALaB~ 696 Per B30331 order setting forth briefing schedule 
on emergencg planning issues in restart proceeding 
Certificate of Svc end U/o licensee replg 
ZANLERi R E ShaWi Pittinan> Potts t» Trowbridge S3/OS/23 
Docketing ti Services Branch 4pp 1G372 333 24X 

Flthe 30-207,63/03/23,8303240406 


8303340487 RepIg opposing KRC brief on review of ALAB-67a re emerjencg 
planning RRC should dtsoilss util petition for revieu 
affirm that part of decision being challenged by NRC 
TROWBRIDGE, G F . ZAMUER. R E , R I DC WAY. D A Me trop a 1 1 tan Edison Co 
83/03/23 Commissioners 43pp 18572 070 24X 

Flche 30-207, 83/05/23, 8303240487 


8303240325 Advises of change to Page 7 of MRC 830513 answer to Aambdt 
motion to reopen record, based on mod to inspector 
preliminary conclusion re organliatlon S> structure 

OOUOeERG. J R Hearing Branch 2 83/05/23 EDLES. G 3 , KBHU.C N > 

BUCK, J If Atomic Safety and Licensing Appeal Panel Ip 18571 174 
24X Flche 30-207,83/05/23.0305240523 


B30S2S0202 Forwards licensee response opposing NRC brief on review of 
ALAO-698, filed per Commission 030321 Order CL1'*63— 7 re 
briefing schedule on emergency planning Certificate af Svc 
enc 1 

ZAHLER.R E Sbaw, Pittman. Potts 6 Trowbridge ZAHLERiR £ 
Metropolitan Edison Co 03/05/23 Docketing ti Services Branch 
4pp I8S84 012 24X Flche S0-2B7, 83/05/23, 8305230202 


— 8305250200 Motion to file RE Rogan a f f idavl t> sifppor ting licensee 
response opposing NRC brief on review of ALAB''d>7& 

ZAHLER. R E General Public Utilities - CPU Service Corp 
ZAHLEft, R £ Shaw, Pittman, Potts t, Trowbridge 83/03/23 
Commissioners 2pp 18304 016 24X Fichc 50-287,83/05/83, 

8305230202 


— 8305250225 Response opposing NRC brief on review of ALAB-678 Commission 
should dismiss 830321 petition for review t, affirm ALAD-678. 
authoiiring licensee to organize & staff emergency response 
faulty 

ZAHLER. R E Metropolitan Edison Co ZAHLER. R E Shaw, Pittman, 

Potts b Trowbridge 83/05/23 Commissioners 43pp 10584 022. 
24X Flche 30-209,83/03/23.8303250202 


8305230324 Order permitting parties to restart proceeding to submit 
written comments on NRC "Rept on Insp & Review Effort to 
Revalidate NRC Staff Position re Hartman Allegations" 4, on 
830324 meeting, by 83DS3I t, 830603, re spec 1 1 ve I y 

CHILK, 8 d Office of the Secretary of the Commissioo 83/05/23 
Metropolitan Edison Co 3pp 18372 032 24X Flche 50-289.03/05/23. 

8305230324 


8303270604 Decision ALAO-727, perm 1 1 1 ing restart subj to Commission 
determination re safety of facility operation w/o 
endangering public 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/03/26 
223pp 18643 148 24X Flche 50-289,03/09/26.8305270604 


0 Advisory Committee on Reactor Safeguards reports 4, correspondence 


8305180620 Summary of ACR0 Subcommittees an Metal Components 4c TMI— 1 
030128 meeting In Hashlngton, DC r« review of potential steam 
generatnr generic requirements & current steam generator 
repair program 

* ACRS - Advisory Committee oo Reactor Safeguards 83/04/12 
ACRS - Advisory Committee on Reactor Safeguards I^PP 18504 001 
24X Flche 30-209,83/04/12.8303180620 


Operating license stage documents 4i correspondence 


B303230402 Forwards info on costs incurred from backfittlng t< upgrading 
facil Itiei. per 830210 request Mods categorized NRC-r equlred, 
TMI-Iessons learned or ut 1 1 -In 1 1 tated 

OIECKAMP.H General Public Utilities - CPU Service Carp 83/03/00 
TOURTELLOTTE. J Regulatory Reform Task Foi ce 9pp 10576.318 24X 

Fiche 50-000, 83/03/08. 0305230402 


303270022 Forwards “Rept on Mental Health Effects of TMI Accident ” 
BROMET.E J Pittsburgh. Unlv of 03/03/08 SHANKMAM, S F Site 
Analysis Branch Ip 10634 001 24X Flche 50-320.83/03/03, 

8305270022 


•8305270035 "Psychological Stress Among TMt Area Retldants 4, Mediation 
of Response by Support l« Coping “ 

BAUM. A , SCHAEFFER. M A . COLLINS. D L Uniformed Services Univ of 
the Health Sciences NRC-03-82-123 83/03/08 NRC - No 

Detailed Affiliation Given 34pp 18634 088 24X 

Fiche 30-320,83/03/00,0303270022 


— B30S270040 Forwards final rapt, "Reanalysls of TMI Telephone Survey 
Data ■■ 

HOUTB. P S Pennsylvania State Only NnC-03-82-123 83/03/01 
REGAN. U NRC - No Detailed Affiliation Given Ip 18634 122 
24X Fiche 50-320.83/03/00,0305270022 


”8309270046 "Reanalysls of TMI Telephone Survey Data," final rept 
HDUT8, P S . HILLER, R W . LINOELL.M Pennsylvania State Univ 
83/02/20 NRC - No Detailed Affiliation Given 123pp 
10634 123 24X F 1 cho . 50-320, 83/03/08, 8305270022 


— 8309270040 Draft "Restarting TMI-1 Social 4t Psychological Impacts on 
Coinmunltles " 

SORENSEN, U . SDDERSTROM, J Oak Ridge National Laboratory 
BOLIN. R New Mexlcb State Univ 83/03/08 NRC - No Detailed 
Affiliation Given 207pp 18634 248 24X Fiche 30-320,83/03/08, 

8305270022 


8305070351 Forwards EH Oischel affidavit 4, memo re allegations on 
safety-related mods & tests. Investigation underway 

ARNOLD.R C General Public Utilities - GPU Service Corp 83/04/04 
BARRETT. L General Public Utilities - CPU Service Corp 23pp 
18367 220 24 X Fic ha. 30-289. 83/04/04. 8309090351 


6305230720 Forwards list o-f utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO, N J Commissioners 2pp 18542 272 24X 

Flche. 50-000. 83/04/ 1 1 . B30523O720 


8305110513 Board Notification BN-83-34A provides util response to NRC 
830304 1 tr re resolution of TMI Action Item II. K 3 5, 

''Automatic Trip of Reactor Coolant Pumps " 

EISENHUT, D 0 Division of Licensing 83/04/28 PALLADINO, N , 
OILINSKY.V . AHEARNE.U Commissioners 4pp 18416 345 24X 

Fiche 50-209.03/04/28,8309110513 


8309020455 Generic Ltr 83-19 to all power reactor 4i testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to QLs Svc list enc I 

EISENHUT.OO Division Of Licensing 83/05/02 Consolidated 

Edison Co of New York. Inc SOpp 18441 120 24X 

Fiche 90-000. 83/09/02.0309020459 


0305060365 NO’t 1 f 1 cat i on of 030506 meeting w/StiU Owners Group In 
Setbssda.MD to discuss core barrel failure at Rancho Seco k 
Crystal River 3, future plans for resolving problem 4< 
justification for continued aperatlon 

MINER. 8 Operating Reactors Branch 4 B3/05/02 BTOLZ, J 

Operating Reactors Branch 4 2pp 18393 092 24X 

Flche 90-000,83/09/02,8305060369 


0309060374 Requests Date Design Lab, Inc be approved as consultant to 
perform 2-yT probationary in-depth audit of qual If Icatlon & 
requallf Icatlon training 4, testing program required by A8LB 
620'728 partial initial decision 

HUKILL.H O General Public Utilities - GPU Service Corp 83/09/03 
OENTON.H H Office of Nuclear Reactor Regulation, Director Ip 
10343.166 24X Fiche 90-289.83/03/03,8305060394 


8305090493 Advises that all Info requested by NRC re environ 
qua 1 1 f lea t ion technical evaluation rapt provided in util 
820302,0324 4< 0625 Itrs Addl info bo resolve Category lU 
items will be provided upon request 

HUKILL.H 0 General Public Uttlittes - GPU Service Corp 83/09/03 

STOLZ.U F Operating Reactors Branch 4 ip 18362 353 24X 

Flche 90-289.83/09/03.8309090453 


8303040323 Board Notification 83-057 forwards differing prof opinions 
re syi Interaction 4c safety classlf icatlon Info relates to 
Board Notifications 83-17 b 83-44 re Unresolved Safety Issue 
A-17 

EI8ENHUT.O 9 Division of Licensing 83/05/04 PALLADINO.N 
Commissioners 22pp 18337 139 24X Flche 90-000,83/05/04, 

0305040323 


8305180099 Forwards Amend 85 to License DPH-50, safety evaluation 4i 
notice of Issuance & availability Amend permits controlling 
czplaslve gas mixtures in waste holdup sys by limiting 
hydrogen to SX by vol w/o limit on oxygen concentration 
STOCZ, J F Operating Reactors Branch 4 83/05/05 HUKILL.H D 

General Public Utilities - OPU Service Corp Spp 18903 287 24X 

FIth » 30-287. 83/05/03, 83091 80099 


— 8305180104 Amend 89 to License DPR-90, permitting controlling explosive 
gas mixtures in waste holdup sys by limiting hydrogen to 
3X by vol la/o limit O’n oxygen concentration 
STQLZi U F Operating Reactors Branch 4 83/09/05 4pp 

18903 292 24X fiche 30-207,83/05/03,0305180099 


"6305180126 Safety evaluation supporting Amend 85 to License DPR-80 
* Office of Nuclear Reactor Regulation, Director 83/05/09 2pp 
18903 296 24X Flche 50-289,03/05/05,8309180079 



DOCKETED ITEMS 


--830918012S Notice of issuance (> a va 1 1 ab 1 1 1 1 ij of Amend 09 to License 
DPR-30 

STOLZ> J F Operating Reactors Dranch d 83/05/09 Zpp 
19903 29a 24X Flche 90-299, 03/09/09, 8309 1 80099 


8309120099 FoTieards Training Pi ocedure 62 10-ADM~2604 Oi.ReV J-00, 
"Control of Exams for Units I U 2i " ti Procedure 
6210 -ADM- 26 J O 02, Rev 1-00, "Operator Training Instructor 
Indoctr ina 1 1 on/Qua 1 1 f i cat 1 on Training Program " 

MUKILL, H D General Public Utilities - GPU Service Corp 83/09/06 

STOLZi J F Operating Reactors Dranch 4 Ip 1042B 233 24X 

Ficha 90-289,83/09/06,8309120099 


— 8309120064 Rev 1-00 to Training Procedure 62 10“AD(1~2604 01, "CoTTtrfil of 
Exams for Units 1 t< 2 “ 

* Oeneral Public Utilities - GPU Seivlce Corp 83/04/26 7pp 
18428 234 24X Flche 90-289,83/05/06,8309120099 


— 8309120068 Rev 1-00 to Training Procedure 6210-ADM-2610 02, "Operator 
Training Instructors ti Superviso's " 

» General Public Utilities - GPU Service Corp 83/04/26 16pp 
18428 241 24X Flche 90-289,83/09/06,8309120099 


8309090699 Generic Ltr 83-20 to all operating reactor licensees !< 
holders of CPs re Integrated scheduling for implementation 
of plant mods 8vc list end 

EISENHUT.D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of Neui Vork, Inc 16pp 18627 193 24X 

Flche 90-000> 83/09/09, 8305090699 


8309130069 Foriuards application for amend to License DPn-90, Inc lud Ing 
Tech Spec Change Request 129 Amend permits non-nuclear 
heatup for precrltlcal testing & subsequent operation using 
repaired steam generators 

HUKILL.H D Oanaral Public Utilities - GPU Service Corp 83/09/09 
STOLZtJ F Operating Reactors Dranch 4 2pp 18437 034 24X 

FUha 90-289,83/09/09,8305130069 


— 0309130070 Application to amend App A of License DPR-50, i nc 1 ud 1 ng 
Tech Spec Change Request 125 Amend permits non-nuclear 
heatup for precrltlcal testing subsequent operation using 
repaired steam generators 

KUKILL, li D General Public Utilities - GPU Service Corp 
83/09/09 2pp 18437 036 24X Flche 50-289,83/09/09.8305130069 


— 8305130074 Tech Spec Change Request 123 permitting non-nuclear heatup 
for precrltlcal testing h subsequent operation using 
rcpalrod steam generators 

* Oenoral Public Utilities - GPU Service Corp 03/03/09 7pp 
18437 038 24X Flche 50-289,83/09/09,0305130069 


8309170109 Notification of 830517 meeting ui/utll C-E In Dathesda.HD 
to discuss aspects of steam generator repa 1 r, inc 1 ud 1 ng leak 
test results, PORV 8< pressurlier corioslon t< thlrd-partg 
ravleu 

SILVER, H Operating Reactors Branch 4 83/03/13 3TGLZ, J F 

Operating Reactors Branch 4 2pp 18499 345 24X 

Flche 90-289,83/09/13,8309170105 


8309190198 Clarifies 830331 Ur re reactor coolant pump trip on 25 F 
tubcooling margin ui/respect to qualification of saturation 
margin monitor sgs 8gs evaluated per Generic Ltr 82-33 k 
830419 ltr Schedule for Ine tr umen tat i on upgrading unknoiun 
HURILL.H D Oenoral Public Utilities - GPU Service Corp 83/09/13 
EISENHUT.D, O Division of Licensing Ip 18902 239 24X 

Flche 90-289,83/09/13.0309190159 


B3091B0277 Foruiards two consultant repts k Itrs prepared for GPU mgt re 
mgt competonce phase Ltrs clarlfg repts Svc list end 
BLAKE, E L Shaiu, Pittman, Potts t< Troubildge BLAKE, E L 
Metropolitan Edison Co 03/09/16 EDLES, G J , DUCK, J M , KDHL.C N 
Atomic Safety and Licensing Appeal Panel 211pp 10490 071 B4X 

Flche 90-209,83/09/16,0305180277 


8309200902 Foriuardi matter lists t, sgs component evaluation uiorkshoets 
for NUREO-0737 environ qualification of electrical equipment 
mod* installed In harsh area 

HUKILLiH 0 General Public Utilities - GPU Service Corp 83/09/16 
8T0LZ, J F Operating Reactors Branch 4 83pp 10913 082 24X 

Fiehe 90-289,83/09/16,0309200902 


8309240028 Notification of 030918 meeting y/util In Bethesda, MO to 
discuss steam generator repair aspects of leak test U eddg 
currant test results it POfiV L pressurlier corrosion. 

SILVER, H Operating Reactors Branch 4 83/09/16 8T0LZ, U F, 

Operating Reactors Branch 4 2pp 18977 330 24X 

Flche 50-289,83/09/16,8309240028 


—8309200179 Rev i to Procedure TDR 406, "Steain Generator Tube Rupture 
Procedure Guidelines, " technical data rcpt 

• General Public Utilities - GPU Service Corp 83/05/08 59pp 
10919 005 24X Fiche 90-289, 83/09/ 1 7, &3052O01 73 


8305200632 Forwards NRC 030519 memo to Commission re results of NHC 
rs validation of NRC position on mgt Inlcgritg issues 
GOLDBERG. J R Hearing Dranch 2 03/09/19 EDLES. G J . KDHL.C N , 

BUCK, U H Atomic Safety and Licensing Appeal Panel 4pp 
18920 125 24X FlChe 90-289,83/05,19.6303200632 


8305250588 Responds to 030415 statf requirements memo re schedule for 
decision on license amend request to permit operation of 
steam generators Schedule for decision contingent upon 
outcome of significant haiards determination 

DIRCKSiH U Office of the Executive Director f»r Operations 
03/09/19 CHILK.S J Office of tho Secretary of the Commission 
9pp 18994 337 24X Flche 30-209.63/05,19,0309390588 


— 03 0 9250590 Staff requirements memo re 830415 briefing on otatue of 
TMl-1 steam generator repairs Commission requested info on 
differing dates for decision on license amend request 
depending on significant haiai ds determination 

CHILK.S vl Office of the Secretarg of the Commission 83/04/29 
BIRCKS.N J Office of the Executive Director for Operations ip 
18994 346 24X Flche 90-209,83/05/19,0303390588 


8309290269 Forwards Suppl 1 to, "Rept of Third-Partg Review of THl-1, 
Steam Oenorator Repair " 

HUKILLiH D General Public Utilities ~ GPU Service Corp 63/05/20 
STOLZ, J F Operating Reactors Dranch 4 2pp 1 B992 302 24X 

Flche 30-289.83/05/20,8309250269 


— 8305250271 Suppl 1 to, "Rept of Third-Partg Review of TMt-1, Steam 
OeneratoT Repair " 

BROWN. S D , HOLLAND. B A . KALNINb. A General Public Utilities - 
GPU Service Corp 03/05/16 22pp 18992 304 24X 

Flche 50-289,83/09/20,8305290269 


830926 0094 Provides Info identifying electrixal equipment important 
to safety within scope of 10CFR90 491g) already qualified 
Schedules for qual ! f ica 1 1 on of post-accident instrumentation 
enc 1 

HUKILL.H D General Public Utilities - GPU Service Corp 03/05/20 
DENTON, H R Office of Nuclear Reactor Regulation, Director 3pp 
18999 314 24X Flche 90-289,83/05/20,8305260094 


8309310209 Advises that installation of two Controlatron sonic flow 
devices on each flow path to once-through steam generaters 
satisfies requirements of restart SER <NUREG-0680), 01 1214 
partial Initial decision t, NURCG-0737, Item 11 E 1 

HUKILL.H D General Public Utilities - GPU Service Carp 03/05/24 

6T0LZ, J F Operating Reactors Dranch 4 Ip 18658 199 24X 

Fiche 90-289.83/09/24,8309310205 


8 Inspection reports, IF Hullotlns U correspondence 


0212060385 IE Info Notice 03-14, "Deuiolerod Spent J on Exchange Resin 
Susceptibility to Exothermic Chemical Rcactlan ‘ Svc list 
one 1 

TAYLOR, J M Division of Safeguards t, Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New York. Inc 

!12pp 18300 319 24X Fiche 90-000,83/03/21,8212060385 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc 1 ist and 

JORDAN, E L Division of Emergency Prepaiednoss V Engineering 
Response CPost Q30103) 83/04/15 Consolidated Edison Co of New 

York, Inc l?6pp 18433 159 24X Flche 90-000.83/04/13,8303040021 


8303040023 IE Info Notice 83-22, "DWR Saf e ty/Re I i e f Valve Failures " 
8vc list enc 1 

JQROAN.E L Division of Emergency Prepatadness 6 Engineering 
Response fPoat 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18363 089 24X flche 50-000.03/04/22,8303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/04/25 Consolidated Edison Co of New 

York, Inc !19pp 1B3B1 291 24X Flche 90-000.03/04/25.8303040029 


6309020226 Acl( receipt of 830413 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-2B9/B3-05 
STAROSTCCKl, R Division of Project k Resident Programs 83/04/26 
HUKILL.H D Oenoral Public Utilities - GPU Service Corp 2pp 
19277 296 24X Flche 90-289,83/04/96,8309020226 


8309200173 Forwards Rev 1 to "Steam Generator Tube Rupture Procedure 
Ouldeltnes," technical data rept 

HUKILL.H 0 General Public Utllltlos - GPU Service Corp 83/09/17, 

8T0L2, J F Operating Reactors Branch 4 Ip 18919 004 24X 

Fiehe- 90-289, 83/05/17, 8309200173 
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— a30S020e35 fiespcnits to NRC a.10314 !tr re wolationt noted in IE Ir>sp 
Rept S0-2S9/83-03 Corrective actiori formal action items re 
steam generator tube repair program issued ui/date 
ei t ensions 

HUKILL.H 0 Oeneral Public Utilities - SPU Service Corp 
93'04/I3 Region li Office of Director 3pp 19377 398 34)C 

Fiche 50-2B9. 83/04/36, 03030302241 


8303040026 IE Info Motlce B3-24. "Loose Part, in Secondary Side of 
Steam Ceneratora at PWRs " Sve list encl 

JOROAN, E L Division of Emeigoncg Prepaiedress > Engineering 
Response {Post SGOIOS) S3/04/28 Consolidated Edison Co O'f IMeui 

York. Inc ll3pp 10392 04'r 34Y Ficho SO-OOO, 03/04 /2a, 0303040026 

9303040037 £E Info Notice 33-35, "Standbg Gas Treatment Sgs Heater Higb 
Temp Trip Setpoint Adjustment *' Sve list encl 

JORDAN, E L Division of Emerpeneg Preparedness /, Engineer mg 
Response (Post 0301031 B3/04/2S Consolidated Edison Co of Neu 

York. Inc JlBpp 10392 165 34X Ficlie 50-000,93/04/29,8303040027 


8303110331 Foruprds IE Insp Rept 50-?a9/a3-07 on 030321-24 No 
none omp 1 lance noted 

HARTIH. T T Division of Engineering 6 Technical Programs 03/04/29 

HUttIUL. If 0 General Public Utilities - (3PU Service Corp 2pp 

10406 165 24* Fiche 30-289.03/04/29,3305110331 


--B3051I033B IE Insp Rept 30-209/33-07 on 030321-24 Mo no nc omp I i an c e 
noted llajor areas inspected licensee actions N program to 
repair steam generators A 6 B 

GRAV.E . REYNOLDS. S , DURR.J P Region 1, Office of Director 
83/04/22 6pp 19406 167 24K Fichc 30-28'’, 03/04/29, 8305 1 10331 


9305160194 Forwards IE Insp Rept 50-28'/ /B3-0a on 930220-0329 No 
noncnmpl lance noted 

STAROSTFCK I p ft Division of Project V Resident Programs 03/05/02 
HUKILL.H D (general Public Utilities - GPU Service Carp 2pp 
18445 128 24X Fiche 50-299,03/03/02,8305160194 


— 830SI60199 IE Insp Rept 50-289/83-08 on B30228-0329 No none omp I lanc e 
noted Major areas inspected licensee action on previous insp 
find mgs. p 1 ant op era 1 1 on > LERs IP restart mods 
CONTE, R . RARR.K , O’NEILL. 9 Region 1. Office of Director 
83/04/29 llpp 18445 130 24X Fiche 50-289,83/05/02,0305160194 


8303040020 IE Info Notice 83-26. '"Failute of Sa f e t g /Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " 5vc list encl 

JORDAN. E L Division of Emergoneg Preparedness f. Engineering 
Rssponse (Post 830103) 83/03/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24!C Fiche 50-000,03/03/03,030304 0029 


9303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eguipment ” Svc list encl 

JORDAN.E L Division of Emergencg Preparedness Engineering 
Response {Post 630103) B3/05/04 C ot.go 1 1 dat e d Edison Co of Now 

Yen, Inc n2pp 10382 282 24 Y F i c h e 50-000, 93/05 /04, 0303040030 


8303040031 IE Info Notice 93-28, "Criteria for Protective Action 
Recammendations for General Emergencies Bve list encl 
JORDAN,r L Division of Emergencg Prepaledncss J, Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York, Inc llRpp 18441 001 24* Fiche 50-000, 03/03/04, 9303040031 


9303040033 IE Info Notice 83-29, "'Fuel liinding Caused bg Fuel Rack 
Deformation " Svc list encl 

JORDAN. E L Division bf Emergencg Prepaiedncss It Engineering 
Response (Post 030103) 83/05/D6 Consolidated Edison Co of New 

York, Inc U3pp 10523 240 24X fiche 50-000,83/05/06,9303040033 


9303040034 IE Infn Notice 63-30, '"Misapplication of Generic Emergencg 
Qperdttng Procedures (EBP) Guidelines “ Svc list encl 
JORDAN, E 1 Division of Fmergancg Prepaiedness *, Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc ll4pp 1G524 003 34X Fiihe 50-000.03/05/11,9303040034 


B30523049S Foridards IE Insp Rept 50-209/33-09 on 630328-0400 i, notice 
of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 83/05/13 

HUKILL.H D Genera] Public Utilities - GPU Service Corp 2pp 

18627 001 24X Fiche 50-209.83/05/13,8305250493 


—0303250500 Notice of violation from insf on 830320-0400 

a Region 1, Office of Director 03/05/13 2pp 18627 003 24X 

Fiche 50-289,03/05/13.0305250495 


—8309250505 IC Insp Rept 5O-2B9/03-O9 on 010326-0408 Noncompl iance 
noted failure to reset feeder breakers to safeguards busses 
L failure to adei^uateig Inspect piping 

SISSETTfP I COGANi N , GREGO, H Region I, Office of Director 
83/05/11 9pp 10627 003 24Y Fiche 50-289, 83/05/ 13. 8303250495 


S30S230455 Forwards IE insp Rept 50-289/83-10 on 830420-22 tt 25-28 Nb 
none omp liance noted 

MARTIN.! T Division of Engineering t Technical Programs 83/03/17 

HUKILL.H D General Public Utilities - GPU Service Corp 2pp 

18647 001 24X Fiche 50-289. 03/05/ 1 7. 8303230455 


— 8309230460 IE Insp Rept 90-209/83-10 on 830420-22 t, 29-28 No 
noncompliance noted Major areas inspected conduct of 
operations procedures J< training program re procedural 
adherence for neid emploijees 6 requallflcatlon program 
ALLENSPACHi F R , CAPHTON, D L , COGAN, N J Region 1, Office of 
Director 03/05/16 67pp 10537 200 24X Fiche 90-289.03/05/17, 

0309230459 


B305250183 Feruards IE Insp Rept 90-289/03-10 on 930420-22 t< 25-20 
Joint headquar ter s/Reglon I insp initiated to evaluate 
effectiveness of GPU actions to ensure adherence to 
procedures since Issuance of NUREG-OOBO, 8up p 1 J 
REHM, T A Office of the Executive Director for Operations 
03/09/18 PALLADINQ, N J , GILINSKY.V, AHEARNE, J Commissioners 
Ip 10396 001 24X Ftche 50-289,93/09/1010309250183 


8303040040 IE Info Notice 03-31 , "‘Error In ADLPIPE Computer Program " 
Svc list enc 1 

JORDAN, E L Division of Emergencg Preparedness L Engineering 
Response (Post 830103) B3/05/I9 Consolidated Edison Co Of New 

York, Inc 114pp 18697 009 24X Fiche 90-000.83/09/19,8303040040 


6305260089 Responds to IE Dulletln 02-04, "Deficiencies in Prlmarg 
Containment Electrical Penetration Assemblies " No 
electrical primarg containment penetrations mfg bg Dunksr 
Ramo Co in use at facllttg 

HUKILL.H D General Public Utilities - GPU Service Corp 03/09/20 
Region 1. Office of Director Ip 10599 300 24X 

Fiche 90-289,83/05/20,8305260005 


0303040046 IE Info Notice 93-33, "Nonrep r a s enta t 1 ve Sampling of 
Contaminated Bi 1 " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Past 8301031 03/09/26 Consolidated Edison Co of New 

York, Inc 1 t4pp 18647 007 24X Fiche 50-000.83/05/26,8303040046 


H Periodic bpopatlng reports 6 related cot respondence 


9303020210 Forwards "TMI Aquatic Study , Mon th 1 g Rept for Mar 1983 ” 
RE&SLER.tl C General Public Utilities - GPU Service Corp 83/04/20 
HICKEY, C NRC - No Detailed Affiliation Given Ip 18270 167 
24X Fiche 50-289,03/04/28,8309020210 


--B3O5080219 "TMt Aquatic Stud g . Month I g Rept for Mar 1903 " 

NARDACCI.G A I c h t h go 1 og i c a 1 Associates, Inc 03/04/20 21pp 
18270 168 24X Fiche 50-289,83/04/29,8309020210 


0305060498 Forwards "Annual Environ Operating Rept, 1902, " "Ecological 
Studg of Susquehanna River Near TMI" ti "'Hgdraullc Surveg " 

HJKILL.H 0 General Public Utilities - GPU Service Corp 03/04/29 
Region 1. Office of Dlrec^tor ip 18349 050 24X 

Fiche 30-289,83/04/29.0305060498 


— 8305060460 "Annual Environ Operating Rept, 1982 " 

• Genera) Public Utilities - GPU Service Carp 02/12/31 i8pp 
16349 060 24X Fiche 50-289,83/04/29,8309060458 


— 8305060464 "Hydraulic Surveg," annual rept 

» General public Utl titles - GPU Service Corp 02/06/03 I3pp 
10349 070 24X Fiche 50-289,03/04/29,8305060458 


— 8305060465 "Ecd log leal Studg ef Susquehanna River Near TMI," annual 
rept for 1982 

NARDACCIiG a Ichthyological Associates, fne 33/04/30 633pp 

10349 091 24X Fiche 50-289,03/04/29,8309060450 


0305060649 Forwards "TMI Nuclear Station Radiological Environ 
Monitoring Rept, 1982 " W/o encl 

HUKILL.H 0 General Public Utilities - GPU Service Corp 83/04/29 
Region i. Office of Director Ip 16348 250 34X 

Fiche 90-289.83/04/29,0305060649 


9309270203 "Changes to Sys Zt Procedures Described in FSAR per 
lOCFRSO 59 " 

HUKILL.H 0 General Public Utilities - GPU Service Corp 83/09/10 
HAVNES.R C Region 1, Office Of Director 17pP 18637 244 24X 

Fiche 90-289,93/05/10,0309270203 


8305190240 Forwards monthly operating rept for Apr 1903 

HUKILL.H D General Public Utilities - GPU Service Corp 83/09/13 
MCDONALD. W C Office of Resource Management, Director Ip 
18501 304 24X Fiche 30-289,83/09/13,8305190240 
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—B3091 90247 Monthly operating lept for Apr 1903 

SMYTHi C W General Public Utilities - GPU Service Corp B3/05/13 
lOpp 18301 303 24X Fichc 30-289,03/05/13.0303190240 


8 Reportable occurrences, LERs >/ related correspondence 


0303030436 RD B3-11 on 830326, OHR lA shaft beatings fai led, mak Ing pump 
Inoperable Caused bg design change to punip bearing lube oil 
sgs Sgs returned to original configuration Review Cif 
exiatlng sgs In progress 

HUKIULiH D General Public Utilities - GPU Service Corp 83/04/18 
Region 1, Office of Director 2pp IB306 2'X2 24/ 

Fiche 30-289.83/04/18.0305030436 


8303030095 Forwards LER 83-006/031 -O 

HUKILL.H D General Public Utilities - GPU Bcr.ice Corp 83/04/19 
Region 1, Office of Director Ip 18300 344 24X 

Fiche 30-289.83/04/19.0305030095 


— 0303030127 LER 03-OO6/O3L-O on 830320, no flow e listed through hgdrogen 
& oxggen rotameters of waste gas sgs aiialgier Caused bg 
dirt blockage in regulator 6 flow setting Pump discharge 
pressure regulator setting raised 

SZCZECH.R A General Public Utilities - GPU Service Corp 
03/04/19 Region 1, Office of Dnector 3pp 1B300 343 24X 

Fiche 30-209,83/04/19.8305030093 


B303030102 Forwards LER B3-010/03L-0 

HUKILL.H D General Public Utilities - CPU Service Corp 33/04/20 
Region I, Office of Director Ip 10300 340 24X 

Flcho 30-289,83/04/20.0303030102 


— 3303030112 LER 83-0I0/03L-0 on B3032t, waste gas sgs Hags gas analgier 
alarm indicated incorrect concenti at i on of oxggen Caused bg 
dlrtg amplifier low channel gain potentiometer h switch 
contacts Components cleaned 

SZCZECH.R A General Public Utilities - GPU Service Corp 
83/04/20 Region 1. Office of Dnector 3pp 10300 341 24X 

Fiche 30-289.63/04/20.8303030102 


8303110346 Forwards LER B3-007/0aL-0 

HUKILL.H D General Public Utilities - GPU Service Corp 83/04/23 
Region 1. Office of Director Ip 10406 140 24X 

Fiche 30-207,03/04/23,8303110346 


— 0303110351 LER 03-007 /03L-0 on B30323, automat 1 c termination t< alarm 
failed to occur when dilution flow fell below min setpoint 
during liquid effluent release Caused bg sticking of trip 
Interlock pneumatic relag Procedures modified 
SZCZECH.R A General Public Utilities - CPU Service Corp 
83/04/23 Region 1. Office of Director 2pp 18406 141 a4X 

Flcho 30-289.03/04/23,8303110346 


8303030334 PND-I-03-039 small fire occurred beneath auxllisrg boiler A 
located In turbine bldg Caused bg small amount of oil on 
concrete pad Fire extinguished using hand extinguisher 
CONTE.R • KEIHIO.R Region 1, Office of Director 63/04/26 Ip 
1830B 190 24X Fiche 30-289,83/04/26,0303030534 


8305030094 PNO-I~a3~040 on 030420. protes ters arrived at north gate 
Gate closed access established through south gate No 
press release planned 

CONTE.R , KEIMIO.R Region 1. Office of Director 93/04/2B Ip 
18300 179 24X Fiche 30-289,83/04/28.8303030094 


8303110286 Forwards LER B3-009/03L-0 

HUKILL.H D General Public Utilities - GPU Service Corp 83/04/29 
Region I, Office of Director Ip 16393 231 24X 

Fiche 30-289. 83/04/29, 83031 10286 


— 0303110207 LER 83~009/03L-0 on 830330, dur Ing surve 1 1 lance/ca 1 lb r of 
waste gas sgs. Hags gas analgier. oxggen meter failed to 
respond to calibr gas Cause unknown Halnt checks performed 
& circuit components cleaned 

SZCZECH.R A General Public Utilities - GPU Service Corp 
03/04/29 Region I, Office of Director 2pp 18393 232 24X 

Fiche 30-269,83/04/29,8303110286 


8303110333 Forwards LER 83-01 1/OlT-O 

HUKILL.H D General Public Utilities - GPU Service Corp 83/04/29 
Region 1. Office of Director Ip 16406 173 24X 

Flch*’ 30-209, 03/04/29. 03031 10333 


— 8303110342 LER 83-OlI/OlT-O on 830415, while In long-term shutdown 
DH-PIA shaft bearings fat led. making pump Inoperable Caused 
bg improperig authorlied mod to component 6 inadequate mod 
set up Pump repaired Malnt job tickets reviewed 
STEPHENSON, C J General Public Utilities - GPU Service Corp 
83/04/29 Region I, Office of Director 3pp 18406 174 24X 

Fiche 50-2891 83/04/29. 8303 110333 


8305200547 forwards LER 83-012/03L-0 

HUKILL.H D General Public Utilities - u^U Seivive Corp 63/03/06 
Region 1. Office of Directoi Ip I8SI5 360 24X 

Fiche 30-289,83/05/06,8305200547 


— 830S20033I LER Q3-012/OJL-0 or. 850406 while performing functional 
testing of hgdraulic snubbei s. snubb ei MS-209 Failed to lock 
In tension direction Caused bg damaged piston seal ring 
Snubber overhauled A tested ^atl sfav tor i I g 
SZCZECH R A General Public Utilities - GPU Seivice Corp 
03/03/06 Region 1, Office of Director 3pp 18313 361 24X 

Fiche 50-209,03/05/06.8305200547 


T Hearing transcripts on non-ariti trust raattai s 


8303310071 Transcript oi Commission 03052 4 briefing in Ua..h ington, DC re 
NRC revaluation of mgt competence foi lestart Pp 1-57 
Vtewgraphs enc 1 

» Commissioners 83/03/24 73pp 10663 025 24\ 

Fiche 30-289,83/05/24.8303310071 


U Congress 1 onal . Erecut I ve Correspondence 


8305230703 Urges resolution of remaining questions le Facilltg restart 
Delay in resolving restart issue unacceptable when jobs at 
stake Restart issue should receive high piioiitij this 
Spring 

BROVHILL.J T . MOORHEAD. C J . RITTER. 1) Moose of Rep , Energg 6 
Commerce 03/03/16 PALLADINO.N Commissioners 3pp 18542 317 
24/ Fiche 30-289,83/03/16,0305230703 


8303040138 Forwards proposed ChairmaT. testimony before Udall 
Subcommittee B30406 hearing re developments since Apr 1982 
at TMIi responding to items in Congressmai. Udall 030413 Itr 
U/o proposed testimony 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
83/04/20 DlRCKSi U U Office ot the Executive Oiiector for 
Operations 2pp >8327 011 24X Flcho 30-209.03/04/20,0303040130 


— 0303040145 Enumerates items to be address..! bg Commission at 

Subcommittee on Energg b Environ 830426 oversight hearing on 
major developments at TMI since last hearing in Apr 1982 
UOALL. M K House of Rep , interior I Insulai .Iffalrs 03/04/13 
PALLADINO.N Commissioners 2pp 1832/ 013 24X 

Flcho 30-289,03/04/20,0305040138 


8303230435 Forwards response to Question 2f) in 830223 Itr re NRC 
review Of Bf<W/GPU trial recoid 

PALLADINO.N J Commissioners 83/04/28 UDALl , M K House of Rep , 
Interior f. Insular Affairs 2pp 10542 031 24X 

Fiche 30-289, 03/04 /2B. 8305230 135 


— 0303230440 Informs of dissenting opinion le Commission majority 
decision blocking General Counsel review of D6W/GPU ti lal 
record in TMI-1 restart proceeding Decision will hamper 
ability of Individual Commissioners tu obtain needed info 
GILINSKY.V Commissioners 03/04/07 SIMPSOff.A K Senate, 
Environment V Public Works 2pp 10542 053 r4x 
Fiche 50-209.83/04/20,8303230433 


8303230443 Responds to Chairmon Palladino 830309 request for views 
on legality of Commission decision direiting Eiecutlve 
Director for Operations, rathei than Bfc of General Counsel, 
to revleia D&U/OPU trial record Actions suppoifed 
PLAINE, H H E Office of the General Counsel 03/03/23 
PALLADINO.N .1 . GILINBKY, V , AHEARNF. J Commissioners Spp 
18342 053 24X Fiche 30-209,03/04/28.8303230433 


— 8303230146 Provides Commission i espouse to Commissioner CilinsVy 
830407 Itr disagreeing w/Commlssion majurity decision to 
block General Counsel review of BZ.H/GPU trial record In 
Ttll-t restart proceeding Commission actions justified 
PALLADINO.N J Commissioners 83/04/J9 UDAI L, f1 K House of 
Rep , Interior 6 Insular Affairs 4pp 10542 060 24X 

Fiche 30-289.83/04/20,0303230435 


— B3032G0T5J Disagrees w/Coroml ss i on majoiity views in Chairman Palladino 
830419 Itr justlfijtng Commission decision to block General 
Counsel review of BI.W/GPU Inal record in TI11-I restart 
proceeding 

ASSELSTINE. J K Commissioners 83/04/23 UDALL, M K House of 
Rep , Interior b Insular Affaiis 3pp 10342 064 24X 

Fiche 50-209103/04/28.8305230435 


8305230377 Responds to questions in 830323 lli re steain generator tube 
rupture scenario at TMI-1 t< Subcommi ttce on Oversight <■ 

Investigation 821213 hearing Updated status of 7Ml action 
plan items provided on 030323 

PALLADINO.N J Commissioners 63/03/03 MARKEY, E J House of 
Rep , Interior ^ Insular Affairs Opp 10603 30/ 24X 

Fiche 30-289, 03/03/03, 8303230377 
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-*■9309330386 Requests further res|>ons» to issues in 63013] 1 tr re steam 
generator tube degradation at TMI-1 t Sutcorsmi Ctee an 
Oversight U Invest i gatlon 921313 hearing Updated status of 
TKI action plan items also requested 

MARKEV, E J House of Rep . Interior t. Insulai Affairs 93/03/33 
PAULADIND. N J Commissioners 3pp 18543 019 34)( 

Fiche 50-399,83/03/05. 0305230377 


V Operator Eiaminatlons 


0303130055 Forwards Training Procedure 6210— ADM -2604 01, Rev 1— OOr 
"Control of fciams for Units I (« 2. " 9 Procedure 
6210-ADM'2610 02>Rev t-OOi "Operator Training Instructor 
tndoc trinatlon/Oua 1 1 f iCa 1 1 ori Training Program " 

HUKILL.tl D General Public Utilities - GPU Service Carp 63/03/06 

STOLZiJ F Operating Reactors Orancit 4 Ip 16438 233 24'C 

FUtie 90-299.03/09/06.6305120055 


— 8303130064 Rev t-00 to Training Procedure 6210''ADH-2604 01. "Control of 
Eiams for Units 1*2” 

» General Peiblic Utilities - CPU service CoTp 03/04/36 7pp 
18428 334 24X Fiche 50-289.93/05/06.9305120033 


DOCKET 50-293 PlLOflltt NUCLEAR POWER STATION. UNIT 1 
r Securltg. medical, emergency 6 fire protection plans 


B305050144 Forwards IE Insp Rept 50-393/63-03 on 630301-04 No 
noncompllance noted 

MARTIN.T T Oiulsion of Engineering * Technical Programs 83/04/20 
HARRINGTON, g D Boston Edison Co 2pp 18342 203 34X 

Fiche 90-293. 03/04/20.9305050144 


—6303050151 IE Insp Rept 50-293/83-05 on 930301-04 No npncomp 1 1 ance 
noted Major areas inspected folloiuup of emergency 
prapaiedness Items from prior appraisal performed on 810713- 
24 ti public notiFIcation sgs 

SniTH.R > KILLER. M T , CROCKER. H W Region 1, Office of Director 
93/04/12 l7pp 10343 203 24X Fiche 50-293,83/04/20.8305050144 


IGO-SOSOOSb Responds to 830120 1 tr forwarding Rev 2 to safeguards 
contingency plan Rev consistent u>/prov 1 1 ions of 
I0CFR30 94(p) 6 acceptable 

VASSALtO, D 0 Operating Reactors Branch 2 83/04/32 MORISI.A V 

Ooiton Edison Co Ip 18300 388 24 X Fiche 30-293. 83/04/23. 

8303020096 


□05110034 Generic Ltr 83-21 to all licensees of oparatlng reactors, 
applicants for OLs 6 holders of Cps re c 1 ar 1 f i cat i on of 
access to control procedui es for law onforcemeiit visits 
Svc list end 

EISENHUT. R 0 Division of Licensing 03/03/11 Consolidated 

Edison Co oF New VOTk. Inc 16pp 16540 095 24X 

Fiche 30-000,83/03/11.8305110034 


103170173 Provides schedule for changes tu Tech Specs addressing 
fire protection Issues re smoke tf etec 1 1 on. Ha Ion sgs t/ 
alternate shutdown panels 

HARRINOTON.W 0 Boston Edison Co 63/03/13 VASSALLO. 0 B 
Operating Reactors Branch 2 3pp 16466 3lfi 34X 
Flch* 50-293.93/05/13.6303170173 


305 2 3049 0 Resubmits requests for App R technical !> scheduler 
ei emptl onsi per 830339 meeting w/NRC H/three overslto 
figures Aperture cards are available in FDR 

HARRlNOTON.U 1> Boston Edison Co 93/03/17 VASSALLO. 0 0 
Operating Reactors Rranch 2 36pp IB337 267 24X 

Fiche 30-293.03/05/17.8303230450 


03340371 Notifies that NUREG-0737. Item III A 2 1, "Emergency 
Pr eparedness. upg rad e Emergency Flans to App E. fOCFRSO. " 
completed Item closed 

VASSALLO. D D Operating Reactors Branch 2 63/03/19 

HARRINGTON, H D Boston Edison Co 3pp 10394 217 24X 

Fiche 30-293.83/03/10.9303240371 


General correspondence 


05130153 Requests that HD Harrington be pnmarg recipient of all NRC 
correspondence re License DPA-3S AV Korlsi should be added 
to list for future correspondence addressed to WD Harrington 
t BD Machon tr CJ Mathis should be deleted from list 
fARRINOTON.U 0 Boston Edison Co 93/05/09 VASSALLO. 0 0 
Ipsrating Reactors Branch 2 2pp 18437 176 24X 

1 C h e 90-293, 03/05 / 09. 6305 130153 


J Insurance I, indemnitg information 


6303120059 Forwards Endorsements 77 f. 61 to NELIA Policy NF-ISB 6 
HAELU Policy MF-Se, rospec t i ve 1 y 

BINISI.J H Marsh & McLennan. Inc 83/03/05 SALTZMAN, J D 
Assistant Director for State *> Licensee Relations 3pp 10423 059 
24X Fiche 50-B73. 83/05/09- 8303120039 


P Operating license stage documents U correspondence 


8304180590 Forwards response to questions le single rec i rculot Ion 
loop operation at facllltu 

HARRlNOTON.U D Boston Edison Co 03/04/11 VASSALLO. 0 Q 
Licensing Branch 2 3pp 17999 212 24X Fiche 50-293, 83/04/1 1< 

8304180970 


8309040293 Summary of 830414 meeeting u/utll re plans concerning long- 
term program for scheduling necessary work Items Vlewgraphs 
enc 1 

ECCLEETON. K T Operating Reactors Branch 2 03/04/21 

VASSALLO. 0 a Operating Reactors Branch 2 37pp 10327 032 24X 

Fiche 30-293.83/04/21.8305040295 


6309060266 Forwards Amend 68 to License OPR-35. safety evaluation t< 
notice of issuance *< availability Amend reflects 
Installation of alarm swiltches on torus drywell vacuum 
breakers 

ECCLESrON.K T Operating Reactors Branch 2 83/04/22 MORISI.A V 

Boston Edison Co 2pp 18359 332 24X Fiche 50-293,83/04/22. 

8309060266 


— 6303060279 Amend 60 to License DPR-35, chang 1 ng Tech Specs >< associated 
bases to reflect installation of alarm switches on torus 
drywell vacuum breakers 

VASSALLO, D B Operating Reactors Branch 2 83/04/22 Spp 

10359 334 24X Fiche 30-293.03/04/22,8305060266 


— 6305060267 Safety evaluation supporting Amend 68 to License OPR-39 
» Office of Nuclear Reactor Regulation, Director 83/04/22 2pp 
13339 342 24X Fiche 30-293.93/04/22.0305060266 


— 8309060291 Notice Of issuance t- availability of Amend 68 to License 
DPR -33 

VASSALLO. 0 B Operating Reactors Branch 2 03/04/22 2pp 

18359 344 24X Fiche 30-293,83/04/22.0303060266 


8303120163 Forwards Amend 69 to License DPR-33, safety evaluation it 
notice oF issuance 6 availability Amend Incorporates revs 
to reflect organl latl ona 1 changes re nuclear ac t ivi tins, both 
onsite tt offsite 

ECCLESTOH.K T Operating Reactors Branch 2 83/04/26 MORISI.A V 

Boston Edison Co 2pp 1B435 266 24X Fiche 50-293.03/04/26, 

6305 120 163 


— 6305120169 Amend 69 to License DPR-39, incorporating revs to reflect 
organ! lational changes re nuclear activities, both onsite h 
offsite 

VASSALLO. 0 0 Operating Reactors Branch 2 83/04/26 i3pp 

18435 268 a4X Fiche 30-293,33/04/26.8305120163 


— 83091201BO Safety evaluation supporting Amend 69 to License DPR— 33 
« Office of Nuclear Reactor Regulation, Director 83/04/26 6pp 
16433261 24X Fiche 30-293,83/04/26,8303120163 


— 8309120107 Notice of Issuance 2. availability of Amend 69 to License 
DPR-39 

VASSALLO, D B Operating Reactors Branch 2 03/04/26 2pp 

18439 287 24X Fiche 30-293.83/04/26,8305120163 


0303090200 Foruiards response to NUREO-0737 Item II K 3 13, "RCIC 
Automatic Restart " RCIC sys modified such that reactor high 
water level signal will automat 1 cal ly close RCIC turbine 
steam supply valve, should valve be open 

HARRlNOTON.U D Boston Edison Co 03/04/29 VASSALLO, D D 
Operating Reactors Branch 2 Ip 18363 361 24X 

Fiche 50-293.83/04/29.8303090200 


6303020453 Generic Ltr 03-19 to all power reactor i testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list snc 1 

ISENHUr, D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of Neill Vork, Inc 30pp 18441 120 24X 

Fiche 30-000.63/05/02,3305020453 


6303180197 Forwards Amend 70 to License DPR-33, safety evaluation *> 
notice of issuance & aval lab » 1 1 6 y- Amend revises Tech Specs 
to change critical power ratio limits 6 to increase safety 
relief valve simmer margin 

ECCLESTON.K T Operating Reactors Branch S 83/05/03 MORISI. V A 
Boston Edison Co 2pp 18303 333 24X Fiche 50-293,03/05/03, 

8303160197 
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•8303180204 Am^nd 70 to License nPH-33i i ev 1 5 1 119 Teen Specs to ct)an 9 e min 
critical pnu/er ratio limits !< to increase safety iclief 
valve simmer margin 

VAS3ALUO< 0 R Operating Reactors BrantP 2 83/05'03 Spp 

18303 333 24X Flchc 50-293,83/03/03,830310019/ 


— 0303180216 Safety evaluation supporting Amend 70 to License OPR-35 
* Office of Nuclear Reactor Regulation, Director 83/09/03 Ip 
18503 340 24X Flchc 50-293.83/05/03,8303100197 


— 8303180227 Notice of Issuance availability or Amend /O to License 
DPR-35 

HOQNEy.V L Operating Reactors Branch 3 03/05/03 2 pp 

18303 341 24X Flchc 30-293,83/05/03,8305100197 


03OSO9O6S9 Ocnerlc Ltr 03-20 to all operating reactor licensees // 
holders of CPs re integrated scheduling foi Implementation 
of plant mods 8 vc list encl 

EISENHUT.DO Division of Licensing 03/03/09 Consolidated 
Edison Co of Neiii York, Inc 16pp 18627 153 24X 

Flche 30-000,03/03/09.8303090659 


8303160044 Requests rescheduling of completion date for torus internal 
mods re torus catuatk extension support legs & ring girder/ 
shell uold near T-quenchers to 850221 

HARRINOTON, W D Boston Edison Co 03/03/10 VASSALLO, D D 
Operating Reactors Branch 2 3pp 18453 013 24X 

Flche 30-293,03/03/10,8309160044 


B303I60061 Requests that completion date for scram discharge vol mods 
be modified to 030223 Info to support schedulai relief 
d 1 scutiod 

HARRINOTON, W D Boston Edison Co 03/OS/lO YASSALLO, D 0 
Operating Reactors Branch 2 2pp 10431 045 24X 

Flche 30-293.03/05/10,0305160061 


0305260175 Forwards request foi addl info re NURCG-0737, I tem 1 1 ti 3 20 
on qual 1 f Ication of automatlr deprossur I la t ion sys 
accumulators Response ulthln 45 days 1 equested 

VASSALLO, D B Operating Reactors Branch 2 03/05/11 MORISIiA V 

Boston Edison Co 3pp 18648 110 24X Fiche 50-293,03/05/11, 

8305260179 


0305170345 Notifies that response to 20 questions re "Mark I 
Containment Long-Term Program - Plant Unique Analysis Rept - 
Structural Evaluation,” delayed until 030722, par 830429 & 
0903 telcons 

HARRINOTON, M D Boston Edison Co 03/03/13 VASSALLO, 0 B 
Operating Reactors Branch 2 ip 10463 122 24X 

Flche 30-293,03/09/13,8303170349 


0309170410 Responds to 030202 request for plant-unique calculations 
forming bases for mods to vacuum breakers on Hark t 
containments or jus 11 f 1 cati ons for as-built acceptability, 
per Oenerlc Ltr 03-08 Mod schedule discussed 
HARRINOTON, W D Boston Edison Co 03 / 05/13 EISENHUT, D 0 
Division of Licensing 2pp 10469 200 24X Ficho 50 - 293 , 03 / 09 / 13 , 

8309170410. 


0305190147 Discusses Issuance of revised policy statement re util 
position on NUREO-0737, 1 tom I C 6 , "Verify Performance of 
Operating Experience " Policy will be Integrated into 
existing operations procedure by 83001? 

HARRINOTON, W D Boston Edison Co 03/03/13 VABBALL 0, D B 
Operating Reactors Branch 8 Ip 10902 070 84X 

Flche' 30-293. 83/05/13, 0309190147 


8303240560 Informs that NURCO-0737, I tom II F 1, "Containment High 
Range Radiation Monitor, ” completed Item closed Safety 
evaluation encl 

VA85ALL0, D B Operating Reactors Branch 2 03/05/13 MORIBI.A V 

Boston Edison CO 4pp 18593 356 24X Flche 30-293,83/05/13, 

8305240560 


030520044/ Provides commitment In response to final rule re environ 
qualification of safoty-relatod electrical equipment 
Ouallficatlon plan encl 

HARRINOTON. W D Boston Edison Co 03/03/17 VASSALLO, D D 
Operating Reactors Branch 2 llpp 10316 092 84X 

Fiche 30-293,83/03/17,8305200447 


8305200259 Submits juitl f Icati on for continued operation until environ 
qualification of equipment In Categories I b, II a 6 IV 
qual If led, per 030413 request Info requested on safety 
evaluation Items will be addressed in future ltr 
HARRINOTON, W D Boston Edison Co 83/03/10 VASSALLO. D 0 
Operating Reactors Branch 2 lS4pp 10318 177 24X 

Flche 50-293,83/03/18,0305200259 


8305260130 Informs that NUREO -073'*. i t em [ 1 f 3 49 le depressur nation 
W'Other than automatic d ep p rest ur 1 2 a 1 1 on sys would not 
contribute to plant safety !• no plant design or opereation 
mad required Safety evaluation end 

VASSALLO, D D Operating ReactC'S Branch 2 03/05 10 

HARR INOTON. N D Boston Edison Co 2pp 10649 092 24X 

Fiche 50-293,03/03/10,0305260130 


8309260379 Requests remittance of two Lias-, 111 fees for review of 
830403 application to amend I 1 cense DPR- 39, changing max 
critical powei ratio limits h, increasing safety relief 
valve simmer margin 

DICGB, R M License Fee Hanagement Branch 83/05/30 MORISI.A V 
Boston SiJlson Co Ip 1864 ^ ^50 211 Fiche 50-293 83/05/20, 

8305260379 


Q Inspection 1 eports, IE Bulletins V cui r espondenc e 


8212060305 IE Info Notice 83-14, 'Oeuateied Sport Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ” Sve list 
enc I 

TAYLOR, J M Division of Safeguards f Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of Neu York. Inc 

llSpp 10308 319 24X Flche 90-000. 83/03/21 , 02 1 2060385 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respiiator " 
8 vc list enc 1 

JORDAN, E L Division of Emergency Frepai edness !• Engineering 
Response tPost 030103) 03/04/15 Consolidated Fdtson Co or Neu 

York, Inc 126pp 1B435 199 34'( Fiche SO-OOO. 03/04/ 1 5, 0303040021 


0305030144 Forwards IE Insp Rept 50-293/83-05 on 830301-04 No 
nancompl lance noted 

MARTIN, T T Division of Engineering 6 Technical Programs 03/04/20 
HARRINOTON, N D Boston Edison Co 2pp 10342 203 24X 

Flche 50-293,03/04/20,8309050144 


— 8303050151 IE Insp Rept 50-293/03-05 on 030301 -04 No none omp 1 1 a nc e 
noted Major areas inspected followup of emergency 
preparedness items from prior appialsal performed on 010713- 
24 6 public notification sys 

SMITH, P , MILLER, M T , CROCKER. H W Rugioxi 1, Office of OllectOT 
83/04/12 17pp 10342 205 24V Fluhe SO-293, 03/04/20. 0303030144 


8303040023 IE Info Notice 03-22. "BiyR 0 1 Fc t y /Re 1 1 e t Valve Failures ” 
Sve list one 1 

JORDAN, E L Division of Emergency Pr epa , edtie 5 s A Engineering 
Response (Post 030103) 03/04/2? Consolidated Edison Co of New 

York, [nc II Spp 10303 009 24 X Firhe 50-000,83/04/22.6303040023 


8303040035 IE Info Notice 03-23, "Inopeiabie Containment Atmosphere 
Sensing Bys " Sve list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp 10301 291 24XFiuhp 50-000,83/04/23,8303040025 


0305050250 Updates 030310 response to II Bulletin 83-01. "Check Valve 
Failures In Raw Water Cooling Sys of Diesel Generators ' No 
check valves located in cooling water sys at facility 
Failure mechanism Identified In bulletin not possible 
HARRINGTON, W U Boston Edison Co 8J/04/2/ ALLAN, J Region 1, 
Office of Director Ip 10337 334 24X Fiche 50-293.03/04/27. 

03O9OSO25O 


8305060029 Notification of signiricant lict-nsae 830910 meeting in 
Boston, MA to discuss performance Impi ovCAient piogram 
ELSAS5ER, T C Region I, Office of Dliector 83/04/27 Region 1, 
Office of Director Ip 10394 308 24X Fiche 50 293, 83/04/P7 , 

0309060029 


8303040026 IE Info Notice 03-24, "Loose Pji'ts in Secondary Side of 
Steam Generators at PURs " Sve list encl 

JORDAN, E L Division of Emergency Prop s i od no s s 6 Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of Neu 

York, Inc 119pp 18382 047 24X Fiche 50-000,63/04/20,0303040026 


8303040(327 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN, C L Division of Eroorgoncy Preparedness fc Engineering 
Response (Post 630103) 93/04/20 Con s o 1 1 d a t ed Edison Co of Neu 

York, Inc liapp 10382 165 24 X Flche 30-000,03/04/20,030304 0027 


0305160137 Forwards IE Insp Rept 50-293/03-07 on 630322-0410 t, notice 
of violation 

STAROSTfCKI, R Division of Project U ResiJont Programs 03/05/02 
HARRINOTON.W 0 Boston Edison Co 2pp 10446 040 24X 

Flche 50-293. 03/05/0?, 0305160137 


— 030516013? Notice of violation from n,sp on 030322-0418 

* Division of Project t. Resident Prngi ams 83/09/02 ip 
10446 030 24X Fiche 50-293,03/05/03 8305160137 
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— 6303160145 £E Insp Rept 50-293 '03-0/ an 830322-0418 tlonc amp 1 1 a tic « 
natsd fatluie ta atation procecu'e for insp it. 

clBaninq of atrandbv gas treatment »(fs inlet plenum 
JOHNSON J . EICHENHOLZ.H flea ion 1- Office at Director 
ELSASSER.T Oivisiori of Project i ResiPent Programs ea/Of '28 
!5pp IG446 051 24X FlChe 50-293. 63 '05/02, 6303 1 60137 


8303040026 JC Info Notice 83-26. "FaiJuie of 3a f e t g /Re 11 e f Valve 
Oiscliarge Line Vacuum Breakeis ” Sve list eocl 

jaROAN. E L Division of tmeigencg Prepareaness i Engineering 
Response CPost 830-103) 83/03/03 Coi i so 1 i da t e tf Edison Co of New 

Vort, Inc 122pp 1B441 170 24t Fiche 50-000.63/03/03,8303040020 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Agairist Plant 
Equipment *' Eve list ercl 

JORDAN. E L Division of Emergency Prepai edoess i. Engineering 
Respanse (Post B3Q103I 63/05/04 C a naa 1 id ate 4 Edison Co of New 

Vorlr, tnc 112PP 18362 282 24 < Pichp 50-000.63/03/04,6303040030 


8303040031 IE Info Notice 83-26, "Cnteiia foi Protective Action 
RecbmmeTidations for ffeneral Emergencies ' Sve list encl 
JORDAN, E L Division of Emergency Preparedness t- Engineering 
Resoanse 'Post 830103) 8J/U3/04 Consolidated Edison Ca of Nej 

York. Inc llRpp 18441 OOl 24X Fich. 30-000.83/05/04,8303040031 


0303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list ercl 

JORDAN. E L DivislDii of En>eigericy Preparedness t Engineering 
Response (Post 6301(03) 63/05/06 Consolidated Edison Co of Neu 

York, (nc I15pp 18323 248 24X Fiche 50-000.63/03/06,0303040033 


0303040034 JE Info Notice 03-30, "111 sapp it ca 1 1 on of Qenenc Emargency 

Operating Procedures 1E0PJ Guidelines *' Sve list end 
JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of Neui 

York. Itic 114pp 18524 003 StX FiChe 50-000.83/05/11.6303040034 


6303230429 Ack receipt of S304J7 Itr iniorming NRC or steps taken to 
correct violations nated in IE Insp Rept 50-293/63-03 
STAROSTECKI, R Division of Pt eject /, Resident Programs 03/05/13 

HARRINGTON. N S Boston Edison Co ip 1653B 215 24X 

Fiche 50-293.03/05/13,6305230429 


— 0309230434 Responds to NRC 930329 Itr ib violations noted kn IE Insp 
Rept 50-293/63-03 Corrective actions personnel counseled on 
procedural adherence re radiation samples not taken or 
counted 1 Memo CR 83-39 Issued concoFning nonadherence 
HARRINGTON, W D Dos tun Ed k son Co D3/04/S7 STARQSTECK I . R 

Division of Project U Resident Programs 3p p 1093B 216 24X 

Fiche 50-293,63/05/13.6303230429 


8305270073 Provides c I ar i f 1 ca t i on re prior IF bulletin correspondence 
Inaccuracy due to brief revieiu time alLoued by IE Bulletin 
30-01 No consequence to safety evident Expanded sampling 
of bulletin review being Implemented 

HARfilNGTON.W D Boston Edison Co 83/05/13 ALLAN, J Region I, 
Office of Director 3pp 16638 2F2 24X Fiche 50-093.83/05/13, 

8303270073 


6303040040 IE Info Notice 83-31. "Eri oi in ADLPIPE Computer Program ' 
Sve list enc 1 

JORDAN, F L Division of Emergency Preparedness x. Engineering 
Response (Post 630103) 63/05/19 Consolidated Edison Co of Neuj 

York, Inc 114pp 13697 009 24 X Fiche 50-000,63/05/19,8303040040 


□303040046 IE Info Notice 83-33. ■Nonr epi e s enla t i ve Sampling of 
Contaml-nated oil " Sve list encl 

JORDANtE L Division of Emergency FrepaiedneSv /. Engineering 
Respansr (Post 830103) S3/OS/26 Consolidated Edison Co of Neu 

Vorit, Inc 114pp 18647 007 24* Fiche 50-000.63/03/26,8303040046 


. Periodic operating leports t related coi i espondenc e 


]3O3020134 Forwards photograpliic matl fi am 1981 A 82 annual main 
breaksiater surveys Survey for 1963 in progress Aerial 
portion kdiJ) be postponed wtiile review of 830226 request in 
progress 

HARRINGTON, H D Boston Edison Co BJ/OA/PA VASSALIO, D D 
Operating Reactors Drench 2 Ip 182/8 218 04X 

Fiche 50-293.63/04/26,9305020134 


I30SID0138 Forwards “Marine Ecology Studies re Operation of Pilgrim 
Stati on. Semi annua 1 Rept 21,1982 " 

HARRIMOrON, W D Boston Edison Co 83/04/29 Environmental 

Protection Agency 2pp 16376 004 24*; Fiche 50-293,83/04/29, 

83031 00 136 


-0305100144 "Marine Ecology Studies re Operation of Pilgrim Station, 
Semiannual Rept 21. 1982 " 

ANDERSON. R D , SCOTTDN, L N Boston Edison Cd NJC3-EI 83/04/30 
4Hpp 18376 006 24X Fiche 50-293.63/04/59,03031(30130 


0305160134 Forwards "Environ Radiological Monitoring Program far 1903, 
Rept 15 

HARRINOTONiH 0 Doston Edison Co 83/05/09 ALLAN. J Region 1, 
Office of Director Ip 16447 231 24X Fiche 50-293,83/05/09, 

8303160134 


— 8303160136 "Environ Radiological Monitoring Program 1982," Rept 15 
* Boston Edison Co 03/04/30 1S0PP 18447 232 24X 

Fiche SO-293. 83/05/09. 830S160134 


8305230535 Forwards "NPDES Discharge Maiiltoring Rept.Jan-Mar 1983 “ 
MATHIS, C J Doston Edison Co 83/05/12 Environmental Protection 

Agency MCMAHON, T C Massachusetts, Commonwealth of. Ip 
16537 062 24X Fiche 50-293,63/05/12.8305230535 


— B3O5230537 "NPDES Discharge Monitoring Rept.Jan-Mar 1983 " 

MATHIS. C J Doston Edison Co 03/05/13 16pp 16537 064 B4X 
Fiche 50-293,83/05/12,6305230535 


6305170529 Forwards monthly operating rept for Apr 1903 

HARRINGTON, W D Boston Edison Co 83/03/13 Director's Office, 
Office of Inspection and Enforcement Ip 18467 027 24X 

Fiche 30-293,63/05/13,8305170529 


— 0305170533 Monthly operating rept for Apr 1983 

WHITNEY. 0 G Doston Edison Co 03/05/13 6pp 18467 020 24X 

Fiche 50-293,03/09/13,0305170529 


S Reportable occurrences, UERs J. related correspondence 


830411069b Forwards LER 83-010/03L-0 

MATHIS, C J Boston Edison Gu 03/03/24 HAYNES. R C Region 1, 
Office Of Director Ip 17914 059 24X Fiche 50-293,03/03/24, 

0304110696 


— 0304110706 LER 83-OlO/OaL-O on 030228, two of four motor operator 
mounting cap screws found backed out of core spray valve 
MDU 1400-4A Caused by sys vibration Cap screws Installed 
lii/thread compound applied Redundant MOV 1400-4D inspected 
NHITNEY, G 0 Doston Edison Co 03/03/24 Region 1> Office of 
Director 2pp 17914060 24X Fiche 50-293.03/03/24,0304110696 


8305110334 Forwards LER a3-O15/03L-0 

HARRINGTON. W D Boston Edison Co 03/04/25 Region 1. Office of 
Director Ip 16406 177 24X Fiche 50-293,03/04/25,0305110334 


— B3051 10341 LER 03-O15/O3L-a on 03033 1 , s tand b y gas treatment sys train 
opened w/o proving oparability of redundant train Caused by 
ml senmmunlca t ion between Insp crew 6 control roopi Need for 
proper communications emphasiied 

WHITNEY, G 0 Boston Edison Co 03/04/25 Region 1, Office of 
DErectop Ip 10406 176 24X Fiche 50-293, 83/04/25, 03091 10334 


0305110356 Forwards LER 03-O14/O3L-O 

HARRINGTON, W 0 Boston Edison Co 03/04/25 Region 1, Office of 
Director Ip 18406 130 24X Flcha 90-293, 83/04 /25, 83031 10396 


— 83&S1I0363 LER 03-O14/O3L-O on 630329, drywel 1 airborne leak detection 
sys {C'19) particulate channel found reading downscale 
Caused by loose connector pin Pin repaired b unit returned 
to SVC 

WMITNEV.O O Doston Edison Co 83/04/25 Region 1, Office of 
Director Ip 10406 13£ 24X Fiche 50-293,83/04/23,6303110336 


8305110304 Forwards LER a3-Ot7/03L-0 

HARRINGTON, W 0 Doston Edison Co 03/04/25 Region 1, Office of 
Director Ip 10406 199 24X Fiche 30-293,83/04/23,0305110384 


—6305110392 LER e3-017/03L-0 on 6304D3, d r y we 1 1 airborne leak detection 
sys (C-19) found inoperable Caused by overheated sample air 
due to improper thermostatic control of heat tracing for 
sample lines Lagging on lines removed 

WHITNEY, 0 Q Doston Edison Co 03/04/23 Region 1, Office of 
Director Ip 18406200 24X Flcha 50-293,03/04/23.0305110384 


0303230316 Forwards LER 83-016/03L-0 

HARRINGTON, W D Dastpn Edison Co 63/04/27 Region 1, Office of 
Director Ip 10537 011 a4X Flcha 30-293.83/04/27,0303230916 


—6303230321 LER e3-016/OaL-0 on 030402, over 1 oad annunciation received 
when (109-220-2 switched open during scram recovery Probably 
caused by spurious annunciator from overload mechanism in 
Cutlei -Hammer motor control c tr Valve returned to sve 
WHITNEY, 0 O Doston Edison Co 03/04/27 Region 1, Office of 
Director ip 18337 312 24X Fiche 30-293,03/04/27,0303230916 
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03O91&O14!> Telecopy UER Q3-OSC/01X-0 on 630^tjP, da 1 1 y sui v e 1 1 lance 
tsetlng per Tech Spec Section 4 li D not perforited Caueed 
py failure to revise procedui es i inadveitenl removal of 
sections from Tech Specs Procedures revised 

<}RAHA(1< E T Dos ton Edison Co 83/OS/OS Red ion 1> Office of 

Director Ip 18446 085 S4X Fiche 90-273,83/05/02.8305160143 


S30S 190024 Forwards LEH 03-022/031-0 

HARRINCTON.U D Doston Edison Co 83 / 05/04 Region 1 , Office of 

Director Ip 18302 041 24 X Fiche 90 - 273 , 83 / 05 / 04.8305190021 


—0305190029 LER 83-OS2/03L-0 on 8304 13. o/or load on valve motor 1301-17 
resulted in loss of high pi ossiire core cooling backup 
capability Caused by oiidation in motor end bell ft motor 
brushes. due to humidity caused by leaking valve peeling 
CROlfDER. vl D Doston Edison Co 83/05/04 Region 1. Office of 

Director Ip 10502 042 24X Fiche 50-293.83/03/04,8305190024 


8305230333 Forwards LER 83-018/03L-0 

HARRINOTON. U D Boston Edison Co 83/03/04 Region 1. Office of 

Director Ip 18537 060 24X Fiche 50-293,83/05/04.8305230333 


— 0303230330 LER S3-0iS/03L-0 on 830408, dui I ng insp standby gas treatment 
sys B heater contact £. wiring found burnt, i endei ing sys 
Inoparablo Caused by high resistance due to loose wires 
at contactor terminal Contactor <> wiies replaced 
ORAHAH, E T Doston Edison Co 83/09/04 Region I, Office of 

Director ip 18937 061 24X rivhd 50-293.83/03/04,8303230333 


8305190176 Forwards LER 83-021 /03L-0 

HARRINGTON, W D Boston Edison Co 81/05/09 Region I. Office of 
Director Ip 18502 257 24X Fiche 90-293.83/05/07,8305190176 


-0305190181 LER 83-021 /03L-0 on 8304 1 1, dur i ng Surveillance Teat B 7 4 3, 
primary containment Isolation valve A0-b033Q failed to meet 
10-s closing time requirements Caused by lubi leant 
infiltrating solenoid valve components Components replaced 
DRIXET, P Doston Edison Co 83/09/09 Region 1. Office of 
Director 2pp 18502 258 24X Fiche 50-293,81/05/09.8305190176 


8305190326 Forwards updated LER 02-008/01 X -1 

HARRINOTON, W D Boston Edison Co 83/05/09 Region 1, Office of 
Director Ip 18500 310 24X Fiche 50-293,83/09/09.8309190326 


— 8305190330 Updated LER a2-008/01X-i on 820331. HPCl injection valve 
KO-2301-8 failed to open In required manner Caused by 
missing wire jumper Intended to bypass motor operator torque 
switch Jumper installed ti valve tested satisfactorily 
VENDER. J Doston Edison Co 83/09/09 Region I. Office of 
Director 2pp ISSOO 319 24X Flchc 90-293.83/03/09,8305190326 


8309230509 Forwards updated LER 03-0I4/03X-1 

HARRINOTON, W 0 Boston Edison Co 81/03/09 Region I. Office of 
Director Ip 18537 324 24X Fiche 30-293.83/03/09,8309230509 


—8309230515 Updated LER a3-OI4/03X-l on 830329. dr ywe 11 airborne leak 
detection sys <C-19> particulate channel found reading 
downscale Caused by loose connector pin Pin repaired 
WHITNEY. 0 0 Boston Edison Co 83/05/09 Region 1, Office of 
Director Ip 18937 325 24 X Fiche 50-293,83/05/09,8305230309 


DOCKET 30-293 ZION NUCLEAR POWER STATION. UNIT I 


F Security, medical, emergency fire protection plans 


S305100122 Forwards post-e cere 1 se evaluation for 810729 o xerc i se, f Inal 
rept of reexercise on B11007 ft final exercise repb of 830118 
exercise No significant deficiencies cited 
KRlKNiR W Federal Emergency Management Agency 83/04/08 
JORDAN, E L Division of Emergency Piepaiedness t Engineering 
Response (Post 8301031 app 18375 040 24X Fiche 50-299,83/04/08, 

8303100122 


“-S309100126 "Zion Nuclear Oencrating Station Small-Scale Joint Emergency 
Exercise, 8301 18, " final rept 

e Federal Emergency Management Agency 83/03/04 7tpp 
18373 050 84X Fiche 90-293.83/04/08,8303100122 


—8303100131 "Zion Nuclear Power Station Becxerc I sc. Ml/Kenosha County 
(Small-Scale) 811007," final rept 

* Federal Emergency Managanient Agency 82/04/30 32pp 
18379 121 24X Fiche 30-295.83/04/00.8305100122 


—8303100136 "Post-Exercise Evaluat ion, Exei c i se of State & Local 
Radiological Emergency Response Plane for IL ft WI (Near Zion 
Nuclear Power Station) " 

e Federal Emergency Management Agency 61/07/27 44pp 
1B379 153 24 X Fiche 50-295,33/04/08,830310012? 


030503007v- heltsse. pubJJ'' ei.,Ii'r Or r.v cmeigericy plan 
imp lemeri 1 1 ng procedure 

FELTON. >11 Ui.isiun of Pules and he aide dJ. C4,22 Document 
Management Branch Ip 1832c. 103 1< f jvhe 50-305 83/04/2?. 

83030303 


— 830503008 , Forwards public version ok f’ev 5 tb Emergency Plan 
Implementing Piocedure LPIP ., 40 - 1 . ‘Fmeigency Cvmnuiucatl one 
Sys •' Operational Tests 

PLIML 0 Commonwealth Edison uo Bj >'4 '06 PfNTON H R NRC - Mo 
Detailed nf filiation Given ip IB-Vb 104 ?4X 

Fiche 30-295,83/04/22, e305U100’’6 


--B30S0300vi Public 'erst on of Rev 5 to E.iieigency Plan Implementing 
Procedure EPIP 440-1. '’EniBi qeilcy C ommuii i v a 1 1 on s Sys f. 

Operational Tests " Piocedure Chitigu Ruquesl A-B3~3I enc 1 
NVKIRK.J 11 Commonwealth t-dieon Co PI 03/25 3pp 18326 105 
24X Fiche 50-275, 03/04/?^. n M5(>300> 


B305030104 Releases public /ersiun of rs . to einergeiivy plan 
Implementing procedure 

FELTON, J M Division Of Rules and Rev or 's C3/04 '_>£ Docu.nent 

Management Branch Ip 18309 354 ^.ix Fiche 50-295.83/04/22. 
8303030104 


— 8309030114 Forwaids public vei-ion of Re 11 to ei.ei geney Plan 
Implementing Procedure FPIP 3^0-1. "/if 1 1 > a 1 1 un of Oendrating 
Station Emergency Plan Station Group " 

PLIML. G Commonwealth Ldl'aii Co 87 / 04 'On DENT OH, H R MRC - No 
Detailed Affiliation Given Ip 10307 .'35 24 / 

Fiche SO-295 81/04/22, 8J050.0 1(14 


— 83090301)’ Public version of Rev 11 ft. r.iiergeiuy I Ian Implementing 
Procedui c EPIP 320- J, "Aclivatioti r** neiafing Station 
Emergency Plan Station Group " Prtc«d"te Change Request 
A- 83-80 end 

NYKIRKi J U Lommonuea 1th Edison Co ti'>, 01/25 '/pp 18309 356 
24X Fiche 90-295, 83/04 /P? 63050301/4 


8305060673 Rclc.ises public .eision of <ev 1. emeigeiuy plan 
imp 1 ament I ny procedure 

FELTON,) M Division of Rules and P- cm'. 03'u 4/2S Docufliarit 

Management Branch Ip lSJ5' 326 '’4* Fiche '■‘>-295. 83/'04/25 

83050606/3 


--830S060679 Foruaids public version of Ret 5 tc t.meigency Plan 
Implementing Procedure FPIP ngo-a’ Tiuitun Fa.eiqency Kit S 
Eraergenfit Upciations Facility Rad i ol og i l a I Fquipnont " 

Procedure change lequesi en> I 

PLIML. G Cummonwea Ith tdisor. Co hl'i'l'O? DINTON.H R MRC - No 
Detailed Af 1 1 1 lati 0,11 Given 3pp ItlJj/ 32/ ?4X 

Fiche 50-275.83/04/25,83050606/3 


— 8305060686 Public version iJt Rc 5 lu f.hti jviuy PI an Implementing 
Procedure EPIP 330-2, •■Finvtvn (rntriieii'y hit ' tii.eigency 
Operations Facility Rad 1 .. 1 (19 1 c al {q'np.ient ' 

* Commonwealth Ed 1 aotl Co b3/O.i.'O0 5pp 11335/ 330 24x 

Fiche 50 -295, 83/04/23. 83050606/3 


8309060410 Foi wards IC Safeguaids Insp Hep ti 50 273,0j~O6 ft 
50-304/BJ-0/ on 830313 ft notice of viulatun Hvtitc of 
violation withheld (ref lOFFR/S 21 1 

KEPPLER.J G Region 3. Offl-e of Uii.-lC.‘i {;.1'0 5'Ci3 O 'CONNOR, J J 
Commonwealth Edison Co 3 pp 1 834 I ?” 24 < Firho S0-S95. 

03/05/03. 8305060410 


— 8305060118 tc Safeguards Ir.Sv Reptt 1"« -’‘•'-,u3-06 ’ 50 JO4/03-O7 pn 
830315 Noncomp 1 lanc e noted unauthoi 1 1 ed entry laitn 
protected 1< vital area f, failure tu 'dpi safeguards event 
Details withheld (ref I0CrH73 'll 

DELANGEH.J L . MADE DA, T J . CRF.EI’, J H RpglDii 3. Office of 

D1 recto I 83/04/29 tp 10J43 24? 241 Fiche 30-295,83/05/03. 

8305060410 


8305110034 Generic Lti 83-2, 1.. al, li.en-ii,, of cpeiating reactois. 
applicants for OLS ft holdeis of CPs re v lui 1 1 icat ion of 
access to contiol procedures foi 1 ,w ri.Fni , imei't visits 
Sve list end 

EI6ENHU1.DC Division of Livensiiig 0!/"'t/ll Consolidated 

Edison (.0 of New York, ine I6pp 18540 095 r4x 
Fiche 3()~00(). 03/05/ U . 83051 10034 


8303240246 Advises tnat requi 1 ( itienls of NiH-fi. 01 1 / Item HI A 2 1. 
“Emergency Pi eparednes s. Upyi ude tnutd'uc’j Plain, i'- Meet 
App E tP lOCFRSO. " satisfied 

VARGA, S A Operating Heaflris BiaUvh I 73/05.16 lARRAR.D L 
Commonwpsltb Fdlson Co Ipp ie5'/3 lO" ?4< Fifh.’ 50 - 273 . 03 /( 16 / 16 , 
0303240246 
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J ]n4urarc« 'i indemniti; mformstior 


8305230500 foruardi End orsajnenl 14'? to NELIA Policy NF-43 & EndorsemBTit 
12! to MAtLU Policy MF -22 for Diesaen Hr 1 1 1 tj Endorsement 
63 to NFLIA Policy NF-201 ^ Er 0 ors em en t S3 to KAELU Policy 
MF-64 for Zion Ufil t 1 U/o end Ouao Cities ond or seme n t s 
OSTEPi J Comnonuiecil tl) Edison Co 63 ''os/i 3 SALTZKANi J Assistant 

Director for State *• Licensee Reialiona Spp 18537 174 24 X 

Fiche 50-000- 83/03/ 13, 0305230500 


□ Advisoi y Conimiteee on Re<ecti>i La f eg ua i d s rcpaits f- correspondence 


B305I60246 Comments on 55NRP risk gnatysie Risks from seismic everts 
should be analyied separately from internal everts lo/results 
treated independently Only uppei limits need he estimated to 
determine if risks acceptable 

DAVtS-P N Afriliation Unkroun DAVIS, P R ACR5 - Advisory 
Committee on fieactor Safeguaids 83/04/16 OltRENT, D ACRS - 
Advisory Committee on Reactoi SafeijoaidS Jp 18472 001 24X 

Fiche 30-275. 83/04/ 16, B3D5160246 


P Operating license stage docua-ents / cart espordence 


8303300001 Forieards Amends 82 f, 72 ta Licenses CPB-SR h DPR-4a. 
respectively C, notice cf issuance t, availability Amends 
delete nonrad iolog 1 ca I leater qua 1 1 ty - 1 e la t ed requirements 
VARGA- S A Operating Hoacturs Branch I 03/03/11 FAHRARi 0 L 
Comraonsjealth Edisan Co 3pp 17731 P92 24X Fiche 50-273,03/03/11, 

8303300001 


— 0303300002 Amends 02 ti 72 to Licenses rPR-39 t EPH-4B, r Dtp e c 1 1 ve I y. 
deletiiiy noiii ad 1 1 > t og i c a I uiatei qua 1 1 1 y-i e I ated requirements 
VARGA, S A Operating Reactoi s Branch i 83/03/11 61pp 
17751 2V5 24X Fiche SD-P 95, 83 /03/ 11 . B30330000 1 


-—6303300001 Notice of Issuance f. avsilatility of Amends 82 72 to 

Llcentes DPR-39 <■ DPR-dS, re s p oc 1 1 VB 1 y 

VARGA, S A Operating Reactors Blanch i 83/03/1 t 2pp 
17751 356 24X FUlie 50-29 5, 83 /03/ 1 I , B30330000 1 


8304270053 Agrees u/e30'3l] 1 tr d emcii s 1 1 a 1 1 ng that Tech bpecs indicate 

conditions under uhleh protection sys channels may be 
bypassed during coolidoiun Resieu closed 

VARGA, S A Operating Reactors Branch 1 83/04/12 FARRAR. D L 

Commonuealth Edison Co 2p p 18254 150 24 X Fiche 50-295.03/04/12, 

8304270053 


1303180691 Foriaards revised ordet aiodifying conipletion dates for 
NUBEG-0737. Items 110 2, -Plant Shielding," 1103. "Post 
Accident Sampling" ti I I F 1 2. "Accident rtonitoring 
Instrumentation " 

VARGA. 8 A Operating Reactors Branch i 83/04/38 FARRAR. D L 
Commonuealth Edison Co 2p p 18505 181 24X Fiche 50-275.63/04/26, 

8305180691 


-6305180/02 Revised order modifying ud.npLation dates for NUREO-0737. 
Items II 0 2, "Plant Shtelding, ’ fl I. 3. "Post-Accident 
Sampling" *. I! F 1 2. “Accident flonitoiing I n s t rumen ta t ( on, " 
per Generic Ltrs 62-03 t, 02-10 

-EISENllur. D <> Division or Licensing 83/04/28 Commonyea 1 th 

Edison Co 9pp 18505 183 24' i-tchf 50-275. 83/04 /SB, 030518069 1 


,305020454 Oener I c Lti 83-19 to .ill poyei leectoi i testing licensees 
re ney procedures for providing public nntice concerning 
Issuance of amends to OLs Sve list enc I 

ISENHUT. D & Division of Licensing BJ/OS/02 Cons a 1 1 da ted 

Edisan Co of New Vort, liit SOpp 1R441 120 24X 

Fiche 50-000.63/05/02,83050304 3 5 


305040317 Responds to NRC request foi addl info re 7(11 action plan 
Items Natl supports util positini, chat nonssf « t y-i e 1 a ted 
equlpaient falls outside siopr of Franklin Research Ctr 
revley Justlf i c ation not mecessai y 

LENTINE. F ff Commonwealth Edison Co 83/03/02 BENTON, H R Office 
of Nuclear Reactor Regulation. DirecCur 2pp 16323 289 24X 

Fiche 50-395,83/05/02,830304031-’ 


305110144 Act receipt of 030319 I tr. pi u vi rt i iig basis for not paying 
addl far for 801107 application re assurance of i edundancy 
in OHR capability Fees include cost of prof staff hours 
expended t. associated contraitual svci Addl fee due 

NILLER.U 0 License Fee Haiidgement Oi anrh 83/03/03 LENtINEiF O 
Commonwealth Edison Co 2pp 18421 347 247 Fiche 50-275,83/03/03. 

S30S1 10144 


303090639 Generic Ltr B3-20 to all opeialing reactoi licensees $< 
holders of CFs re integrated scheduling ioi i mp I einentat i on 
of plant mods Sve list end 

EI8ENKUT.D0 Oivtsipn of Lltensing 83,05/09 Consolidated 
Edison Co oFNeuYplti. Inc I6pp IS6.’/ 133 24/ 

Fiche 50-000,63/05/09.8305090659 


0305170210 Foriuards response to 830308 f 0317 requests for addl 
info re NURE0-07a7, I terns 1 f F I 4, "Containment Pressure 
Monitor." 1 1 F I 5. “Containment Water Level Monitor" t. 

1 1 F I 6. "Containment Hydrogen Monitor " 

UENTINE, r 0 Commonwealth Edison Co 83/0a/13 DENTPN, H R Office 
of Nuclear Reactor Regulation. Director Bpp 18466 332 24X 

Fiche 50-295,83/05/13,8305170210 


8309240506 Forwards fee for Amends 63 5 62 to Licenses DPR-39 t. DPB-4B. 
respectively 

LENTINE.F 0 Commonwealth Edison Co 83/09/18 MILLER, W O 
License Fee Management Branch 2pp 10371 264 24X 

Fiche 50-295.83/05/18,6305240506 


6309240473 Provides addl Info re probabilistic safety s tud y . d i sc us s od 
during 83033] NRC site visit Formal document verification of 
fan operability not previously required Procedures revised 
to include operability of Fan coolers 

LENTINE.F G Commonwealth Edison Co 03/05/19 DENTON. M R Office 
of Nuclear Reactor Regulation. Director ip 16549 395 24X 

Fiche 30-295,03/05/19,8305240473 


□309250077 Forwards Rev 2 to "Environ Qualification of Electrical 
Equipment Important to Safety Covered by IOCFR30 49 for 
Zion Units 1 z, 2 " 

LENTINE. F 0 Commonwealth Edison Co 63/09/19 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 10S89 042 24X 

Flelse 50-275,83/05/19,6305250077 


— 9305250084 Rev 2 to "Environ Qualification of Electrical Equipment 
Important to Safety Covered by 10CFR50 49 for Zion Units 
1 !< 2 " 

* Sargent *, Lundy, Inc 83/05/20 776pp 18569 046 24X 

fiche 50-295,83/05/19.6305250077 


8305310086 Notification of 630614 meeting w/util in Dethesda.MD to 
discuss util DCRDR program plan 

GILBERT. R A Operating Reactors Branch 5 63/05/26 CRUTCHF lELD, D 

□perating Reactors Branch 5 Spp 18696 063 24X 

Fiche 50-000,83/05/26,8305310086 


O Inspection reparts, IE Bulletins St correspondence 


6212060385 IE Info Notice 63-14, "Dewatered Spent ton Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
enci 

TAVLOR, J M Division of Safeguards L Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 19308 319 24 X Fiche 50-000,83/03/21,8212060365 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response iPpst 630103) 63/04/15 Consolidated Edison Co of New 

York. Inc 126pp 18435 155 24X Fiche 50-000,83/04/15.0303040021 


B30SI00262 Forwards IE Insp Repts 50-295/63-02 6 SO-304/83-OS on 
B30118-03D4 & notice of violation 

SHAFER, W D Region 3, Office of Director 83/04/20 REED, C 
Commonweal th Edison Co 2pp 16372 242 24X Fiche 50-299,83/04/20. 

8305100262 


— B30S100266 Notice of violation from iDSp on 030118-0304 

SHAFER. W 0 Region 3, Office of Director 83/04/20 Ip 
18372 244 24X Fiche 50-299,83/04/20,8305100262 


— 6309100271 IE Insp Repts 50-295/83-03 50-304/63-02 on 030118-0304 

Noncompliance noted failure to notify NRC of unplanned 
release while purging t/ drawing routine sample 
WATERS, J R , KARTMANNj P L , PUNAHAV, F R Region 3, Office of 
Director 83/04/20 13pp 10372 245 24X Fiche 50-279,83/04/20, 

8309100262 


6303040023 16 Info Notice 83-22, "DWR 8a f ety /Re 1 1 ef Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 63/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18363 069 24X Fiche 50-000,83/04/22,8303040023 


6303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Eys " Sve list end 

JORDAN, E L Division of Emergency Preparedness 1< Engineering 
Response (Post 030103) 63/04/29 Consolidated Edison Co of New 

York I Inc 117pp 18301 271 24X Fiche 90-000,63/04/25,8303040029 


6305170337 Forwards IE Insp Repts 50-295/83-07 «i 50-304/83-06 on 
830311,14-17,22-23 t< 0407 tt notices of Violation A 
deviation 

PAPERIELLO, C J Region 3, Office of Director 83/04/27 REED, C, 
Commonwealth Edison Co 2pp 18465 274 24X Fiche 50-295, 83/04/27* 

6309170337 
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— 830317034<1 Notice of violation from insp on 83031 1 ■ 14- 1 ’’, 23--23 0407 

PrtPERIELLD. C J Region 3. Office of Director 83/04/27 Spp 
10463 276 24X Fiche 30-295.83/04/27.8305170337 


— 8303170348 Notice of deviation from in,p on 830311.14-17.32-23 t, 0407 
• Region 3, Office of Director 83/04/27 ip 10465 270 24X 

Fiche 30-293,83/04/27.8303170337 


— 0303170333 IE Inep Bepts 50-295/03-07 3 30-304/83-06 on B3031 1 . 14-1 7. 
22-23 6 0407 Noncomp 1 1 ance noted contamination surveys of 
transfer canal uorbers eihibiting nasal contamination not 
docvmented Fuel pool samples not analyied 

LOVENOALE.P C . MILLER, D E , GREGER.L R Region 3, Office of 
Director 03/04/25 llpp 18465 279 24X Fiche 50-295.83/04/27. 

8303 J 70337 


8303040036 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PNRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness */ Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc llSpp 10382 047 24X Fiche 50-000.83/04/28,8303040026 


8303040041' It i'lfj No 1 1 1 v 8j-Ji f t i .ii in AliLflPE Computer Program '■ 

£ ,c 1 1 s ' etn I 

JORDAN.! L liivisiun or Eire, gene y ft e p a> e.! n«ss t Engineering 
Response 'Po.t 830103' 33'0t/i» i ensolidated Edison Co of Neu 

York. ItK 114pp 10697 009 2t* Tie he 50-000,83/05/19.8303040040 


030531009’' Foruaids responses tn viulalion t deviation noted m IE Insp 
Repts 5" 295'33-07 * 50-304/2'i-06 an ctrOJl I -041 7 Ccrrective 
actions personnel uhole tody count initiated to document 
internal ..ontani i.at i on 

FARRAR. D L romraonuealth rduon ' ■) h1-<'5'?S KEPPLER. J O Region 

3. Office of Director 4pp 10650 074 24X Fiche 50-295. 83 '05/25. 

33053100''? 


8303040046 IC Into (lot ice 8J-33 ' Nonrep i e seiitat I ec Sampling of 

Ci>nta.rii,ated Oil ' Svc list end 

JOI^DAN E L Division ot Emei gency Prepared ne»s Engineering 
Response 'Post 830103) Q3'05'J6 Consolidated Edison Co of Nesi 

York, Inc I14pp 1B647 OP/ 24> Fiche 50 000.83/05/26.9303040046 


R Periodic operating i eports *. t elated r ui i espondence 


B303040027 IE Info Notice 83-23, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 8301031 83/04/20 Consolidated Edison Co of Neu 

York. Inc 110pp 10382 163 24X Fiche 30-000.03/04/26.8303040027 


8303020232 EN-63-020 on 030303. notice of violation f< proposed 
Imposition of civil penalty in amount of SIO.OOO to be 
Issued Action based on failure to control access Into 
protected << vital areas & unauthorized entry 

ROSANO.R Director's Office. Office of Inspection and Enforcement 
03/04/28 Ip 18277 277 24X Flchd 30-293.83/04/28.8303020232 


8303040028 IE Info Notice 83-26, “Failure of Saf aty/Rel lef Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN. E L Division Of Emergency Prepai edness V Engineering 
Response (Post S30103I 83/03/03 Consolidated Edison Co of Neu 

York. Inc 122pp 18441 170 24X Fiche 30-000,83/03/03,8303040028 


8305060410 Foruards IE Safeguards Insp Repts 30-293/83-06 6 
30-304/03-07 on 830313 t< notice of violation Notice of 
violation uithheld (ref 10CFR73 21) 

KEPPLER. J 0 Region 3. Office of Director 83/05/03 O'CONNOR. J J 
Commonttiealth Edison Co 3pp 18343 239 24X Fiche 30-293, 

83/03/03. 8303060410 


— 8303060418 IE Safeguards Insp Repts 30-2'f3/83-06 6 30-304/83-07 on 
830313 Noncompliance noted unauthorized entry Into 
protected 6 vital area fc failure to lept safeguards event 
Details itflthhetd (ref 10CFR73 21) 

BELANGER. J L . HADEDA, T J . CREED, J R Region 3. Office of 
Director 83/04/29 Ip 18343 242 24X Fiche 30-293, 83/03/03, 

B30S060410 


8303040030 IE Info Notice 83-27, “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 830103) B3/03/04 Consolidated Edison Co of Neu 

York, Inc 112pp 103B2 202 24X Fiche 30-000,83/03/04.0303040030 


0303040031 IE Info Notice 83-28, “Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neui 

York, inc 119pp 18441 001 24X Fiche 30-000,83/03/04.8303040031 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Propai edness 6 Engineering 
Response (Post 8301031 83/05/06 Consolidated Edison Co of Neu 

York, Inc llSpp 18323 248 24X FI che 30-000, 83/05/06, 8303040033 


8303040034 IE Info Notice 83-30, "Mi sapp 1 lea 1 1 on of Generic Emergency 
Operating Procedures (EOP) Guidelines “ Svc list enci 
JORDAN, E L Division of Emergency Prepai edness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc 114pp 18324 003 24X Fiche 50-000,83/05/11,8303040034 


6303200331 Foruards results of investigation on Br-82 source U 
slgnl f it-anca in containments, per 830216 committal 
Investigation result of IE Insp Repts 30-293/82-30 ti 
30-304/82-27 

LEMTINB, F 0 Commonuealth Edison Co 83/05/17 KEPPLER. J G 
Region 3< Office of Director 4pp 18316 247 24X 

Fiche 30-293. 03/03/ i 7, 830320035 1 


8303120013 Foiuards monthly operating repts foi Apr 1983 

ORAESSERiK L Commonuealth fdison Co Q3'05/09 Director's 
Office. Office of Inspection and Enfoscement Ip 18423 038 24X 

Fiche 30-295. 03/05/09. 0303120013 


—8303120016 Monthly operating lepts fsi Api 1983 

AUSTIN, G Commonuealth Ed is nr. to 03 '05/ 09 llpp 18423 039 
24X Fi,.hB 50-293 83/05/09, RJ05 1200 13 


S Reportable occurrences, LERs ' lelaled (.ui i espondence 


8303060443 foruards updated LER Ua ()04/'/'V'' 1 canceling original rept 
ORAESSER.r. L Commoiruea 1 th Edison Co 8^/04 '08 KEPPLER. J C 
Region 3. Office of Director ip 18343 131 2:IX 
Fiche 3O-;'93.03'O4/OB. 0303060443 


--8305060444 Updated LER 83-004, ®9x- 1 atic r I irig uiiginal rept 

SCHULTZ. L Commonuealth Edison Co 83/04/00 Region 3. Office 
of Director )p 18343 132 24X Fiche 50-295,03/04/00. 

8303060443 


8305060528 Foruards LCR 83-01 1/03L-0 

QRAESSER.P L Commonuealth tdison Co 83/04/29 KEPPLER, J C 
Region 3, Office of Director Ip 18151 068 24X 

Fiche 50-293. 83/04/29, 8305060328 


— a3050609‘14 LER 83-0H/03L-0 .in 330401, steam generator bloudoun monitor 
IRE-0019 failed lou Caused hy failure of high voltage power 
supply due td normal uear Power supply isplaced t monitor 
returned to svc 

JAKUSAITlSi T C Commonuealth bdison Co 03/()4/29 Region 3, 
Office of Director Ip 18331 089 P4X Fiche 50-295,83/04/29, 
6309060520 


0305060567 Foruards LER 03-010/031 -0 

GRAESSEK, K L Commonwealth Fdison to 03/04/29 KEPPLER, J G 
Region 3, Office of Director ip 1934? OSS 24i( 

Fiche 50-295, 03/04/29. 8305060567 


—0303060372 LER 83-01 0/03L-0 on 0304 1 3. 1,4 feeJuater flou transmitter 
IFT-SIO found out-of-tolerance 3 37, I ou h S B*/. high on 
S3032'? Caused by transmittal fer'iti disk U coil loose from 
mountings Transmitters repaired 6 rfalibr 

CANTWELL, P F Commonwealth Cdlson Co 03/04/29 Region 3, 
Office of Director Ip 10349 056 24/ Fiche 50-295.63/04/29, 

3305060367 


0303240311 LCR 83-012.011-0 on 030413, Class I pipe tunnel iodine 
monltoi 1RTPR07B failed lou Caused by pai sonnel performing 
catlbr of QRT-PR07I1 on 030412 Incorrectly adjusting high 
voltage setting W/830313 Itr 

WILLIAMS, V S . GRaESSER.K I Commonuealth Edison Co 03/03/13 
KEPPLER. J G Region 3. Office of Director 2pp 16340 102 24X 

FI the 90-293, 03/03/13. 0303240311 


DOCKET 30-296 DROWNS FERRY NUCLEAR POWCR STATION, UNIT 3 


F Security, medical, emergency 7. fire pintection plans 


6305090191 Discusses IE Security Insp Repts 50-359/82-47,30-260/62-47 6 
50-396/02-47 on 021220 t foiuards notice of violation tr 
proposed imposition of civil penalty fncls withheld iref 
10CFR2 /9{» 

O'REILLY. J P Region 2. OFfico of Director BS'Ol/lS PARRIS.H G 
Tennessee Valley Authority 3pp 1BJ63 11? S4X 
Flehe SO-239, 83/01/13. 8305090191 
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a3050406S& (lublic .-ersiin of re isc-d ^mergencti plan 

imp 1 p.Tien 1 1 n <3 pr&cedures 

FELTQfJ. ■ M Cl i<sJon of iRule4 and Re.OTds DS/O'l/ai Oocument 
Management Branch Ip 1832? OD± 24jr Fielie 30-259. B3/04/26. 
8303040620 


— '0303040633 Foiuiarda public versian of re.iaed cfliergencg plan 
imo 1 amen 1 1 ng pr need ures. i nc 1 ud ing Procedure IP-2 re 
no 1 1 f sea 1 1 on of unusual e^ent lP-3 lo alert t IP-4 re site 
area emergency 

Kniri-IEP.D S Tennessee ''alley Autnarity 83'03''21 DEMrOM. H R 
Office of Unclear Reactor Regulation. Director Ip IB32'^ 007 
247 Fiche 30-259. 63 '04726. 830 5040628 


--B305040655 Public version of revised e/neigency plan iinp 1 eaienti ng 
proc eJur e . 1 nc lud I ng Proceduie IP-2 'e no 1 1 f tea 1 1 on tif 
unusual event. IP-3 re alert t- IP-4 le srte area omergency 
< Tennessee Valley Authority 33703/03 Slpp 1B329 008 24X 

Fiche 50-259, 83 '04726. 0305040623 


B305100234 Requests that Figures B 5-4B t 0 3-I3B be removed from 
updated f EAR V destroyed 6 replaced u/cncl pages since 
figures ivntain info classified as safeguards info per 
10CFR13 

MILLS. L ft Tennessee Valley Authority 83705/04 DENTON, H R 
Office i. f Nuclear Reactor Regulation. Dliector 3pp 18373 266 
24X Fichi 30 259,83/05704.8305100234 


6305110031 Oeneiii Ltr 83-21 to all licensees of operating reactors, 
applicant: for OLs 6 holders of CPs re c 1 ar i f t c a t ion of 
access to control procedures for lacj enforcement visits 
Sve list enc I 

eiSENHOT.D C Division of Licensing 83/05711 Consolidated 

Edison Co of Neui l/orlc. Jnc Ifipp 18540 095 24X 

Fiche 30-vCO. 03/05- 11 . 8305110034 


630526017/ Iniorms of NRC det ereti Hat 1 nn that ansite 6 offsite 
emergency preparedness adequate ?/ emeigency plan: upgraded 
per NUBEG'0737, Item HI A 2 I 

VASSALLO. D U Operating Reactors Branch 2 83'05/lB PARRIS.HO 

Tennessee Valley Authority 3pp 10648 107 24X 

Fiche 30 257, 83705/18, 0305260177 


V Insurance T. indemnity informatlan 


8305160005 Fariaaids Endorsements 65 t 54 to NELIA Policy NF-198 £. MAELU 
Policy M7 "66. r e spec 1 1 ve ly 

DUCK. JR Marsh T. McLennan, Inc 83/05/03 SALTZtIAN. J Assistant 
Directoi for State 6 Licensee Relations 3pp 1B456 059 24X 

Fiche 5c -259, 03/05/03, 830516000-3 


P Operating license stage documents 7 con espond enc e 


8305040511 Application far amend to Licenses DPR -33. DPR -32 U 0PR-6e 
revising stated isolation logic for Gi oup 7 Isolation valves 
to reflect actual logic 

MILLS. L M Tennessee Valley Authority 63/04/38 DENTON. H R 
Office Of Nuclear Reactor Regulation. Director 2pp 18322 038 
24X Fiche 50-259. 83, 04/28, 830504031 1 


— 6305040517 Proposed changes to Tech Specs revising stated Isolation 
logic for 0i oup 7 isolation valves to reflect actual logic 
* Tennessee Valley Authority 83/04/28 3pp 18322 040 24X 

Fiche 50-259,83704/28.8305040511 


8305020455 Generic Ltr 63-. 19 to all pociPi leactar 6 testing licensees 
re neu procedures for providing public notice concerning 
issuance uf amends to OLs Bve list encl 

EISENHUT.DO Division of Licensing 03/05702 Cansolldatod 

Edison Co of Neu York. Inc 30pp 18441 120. 24X 

Fiche 50 COO, 83/05702, 83030204 55 


8305090657 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods 5vc list encl 

EtSENHUT.D G Division of Licensing B3/05/09 Consolidated 

Edison Co of Nete Yorl. Inc I6pp 18627 (53 24X 

Fiche 50 000,83/05709.8305090659 


6305160645 Advises that action required by Amends 86.83 t/ 57 to 
Licenses DPR-33, DPR-S2 fc DPR-6Bi re spec 1 1 ve I y ti Generic 
Ltr 83-07 complete, based on uttl negotiating u/OOE re 
disposal of high level uaste 

VASSALLO, D 0 Operating Reactors Branch 2 83/05/09 PARRIS,H G 

Tennessee Valley Authority 2pp 18506 018 24X 

Fiche 30-259,83705/09.8305160845 


8305130003 Advises that plant-unique analysis foi mods per Mari 1 
containment program uiU be submitted in Dec 1963, in 
response to NRC 030429 request 

MILLS- L M Tennessee Valley Authority B3/05710 DENTON, M R 
Office of Nuclear Reactor Regulation. Director Ip 18437 008 24X 

Fiche 30-259. 33705/10- 0305130003 


8305230136 Foruards request for addl info re NURES-0737. l tern II K 3 28. 
"Gua 1 1 f 1 c a t ion of AOS Accumulators " Info requested uithln 
45 days 

VASSALLO, D Q Operating Reactqrs Branch 2 03/03/11 PARRI8. H 0 

Tennessee Valley Authority 3pp 18596 204 24X 

Fiche 50-2 59,83/05/11.8303230136 


8305260187 Foruards safety evaluation re BUR OuJners Group response to 
NOREG-0737, I tem II K 3 45. "Depressor lat mn U/Other Than 
Automatic Depres sur 1 lat 1 on Sys " Action complete 

VASSALLO, D B Operating Reactors Branch 3 83703718 PARRIS.H 0 

Tennessee Valley Authority 2pp 16648 099 24X 

Fiche 50-259,83/03718,0305260187 


6303250473 Foruiards info re status of environ qualification of 
equipment per 10CFR3O 49(g> Qualification status table, 
schedule for qualifying deficient equipment & addl 
justification for continued operation encl 

KAHMEfl.O S Tennessee Valley Authority 83703/20 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 94pp 18305 110 
24X Fiche 50-259. B3/05720. 8305230473 


6303270C21 Notifies that util uilll submit schedule for performing mods 
to Hark I containment dryue 1 1 /uetuel I vacuum breakers once 
calculations complete S. mods tdent 1 f 1 ed. In response to 
Genorlc Ltr 83-08 

KILLS.L M Tennessee Valley Authority 83/05/23 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 18638 313 24X 

Fiche 50-259,03/05/23.8305270021 


8305270030 Forwards response to 830316 request to document compliance 
u/acceptance criteria *< schedule for NUHEG-0737. I tom 
II K 3 13. "Separate HFCt 6 RCIC Initiation Levels ■’ 

Criteria uiill be wet 

MILLS.L n Tennessee Valley Authority 83/05/24 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 18638 306 
24X Flcho 30-259.03/05724.8305270030 


0 Inspection reports. IE Bulletins t correspondence 


8303090191 Discusses IE Security Insp Ropts 50-239/82-47,50-260/62-47 «. 
50—296/82—47 on B21220 tt forwards notice of violation p 
proposed impositlan of civil penalty Ends uiitliheld (ref 
10CFR2 790 > 

O'REILUY.J P Region 2. Office of Director 83/01/13 PARRIS.H G 
Tennessee Valley Authority 3pp 18363 119 24X 

Fiche 30-239. 83701 /J3. 8303090191 


030527-0171 Advises that full compliance In response to violation noted 
In IE Insp Repts 30-256702-33.30-260/82-33 «- 30-296/82-33 
ulll be delayed until 830301 

KILLS.L M Tennessee Valley Authority 63/01/28 O'REILLY. J P 
Region 2, Office of Director Ip 18638 071 24X 

Fleha 30-259.83/01/28,8305270171 


8305270177 Forwards 830111 response to notice of violation St proposed 
imposition of civil penalty erroneously submitted to JP 
O'Reilly U/o end 

KILLS.L M Tennessee Valley Authority 83/02/10 DEYOUNG. R C 
Director's afflca. Office of Inspection and Enforcement Ip 
18637 362 24X Fiche 50-259,83/02/10-8305270177 


8312060385 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
enc I 

TAYLOR. J K Division of Safeguards 5 Inspection Programs (Post 
830103) 63703/21 Consolidated Edison Co of New York. Inc 

112pp 18306 319' 24X Piche 50-000.83/03/21.8212060385 


8305270514 Forwards IE Insp Repts 50-259/83-06.50-260783-06 6 
50-296/83-06 on 630214-19 No noncompliance noted 

VERRELLt. 0 M Division ef Project t. Resident Programs 83/03730 
PARRIS.H G Tennessee Valley Authority 2pp 18646 182 24X 

Fiche 50-259.83/03/30.8305270514 


—8305270526 IE Insp Repts 50-259/83-06.50-260/83-06 «< 50-296/83-06 on 
830214-19 No none orap 1 lance noted Major areas Inspected 
hit t ness ing primary containment Integrated leak rate test >< 
revlaui of procedure, preparation, performance {. results 
WHITENEH. H L . JAPE, F Region 2. Office of Director 83/03/28 
Opp 18646 184 24X Fiche 50-259,03/03/30.8305270514 
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830327020? Concurs u/util Q3040I request tar ei tension of coimniteient 
dates for responding to violations noted in tE Insp Repts 
30-259/92-16.50-260/82-16 6 50-296/02-16 until 030901 
LEUIS.R C Division of Project *> Resident Programs 83/04/07 
PARRIS. H G Tennessee l/alleg Authoritg Ip 18637 170 24X 

Ficho 50-259.83/04/07.0305270202 


—0305270206 Advises that netii full compliance date of 030901 required 
to complete revleu of proc edures. pr epar a t i on of revs 6 
issuance of revised instructions in i esponse to IE Insp 
Repts 50-239/02-16.50-260/82-16 7. 50-296,82-16 

MILLS. L M Tennessee V.iUeg Authority 83/04/01 O'REILUV, J P 
Region 2. Office of Director Ip 1863'’ 171 24X 

F 1 c h e 50-259. 83/04/07. a3052d0202 


8305270642 Ac k receipt of 030316 Itr inrorming NHC of steps taken to 
correct violations noted in IE Insp Repts 50-259/03-02. 
50-260/83-02 V 50-296/03-02 

9ERRELL1.D M Division of Project Resident Programs 03/04/07 
PARRIS.H 0 Tennessee Valley Authority Ip 10662 132 24X 

F 1 c h e 50-259. 03/04/07. 8305270642 


--0303270652 Responds to tJRC 030210 Itr re violetions noted in IE Insp 
Repts 50-239/03-02. 50-260/03-02 6 50-296/83-02 Corrective 
actions radiochemical lab manual Procedure 726 til 2 1 will 
be revised 

HILLS.L M Tennessee Valley Authority 03/03/16 O'REILLV, J P 
Region 2. Office of Director 3pp 18662 133 24X 

Ficho 30-259.03/04/07,9305270642 


— 8305270658 Forwards IE Insp Repts 50-259/83-02,50-260/03-02 «< 
50-296/83-02 on 030117-18 6 notice of violetion 

VERRELLI.D M Division of Project 6 Resident Programs 83/02/10 
PARRIS.H 0 Tennessee Valley Authority 2pp 16662 136 24X 

Ficho 50-239, 03/04/07. 0305270642 


— 0305270661 Notice of violation from Insp on 030117-lB 

* Region 2. Office of Director 83/02/10 Ip 18662 130 24X 

Fiche 50-259.83/04/07.0305270642 


—0305270666 IE Insp Repts 30-259/03 -oa. 50-260/83-02 6 50-296/83-02 on 
0301(7-18 Noncompliance noted failure to use 3-litcr sample 
of RHR SVC water in Marinelli beaker for isotopic analysis 
COLLINS. T R . DARR.K P Region 2. Office of Director 83/02/10 
3pp 10662 139 24X Fiche 30-259-83/04/07.8305270642 


8305270633 Ack receipt of 830401 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-239/82-44. 
30-260/02-44 S< 30-296/02-44 

VERRELLI.D M Division Of Project 6 Resident Programs 03/04/13 
PARRIS.H G Tennessee Valley Authority ip 18643 201 24X 

Fiche 30-239.83/04/13,0305270633 


— 0303270660 Responds to NRC 830225 Itr ie violations noted in IE Insp 
Repts 30-239/02-44.30-260/02-44 !. 30-296/82-44 Corrective 
actions interim criteria for i emoval of waste oil 6 
miscellaneous wastes from regulated areas developed 
MILL8. L M Tennessee Valley Authority 03/04/01 O'REILLY, J P 
Region 2, Office of Director Spp 10645 202 24X 

Fiche 30-239.03/04/13,8303270633 


— 8303270664 Forwards IE Insp Repts 50-239/82-44.50-260/02-44 t< 
30-296/02-44 on 021113-19 t. notice of violation 
D'REILLY, V P Region 2, Office of Director 03/02/25 
PARRIS.H 0 Tennessee Valley Authority 2pp 18645 207 24X 

Fiche 50-239,03/04/13,8305270653 


— 0303270663 Notice of violation from insp on 021113-19 

» Region 2. Office of Director 83/02/23 2pp 10643 209 24X 

Ficho 30-239, 03/04/13. 0303270633 


—8303270668 IE Insp Repts 30-239/82-44-50-260/82-44 t 50-296/02-44 on 
821113-19 Noncompliance noted licensee transferred licensed 
matl to unauthorized recipients 6 disposed of matt by 
unapproved means 

DEDB, 0 T • DARR.K P Region 2, Dffice of Director 82/12/23 
7pp 18645 211 24X Fiche 30-259.03/04/13,0303270633 


8303040021 IE Info Notice 03-21. "Defective Emergency Wse Respirator '' 
Bve list end 

jORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of New 

york, Inc i26pp 18433 153 24X Fiche 50-000,83/04/15,8303040021 


0305270266 Forwards IE Insp Repts 30-239/83-13,50-260/83-13 L 50-296/ 
83-13 on 830329-30 No none omp 1 lance noted Major areas 
Inspected, procedures, representative records & observations 
of demonstrated ultrasonic methodology tl/o end 

VERRELLI.D M Division of Project 8. Resident Programs 03/04/19 
PARRIS.H G. Tennessee Valley Authority 3pp 18641 326 24X 

Ficho 30-259,83/04/19,8305270266 


830304002 J IF Info Notice 03-2J. ‘ DllR S!,,rrty Relict Val^e Failures '• 
S/c list end 

08RDAH, E I OiNision Of Emergency P i epai edness »■ Engineering 
Response .Post 0JOIO3) 33/04/22 . uii s 3 1 1 dated Edison Co of New 

York, Inc 112pp 18303 089 24X Fiche 30-000,83/04/22.8303040023 


83OS030625 Forwards addl into re r.asoiiry wall per IF Bulletin 80-11. 
in response to NRC 830120 Iti Results or ujit displacement 
analysis will be submitted by 830713 tl/three ovcrsite 
drawings Aperture cards are In PER 

MILLB.L H Tennessee Valley Authority 83.04/22 DENTON. H H 
Office of Nuclear Reactor Regulatian, Diiector 7pp 10303 001 
34( Fiche 50-259,83/04/22.0305030625 


— B305030631 Rev 2 to UFN-50-D/09 "Detailed Design Criteria for 
Reevaluatiun Criteiia for Masonry Halls ' 

• Tennessee Valley Authority 03/03/26 162pp 18303 008 a-lX 

Fiche 50-259. 83/04/22. 8305030625 


8305270510 Forwards IE Insp Repts 30-239/9 5-08.50-260/03-08 '< 
30-296/03-08 on 030329-31 No noncomp 1 ianco noted 

VERRELLI.D M Division of Project f Resident Pi ograras 03/04/22 
PARRIS.H G Tennessee Valley Authority Ppp 18646 065 24X 

Fiche 30-259,83/04/22.8305270510 


—8303270528 IE Insp Repts 50-259/83-08. 50 260/83-08 t 50-396/03-08 on 
830323 31 No nonComp 1 lance noted Najoi areas inspected mg t 
i administrative controls, status review of radiological 
environ monitoring program ♦- insp of monitoring stations 
CUNNINGHAM, A L , MONTGOMERY. D M Region 2. Office of Director 
03/04/20 Spp 18646 06‘’ 24X Fiche 50-259,83/04/22.8305270510 


0303040025 IE Info Notice 03-23. "Inopoiable Containment Atmosphere 
Sensing Sys " Sve list encl 

JORDAN.r L Division of Emeryency Prepaiedness 6 Engineering 
Response (Post 830103) 83/04/25 Con s a 1 1 da t ed Edison Co of Now 

York. Inc U9pp 10301 291 24X Fiche 50-000.83/04/25,0303040025 


0303040026 IE Info Notice 83-24, “Loose Halts in Secondary Side of 
Steam Generators at PWRs " 3vc list end 

JORDAN.E L Division of Emergency Ri eparedness t- Engineering 
Response (Post 630103) 03/01/20 Consolidated Edison Co of New 

York, Inc llSpp IB3B2 047 ?4X Firhe 50-000, B3'04/2a, 8303040026 


830304002/ IE Info Notice 83-25. "Standby Gas Ti eatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York. Inc IlOpp 18382 165 24 X Ficlie 50-000,03/04/28,030304 0027 


8303040020 IE Info Notice 93-26, "Failnro af Eaf ety/RsI icf Valve 
Discharge Line Vacuum Dioaleis " Sve lisr end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 03/05/03 Consol idoted Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 50-000.83/05/03,0303040028 


8303040030 IE Info Notice 03-27, "Opeiatiunal Response to Events 
Concerning Dollberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103 ) 83‘'0S/04 Conedidatcd Edison Co of New 

York, Inc Il2pp 18302 282 24X Ficho 50-000.83/05/04.8303040030 


0303040031 IE Info Notice 03-28, "Criteiia for Protective Action 
Recommendations for General Emergencios ' Sve list end 
JORDAN.E L Division of Emergency Prepaiedness 1, Engineering 
Response (Past 630103) 83/05/04 consolidated Edison Co of New 

York, Inc U9pp 18141 OOl 24X Fjchf 50-000.03/05/04,8303040031 


8303040033 IE Info Notice 83-29. ‘Fuel Dlnaing Caused by Fuel Rack 
Deformation " 8vc list encl 

JORDAN.E L Division of Emeigency Prepaiedness Engineering 
Response (Post 830103) 83/05/06 Consolidated Edisao Co of New 

York. Inc ll5pp 18523 240 24X Fiche 50-000.83/05/06.0303040033 


0305270345 Ack leceipt of 0304d 1 ti infomiiiig NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/63-05. 
50-260/83-05 »< 50-296/83-05 

LEUIS.R C Division of Project !< Resident rrograms 83/05/09 
PARRIS.H G Tennessee Valley Authority Ip 18642 079 24X 

Fiche 50-259.83/03/09.8305270313 


— 0305270335 Responds to NRC 030316 Itr re violations noted in IE Insp 
Repts 30-239/83-03150-260/03-05 6 50-296/63-03 Corrective 
actions conduit mounting supports connected to conduits << 
supported per General Const Spec G-3 

MILLS. L M Tennessee Valley Authority 03/04/21 O'REILUV. J P 
Region 2. Office of Director 4pp 18642 000 24X 

Fiche 50-259, 83/05/09, 8305270343 
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— a303£70S62 Foruaids IE Injp Hepts 50-259/ 63-05- :0-S60/' 93-05 6 
50-296/93-05 on 330136-0029 t rtotjce of /lolatlon 
LEUIS.n C Division of Projeof t Pejirtent Projnams 03/03/16 
PAPRtS H O Tennessee Valley Authority 2pp IS642 094 24X 

Ftche 50-259,03/05/09-8305370345 


— 0305270368 Notice of violation from silsp or 030126-0325 

« Region 3. Office of DireCtOT 83/03/16 3pp 10642 096 24X 

Fiche 50-259.83/05/09.9305270345 


-“8303270301 IE Insp Repts 50-257/83-05, 50-260/03-05 «/ 50-296/03-05 on 
830136-0225 None oeip ] s a n t e noted violation of L0CFR30..App D« 
Ci-lterion V in maint area 6 violation of Tech Spec re 
Surveillance Insp 2 

PAtILH. G L Reijion 2, Office of Director CAMTRELU. F S Division 
of Project l< Resident Programs 63/03/14 0pp 10642 009 84X 

FI Che 50-259,03/05/09/8305270345 


0303040034 t£ Info Notice 83-30. "(1 1 sap p 1 1 ca ti on of Generic Emergency 

Operating ProceOupes CEDP) Ouidelines " Sve list end 
JQRDAM.E L Division of Eirergcncy Pr e pat e d ness 4/ Engineering 
Response (Post 830103) 93/09/11 Consolidated Edison Co of Ney 

Vorli. Inc 114pp 18524 003 24X Fiche 50-000,03/05/11,6303040034 


8303040040 IE Info Notice 93-31. "Error in ADLPIPE Computer Program " 
Sve list end 

vIOROAN, E L Division of Emergency Prepai edness & Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neiu 

Vork, Inc I14pp 18697 009 24X Fiche 50-000,03/03/19,8303040040 


8303040046 IE Info Notice 03-33, "Non r epre s enta t i /e Sampling of 
Contaminated Oil “ Sve list encl 

JORDAN. E L Division of Emergency Prepai edness it Engineering 
Responsr (Post 830103) 83/05/26 Consolidated Edison Co of New 

Vork, Inc 114pp 18647 007 Sdt Fiche 90-000,83/05/26,0303040046 


S Reportable occtn rences. LERs it related cer respdn dence 


8309030266 Feruards UER 03-023/03L-0 

GREEN, H J Tennessee Vatley Authority 93/04/26 O'REILLr.JP 
Region 2. Office at Director Ip 18300 047 24X 

Fiche 50-296,33/04/26,8305030266 


— 6303030272 LCR 83-023/03L-0 nn 830330. dur i ng normal op er at ien . (uh i 1 e 
performing Surveillance Instruction BI 4 9 D-69, pressure 
siuitch PS-3-204C )iad as-found setpoint of 1123 pslg Caused 
by instrument drift Switch recalibr 

IRDV, 0 J Tennessee Valley Authority 83/04/26 Region 2, 
Office of Director 3pp 18300 048 24X Fiche 50-296 i 03/04/26. 

8305030266 


830510010/ Forwards LCR 83-024/01 T-0 

GREEN. H J Tennessee Valley Authority 63/05/03 O'flEJLLVrJ P 
Region ?> Office of Director Ip 1S3/S 026 24X 

Fiche 90-296,03/05/03,8305100107 


-03O51OO113 LER 83-024/01T-0 on 630419. personnel notified that MCHGR for 
rod withdrawal error scenario eiceeded IV, plastic strain 
linear heat generation rate limit for eight LTA bundles 
Cause not stated Procedures for rewieuiing work revised 
STiLCS.HA Tennessee Valley Authority 03/09/03 Region 2, 

Office of Director 2pp 1837S 027 24X Fiche 90-396,03/05/03, 

0305100107 


0305170030 Forwards LER 83-026/O3L-0 

GREEN,H U Tennessee Valley Authority 03/03/09 O'REILLY, J P 
Region 2. Office of Director Ip 10466 100 24X 

Fiche 50-296. 83/05/09, 830S170030 


—8305170034 LCR 03-O26/O3L-O on 0304 1 1 , wh i 1 e es t ah 11 sh 1 r >9 EECM flou rate 
to emergency diesel 3 generator cooler follouing mod. head 
on HX found crac ked . rendering ganoiatoi inoperable Caused 
by eifg defect Crack In cast iron head repaired 

HOLDER, E T Tennessee Valley Authority 03/05/09 Region 2, 
Office of Director 2pp 18466 101 24X Fiche 30-296.83/03/09. 

8305170030 


0309230500 LER 03-O25/O3L-O on 0304 1 9, do r 1 iig norma I opera t ion, dryuel 1 
temp Indicators IS-64-67. T1-64-52A & TM 64-92 drifted out Of 
tolerance 6 beyond Tech Spec limit Instrumonts recalibr 8. 
functional tested N/830517 Itr 

BASB.O W , GHEENE,H J Tennessee Valley Authority 83/05/17 
0'nEJI.LY, JP Region 2, Office of Dlractor 3pp 18508 296 24X 

Fiche 50-296,03/05/17.8303250508 


83053I00S4 LER a3-027/03L-0 on 0304 1 0, o f f ga s pos t-trea tment radiation 
monitors (3-Rfl-90-265/2661 rendered inaperable Caused by 
sample pump failure due to normal end-of-Iife operation 
Sample pump replaced H/030517 Ur 

GREEN.h j Tennessee Valley Authority 83/03/17 

Region 2, Office of DirfCtor 3pp 10633 103 24X 

13/03/17, 0305310034 


X Onsite Storage of Lou Level Uaste 


0305030679 Reguests remittance of addl sum to complete payment of 
800731 6 1124 amend applications to p ermi t storage of low 
level raduaste 

MILLER, W 0 License Fee Management Dranch 83/04/22 MILLS, L M 
Tennessee Valley Authority 2pp 1B309 193 24X 

Fiche 30-000,83/04/22.0305030679 


DOCKET 30-29S COOPER NUCLEAR STATION 


F Security, medical, emergency 6 fire protection plans 


6303180026 Forwards Amend 02 to License DPR-46i safety evaluation 6 
notice of issuance % availability Amend modifies fire sys 
clean water supply, plant staff working hours, reactor 
protection sys power monitoring sys L snubber listings 
VAB-BALLO. D 0 Operating Reactors Branch 2 83/04/29 PILANT, J M 

Nebraska Public Power District 2pp 10497 032 24X 

Fiche 50-298,03/04/29,8309180026 


--0305160039 Amend 02 to License DPR -46, mod i f y 1 ng standby gas treatment 
testing requ 1 rement s, Ap p J testing, scram discharge vol, fire 
protection sys clean water supp ly, snubber listings b reactor 
power sys power monitoring sys 

VAS3ALL0, D B Operating Reactors Drench 2 83/04/29 7lpp 

18497 054 24X Fiche 50-298,03/04/29,8305100026 


— 830S160050 Safety evaluatian supporting Amend 82 to License DPfi-46 
e Office of Nuclear Reactor Regulation. Director 83/04/29 
llpp 18497 123 24X FUhe 90-298,83/04/29.8303180026 


— 8305180071 Notice of Issuance 6 availability of Amend 82 to License 
DFR-46 

VA8SALLD, O B Operating Reactors Branch 2 03/04/29 2pp 

10497 136 84X Fiche 90-290,33/04/29,0305100026 


B30S1 10034 Senerlc Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs t. holders of CPs re c lar i f teat ion of 
access to control procedures for law enforcement visits 
Sve list enc 1 

EISENHUT, P 0 Division of Licensing 03/05/11 Cansolidated 
Edison Co- of New York, Inc 16pp 16540 095 24X 

Fiche 50-000. 83/03/11, 8305110034 


6305230145 Informs that NURE8-0737. I tern III A 2 1 re emergency plan 
upgrade to meet J0OFR3O App E requirements complete for 
facility I tern closed 

VASSALLQ.DB Operating Reactors Branch 2 83/03/16 PILANT, JM 

Nebraska Public Pauer District 3pp 10596 195 24X 

Fiche 50-290.83/05/16.0305250143 


6303260301 Forwards IE Insp ftopt 30-290/63-03 on 030321-25 No 
noncampl lance noted 

MADSEN, G L Region 4. Office of Director 03/05/23 PILANT, J K 
Nebraska Public Pouer District 2pp 18626 263 24X 

Fiche 30-290.63/05/23,0305260301 


—0305260304 IE Insp Rept 50-29B/B3-OS on 030321-23 No none omp 1 1 anc e 
noted Major areas inspected security plan Implementing 
prec edwr esr BSC UT i ty or gani ta t ion, rec ords it repts t< access 
control Details withheld irof 10CFR73 21) 

EVANS, C A , KELLY, J A , WESTERMAN. T F Region 4, Office of 
Director 83/09/20 Ip 16626 867 24X Fiche 30-296,03/05/23, 

8305260301 


I Financial information 


D309D6P3GD Forwards Annual Financial Rept 1902 

PILANT. J M Nebraska Public Power District 03/09/07 Office of 
Nuclear Reactor Regulation. Director Ip 18344 036 24X 

Fiche 50-290.03/03/07,6309060300 


— 0303060303 Annual Financial Rept 1982 

HILL, D U , KOSMAM. H D . HERR tNOTON, F A Nebraska Public Power 

District 03/03/03 43pp 10344 037 84X Fiche 30-290.03/03/07, 

0305060360 


P Operating license stage decuments it correspondence 


6305030568 Forwards response to 830215 request for addl info re 
NllREO-0737, I tern II B 3 ra p ost -ac C 1 d en t sampling sys Areas 
discussed include radiological t< chemical analysis capacity 
ti rsac tor coolant gas analysis 

PILANT, M Nebraska Public Power District 83/04/22 VABBALLO. 0 B 
Operating Reactors Branch 2 4pp 10305 354 24X 

Fiche 30-290.83/04/22,0305030503 
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8309020449 Application to amend License DPn-46i chang mg Tech Specs to 
incorporate NL/REO-0737 items per 830110 Generic Ltr 83-02 
PiLANTjJ M Nebraska Public Power District 83/04/27 
VASSAL1_0> D D Operating Reactors Dranch 3 3pp 18283 173 24 X 

Flche 30-298. 83/04/27< 8305020449 


“0303020464 Proposed Tech Specs changes re Generic Ltr 83-02 concerning 
NUREG-0737 Items 

* Nebraska Public Power District 83/04/27 3pp 18283 176 
24X Flche 50-298,03/04/27,8305020449 


8305030393 Confirms commitment to inform regional adm i n i s trator of 
ang changes in NPDES permit & of violations of permit 
PILANT, J M Nebraska Public Power District 03/04/29 
l/ASSALLO, D B Operating Reactors Branch 3 Ip 103OB 196 24X 

Flche 50-290,83/04/29,0303030393 


8305030594 Forwards "Wetwe 1 1 -Drgwe 1 1 Vacuum Breaker Valves Long-Term 
Program Structural Evaluation " 

PILANT. J M Nebraska Public Power District 83/04/29 

VA83ALL0, D D Operating Reactors Branch 2 2pp 18306 126 24X 

Fiche 90-298.83/04/29.8305030994 


— 0303030564 "He twe 1 1 -Drgwe 1 1 Vacuum Breaker Valves Long-Term Program 
Structural Evaluation " 

* EDS Nuclear. Inc 04-0640-0062 ROl 83/04/30 I2pp 
19306 128 24X Fiche 50-298,83/04/29,0305030534 


8305050113 Application to amend License OPR-46, e» tending Mark 1 program 
completion date for 90 dags for weld repair Class II amend 
fee forwarded 

PILANT, J M Nebraska Public Power District 03/04/29 

VASSALLO, D B Operating Reactors Branch 2 2pp 18341 334 24X 

Fiche 50-298.83/04/29,8305030113 


B3091B0026 Forwards Amend 82 to License DPn-46, safetg evaluation 5 
notice of issuance & availabilitg Amend modifies fire sgs 
clean water supplg. plant staff working hours, reac tor 
protection sgs power monitoring sgs U snubber listings 
VASBALUO. D fl Operating Reactors Branch 2 83/04/29 PILANT, J M 

Nebraska Public Power District 2pp 18497 092 24X 

Flche 30-290.83/04/29,8305100026 


— 8305180039 Amend 82 to License DPR-46, mod i f g mg standbg gas treatment 
testing roguirements. App J t est ing. scram discharge vol,flre 
protection sgs clean water supp Ig. snubber listings 6 reactor 
power sgs power monitoring sgs 

VA8BALL0, D B Operating Reactors Branch 2 83/04/29 71pp 

18497 054 24X Flche 50-290,83/04/29.0305180026 


— 8305180050 Safetg evaluation supporting Amend 02 to License DPR-46 
» Office of Nuclear Reactor Regulation. Director 03/04/29 
llpp 10497 125 24X Flche 50-290,83/04/29,0309100026 


— 0309180071 Notice of Issuance t< availabilitg of Amend 02 to License 
DPfi-46 

VASSALLO, D B Operating Reactors Branch 2 83/04/29 2pp 

18497 136, 24X Flche 90-290, 83/04/29. B3091 00026 


8309020499 Generic Ltr 03-19 to all power reactor &, testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

elSENHUT.D G Division of Licensing 83/05/02 Censolidated 
Edison Co of New York, Inc SOpp 18441 120 24X 

Flche. 30-000. 03/09/02, 8305020453 


0309160337 Forwards Amend 83 to License DPR-46, sa fe tg evaluation t 
notice of issuance & availabilitg Amend lowers K&IV low 
reactor water isolation setpoint to Level 1 6 opening & 
closing setpoints of two safetg relief valves 
BIEOEL, B Operating Reactors Branch 2 03/09/04 PILANT. J M 

Nebraska Public Power District 2pp 10471 306 24X 

Flcha 90-290.03/03/04,0309160337 


— 8309160340 Amend 83 to License DPR-46, revl s Ing MSIV low reactor water 
level Isolation setpoint, opening t, closing setpoints of two 
safety relief valves t< protective instrumentation section 
VASSALLO, D B Operating Reactors Dranch 2 B3/05/04, 20pp 

18471' 308 24X Flche 90-290.83/09/04,0305160337 


— 8009160341 Safetg evaluation supporting Amend 83 to License DPR'46 
a Office of Nuclear Reactor Regulation, Director 83/05/04 5pp 
18471 328 24X Fiche 90-298.83/05/04,8305160337 


—8309160342 Notice of issuance availability of Amend 03 to License 
DPR-46 

VASSALLO, D B Operating Reactors Dranch 2 83/05/04 2pp 

18471 333 24X Fiche 90-298,83/05/04.8305160337 


030510054/ Fotwards order e, tending (.omplction date for installation of 
plant mods needed to comply u/MURCG-0661 Eitension granted 
until 90 dags aftei start at Fuel Cycle 9 <1963 refueling 
outage 1 

VASSALLO. D n Operating Reactors Branch 3 03/05/09 PILANT.JH 

Nebraska Public Power District 2pp 10505 OSt 34X 
Fiche 50-290.83/05/05,8305100547 


— 0305100548 Order modifying 010113 ?< 85*0915 ordei S . e » tend ing completion 
date for Installation of plant mods needed to tomp Ig 
w/NUREOt-066l Bitenslon granteif until 90 dags after start of 
Fuel Cycle 9 (1903 refueling outage) 

PURPLE. R A Division of Licensing 03/05/05 Nebraska Public 

Power District 4pp 1S505 086 24X Fiche 50-290,03/05/05, 

B30S1D0547 


0305230242 Forwards safety evaluation of util 020831 submittal re 
procedure verification t design mod per NUREG-0737. Item 
I [ K 3 22, "Automatic Switchover of RCIC Suction " 

Regulrements met 

VASSALLO, 0 B Operating Reactors Branch 2 03/05/05 PILANT, J M 

Nebraska Public Power District Spp 10543 232 24X 

Fiche 90-298,83/05/05,0305230242 


0305090699 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list enc 1 

ElSENHUT.D G Division of Licensing 03/05/09 Consolidated 
Edison Co of New York. Inc lApp 10627 193 24X 

Flche 90-000.03/05/09,0305090659 


0305260170 Forwards request for addl info re NUREO-0737, 1 1 em II R 3 20 
an qualification of automatic dep ressurl lati on sgs 
accumulators Response requested with in 45 days 

VASSALLO, 0 D Operating Reactors Branch 2 03/05/11 PlLANt.J M 

Nebraska Public Power District 4pp 1B646 113 24X 

Fiche 50-298,83/09/11.0305260170 


0305290266 Forwards Draft 7 of Rev 3 to NUREG-0742, "Std Radiological 
Effluent Tech Specs for PWRs, " as guidance in developing 
final submission of radiological effluent Tech Specs Tech 
Specs requested within 60 days W/o encl 

VASSALLO, D B Operating Reactors Dranch 2 03/09/18 PILANT, J M 

Nebraska Public Power District 2pp 18595 336 24X 

Fiche 90-298,83/05/18.0305290266 


8305260300 Forwards safety evaluatiion of BWR Owners Group generic 
response to NUREG-0/37, I tem 1 1 K 3 45, "Dep res sur 1 1 a 1 1 on 
H/dther Than Automatic Depressuri la t ion Sgs " Alternative 
modes leould not contribute to plant safety No mods i equlred 
VASSALLO. 0 B Operating Reactors Dranch 2 03/09/18 PILANI.U (1 

Nebraska Public Power District 2pp 18629 316 24X 

Flche 90-290,83/09/18,8305260300 


8305270369 Rosponds to 10CFR50 49(gl, "Environ Qualification of 
Electrical Equipment Important to Safety for Nuclear Power 
Plants" t> tlKC 830408 ltr requests List of equipment 
Important to safety end 

PILANT. JH Nebraska Public Power District 03/05/20 

VASSALLO, 0 0 Operating Reacto.r9 Dranch 2 36pp 10642 136 24X 

Flche 90-290,83/05/20,8305870369 


0 Inspection reports, IE Bulletins t. c orri. s pond enc e 


8212060305 IE Info Notice 83-14, "Dewatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
enc 1 

TAYLOR, J H Division of Safeguards L Inspection programs IPoSt 
030103) 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 10300 319 24X Flcho 50-000,83/03/21,8312060305 


8303040021 IE Info Notice 83-21, "Defectlvt Emergency Use Respirator " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Past 830103) B3/04/1S Consolidated Edison Co of New 

York, Inc 126pp 10439 155 24 X Fiche 90-000,03/04/19,8303040021 


8303040023 IE Info Notice 83-22, "HWR 3a f ety/Re 1 1 e f Valve Failures “ 
Svc list enc 1 

JORDAN, E L, Division of Emergency Preparedness U Engineering 
Hesponso (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc M2pp 10303 009 24X Fiche 90-000,83/04/22.0303040023 


0303040029 IE Info Notice 83-23. "Inopeiable Containment Atmosphere 
Sensing Sgs " Svc list end 

JORDAN. E L Division of Emergency Proparednoss 7/ Engineering 
Response (Post 830103) 03/04/25 Consol idate il Edison Co of New 

York, Inc I19pp 18381 291 24X Flche 50-000,83/04/25.8303040025 
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I30400SA IC Info Notice 83-34^ "Loose Parts in Secondary Side or 
team Oeneratorj at PWfts ” Svc list oocl 

tOHDflNiE L Division of Ertergencij Preparedness V Engineering 
esponse (Post G301O3I B3/O4/20 Consolidated Edison Co oP Neu 

orV, Ine IlSpp 1B302 047 34t Pi the 50-000.03/04/2810303040026 


□040037 IE Jnfo Notice 83-25. “Standtg Oas Treatment Sys Heater High 
enp Trip Setpoint Adjustment '' 5vc list enc | 

□RDAN. E (. Division of Emergencg Preparedness t. Engineering 
esponse (Past 830103) 83/04/38 Consolidated Edison Co of Neui 

on. Inc I ISpp 18383 1A5 341C Iiciie 50-000.83/04/38,0303040027 


517033? Forulards IE Ijisp Rept 50-298/83-03 on S3032B-0401 Mo 
oncompl lance noted 

ADSEM. C L Region 4. office of Director 83/04/39 PTLANT, J M 
ebrasta Public Pouier District 2pp 18463 |44 34X 

Icfte 50-390. 83/04 '39, 8305170329 


305170333 IE Insp Rept S0-298/93-0J on 830328-0401 Mo noncodip 1 iatic e 
noted Major areas inspected training f, surveillance 
REOANO, fi T , WESTERMAN, T F Region 4, Office of Director 
83/04/23 7pp 19465 146 24XFlche 30-298.03/04/29,8303170329 


040038 IE Info Notice 03-26. "Failure Cif Saf e tg/Re 1 i of Valve 

scharge Line Vacuum Qrealiers " Svc list end 

RDAN. E L Division of Fmergencg Preparedness b Engineering 

sponse (Post 830103) 83/05/03 Consolidated Edison Co of Heu 

Tt. Inc I22pp 18441 170 34X Fiche 50-000.83/05/03,0303040030 


040030 IC Info Mottce 03-27. "Op era 1 1 ona 1 Response to Events 
ncerning Deliberate Acts Directed Against Plant 
olpment “ Svc list end 

ROAM. E L Division of Cmoigencij Pieparedness 6 Engineering 
spouse (Post 8301031 83/03/04 Cionsol 1 dated Edison Co of Meu 

.t(. Inc Il3pp 183B2 282 24X fiche 30-000,93/05/04.8303040030 


540031 IE Infe Notice 63-33, "Criteria far Protective Action 
omoiendations for General Emergencies " Svc list end 
DAN.E L Division of Emergency Pr epar ednes s b Engineering 
.ponse (Post 930103) 03/05/04 Consolidated Edison Co of Neiu 

t. Inc I19pp 18441 001 24X Firho 50-000.83/05/04.8303040031 


40033 JE Info Metice 03—29, "'Fuel Dinding Caused bg Fuel Rack 
OTisation " Svc list end 

DAM. E L Division of emergency Preparedness ir EnglnBerlng 
ponse (Post 030103) 83/05/06 Consolidated Edison Co of Now 

k, Inc II5pp 18523348 24X Fiche 50-000,83/05/06.8303040033 


40034 IE Info Notice 03—30. "Hi sapp 1 i cat i on of Generic Eniergancg 

rating Procedures <E8P) Ouideljnes ” Svc list end 

DAN.E L Division of Emergency Preparedness A Englneerlnj 

ronse (Post 830103) 83/03/11 Consolidated Edison Co of Meu 

kr Inc lt4pp 18324 003 24X FIche 50-000,83/05/11.8303040034 


50339 Ack receipt of Apr 1983 mg t appraisal rept written bg LRS 
lultants. Inc Application for iuitbhpldlng reguested leltbin 
lays of )tr receipt 

3EN,C L Region 4, Office of Director B3/09/J3 PH-ANT. J H 
'aska Public Power District Ip 18317 033 34X 

le 30-298. 83/03/13. 0303200328 


0040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program ■' 
list end 

AN, E L Division of Emergencg Pr epai edness b Engineering 

onse (Post 830103) 0D/O5/I9 Consolidated Edison Co of New 

, rnc Il4pp 18697 009 24X Fiche 50-000, 03/05/ 19. 8303040040 


0301 Foruiards IE Insp Rept 50-390/83-05 on 830321-25 No 
ompLiance noted 

EN, G L Region 4. Office of Director 83/05/23 PIUANT, Jtl 
aska Public Power District Spp 18636 263 34X 

e 50-398.83/05/23.8305260301 


260304 IE Irisp Rept 50-398/83-05 on 830321-35 N« noncompllance 
ted Major areas inspected security plan implementing 
acedures, securl ty organi la 1 1 On, rec ord s t, repts t< access 
itro! Details ulthheld tref 10CFR7J 31) 

ANS, C A . KELLY, J A . NESTE RtlAN, T F Region 4, Office of 
rector 83/05/20 Ip 18636 267 24X Fiche 50-298.83/05/23, 

OS26030I 


3046 IE Info Notice 83-33, "'Manrepresen tat 1 ve Sampling of 
sminated OH “ Svc list end 

^ Division of Emergency Preparedness t. Engineering 
inse (Post 830103 ) 83/05/36 Consolidated Edison Co of fleur 

Inc t)4pp 18647 007 24x Fiche 50-000, 83/05/26, 8303040046 


S Reportable occurrences, LERs b related correspondence 

8303060574 Foruards LER 03-003/ 03L-0 Oftai led event analysis submltte'd 
TMOMASQM, P V Nebraska Public Power District 83/04/29 
CDLLINa. J T Region 4, Office of Director 2pp 18349 003 24X 

Fiche 50-398,83/04/39.0305060574 


03D5O6OSB4 LER SS-OOD/OSL-O on 830403. i nd i cat i on !■ control poieer for 
reactor bldg exhaust valve HN-260f1V fai led, resul ting in 
valve not au tomat i ca 1 1 y closing on isolation signal Caused 
by burned out lamp Lamp 6 fuse replaced 

WIRE.P R Nebraska Public Pouer District 83/04/29 Region 4, 
Office of Director Ip 1B349 007 24X Fichd 50-398,83/04/29. 

S305060574 


8305120433 Foriuards LER e3-004/03L-0 Detailed event analysis 
5 ubmi tied 

THOMASON. P V Nebraska Public Power District 03/04/29 

COLLIMS, J T Region 4- Office of Director 3pp 10431 133 34X 

Fiche 30-298.03/04/29,0305120433 


—8305120439 LER B3-004/03L-0 on 830409. dur Ing 3P 6 i 4. contacts of 
relay 917-5A-K7D failed to open Cause not determined Relay 
coil replaced & proper operation verified All ac HFA relays 
on essential sys will be tested duriny Spring 1983 outage 
KRA8-3E, R W Nebraska Public Pouiar District 93/04/29 Region 
4, Office Of Director ip 18431 133 24X Fiche 50-298.03/04/29, 

8303120433 


8305200344 PNO— IV-83-019 on 830517. Indications of Intergranular stress 
corrosion cracking in heat-af f ected tone Of welds in RCS 
identified Data foruarded to GE for detailed analysis RCS 
loops inspected 

DUDOIS.D , HESTERMAK. T F Region 4. Office of Director 83/05/17 
Ip 19516 2J3 24X Fiche 50-298.83/05/17.8305200344 


DOCKET SO-301 POINT BEACH NUCLEAR PLANT. UNIT 2 
F Security, medical, emergency 6 fire protection plans 


830-5030523 Requests revs to proposed mods to 10CFR30 App R exemption 
requests re separation regui rements, per 830322 meeting tc 
830325 b. 31 telcons Detailed dlscuaslon of revs end 
FAY.C Id Wisconsin Electric Power Co 83/04/28 DENTOM, H R 
□fflce of Nuclear Reactor Regulation. Director CLARK. R A 

Operating Reactors Branch 3 29pp IB300 286 B4X 

Fiche 90-266. 83/04/20. 0303030523 


03051 1054D Forwards exemption from App R in partial response to 020630 
Itr 6 820959 6 lOll suppts Eremptlun permits relief from 
requirements to install fired suppression sys b firs 
barriers to separate hydrogen lines from safety equipment 
CLARK. R A Operating Reactors Branch 3 83/04/20 FAV.C W 

Wisconsin Electric power Co Spp 18415 104 24X 

Fiche 50-266.83/04/20.0305110540 


—8305110542 Eiemption from requirements of lOCFRSO.App R. Section 111 O 
re filed fire suppression sys In control room 

EISENhUT. D G Division ot Licensing 83/04/28 Wisconsin 

Electric Power Co 3pp 18413 107 24X Fiche 30-266,03/04/20. 

0305110540 


8305170241 Ack receipt of 830121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-266/82-17 t» 
50-301/02-17 Violation 1 re fire signaling sys testing 
ui thdrawn 

aPESSARD. R L Division of Engineering 83/05/09 BUR3TEIN. 8 
Wisconsin Electric Power Co 2pp 18464 333 24X 

Fiche SO-266, 03/05/09* 03031 7024 1 


— 8305170252 Responds to NRC 021130 Itr re violations noted in IE Insp 
Repts 50-266/8a-'I7 8, 50-301/32-17 Corrective actions annual 
fire pump capacity test revised to Include add) performance 
data Fire protection tests reviewed 

FAV.C M Wiscortsln Electric Power Co 83/01/21 KEPPLER, J 0 
Region 3. Office of Director 42pp 18464 335 24X 

Fiche 50-266.03/03/09,0305170241 


—6305170863 Responds to C Ramsey question re largest single fire water 
floui requirement at facilities Sprinklers for diesel 
generator ro-oms supplied from svc water sys capacity 
FAV.C W (disconsin Electric power Co 03/02/24 KEPPLER. J G 
Region 3. Office of Director 3pp 18465 015 24X 

Fiche 50-266.03/05/09,6305170241 


0305170138 Ack receipt of 030413 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-366/03-05 *. 50-30J/33-D5 

HINDiJ A Division of Radiological &■ Materials Safety Programs 
03/05/1-0 BURSTEIM. S Wisconsin Electric Pouer Co Ip 18466 270 
24X Fiche 50-366,63/05/10,8305170138 
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•8305170J44 Responds to NRC B30314 Jtr re violations noted In IE 
Safeguards Insp Repts 3O-S66/93-0S t- 50-301/83-05 Corrective 
actions uittiheld (ref 10CFR73 31) 

QURSTEINi S (Wisconsin Electric Power Co Q3/04/13 HINDi J 
Division of Radiological tt Materials Safctij Pragranss Ip 
18466 271 24>t Flche 30-266.63/03/10.8305170138 


8305110034 Ooneric Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re c lar 1 f ica 1 1 on of 
access to control procedures for law enrorcement visits 
Svc list and 

EISENKUTiO G Division of Licensing 83/05/11 Consolidated 

Edison Co of New York. Inc 16pp 18540 093 24 k 

Flche 30-000.83/05/11.8305110034 


8303200021 Notifies that NUREG-0737. 1 1 em III A 2 1, "Emergency 
Preparedness. Upgrade Emergency Plans to App E. 10CFR50. " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 83/05/12 FAY.C W 

Uiscansin Electric Pouer Co 3pp 18340 114 34X 

Flche 50-266.83/05/12,0303200021 


6305370241 Documents agreement per 83051/ conference call rc timing 
requirements for notification of state & local agencies for 
unusual event or alert. per IE Insp Repts 30-266/83-01 ^ 
30-301/63-01 Procedure to be Initiated by 830701 
FAV, C N Wisconsin Electric Power Co 03/03/23 KEPPUER, J 0 
Region 3, Office of Director Ip 18637 161 34X 

Flche 50-266.83/05/23,8303270241 


0 Adjudicatory correspondence 


6305020438 Grief opposing Wisconsin Environ Decade exceptions to ASLD 
830204 initial decision authorizing full-scale sleeving 
Eieepttons uialved for failure to brief or arguments u/o 
merits 

CHURCHILL. D W Wisconsin Electric Power Co CHURCHILL. D W Shaw. 
Pittman. Potts tt Trowbridge 93/04/29 Atomic Safety and 
Licensing Appeal Panel 32pp 18281 111 24)( Flche 50-266, 

03/04/27, 8303020438 


0305100314 Grief in opposition to Wisconsin Environ Decade 330214 
appeal of ASLB S30204 memorandum L order LBP-83-4 ABLAQ 
should reject exceptions not briefed 4< affirm ASLB order re 
steam generator tube rupture W/Cert 1 f I cate of Svc 
DACHMANN, R 0 Hearing Branch I 83/05/09 Atomic Safety and 

Licensing Appeal Panel IBpp 18371 141 24X Fiche 50-266. 

83/05/09, 0303100314 


8303270338 Requests Info re date, time t> location for Commission meeting 
on emergency operations facility location Leave tp address 
Commission requested 

FAY.C W Wisconsin Electric Power Co 03/03/20 CHILK.S J Office 
of the Secretary of the Commission Ip 18646 154 24X 

Fiche 50-266,83/05/20,0305270558 


P Operating license stage documents 6 con espond one e 


8305230724 Forwards estimated annual regulatory ts nonregulatory 
•xpandituree in 030208 Itrs re cost of backflttlng Combined 
capacity of facilities is 994 HWe 

BURSTEIN. 8 Wisconsin Electric Power Co 83/02/25 TOURTELLOTTE, J 
Regulatory Reform Task Force 3pp 18342 269 24X 

Flche 30-266.83/02/23,0303230724 


8305020272 Forwards Affidavit AW-SO-27 in support of request to 
withhold proprietary info re effect of radiation on 
Insulating matls in Westlnghouse medium motor per 
10CFR2 790 re end util draft 630413 ltr 

WIESEMANN. R A Westlnghouse Electric Corp 63/04/13 THOMAS, C 0 
Division of Licensing 9pp 18277 196 24X Fiche 50-266.83/04/13, 

8305020272 


■6305020292 Nonproprietary version of "Effect of Radiation on 
Insulating Matls Used in Westlnghouse Medium Motors " 

GAHTKO.J Westlnghouse Electric Corp 71-1 C2-RA0MC-R1 71/04/10 
39pp 18277 205 24X Fiche 30-266,83/04/13,0305020272 


8305020128 Forwards safety evaluation of util preferred ae power sys 
conformance to GDC 17 Power sys do not fully meet Intent of 
ODC 17 since sys could be automatically disconnected from 
4.160-volt safeguards buses in worst case accident loads 
NQRBLIUB.C. E Division of Project t> Resident Programs B3/04/25 

EIEENHUr. 0 0 Division of Licensing 3pp 16276 320 24X 

Flche 50-266.83/04/25,8305020128 


8305060001 Forwards FGIO summary of disoussior. re radiological effluent 
Tech Specs during 820602-03 p I int visit Final diaft of 
pi oposed radiological effluent Tech Specs > offsite dose 
calculation manual should be developed within 60 days 
CLARK, R A Operating Reactors Branch 3 53/04/35 FAY.C W 

Wisconsin Electric Power Co 45pp 18333 263 24X 

Fiche 30-266.83/04/23,8303060001 


8305090346 Lists drawings needed to review inservice testing program 
Two sets of full siie drawings requested 

CLARK, R A Operating Reactors Branch 3 83/04/3/ FAY.C W 

Wisconsin Electric Power Co Jpp 18381 205 34Y 

Fiche 30-266,83/04/27,8305090546 


8303110028 Informs of Class I h III fee classification for 630324 
application for Tech Spec changes re auxiliary feedwater sys 
operability Overpayment for 790926 application for 
administi ati /e changes will be applied toward current fees 
MILLER. W 0 License Fee Management Branch 63/04/27 FAY.C W 
Wisconsin Electric Power Co 2pp 18421 313 24X 

Flche 30-266,83/04/27,8305110028 


8303020433 Generic Ltr 83-19 to all power reactor A testing licensees 
re new procedures for providing public tiotue concerning 
issuance of amends to OLs Svc list enc 1 

EISENHUT.D 0 Division of Licensing 83/03/02 Consolidated 

Edison Co of New York, Inc SOpp 16441 120 24X 

Fiche 50-000,83/05/02,8305020455 


8305060408 Requests extension nf deadline for environ qualification 
of equipment until 840330 for Unit 2 6 841101 for both units 
for environ qualification of all lOCFRSO 49(b><3) equipment 
1 terns 

BURSTEIN, S Wisconsin Electric Power Co 83/05/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 3pp 18348 210 24X 

Flche 50-266,83/05/04,8305060408 


8305110075 Remits license amend approval fee for temporary 
clarification of Tech Specs re auxiliary feedwater sys 
operab 1 1 1 ty 

DURSTEIM, B Wisconsin Electric Power Co 83/05/04 DENTON. H R 
Office of Nuclear Reactor Roguiation, Director MILLER. W O Lieen 
Fee Management Branch Ip 18400 109 24X Fiche 30~266i 33/05/04, 

8305110075 


83OSHO101 Application to amend Licenses DPn-24 t DPR-27, consi s 1 1 ng oi 
Tech Spec Change Request 91 re limiting conditions for 
operation requiring both RHR loops be operable unless 
reactor sys Is in refueling shutdown condition 

BURSTCIN.S Wisconsin Electric Power Co 83/05/04 DENTON. H R 
Office ox Nuclear Reactor Regulation, Director 3pp 18407 122 
24X Flche 30-266,83/05/04,8303110181 


•8303110197 Tech bpec Change Request 91 re limiting conditions for 
operation requiring both RHR loops be operable unless 
reactor sys is in refueling shutdown condition 

» Wisconsin Electric Power Co 83/03/04 6pp 18407 123 ?4X 

Flche 30-266,83/05/04,8303110181 


0303110201 Forwards addl fees associated u/Tech Spec Change Request 
69 to allow repair of degraded steam geneiator tubes by 
sleeving 

BURSTEIN, S Wisconsin Electric Power Co 83/05/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Dtiector DIGGS, R M License 
Fee Management Branch Ip 1840/ 111 24X Flche 50-266,83/05/04, 

8303110201 


8305120495 Foward s ’Amends 73 6 76 to Licenses l)PR-24 i. DPR-27/ 
respective! y, safety evaluation 6 notica of Issuance t- 
availability Amends allow temporary Isoldtioii of shared 
motor driven auxiliary feedwater pumps 

COLBURN, T Q Operating Reactors Branch 3 83/09/04 FAY^C W 

Wisconsin Electric Pouer Co 4pp 18440 214 24X 

Fiche 50-266, 03/03/04, 8303120493 


—0305120498 Amends 73 ti 78 to Licenses DPn-24 i 080-27. respective ly, 
allowing temporary Isolation of shared motor driven 
auxiliary feedwater pumps for unit during startup , shutdown It 
surveillance testing of other unit 

CLARK. R A Operating Reactors Branch 3 03/05/04 6pp 

18440 210 24X Flche 30-266.83/03/04.8303120495 


•0305120502 Safety evaluation supporting Amends 73 if 78 to Ulceoses 
OPR-24 Si DPR-27i respec tively 

* OfftCD of Nuclear Reactoi Regulation. Director 83/03/04 2pp 
1B440 224 24X Fiche 50-266,83/03/04,8303120495 


--8303020137 Safety evaluation of util preferred ac power sys conformance 
ODC 17 Proximity of lew voltage transformers does not fully 
meet ODC 17 requirements for physical separa t Ion, bu t deluge 
sprinkler sys adequate 

« NRC - No Detailed Affiliation Given 83/04/23 Bpp 
18278 223 24X Flche 50-266,83/04/25,8303020128 


,0303120503 Notice of Issuance if availability of Amends 73 tt 78 to 
Licenses DPfl-24 U DPR-27, respec tive! y 

TRAMMELL, C M Operating Reactors Branch 3 83/05/04 2pp 

18440 226 24X Fiche 30-266,83/05/04,8305120499 
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83O9P000? Updates progress in meeting schedular c omm tment s per NFtC 
830314 order re imp 1 emento 1 1 on oP post-Tfll Action Item 
II F 1. "AddI Accident Monitoring Instrumentation " 

FAVi C U ULsconsin Electric Power Co B3/03/06 DENTDNpH R 
Office of Nuclear Reactor RegulatioPi Director CLARK.. R A 
Operating Reactors Branch 3 3pp 18436 34) ?4X 

Ftche 50-266, 83/03/06. 8305130009 


8305090659 Oener it Utr 83-20 to all operating loaclor licensees fc 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

ErSENHUTr n G Division of Licensing B3/0S/09 Consolidated 

Edison CO of Meu Vorl, Inc I6pp 18627 193 24)C 

Fiche 30-000,83/09/09.83 030906 59 


0303170619 Forwards apprpved eiemption dtd 830509 for schedular 
reguireuients for installation of RCS high point jas vents 
alloiving delag in Installation Pf sgs until 840101 
CLARKrR A Operating Reactors Dranct 3 83/03/09 FAV.C W 

Ulsconsin Electric Pouiar Co 3pp 1 8497 008 24X 

Flche 30-301.83/03/09.0303170619 


— 83Q317064S Eiemgtlon from schedular requirements for installation of 
RCS high point gas vents allouing delaig in installation of 
sgs util 840101 

PURPLE. R A Division of Licensing 83/03/09 Ulsconsin 

Electric Power Co 4pp 18497 Oil 34X Ficlie 30-301 . 03/03/09. 
B3051 70619 


8305240131 Informs that piping t I ns t rumen ta t i d h diagrams requested 
in 830427 Itr re Inservice testing program mill be forwarded 
under separate cover 

FAVi C U Wisconsin Electric Power Co 83/03/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Ip 10549 006 24X 

Fiche 50-266,83/05/19.8305240131 


8305240497 Forwards list of electric equipment important to safetg to 
be environmrnta 1 1 g qualified at facilities Info duplicates 
011008 responsSiper IE Bulletin 79-0 1 3 . hi/ 1 t s ted eiceptions 
FAY.C W Wisconsin Electric Power Co 83/03/20 DEMTON, H R 
Office of (Nuclear Reactor Regulation, Director S9pp 18371 360 
24K Fiche 30-266,83/03/20,8305240497 


0 Inspection reports, IE Bulletins 6 correspondence 


821S060385 IE Info Notice B3-i4. "Dewatered Spent Ion Eichange Resin 
Susceptlbilltg to Exotherinlc Chemical Reaction " Svc list 
enc I 

TAVLOR.U M Division of Safeguards & Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New Vcrlt. Inc 

U2pp 18308319 24X Fiche 30-000,83/03/21,8212060385 


8303040021 IE Infe Notice 83-21, "Defecti/e Emergencg Use Reiplrafcor " 
Svc list end 

JORDAN. E L Division of Emergancg PrepaTednes s 6 Engineering 
Response (post 830103) 83/04/15 Consolidated Edison Co of Niw 

York, Inc I26pp 1B435 155 24X Fiche 30-000.83/04/15.8303040021 


8303040023 IE Info Notice 83-22. "DWH Sa f e tg /Re 1 1 e f Valve Failures " 
Svc list encl 

JORDAN, F L Division of Emergencg Preparedness t Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

Yorlt. Inc ll2pp 18383 009 24X Fiche 50-000, 83/04 /22f 8303040023 


8303040025 IE info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sgs " Svc list encl 

JORDAN, 8 L Division of Emergencv Preparedness 6 Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of New 

York. Inc U9pp 18381 291 24X Fiche 30-000,83/04/23.8303040023 


0305120456 FoTwards IE Insp Repts 30-266/83-04 50-301/83-04 on 

830201-0331 6 notice of violation No repIg to Item 3 of 
notice of violation required 

SHAFER, M 0 Region 3, Office of Dlrectoi 83/04/23 BURSTEIN. S 
Wisconsin Electric Power Co 2pp 18431 029 24X 

Fiche 90-266.83/04/29.8305120436 


— 8309120463 Notice of violation from insp on 830201-0331 

SHAFER. W D Region 3, Office Of Director 83/04/25 Ip 
10431 031 24X Fiche 50-266.83/04/25,8309120456 


—8305120468 IE Insp Repts 50-266/83-04 6 30-301/03-04 on 830201-0331 
Non comp lienee noted personnel failed to check out (uhen 
eiltlng containinent per Procedure HP 2 4 5 two Eberline 
Model DAI-6CC area radiation monitors not labeled 
HAGUE. R L , FITZPATRICK. D , JACK I W. I N Region 3, Office of 
Director 83/04/22 9pp 18431 032 24X Fiche 50-266.83/04/25, 

0309120456 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondarg 0ide of 
Steam Generators at PWRs *' Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, inc tlSpP 18302 047 24X FUhe 30-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25. "StandbiJ Oas Treatment Sigs Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JORDAN, E L Division of emergency Preparedness *< Engineering 
Response (Post 830103) 03/04/28 Consdlldated Edison Co of New 

York, Inc llBpp 18382 165 24X Fiche 30-000.83/04/28.8303040027 


0303040028 IE Info Notice 83-26, "Failure of Sa f ety/Re H e f Valve 
Discharge Line Vacuum Ereakers " 8vc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103 ) 83/03/03 Consolidated Edison Co of New 

York. Inc I22pp 10441 170 24X Fiche 50-000,83/05/03,0303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list eihci 

JORDAN, E L Division of Emergency Preparedness 5 Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc I12pp 18302 282 34X Fiche 50-000,83/03/04,0303040030 


0303040031 IE Info Notice 83-28. "Criteria for Protective Action 
Recommendations for General Emergencies “ Svc list enc I 
JOROANiE L Division of Emergencij Preparedness i Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 18441 001 24X Fiche 50-000,03/09/04.8303040031 


0305120400 Submits addl response to IE Bulletin 79-14, "Seismic 
Analysis for As-Built Safety-Related Piping Syi " Mechanical 
corractluns installed w/eicaption of t(uo corrections 
requiring welding to RH8 piping 

BURSTEIN- S Wisconsin Electric Power Co 83/03/04 KEPPLER, J 0 
Region 3, Office of Director 2pp 10431 150 24X 

Fiche 50-266,83/09/04,8305120408 


8303040033 IE Info Notice 83-39, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L Division o-f Emergency Preparedness 4. Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York, Ini. 113pp 18523 248 24X Fiche SO-000. 83/09/06, 0303040033 


9305200229 Clarifies position re maiint i testing program for HVAC 
filter units not controlled by Tech Specs 6 for respirator 
fitting program, per IE Insp Repts 50-266/83-03 (< 

S0-3D1 /S3-03 dtd 830216 although no noncomp 1 iance noted 
FAV.C M Wisconsin Electric Power Co 83/05/06 KEPPLER, J 0 
Region 3, Office of Director 9pp 18517 102 24X 

Fiche 50-266.03/03/06,0305200239 


8305170241 Ack receipt of 830121 itr informing NRC of steps taken to 
correct violations noted In IE insp Repts 50-266/02-17 & 
90-301/02-17 Violation 1 re fire signaling sys testing 
ulthdrauin 

GPESSARD,R L Division of Engineering 83/05/09 BURSTEIN, S 
Wisconsin Electric Power Co 2pp 18464 333 24X 

Fiche 50-266.03/05/09,8305170241 


— 0305170252 Responds to NRC 021130 Itr re violations noted in IE Insp 
Repts 50-266/02-17 tt 90-301/82-17 Corrective actions annual 
fire pump capacity test revised to include addl performance 
data Fire protection tests revieued 

FAY.C W Wisconsin Electric Power Co 83/01/21 KEPPLER, J 0 
Region 3, Office of Director 42pp 18464 339 24X 

Fiche 50-266,03/09/09.93 0 91 70 241 


— 8309170263 Responds to C Ramsey question re largest single fire water 
flow requirement at facilities Sprinklers for diesel 
generator rooms supplied from svc water sys capacity 
FAV.C W Wisconsin Electric Power Co 83/02/24 KEPPLER, J G 
Region 3, Office of Director 3pp 10469 019 24X 

Fiche 50-266,83/03/09.8305170241 


8309170138 Ack receipt of 830413 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
90-266/83-05 b 50-301/83-05 

HINDiJ A Division of Radioleglcal & Materials Safety Programs 
03/05/10 BURSTEIN, S Wisconsin Electric Power Co Ip 18466' 270 
24X Fiche 50-266,83/05/10,830 3170139 


— 8305170144 Responds to NRC 330314 Itr re yielatlans noted In IE 
Safeguards Insp Repts 50-26&/93-0S b 30-301/83-05 Corrective 
actions withheld (ref tOCFR73 21) 

BURSTEIN, a Wisconsin Electric Power Co 83/04/13, HIND.J A 
Division of Radiological it Materials Safety Programs Ip 
19466 271 24X Fiche 90-266,83/05/10,8305170130 
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0303040034 IE Info Notice 03-30, “111 sopp 1 1 cat i on of Generic Emergency 
Operating Procedures (EOP) Guidelines ‘ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

vork. Int 1 14pp 10534 003 34X Fiche 50-000,03/05/11,030^040034 


0303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program “ 
SVC list end 

JORDAN/E L Division of Emergency Propel cdness !/ Engineering 
Response {post 030103) 83/05/19 Consolidated Edison Co of New 

York. Inc I 14pp 10697 009 24'( Ficte 50-000,83/05/19,0303040040 


0305340380 Confirmatory action Itr re NRC 630314 order specifying 
certain TKt action items as complete or completion dates 
noted Item II F 1 1, “Noble Gas Effluent Montior," complete, 
however, main steam line monitors not opeiatlonal 

KEPPLER.J 0 Region 3. Office of Director 83/05/20 DURSTEIN.S 
Uisconsln Electric Power Co Ip 18575 073 34X 

Flehe 30-266.63/03/20,0305340380 


0303270341 Documents agreement per 030517 conference call re timing 
requirements for notification of state t> local agencies for 
unusual event or alert, per IE Insp Repts 50-266/03-01 
30-301/03-01 Procedure to be initiated by 030701 
FAY.C M Wisconsin Electric Power Co 63/03/33 PEPPLER.J G 
Region 3, Office of Director Ip 18637 161 24X 

Fiche 30-266,03/03/23,8305270341 


0303040046 IE Info Notice 03-33, “Nonr epre s entat 1 va Sampling of 
Contaminated Oil “ Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of New 

York, Inc ll4pp 10647 007 24X Fiche 30-000,03/05/26,0303040046 


R Periodic operating reports 6 related correspondence 


0303160169 Forwards monthly operating repts for Apr 1983 

FAY.C W Wisconsin Electric Power Co 03/05/10 NRC - No 
Detailed Affiliation Given tp 10446 073 24X 

Fiche 50-266.03/05/10,8305160169 


— 830S160171 Monthly operating repts for Apr 1983 

FAY.C U Wisconsin Electric Power Co 03/05/09 9pp 18446 074 
24X Fiche 50-266,03/05/10,8305160169 


8 Reportable occurrences, LERs 6 related correspondence 


0303030275 Forwards LER 03-002/0 lT-0 

FAY.C W Wisconsin Electric F'ower Co 03/04/26 KEPPLER, J G 
Region 3, Office of Director Ip 18300 084 24X 

Fiche 30-301,03/04/26,8305030275 


— 03O3O3O2BO LER 03-OO3/O1T-O on 8304 12, d ur i ng eddy current exam of steam 
generator tubes, 16 tulies in steam generator A 2 tubes in 
steam generator 0 had indications greater than Tech Specs 
Caused by corrosion Tubes will be repaired 

FAY.C W Wisconsin Electric Power Co 03/04/26 Region 3, 

Office of Director 6pp 18300 083 24X Fiche 30-301,03/04/36, 

0303030275 


8303130034 NPDEB noncompl lane e notification an 830429, daily max pH 
effluent limit exceeded Investigation will include review 
of sampling h analysis techniques, insp of treatment 
equipment (< review of operator logs 

FAYrC W Wisconsin Electric Power Co 03/03/03 Wisconsin, Btate 
of 2pp 10436 20S 24X Fiche 30-266,83/05/05,8303130034 


8303240331 LER 03-OO6/O3L-O on 830419. lime delay setpoint of contact 
from time delay relay 2-TDRC/A06 & 4, 160-volt degraded grid 
voltage relay 2-27S/A06 set above Tech Spec limit Caused by 
bumping or mi spos 1 t loning time set knob W/03OS1O Itr 
FAY.C W Wisconsin Electric Power Co 83/05/10 KEPPLER, J 0 
Region 3, Office of Director 3pp 1B575 113 24X 

Fiche, 30-301, 83/03/10, 8303240331 


8303240330 LER 03-OO5/O1T-O on 030428, b ed y -to-b onne t leak on A loop RTD 
bypass isolation valve RC-339A t< boric acid wastage of four 
studs discovered Leakage caused stud wastage Studs & nuts 
replaced & valve on other loop examined W/630S11 Itr 
FAY.C W Wisconsin Electric Power Co 03/05/11 HEPPLER, J 0 
Region 3, Office of Director 4pp 18374 071 24X 

Fiche 50-301,03/05/11,0305240350 


8303190226 Followup to 830331 NPDES noncomp 1 lane e notification 
On 030316 li 17, retention pond discharge (Sample Point 501) 
exceeded pH limit Ceused by carryover of lime from water 
treatment sys 

FAY.C H Wisconsin Electric Power Co 03/05/12 Wisconsin, State 
of. 2pp 18500 202 24X Fiche 50-266,03/03/12,8305190226. 


830534041? LER B3-003/01T'0 has been cancelled 

FAY, C W Wisconsin Electric Power Lo a3/05M3 KEPPLER. J G 
Region 3, Office or Director 2pp 18373 352 24 X 

Fic)ie 50-301,03/05/12.83052404 12 


8305240002 PNO- 1 1 1 -03-037 on 830509, Reg i on III radiation specialist 
learned that main steam line noble gas monitors not yet 
Installed per 830314 commitment date Qfc af Investigation 
Investigating failure Monitois to be installed by mid June 
LOVENDALEiP , PAPERIELLO.C Region 3. Office of Director 83/05/18 
Ip 10549 138 24X FiChe 50-266,83/05/18,8305240002 


8305240379 NPDC& none omp I i anc e notification on 030429, pH of retention 
pond discharge found above limit Caused by demineraliied 
makeup water treatment sys problems re undlssolved line 
carrying through to pressure filter sys 

FAY.C W Wisconsin Electric Power Co 83/05/18 Wisconsin, State 
of Ip 18571 040 24X Fiche 30-366, 03/05/ 18, 8305240379 
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F Security, medical, emergency 6 fire protection plans 


8303270456 Forwards IE Insp Rapt 50-302/83-06 on 030322-23 No 
noncompl lance noted 

DANCE, H C Division of Project 6 Resident Programs 83/03/20 
HANCfiCK. J A Florida Power Corp 2pp 18644 163 24X 

Fiche 30-302,83/03/28,0305270436 


— 0305270466 IE Insp Rept 50-302/83-06 on 030222-23 No none omp 1 1 anc e 
noted Major area inspected emergoT.cy preparedness 
exorc ISO 

HUFFMAN, 0 N , JENKINS, G R Region S. afPIqe of Director 
03/03/28 llpp 18644 165 24X Fiche 50-302,03/03/88.8305270456 


0305110034 Generic Lti 83-21 to all licensees of operating reactors, 
applicants for DLs U holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list enc I 

EISENHUT. D O Division of Licensing 03/03/11 Censolidated 
Edison Co of New York, Inc 16pp 18340 095 24X 

Fiche 50-000,83/05/11,0305110034 


0303270209 Forwards IE Safeguards Insp Rept 50-302/03-12 on 030302-06 
No noncompllance noted 

DANCE, M C Division of Project (, Resident Programs 83/05/25 

WILOUS.W S Florida Power Corp 2pp 18637 314 24X 

Fiche 50-302.83/05/25,8303270209 


—0305270212 IE Safeguards Insp Rapt 50-302/03-12 on 830302-06 No 
noncompllance noted Major areas inspected site orientation, 
review of security plan 6 security organ! lation-mgt Details 
withheld (ref tOCFR73 SI) 

MaORE, D E , URYC,)] Region 2, Office oh Director MCGUIRE, D R 
Division of Emergency preparedness I. Materials Safety 83/03/24 
2pp 10637 316 24X FlOie 50-302. S3 '0 5/?3. 0303270209 


J Insurance t. indemnity information 


0305040204 Forwards Enooi sements 50 6 44 tn NELIA Policy NF'19S U 
MAELU Policy MF-9i . r esp ec t i ve 1 y 

DUCK. J R Marsh t, McLennan, Inc 83/04/29 SALTZMAN.J Assistant 
Director for State $< Licensee Relations 3pp IR3P3 216 24X 

Fiche 30-302,83/04/29,8303040204 


0305190022 Forwards Endorsements 39 4, 45 to NELIA Policy NF-195 6 
MAELU Policy MF-91 , r esp ec 1 1 ve 1 y 

DUCK, U R Marsh (< McLennan, Inc 83/03/12 SALTZMAN.J Assistant 
Director for State 6 Licensee Relations 3pp 10502 036 24X 

Fiche 50-302,03/03/12,8305190023 


P Operating license stage documents 6 correspondence 


8303280319 Forwards order confirming licensee commitments on post-TMl- 
rolated issues Order based on commitments contained In util 
responses to NRC Generic Ltrs 82-05 6 62-10 

8T0LZ,J F Operating Reactors Branch 4 83/03/14 HANCOCK, J A 

Florida Power Corp 3pp I77I3 234 24X Fiche 30-302,03/03/14, 

030320031? 


— 8303200395 Order confirming licensee commitments on p ost-TMI-related 
Issues 

PURPLE, R A Assistant Director for l.tconslng 03/03/14 

Florida Power Corp lOpp 17713 237 94X Fiche 50-302,63/03/14, 

0303200319 
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8305330393 Poruafil* analysis of sstifnateo baokfittinj costs per 
330309 itr Estirnatea »174 rsi U mr spcc\f for backfitting 
SackfittinS e irpen tf i tur« s loi 1 I average <t(3J of annual 
eipendl bures from 1977 througti 19B5 

HANCOCK J A Florida Pouer Corp 83^03/^35 rPUP TEtUDTTE' J 
negulatory Heftirm Task Force 2p p 1B543 35B S'! X 

Flche 30-303.93/03/23.3303330373 


8303230720 Farwards list Pf utils re s P and 1 ti g to requests for cost 
'figtirey on Oeckfifcttrhg 

TOWSTELl aTTE. J PeguLatorq Reform Task Force 83/04/ 11 
PALUADINO- N J Commissioners 2pp IB542 272 24X 

Flche 30-000, 83/04/1 I. B305230720 


G30512003T FarujriJs generic safety evalJation supporting continued 
operation of PUfls w/Kretser primary safety valves Safety 
valve ring settings acceptable 

STQLZ.J F Operating Reactors Branch 4 83/04/23 WlLGUS.W S 

Florida Power Corp 3pp 13443 24? 24X Fiche 50-302,93/04/38. 

9309120037 


0303030036 Proposes moil design to fulfill monthly testing requireirent 
pf IEEE-279-1771 donslstent u/testlng for first & second 
level uivder V s I tage relay protection sys Plonthlg relay bench 
callbr test Dili verify absence of relay setpoint drift 
VlESlAteP.O R Florida Power Corp 03/04/27 STOLZ.J F Operating 
Reactors Branch 4 2pp 10300 356 24 < Fiche 50-302.83/04/27, 

6303030036 


0305030030 Advises that justification far continued operation Dill be 
includod in 830320 submittal per 830223 Jtr le environ 
qualification of electrical equipment. in response to B30323 
llr Facility presently shut doDP foi refueling 

HESTAFEP.G R Florida Power Corp 03/04 '27 ETOLZiJ F Operating 
Reactors Branch 4 Ip 10300 331 24X Fiche 50-302. S 3/04/27. 

9303030050 


B3Q5070463 Forwards &f<W '"Qoujiding Analytical Assessment of NUfiEC-0630 
on LOCA b Operating kU/Ft Limits." pel S30331 commitment 
tIESTAFER.G fl Flnnda Power Corp 03/04/29 STOLZ. J F Operating 
Reactors Oranch 4 Ep 1B362 153 24/ Flche 50—302. 83/04/27. 

8309070462 


— 0303090464 '’Bounding Analytical Assessment of NOIJCG-0630 on LOCA it 
Operating IW/Ft Limits " 

a Babcock *. Wilcoi Co 77 1I40B97-0I 83/04/29 29pp 

18362 1 34 24 X Fiche 50-302, 83/04 / 27, B303090 462 


0305200378 Submits response to NRC 830222 Itr re eiemptlon from 
lOCFRSO 44(r> (31 < 1 L 1 >■ ‘'Reactor Vessel Head Heat " Interim 
eiemptlon eitending Implementation deadline requested prior 
to restart from refueling outage scheduled for B30709 
WESTAFEH. C R- Florida Power Corp 83/04/27 EISENHUT.D G 
Olvlalon of Licensing 3pp IB-3IR 396 24X Fiche 50-302. 83/04/27. 

8305200370 


8305020435 Generic Ltr 83-17 to all power reactor & testing licensees 
re new procedures for providing public nutice coiiterpiing 
issuance of amends to OLs Sve list enci 

EISENH8T, 0 G Division of Licensing S3/05/0’2 Consolidated 

Edison Co of Mjiu York, Inc 30pp 1044 1 ISO ?4X 
Flcbe 50-000.03/05/02.8303020455 


0305060365 Motl f i c at I on of 030506 meeting ui/BbW Owners Group In 
Oethosda.MD to discuss core barrel failure at Randho Seed 6 
Crystal River 3, future plans for resolving problem 6 
justification for continued operation 

MJnER. 5 Operating Reactors Oranch 4 83'05/02 STOLZ, J 

Operating Reactors Branch 4 2pp 10333 072 24X 

Fiche 30-000,83/05/02,8305060365 


030513000? Notifies of preliminary plan to implement 020104 amend to 
regulation re hydi ogen recomblner requirement scheduled for 
Spring J905 refueling outage Eitsrnal TacomUner must be 
safety-grade to ensure accident survivability 

MESTAFen.C R Florida Fouer Corp 03,05/06 STOLZ, J F Operating 
Reactors Branch 4 2pp 10436 327 24X Flcbe 50-302,03/05/06. 

0305130002 


630513001? Advises that preliminary okfsite dose calculation manual 
i rad 1 o 1 agica 1 effluent Tech Specs! submitted on 030427 
We 3 rAF 6 R.cn Florida Power Corp □3/05/06 STOLZ,./ F Operating 
Reactors Branch 4 Ip 18440 -043 24X Flche 50-302,33/05/06, 

8305100013 


8305090637 Generic Ltr 83-20 to ail operating realtor licensees 6 
holders of CPs re integrated scheduling for impi ementa 1 1 on 
of plant mods Sve list end 

EIS6NHUT, 0 G Division of Licensing 03/05/07 Consolidated 

Edlsnn Co of New York, Inc l^pp 1862/ 1 S3 24X 
Flche 30 - 000 . 83/05/07. 0305090659 


8303130067 Advises that util endorses Rev 3 to 0AW-tO092P (< DAW-10134P 
as response to NUREG-0737, Item II f 3 30. "Revised Small 
Break LOCA Methods to Show Compliance W/ 1 0CFR50. Ap p K " Work 
on Item will not commence until repts approved by NRC 
WESTAFEfl.G R Florida Power Corp B3/09/09 STOLZ. J F Operating 
Reactors Branch 4 Ip 10436 245 24 X Fiche 50-302,83/03/07, 

83031 30067 


0303170344 Forwards commitments for qualification of insp.exam Xi 
testing 6 audit personnel to ellmlnatr possible conflicts 6 
misunderstandings 

MESTAFER, G R Florida Power Corp 03/05/13 EfSENHUT.D G 
Division of Licensing 2pp 18500 020 34X Fiche 50—302.83/05/13. 

3303170344 


S309240357 Updates suatus of reactor internals bolting problem All 
upper core barrel bolts will be replaced (■ backup ultrasonic 
eiam on surveiElante specimen holder tube bolts performed 
by 630520 Oasis for decisions 6 plans discussed 

DAYNARD, P V Florida Power Carp 03/05/20 STOLZ, J F Operating 
Reactors Branch 4 2pp 18571 004 24X Fiche 50-302,03/05/20, 

8305240397 


0305270092 Forwards "Crystal River Unit 3 Environ Qualification 
Status," per 1OCFR50 49 

BAYNARD, P Y Florida Power Corp 03/05/20 STOLZ. J F Operating 
Reactors Branch 4 2pp 18637 001 24X Flche 50-302,03/03/20. 

8303270092 


— B303270095 "Crystal River Unit 3 Environ Qualification Status '• 
s NlfS Corp 03/03/20 416pp 1B639 003 24X 

Fiche 50-302, 83/05/20, 8305270092 


Q Inspection reports, IE Bulletins & correspondence 


8305270295 Provides imp 1 Pmen ta 1 1 on dates for policies 6 procedures 
necessary to meet commitment per requirements of ANSI 
N45 2 9-1974 Three-phase plan developed to resolve 
deficiencies Identified in IE Insp Rept 50-302/82-20 
BAYNARB, P Y Florida Power Corp 83/02/16 a'REILLV, J P Region 
2, Office of Director 3pp 10641 183 24X Flche 50-302,83/02/16. 

8303270295 


0213060365 IE Info Notice 83-14, "Deuatered Spent Ion Exchange Resin 
Susceptibility tP Exothermic Chemical Reactlan " Sve list 
enc 1 

TAYLOR, J M Division of Safeguards f* Inspection Programs (Past 
830103) 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 18306 319 24X Fiche 30-000,83/03/21,6212060385 


9305270456 Forwards IE Insp Rept 50-302/03-06 on 030222-23 No 
none ompl lance noted 

DANCE, H C Division -Of Project 6 Resident programs 83/03/28 
HANCDCK.U A Florida Power Corp 2pp 18*44 163 24X 

Flche 50-302,83/03/20.8303270436 


— 8305270466 IE Insp Rept 50-302/83-06 on 030322-23 No none Omp 1 1 anc e 
noted Major area inspected emergency preparedness 
exercise 

HUFFMAN: G N , UENKIN9, (5 fi Region 2, Office of Director 
83/03/20 tipp 10644 165 24X Fiche 50-302.83/03/20,0305270456 


83093701 J2 rorwards IE insp Rept 50-302/03-00 on 030307-11 No 
none amp 11a nee noted 

DANCE. H C Division of Project t- Resident Programs 03/04/06 
MILGU0.W S Florida Power Corp 2p p 18638 234 24X 

Flche 50-302,63/04/06.8305270112 


— 8305270121 JE Insp Rept 50-302/03-08 an 830307-11 No noncompUance 
noted Major areas inspected gaseous effluents. IE info 
notices t, semi annual effluent & waste disposal rept 
KAHUEi J 0 Region 2. Office of Director BARR.K P Division of 
Emergency Preparedness I, Materials Eafety 83/03/25 5pp 
10638 236 24X Flcbe 50-302,93/04/06,0305370112 


6305270347 Forwards IE Insp Rept 50-302/03-05 on 830314-18 No 
nunc omp liance noted 

DANCE, H C Division of Project It Resident Programs 83/04/06 
MILQUS.U S Flat Ida Power Corp 2pp 10642 106 24X 

Fiche 50-302.83/04/06,8303270347 


— 0305270354 IE Insp Rept 50-302/03-05 on 030314-10 No noncodip 1 iance 
noted Major areas inspected radiological environ manitorlng, 
including mg t t, admin 1 strative controls 6 status review of 
radiological environ monitoring program 

CUNNINGHAM, A L , KUZO, G B Region 2, Office of Director 
MONTGOMERY, 0 M Division of Engineering 6 Radiological 6afety 
Programs 83/04/06 3pp 10642 106 24X Flche 50-302,03/04/06, 

6305270347 
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8303270‘»9‘? Ack receipt of 83031 J Itr iiunmiing NRC uf steps taker to 
correct violations noted in IF Insp Rcpt 50-302/82-29 
LEMISi R C Division of Project K Resident Pi ograms 83/04/(3 
giLOUS.W S Florida Power Corp Ip 1S646 082 24X 

Fiche 50-302, 03/04/13. 8306270499 


-0305370603 Responds to NRC 830S10 Itr to violations noted in IE Insp 
Hept 30-302/82-29 Disagrees u'/violation re log errtrg for 
action statements 

WE8TAFER,G R Florida Power Corp 83/03/11 O'REILLV.JP 
Region 2. Office of Director 4pp 1864* 003 24X 

Flche 30-302,83/04/13,8305270499 


•8303270509 Forwards IE Insp Rept 50-302/B2-29 on 821124-1217 t notice 
of violation 

LEU I 8, R C Division of Project h Resident Programs 03/02/ 10 
HANCOCK. J A Florida Power Corp 2pp 1B646 0B7 24X 

Flche 50-302,83/04/13,8305370499 


— 8305270316 Notice of violation from insp on 021124-1217 

* Region 2- Office of Director 83/02/16 2pp 18646 089 24X 

Flche 30-302.03/04/13,8305270499 


— 8305270525 IE Insp Rept 30-302/02-29 on 831124-1217 None omp 1 lane e 
noted failure to log entrg 6 eilt from Tech Spec action 
statement failure to maintain functional test manual 
Initiation of reactor bldg Isolation function 

STETKA. T F Region 2, Office of Director BR0UNLEE. V L Division 

of Project & Resident Programs 63/01/31 llpp 10646 091 24X 

Flche 30-302-03/04/13.0305270499 


0303040021 IE Info Notice 03-21, "Defectivo Emoigoncg Use Respiiator “ 
SVC list end 

JORDAN/ E L Division of Emergencg Preparedness Engineering 
Response (Post 030103) 03/04/15 Consolidated Edison Co of New 

York, Inc 126pp 10435 155 24X Fichc 50-000,83/04/15.8303040021 


8303040023 IE Info Notice 83-22, "DIJR 3a f e t g /Re 1 1 ef Valve Failures " 
8vc list end 

J0RDAN,E L Division of Emei gelicg Preparedness t< Engineering 
Response IPost 830103) 03/04/22 Consolidated Edison Co of New 

York. Inc 112pp 10303 089 24X Flche 50-000,83/04/22,8303040023 


B303040025 IE Info Notice 83-23, '’InopeiablP Containment Atmosphere 
Sensing Sgs " Sve list end 

JORDAN, E L Division of Emergencg Ptcpaiedness X, Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York, Inc 119pp 10301 291 24X Flche 50-000,83/04/25.8303040025 


0305090504 Forwards FR notice granting relief fi om ASME Code Section XI 
rORUlrementS, per util 030221 h 0314 requests 

STDLXi J r Operating Reactors Branch 4 83/04/27 UlLQJS, U S 

Florida Power Corp 2pp 18367 350 24X Flche 50-302,03/04/27, 

0305090504 


—0305090399 Notice of granting relief from ASHE Code Section XI 
requirements re noille vessel tnservice insp 
BTOLZ.J F Operating Reactors Branch 4 03/04/27 2pp 

18367 352 24X Flche 50-302,83/04/27.8305090584 


0303040026 IC Info Notice 03-24, ''Loose Parts In Secondarg Side of 
Bteam Oenorators at PWRs " Sve list end 

JORDAN, E L Division of Emergencg Preparedness t< Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York, Inc llSpp 10302 04/ 24X Flche 50-000.83/04/28.8303040026 


8303040027 IE Info Notice 83-25, “Standbg Gas Treatment Sgs Heater High 
Temp Trip Betpolnt Adjustment '' Bve list end 
JORDAN, E L Division of Emergency Preparedness t/ Engineering 
Response (Post 8301031 83/04/30 Consolidated Edison Co of New 

York, Inc. Il8pp 18382 165 84X Flche 30-000,83/04/28,8303040027 


8305270247 Ac k receipt of 030209 0408 Itrs Informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
30-302/82-32 

dance, H C Division of Project t. Resident Programs 83/04/29 
WILOUS, N S Florida Power Corp Ip 10641 210 24X 

Flche 50-302,83/04/29,8305270247 


— 0303270253 Responds to NRC 030111 Itr re violations noted In IE Insp 
Rept 50-302/02-32 Corrective actions welder qualification 
records reviewed t, welder qualification status tracking 
program being developed 

WE8TAFER, 0 R Florida Power Corp 83/04/08 O'REILLY, J P 
Region 2, Office of Director 2pp 18641 211 24X 

Flche 50-302,83/04/29,8303270247 


•0305270256 Responds to NRC 030111 Iti < r vihlatians noted In IE Insp 
Rept 50-302/82-32 Corrective actiiins loellor po a t -qua 1 1 f l ed 
on 820003 

WESTAFER.G R Florida Power Cor,, 03'n2'O9 O'REILLY, JP 
Region 2. Office of Director 2pp 1064 1 213 24X 

riche 50-302, 03/O4'29. 8305270247 


— 8305270260 Forwards IE Ihsp Rept 30 302/81-32 on 821213-16 t, notice 
of violation 

DANCE, H C Division of Project 7 Resident Pingtams 83/01/11 
HANCOCK. J A Florida Power Corp ?|,p 18641 ai3 24X 

FlChe 50-302. 03/04/29. 830527024/ 


— 8305270264 Notice of violation from insp on 821213-16 

« Region 2, Office of Director 03,01/11 Ip 10641 217 24X 

Flche 50-30-*. 03/04/29, 0305270247 


— -0305270269 lE Insp Rept 50 302/02-32 on 821213-16 Noncoitip 1 1 anc e 
noted failure to meet ASME Code bectini, I X welder 
performance qua 1 1 f 1 c a 1 1 on r equi remon t s 

ECQNOMC10I N Region 2" Office of Director tlLAKE, J J Division of 
Emergency Preparedness 6 Mateiials 0afetg B3/01'05 6pp 
18641 218 24X Flche 50-302,83/04/29,8303270247 


83O304OO2R IE Info Notice 83-26, 'Failure of Sa he tg / Re 1 1 ef Valve 
Discharge Line Vacuum Hi eakei s ' 0"c list end 
JORDAN, E L Division of Emei geiicg Pi eparedness 7, Engineering 
Response (Post 830103) 83/(35/03 Cansolldated Edison Co of New 

York, Inc lP2pp 18441 170 24 X Flche 50-000. 83/05/03. 0303040028 


8303040030 IE Info Notice 83-2/, "Operational Response to Events 
Concerning Deliberate Acts Directed Agarnst Plant 
Equipment " 6vc list end 

JORDAN. E L Division of Cmeigencg Preparedness 6 Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co or New 

York, Inc 1 12pp 18302 20? 24X Flche 50-000.83/05/04.8303040030 


8303040031 IE Info Notice 03-20. "Criteiij for Piotective Action 
Recommendations for General Emergerrcies " Eve Its! ericl 
JORDAN, E 1 Division of Emergency Pr epa rudn c s s 7, Engineering 
Response (Post 030103) 63/05/04 Cn iiso 1 i da t ed Edison Co of New 

York, Inc 119pp 18441 001 247 Flche 50-000 83/05/04,8303040031 


03O3O4OD33 IE Info Notice 03-29, "fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN. E L Division of Emergency Prepai cdiiess n Engineering 
Response (Post 030103) 03/05/06 Consol )dated Edison Co of New 

York, Inc llSpp 18523 240 24<richp 30-000.83/03/06,8303040033 


0303040034 IE Info Notice 03-30, "Ml sap p 1 1 < at j on or Generic Emergency 
Operating Procedures (EOPI Guidelines ' f>vc list end 
JORDAN, E L Division of Emergency Preparedness 7y Engineering 
Response (Post 030103) 03/05/11 Cunsalidated Edison Co of New 

York, Inc 114pp 18324 003 247 Flche 50-000,83/05/11,0303040034 


0303040040 IE Info Notice 03 31, "Frror in Al'LPlPE Computer Program " 
Sve list enc 1 

JORDAN, E L Division of Emergency Pi op ai e due S ^ 7, Lnginoerlng 
Response (Post 830103) 83/05/19 C on s o 1 i da te 0 Edison Co of New 

York. Inc IHpp 10677 009 24< Uchf 50-000,61/05/19,8303040040 


8305270200 Ack receipt of 830429 Itr infoiming NRC of steps taken to 
correct violations noted In IE Insp Rept 5O-3O2/0J-O4 
LEWIS, n C Division of Project •< Resident Programs 03/05/20 
WILOUS, W S Florida Power Corp Ip 18642 030 24X 

Flche 50-302,03/05/20,8305270200 


— 0305270312 Informs that util response to NRC 830323 lli re violations 
noted in IE Insp Rept 50-302/03-04 will be submitted on 
830429 Addl reviews (ulll determine if ainornal h emergency 
procedural review accomplished 5 documented 
WESTAFER.G R Florida Power Corp 03/04/25 O'REILLY. J P 
Region 2, Office of Director Ip 18642 039 24X 

Flche 50-302,83/05/20,8305270280 


— 0305270319 Responds to NRC 030323 Itr re violations noted In IE Insp 
Rept 50-302/03-04 Corrective actions plant operating OA 
manual, abnormal ii emergency procedui cs, reviewed T< procedure 
review listing In TDP-203 to be revised by 830601 
WESTAFER.G R FI or 1 da Power Coi p 83/04/29 O'REILLY, JP 

Region ?, Office of Director 2pp 18642 040 24X 

Flche 50-303,83/05/20,0305270200 


0305270209 Forwards IF Safeguards Insp Repf 50-302/03-12 on 830502-06 
No noncompliance noted 

DANCE. H C Division of Project 6 Resident Programs 03/05/25 
WILOUS, W S Florida Power Corp 2pp IB6'17 314 24X 

Flche 50-302,83/05/25,9305270209 
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--83052702 1? IE Sat-eguards Imp Rept 50-30<J/e3- 12 on 830302-06 No 
noncomp J I ance noted Major aiea» iiiSpetled tito or i entat i oni 
rovieu of Eecuritg plan ti ircuritg oi g an i jo 1 1 on-mg t Details 
ailtbheld CreF iaCFR73 2l) 

UDDREpO E . URYC. 0 Region 3, Office of Director MCGUIRE. D R 
Pivision of Emergency Preparedness f' Materials Safety 83/05/24 
2pp 18637 316 24X Fiche 50 - 302 . B3/0 3/23- 8305270209 


0303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil " Sve list enci 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post S3D103) 83/05/26 Consolidated Edison Co of Meo 

York. Inc 114pp 1864 7 007 24* Fiche 50-000.83/05/26.8303040046 


B30S26O3O? Interim deficiency rept re core support structure bolting 
Initially reported on 830419 Evaluation of correctiva action 
in progress Nest rept will be sent by 831101 

CDOK. J M Consumers Power Co 83/03/19 KEPPLER. J 6 Region 3, 
Office of Director 3pp 18625 200 24X Fiche 30-000.83/03/19. 

8303260309 


— 8303260313 Updated deficiency rept re tore barrel bolting ultrasonic 
test Indications Dolts visually inspected Hairline crack at 
shank to head junction indicated Repair plans dependent on 
results of louar core barrel insp 

TAYLOR. J H Babcock t, Wilco* Co 83/04/22 DEYOUNO, H C 
Director’s Office. Office of Inspection and Enforcement 3pp 
18625 210 24X Fiche 30-000.83/03/19.8303260309 


R Periodic operating reports 6 related coi i e spond ence 


8303130043 Forwards month Ig operating rept for Apr 1983 

WESTAFER.C R Florida Power Corp 83/05/09 DEYOUNG- R C 
Directoi’s Office, office of Inspectien and Enforcement Ip 
18437 026 24* Fjche 30-302.83/05/09.8305130043 


— 0305130047 Monthly operating rept for Apr 1983 

BOGART. D . culver. H H Florida Power Corp 83/03/02 4pp 
$0437 027 24X Fiche 50-302.83/05/09.8305130043 


S Reportable occurrences- lERs 6 related correspondence 


DOCKET 50-304 ZION NUCLEAR POWER STATION. UNIT 2 


F Security, medical, emergency Zc fire protection plans 


6303100122 Forwards post-exercise evaluation for 010729 exerc ise. final 
rept of resxercise on 011007 & final exercise rept of 030118 
exercise No significant deficiencies cited 

KRIMN.R U Federal Emergency Management Agencg 83/04/08 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103 ) 2pp 18373 048 24X Fiche 30-293.03/04/08. 

0303100122 


8305230573 Forwards engineering evaluation lept. "Clacks 6 Leaks In 
Small Diameter Piping '* 

BROHN.E J Reactor Operations Analysis Branch 83/04/19 
SEYFRIT.K V Reactor Operations Analysis Branch Ip 18541 3 42 
24X Fiche 50-000.03/04/19.8305230573 


— 8303230619 "Cracks 6 Leake in Small Diameter Piping." engineering 
evaluation rept Small pipe leaks associated w/unan t i c Ipa ted 
vibration problems require add I supports or rerouting of 
piping 

BROWN.E J Reactor Operations Analysis Oraiich 03/(34/19 9pp 
18541 343 24X Fiche 50-000.83/04/19.8305230573 


B303050016 Forwards LER 03-Oie/OlT-O 

WESTAFER.G B Florida Power Corp 83/04/27 O'REILLY. J P Region 
2. Office of Director Ip 18339 039 24* Fiche 30-302.03/04/27. 

83050500(6 


— 8305030025 LER eQ-OlS/Ol T-0 on 8304 1 3. pre 1 1 minar y repts received frpro 
BLW Indicating that 51 of 120 upper cose barrel bolts 
u I trason I cal ly tested may be defective Cause unknown 
Investigation underway Supplemental rept will be written 
DUFE. J L Florida Power Corp 83/04/27 Region 2. Office of 

Director 2pp 1 8339 060 24X Fiche 30-302. 83/04 /27. 8305(}300 1 6 


8305110360 Forwards LER 03-017/0-1 T-O Detailed event analysis enc 1 

HENRY.P C Florida Power Corp 03/05/02 □'fieiLLV. J P Region 2, 
Office of Director 2pp 18406 223 24X Fiche 30-302.83/03/02. 

83051 10380 


—8305110390 LER 83-017/01T-0 on 030418. due i ng surface !. visual NDE 
of reactor head 6 in terna I s. 1 1 f 1 1 iig devices revealed several 
indications on tripod. turnbuc k le 6 latchelock Caused by 
Improper mfg Indications repaired 

HUGHES. P C Florida Power Corp 03/03/02 Region 1. Office of 

Director Ip 10406 225 24X Fiche 30-302.83/05/03.8305110380 


8305130179 Forwards LER Q3-019/03L-0 

klESTAFER, G R Florida Power Corp 83/03/06 0 ‘REILLY. J P Region 

a, Office of Director Ip ID440 082 24* Fiche 30-302.03/03/06, 

0305130179 


— B30S130IBB LER 83-019/03L-0 on 830406- b reaker In engineered safeguards 
lES) motor control ctr 381 shorted, render Ing ES bos 3D 
<480-volt> L associated equipment Inoperable Caused by 
persohne) net properly aligning breaker connectors 

HUOHES- P 0 Florida Power Corp 83/05/06 Region 2* Office of 
Director Ip 18440 083 24X Fiche 50-302,03/05/06.8303130179 


8305170399 Forwards LER B3-O2O/03L-0 

HE6TAFEfi.GR Florida Power Corp 83/05/09 O'REILLY. JP Region 
2, Office of Director Ip 18471 221 24* Fiche 30-302.03/03/09. 

8305170399 


— 8303100126 "Zion Nuclear Generating Station Small-Scale Joint Emergency 
Exercise. B301 18. ” final rept 

■ Federal Emergency Management Agency 83/03/04 71pp 
18373 030 24X Fiche 50-393.83/04/08.8303100122 


— 8303100131 “Zion Nuclear Power Station Reexerc ise, 141/Kenosha County 
(Small-Scale) 011007.“ final rept 

• Federal Emergency Management Agency B2/04/30 32pp 
1B375 121 24X Fiche 30-293.83/04/08,0303100128 


— 8303100136 "Post-Exercise Eva lua t Ion. Exoi c 1 se of State t< Local 
Radiological Emergency Response Plans for IL L 141 (Near Zion 
Nuclear Power Station) " 

» Federal Emergency Kanagement Agency 31/07/29 44pp 
18373 IS3 24X Fiche 30-295.83/04/08,8303100122 


8303030076 Releases public version of rev to emergency plan 
Implementing procedure 

FELTON. J H Division of Rules and Records 83/04/22 Document 
Hanage.»ent Branch ip 10326 103 24X Fiche 50-295.83/04/22. 

83(}3030076 


— S3D3030064 Forwards public version of Rev 5 to Emergency Plan 
Imple-nentiTig Procedure EPIP 440-1. "Emergency Communications 
Sys 4. Operational Tests " 

PLIML.O Commonwealth Edison Co 83/04/06 DENTON. H R NRC - No 
Detailed Affiliation Olven ip 10326 104 24X 

Fiche 30-295,03/04/22,8303030076 


— 8305030091 Public version of Rev 3 to Emergency Plan Implementing 
Procedure EPiP 440-1. "Einergency Commonl catl ons Sys b 
Operational Tests “ Procedure Change Request A-SS-ol end 
NYKIRK. J H Commonwealth Edison Co 83/03/25 5pp 18326 105 
24X Fiche 50-295.83/04/22.3303030076 


8305030104 Releases public version of rev to e.scrgoncy plan 
implementina procedure 

FELTON. J M Division of Rules and Records 03/04/22 Document 

Management Branch Ip 18309 354 24 X Fiche 50-295.03/04/22. 

8305030104 


— 8305030114 Forwards public version of Rev It to Emergency Plan 
Implementing Procedure EPIP 320-1. “Activation of Generating 
Station Emergency Plan Station Group " 

PLIML.O Commonwealth Edison Co 83/04/06 DENTON. K R NRC - No 
Detailed Affi nation Given ip 18309355 24X 

Fiche 50-295.83/04/22.0305030104 


--8305030117 Public version of Rev 11 to Emergency Plan Implementing 
Procedure EPIP 320-1. "Activation of Oenoratlng Station 
Emergency Plan Station Group “ Procedure Change Request 
A-83-8a end 

NYKIRK. JH Commonwealth Edison Co 83/03/25 7pp 18309 356 
24X Fiche 30-293,83/04/22.6303030104 


-0303170402 LtR a3-020/03L-0 on 030409, d t sc overed that surveillance 
interval for fire detection I nstrumenta t i on in emergency 
diesel generator 6 control rooms ercaeded by 6 months Caused 
by procedural inadequacy Procedure SP-411 will be revised 
BUFE.-J L Florida Power Corp 83/05/09 Region 3/ Office of 
Director 2pp 18471 2 ^ a4X Fiche 30-302.83/05/09,8305170399 


0305060673 Releases public version of rev to emergency plan 
implementing procedure 

FEUTONi J M Division of Rules and Records 83/04/23 Document 

Management Branch Ip 1S3S7 326 24X Fiche 50-293.83/04/23. 

0303060673 
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•3309060679 forwards public version of Rev 5 to Energenci) Plan 
1/np I einen 1 1 ng Procedure £PIP 530-^. "Environ Emergencg Kit ti 
Eiriergencg Operations Pacilltg Radiological Equipment " 

Procedure cJiange request enc 1 

PUIML. C Commonieealth Edison Co 03/03/09 DENTON. H R NRC - No 
Detailed Affiliation Given 3pp 10337 337 34X 

Fiche 90-293,83/04/23.0303060673 


— 8309060606 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPIP 330-2. "Environ Emergencg Kit 6 Emergencg 
Operations Facllitg Radiological Equipment ' 

* Commonycalth Edison Co 83/03/08 5pp 18337 330 24X 

Fiche 30-293,83/04/35.0303060673 


8303060410 Foriiiards IE Safeguards Insp Repts 50-295/03-06 t. 
30-304/83-07 on 8303 1 3 ir notice of violation Notice of 
violation uilthheld (ref 10CFR73 21) 

KEPPLER, J 0 Region 3, Office of Director 93/05.03 0 'CONNOR. O J 

Commonwealth Edison Co 3pp 16343 239 24 X Fiche 50-295. 

B3/05/03. 8303060410 


— 8303060418 IE Safeguards Insp Repts 30-293/83-06 6 30-304/83-07 on 
830319 Noncomp 1 lance noted unaulhorlced cntrg into 
protected Ji vital area 4. failure to rept safeguards event 
Details withheld Iref 10CFR73 81) 

BELANOER. J L Region 3. Office of Director 03/04/29 Ip 
18343 242 a4X Fiche 90-295,83/05/03,8303060410 


8303110034 Oeneric Etr 83'21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedut es foi law enforcement visits 
8vc list end 

EI8ENHUT. D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18540 095 24X 

Fiche 50-000,83/03/11,8305110034 


8303240246 Advises that requirements of NUREO-0737. I tom III A 2 i. 
"Emergencg Preparedness. Upgrade Emergencg Plans to Meet 
App £ to lOCFRSO. “ satisfied 

VABOA, B A Operating Reactors Branch 1 83/05/16 FARRAR, 0 L 

Commonwealth Edison Co 3pp 16593 303 24X Fiche 50-299.83/03/16. 

8309240246 


0 Advisory Committee on Reactor Safoguai ds reports 6 correspondence 


8303160246 Comments on BGMRP risk onalgsls Risks from seismic events 
should be analgzed separately from Internal events w/results 
treated independently Only upper limits need be estimated to 
determine IP risks acceptable 

DAVia.P R Affiliation Unknown DAVI8. P R ACRS - Advisory 
Committee on Reactor Safeguards 83/04/16 OKRENT. D ACRS - 
Advisory Committee on Reactor Safoguai ds Ip 10472 001 24X 

Fiche 30-293.83/04/16,8303160246 


P Operating license stage documents b correspondence 


8303300001 Forwards Amends 82 b 72 to Licenses DPR-39 b DPR-4B. 
respectively b notice of Issuance b availability Amends 
delete nonrad to log 1 cal water quality-related requirements 
VAROA. 8 A Operating Reactors Branch 1 83/03/11 FARRAR, D L 

Commonwealth Edison Co 3pp 17791 292 24X Fiche 50-299,83/03/11, 

0303300001 


— 8303300002 Amends 82 b 78 to Licenses DPK-39 b DPR-dS, re sp ec t 1 ve 1 y. 
deleting nonrad 1 o log 1 ca 1 water quality-related requirements 
VABOA. S A Oporatlng Reactors Branch 1 83/03/11 61pp 

17791 293 24X Fiche 50-298,83/03/11,8303300001 


■8303300003 Notice of Issuance b availability of Amends 82 b 72 to 
Llcanses DPR-39 b DPR-4a, respect Ive ly 

VABOA. 8 A Operating Reactors Branch 1 83/03/11 2pp 

17731 336 24X Fiche 50-293,83/03/11,8303300001 


8304270093 Agrees uJ/830311 Itr demonstrating that Tech Specs Indicate 
conditions under which protection sys channels may be 
bypassed during cooldown Review closed 

VAROA, S A Operating Reactors Branch 1 83/04/12 FARRAR, D L 

Commonwealth Edison Co 2pp 10294 130 24X Fiche 50-993,03/04/12, 

8304270093 


8309180691 Forwards revised order modifying completion dates for 
NUReo-07a7, Items II B 2, "Plant Shielding," II B 3, "Post 
Accident Sampling" b 1 1 F 1 2, "Accident Monitoring 
Instrumentation ” 

VAROA, S A Operating Reactors Branch 1 83/04/28 FARRAR, D L 

Commonwealth Edison Co 2pp 18909 181 24X Fiche 50-295, 83/04/20, 

8303180691 


■0303180702 Rtvisod order modifying completioi dates tor NUR6G-0'737, 
Items II D 2. Plant Shielding ' J I H 3. 'Post-Aci idont 
Sampling" f< 11 F 1 2, "Accident Monitoiing Ins tr umsntation, " 
per Generic Ltrs 82-05 b 82-10 

EISENHUT.D G Division of Licensing 01/04/20 Commonwealth 

Edison Co 9pp 10305 183 24 X Fiihe 30-295, 03/04 '20, S30S160691 


0303040317 Responds to NRC request fcii -..tJl info re TMI action plan 
Items Mat! supports util position tf.at non^af etg-rclated 
equipment falls outside scope of Fionllin Wc- search ftr 
review Justification not necessary 

LENTINE.r 0 Commonwealth Edison C.o aj/r,b/02 TEHTON.H R Office 
of Nuclear Reactor Regulation, Dirertui 2pp 10323 289 24 X 

Fiche 90-295,03/05/02.0303040317 


8303110144 Ack receipt of 030316 1 tr , p r nv i d 1 ng basis for not paging 
addl fee for 00UO7 application re assuiance of redundancy 
in DHR Capability Fees include cost of plot staff hours 
expended !, associated contractual svcs Add! fee due 

MILLER. W O license Foe Management Dianch 83/03/03 LENTINE, F 0 
Commonwealth Edison Co 2pp 10421 J47 24X Fiche 50—295,83/05/03, 

03D31 10144 


0305090659 Generic Ltx 03-20 to all operaiin,j leactor licensees b 
holders of CPs re integrated scheduling foi implementation 
of plant mods Svc list end 

EISENHUT.D G Olvleion of Licensing 0J/Ob/O9 Consolidated 

Edison Co of Now York, Inc 16pp 18627 l S3 24X 
Fiche 30-000,03/05/09,8305090659 


8309170218 Forwards response to 030208 b 0317 requests for add] 

Info re NURCQ-0737. Items II F 1 4. "Containment Pressure 
Honltor," 1 1 F 1 9. "Conta I nPien t Uater level Monitoi" b 
1 1 F 1 6, "Containment Hydrogen Monitoi " 

LENTINE. F 0 Commonwealth Edison Co BJ/05/13 DENTON, M ft Office 
Of Nuclear Reactor Regulation. Director 8pp 18466 332 24X 

Fiche 30-295,83/09/13,8303170218 


0305240506 Forwards fee for Amends 65 f 6P tu Licenses DPR-39 b DPR-4Q, 
respec ti vely 

LENTINE, F G Commonwealth Edison Co B3'09/18 lULlER.W O 
License Fee Management Branch 2pp 183/1 264 24X 

Fiche 50-299,83/03/18.8303240306 


8303240473 Provides addl info re probabilistic safety s tud y , d i sc us sed 
during 930331 NRC site visit Formal dorumrnt verification of 
fan operability not previously required Procedures levised 
to Include operability of fan coolers 

LENTINE, F 0 Commonwealth Edison Co 83/09/19 DLNTON.H R Office 
of Nuclear Reactor Regulation, Oirectoi Ip 18349 333 24X 

Fiche 50-293,03/05/19,0303240473 


S30S2S007/ Forwards ReV 2 to "Environ Qualification of Electiical 
Equipment Important to Bafety Covered by 10LFR30 49 for 
Zion Units 1 b 2 " 

LENTINE, r G Commonwealth Edison Co 83,03,19 DENTON. H R Office 
of Nuclear Reactor Regulation, Oirectoi 4pp 18389 042 24X 

Fiche 30-299,83/03/19.830325007/ 


--B3092500B4 Rev 2 to "Environ Qua 1 1 f i ca f i on of Electrical Equipment 
Important to Safety Covered by lOCFRSO 49 for Zion Units 
I b 2 " 

* Sargent b Lundy, Inc 03/03/20 "''bpp iQ3B9 046 24X 

Fiche 50-295. 83/05/19, 0303230077 


B303310086 Notification of 830614 meotii<g u, dtil in Dethesda.MD to 
discuss util DCRDR program plan 

GILBERT, R A Operating Reactors Qraisch 9 83/05/26 CRUTCHFIELD, 0 

□perattng Reactors Branch 3 2pp 18638 06'J 24X 

Fiche 50-000,83/09/26,6305310006 


G Inspection reports, IE Dull e tins b correspondence 


8212060383 IE Info Notice 83-14, "Dawateied Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Bve list 
enc 1 

TAYLOR, J h Division of Safeguaids f, Inspection Programs (Post 
030103) 03/03/2i Consolidated Edison Co of New York, InC 

I12pp 18300 319 24X Fiche 50-000,83/03/21,0212060309 


8303040021 IE Info Notice 83-21. '’Defective Fmergency Use Respirator " 
Bve list enc I 

JORDAN, E L Division of Emergency Prepaiedness b Fngineerlng 
Response (Post 830103) 83/04/13 Consolidated Edison Co Of New 

York. Inc I26pp l8435 195 24X Fiche 30-000,83/04/15,0303040021 


0305100262 Forwards IE Insp Repts 50-395/03-02 b 50-304/83-02 on 
830118-0304 (< notice of violation 

SHAFER, W D Region 3, Office of Directoi 83/04/20 REED, C 
Commonwealth Edison Co 2pp 18372 1742 24X Fiche 90-295,83/04/20, 

8305100262 
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--0305)0027) IE Insp f?epts 5C-395/B3-02 ■» 30-304/83-02 on 3301)0-0304 
Nanc ormp ) ) ance noted failure to notifi/ NRC of unplanned 
release uliile purging & drauing routine sarrple 
WATERS. J ft . HARTMANN, P L , OUNAWAt.F R Region 3 Office of 
Director 83/04/20 13pp IBS’S 245 24X Fiche SO-293. 63/04 /20, 

830510024>2 


8303040023 IE Info Notice 83-22. "DWR Sd f e t g /R e 1 i ef Valve Failures " 
5vc list end 

JORDAN. F L Division of Emergency Preparedness t, Engineering 
Response IPost 030103) S3/04/22 Consolidated Edison Co of Neu 

Tori. Inc 112pp 18303 OBR 241 Flche 30-000. 83/04/E2. B303040023 


8303040025 IE Info Notice 83-23. IncperaOle Con t a i nraeti t Atmosphere 
Sensing Sys " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness I- Engineering 
Response fPost 8301031 83/04/25 ConsaLldated Edison Co of Meie 

Vori. Inc IlVpp 1B3B1 291 24X Fiche 50 OOO. SJ/04/25, 630304 0025 


830517033/ Forjards IE Insp Repts 50-295/83-07 «■ SO-3O4/03-OA on 
030311. 14'i7.22-23 t, 0407 tt notices of violation V 
d rviat Ion 

PAPERIELLQ.C J Region 3. Office of Director 03/04/27 REED. 0 
Comironciiealth Edison Co 2pp 104&5 274 24X Fiche 50-295. 03/04/27, 

8309170337 


— 0309170344 Notice of violation from insp on 030311,14-17,22-23 !< 0407 
PAPER tFU-0,C J Region 3 Office of Director 83/04/27 Spp 
18465 276 24X Fiche 90-295.03/04/27,8309)70337 


— B30.S17034B Notice of deviation from imp on 030311.14-17,22-23 6 0407 
s Region 3. Office of Director 83/04/27 Ip 18465 278 24X 

fiche 50“295. 03/04/27. 0303170337 


— 8305)70353 IE Imp Repts 30-293/83-07 30-304/83-06 on 6303 J ) , 1 4- ) 7, 

22-23 6 0407 None omp ) lance noted contamination surveys of 
transfer canal siorkers erliib-iting nasal contamination not 
dofumented Fuel pool samples not analgied 

LOVENDALE. P C . MILLER, D E , SREGER, L H Region 3, Office of 
Director 83/04/25 lipp 10465 279 24X Fiche 50-299.83/04/27. 

83051 70337 


0303040026 I£ Info Notice B3-24, ''Loose Parts in Secondary Sidle of 
Steafli Generators at PWRs " Svc list end 1 

JORDAN. E L Division of Emergency Preparedness N Engineering 
Response (Post 63010'3> 63/04/2B Consolidated Edison Co of Neu 

York, Inc I15pp 18382 047 84X Fiche 50-000,83/04/28.8303040026 


8303040027 IE Info Notice 63-25. "Standby Oa i Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enct 

JORDAN. E I Division of Emergency Prepaiedness U Engineering 

Response (Post 830103) B3/04/28 Consolidated Edison Co of Neu 

York. Int llRpp 18382 16S 24X Fiche 50-000,03/04/23.8303040027 


03O9OZO2S? EN-83-02S on 930503. nc t i c e of violation h proposed 
impo-s I tinn of civil penalty in amount of 410,000 to he 
issued Action based on failure to control access Into 
protected (■ vital areas 6 unauthorized entry 

ROSANO. R Director's Office. Office of Impaction add Enforcement 
83/04/28 Ip 1827? 277 24X Fiche 30-295.03/04/26,8309000252 


9303040020 IE Info Notice 83-26, *'Fai loi e nf Saf e t y /Ro 1 1 e f Valve 
Discharge Lina Vacuum Breakers " Bve list encl 

JORDAN, F L Division of Em erg an ty Preparedness J/ Engineering 
Response (Post 830103) 83/05/03 ConsDitdated Edison Co of Neu 

York, Inc I22pp 18441 170 34> Fiche 50-000, 83/05/03. 830304002B 


0305060410 Forwards IE Safeguards Insp Repts 50-295/93-06 U 
30-304/83-07 an B30315 fc notice of violation Notice Of 
vldlatEon withheld (ref 10CFR73 21) 

KEPPLER.J G Reglun 3. Office of DtrectPr 93/05/03 O'CDNNOR.J J 
Commanitfeatth Edlsen Co 3pp 18343 239 24 X Fiche 90-299. 

03/09/03. 83090604 1 0 


--9305060418 IE Safeguards Jnsp Repts 50-295/83-06 6 50-304/93-07 on 
830315 Noncamp 11 dice noted unauthorized entry into 
protected 6 vital area U failure to rapt safeguards event 
Details ulthheld (ref 1DCFR73 SI) 

BELANGER. J L . MADEDA, T J . CREED, J R Region 3. Office of 
Director 03/04/29 Ip 18343 242 24X Fiche 30-295.03/05/03. 

8305060410 


9303040030 IE Info Notice 83-27, 'Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eguipment “ Svc list enc) 

JORDAN, E L Division of Emergency Preparedness <t Engineering 
Response (Post 8301031 83/09/04 Cdnso ) idat e d Edison Co of Meu 

York, Inc liapp 18382 202 24X Fiche 50-000,03/05/04,8303040030. 


B303D40031 IE Info Notice 03-20, "Criteiia for Protective Action 
Recommendations for General Emergencies " Svc list encl 
JORDAN.E L Division of Emergency Prepaiedness Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of Nevi 

York, Inc U9pp 18441 OOI 24X Fiche 90-000,03/09/04,8303040031 


8303040033 IE Info Notice 03-29, "Fuel Dlnding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN.E L Division of Emergency Preparedness ti Engineering 
Response (Post 630103) 83/05/06 Consolidated Edison Co of Neui 

York. Inc 119pp 18323 248 24X Fiche 90-000,03/05/06.8303040033 


8303040034 IE Info Notice 83-30. "Misapplication of Generic Emergency 
Operating Procedures <EOP) Guidelines " S/c list encl 
JORDAN.E L Dlvisioh of Emergency Preparedness ^ Engineering 
Response (Post 030103) 83/09/11 Consolidated Edison Co of Neui 

York. Inc ll4pp 18924 003 24X Fiche 50-000,03/03/11.8303040034 


0309200331 Foruards results of inves t iga t lori on 0r-62 source X< 
significance in containments. per 030216 committal 
Investigation result of IE Insp Repts 50-295/02-30 5 
50-304/02-27 

LENTINE. F 0 Commonwealth Edison Co 03/05/17 KEPPLER.J G 
Region 3. Office of Director 4pp 10516 247 24X 

Fiche 50-299.83/09/17,0309200351 


03 0304 0040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program ■' 
Svc 1 Ist enc 1 

JORDAN.E L Division of Emergency Preparedness Xi Engineering 
Response (Post 830103) 03/05/1? Consolidated Edison Co of Neu 

Yerk, Inc 114pp 18697 009 24X Fiche 50-000.03/03/19,0303040040 


8309310095 Foruards responses to violatian V deviation noted in IE Insp 
Repts 50-299/03-07 t, 50-304/83-06 on 030311-0417 Corrective 
actions personnel lehole body count initiated to document 
i liter nal c on tami nation 

FARRAR, D L Commoniuea I th Ed 1 son Co 83/09/25 KEPPLER, J O Region 
3, Office of Director 4pp 10658 074 24X Fiche 90-395.03/03/25. 

0305310099 


8303040046 IE Info Notice 83-33. "Nonrop re senta t 1 ve Sampling of 
Contaminated Gil " Svc list encl 

JORDAN.E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York. Inc 114pp 18647 00? 24X Fiche 50-000,83/05/26,8303040046 


R Periodic operating reports t. related correspondence 


03O512DO13 Foruards monthly operating repts for Apr 1983 

CRAEBSER. K L Commonwealth Edison Co 03/05/09 Director's 
Office. Office of Inspection and Enforcement ip 10423 058 24X 

Fiche, 50-295, 83/09/09, 8305120013 


--830912001 6 Monthly operating repts for Apr 1903 

AUSTIN, G Commonuealth Edison Co 03/05/09 Itpp 18423059 
24X Fiche 50-295,83/09/09,8309120013 


S Reportable occurrences, LERs b related c orres p ond anc e 


8305030440 Foruiards LER S3-009/03L-0 

ORAESSER.K L Commonwealth Edison fo 83/04/25 KEPPLER.J 0 
Region 3, Office of Director ip 10306 269 24X 

Fiche 90-304,03/04/25,8305030440 


— 0309030446 LER 03-DO9/O3L-O an 030324, fa 1 1 ed fuel letdoun monitor 
2RTPR27 Pound out of tolerance low Caused hy electronic 
instrument drift Radiation monitor recallhr N relumed to 
svc 

WILLIAMS.VE Corrmonweal t« Edison Co 83/04/29 Regions, 
Office of Director Ip 10306 266 24X Fiche 50-304,83/04/29, 

0305030440 


0305130196 Foruards LER 03-OtO/O3L-O 

ORAESSER.K L Commanwe a 1 1 h Edison Co 83/05/10 KEPPLER.J G 
Region 3, Office of Director Ip 18439 353 24X 

Fiche 30-304,83/05/10,8309130196 


— 8305130211 LER 03-01 0/03L-0 on 0304 1 1 , dur i ng Purge 0-03-285 of 
conta 1 nm en t . rad la 1 1 on monitors 2RT-PR25, 2RT-PR26 b IRT— PR26 
taken out of svc for malnt to callbr instrument Caused by 
operator error Qperator reins true ted in procedures 
LINDSAY. F J Commonuealth Edison Co 03/05/10 Region 3. 
Office of Director Ip 18439 354 24X Fiche 50-304,03/05/10, 

8305130196 
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0305240214 LEfJ 03-01 1/03L-0 on 0304 1 3. luh 1 1 1 pulling c on C4 1 ninen t doling 
rafueitng outagci recorder trace foi 2RT-PR25 did not return 
to norniai follouing source check Caused bg sticking ot print 
head due to ocldation on slide-uire 14/030511 I tr 

JAKUBA1TI3, T C , GRAE8BEH, K L Cominonujea 1 1 h Edison Co 83/05/11 
KEPPLER. J G Region 3< Office of Oirectoi 2pp 10548 02b 24X 

Fiche 50-304,03/05/11,8305240214 


8305310100 LER 03-O12/O3L-O on 830426, s team geneiatoi 2A steam pressure 
transmitter 2PT-516 found out of tolerance Caused bg 
Instrument drift on transmitter Transmitter lecallbr t 
returoed to sue W/030525 Itr 

CANTWELL. P F , GRAESSER. K L Commonwealth Edison Co 03/05/25 
KEPPLER. J 0 Region 3, Office of Director 2pp 18651 228 24X 

Fiche 50-304,03/05/25,8305310160 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F Securltg, medical, emergeneg t< fire protection plans 


830504000/ Releases public version of rev to emergeneg plan 

FELTON, J N Division of Rules and Records 83/04/25 Document 
Management Branch Ip 18331 008 24'( Fiche 60-305,83/04/25, 

B305040007 


— 8305040009 Forwards public version of Rev 1 to emergency plan 
OIESLER.C W Wisconsin Public Service Corp 83/04/14 
DENTON. H R Office of Nuclear Reactor Regulation, Director Ip 
18331 009 24X Fiche 50-305,83/04/25,8305040007 


, — 8305040014 Public version of Rev 1 to emergeneg plan 

« Wisconsin Public Service Carp 83/04/06 238pp 1B331 010 

24X Fiche 50-305,83/04/25,8305040007 


6305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, D 0 Division of Licensing 03/05/11 Consolidated 

Edison Co of New York, Inc lf>PP 10540 095 24X 

Fiche 50-000,03/05/11,0305110034 


P Operating license stage documents 6 c ori'espundence 


6305230728 Forwards listing of rcgulatoig-induced major plant mods t, 
costs Site of nuclear staff nearlg doubled since TMt 
accident Total expend 1 turos for IE Qulletlns 79-01,79-02 I, 

79-14 mods provided 

OIESLER.C W Wisconsin Public Seivice Corp 03/03/25 
TOURTELLDTTE, J Regulatorg Reform Task Force 6pp 10542 263 24X 

Fiche 50-305,83/03/25,8305230720 


8305230720 Forwards list of UtllB responding to requests for cost 
figures on bacKfttting 

TOUR TELL OT TE, J Regulatory Reform Task Force 83/04/11 
PALLADfND, N J Commissioners 2pp 18542 272 24X 

Fiche 50-000,83/04/11,0305230720 


0305040090 Advises that Rev 1 to XN-NF-79-49-IP > classified 
proprietary, per 030222 ltr 

VARGA. 3 A Operating Reactors Uraiich 1 83/04/22 OIESLER.C W 

Wisconsin Public Service Corp 2pp 18320 240 24X 

Fiche 50-303.83/04/22.0305040090 


0305030600 Application for Amend 54 to License DPR-43, revl sing limiting 
conditions for operation, surve 1 1 lance requirements 
administrative controls 

OIESLER.C W Wisconsin Public Service Corp 83/04/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 18303 10? 

24X Fiche 50-305,83/04/29.0305030600 


—8303030602 Proposed Tech Specs revising limiting conditions for 
operation, surve 1 1 lance requirements t, admin! strat Ive 
control s 

» Wisconsin Public Service Corp 03/04/29 25pp 10303 107 
24X Fiche 50-303,03/04/29,8305030600 


8303110030 Forwards Amend 49 to License DPfl-43, safety evaluation 6 
notice of issuance ti availability Amend changes Tech Specs 
re RCS leakage, condensate storage tank supply 6 auilllary 
feedwater pump testing 

ORDTENHUIBi M Operating Reactors Dianch 1 83/04/29 OIESLER.C W 

Wisconsin Public Service Corp 2pp 18420 324 24X 

Fiche. 30-305. 03/04/29, S30S1 10050 


—8303110052 Amend 49 to License DPR-43, chang Ing Tech Specs re RCS 
leakage, condensate storage tank supply 5 auxiliary feedwatei 
pump testing 

VAROA.S A Operating Reactors Dianch 1 03/04x29 0pp 

10420 326 24/ Fiche 50-305.03/04/29,0305110030 


- 03l'511Ou55 bafetg e aluation suppoitirj •■niriij 4*x to License DPR-43 
• Offue of nuclear Reactri Regulati n Diiectoi 83/04/29 4pp 
18420 334 24X Fiche 50- 305. 83 ' 04 x2u 8305110050 


~-8305n005a Notice or issuance > avoilubi.irg uf Amend 49 to License 
DPR-43 

VARGA I S A Operating Reactor'. Uianch I 83/04,29 2p p 
18420 33D 24X Fiche 50-305. QJ/04/L9, HSOhllOObO 


830504066’ forwards request foi soJl it.fL le POR'VSV isilures t, 
challenges 

VARGA. 5 A Operating Reactor,. Branch 1 83'05/0? G ISSUER. C W 

Wisconsin Public Service Coi p 3pp 18336 262 24 s 

Fiche 50-305, 83/05/02, 8305040667 


8305180573 Forwaids SFR supporting Itceii.c,' responses to NUREG-0737. 
Items 1 1 F 1 4, 'Containment Pressure finnitor.' II F 13. 
"Containment Kate' Lo el Monitor." ’ 11 F I 6, Containment 
Hydrogen Monitor " 

VARGA. 8 A Operating Reactoi s Branch I 03/05/02 GtESLER.C U 
Wisconsin Public Service Corp 2pp 18305 308 24X 

Fiche 50-303,83/05/02,8303180573 


'8305100580 Safety evaluation suppoitinj liLcnsce tesponses to 
NUREG-0737i I terns II F 1 4. "Containment Pressure Monitor," 

11 F 1 5, "Containment Water Level Mnnitor." % 1 1 F 1 6. 
"Containment Hydrogen Monitor " 

* Office of Nuclear Reactor (log u 1 a 1 1 on Director 83/05/07 6pp 
18305 310 34X Fiche 30- '105. 03/05/02. 83051 80573 


8305100102 Advises that defective un.let ultage trip device delivered to 
Franklin Research Ctr Device probably failed during 
preop e ra 1 1 ena ] te s t i ng . pass i b 1 g due tu boLtom tripping pin 
occas 1 anal ly sticking in downuard position 

GlE&LERiC W Wisconsin Public Service Coi p 83/05/06 VAROA.S A 
Operating Reactors Drench 1 2pp 183,’’ 252 24/ 

Fiche 50-305. D3X05/06. 8305100102 


8303100114 Forwards review of eiisllng spe.~, le containment cooling sye 
operability No mods required Revised betson 3 3 "FSF 1, 

Auxiliary Hys, " will be consistent w, N(.'RrG-'0432 6 will be 
submitted as pai t of Amend 55 

OIESLER.C W Wisconsin Public Service I'oi p 83/03/06 VARGA S A 
Operating Reactors Hranch 1 6pp IB3’5 C20 24/ 

Fiche 50-305.83/05/06,83051001 14 


8305110003 Foiuards evaluation of lo.s cr .Itsuhaige back pi essure on 
pump operability re NUREG-073 7, 1 te.h 11 f 1 I f 836131 SER. 
per IE Bulletin 80-04 Operability of auxiliary feedwater 
pumps after extended operation at lunout flow addressed 
OIESLER.C W Wisconsin Public Service (.n p 83/03/06 VAROA.S A 
Operating Reaclars Dranch 1 9pp 18408 2B0 24X 

Fiche 50-303. 83/05/06,0305110003 


0305090659 Generic Ltr 03-20 to all opeiating reactor licensees 
holders 01 CPs re integrated uchodulln.j fur implementation 
of plant mods 9vc list end 

EISENHUT, DO Division of licensing 81/O5'09 Consolidated 

Edison UO of New York, Inc 16pp 1|J63' 153 24/ 

Fiche 50-000,83/05/09,8303090639 


8303170150 Forwards addl info requested in djCVlO? Ill re PQRV/SV 
failures /' challenges further ref should be made to 020625 
response to NUREG~0737, I tern il D I 

OIESLER.C W Wisconsin Public Service Loip 83/03/13 VARGA. S A 
Operating Reactors Branch I 3pp 1x1466 r"V] 24 X 
Fiche 30-305,83/05/13,8306170150 


8305230300 Appllcatlnn for Amend 49 to license DPH-43 re RCB leakage, 
condensate sloiage tank supply 6 auxiliuiy feedwatei pump 
testing 

OIESLER.C W Washington Public Power b.ipplij Sgste.m 83/03/13 
OROTENHUI6, M NRC - No Detailed A*f illation Given 9pp IB339 IZO 
24X Fiche 30-303,83/03/13,6305230300 


•830323030a Proposed changes to Tech Spuci 'b RCS I eakag e. condensate 
storage tank supply 6 auxili.irg leedwatei pump testing 
» Washington Public Power Supply System 03/05/13 6pp 
10539 129 24/ Fiche 50-305,83/05/13,8305330300 


8305270009 Discusses G00410 Iti re use of I.ei m opeiable in Tech fcpecs 
Which may not address multiple outages Turh Specs will be 
amended to incorporate STS i r, s truct i oric Proposed aimend will 
be submitted within 30 days 

GIE6LER, C U Wisconsin Public Service Corp 83/05/24 VAROA.S A 
Operating Reactors Rrancb I 2pp 18638 350 24X 

Fiche 30-305, 83/03/24,0305270009 
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0 Inspection reports IE Dolletins * c orres pond eoiTe 


621S06039'p IC JnFo Notice S3-I4i "Deuotered Spent Ion Eichanoe Resin 
Sjscep 1 1 ti I ] I ti{ to Ciotherjnic Cheiritcal Reai.ticin ' Svc list 
enc I 

TAVLOn, j H Division of Safe-guards t Inspection Programs (Post 
B30103) 53/03^2] Consolidated Edison Co of Neu Torli Inc 

ll2pp I03OB 319 24X Fiche 50-000, 83/'0a/2I 32(2060305 


3305230728 Foruards listing of reg u latoi g -i nd uced ira /or plant mods U 
costs Site of nuclear staff iiearlg doubled since ini 
accident Total erpsnditures for IE Bulletins 79-0l< 79-02 it 
79-14 insds provided 

C1E51.ER, C M Ui scans In Public Service Carp 33/03/25 

TOOdTEU OTTE. j Hesulatorg Reform Tasl Force 6pp 18542 263 24X 

Ficbe SCI -305. 83/03/25. 830523 0723 


8305020349 Foruards IE Insp Rept 50-305/83-01 on 830103-0302 t> notice 
of violation 

NOREulUSaC E Division of Project 5 Resident Programs 83/04/11 
SIESUER, C VI tdisconsin Publii. Service Carp 2pp 18277 051 24X 

Fiche 50-305.03/04/11.8305020349 


-'830S0203S3 Mot tee of violation From insp on 630103-03(}2 

STREETER. J F Division of Project 6 Resident Programs 83/04/11 
3pp 10277 053 24X Pi Che 50-305.83/04/11.8309020349 


— 0305020366 IE Insp Rept 90-305/83-01 on 830103-0302 None omp 1 lancf 
noted Fiom 820422-27. temporarg changes made to llaint 
Procedure 511-18469 u/o revieu or approval 

NELSQfl, B L , JACKIW. I N Hogion C. Office of Director 03/04/07 
Spp 16277 056 24X Fiche 50-305.83/04/11,8305020349 


8303040021 IE Info Notice 82-21, "Defertive Emergency Use Respirator ■ 
Svc list end 

JDRDAN.E L DivisIqti of Emergency Preparedness 5 Engineering 
Response (Post 830103) S3/u4/tS Conso 1 1 dated Ediison Co of Neu 
York. Inc t26pp 1843S tS9 24X Fic(ie 50-000, 83/04/] 3. 8303040021 


8305040(17 Discusses results of revieu ot lelief requests Relief 
granted in part from r equlreaients of Eectioii XI of ASHE Code 
or other requirements as appropriate 

VAR(7A. 8 A Operating Reactors Branch ] 83/04/19 OIESLER.C If 

Hlsconsin Public Service Corp Spp 18326 117 24X 

Fiche 50-305.93/04/19.8309040117 


--830S040I22 Safety evaluation supporting riquosts for relief from 
inservice Insp requirements of Section XI of ASME Code for 
Class t.S !> 3 components 

* Office of Nuclear Reactor Regulation. Dlrectoi 83/04/19 9pp 
18328 120 34 X Fiche 90-309. 83/04/ 19, 8305040 1 1 7 


— 9305040125 Mot ice of granting relief fiorn ASME Code requirements 
VAROA. S A Uperating Reactors Branch 1 83/04/19 2pp 

18328 129 24X Fiche 50 -305, 83/04 / 19, 03090401 1 7 


8305040518 Forwards IE Insp Rept 50-305/63-05 on B30314 •- 15 No 
noncomp 1 1 ante noted 

tlTTLE. If S Region 3> Office of Oi rev tor 83/04/20 OIESLER. C U 
Uisconsin Public Service Corp 2pp 18321 256 24X 

Fiche 50-305.83/04/20,8305040518 


— 8303040573 IE Insp Rept SO-3O5/B3-05 on 030314 A 15 No noncompl I anc e 
noted tfajor areas Inspected licensee action le IE 
Bulletin 80-11. "Masonry Mali Design " 

NORTON. J F , tdILl.IAMS,C C Region 3 DfflCo Of Director 
83/04/19 Spp 18321 258 24X Fiche 50-305.83/04/30.8305040318 


8303040023 IE Info Notice 83-22. "BUR Saf sty /Rel I e f Valve Failures “ 
Svc list encl 

JORDAN. E L Division Of Emergency Prepaiedness 4 Engineering 
Response (post 830103) 33/04/22 Corisol idated Edison Co of New 

York, tire I ISpp 18383 089 24X Fiche 90-000.83/04/22.8303040023 


830304002'! IE Info Notice 83-2Ji “ Inope-able Conta iriment Atmosphere 
Sensing Sys ” S/c list end 

JORDAN. E L Division of Fmergerrcy Pi eparedness 6 Engineering 
Response iPost 8301031 83/04/SS CoiiSOj i dated Edison Co of New 

York. Inc l(9pp 18381 291 24X Fiche 50-040.83/04/25,8303040025 


8303040026 IE Info Notice 83-24. ''Loose Pai fes In Secondary Side of 
Steam Oenerators at PMRs *' 8vc list enc I 

JORDAN, E L Division of Emergency Prepaiedness V Engineering 
Resporrse (Post 8301031 83/04/28 Consol Idated Edison Co of Neu 

York. Ihc U3pp 18382047 24 \ Fiche 50-000,83-04/28.8303040026 


8303040027 IE InFo Notice 83-25. “Standby Cas Treatment Sys Healer High 
Temp Trip Setpoint Adjustment “ Svc list end 

JORDAN. E L Division of Ernes gency Pi epai edness 9 Engineering 
Response (Post 630103) B3/04/2B Consolidated Edison Co of New 

York, Inc 1 IBpp 18332 165 24X Fiche 50-000.83/04/28.8303040027 


8305030314 Foruards addl info in response to IE Bulletin 80-li re 
seismic qualification of masonry walls 14/23 aperture cards 
Aperture cards are available in FOR 

GIESLER.C U Ui scons in Public Service Corp 83/04/29 VAROA. S A 

Operating Reactors Branch 1 12pp 18306 224 24X 

Fiche SO-30 5, 83/04/29. 8305030314 


8305050106 rorwards results of 1983 steam generator eddy current 8> 
fiber gptlcs visual exams, per Tech Spec 4 2 b 3 a Summary 
of return to power SER end Facility placed in C2 category, 
requiring next tnsp within 24 months 

CIESUER.C W Wisconsin Public Service Corp 83/05/02 VARGA. S A 
Operating Reactors Branch 1 I3pp 18342 154 24X 

Fiche 90-305.83/05/02. B303050 1 06 


030304002B IE Info Notice 03-26. “Failure of Saf ety/Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " Svc list anc 1 
JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24 X Fiche 50-000,83/05/03.8303040028 


8303040030 IE Info Notice 83-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN. E L Division of Emergency Prepai edness f. Engineering 
Response (Post 830103) 63/05/04 Consolidated Edison Co of New 

York, Inc ll2pp 18382 282 24X Fiche 50-000, 03/09/04. 8303040030 


8303040031 IE Info Notice 83-28. “Criteria for Protective Action 
Recommendations far (General Emergencies “ Svc list enc 1 
JORDAN. b L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc ll9pp 18441 001 24X Fiche 30-000,83/05/04,8303040031 


8305100087 Confirms 630624 meeting in Glen Ellyn. IL to discuss 8ALP for 
f ac 1 1 1 ty 

NORELIUS. C E Division of Project U Resident Programs 83/05/04 

OlESLER. C N Wisconsin Public Service Corp tp 18377 229 24X 

Fiche 50-305,83/09/04,0309100087 


8303040033 IE Info Notice 83-29. “Fuel Binding Caused by Fuel Rack 
Seformatron “ Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co of Neiu 

York, Inc II Spp 16323 248 24 X Fiche 50-000,83/05/06.8303040033 


8305270486 Forwards IE Insp Rept 50-305/03-03 on 830314-18,25,31 b 0407 
b notice of violation 

HIND, J A Region 3. Office of Director 83/09/06 GIESLER.C W 
Uliconsin Public Service corp 2pp 18644 011 24X 

Fiche 90-305, 83/03/06. 83032704 86 


--B305270493 Notice of violation from insp dn 830314-18 

HINO.J A Reglpn 3. Office of Director 83/05/QS Ip 
18644 013 24 X Fiche 30-305,03/03/06,3303270486 


~830527050-2 IE InSp Rept 30-309/03-03 on 830314-18,25,31 b 0407 
Noncamp I lance noted failure to meet steam generator blowdown 
analysis sensitivity requirement of Tech Spec Table 
4 ll-I b failure to collect environ precipitation sample 
NICHOLSON, N A . ROSAK. S . SCHUMACHER. M C Region 3. Office of 
Director 03/05/04 lOpp 18644 014 24X Fiche 50-303,83/05/06, 

8309270486 


8303040034 IE Info Notice 83-30. “Misapplication of Generic Emergency 
Operating Procedures (HOP) Guidelines " Svc list end 
JORDAN, C L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 83/05/11 Cansolldaled Edison Co of New 

York, inc I14PP 18524 003 24X F I che 90-000. 83/05/1 1 . 8303040034 


8309180261 Responds to 830411 notice of violation b proposed imposition 
af civil penalty re capped containment pressure sensing 
lines NRC conclusions b actions inappr opi late Violation 
isolated event b does not merit civil penalty 

ZIEMER.P 0 Misconsin Public Service Culp 83/09/11 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 3lpp 
18490 029 24X Fiche 50-305,83/05/11,8309180261 


8305240104 Forwaids clarifications b cot ructions to Inservice insp 
program safety evaluation dtd 630419 Status of relief 
requests noted 

VARGA, a A Operating Reactors Branch 1 83/05/16 GIESLER.C H 

Wisconsin Public Service Corp Spp 18593 360 24X 

Fiche 50-309.83/03/16,0309240104 


0303040040 IE Info Notice 83-31. “Error in AOLPIPE Computer Program " 
Svc list end 

JORDAf'.E L Division Of Emergency Pi epar edness b Engineering 
Response iPost 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc l!4pp 18697 009 24X fiche 90-000,83/05/19,8303040040 
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83030't004& IE Info Notice 83-33 ’ None eii I' ei en 1 1 < e Snnplmg of 

Contaminated Oil " Sve list encl 

jORDANi E L Division of Fmerjeneg Prapai edness i Engineering 
Response (Post 030103) 83/05/26 Consolidated Edison Co of Neu 

York- Inc 114pp 18647 007 24X Fithe 50-000,83/05/36,8303040046 


R Periodic operating reports 6 i elated c ot resp ond one e 


8303310164 Submits results for Fust Oua> tn 1Y03 conrirmatory 
measurements program for lii^uid uiaste sample 6 NRC spiked 
charcoal 1 6 2 

RICHMOND, J S Nashingten Public Pouei Supplg bgstem 63/04/30 
ROZAK, S ficoion 3, Office of Directoi 3pp 10652 285 24X 

Fiche 30-305,83/04/30-8305310164 


8305030106 Forwards results of 1903 steam generator eddy current 6 
fiber optics visual eiams, pei Tech Spec 4 2 b 5 a Summarg 
of return to pouer 5ER enc 1 Facility placed in C2 categorg, 
reguirlng next insp within 24 months 

OIESLER/C W Wisconsin Public Service Corp 83/05/02 VARCA, S A 
Operating Reactors Branch 1 l^PP 18342 154 21X 

Fiche 50-303,83/05/02,8305050106 


B3031S0330 Forwards monthly operating rept for Apr 1983 

0IE8LER,C W Wisconsin Public Service Corp 83/05/10 Director s 
Office, Office of Inspection and Enforcement Ip 10439 214 24X 

Fiche 30-303,83/05/10,8305130250 


•8305130251 Monthly operating rept for Apr 1903 

RUITER.O H Wisconsin Public Seivlce Corp 83/05/02 5pp 
18439 213 24X Fiche 30-303, 83/05/ 1 0, 6303 130250 


8303310134 Forwards annual environ radioactivity monitaring repts for 
1982 U/o end 

MCDONNELL. 1- J Wisconsin, State of Nnc-O3-0O-27S 83/03/23 

KEPPLER.J 0 Region 3, Office of Directoi Ip 18639 140 24X 

Fiche 50-000,83/03/23,8305310134 


B Reportable occurrences, LERs f, related correspondence 


G30S230373 Forwards engineering evaluation rept, "Cracks it Leaks in 
Small Diameter Piping " 

BROWN, £ J Reactor Operations Analysis Branch 03/04/19 
BCYpniT-K Y Reactor Operations Analysis Branch Ip 18541 342 
24X Fiche 30-000.03/04/19,8303230573 


•03OS23O619 “Cracks J< Leaks In Small Diameter Piping," engineering 
•valuation rept Small pipe leaks associated u/unant ic 1 pated 
vibration problems reitulre addl suppoi ts or rei'outing of 
piping 

DROWN, C J Reactor Operations Analysis Bianch 03/04/19 9pp 
10341 343 24X Fiche 30-OOD, 83/04/ 1 9. 0305230573 


B303I003B9 Forwards updated LER B3-005/03X-1 

OIESLER.C W Wisconsin Public Serwee Corp 83/05/03 HEPPLER, J 0 
Region 3, Office of Director Ip 10377 326 24X 

Fiche 50-305,03/05/03,8305100309 


— 8305100397 Updated LFR a3-003/03X-l on SJ02 1 6, d ur i ng survelHanco tost 
on dlesol generator 16, sve water outlet CV <SW-301D) from 
diesel oil cooler failed to open fully when diesel started 
Caused by erosion of ball, causing sticking Valve replaced 
BERNHQFT. B L . THQROERSEN, J 0 Wisconsin Public Service Corp 
83/05/03 Region 3. Office of Director ip 10377 327 24X 

Fiche 30-305,83/05/03,8303100309 


0303170267 Forwards updated LER 02-030/01 X-2 

0IE8LEH, C W Wisconsin Public Service Corp B3/05/06 KEPPLER.J G 
Region 3, Office of Director Ip IS463 020 24X 

Fiche 30-305,83/03/06,030517026/ 


•0303170271 Updated LER a?'030/01X-? on S21004, sens 1 ng lines on si* 
safety-related containment pressure transmitters found 
capped off Inside containment Caused by personnel error 
during maint Caps removed 

aCHROCK, C A Wisconsin Public Service Corp 03/05/06 Region 
3, Office of Director 40pp 10463 021 24X 

rich* 50-305,03/03/06.0303170267 


6305170323 Forwards description of egulpmont failure of seismic 
monitoring sys, detected on 030400 Tiaiisverse motion sensor 
on on* of throe triaxlal acc o I eromo tei s failed Sensor 
provides no olarm or contiol function Sys will be upgraded 
OIEBLERrC W Wisconsin Public Service Corp 03/03/06 KEPPLCfl, J C 
Region 3, Office of Director app 10469 IS9 84X 
Fiche 50-305,83/03/06,0305170323 


UJO527O190 L b(< bi-C-l? (,31-0 Dii O’V'ieV l (ir,inmeMt vent actwity 
lueniter (#,-21' diSLOvered jut u# s u t^,j-,rJ t#y tnadeyuecy in 
adm 1 n 1 9 t r s 1 1 y c * pioiedural ,„ritrols Reri'sling upoations 
suspendtd per Tech Specs R-21 retulne.i tt -,c WcaaOSaO Itr 
DCRNHl)FT,S L . IHQRCERSEN, „ G , GltGLil, ^ W Wisconsin Public 
Service Lorp 03/05/20 KCPt LEP, I 0 flcyion 3 Ofeice of Diiectoi 
3pp leb'l/ 167 24* Fir he ‘-O-jO'', 2, '(, 63C<527019B 


DOCKET 30 JiJ6 PRAIRIE 13LAN1J NU,LLAH ..U,' I Qt, L'Hil ? 

F Security fnedlLoli emeigeriyy ' fire pt a t « c 1 1 on plans 


0305030214 Releases public eei .iir oi ityi-ej ersirgincy plan 
implementing procedures 

FELTON, J M Division of Ruli^i and Reiuins 33/04/22 Document 

Manage-neni Itranch Ip 18J10 155 24 '< f-icho 50-202,83/04/22, 

0303030214 


--B305030P21 lorwaros public /sision u# i r iveo emergency plan 
Implementing pt uc c u ui es , i nv I "d i ii , Pi u, aUures F3-2 re 
classification of emerg vne i v s , F3-5 iv voieigency notification 
U F3-9 le emergency evacuatiun 

WARD. E C Northern States rowei ui, Wj/p.i/OO Region 3. Office 

of Dtieytor ip 10310 l*,i 24x Fiihe 30-282.63/04/22. 

0305030214 


--8303030226 Public veision c, f i isc, .meiH-ncy flan implementing 
procedui es. me 1 ud 1 ng Prnceduie FO-P le c I a s s i f 1 1 at i on of 
emergencies F3-',' le emeigeiicy no h i #• 1 1 r 1 1 on r F3-9 re 
emergency evacuation 

SCJiVLiKEiD A No'thern Cnt, Cos Powei ui, S3'03/22 129pp 

10310 157 ?4y Fiche 50-20-’ 03/04 'J2, 8 4050302 1 1 


830517063/ Forwards exemptiuii from Il'Ci R50r App -R, Sub sec 1 1 on III G 2 re- 
sep a ra 1 1 an, f 1 1 e barrier ' suppression i cyi# 1 1 ement s where 
both trellis of irdundant --aie shutdown cuinporients located 
within same fire area, per 020630 >• 102' lequests 

CLARK, R A Cipeiatuig Reactors Dranch J 83/05,'04 bUJSOLF. 0 II 
Northern Stales Power Co 4pp 1B4S1 0,V 24X 

Fiche 50-202, 03/05/04, 83031 ’’0657 


--8305170666 L i cirp 1 1 an from 1 <j(.F R50, App R ‘sijp ^ i qp j^j 2 re 
separdtipn, lire bariMci suppicssiun i eyui r eiisents where 
both tiains of redundant sate shutdu,,.,, components located 
vitthin sfi-e five area 

EISENKUT. D G Division of 1 icensing ,33/OS/O'l Northern Slates 

Power Co 7pp 18481 076 ?4X Fiche 50-282,83/05/04.8305170657 


•63051706SJ Safehy evaluation le exen, prions t-rom lOCFRSO.App R.Ssctio'i 
ISl G 2 requirement foi maint of one ci am of equipment 
necestaiy foi safe shutdowirw/o hue d-rniage Exemptions 
shciuid be denied In Four aitas 6 giunted in five areas 
* Office of Nuclear Reactor Regolation, Diroctw 82/10/27 
21pp 18481 083 24X Fiche S0-2Q2, 0J/O3/O4, P305 1 7'0637 


6303110034 Generic L ti 83-21 Ici sll Jiccnyee„ Pi operating reactois, 
applicants for OLt > holdeis tf CP-, le c J at i f i ,- at i on of 
access to control procedures foi law enfuriemetit visits 
Sve list dnr 1 

EISENHUl.D G Division of I lyeiisinq 63,05/11 Consolidated 

Edison Co of New York, Inc 16pp 1H540 095 24 x 

Fiche 50-000, 03/u5/ 1 1, 83051 10031 


6305190343 Forwards Rev 1 to N1 )R[IG-072G, ’Nfcc liividant Response Plan, 
In response to 830429 Itr requesting updated Itr of 
agreement W/o enc 1 

HIND, J A Division of Radiological t Mtiteriais Fafety Programs 
83/05/13 LARSON, C E Northern 4tales rouor Co 2pp 18500 225 
24X Fiche 50-000,63/05/13,0305190343 


6305200023 Notifies that NUh CG-O/B/. 1 1 c.n Iti 6 2], “emergency 
Preparedness, Upgrade Emergexivy Plans to App E, lOCFRSO. •' 
completed Item closed 

CLARK, R A Operating Reactors Dranch ) 03/05/13 MUBCLF, D M 

Northern States Power Co 3pp (854t. ii' 24 / 

Fiche 50-202,83/05/13, 0305200023 


6305230323 Forwards clarifying info in fupppi t oF flllOTt 1 exemption 
requests for lOCFRSO 40, App R re Fire Areas 30,59,73 t 74 
MUSOLF, r# Horchern States Power Co B.I/03/16 Office of Nuclear 

Reactor Regulation, Director 62pp 10536 329 24X 

Fiche 50-202,03/05/16,0303230523 


8305240369 Advises that date for neik uiinud) emeigency preparedness 
exercise levlsed to 040313, per 630128 telton 
PAPERIELLOiC J Region 3, Office of Director 03/05/19 
LAR5DN, C E Northern States Power Co Ip 18373 069 24X 

Fiche 30-282,83/05/19,6305240389 
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P operating licenae stage docuiDents 'j i.arrf spend ence 


93031804S9 Foruards response to S3020B Itr re backfitting costs of 
tuo nuclear ppuer plants All tliree units have combined 
capability of l>939 HUE (summer) net 

HACLEriC D Northern States Power Co 03/03/15 T0LIRTEI.U0T1E, J 
Regulatory Reform Task Forte 6pp 10541 041 24 k 

Flcfis 50-000.33/03/15.83031804 29 


B30S230720 Forwards list of utils responding to requests for cost 
figures on baekflttlng 

TOURTELUOTTE. J Regulatory Reform Task Force 03/04/11 
PALLADINQ. N J Commissioners 2pp 10542 272 24X 

Flche 50-000.03/04/11.0305230720 


8309020320 Forwards Rev 0 to "ASHE Code Section XC Inservlce Insp (. 
Testing Program & Info Required for MRC Review of Requests 
for Relief from ASHE Code Section XI Requirements.'' per 
700201 submittal 

HUSQ1.F< D Northern States Power Co 63/04/l'9 Office of Nuclear 

Reactor Regulation. Director 2pp 10277 14A 24X 

Fiche 50-202.03/04/19.8305020320 


—0305020329 Rev 8 to "ASHE Code Section Xt tnservice tnsp l< Testing 
Program 1* Info Required for NRC Review of Requests for 
Relief from ASHE Code Section XI Requirements '' 
e Northern States Power Co 83/04/19 21pp 19277 140 24X 

Flche 80-282.03/04/19. B30S020320 


S3050AOOI3 Advises that action required by 830202 Amends Al &. 55 to 
Licenses OPR-42 J< DPR-60. resp ec t Ive Iq It Oenerfe Ltr 93-07 
comp 1 eted . b ased on utiJ actively negotiating u/OOE ie 
disposal of high level waste or spent nuclear fuel 
CLARK. R A Operating Reactors Branch 3 83/04/21 MUSOLF. D M 

Northfrii States Power Co 2pp 10354 311 24X 

Flche SO-20S. 93/04/21. 83 OSOhOO 13 


830SOt>0108 Advises that requirements of NljREC-0737. TWI Action Plan 
Items fl r 1 4. II F 1 5 & II F 1 6 met t items resolved 
Criteria requiting equipment to' be environmentally qualified 
will be reviewed under envlion qualification program 
CLARK. R A Operating Reactors Branch 3 83/04/21 HUSOLF. 0 M 

Northern States Power Co 9pp 18354 2*9 24X 

Fiche 50-282.03/04/21,93050*0109 


93050*0023 Forwards safety evaluation U technical evaluation rept for 
environ qual i f lea t i on of safety-related eloetrical 
equipment Justification for continued operation t. schedule 
for proposed corrective action requested by 830520 
CLARK.R A aperating Reactors Branch 3 03/04/25 HUSOLF. 0 M 

Northern States Power Co 3pp 18354.322 24X 

Flche 50-29?. 03/04/25. 03050*0023 


— 03050*003* Safety evaluation re enviion qualification of safety-related 
electric equipment Major qua 1 1 f i cat ton deficiencies 
Identified in rranklin Research Ctr technical evaluation 
rept Tables 4-1. 4-3. 4-3 V 4-4 must be resolved 

a Office of Nuclear Reactor Regulation, Director 83/04/25 7pp 
10354 J25 24X Fiche 5(3-282,03/04/25.8303060023 


8305020455 Cencric Ltr 83-19 to dll peuer ■ Factor V testing licensees 
re new pTOcedures for pro/iding public notice concerning 
issuance of amends to OLs SvC list enc 1 

EtSENHUT. 8 G Division of licensing 83/05/02 Consolidated 
Edison Co of New York. Inc 50pp 18441 120 24X 

Flche 50-000.83/03/02.8305020455 


8305120309 Forwards response to (IRC 330425 ltr transmitting safety 
ev.«luation for environ qualification of safety-related 
electrical equipment Rosemount (133 Senes A transmitters 
should be reclassified as Category II C equipment items 
HUBOLF.D Northern States Power Co 03/05/05 Office of Nuclear 
Reactor Regulation. Director 29pp 13433 124 24X 

Fiche 30-282.03/05/05,8305120389 


aSOSOGObS? Generic Ltr 93-80 to all operating reactor licensees ?• 
holders of CPs re integrated scheduling for implementation 
of plant .nods Sve list end 

EISENHUT.DG Qivislon of Licensing 93/05/09 Consolidated 
Edison Co of New York, Inc l*pp 18*27 JS3 24X 
Fiche 50-000,83/05/09,8305090639 


0 Inspection reports, IE Bulletins i correspondence 


32120*0303 IE Info Notice B3-i4, ''Dewatered Spent Ion Ecchange Resin 
3uacep t i bil 1 ty Fiidthermic Chemical Reaction " Sve list 
end 

TAYLOR, J M Division of Safeguards 5 Inspection Programs (Post 
0301031 83/03/21 Consolidated Edison Co of New York. Inc 

tt2pp 10308 319 2qx Fiche 50-000, 83 '03/2 1 , 821 20*0385 


0303040021 IE Info Notice 83-21, ''Defective Emergency Use Respirator '' 
Sve list enc 1 

JORDAN. C L Division of Emergency Preparedness Xt Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of New 

York, Inc I2(bpp 18435 155 24X Fiche 50-000,83/04/15,8303040021 


8305020320 Forwards Rov 8 to "ASHE Code Section XI Inserviee Insp It 
Testing Piogram * Info Required for NRC Review of Requests 
for Relief from ASHE Code Section XI Requirements," per 
7B0201 submittal 

HUSOLF. D Northern States Power Co 93/04/19 Offtee of Nuclear 
Reactor Regulation, Director 2pp 18277 146 24X 

Fiche 50-262,83/04/19.0305020320 


8305020329 Rev S to "ASHE Code Section XI Inservlce Insp St Testing 
Program !. Info Required for NRC Review of Requests for 
Relief from ASHE Code Section XI Requirements “ 

e Northern States Power Co 03/04/19 21pp 10277 148 24X 

Flche 30-202,83/04/19.8305020320 


0303040023 IE Info Notice 03-22, "BHR Safety /Relief Valve Failures '' 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc I 12pp 10303089 24X Flche 50-000,83/04/22,0303040023 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, L L Division of Emergency Preparedness Xi Engineering 
Response (Post 830103) 63/04/25 Consolidated Edison Co of New 

York. Inc 119pp 18381 291 24X Fiche 50-000.83/04/25,8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PNRs " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 930103) 03/04/28 Consolidated Edison Co of New 

York, Inc 115pp 10362 047 24X Flche 50-000,83/04/28.8303040026 


8303040027 IE Info Notice 83-25. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment ” Sve list end 
JORDAN, E L Division of Emergency Preparedness X, Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc llSpp 10382 165 24X Flche 50-000.83/04/29,8303040027 


8303040028 IE Info Notice B3-26. "Failut'e of Safety/Rel ief Valve 
Discharge Line Vacuum Breakers " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/05/03 Consolidated Edison Co of New 

York, Inc I22pp 16441 170 24X Flche 50-000.83/05/03,8303040020 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness X, Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc U2pp 18302 282 24X Flche 50-000,83/05/04.8303040030 


0303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations ror General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness Xc Engineering 
Response (Post 830103) 83/05/04 Conselidated Edison Co Of New 

York. Inc 119pp 18441 001 24X Flche 50-000,83/05/04.0303040031 


BJ03040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation “ Sve list end 

JORDAN, E L Division of Emergency Prepat edness X- Engineering 
Response IPost 830103) 83/05/06 Consolidated Edison Co Of New 

York, Inc I15pp 18523248 24X Flche 50-000,83/05/06,8303040033 


B305240029 forwards IE Insp Repts 90-202/83-06 X, 50-306/83-05 on 
830216-0331 No noncompliance noted 

SHAFER. W D Region 3. Office of Director 83/05/06 LARSON, C E 
Northern States Power Co 2pp 10549 099 24X 

Flche 50-262,83/09/06.8305240029 


— 03052413061 IE Insp Repts 90-202/03-06 6 50-306/03-05 on 830216-0331 No 
noneomp llance noted Major areas Inspected plant operational 
safety, main t, survB 1 1 lance, review of operating events. LERs, 
fire penetration seals Xt IE bulletins 

FEiERADEND, C 0 , NILLIAHS.D L , JACKIN, I N Region 3, Office of 
Director 83/05/05 IBpp 18949097 24X Flche 50-203,83/09/06, 

8305240029 


0303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of New 

York, rnc l!4pp 10924 003 24X Flche 90-000,83/05/11,8303040034 
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8303040040 IE Info Notice B3-31. "Error in ADUPIPC Computer Program " 
Svc lilt enc 1 

JOnDAN< E L Division of Emergency Prepaiednoss << Engineering 
nesponse IPost 830103) 83/03/19 Cotiso 1 1 dated Edison Co of Neu 

Vort. Inc 114pp IB697 009 24X Pi Che 30-000. 83/03/ 19. 8303040040 


S30304004& IE Info Notice 93-33. “NonrepresentaC 1 ve Sampling of 
Contaminated Dll “ Svc list enc 1 

JORDAN. E L Division of Emergencg Prepat edness 3 Engineering 
Response (Post 030103) 83/05/S6 Consolidated Edison Co of Neui 

Yort. Inc 114pp 18347 007 24'(FlChe 30-000, 03/03/36. B30304004i 


R Periodic operating reports t< related correspondence 


— 630323014^ Rev 4 to Procedule FQP 3-70- i. "Steam Oenerator Tuhe 
Rupture '■ 

* Maine fantee Atomic Power Co 33/03/17 7pp 18331 308 a4Y 
Fiche 50-309.03/05/17.8305230127 


— 8305330146 Rev 14 to Procedure £0P 2-/0-4, "Steam Line Break " 

• Maine Yankee Atomic Pouiei Co 03/05 (7 6pp 18931 319 34X 

Ftche 50-309,03/05/17,8303330137 


— 8305330151 Rev 7 to Procedure 2 (0-5. "Emergency Ooratton " 

* Maine Vsnkec Atomic Power Co BJ. 05/17 9pp 18S31 331 24X 

Fiche 50-309.83/03/17,8305230137 


0305160036 Forwards monthlg operating repts for Apr 1903 

MUSOLF. D Northern States Power Co 03/03/11 Office of Resource 

Management. Director ip 18491 036 34X Fiche 30-383,03/03/11, 

8305160036 


— 0303160076 Monthlg operating repts for Apr 1903 

DUOSTAD, D Northern States Power Co 03/03/04 8pp 10431 037 
34X FichP 50-202. 83/03/1 1. B303 160036 


—8303230)34 Rev 11 to Procedure FOP 2-70-6. “Losd of Feedwater " 

* Maine Yankee Atomic Power Co 03/03/17 6pp 18531 330 24X 

Fiche 50-309-03/05/17,8305230127 


— 8303230157 Rev 5 to Procedure HOP 2-70-7. "Total Loss of Forced Reactor 
Coolant Flow/Natural Circulation " 

s Maine Yankee Atomic Power Co 83/03/17 4pp (0531 333 24X 

Fiche 50-309.83/03/17.8303230137 


8 Reportable occurrences. LERs t. related correspondence 


— 03OS23O163 Rev 8 to Procedure EOP 2-70-8. "Emergencg Loop Shutdown " 
♦ Maine Yankee Atomic Powei Co 03/05/1/ 3pp 18531 339 24X 

Fiche SO '309. 83/03/17.8305330127 


8303340133 LER S3-009/03L-0 on 830416. spike occurred In RCS activity up 
to 3 26 uCl/gm dose equivalent 1-131 Caused by washout of 
fission products from fuel pin defects following leactor 
shutdown t< RCS cooldown (i depressurization N/830316 Itr 
HUN8TAD. A A . MUSOLF, D Northern States Power Co SJ/03/16 
Region 3. Office of Director 7pp 18549 009 24X 

Fiche 30-306.03/03/16,0305240153 


DOCKET 30-309 MAINE YANKEE ATOMIC POWER PLANT 
F Security, medical, emergency fx fire protoctloo plana 


—0303230167 Rev 7 to Procedure EOP 2-70-9. "loss of Offsite Pouei " 

e Maine Yankee Atomic Power Co 03/05/17 14pp 18331 342 24X 

Fiche 30-309,83/03/17,9303230127 


— 83053301 *'3 Rev 0 tP Procedure EOP 2-70- 10. “Control Room Evaluation " 
e Maine Yankee Atomic Power Co 81'05/17 5pp 18931 356 24X 

Fiche 50-309.03/05/17.0305330127 


— 8305230101 "Maine Yankee Proceodre Writing Guidelines “ 

e Maine Yankee Atomic Power Co 83/09/17 22pp 10531 361 24X 

Fiche 50-309.83/05/17.8305230127 


8305120421 Ack receipt of FEMA 830421 Itr 6 "Final Eiercise Rept - 
Joint State Local Radiological Emergency Response 
Exercise " Emergency preparedness does not provide 
reasonable assurance that protective measures will be taken 
ALLAN, J M Region 1. Office of Director B3/0S/O4 RANDAZZA, J Q 
Maine Yankee Atomic Power Co 2pp 18433 133 24X 

Fiche 30-309,83/03/04.8303120421 


— 8303180426 Forwards "Final Exercise Rept - Joint State St Local 
Radiological Emergency Response Exercise for Maine Yankee 
Atomic Power Plant." conducted on 021211 

MCLOUOIlLtN. D Federal Emergency Management Agency 83/04/21 
DIRCKBi W J Office of the Executive Director for Operations ip 
18433 135 S4X Fiche 30-309.83/03/04.8305120421 


0 Adjudicatory correspondence 


8305030565 Forwards State of ME first sot cf interrogatories & requests 
for production of documents Ceitlflcato of Svc end 

STERN. P Maine. State of 83/04/29 Docketing 6 Services Oranch 
2pp 18306 001 24X Flthe 50-309,83/04/29,8303030565 


— 8305030567 First set of intei r ogator 1 es (. requests for production of 
documents Certificate of Svc cncl 

AHRENS. P . STERN, P Maine, State of 03/04/29 Office of the 
Executive Legal Director 05pp 10306 003 24X 

Fiche 50-309.83/04/29,8303030565 


— 8303120427 "Final Exercise Rept - Joint State b Local Radiological 
Emergency Response Exercise for Maine Yankee Atomic Power 
Plant " 

e Federal Emergency Management Agency 83/03/31 83pp 
10433 156 24X Fiche 30-309,83/03/04.8303120421 


6303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re c lar 1 f Icatl on of 
access to control procedures for law enforcement visits 
Svc list one 1 

EISENHUr.D 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New York. Inc 16pp 18340 093 24X 

Fiche 30-000.83/05/11.8309110034 


8303200341 Forwards description of change to tamper indication b 
revised security plan pages Encls withheld (ref 10CFR73 211 
OARRITViJ H Maine Yankee Atomic Power Co 03/03/(7 Office of 
Nuclear Reactor Regulation. Director 2pp 18316 230 24X 

Fiche 30-309.03/03/17,8309200341 


8303230127 Forwards emergency operating procedures generation package, 
per NUREO-0737, Suppl 1 (Generic Ltr 82-33) "Requirements for 
Emergency Response Capability " 

OARRTTY, J H Maine Yanks a Atomic Power Co 83/03/17 CLARK. R A 
Operating Reactors Sranch 3 3pp 16531 263 24X 

Fiche 30-309. 03/03/17. B303S30127 


— 8303230137 Rev 3 to Procedure EOP 2-70-1. "Safety Injection " 

» Maine Yankee Atomic Power Co 03/03/17 5pp 10331 294 24X 

Fiche 30-309.83/03/17,8305230127 


—0303230140 Rev 12 to Procedure EOP '2-70-2. "LOCA" 

a Maine Yankee Atomic Power Co 83/03/17 9pp 18331 299 24X 

Flehe 30-309,83/05/17,0303230127 


8303040533 Response opposing Sensible Maine Power 030426 renewed B20627 
motion for more complete b specific disclosure by applicant 
6 for stay (lotion Is not motion to compel b Is founded upon 
erroneous assumption Certificate of Svc end 

DIONAN. T 0 , OADiR K Maine Yankee Atomic Power Co DIGNAN. T C 
Ropes b Gray 03/04/29 Atomic Bafetg and Licensing Board Panel 
6pp 18321 233 24X Fiche 50-309,83/04/29.8305040333 


6305160099 Reply opposing applicant answer opposing Sensible Maine 
Power 030427 renewed motion for more complete b specific 
disclosure by applicant Applicant answsi misleading 
Certificate of Bve end 

MILLER, D S Sensible Maine Power MILLER. D 5 Miller, 0 S 
83/03/11 Atomic Safety and Licensing Board Panel 4pp 

18432 019 24X Fiche 30-309,03/03/11.8305160099 


8303200060 Informs that 830403 methodology submittal re radiation 
environ for equipment qual 1 f icat Ion Inside containment 
acceptab le, per NUREO-05BB Submittal also provides ref for 
radiation levels outside containment 

CLARK.R A Operating Reactors Dranch 3 83/05/13 OARRITYi J H 

Maine Yankee Atomic Power Co 2pp 18540 128 24X 

Flehe 50-309.83/05/13,8305200068 


8305190293 Motion to compel answers to interrogatories production of 
documents it request for leave to file motion Hearing cannot 
be conducted on basis of asset tlons, suppositions, 
similarities or generalities Certificate of Svc ant I 
MILLER. D S Sensible Maine Power MILLER, DS Miller, 0 8 
83/09/14 Atomic Safety and Licensing Deard Panel 2Ipp 
10301 262 24X Fiche 50-309,83/05/14.0309190235 


B305170932 Response opposing Sensible Maine Power 830311 motion for 
complete 1. specific disclosure by.uti] fx motion for stay of 
proceedings Extreme relief sought before motion to compel 
discovery filed W/Cer ti f icate of Svc 

GODDARD. R J Hearing Dranch 3 83/09/16 Atomic Safety and 

Licensing Board Panel 7pp 18468 033 24X Fiche 50-309,33/03/16. 

83031 70S52 
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B305240493 First ■set olF interrcgdtor i es >j leqursts for productian of 
documents Certificate of Svc end 

KiLLERi O 5 SeOSlblr Maine Pouer MILLER 0 S I1llter>t> 5 
63/09/17 Office of the Eiecutive Legeil Director 33pp 
IB979 229 24X Fiche 50-309. 83/05/ 1 7i 6303240493 


B303240483 Motion for ei tension of discovery period until 330904 Util 
conduct of ulllful nondisclosure necessitates eitenslon 
Certificate of Svc end 

HILLER, D 5 Sensible Maine Pouer 63/05/16 Atomic Safety and 

Licensing Doard Panel 4pp IB372 313 24X Fiche 30-309,63/05/16. 

8303240463 


930324036d> Forujards second set of in t en og a tor i e s & requests for 
production of documents to NRC Certificate of Svc encl 
AHRENS, P . STERN.P Maine, State of 83/03/19 Atooilc Safety and 
Licensing Board Pane) 3hpp 18371 070 24X Fiche 30-309.63/03/19. 

0303240386 


H Oeneral correspondence 


6303310236 Responds to constituent 830419 I trs re Commission action on 
util performance during 92I2II emergency preparedness 
exerc 1 se 

OIRCKS. W J Office of the Executive Director for Operations 
63/03/20 COHEN. M S Senate 3pp 10662 246 24X 

Fiche SO-309. 83/03/20. B3033 10238 


--B305310239 Requests response to encl constituent Itrs re util failure 
to pass FEMA eisergencg preparedness test 

COHEN. W S Senate 83/04/19 HAMMERER. C C Office of 
Congressional Affairs Spp IB662 250 24X Fiche S0-309. 

83/03/20, 83033 10238 


I Financial information 


6303200314 Foru-ards Securities 4 Exchange Commission Forai 10-6. 
Quarterly Financial Hept for Jan-Mar 19S3 

HOHE.R 5 Maine Yantee Atomic Power Co 83/05/13 NflC - NO 
Detailed Affiliation Given ]5pp 19317 023 24X 

Fiche 30 -309. 33/05/13.830 32003 1 4 


9303200376 Foruards 1901 & 82 annual financial info filed u/Becurities 
(■ Exchange Commisaian. per 10CFR30 71 b 

OARHITY. J H Maine Vanlee Atomic Power Co 83/03/17 CLARK. R A 
Operating Reactors Branch 3 103pp 10314 143 24X 

Fiche 50-309. 83/03/17. a305£0037e 


P Operating license stage documents S. correspondence 


8303240026 Discusses review of B20408, 0601 > 1 103 b 630216 submittals on 
YAEC-I296P. “ONSR Limit Hethodology 6 Application to ME 
Yankee Plant •' Critical heat flui correlation acceptable for 
application ta facility reload u/14>l4 fuel assemblies 
CLARK. R A Operating Reactors Branch 3 63/03/09 CARR I TV, J H 

Maine Yankee Atomic Power Co 2pp 17690 299 24X 

Fiche 50-309.03/03/09,8303240026 


— 6303240029 Safety evaluation supporting application to reload iii/14il4 
fuel assemblies & min I 20 ONBR limit 

• Office of Nuclear Reactor Regulation. Director 83/03/09 7pp 
17690 301 24K Fiche 50-309,63/03/09.6303240026 


—0301060137 “ReviBw of VA6C-1296F - DNQR I imit Hethodology Ic Application 
to Maine Yankee Plant " 

HESSOtti G M Qattclle Memorial Institute. Pacific Northfi/est 
Laboratory FATE-B2-I14 82/12/31 NRC - No Detailed 

Affiliation Given 7pp 17690 308 24X Fiche 30-309.83/03/09. 

8303340026 


830S030600 Forwards revised Instrumentation <« control concerns & 
posltlofis on feedwater trip sgs Meeting to discuss concerns 
within 43 days requested 

CLARK. R A Operating Reactors Branch 3 83/04/20 OARRITY, J H 

Maine Yankee Atomic Power Co 7pp 16284 213 24X 

Fiche 30-309.83/04/20.6303020600 


6305050320 Forwarili "Maine Yankee Cycle 7 Startup Test Rept. " per Tech 
Spec 3912 

OARRtTY. J H Maine Yankee Atomic Pouer Co 83/04/23 ALLAN. J M 

Region l> afPice of Director ip 18336 064 34x 

Fiche 50-309,83/04/25.8305050220 


— 6305050223 "Maine Yankee Cycle 7 Startup Test Hept " 

* Maine Yankee Atomic Power Co 83/04/25 llpp 19338,063 24X 

Fiche 50-309,83/04/83,8303050220 


0305060042 Forwards safety evaluation supporting continued operation 
u/Dresser safety valve ring settings which do not allow 
discharge full rated flow Summary of specific Info also 
ene 1 

CLARK. R A Operating Reactors Branch 3 83/04/25 CARRITV.vl H 

Maine Yankee Atomic Powor Co 2pp 18354 334 24X 

Flthe 30-309.83/04/25.6305060042 


"8303060049 Sa fety evaluation supporting continued operation by PWRi 
w/Dresser safety valves which do not allow discharge full 
rated flow 

• Office of Nuclear Reactor Regulation. Director 83/04/18 
lOpp 1B334 336 24X Flcha 50-309,83/04/23.8303060042 


8305030491 Forwards response to B21210 Oeneric Ltr 82-28 re Inadequate 
core cooling Instrumentatian sy s. Inc lud ing reactor coolant 
inventory sys descript 1 on. conformance summary to NUREG-0737i 
Item II F 2 & proposed Implementation schedule 
RANDATZA.J B Maine Yankee Atomic Power Co 03/04/29 

EISENHUT.DG Division of Licensing 34pp 10273 liS 24X 

Fich e 30-309, B3/04/29, 8303030491 


— 9303030496 Rev 10 to Emergency Operating Procedure EOP 2-70-0. 
"Emergency Shutdown From Powor *' 

s Maine Yankee Atomic Power Co 83/04/29 2Bpp 18293 132 24X 

Fiche 50-309.83/04/29,9305030491 


8305020455 Oenoric Ltr 63-19 to all power reactor t< testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list encl 

EISENHUT.DO Division of Licensing 93/03/02 Consolidated 
Edison Co of New York. Inc 50pp 18441 120 24X 

Fiche 30-000,83/05/02.8305020435 


B303160201 Responds to util 821007 proposed Tech Spec changes re purge 
ti vent sys Proposed leak test Interval unacceptable Sil- 
month teat Interval for passive valves, w/testlng after each 
use 6 3-month interval for active valves recommended 
CLARK. R A Operating Reactors Branch 3 03/03/02 OARRITY. J H 

Maine Yankee Atomic Power Co 3pp 18471 339 24X 

Fiche 30-309,83/05/02,8303160201 


8303090639 Generic Ltr 83-20 to all operating reactor licensees & 
hotders of CPs re Integrated scheduling for implementation 
of plant mode Byc list end 

EIBENKUT, D 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 133 24X 

Fiche 30-000,83/03/09,8305090639 


B30313OO76 Responds to request for addl Info re TMI Item II E 4 3 6. 
"Containment Vantllatlo-n Sys 8-Inch Globe Valve " Analyses 
to demonstrate valve qual i f Icat ion continuing 

OARRITY.J H Maine Yankee Atomic Power Co 93/03/09 CLARK, R A 
Operating Reactors Branch 3 2pp 18436 329 24X 

Fiche 50-309,83/03/09,8303130079 


030S1706t2 Requests addl Info re 830218 proposed Cycle 7 supplementary 
changes to Tech Specs allowing operation w/YAEC-1 critical 
heat flux correlation 

CLARK. R A Operating Reactors Branch 3 03/05/09 GARRITV. J H 

Maine Yankee Atomic Power Co 2pp 10497 020 24X 

Fiche 30-309.83/03/09,8303170612 


8305130034 Ack receipt of 821103 ltr re Intention to complete Phase II 
of control of heavy loads issue INUREO-O6i2> Final technical 
evaluation rept 6 NRC safety evaluation to ensure no 
outstanding deficiencies remain requested 

OARRITY. J H Maine Yankee Atomic Power Co 83/03/10 CLARK. R A 
Operating Reactors Branch 3 2pp 16437 031 24X 

Fiche 30-309,83/05/10,8303130054 


8305130128 Responds to lOCFRSO 34(f> info request re resolution Of TMI 
Action Item 1 1 K 3 3. "Automatic Trip of Reactor Coolant 
Pumps. “ (Generic Ltr 83-lOA) Plant-specific study applies 
BELAP3VA code, par B20B19 6 830114 Itrs 

FRIZ7LE. C D Maine Yankee Atomic Power Co 83/03/10 EISENHUT. D 0 
Division of Licensing 4pp 10437 191 24X Fiche 50—309.83/05/10, 

8303130128 


B30S23038I Semes request for exemption from requirements of App J to 
perform Type C bests w/alr or nitrogen as medium for certain 
containment valves Oasis for conclusion contained in encl 
safety evaluation 6 technical evaluation rapt 

E!8ENH0T,D Q Division of Licensing 83/03/11 OARBITV, J H Maine 
Yankee Atomic Power Co 3pp 19377 024 24X Fiche 50-309,83/05/11, 

9303230301 


—630323039? Safety evaluation re App J review concerning containment 
testing program Proposed revs to Tech Spec 4 4 unacceptable 
a Division of Licensing 03/05/H 3pp 18377 027 84X 

Fiche 50-309. 83/05/11, 8305230301 
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■0806300177 "Cori ta 1 nmen t Leakage Rate Testiiig (A-04)." technical 
evaluation rept 

DELGAIZO»T J Franklin Inati tute/Frank 1 in Research Center 
NRC-03-79-Ha TeR-C5257-2B 82/06/36 HUANG, V S NRC - No 

Detailed Affiliation Given 36pp 183/7 030 24X 

Flche 30-309.83/03/11.8305230381 


0303830371 Advises that addl info retiuired to satisfy current 
requirements re operational QA program Telcon on G30S10 
addressed general suhjs to be discussed Specific questions 
to be provided 1 vek prior to 830323 meeting in Augusta. HE 
MARTIN.T T Division of Engineering 6 Technical Programs 83/05/11 
RANDA2ZA, U B Maine Yankee Atomic Power Co 2pp 18337 317 24X 

FUh e 30-309. 83/03/ 1 1 . 030383037 1 


8303190308 Submits justification for continued operation for listed 
items not addressed in previous environ qualification of 
electrical equipment subml C tal s> me 1 ud Ing equipment 
qualification pending mod 

OARRITY. J H Maine Yankee Atomic Power Co 83/03/12 CLARK. R A 
Operating Reactors Branch 3 Spp lasot 074 24X 

Flche' 30-309, 83/03/12, 8305190308 


8303200469 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test. 020929-1001. " Including Type A tests performed during 
Cgcle 6/7 refueling outage & Tgpe B 6 C tests performed 
Since last Type A test 

OARRITY.U H Maine Yankee Atomic Power Co 83/03/16 CLARK. R A 
Operating Reactors Branch 3 Ip 18516 120 24X 

Flche 30-309.83/03/16.8305200469 


•0303200473 "Reactor Containment Bldg Integrated Leak Rate Test. 820929- 
1001 " 

OIOOEY, C A Maine Yankee Atomic Power Co 93/03/16 77pp 
18316 121 84X Flche 30-309,83/03/16,8303200469 


8303230383 Forwards update to 801106 Itr re shielding design summarg 
per TMl Item II B 2 Update contains details of results 
of shielding review No supplemental SER required from NRC as 
result of relocation t< future mods 

OARRITY. J H Maine Yankee Atomic Power Co 83/03/18 CLARK. R A 
Operating Reactors Branch 3 0pp 18338 235 24X 

Flche 30-309, 83/03/101 8303830303 


8303240270 Proposes alternative to NRC 020903 request to upgrade 
auxiliarg feedwater sgs automatic initiation logic channel 
testing per TMl Item 11 E 1 2 Monthly test of bistables 
actuation setpoints recommended 

GARRITY. d H Maine Yankee Atomic Power Co 03/03/18 CLARK, R A 
Qperetlng Reactors Branch 3 2pp 10348 210 24X 

Fiehe 30-309.03/03/10,8303240270 


0303240266 Forwards updated list re current status of electrical 
equipment Important to safety within scope of 10CFR30 49 
Nonqualified equipment scheduled to be qualified or replaced 
by end of next refueling outage 

OARRITY. J H Heine Yankee Atomic Power Co 03/05/20 CLARK, R A 
Operating Reactors Branch 3 6pp 10348 290 24X 

Flche 30-309.83/03/20,0303240266 


0 Inipectlen reports. IE Bulletins t> correspondence 


8218060383 IE Info Notice B3-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
end 

TAYLOR, d M Division of Safeguards <, Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 10308 319 24X Flche 50-000.03/03/21,8212060383 


0303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
6yc list end 

JORDAN, E t. Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co of New 

York. Inc 126pp 10433.133 24X Flche 30-000,03/04/13,8303040021 


8303030330 Forwards IB Inep Rept 50-309/83-05 on 030406-07 «< notice 
of violation 

8TAR06TECKI. R Division of Project *< Resident Programs 83/04/19 
RANDAZZA, J D Maine Yankee Atomic Power Co 2pp 18297 102 24X 

Flche 30-309,03/04/19,8303030350 


■8303030333 IE Insp Rept 30-309/83-03 on 830406-07 Noncompliance noted 
Inadequate control of sa fe ty-re lated melnt of HPSI subtys 
(< failure to maintain two operable safety injection trains 
per Tech Specs 

KELLY, E M Region 1, Office of Director GALLO, R Division of 
Project ti Resident programs 83/04/13 Spp 18297 104, 24X 
Flche 50-309,83/04/19,8305030330 


S303040023 IE Info Notice 83-22, "IWR Safety/Relief Valve Failures " 
Sve 1 1 St enc 1 

JORDAN, E L Division of Emergency Prepai edness & Engineering 
Response (Post 830103) 63/01/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Flche 30-000.03/04/22.0303040023 


8303040023 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, C L Division of emergency Preparedness i Engineering 
Response (Post 6301031 83/04/23 Consolidated Edison Co of New 

York, Inc 1 19pp 18381 291 24X Fiche 50-000,83/04/23.8303040025 


8303020386 Ac k receipt of 030412 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-309/82-17 
MARTIN.T T Division of Engineering h Technical Programs 03/04/26 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 18276 244 24X 

Fiche 30-309,03/04/26,8303020386 


— 8303020393 Responds to NRC 830223 Itr re violations noted In IF Itisp 
Rept 30-309/02-17 Corrective actions peisonnej responeible 
for shipping radioactive mat! reminded that all required 
insps must be documented Procedure 9 1 IS revised 
OARRITY, J H Maine Yankee Atomic Power Co 83/04/12 ALLAN, J M 
Region 1. Office of Director 4pp 18276 246 24X 

Flche 30-309,83/04/26,8303020386 


8303110314 Forwards IE Insp Rept SO-309/83-04 conducted by State of SC 
on 821217 No noncompliance noted, however State of SC 
Identified violation w/DOT regulations 

MARTIN.T T Division of Engineering It Technical Programs 03/04/27 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 10393 186 24X 

Fiche 30-309,83/04/27,8303110314 


— 0303110320 IE Insp Rept 30-309/83-04 conducted by State of SC on 
821217 No noncomp 1 lance noted Major areas Inspected review 
of shipping papers placarding t. marking State of SC 
identified violation re DDT regulations 

CLEMONS, P , SHANBAKY, M Region 1, Office of Director 83/04/17 
4pp 18393 108 24X Fiche 30-309,03/04/27.8303110314 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Sve list encl 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, inc IlSpp 10382047 24X Fiche 30-000,83/04/28.0303040026 


8303040027 1C Info Notice 83-25, “Standby Gas Treatment 8y I Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc lISpp 18382 163 84X Pic ho 30-000.83/04/28.8303040027 


0303040020 IE Info Notice 83-26, "Failure of Safety/Rol lef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness {■ Engineering 
Response (Post 030103) 03/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Flche 30-000,83/03/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list eiic 1 

JORDAN, C L Division of Emergency Propel edness i> Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York, Inc )12pp 10382 282 24X Plche 30-000.83/03/04.8303040030 


0303040031 IE Info Notice 83-28, "Cntetia for Protective Action 
Recommendations for General Emergencies " Sve list encl 
JORDAN, E L Division of Emergency Prepar ed ness i- Engineering 
Response (Post 030103) 03/03/04 Consolidated Edlsan Co of New 

York, me 119pp 18441 001 24X Flche 50-000.03/05/04.8303040031 


0303040033 IE info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list encl 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/03/06 Consolidated Edison Co of Mew 

York, Inc llSpp 18323248 24X Fiche 30-000.03/03/06,8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines '* Sve list encl 
JORDAN, E L Division of Emergency Preparedness Zt Engineering 
Response (Post 830103) 03/03/11 Consolidated Edison Co of New 

York, Inc ll4pp 18324 003 a4X Fieho 50-000.83/05/11,8303040034 


8305250310 Forwards IE Insp Rept S0-309/Sq-02 on 830301-11 t. notice 
of violation 

MARTIN.T T Division of Engineering 6 Technical Programs 83/05/11 
RANDAZZA, J D Maine Yankee Atomic Power Co 2pp 18392 103 24X 

Flche 30-309.83/03/11,8305230310 


—0303230312 Notice of violation from insp on 830301-11 

» Region 1, Office of Director 83/03/11 Spp 18392 107 24X 

Flche 30-309,83/05/11,8303250310 
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-"0305390314 IE Insp Rapt 50-309/33-02 an B30301-11 None omp I Unce noted 
failure to coinpleta all de&ign ai.tivltie« before declaration 
of syt operability 

EAPEN. P K . MEYER, 0 . MAPUOA. G Bag ion 1, Office of Director 
93/04/27 39pp 18593 112 24X Fiche 50-309, 93/05/ 11, S30329D3I0 


830SI90079 EN-B3-034 on 830520, no tice of violation !< pTopaaed 
Imposition of civil penalty In amount of 440,000 to be 
Issued Action based on violation re operating reactor le/one 
train of HPSI Incapable O'f automatically starting 

BARBERpC . AXELRAD.J Director's Office, Office of Inspection and 
Enforcement 83/05/17 Ip 18502 01,9 ?4X Ficne 30-309,83/09/17, 

8305190079 


8309250459 Suppts response to 830324 Iti *, conpletes response to IE 
Bulletin 83-04, "Failure of Undrvoltage Trip Function of 
Reactor Trip Qrvalters " Description of reactor trip breaker 
Incidents not previously reported enc 1 

CARRITV-d 9 Maine Vantee Atomic Pouer Co 83/05/18 ALLAN, J K 
Region 1> Office of Director 3pp 18383 271 24X 

Fiche 30-309 . 03/03 / 1 8, 830 5250429 


8303040040 IE Info Notice 63-31, "Error in AOLPtPE -Computer Program " 
Sve list and 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response -(Post 830103)- 83/03/19 Conso 1 i dated Edison Co of Neui 

York, Inc 114pp 19697 009 24X Fiche 30-000.83/05/19,8303040040 


3305270434 Discusses IE tnsp on 830406-07 t, forwards notice of 
vi-olatiun {> proposed imposition of civil penalty 

ALLAN, J M Director's Office, Office of Inspection and Enforcement 
03/05/20 RANDAZZA, J 8 Maine Yankee Atomic Pouier Co 4pp 
18642 235 24X Fiche 30-309,83/05/20.8303270434 


--B3O3270443 Notice of violation 6 proposed imposition of civil penalty 
In amount of }40r0D0 Noncompl lane e noted one of two HPSI 
subsys Inoperable for 29 days 6 other NPSl subsys Inoperable 
far 7 h during 29-day period 

ALLAN, J M Region 1, Office of Director 83/03/20 3pp 
18642 239 24 X Fiche 30-309,83/03/20,8305270434 


8303040046 IE Info Notice 83-33, "Nonrepr a senta t 1 ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN,E L Division of Emergency Preparedness K Engineering 
Responsd (Post 630103} 83/03/26 Consolidated Edison Co of New 

York. Inc I14pp 10647 007 24X Fiche 30-000.93/03/26,8303040046 


8303310067 Provides results of reevaluation of design adieiiuacg of two 
asaso-nry walls per IE Bulletin 80-11 Identified In 621021 
Itr Both walls l-ocated in spent fuel bIdg>one adjacent to 
ventilation penthouse 6 other south of pool 

OARRtTV. J H Maine Vanlee Atomic Power Co 83/03/26 CLARK, R A 
Operating Reactors Branch 3 4pp 18633 174 24X 

Fiche 30-309,83/03/26.8303310067 


S Reportable occurrences, LERs tc related correspondence 


8303230973 Forwards engineering evaluation rept, “Cracls & Leaks in 
Small Diameter Piping ■" 

BROITH, E J Reactor Operations Analysis Branch 83/04/19 
SEYFRIT.K V Reactor Operati-ons Analysis Branch Ip 18341 342 
24 X Flcbe 50-000,83/04/19-8303230373 


— 8303230619 "Craclti U Leaks In Small Diameter Piping," engineering 
evaluation rspt Small pipe leaks associated u/unant I c 1 pa ted 
vibration problems regulre addl supporbs or rerouting of 
p iplng 

BRDUNrE J Reactor Operations Analysis Branch 83/04/19 9pp 
16341 343 24X Fiche 50-000,93/04/19.8355230373 


8305060538 Forwards LER 83- 009/03 L-0 

GARRITY, J H Maine Yankee Atomic Power Co 83/04/29 ALLAN, J M 
Region I, Office of Director Ip 18348 327 a4X 
Fiche 30-309.83/04/25.8303060539 


— 8305060949 LER 83-009/03L-0 on 830405. spare HPgi pump failed to start 
during monthly ECCS surveillance resulting in degraded made 
condition per Tech Spec 3 6 D Caused by ground racked up In 
pump breaker cubicle on 830307 

NELSON, ft H Maine Yankee Atomic Power Co 83/04/23 Region 1, 
Of flea of Director 3flp 18348 326 24X Fiche 30-309,83/04/23. 

8303060338 


8303110344 LER B3-014/03L-0 on 830425, dur ing steady-slate full power 
operation. Section 207 of U5 kV incoming line became 
unavailable -Caused by lightning during electric strom which 
struct & damaged one phase of line Line repaired 
HOQO.E C flalne Yankee Atomic Power Co 83/04/26 Region 1, 
Office of Director 2pp 18406 134 24X Fiche 30-309,83/04/26, 

8303110344 


8305060494 Forwards updated LER 03-012/OlT-l 

(SARRITV, J H Maine Yankee Atomic Power Co 83/04/28 ALLAN. J M 

Region I. Office of Director Ip 18348 101 24X 

Fiche 30-309.83/04/28,8303060494 


— 3303060S03 Updated LER e3-012/01T-l on B30406, drain valves Opened to 
replace seal water supply filter FL-34B Valves opened again 
3 days later to replace head gasket Caused by insufficient 
identl f I csbl on of valves in plant drawings 

UHITNEY.H A Mains Yankee Atomic Power Co 83/04/28 Region 1, 

Office of Director 3pp 18348 102 24X Fiche 30-309.83/04/28. 

8303060494 


8303110423 Forwards LER S3-010/03L-0 

OARRITV, J H Maine Yankee Atomic Power Co 03/03/03 ALLAN. J M 

Region 1, Office of Director Ip 10409 092 24X 

Fiche 30-309.83/03/03.0303110423 


— 8303110433 LER 83-0ID/03L-0 on 930407. nonqua 1 1 f 1 ed RCS loop 2 
resistance temp detector (RTD) input to subcooling margin 
monitor fa 1 led • caus ing erroneous monitor readings Cause 
unknown RTD leads disconnected t, replaced 

MORRISON. 0 « Maine Yankee Atomic Power Co 83/05/03 Region 
l< Office of Director 2pp 18405 093 24X Fiche 30-309, 

63/03/03, 03031 10425 


0303160065 Formards LER 03-01 1/03L-0 

GARRITY, J H Maine Yankee Atomic Power Co 03/05/03 ALLAN, J M 
Region I, Office of Director Ip 18491 001 34X 

Fiche 30-309, 83/05/03.8305160063 


— 8305160002 LER 63-011/03L-0 on 030404. reac tor protection sys symmetric 
offset channel 0 found w/value less negative than other 
three channels Caused by failed Bell t> Howell multiplier, 
divider module Spare module installed t, channel callbr 
TAYLOR, ^1 (1 Mains Yankee Atomic Power Co 83/03/03 Region 1, 

Office of Director 2pp 18451 002 24X Fiche 30-309,33/05/03. 

8303160063 


8303200467 R0 on B3040B h IS, f I uc tua t ions observed in real time 
computer-calculated containment weight of air fc containment 
weight of air monitoring sys Probably caused by 
recirculation fan failure 

OARRITY. J H Maine Yankee Atomic Power Co 03/03/03 ALLAN, J N 
Region I, Office of Director 2pp 18316 118 24X 

Fiche 50-309. 83/05/03, 8305200467 


830S200529 Forwards evaluation summary rept t> resolution of 
LER-82-QJ7/03L-0 dtd 821115 re shock suppressor bushing 
failures Lab analysis revealed Torrlngton ball bushings mfg 
from brittle AISI 3160 steel Brushing replaced 

OARRITY, J H Maine Yankee Atomic Power Co 83/03/09 ALLAN. J M 

Region I, Office of Director 3pp 18316 027 24X 

Fiche 30-309, 83/03/09, 8303200329 


0305230472 Forwards LER 83-013/03L-0 

OARRITY- J H Maine Yankee Atomic Power Co 83/03/10 ALLAN. J « 

Region 1, Office of Director Ip 10537 142 24X 

Fiche 50-309,83/03/10,9305230472 


—0309230403 LER 83-013/03L-0 on 8304 1 1, d lesol fire pump failed to 
develop sufficient discharge pressure during fire 
suppression water sys test Caused by level float twitch << 
check valve failures Valve replaced tn. switch cleaned 
LAFLAMMEfS J Maine Yankee Atomic Power Co 83/03/10 Region 

1. Office of Director 2pp 18337 143 a4X Fiche 30-309, 
83/03/10, 0305230472 


8303200360 Forwards LER B3-015/03L-0 

OARRITY, J H Maine Yankee Atomic Power Co 63/03/12 ALLAN, J M 

Region I, Office of Director ip 18318 144 24X 

Fiche 30-309,93/05/12,8303200360 


--0303200374 LER 83-013/03L— 0 on 0304 14, dur i ng malnt on sve water pump 
P-29A,pump P-29C spuriously tripped Cause unknown Pump 
restarted 6 tested satisfactorily 

MCGRATH, R Maine Yankee Atomic Power Co 83/03/12 Region 1, 
Office OF Director 2pp 18318 143 24X Fiche 30-309,83/03/12, 

8303200360 


DOCKET 30-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


8303130307 Releases public version of revised emergency plan 

FELTON, J M Division Of Rules and Records 03/03/02 Dacument 
Management Branch Ip 18456 335 34X Fiche 50-272,83/03/02, 

8305130307 
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— B30S13030B Fpruards public veision of Rev 3 to entergency plan Receipt 
form end 

* Jersey Central Pouer i< Light Co Q3/04/04 VARGA. B A 
Operating Reactors Qranch 1 Ip 10436 336 a4X 
Flche 30-272,03/03/02.9303130307 


"930313030? Public version of Rev 2 to amorgancy plan 

BURGE. C A . MIDURA. H J Jersey Central Power *< Light Co 
83/04/04 isapp 18436 337 24X Flche 30-272.83/03/02, 
0303130307 


S305110034 Generic Ltr 93-21 to all licensees of operating reactors, 
applicants for OLs t< holders of CPs re clarification of 
accass to control procedures for lau enforcement visits 
8vc list end 

EISENHUr, D 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New York. Inc t6pp 18340 0?3 24X 

Flche 30-000.83/03/11,8303110034 


8303270043 Aek receipt of 03OSOS ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-272/93-08 b 
30-311/83-07 ReilUest to further mitigate violation re 
security access control denied 

8TARD0TBCK1. R Division of Project b Resident Programs 83/03/23 
U0ER1T2.R A Public Service Electric b Gas Co of New Jersey 2pp 
18638 343 24 X Flche 30-272,83/03/23.8303270043 


—8303270033 Responds to NRC 830403 ltr re violations noted in IE Insp 
Rcptt 30-272/83-08 b 30-311/03-07 Corrective actions b 
request for reduction in severity level of violation end 
Ends ulthheld <ref 10CFR73 211 

UDERITZ.R A Public Service Electric b Oas Co of New Jersey 
83/OS/OS Region 1. Office of Director 3pp 18638 347 24X 

Flche 30-272, 83/03/23, 8305270043 


0 Adjudicatory correspondence 


6309170493 Order attending time until 630327 for Commission to act to 
ravlaw Director's Decision DD-03-6 

CHILK, 8 J Office of the Secretary of the Commission 83/09/13 
Commissioners ip 18470 024 24 X Flche 30-272.83/03/13, 

8303170473 


8309310008 Order attending time until 830601 for Commission to act to 
review Director's Decision OD-03-6 

CHILK, 8 J Office of the Secretary of the Commission 83/03/27 
Commissioners Ip 18693 230 24X Flche 90-272.83/09/27, 

8309310006 


I Financial Information 


8309200067 Forwards Annual Financial Repts for 1982 

FRVLINGiR Public Service Electric b Oas Co of New Jersey 
83/09/17 Office of Nuclear Reactor Regulation, Director Ip 
19916 198 24X Flche 90-000,83/09/17.8309200067 


J Insurance b indemnitg information 


8309160197 Forwards Endorsements 98 b 49 to NELIA Policy NF-230 b MAELU 
Policy liF-90> respect Ively 

GOLDEN, M P Marsh b McLennan. Inc 83/03/02 6ALT2MAN, J 
Assistant Director for State b Licensee Relations 3pp 18449 08? 

24 X Flche 30-272,83/09/02,8309160137 


P Operating license stage documents b correspondence 


8309090013 Forwards response to Generic Ltr 82-28 re inadequate core 
cooling Instrumentation sys (TMI Action Item II F 2) 

Utstinghouse reactor vessel level instrumentation sys, 
described in 801231,810206 b 1207 submi ttals, Ut 1 1 1 led 
LIOEN, E A Public Service Electric b Oas Co of New Jersey 

83/04/22 VARGA, B A Operating Reactors Branch 1 27pp 

1833? 020 24 X Flche 90-272,83/04/22,8309090013 


8309020186 Clarifies 830422 response to NRC 830420 ltr. Item 2.11 D 
10CFR90 941 f I, re Uestinghouse treatment of undervoltage trip 
attachment delivered disassembled 

UDERITZ.R A Public Service Electric b Gas Co of New Jersey 
83/04/27 EISENHUT.D 0 Division of Licensing 2pp 18276 192 
a4X Flche 30-272, 83/04/27, 8303020186 


8309110194 Forwards supplementary response to 820223 6-month response 
to Genarlc Ltr 81-07, NUREO-06 12, "Control of Heavy Loads," 
to confirm b clarify Items discussed in 820804 telcon 
LIDEN, E A Public Bervlce Electric b Oas Co of New Jersey 

03/04/27 VARGA, S A Operating Reactors Branch 1 Spp 10399 007 

24X Ftche 90-272,83/04/87,8305110194 


--8309110156 P3E-O)O0. "Maint Procedures " 

* Public Service Electric b Gas Co of New Jersey 93/04/27 
l,317pp 18399 101 24X Flche 30-272,83/04.27,8305110194 


8305020495 Generic Ltr 83-19 to all power i eac. lot b testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EISENHUT.D 0 Division of Licensing 33/05/02 Consolidated 
Edison Co of New York, Inc SOpp 18441 120 24X 

Flche 50-000. 83/09/02. 3305020459 


330509043/ Application to amend Licenses DPn-70 b DPR-75, revl s Ing 
safety T ech Specs by raising trip setpoint b allowable value 
of steam generator water level low-low reactor trip in 
Table 2 2-1 

LIDEN, E A Public Service Electric b Gas Co of New Jersey 

83/09/04 VARGA, S A Operating Reactors Branch 1 2pp 18360 232 

24X Flche 90-272. 33/09/04, 8309090437 


—8309090499 Proposed changes to safety Tech Specs, raising trip setpoint 
b allowable value of steam generator water level low-low 
reactor trip In Table 2 2-1 

» Public Service Electric b Gas Co of New Jersey 83/09/04 
4pp 18360 2S4 24X Flche 90-272.83/09/04.8309090497 


S30S1700IS Forwards Amend 19 to License DPR— 75, safety evaluation b 
notice of issuance b availability Amend removes cycle 
dependent values of F«y as function of core height b 
provides values by means of peaking factor limit rept 
FISCHER, 0 Operating Reactors Branch 1 83/03/05 UDERITZ.R A 

public Service Electric b Gas Co of Ne.j, Jersey 3pp 18494 199 
24X Flche 30-311.83/09/09,8303170013 


—8305170019 Amend 19 to License DPR-79, removl ng cycle dependent values 
of Fsy as function of core height b provides values by means 
of peaking factor limit rept 

VARGA, S A Operating Rsaclors Branch 1 93/09/09 9pp 

18494 186 84X Flche 90-311.33/09/09.0305170013 


— 8309170023 Safety evaluation supporting Amend 19 to License DPB-79 
« Office of Nuclear Reactor Regulation, Director 83/09/03 2pp 
13494 167 84X Flche 90-311.83/05/09.8309170019 


— 8309170028 Notice of Issuance b availability of Amend 19 to 
License DPR-79 

VARGA, 8 A Operating Reactors Branch 1 83/05/09 2pp 

13494 169 24X Flche 50-311,83/09/05.0305170013 


8309170079 Forwards Amends 93 b 2i to Licenses DPR-70 b DPR-75. 
respectl ve ly, safety evaluation b notice of Issuance b 
availability Amends raise trip setpoint b allowable value 
of steam generator water level low-low reactor trip 
FISCHER, D Operating Reactors Branch 1 83/09/05 UDERITZ.R A 

Public Service Electric b Oas Co of New Jersey 3pp 18499 211 
24X Flche 90-278,83/05/09.8305170079 


--03O917OO84 Amends 33 b 81 to License DPR-70 b DPR-79i respectively, 
raising trip setpoint b allowable value of steam generator 
water level low-low reactor trip 

VARGA, S A Operating Reactors Branch 1 83/09/05 Spp 

18499 214 84 X Flche 30-272,63/09/09,8309170079 


—030917008/ Safety evaluation supporting Amends 33 b 21 to Licenses 
OPR-70 b DPR-79. respectively 

* Office of Nuclear Reactor Regulation, Director 83/09/09 2pp 
18499 282 S4X Flche 50-272,83/09/09.8309170079 


—3309170090 Notice of issuance b availability of Amends 93 b 21 to 
Licenses DPR-70 b DPR-7S, respectively 

VARGA, S A Operating Reactors Branch 1 83/09/09 2pp 

18499 224 24X Ftche 90-272,83/03/09,830917007? 


830917011/ Forwards Amends 98 b 20 to Licenses DPR-70 b DPR-79, 
respectively. Safety evaluation b notice of issuance b 
availability Amends change partial power multiplier from 0 S 
to 0 3 

FISCHER. D Operating Reactors Branch I 83/03/03 UDERITZ.R A 
public Service Electric b Gas Co of New Jersey 3pp 1B496 001 
S4X Ftche 90-273,63/09/09,8309170117 


— 8303170119 Amends 92 b 20 to Licenses DPR-70 b OPR-75, respectively, 
changing partial power multiplier from 02 to 0 3 
VARGA, S A Operating Reactor* Branch 1 B3/05/09 I3pp 

10496 004 24X Flche 90-272.83/09/09,8305170117 


— 6303170184 Safety evaluation supporting Amends 32 b 80 to Licenses 
DPR-70 b OPR-73, respec tive ly 

* Office of Nuclear Reactor Regulation, Director 83/09/05 2pp 
16496 017 24X Flche 50-878.83/09/09.8309170117 
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— 030517032'? fJatice of a^iuance availability of Amerids 93 U 30 to 
Llcen««s [3PR-70 it DPB-73i resp ec 1 1 vely 

VAROAi S A Opepatlng Beactar* Ci atich 1 BS/OS/Oa 3pp 
laRBi 019 24X Fiche 30-372, 83/05/09. Q305I701 1 7 


S30S110007 Forwards add 1 feo rFRuired for B2L007 attiEOd application 
urOBMiE A Public Service Electric ti Gas Co of ffeu Jersey 
B3/O5/0i MILLER. W D License Fee Management Branch 3p p 
18409 253 34X Fiche 50-31 1 . B3/05/l)fa. 83031 10007 


9305090659 Generic Ltr 83-20 to all operating reactor licensees h 
holders of CPs re integrated scheduling for icip I ems n t a 1 1 on 
of plant mDds 5vc list end 

EISENHUT. 0 G Division of Licensing 83/05/09 Consolidated 

Edison Co of Weia York, Inc t6pp 18627 153 24< 

Fiche 30-000,83/05/09,3303090659 


830517032B Foruards schedule for iiua 1 1 f 1 c a t Ion or replacement of 
vniLualified equipment for Categories 1 B. 11 A, tl C {c IV 
Identified In EER on environ qualification of safety-related 
electrical equipment 

LIDEN-E A Public Service Electric I> Gas Co of tfej Jersey 

83/05/09 VAROA, S A Operating Reactors Branch 1 16pp 

19465 133 24X Fiche 30-272,83/05/09,8305170320 


6305230504 Forwards affidavit 1, fee for review uf 830504 application bg 
amend Licenses DPR-70 6 DPR-7S 

LIDENfE A Public Service Electric 6 Gas Co of hfsw Jersey 

Q3/03/11 VARGA. S A Dperating Reactors Branch 1 2pp 18537 170 

24X FUhe 30-272,83/05/11,8305230904 


8305230094 Advises of rev to Cycle 2 reload analysis i< effect on reload 
safety evaluation 6 approved arnsnds to Tech Specs Rev due 
to fuel grid strap damage during Feb refueling Revised 
design evaluated by Llest Inghouse per U’CAP-9273 
LtDENiE A Public Service Electric t Oas Co of New Jersey. 

03/03/16 VARGA, S A Dperating Reactors Branch 1 3p p 18339 177 

24X Fiche 50-311.83/05/16,8305230094 


83053)0331 Requests assessment on operability of 10-incb pressure/ 
vacuum relief valves used for purge or vent of containments 
to demonstrate that valves will operate in event of DDA- 
LOCA Info requested within 15 days 

VAH0A.3A Operating Reactors Branch I 03/05/19 UDEftlTZiR A 
Public Service Electric 4 Oae Co of Now Jersey 7pp 18662 261 
24K Fiche 50-272, 83/05/ 1 9, 830531 0231 


O Inspection reports, IE Bulletins 6 correspondence 


9213060385 IE Info Notice 93-14, “Dewatered Spent Ion Exchange Rcslti 
Euec ip tlb I 1 1 tg to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR I J M Oivlilon of Safeguards & Inspection Programs (Post 
8301031 83/03/31 Consolidated Edison Co of New Yort, Inc 

!12pp 18309 319 24X Fiche 50-000,83/03/21.8213060385 


9303040031 IE Info Notice 93-2!, "Defective Emergency Use Respirator “ 
Svc list enc 1 

JDRDAM.E L Division of Emergency Preparedness 4 Engineering 
Response IPost 8301031 83/04/15 Consolidated Edison Co of New 

Vork. Inc 126pp 18435 155 B4X FiChe 50-000, 03/04 / 1 5i 8303040021 


8303040033 IE Info Notice 83-22, “DtlR 5a Fe t y /Re 1 1 e F Valve Failures “ 
Svc list end 

JDRDANiE L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

Y«rli. Inc 15 2pp 18383 089 24 X Fichp 50-000. 83/04 /22. e303040023 


8303040035 IE info Notice 83-23, “Inoperable Containment Atmesphere 
Sensing Sys ■■ svc Hit end 

JORDAN. E C Division of Emergency Preparedness t< Enginoertn} 
Response (Post 930103) 83/04/25 Consolidated Edison Co of New 

York. Inc ll9pp 19391 291 34X Fiche 50-000,83/04/25.8303040025 


6305020238 Ack receipt of 830407 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-272/33-09 fc 
90-311/83-00 

NARTlNiT T Division of Engineering t. Technical Programs 03/04/26 
ODERITZ.R A Public Bervice Electric fc Gas Co of New Jersey ip 
19277 269 24X F«,-hB '26, 8305020358 


tien noted in IE tnsp 
ns 

ns i ve 

lents 

New Jersey 
Technical 
14/26,8305020250 


6303040036 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRa " Svc list end 

JORDAN, E L Division of Emergency Prepatodness 4 Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, Inc tlSpp 10383 047 34X Fiche 50-000,83/04/28.8303040026 


6303040027 IE Info Notice 83-35, “Standby Oas Truatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 

JORDAN, E L Division oif Emergency Preparedness 4 Engineering 
Response (Post 930103) 63/04/S8 Consolidated Edison Co of New 

York, Inc lIBpp 16383 165 24X Fiche 50-000,03/04/26.0303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JDRDANiE L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Hew 

York, Inc I23pp 10441 170 24X Fiche 30-000,83/03/03.0303040038 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 6301031 03/05/04 Consolidated Edison Co of Hew 

Yurk, Inc llDpp 18302 233 24X Fiche 30-000, 83/05/04, eSOOOAOOSO 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for General Emergencies “ 8vc list enc 1 
JORDAN, E L Division Of Emergency Preparedness 4 Engineering 
Response IPost 030103) 83/03/04 Consolidated Edison Co of Hew 

York, Inc I19pp 10441 001 24X Fiche 30-000,03/03/04,6303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Pre paredness 4 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York, [nc llSpp 10523 248 24X Flcho 90-000,83/05/06,8303040033 


0305190163 Forwards IE Ihsp Repts 50-272/83-14 4 50-311/03-11 on 
630321-23 4 notice of violation 

MARTINiT T Division of Engineering 4 Technical Programs 03/03/06 
UDERITJ.R A Public Service Electric 4 Gas Co of New Jersey 2pp 
18502 240 24X Fiche 30-272. 03/05/06, 8305 1 90 1 63 


— 8305190174 IE Insp Repts 50-272/83-14 4 50-311/03-11 on 830321-25 
No ncomp L 1 anc e noted failure to adhere to radiation 
protection procedures & failure to use suitable measurements 
of airborne radloac t Ivl ty , per 10CFR20 103(a)(3) 

NtMITZ.R L , SHANDAKY.M Region 1, Office of Director 83/05/06 
]3pp 18302 243 24X Fiche 50-272,03/05/06,8305190163 


0305160005 Forwards response to NRC 830325 ltr re violations noted In 
IE Insp Repts 30-272/BS-33 4 50-311/02-31 on 820405-1016 
Corrective actions operational test group established to 
verify testing requirements Civil penalty fee end 
UDERITZ.R A Public Bervice Electric 4 Oas Co of New Jersey 
03/03/09 DEYOUNO.R C Director's Office, Office of Inspection and 
Enforcement 7pp 10451 027 24X Fiche 50-272,83/05/09,8305160003 


8303040034 IE Info Notice 83-30, "Mi sap p 1 i c a t i on of Generic Emergency 
Operating Procedures (EDP) Guidelines “ Svc list enc 1 
JORDAN, C L Division Of Emergency Preparedness 4 Engineering 
Response fPost 0301031 03/05/11 Consolidated Edison Co of Nsw 

York, Inc ll4pp 10524 003 SdX Fiche 50-000,83/05/11,0303040034 


BJ03040040 IE Info Notice 03-31, "Error in ADUPIPE Computer Pragrani " 
Svc I ist enc ] 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 83/05/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 24X Fiche 50-000,03/05/19,8303040040 


B3O524O205 Ack receipt of 030425 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-272/83-11 & 

50-311/83-10 

MARTIN, T T Division of Engineering 4 Technical Programs 03/05/19 
(JDERITZiR A Public Service Electric 4 Gas Co of New Jersey 2'pp 
10548 107 24X Fiche 50-272,83/05/19,8309240205 


'6309240291 Responds to NRC 030325 ltr re violations noted in IE Insp 
Repts 50-272/83-11 4 50-311/03-10 Corrective actions all 
badges Improperly issued destroyed Individual responsible no 
longer in security mgt politlon 

UDERITZ.R A Public Service Electric 4 Oas Co of New Jersey 
83/04/25 Region 1, Office Of Director Ip 18548 i09 a4X 
Fiche 50-272,03/05/19,0309240205 


8305270043 Ack receipt of S3090S ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-272/03-00 4 
50-311/83—07 Request to further mitigate violation re 
security access control denied 

8TAR0STECMI , H Division of Project 4 Resident Programs 83/03/23, 
ODERITZ.R A Public Service Electric 4 Gas Co of New Jersey 2pp 
18608 345 24X Fiche 50-272,83/09/23,8305270043 
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— -8309270093 Responds to NRC 830409 Itr I'e violations noted In IE Insp 
Repti 90-272/93-00 S< 90-311/83-07 Corrective actions i 
request for reduction in seventy level of violation end 
Ends Uiithheld (ref I0CFR73 3l> 

UDERITZ.R a Public Service Electric V Gas Co of Neu Jersey 
B3/09/09 Region 1. Office of 01 rector 3pp 18638 347 24X 

FlChe 90-272i 83/09/23. 9309270043 


9309270164 Act receipt of 830909 Itr forward ing payment of proposed 
civil penalty Response to notice of violation t< proposed 
Imposition of civil penalty will be evaluated 6 corrective 
actions eiamlned during future insp 

AXELRAD, JA Enforcement Staff 83/09/29 UDERITZ.R A Public 
Service Electric & Oas Co of Neu Jersey 2pp 1863S 064 24 X 

Flcha 90-272.83/09/29.0309270164 


8303040046 IE Info Notice 83-33. “Noni cpressntat 1 ve Sampling of 
Contaminated Oil " Sve list end 

JORDAN. E U Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

Vork. Inc 114pp 18647 007 a4XFlehe 50-000.83/05/26.8303040046 


R Periodic operating reports 6 related correspondence 


8309170142 Foruards monthly operating rept for Apr 1983 

ZUPKO. J M Public Service Electric 6 Gas Co of Nou Jersey 
83/09/10 Director's Office. Office of Inspection and Enforcement 

Ip 18466 272 24X Flche 90-311,83/09/10.8309170142 


--8309170147 Monthly operating rept for Apr 1983 

HILLER. L K Public Service Electric 6 Gas Co of Neu Jersey 
83/09/10 llpp 18466 273 24 X Flche 90-311,83/09/10.8309170142 


B Reportable occurrences. LERs fr related correspondence 


8309060480 Foruards lER 83-01 1/03L-0 Detailed event analysis and 
ZUPKO. J N Public Service Electric *< Gas Co of Neu Jersey 
83/04/29 ALLAN, J Region 1. Office of Diiector 3pp 18348 131 
24X Fiche 50-311.83/04/29.8309060480 


— 8305060489 LER 03'Oll/O3L-O on 830401 , d i sr ovsred that monthly testing 
of control room emergency all conditioning sys uas 
overlo.iled Caused by insp order eys cai d requiring testing 
being erroneously stated Card revised 

FRAHM. R Public Service Electric ?• Gas Co of Neu Jersey 
83/04/27 Region 1. Office of Director Ip 18348 134 24X 

Fiche 90-311.83/04/29.8305060480 


8305090244 Responds to 830329 meoiD re mgt t technical issues of ATMS 
events Issues to be addi essed in NUREO-IOOO. "Generic 
Implications of ATUS Events at Salem Nuclear Pouer Plant " 

RHR capability addressed In Unresolved Safety Issue A-49 
DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/04/29 EPLER, E P Epler. E P Qpp 18381 004 24X 

Fiche 90-272. 83/04/2?. 8309090244 


— 8309090259 Requests (oiTiments re need for effective leadership in light 
of ATMS event. fa 1 lure of RHR sys 6 small break mitigation i 
failure of institutions to employ best available technology 
epler. C P Epler. E P 83/03/29 PALLADINO. N J Commissioners 
EOERSOLE, J C ACR8 - Advisory Committee on Reactor Safeguards 
CULLER. F L Electric Pouer Research Institute tOpp 18381 091 
24X Fiche 50-272,83/04/29.8309090244 


8309170064 Responds to 830412 petition t 0418 amend ■ request Ing that 
NRC order PSCbG to show cause uhy facility restart should 
not be restrained Petition denied based on enci Director's 
Decision 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/04/29 RODRIGUEZ. J H Neu Jersey. State of 3pp 10494 184 
24X Flche 50-272,83/04/29.8309170064 


8304180491 Foruards LER B3-002/03L~0 Detailed event analysis end 
KIDURA.H J Public Service Electric Gas Co of Neu Jersey 
83/04X06 HAYNES, R C Region I, Office of Director 3pp 
17996 393 24 X Fiche 90-311,83/04/06,8304180491 


— 8304160913 LER 83-002/03L-0 on 830314. d I's cover ed pressurlier code 
safety valves 2PR3. 2PR4 1. 2PR5. tested by Wylo Labs during 
830224-23. 1 1 f ted belou 2. 4B5 pslg plus/minus 1’/ pressure 
range t. displayed heavy audible {< visual seat leakage 
DICKEY. F Public Service Electric t< Gas Co of Neu Jersey 
83/04/06 Region 1. Office of Director Ip 17996 396 24X 

Flche 90-311,83/04/06.0304180491 


--6309 170085 Director's Decision DD 83-6. denying Public Advocate of NJ 
830412 petition (. 041B amend requesting Issuance of order 
to shou cause uhy facility should not lie restrained from 
restart until listed actions taken 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/04/29 app 10494 167 84X Flche 90-272,83/04/29,0309170064 


— 8309170095 Safety evaluation re restai t of facilities Licensee 
acceptably revised t- eipanded surveillance testing programs 
to address reactor trip issue 

« Office of Nuclear Reactor Regulation. Director 83/04/28 
49pp 18494 195 24X Fiche 90-272.83/04/29,8309170064 


8309110271 Foruards supplemental LER B3-0B3/03X-1 Detailed event 
analysis end 

ZUPKO. J K Public Service Electric & Gas Co of Neu Jersey 
83/04/26 ALLAN. J Region 1. Office of Director 3pp 18393 191 
24X Fiche 90-311,83/04/26.8309110271 


—8309170110 Notice of Issuance of Director's Decision 00 83-6 denying 
Public Advocate of NJ 830412 petition L 0418 amend 
requesting issuance of order to shou cause uhy facility 
should not be restrained from restart 

CASE. E G Office of Nuclear Reactor Regulation. Director 
83/04/29 2 pp 18474 336 24 X Fiche 90-272,83/04/29,8309170064 


— 8309110274 Bupplemental LER 82-0S3/03X-t on 820812, during routine 
lurveil lance. control room operator received lou sve uater 
flou Indication on containment fan coll unit ICFCU) 29 
Caused by oysters or silt restricting CFCU flou 
FRAHM, R . ZUPKO. J M Public Service Electric t. Gas Co of Neu 
Jersey 83/04/20 Region 1. Office of Director Ip 
18393 194 24X Flche 90-311,83/04/26.8309110271 


8309040630 Notifies of CROR Meeting 36 on 830429 to discuss findings 
of Salem Generic Implications Task Force 

BTELLO. V Committee to Review Generic Requirements 83/04/27 
EtSENHUT.D O Office of Nuclear Reactor Regulation. Director 
JORDAN. F L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety t< 

Safeguards, Director 2pp 18336 306 84X Flche 30-272,83/04/27, 

8309040630 


8309040262 Forwards summary listing short- & long-term actions t. 
completion schedules re 830222 6 25 reactor trip breaker 
■ventf Corrective action program uill also be applied to 
Unit 8 currently scheduled to return to sve in June 1783 
UDERITZ.R A Public Service Electric 6 Gas Co of Neu Jersey 
83/04/88 EISENHUT, 0 G Division of Licensing llpp 18323 249 
24X Flche 90-278,83/04/20,8309040262 


8309170674 GENCRtC IMPLICATIONS OF ATHb EVriiTS AT THE SALEM NUCLEAR 
POUER PLANT Generic Implications 

* Office of Nuclear Reactor Regulation. Director NUREG-IOOO VOl 
83/04/30 I49pp Available at NRC 46 90 18481 IBl 24X 

riche 90-278.83/04/30,8309170674 


8309170238 Informs Commission of findings of Salem ATMS generic 
Implications task force re oveiall mgt capability k 
performance t. reactor trip sys reliability 

01RCK8, U J Office of the Eiecutive Director foi Operations 
SECV-a3-I5B 83/09/02 159pp 18476 184 24 X 

Flche 30-872.83/09/02,0309170232 


8309100004 PNS-I-e3-011 on 630904. secur 1 ty officer received bomb 
threat on Inside plant telephone line from male caller 
Search Initiated No bomb found Call considered hoai 
MCKEOMN. GODY. JOYNER Region 1. Office of Director 83/09/04 ip 
18377 251 24X Flche 90-272,83/09/04,8309100004 


8303160118 Foruards LER S3-015/03L-0 Detailed event analysis end 
ZUPKO. J M Public Service Electric 6 Gas Co of Neu Jersey 
83/09/09 ALLAN. J Region 1, Office of Director 3pp 16450 126 
24X Fiche 50-311,83/03/03,8303160110 


8309160096 Foruards LER B3-Ot2/03L-0 Detailed event analysis end 
ZUPKO.U M Public Service Electric k Oas Co of Neu Jersey 
83/04/28 ALLAN. J Region 1. Office of Director 3pp 18492 019 
24X Flche 90-311.83/04/28.8305160096 


— 8309160102 LER 83-012/03L-0. on 830406, 10- ton Cardo* sys pilot valve 
found In dosed position t< all lou pressure sys declared 
Inoperable Caused by Inadequacies In sys recharging 
eparatlon on 830304 Procedures revised 

FRAHM.R Public Service Electric (< Oas Co of Neu Jersey 
83/04/27 Region Ir Office of Director Ip 18492 OIS 24X 
Fiche 50-311,83/04/28.8309160096 


— 8309160123 LER 03-OI3/O3L-O on 830407. during rnutlne shutdown for 
refueling. testing results of four mechanical snubbers 
revealed that devices did not meet Tech 3poc requirements 
Cause not stated Snubbers returned to manufacturer 
FRAHM. R Public Service Electric & Oas Co of Neu Jersey 
03/09/04 Region 1, Office of Director Ip 18490 129 24X 

Fiche 90-311.83/09/05. 8305160118 
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530S130434 Prjs>r-a3~0l3 on 930SC3 Louer Allouag« C ree k, NJ, p o 1 ic« dept 
infoTined licensee of p 1 a ti tte d < P e ac ef o 1 demonstration to 
protest facility restart sthedirled tor S30309 No press 
release planned 

hCKECUIM. L ■ oaov. A T . JOrNEP > J Region I, Office of Director 
D3/O5/0fi ip 16421 131 24X Fiche 30-272,83/05/06.330 5120424 


B3OS160032 Fnruards LER S3-Q13/03L-0 Detsiled event analysis ent 1 
ZUFKO, J M Pittlli; Service Electric (, Oas Co of Neui Jersey 
a3/03/0& ALCAN, J Region 1, Office of Director Spp 1 3433 023 
24K FI Che 50-311.83/05/06,3303160052 


DOCKET 30-312 RANCHO SECO NUCLEAR GENERATING STATION 


r Security. Tiedlcal, emergency !> fire piotection plans 


6305160195 Addl response to FOIA reguest for all docuonents dtd 820101 
detailing or referring to SALP for facility Forwards 
documents listed in App A Further seaich for documents In 
progress 

FELTON, J M Division of Rules and Records 33/03/31 CLARK.R A 
San Francisco Examiner 2pp 18462 191 24X Flche 50-312. B3/03/3I. 

6205160195 


--930S160OS7 LER 83-0t3/03L-0 on 33040? . dur i ng routine s Nutd aun> 1 uOa oil 
temp increases observed on charging pump 22 Caused by 
restricted svc water flow to pump due to oyster shells & 
ml sc e 1 laneuu s mollusks Shells removed 

FRAHK, R Public Service Electric 6 Gas Co of New Jersey 
B3/f}3'04 Region 1. Offiue of Director 3p 16433 028 24X 

Flche 50-311.63/03/06.6235160032 


3305(70367 Forwards LER S3-OO6/04L-3 Detailed event analysis eticl 
2UPK0, J f1 Public Service Electric t> Gas Co of New Jersey 
93/05/06 ALLAN, J Region I, Office of Director App 1B466 032 
24X Flche 50-311.83/35/06,0305173367 


—8305170270 LER 83-006/D4L-0 on 623408. d acre a s ed sensitivity of Channel 
SR4IC plant vent noble gas monitor rendered waste gas 
discharge line automatic isolation feature Inoperable Caused 
by leakage on monitor sample lines f. Internal connections 
FRAHNj R Public Service Electric !< Gas Co of New Jersey 
B3/03/34 Region 1. Office of Director Ep 18466 386 24X 

Flche 50-311.33/05/06,0303170367 


8305180820 Forwards 830S36 order confirming commitment to Implement 
ti/ar maintain items specified in 03D428 I tr re reactor 
trip breaker failures 

E1SENH8T. 0 Q Division of Licensing 83/05/36 tIDERITZ.R A 

Public Service Electric & Oas Co of New Jersey 3pp 18506 ODl 

24X Fiche 50-272,83/03/06,8335180830 


— B3051BD836 Order confirming licensee comint tme n t s to Implement b/or 
maintain Items specified in 830428 itr re reactor trip 
breaker fal lures, effec tlve immediately 

EISENMur.D G Division of Llcenilng 03/OS/O6 Public Service 
Electric 6 Gas Co of New Jersey App 18536 004 24X 

Flche 30-272.83/35/06,8305180830 


3305SD0337 Forwards LEH B3-OI4/03L-0 Detailed event analysis one 1 
Zl/PKO. J M Public Service Electric b Gas Co of New Jersey 
83/D5/il ALLAN, J Region i. Office of Director Spp lB5i4 SS3 
24X Flche 50-311.03/05/11,8305200537 


— 8305200546 LER B3-014/03L-0 on 830413 t, 19, operating loads on 2A A-kV 
t) 460-voIt vital buses tripped Caused by spurious operation 
of safeguards equipment control sys RHR pump 21 restarted 
Contract written for further investigation 
FRAHN. R Public Service Electric 6 Gas Co of New Jarsey 
83/D5/II Region t. Office of Director Ip 16514 256 24X 

Fiche 50-311,93/05/11,0235200537 


6333253501 LER G3-016/D4L-0 on 8304EB b 22. small aireunts of low level 
liquid raduaste released to ut 1 1-con trol 1 ed area from waste 
fionttoring tank 21 Caused by leakage from liquid waste sys 
components Valve ILMI3 Flange tightened H/S335I6 Itr 
FRAHH.S . ZUPKO, J M Public Service Electric £. Gas Co of New 
Jersey 83/05/11 ALLAN, J Region I. Office of Director 9pp 
laSBB 291 24!f Fiche 50-311.83/03/11,9305250501 


— 9305160204 Forwards SALP evaluation of IAEA safeguards llcenilng 
activities for facility 

GISSDM, J St andard i lat 1 on 6 Special Projects Branch 02/10/18 
hIfNER, S Operating Reactors Branch 4 2pp 16462 194 24X 

Flche 50-312.83/03/31,8305160193 


— 8309160222 Forwards 3ALP evaluation input, per Sternberg 821014 iFieeiO 
Info consists of safeguards licensing portion 
KCCORKLE. O td Power Reactor Safeguards Licensing Branch 
62/11/04 NORDERHAUO.L Region 9. Office of Director 3p P 
18462 235 24X Flche 30-319,03/03/31,8303160195 


6333103099 Requests status of NRC review of Rev 4 to security training 
St qualifications plan Response dtd 821012 fully responsive 
to Region V requirements, per NRC 821103 request 
HAMNDND.H J Sacramento Municipal Utility District 83/03/04 
STOLZ.JF Operating Reactors Branch 4 Ip 18377 234 24X 

Flche 90-312.03/05/04,8305130099 


0305110334 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list enc 1 

EISENNJTiD G Division of Licensing 83/09/11 Consolidated 

Edison Co of New Vork, Inc 16pp 18540 093 24X 

Flche 30-000,03/05/11.0303110034 


8305240314 Forwards IE Safeguards Insp Rept 50-312/83-13 on 030503-03 
No non-compliance noted Rept withheld Iref 10CFR73 211 
NORDERHAUG.L R Region 3, Office of Director 83/03/18 
RDDRIGLIEZ,R J Sacramento Municipal Utility District 2pp 
IB54B 193 24X Fiche 30-312,83/03/10.8303240314 


0 Adjudicatory correspondence 


030313009? Forwards licensee 630428 ltr re emergency feedwater 
Instrumentation & control (EPIC) sys 6 upgraded auxiliary 
feedwater sys. htUREO-0737, Items 1 1 E 1 2 t< 1 1 K 2 10 Ltr 
provides new info on mod completion schedule W/svc list 
BAXTER, T A Shaw, Pittman, Potts b Trowbridge BAXTER, T A 
Sacramento Municipal Utility District 83/03/11 ROSENTHAL. A S , 
DUCK. J H. KOHL. C N Atomic Safety and Licensing Appeal Panel 3pp 
1B437 223 24X Flche 30-312. B3/05/ 1 1 . B3051 30099 


P Operating license stage documents b correspondence 


930S230SB3 Forwards back fit cost Info in response to 030208 ltr Two 
3.300 kiy standby diesel genera tors, d iesel generator bldg, 
auiillary bldg add! tion, assoc la ted electrical equipment b 
new computer sys added per NUREG-0737 

MATTIMOE, J J Sacramento, Munic ipal Utility District 03/03/16 
TOURTELLDTTE, J Regulatory Reform Task Force App 1B341 318 24X 

Fiche, S0-3i2, 03/03/16,6303230583 


T Hearing transcripts on non-ant 1 trust matters 


B303020529 Unofficial transcript of Commission 830426 public meeting 
re pDSiibie vote on reStaTt in Hashing ton, DC Pp 1-107 
* Commissioners 63/04/26 127pp 18284075 24X 

Fiche 30-272. 63/04/26, 8305090329 


B3O51700S7 Transcript of Commission 830512 meeting in Nash mg ton, DC to 
discuss evaluation of implications of Salem event iPart II 
Fp 1-76 Supporting d oc umen ta i i on end 
a CommissloneTS 83/03/12 81fp 10493 226 24X 

Fiche 50-272.83/05/12.0305170039 


B305230130 Transcript of Commission 630518 public meeting in 
Wash Ing ton, DC re evaluation of implications of facility 
event (Part I) Fp I-B2 Supporting documentation end 
* Coromi ss loners 83/05/18 97pp 10577 110 2qx 
Fiche 50-278,83/03/18,0305230130 


8303230720 Forwards list of utils responding to requests for cost 
figures on hadcflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Commissioners 2pp 10342 272 24X 

Fiche 30-000.03/04/11,0303230720 


8305060419 Application for proposed Amend 93 to License BFR-SA, c hang Ing 
titles for positions within mgt structure 

RODRIGUEZ, H J Sacramento Municipal Utility District 83/04/19 

EISENHUT, D 0 Division of Licensing Ip 10343 273 24X 

Flche 50-312,83/04/19,0305060419 


— 8303060421 Proposed Tech Specs for Amend 93 to License DPR-S4, Changing 
titles for positions within mgt structure 
e Sacramento Municipal Utility District 33/04/19 5pp 
10343 274 24X FiChe 30-312,03/04/19,8303060419 


8305020592 Ncitifies that IAEA representatives plan to visit facility 
on 830S03 b 06 to svc Cameras b audit records 

BTOLZ.J F Operating Reactors Branch 4 83/04/21 RODRIGUEZ, H J, 

Sacramento Municipal Utility District 2pp 1B2B4 227 24 X 

Flche 30-312,03/04/21,8305020392 
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6303020383 Conflrmt B30302 submittai i^te tor proposed solution to 
throe remaining open items on NHC review of upgraded 
autillari/ feeduater sgs per NURE0~0737. Item 1 1 1 1 

Contractor requested to provide cost estimate foi study 
rqdRIGI/EZiR J Sacramento Municipal Utility District 83/04/27 
STOLZiJF Operating Reactors Drench 4 Ip lB37f> 313 24X 

Flcho 30-312.83/04/27,8303020383 


0303020384 Foroiards response to 821115 request for addl info re 
NUREO-0737, Items 1 1 E 1 2 << 1 1 K 2 10 Schedule for 
Installation of auiltlary feeduater sqs confirmed U/lt 
oversiie draulngs Aperture cards are available In PDR 
RODRIGUEZ. R J Sacramento Municipal Utility District 83/04/28 
STOLZ.J F Operating Reactors Branch 4 3pp 18283 327 34X 

Fiche 30-312.83/04/28,8303020384 


8303090SS3 Requests remittance of fee due tor re^ieu. I>F 830217 amond 
application te implementation of NUREG-0737 i terns, pi ovid 1 ng 
justifKation for imposition of foes in response to 830401 
Itr contesting fee 

MILLER. H 0 license Fee Management Di anth 83/05/02 
RODRIGUEZ, R J Sacramento Municipal Utility District Ip 
18367 360 24X Fiche 30-312, 83/05/02. 0305090353 


8303100344 Submits info re rluRLG-073/. U“m II E 1 i, 'Auiiliary 
Feeduatci Sys Upgrade Revleu;, " per 63040"* request Info 
resolves protection of sys fiom internal missiles 6 addl 
protection required foi condensate storage tani 

RODRIGUEZ, R J Sacramento Municipal Utility District 83/03/02 
ST0L2. J F Operating Reactors Branch 4 2pp 183^8 231 24X 

Fiche 50-312,83/05/02,8305100344 


— 8303020392 Rev 3 to "Auxiliary Feeduater Sys Sys Description " 

• Qabcocli C< uncos Co BMNP-20004 16-76) R3 83/04/04 34pp 
18283 33S 24X Fiche 30-312.83/04/28,8303020384 


8303020413 Foruards results of analysis of station electrical 
distribution sys voltages h comparison of test x< analytical 
results Differences betueen test voltages t< analytically 
derived voltages uilthln 37 value 

RODRIGUEZ. R J Sacramento Municipal Utility District 83/04/28 
STOLZ.tf F Operating Reactors Branch 4 7pp 18273 117 24X 

Fiche 30-312. 03/04/28. B3030204I3 


8303030377 Board Notification DN-B3-21C foruiards generic evaluation for 
B4iU designed plants Designs maintain OHR by natural 
circulation through steam generators under transient i/ 
accident conditions 

EISEHHUT, 0 0 Division of Licensing 83/04/28 Atomic Safety and 
Licensing Appeal Panel 2pp 18303 335 24X Fiche 50-312.83/04/28, 

8305030577 


--6303030S07 Foruiards generic evaluation for all BteU designed plants to 
maintain DHR by natural circulation Design acceptable 
HATTBON. R J Division of Systems Integration (post 011005) 
THOMPSON, H L Division of Human Factors Safety 83/04/18 
EISENKUT.D 0 Division of Licensing ISpp 18305 338 24X 

Fiche 50-312,83/04/28.8305030577 


B30S1 10126 REUIEU OF THE RANCHO SECO NUCLEAR GENERATING 
NO 1 AUXILIARY FEEDWATER SYSTEM RELIABILITY ANALYSIS 
No 50-312 (Sacramento Municipal Utility District) 
ILDERO, D , YOUNGBLOOD. R , PAPAZOGLOU. I A Brookhaven 
Laboratory FIN A-3393 NUREO/CR-3013 03/04/30 
Safety Technology 49pp Available at NRC $4 75 
Fiche 50-312,83/04/30,8305110126 


STATION UNIT 
Docket 

National 
Division of 
18416 266 24X 


8305020455 Generic Ltr 03-19 to all pouer reactor 6 testing licensees 
re neui procedures for providing public notice concerning 
issuance of amends to DLs Sve list end 

EI8ENHUT, D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of Neui York, Inc SOpp 18441 120 24X 

Fiche 50-000,83/03/02,8305020433 


8303060363 Notification of 030506 meeting iu/Ot<W Ouinors Croup in 
Oethesda.MD to discuss core barrel failure at Rancho Seco L 
Crystal River 3. future plans for resolving problem tt 
justification for continued opeiation 

MINER. 6 Operating Reactors Branch 4 83/05/02 STDL2.U 

Operating Reactors Branch 4 2pp 18333 092 24X 

Fiche 30-000.83/03/02,8305060365 


8303040323 Board Notification 03-057 foiuiards differing prof opinions 
re sys Interaction C< safety classification Info relates to 
Board Notifications 03~17 h 83-44 re Oniesolved Safety Issue 
A- 1 7 

EISENHUT, n G Division of Licensing 03/03/04 PALLADINO. N 
Commissioners 22pp 18337 139 24X Fiche 50-000.83/03/04. 

8303040323 


8305100229 Foruards response to questions laised duf ing 030422 tel con 
re util plans concerning NOREG-0737, I tern II F 1, 

"Containment instrumentation Upgrades '' Dedicated recorder 
for hydrogen concentration will be provided 

RODRIGUEZ. R J Sacramento Municipal Utility District 83/03/06 
8T0LZ. J F Operating Reactors Branch 1 3pp 16374 120 24X 

Fiche 30-312,03/03/06,8303100229 


8305100296 Advises that util reviewed all items In Categories I D, 1 I A 
8. IV of technical evaluation tept to verify that adequate 
justifications for continued operation of safety-related 
electrical equipment exist 

RODRIGUEZ, R J Sacramento Municipal Utility District 03/03/06 
STOLZ.J F Operating Reactors Branch 4 2pp 18371 247 24X 

Fiche 30-312,03/09/06.8303100296 


B305100336 Forwaids responses to 830419 questions re 830106 submittal 
of proposed mod for reactor cavity aniivlai seal plate 
storage Three primary fission product boundaries designed to 
withstand concurrent LQCA *. seismic loads 

RODRIGUEZ. R J Sacramento Municipal Utility District 83/05/06 
STOLZ.J F Operating Reactors Branch 4 2pp 1B376 327 24X 

Fiche 90-312,83/05/06.8305100338 


8305090659 Generic Ltr 03-20 to all opeiating leactor licensees 6 
holders of CPs re Integrated scheduling Inr implementation 
of plant mods Sve list end 

EISENHUT. DG Division of Licensing 83/05/09 Consolidated 

Edison Co of New York. Inc I6pp 18627 J53 24X 

Fiche 30-000, 83/05/09, 8305090639 


8303310171 Provides supplemental Info re proposed Amend 86 to License 
DPR-S4iper NRC B304I9 verbal lequest Method of calculating 
losses In tendons 6 reduction off lejacking force of 
detonslonod tendons discussed 

RODRIOUrz.R J Sacramoiito Municipal Utility District 83/03/11 
MINOR, S NRC - No Detallod Affiliation Given 27pp 18652 299 
24X Fiche 30-312, 83/05/ 1 1 > 83053101 71 


O Inspection reports, IE Bulletins t, coi respondence 


8305060413 Foruiards resolution of open Items ro NUREO-0737, 1 tem 1 1 D 3, 
"Post-Accident Sampling Sys,” per 830215 evaluation tt 
330314 telcon No significant radiation effects anticipated 
LATHAM, H K Sacramento Municipal Utility District 83/05/02 
STOLZ.J F Operating Reactors Branch 4 2pp 18343 279 24X 

Fiche 50-312.83/03/02,8303060413 


8303060429 Foruards response to 830403,06 t< 07 Itrs 6 830419 telcoil 
requesting addl info on spent fuel pool expansion 
LATHAM, H K Sacramento Municipal Utility District 83/03/02 
STOLZiJ F Operating Reactors Branch 4 16pp 16343 243 24X 

Ftch# 50-312,83/09/02.0305060429 


8305060638 Requests remittance of fee for 830123 application re 
organ! lational changes ulthin 15 days of tecblpt of ltr 
DIGGS, R M License Fee Management Branch 83/05/02 RODRIOUEZ.R J 
Sacramento Municipal Utility District ip 18339 200 24X 

Fiche 90-3 12, 83/03/02, 8303060638 


8303060649 Advises that Class III fee appropriate for each listed 
application filed u/NRR for review Request of 830331 for 
exemption from order, confirming commitment to implement 
NUREO-0737, not exempt from fees 

MILLER, U 0, License Fee Menagement Branch 83/03/02 
RODRIOUEZ.R J Sacramento Municipal Utility District 8pp 

18398.362 24X Fiche 90-312,83/03/02,8303060649 


8303160192 FOIA request for all documents dtd 820101 or after detail tug 
or referring to SALP for facility 

CLARK, R San Francisco Examiner 03/02/22 FELTON. J M Division 
of Rules and Records Ip 18462 190 a4X Flcho 90-312,83/02/22, 
8309160192 


8212060385 IE Info Notice 83-14. "Dewatered Spent, Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
one 1 

TAYLOR, J M Division of Safeguards 5, Inspection Hrogi ams IFost 
030103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 10308 319 24X Fiche 50-000.03/03/21,8212060385 


8305160235 Partial response to FOIA request for all documents dtd 
820101 or after detailing or referring li> SALP for facility 
FELTON, J M Division Pf Rules and Records 83/03/24 CLARK. R San 
Francisco Examiner 2pp 18472 241 24X Fiche 30-312,83/03/24, 

8309160255 


"821 II 30060 Discusses performance evaluation of 8Al P for facility UCHs 
contained adequate info enabling knowledgeable readers to 
understand events i however , LEft 81-39 failed to adequately 
Inform reader of event 

SEVFRIT.K V Reactor Operations Analysis Orancti 02/11/05 
STERNBERG, D M Division of Resident, Reactor Project !< Engineering 
Programs Ip 18473 009 24X f Iche 50-31 J, 83/03/24. 8305160255 



166 


DOCKETED ITEMS 


— 8309160??! Natl f lc<i tion of 830103 nesting u/utll in Sacramentni CA to 
dl&cust SALP #oT Jul 1981 - Sept 1982 Meeting agenda end 
« Region S. QfFice of Director 82^12/02 Region 5. Office of 
Director 3pp 1 8473 Die 24X Fiche SO-'SSSi 83/03X24, 8303] 60233 


8303160193 Addl reeponee to FQIA request for all documents dtd 820101 
detailing or referring to SALP for facility forwards 
documents listed In App A Further search, foi documents In 
progress 

PEL TOM, J M Division of Roles and Records 83/03/31 CLARK. R A 

San Francisco Eiamfner 2pp 18462 l9l 24X FIChs 50-312.63/03/31. 
3305160593 


--92IIO30191 Provides results of reactor operator 6 senior reactor 
operator eiams administered Jul l?Si-Sept 1982, as input to 
SALP rept All operators passed eiams 

BECKRAH. D H Operator Licensing DrancA 82/10/19 MINER, S 
Sacramento Municipal Utility District ISpp 18462 211 24X 

FlcAf 90-312.83/03/31.8303160193 


— B211IG0301 Forwards NRR input for util SALP. per 821014 memo 

MINER. S Operating Reactors Branch 4 82/11/16 STERNBERG. D M 

Region 9. Office of Director 7pp 18462 226 24X 

Fiche 90-312.03/03/31. B303J601 93 


— 8309160200 Notifies that SALP hoard scheduled to meet 821123 
Evaluation period remains Jul 1981 - Sept 1762 
EMCELHEN.R H Region 9. Office of Director 82/10/04 
OENTOMiH R Office of Nuclear Reactor Regulation. Director 
DAVIS. J 0 Office of huclear Material Safety & 

Safeguards, Director MICHELSOM.C Director's Office Ip 
18462 193 24X Flctie 90-312.63/03/31.8303160199 


— S309I60S04 Forwards SALP evaluation of IAEA safeguards licensing 
activities for facility 

01B80N. J Standard! latlon 6 Special Projects Branch 82/10/16 
HIHER, S Operating Reactors Branch 4 2pp 18462 194 24X 

Fiche 90-312,83/03/31.8303160199 


— 8309I602I3 Forwards draft NRR SALP input re licensing activities for 
Jul 1991 - Sept 1982 Comments received bg 821113 will be 
considered in final rept 

MINER, S Operating Reactors Branch 4 82/11/ ID E1SENHUT, D 0 

Division of Licensing HATTSOM.R Oivlsio-n of Systems Integration 
(post 811003) VOLLMER, R Division of Engineering l^PP 
18462 196 241 Fiche 90-312.93/03/31,8303160195 


— 8305160216 Forwards SALP for Jul 1981 - Sept 1982 Ocerall performance 
of licensed activities acceptable Prof 6 responsive 
attitude in dealings ts/NRC C, in day-to-day conduct of 
safety-related activities noteworthy 

STERNBERG. D M Region 9. Office of Director BB/12/1S 
ENGELKEN.R K Region S. Office of Director 2pp 18462 233 S4X 
Fiche 30-312,83/03/31.8309160195 


— 830S16<}222 Forwards SALP evaluation input, per Sternberg S210I4 memo 
Info consists of safeguards licensing portion 
riCCQRKLE.G N Power Reactor Safeguards Licensing Branch 
82/11/04 N9RDERHAU0, L Region 3. Office of Director 3pp 
18462 235 24X Fiche 90-312.83/03/31,0305160195 


6303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness % Engineering 
Response iPost 0301031 03/04/13 Consolidated Edison Co of New 

VorV. Inc I26pp 16439 193 24X Fiche 50-000.83/04/15,8303040021 


0303040023 IE Info Notice 03-22. ”HWR Safety /Re 1 1 ef Valve Failures “ 
Sve list end 

JOROAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 93/04/22 Consolidated Edison Co of New 

Vorl. Inc tISpp 18383 089 24X Fiche 50-000.03/04/22.8303040023 


0303040029 IE Info Notice 6J-23. “Inoperaota Containment Atmosphere 
Sensing Sys " avc list end 

JORDANrE L Division of Emergency Preparedness 6 Engineering 
^ Response (Post 8301O3> 83/04/23 Consolidated Edison Co of Mew 

York, Inc ll9pp 18381 291 24X Fiche 50-000.83/04/23,8303040023 


830304OD26 JE Info Notice 83-24, "Loose Fai ts in Secondary Side of 
Steam Generators at PtfRs " Sve list end 

JORDAN, £ L Division of Emergency Prepaiedness 6 Engineering 
Response CPost 830103} 03/04/28 Conselldatcd Edison Co of New 

Yorli. liie liSpp 18382 047 24X Fiche 30-000,83/04/28,8303040026 


0303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list one I 

JORDANrE L Division of Emergency Prepaiedness tt Engineering 
Response IPost B30103J B3/04/2B Consolidated Edison Co of New 

Yorh, Inc Itepp 18362 165 24X Fiche 50-000,63/04/28.8303040027 


8309020483 Forwards calculations showing that wall enclosing nuclear 
SVC station transformer can withstand 101 mph wind tt 
associated uilnd generated missiles. per IE Bulletin 80-11 
Shield structure will be installed by 6309D1 

RDORKTUEZ. R J Sacramento Municipal Utility District 83/04/28 
STOLZ, J F aperatlng Reactors Branch 4 6pp 18282 337 24X 

Fiche 50-312.83/04/28.8305020483 


8303040028 IE Info Notice 83-26. "Failure of 8a f e ty /Re 1 le f Valve 
Discharge Line Vacuum Dreaters " Sve list encl 
JORDANrE L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 83/09/03 Conso] idatod Edison Co of New 

Vort. Inc I22pp 16441 170 24X Fiche 30-000.83/09/03,0303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Poet 8301031 83/03/04 Consolidated Edison Co of Neu 

Yorlf, Inc 112pp 183B2 202 24X Fiche 30-000.03/03/04.8303040030 


8303040031 IE Info Notice 83-28. "Criteria for Protective Action 
RecommendatlPns for General Emergencies " Sve list encl 
JQRDANiC L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, loc 119pp 18441 001 24X Fiche 50-000.83/05/04.8303040031 


8303040033 EE Info Notice 83-29. "Fuel Binding Caused by Fuel Ract 
Deformation '* Bve list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 83(7103) B3/03/O6 Consolidated Edison Co of New 

York. Inc 119pp 18523 240 24X Fiche 50-000,83/05/06.0303040033 


8305100381 Informs that 3 months needed to assess impact upon pump 
operability (r potential for auiiliary feedwater pump 
cavitation, in response to IE Bulletin 80-04 Nait rept will 
be provided by 831104 

RODRIGUEZ. RJ Bacramento Municipal Utility District 83/05/06 
BTOLZi J F Operating Reactors Branch 4 2pp 18378 214 24X 

Fiche 50-3 1 2. 33/05/06 , 830 5 1 0038 1 


B3D5230496 Forwards supplemental info to 030324 response to IE Bulletin 
83-04 re control rod drive breaker failures Commitment to 
in-place funtlonal test of breakers prior to startup act 
Summary of malnt history encl 

RODRIGUEZ. R J. Sacramento Municipal Utility District 83/05/09 
MARTIN, J B Region 5, Office of Director l67pp 18930 011 24X 

Fiche 30-312,83/09/09,8305230436 


8303040034 IE Info Notice 63-30, "Misapp 1 ica t ion of Generic Emergency 
Operating Procedures <E0P) Guidelines " Sve list encl 
JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc 114pp 10524*003 24X Fiche 50-000. 03/03/ 1 1 . 8303040034 


0305240314 forwards IE Safeguards Insp Rept 50-312/83-13 on 830903-05 
No noncompl lance noted Rept withheld (ref I0CFR73 21) 

NORDERHAUG.L R Region 9. Office of Director 83/05/18 
RODRIGUEZ, R J Sacramento Municipal Utility District 8pp 
18348 193 24X Fiche 90-312.83/09/18,8309240314 


B303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Sve list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York- Ine 114pp 18697 009 24X Fiche 30-000,83/05/19,0303040040 


S3052700S0 Requests eitenslon to 831013 to provide schedule for 
accomplishing proposed actions to close outstanding Issue re 
IE Bulletin 79-011) Items Eiamptions from lOCFRSO 4? b Rev 2 
to Reg Guide J 97 

RODRIGUEZ, R J Sacramento Municipal Utility District 03/09/20 
STOLZ.J F Operating Reactors Branch 4 2pp 18638 291 24X 

Fiche. 90-312, B3/05/20, 8305270080 


9303040046 IE Info Notice 03-33, “Nonrepresentatlve Sampling of 
Contaminated Oil " Bve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

York, Inc 8 Northeast Utilities Service Co 114pp 16647 007 

34 X Fiche 30-000,83/09/26.8303040046 


R Periodic operating reports b related corraspondencf 


0305240326 Monthly operating rept for Apr 1983 U/B30S13 Itr 
COLOHao. R , OUBRE.R, P Sacramento Municipal Utility District 
83/04/30 Director's Office, Office of Inspection and Enforcement 
6pp 18549 279 a4X Fiche 50-312,83/04/30,8305240326 
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S Reportable occurrencesi LERs t related c or i espohdence 


830S1&0SS5 Partial response to POIA request for all documents dtd 
830101 or after detatllnp or referring to SALP for facility 
FELTON. J n Division of Rules and Records 83/03/34 CLARK. R San 
Francisco Esaminer 2pp 19473 341 34r Fithe 50-313.83/03/24, 

8309160255 


■8211100038 Provides engineering evaluation of 610807 turb Ine/reac tor 
trip event review agrees u/llcensee Event bad little effect 
on plant safety Automatic functions occurred subs tantial ly 
at eipected given concurrent operator actions 
pellet, J L Reactor Operations Analysis Drancb 82/10/36 
SBTFRITi K V Reactor Operations Analysis Branch 4pp 18473 390 
24X Flche 50 - 312 , 83 / 03 / 34,8309160255 


,8211110645 Discusses licensee reporting of 010807 turbine/reactor trip 
Proposed LER rule would require moi e detailed ti complete 
•vent rept W/o enc 1 

□RNSTEIN, H L Reactor Operations Analysis Branch 82/11/04 
SEVFRITpK V Reactor Operations Analysis Branch 3pp 10473 006 
34X Flche 50-312,83/03/34,8309160235 


0309030387 roruiards LER a3-013/03L-0 Detailed event analysis submitted 
RODRIGUEZ, R J Sacramento Municipal Utility District 83/04/13 
MARTIN.J B Region 9, Office of Director 2pp 18300 098 34X 

Flche 90-313,83/04/18,8309030207 


•8309030390 LER 03-O13/O3L-O on 0303101 r eac tor bldg purge discharge 
fan A-936 carbon adsorber filter bank t> aui 1 1 iary /spent 
fuel bldg filter sys A-524B found below lech Spec for 
Iodide removal Charcoal will be replaced by 830601 
COLOMBO, R H Sacramento Municipal Utility District 63/04/12 
Region 5, Office of Director Ip 18300 060 24X 

Flche 50-313,83/04/12,8309030387 


0309030991 Forwards LER S3-014/01T-0 Detailed event analysis submitted 
RODRIGUEZ, R U Sacramento Municipal Utility District 03/04/19 
martin, J D Region 5, Office of Directoi 2pp 18303 334 34X 

Flche 90-312, 83/04/19, 8309030991 


— 8309030961 LER 83-014/01T-0 on 830406, reac tor bldg purge inlet 6 outlet 
valves failed local leak rate surveillance test Caused by 
damaged seats for valves SrU-93904 6 SFU-93605 t, seats for 
valves 3FV-93604 6 8FV-53004 needing adjustment 
COLOMBO, R W Sacramento Municipal Utility District 83/04/19 
Region 9, Office of Director Ip 18303 336 24X 

Flche 90-312,83/04/19,0309030991 


8309130163 RO 03-016 on 830331 , 1 1 s ted snubbers failed acceptance 
criteria, per Surveillance Test SP 201 lOO Snubbers reworked 
Burvelllance tnsp 201 lOA will be performed prior to coming 
out of cold shutdown 

RODRIGUEZ. R J Sacramento Municipal Utility District 03/04/28 
MARTIN.U D Region 9. Office of Director 2pp 10437 337 84X 

Flche 90-318,83/04/28,8309130163 


0309130219 Forwards LER 83-017/03U-0 Detailed event analysis submitted 
RODRIQUEZ, R U Sacramento Municipal Utility District 03/04/28 
MARTIN, J B Region S, Office of Director 2pp 18439 320 24X 

Flche 90-312,83/04/20,0309130219 


•8309130231 LER 83-0t7/03L-0 on 030331 , test ) ng of reactor coolant pump 
power relays revealed five devices unacceptable Cause of 
failure unknown Relays sent to manufacturer for repair 
Addl info will be provided 

COLOMBO, R H Sacramento Municipal Utility District 63/04/28 
Region 9, Office of Director Ip 10439 32? 24X 

Flche 90-312,83/04/20,0309130219 


8309130109 RO 83-01 on 830408, fol lowing rag I safety review eemmlttee 
Fire Protection Audit 27, determined reactor coolant pomp 
fire detectors not tested per Tech Spec requirements Caused 
by misapplication of Tech Spec provision 

RODRIGUEZ, R d Sacramento Municipal Utility District 83/04/29 
MARTIN, d B Region 9, Office of Director 2pp 18436 012, 24X 

Fleha 90-312,83/04/29,0309130109 


8309130160 RO 03-02 on 830326, motor driven fire pump P-440 
administratively taken out of sve due to necessity to drain 
cooling tower circulating water basin during outage Recovery 
procedure established 

LATHAM, W R Sacramento Municipal Utility District 03/09/02 
MARTIN*d D Region 3, Office of Director Ip 18430 116 24X 

Flche! 90-312, 83/09/02, 8305130160 


8309260309 Interim deficiency rept re tore support structure bolting 
Initially reported on 830419 Evaluation of corrective action 
In progress, Nbk t rept will be sent by 831101 

COOK, d W Consumers Power Co 83/05/19 KEPPLER, d 0 Region 3, 
Office of Director. 3pp 18625 200 24X Flche 50-000,83/09/19, 

8309260309 


--8305260311 Deficiency lept re <j I ti ascr, i , tost sbnoimal indications tn 
upper barrel bolting of reactoi intornois Initially reported 
on 830328 Results of internal bolt itisp discussed Addl info 
will be forwarded 

TAVLOR. J H Babcock t- WlUoi Co 83/04/ li DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 9pp 
18625 205 24X Flche 50-000,03/05/19,0305260309 


— 8303260313 Updated deficiency rept re ccie barrrl bolting ultrasonic 
test indications Dolts visually Inspected Hairline crack at 
shank to head junction indicated Repaii plans dependent on 
results of lower core barrel insp 

TAYLOR, d H Babcock 6 Wllcor Co 83/04/22 DEYOUNG, R C 
Director's Office. Orfice of Inspection and Enforcement 3pp 
10623 210 24X FlChe 30-000,83/05/19 83052603C9 


0305270115 PNS-V-03-007 on 030520, uh 1 1 0 performing security duties, 
upon approaching truck being o f f I oad ed , s e t Ur i ty officer 
observed individual throwing article intu cab Investigation 
revealed codalne in small glass coritaiiiei Folice notified 
SCHAEFER, D VI , NORDERHAUO, L R Region 5, Office of Director 
83/05/23 Ip 18638 169 24X Fiche SO-31?. 83/05/23. 03O527QUS 
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F Security, medical, emergency 6 fire ptolection plans 


8309200326 Forwards list of emeigency response open items for which 
no written response required Open items lesultlng from 
recent emergency exercise will bo reflected in future rept 
MARSHALL, J R Arkansas Power 6 Light Co 83/04/08 COLLINS, U T 
Region 4, Office of Director 2pp !6316 306 24X 

Fiche 90-313,83/04/08,0305200326 


8304270424 Releases public version of rc.iseJ emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/04/22 Document 

Management Branch ip 16244 027 ,/4t Fiche 50-313.83/04/22, 

0304270424 


■8304270426 Forwards public version of luvlscd emergency plan 
implementing procedures.intluding Piocedures 1,2 t, 6 re 
assignment of personnel to emergency ivsponse organi la tion, 
notifications 2 , emeigency response c ti s . i espec t i vely 
MARSHALL, J R Arkansas Power t Light Co a3/0'1/05 COLLINS, ^f T 
Region 4, Office of Director Ip 18244 020 24X 

Flche 50-313,03/04/22,8304270424 


"030427042/ Public version of revised emeigency plan implementing 
procedui esi inc lud ing Procedures 1,2 5 6 re assignment of 
personnel to emergency response organi la t ton, not i f I eat i ons t 
emergency response ctrs.respectlvely 

* Arkansas Power {, Light Co 83/03/07 SOpp 18244 029 24X 

Fiche 30-313.03/04/22,0304270424 


0303060579 Releases public version ot revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/04/25 Document 

Management Branch Ip 10359 190 J’4X Fiche 50-313,03/04/25, 
8309060373 


--03O9O6O5O3 Forwards public version of teviscd Eiiiorgancy Plan 
Implementing Procedures 1904 06 re i ad lo I og ica I plume 
tracking 6 dose integration 6 1904 06 le protective action 
recommendations 

» Arkansas Power 6 Light Co 83/04/14 NRC - No Detailed 
Affiliation Given Ip IHSSf 191 24X Piche 50-313,83/04/25, 

0309060979 


•8305060591 Public version of revised Fmeigency Plan Implementing 
Procedures 1904 06 re radiological plume tracking t< dose 
integiatlon 5 1904 07 re protective action i ec ommendat 1 ons 
LEVINE, J M Arkansas Power >/ Light Co 83/04/14 Opp 
18399 192 24X Flche 90-313,83/04/25,8309060575 


8305110193 Forwards Amends 70 t> 44 to Licenses DPR-51 L NPF -61 
respectively & notice of Issuance tt availability Amends 
change Tech Bpecs to require audit of emorgency programs 
security plan at frequency of at least otico per 18 months 
CLARK, R A Operating Reactors Branch ,1 63/04/29 CRIFFIN, J 

Arkansas Power t. Light Co 4pp 16434 262 24 X 

Flche 50-313,83/04/29.6309110193 


—8305110199 Amends 78 6 44 to Licenses UPR-Sl >/ NPF- 6 , reap ae two ly , 
changing Tech Specs to require annual audits of emergency 
programs 6 security plan 

CLARK, R A Operating Reactors Dranth 3 83/04/29 9pp 

10434 266 24X Flche 90-313,83/04/29.8305110193 
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— 830S1 IO<^OS Notice 0^ issuance >• availability Aniends 78 i 44 to 
Licences DPR-5t ii NPF-6. res p ec 1 1 v b 1 y 

CLAOKiR A Operatlnj Realtors Diancfi 3 83/04/2'? 3pp 

13434 275 24X Flche 50-3 1 3 . ei/Ort 8305 1 10 1 'JS 


B30St4i02Q8 Releases public version of revised nuv 1 ear contingencij plan 
procedures 

PEL TOM. J W Division of Rules and Records 83/05/02 Document 

Management Branch Ip 18462 334 24X Fiche SO-313. B3/05/02> 

830516028B 


— 83O5160?'J0 Forwards public version of revised Nuclear Contingency Plan 
Procedures i , 2. 3. 5. &. 7^ O. 9, ] 2 . 1 3. 14 t 15M/o end 

MARSHALL. J R Arkansas Power b Light Co 83/04/05 COLLINS. J T 
Region 4. Office of Directoi Ip 18462 333 24X 

Fache 50-313,03/05/02.8305160238 


B30S1I0D34 Cenenc Ltr 83-21 to all licensees of operating reactors, 
applicants For OLs 6 holders of CPs le clarification of 
access to control procedures for law enhurcement visits 
Sve list end 

EtSEMHUr.D G Divisio^n of Licensing BJ/05/1) Consolidated 

Edison Co of New Vork. Inc I5pp 18540 095 24X 

Pi Che 50-000.83/03/11,8305110034 


8305170677 Forwards e»emptkon from Section 113 L t of App R to 10CFR50 
Tettuirements to achieve cold shutdown within 72 h w/o use of 
offsite power 

STOLZ. J F Operating Reactors Branch 4 83/05/13 GRIFFIN. J M 

Arkansas Pouei t. Light Co 3pp 1 8496 321 24X 

Fiche 50-313.83/05/11.8305170677 


— 0305170685 Eiemption from Section II! i 1 to App R to lOCFRSO 
r eguiraihe n ts to achieve cold shutdown within 72 h u/d use of 
offsite power 

EISENHOT, D C Division of licensing 83/05/11 Arkansas Power 

L Light Co 5pp 18496 324 24X Fiche 50-3 1 3, 83 / d5/1 I . 

8305170677 


&3D51S016I Informs that NUflEG-0737. Item. Ill A 2 1. "Emergency 
Prepar edne Bs. Upgrad e Emergency Plana tu App E. 1DCFR3D. " 
compl e te 

STOLZ. J F Operating Reactors Branch 4 CLARA. R A Operating 
Reactors Branch 3 83/05/11 CRIFFIM. J M Arkansas Power 1< Light 

Co 3pp 1BS02 346 24X Fiche 50-313.83/05/11,3305160161 


H General correspondence 


8305240139 Advises that c orr e s pcind e nc e distribution to Region IV wilt 
be modified to original plus three copies. per 5 Johnson 
request 

tiARSHALL.J R Arkansas Power 6 Light Co B3/04/22 SEIDLE. M C 
Region 4. Office of Director Ip 1B54B 334 24X 

Fichp 30-313,83/04/22.8305240139 


J Insurance L indemnity information 


8305090421 Forwards NELIA b MAELII Certificates of Insurance to comply 
U/I0CFS50 34w Submittals from 330331 b 0422 m i s i nter p rated 
to comply w/IOCFfil40 b 140 i 5a 

marshall, J R Arkansas Power L Light Co 03/05/03 STDLZ.J F 
Operating Reactors Branch 4 COLLINS, J T Region 4. Office of 
Director DIMJT2. I NRC - No Detailed Affiliation Given 6pp 
10363 06S 24X Flcho 50-313,83/05/03,8305090421 


B305190363 Forwards hfELIA b MAEltl secondai y financial protection 
Certificates of Insurance 48 A 60, r e s pec t i ve 1 y. f or CV83, 
par 10CFni4D 13ta> 

MARSHALL, J R Arkansas Power /, Light Co 83/05/ 1 1 DINITZ, I 
Antitrust t Economic analysis Branch (Ltillty Finance) 4Jpp 
18500 032 24X Fiche 30-313.83/05/11,8305190363 


P Operating license stage docu.ments 5 c ot respondenc e 


8305230364 Forwards cost info associated w/bac k f 1 t k ing nuclear units, 
per JL Mauldeii 030224 commitment 

MARSHALL, J R Arkansas Power b Light Co 03/03/11 TDUHTELLOTTE, J 
Regulatory Reform Task Force llpp 18546 234 24X 

Fiche 50-310.03/03/11,8305230364 


8303240480 Forwards "Structural Evaluatibii Of AR Nuclear One-Unit 1 b 
Unit 2 Spent Fuel Storaga Facility for Consolidated Fuel 
Storage " 

marshall. J fl Arkansas Power b Light Co 03/03/22 3T0LZ, J F 
Operating Reactor* Branch 4 CLARH. R A Operating Reactors Branch 
3 Jp 17670 109 24X Fithe 50-313.83/03/22.63032404 80 


-8303240497 "Structural Evaluation of AR Nuclear One-Unit 1 Spent Fuel 
Storage Facility for Consolidated Fuel Storage " 

STURHEV, J J , BALLARD, T A Structural Dynamics Research Corp 
APL-0t“0l4 03/01/15 74pp 17678 110 24X 

Fiche 50-313,03/03/29,0303240460 


— 0303240495 "Structural Evaluation of Arkansas Nuclear Dne-Utiit 2 Spent 
Fuel Storage Facility For Consolidated Fuel Storage " 

STl/RKEVi J J , DALLARD, T A Structural Dynamics Research Corp 
APL-02-013 02/11/24 75pp 17670 191 24X 

Fiche 50 - 313,83/03/22,8303240480 


8305230720 Forwards list of utils responding to reguests for cost 
figures on backfletlng 

TOURTELLDTTE, J Regulatory Reform Task Force 83/04/11 
PALLADIND, N J , GILINSKY. V , AHEARNE, J F Commissioners 2pp 
18542 272 24X Fiche 50-000,83/04/11.8305230720 


0305090147 Forwards Amend 77 to License DPR-51 , sa f e t y evaluation b 
notice of issuance & availability Amend revises language for 
Tech Spec re inservlce insp regulroments for Class 1.2 b 3 
components 

STDLZfJ F Operating Reactors Branch 4 83/04/18 ORIFFIN. J M 

Arkansas Pouen b Light Co 4pp 18367 266 24X 

Fiche 50-313. 83/04/16,0305090147 


’-83O5090154 Amend 77 td License DPn-31 . rev i s i ng language of Tech Specs 
re Inservlce Insp requirements for Class 1,2 b 3 component* 
to conform w/coOes b Std Rule lOCFRSO 55a 
STDLZ. J F Operating Reactors Branch 4 83/04/lB 7pp 

18367 270 24X Fiche 50-313,03/04/10.8305090147 


--8305090160 Safety evaluation supporting Amend 77 to License DPR-51 
• Office of Nuclear Reactor Regulation. Otrector 03/04/tB 
lOpp 16367 277 24X Fiche 50-313,83/04/10.6305090147 


'B209B00375 "AH Nuclear One Unit 1 Inservice Insp Program." technical 
evaluation rept 

* Science Applications, Inc NRC-03-82-096 SA I- 1 86-020-39 
32/09/17 NRC - No Detailed Affiliation Given 16pp 

18367 287 S4X Fiche 50-313,83/04/10.0305090147 


■8305090179 Notice of issuance b availability of Amend 77 to License 
DPR-5i 

STOLZ, J F Operating Reactors Branch 4 03/04/18 2pp 

18367 304 24X Fiche 50-313.83/04/18,0305090147 


6305200543 Forwards revised schedule for completion of licensing 
procedures upgrade, per regulatory response b commitment 
control progran Oelay due to continuing support requirements 
for Unit 1 outage Upgrade to be completed by 830527 
MARSHALL. J R Arkansas Power b Light Co 83/04/25 COLLINS. J T 
Region 4, Office of Director 2pp 18514 264 24X 

Fiche 50-313.83/04/23.8305200541 


8305110625 Forwards corrected Pages B b 13 to safety evaluation 
supporting Amends 76 b 43 to Licenses DPR-51 b NPF-6, 
respec t i vely 

STDLZ.JF Operating Reactors Branch 4 CLARK.R A Operating 
Reactors Branch 3 83/04/27 GRIFFIN, J M Arkansas Power b Light 

Co 2pp 18417 357 24X Fiche 50-313,83/04/27,8303110625 


--S305I10626 Corrected Pages 8b 15 to safety evaluation supporting 
Amends 76 b 43 to Licenses DPR-Sl b NPF-6. res p oc t 1 ve I y 
* Office of Nuclear Reactor Regulation. Director 83/04/27 Spp 
18417 359 34X Fiche 50-313,83/04/27,8305110625 


8303050125 Ack receipt of 830427 ltr w/c ori' ec 1 1 ons to safety evaluation 
for proposed spent fuel poo-1 storage eipanslan Statement 15 
corrected to indicate divers will not be permitted to 
exceed I rem whole body, per 830428 discussion w/0 Visaing 
MARSHALL, J R Arkansas Power b Light Co 03/04/28 STOLZ, J F 

Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 Ip 1B34I 347 a4X Fiche 30-313,83/04/28,8305030125 


Q3030502I6 Advises that responses to Items 2 b 3 In NRC 030322 ltr re 
emergency feedwater sya will be eubmitted by 830530, per 
discussion w/G Vissing Response to Item 1 or schedule for 
response will also be provided 

MARSHALL, J H Arkansas Power b Light Co 03/04/28 STOLZ, J R 
Operating Reactors Branch 4 Ip 18338 105 24X 

Fiche 30-313.83/04/2818305050216 


8305090440 Forward s response to 030329 request for addl info re 
justifications for continued operation for Category I 8. 
fl A b IV items Previous response reviewod for necessary 
changes per Franklin Research Ctr evaluation 

MARSHALL, J R Arkansas Power b Light Co 83/04/28 STOLZ. J F 
Operating Reactors Branch 4 ISBpp 18363 122 24X 

Fiche 30-313,83/04/28,8303090440 
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8309I10193 FoTuards rtmends 70 ti 44 to Licenses DPR-31 h NPF-6. 
respectively U notice of issuance t availability Amends 
change Tech Specs to reciuire audit of emergency programs ii 
security plan at frequency of at least once per 13 months 
CLARK, R A Operating Reactors Drench 3 83/04/29 GRIFFIN. J 

Arkansas Pouier Light Co 4pp 18434 2c.3 34X 

Flche 30-313,83/04/29,8305110193 


— 8303110199 Amands 78 *. 44 to Licenses DPR-Sl K NPF-i, resp ec 1 1 ve 1 y , 
changing Tech Specs to require annual audits of emergency 
programs t< security plan 

CLARK, R A Operating Reactors Branch 3 83/04/29 9pp 

10434 266 24X Fiche 30-313,03/04/29,8303110193 


— 8305110205 NDtii.c of issuance & availability of Amends 78 lb 44 to 
Licenses DPR-91 t NPF-6, respec t I vo I y 

CLARK, R A Operating Reactors Branch 3 8J/04/P9 2pp 

18434 275 24X Fiche 50-313,83/04/29,8303110193 


9303020433 Generic Ltr 03-19 to all power reactor fj testing licensees 
re nou; procedures for providing public notice concerning 
issuance of amends to OLs Bvc list end 

eiBENHUT, D 0 Division of Licensing 03/03/02 Consolidated 
Edison Co of New York, Inc SOpp 16441 120 24X 

Fiche 30-000,83/03/02,0305020433 


8303060363 Notification of 830306 meeting w/B&M Owners Group in 
Bethesda, MD to discuss core barrel failure at Rancho Seco 6 
Crystal River 3, future plans for resolving problem it 
justification for continued operation 

MINER, 8 Operating Reactors Branch 4 83/03/02 STOlZ, J 

Operating Reactors Branch 4 2pp 18333 092 24X 

Fiche 30-000,83/03/02,8303060363 


0003120504 Forwards Amends 79 6 46 to Licenses DPR-51 it NPF-6, 
respec tlve ly, safety evaluation & notice of Issuance 6, 
availability Amends revise Tech Specs to require 
verification of leak testing of purge valves 

CLARK, R A Operating Reactors Branch 3 STOLZ, J F Operating 
Reactors Branch 4 83/03/03 GRIFFIN, J Arkansas Power b Light Co 

3pp 10443 141 24X Fiche 50-313.83/03/03,8303120304 


—8303120306 Amends 79 b 46 to Licenses DPR-51 it NPF-6. respec t ivo ly. 
revising Tech Specs to require verification of leak rate 
testing of purge valves 

STOLZ, J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 83/03/03 9pp 10443 144 24X 

Fiche 30-313,83/05/03,8303120504 


— 0303120308 safety evaluation supporting Amends 79 b 46 to Licenses 
DPR~31 b NPF“6i respec t Ivel y 

H Office of Nuclear Reactor Regulation. Director 83/03/03 3pp 
18443 133 24X Fiche 50-3 13. 83/03/03. 8303 120304 


—8309120312 Notice of issuance b availability of Amends 79 b 46 to 
Licenses DPR-31 b NPF-6. respec tivcly 

TRAMMELL, C M Operating Reactors Branch 3 03/03/03 2pp 

18443 156 24X Fiche 30-313,83/05/03,8309120504 


8303090333 Forwards responses to NRC 830406 loquest for add 1 info re 
use of RADCAL gamma thermometer (ROT) for inadequate core 
cooling instrumentation ROT consists of sheathed 
thermocoup les, heater rod. core tube b jacket tube 

MARSHALL, J R Arkansas Power b Light Co 03/03/04 EISENHDT, D 0 
Division of Licensing Bpp 18363 34i 24X Fiche 90-313,83/03/04, 

0303090333 


B30SI00331 Corrects statement in 830320 i esponse to NRC questions re 
precautions taken to mlnimlie personnel oxposui e to 
radiation during spent fuel storage expansion Self-reading 
dosimeters will be worn outside diving suits. not Inside 
MARSHALL. J.R Arkansas Power b Light Co 83/05/04 STDLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Bianch 
3 ip 18379 058 24X Fiche 30-313,83/03/04,8305100331 


0303180694 Forwards SER resolving Multi-Plant Action Item D-04, 
'■Reactor Vessel Overpressure Protection." as part of low 
temp overpressure mitigating sys review Review of electrical 
instrumentation b control aspects continuing 

STOLZ.J F Operating Reactors Branch 4 83/03/05 GRIFFIN, J M 

Arkansas Power b Light Co 2pp 18905 192 24/ 

Fiche 50-313,03/03/03.8303180694 


•0303180743 Safety evaluation resolving Multi-Plant Action Item D-o4, 
"Reactor Vessel Overpressure Protection " 

* Office of Nuclear Reactor Regulation, Director 03/03/05 
lOpp 10303 194 24X Fiche 30-313,03/03/03,8309180694 


0305230019 Fdi wards Amend SO tn License PPH-Sl . saf e ty evaluation b 
notice of issuance b availability Amends levise Tech Specs 
re surveillance requirements of poet ItMsianed piestressed 
concrete containment tendons W/o enris 

VI&SING.G S Operating Reactors Branch 1 ST'OS'OS GRIFFIN, JM 
Arkansas Power b Light Co Ip 18541 T62 24X 

Fiche 50-313, 83/03/05, 8309230019 


8303090659 Generic Ltr 83-20 to all operating reactoi licensees f 
holders of CPs ie integrated scheduling foi implementation 
of plant moos Sve list enc 1 

EISENHUI'D G Division of Licensing 83/05/09 Consolidated 
Edison Co of New Vork. InC 16pp 186,’7 1 33 24J( 

Fiche 30-000,83/03/09,8305090699 


030510084? Notifies of unac c op tab 1 1 1 1 y bf delay of proposed Tech Specs 
re snubber surveillance In order to include ANSI Std,ANSI/ 

ASME 0M1-17a2, "Exam b Performance Testing of Nuclear Power 
Plant Dynamics Restraints (Snubbersl " Std not adopted 
STOLZi J F Operating Reactors Branih 4 CLARK, fi A Operating 
Reactors Branch 3 83/05/09 GRIFFIN, J M Arkansas Power b Light 

Co 2pp 18506 024 24X fiche 90-313.83/05/07,0305180849 


8303170622 Forwards list of current unresiilied issues for radiological 
effluent Tech Specs remaining as result of 830622-24 
meetings Final submittal requested within 30 days 
CLARK, R A Operating Reactors Branch 3 STQLZ.d f Operating 
Reactors Branch 4 83/05/10 GRIFFIN, J M Arkansas Penwor b I ight 

Co 7pp 10497 001 24X Fiche 50-313,03/03/10,8305170622 


8303230120 Forwards SFH supporting licensee compliance lu/hfUREG-OyD/. 
Item II 11 2 2, "Required Plant Mods,” b design review of 
plant shielding requirements For access to vital areas 
CLARK, R A Operating Reactors Branch 3 STOUZ.V F Operating 
Reactors Branch 4 03/05/11 GRIFFIN, j tl Arkansas Power « Light 

Co 2pp 10546349 24X Fiche 50-313.03/03/11,8305230128 


--03OS23OI45 Safety evaluation supporting licensee compliance 
w/NUfiEC-0737, 1 lem II B 2, "Design Revie'W of Plant Shielding 
Access to Vital Areas “ 

* Office of Nuclear Reactor Regulation, Director 83/03/11 2pp 
10346 331 24X Fiche 30-313.03/09,11,8305230120 


8303240399 Discusses 030315 commitment to piovide results of BbW 
supplemental FCC3 calculations addtessiiig Impact iit cladding 
models presented in NURE0-0630, "Results of Bounding 
Analysis “ Revised NUREG-0630 being prepared by BbN 
MARSHALL, J R Arkansas Powei t Light Co 03/05/10 BTOLZ-J F 
Operating Reactors Branch 4 2pp 18571 042 24x 

Fiche 50-313,83/05/18,8305240399 


0305270065 Forwards list of electrical equipment important to safety b 
schedule for qualification piovlsions or icplacement of 
remaining equ I pmen t , per 10CFR30 49 Ag > ng-re 1 a tod maiiit/ 
surveillance requirements will be addressed by NRC deadline 
MAR8HALL, 3 R Arkansas Power b Light Co 83/05/20 GTOLZ. J f 

Operating Reactors Branch 4 CLARK, R A Operating Reactors llianch 

3 27pp 1B63B 232 24X Fiche 30-31 3. 8 1/05/20, 0303270063 


8 Inspection reports, IE Bulletins N con uspondunce 


6212060305 1C Info Notice 63-14, "Dewatfi od Spent Ion Fxchartge Resin 
Susceptibility to Eiathermlc Chemical Reaciicn " Sve list 
enc 1 

TAVLQR, J N Division of Safeguards b Inspection Praqrams (Post 
830103) 03/03/21 Consolidated Edison Co of New York, liic 

|12pp 10308 319 34X Fiche 50-000, 03/03/21, 0212060389 


0304130143 Forwards IE Insp Repts SO-3l'!/0T- 09 7- 50-300/03-03 on 
630201-20 Ii notice of violation 

SEIDLE.W C Region 4, Office ef UirCLtnr 83/03/30 GRIFFIN, JM 
Arkansas Power b Light Co 2pp 1/903 ,326 24< 

Fiche 30-313,83/03/30,0304150143 


— 8304150147 Notice of violation fro.m Ir.sp oil 830201-20 

* Region 4, Office of Director fll/OO/OO 3pp I'/Rej 228 24X 

Fiche 50-313,03/03/30,0304150143 


•8304150154 IE Insp Repts 50-313/03-03 t 30 360/63-03 on 830201-28 
Noncomp 1 fence noted failure to adhere to requi remcnl s of 
refueling shuffle pracedure> use of unapptoved info soui'ccs 
b required verification signaturos missing 

CALLAN, L 3 , CUMMINS, 3 £ , jailNSDNi M D Region 4, Office Of 

Director 83/03/24 iOpp !79fl3 231 24X Fiche 50-313,03/03/30, 

8304150143 


8305100340 Forwards IE Insp Repts 50-313/83-04 b 50-368/03-04 on 
830314-18 b notice of violation 

8E10LE,W C Region 4, Office of Dlrectoi 83/C!'I/l4 GRIFFJN,Jpl 

Arkansas Power b Light Co 2pp 10379 019 24X 

Fiche 90-313,83/04/14,0305100340 
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--S305J003S3 Notice Of violation fio.n n.4p on 6130314-18 

• Rollon 4, Office of Director fli/OI/M 2pfi 16379 021 24'( 

Fiche 50'-313<e3/04/14,B30Sl00348 


— 03031003*1 IE Insp Repts 50-312/83-04 f- 50-368/83-04 on B30314-1Q 
tloncomp 1 lance noted failure to conduct deeign change revieua 
bg offsite engineering group- & falluie to fotloui procedure 
re Foims used In closeout of design change paclages 
^AUOaN. J P , MURPHY., rt E . UOHNBOPJ, W E Regioti 4, Office of 
Director 83/04/12 tOpp 18379 023 34)C Fiche 50-313,83/04/14. 

8305100349 


8303040021 IE Info Hotice 33-21. "Deiective Emergencg Use Respirator " 
Svc list enc 1 

JORDON, E L Division of Emergency Preparedness 5 Engineering 
Respiinse {Post 830103} 83/04/15 Cons a 1 1 -d a t ed Edison Co of Neu 

Yon, Inc 12*pp 1B435 lS3 24!< Fiche 50-000, 83/04/ ! 5, B30304 D02 1 


830309014/ Foruiards Amend 77 to License CPn-5l , sa f- etg evaluation t 
notice of issuance t availability Amend i evises language for 
Tech Spec re inservice Insp requirements for Class 1,2 U 3 
components 

STOLiiJ F Operating Reactors Dranch 4 63/04/13 GRIFFIN.J M 

Arkansas Power t. Light Co 4pp 18367 266 24K 

Fiche 50-313, 33704/13, 03O3D9O147 


— 8303090154 Amend 77 to License DPR-3 J , r dv 1 s i ng language of Tech Specs 
re inservice insp reguitements for Class 1 , 2 t, 3 components 
to conform w/codes Ic Std Rule 1OCFR50 55a 
STOLZ, J F Operating Reactors Branch 4 83/04/18 7pp 

18367 270 S41C Fiche 30-313,83/04/18,8305090147 


— B30S090160 Safety evaluation supporting Amend 77 to License DPR-51 
a Office of Nuclear Reactor Reg ul a t i o h, Oirectpr 83/04/16 
lOpp 13367 277 24X Fiche 50-313, 83/04/ IB. B30S070147 


— 8209200375 “AR Nuclear One tint I Inservice Insp Program,'' technical 
evaluation rept 

a Science Applications, Inc NPC -02-02-096 SAI~ 1 36-023-39 

02/-O9/17 NRC - No Detaileil Affillatian Given I6pp 
183*7 287 24X Fiche 50-312.93/04/18,8305090147 


— 630S09O179 Nbtlcc or issuance availability of Amend 77 to License 
DPR-51 

SI0L2. J F Operating Reactors Blanch 4 B3/0471B 2pp 

18367 304 24X Fiche 50-313,83/04/13.8305090147 


030304002/ IE Info Notice 83-22. "nUJI Safety/Rel lef Valve Failures '' 
Svc list enc I 

JORDANiE L Division of EmerSbncg Preparedness ft Engineering 
Response IPost 330103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 03? 24t Piche 50-000,83/04/22,8303040023 


B302040025 IE Info Notice 83-23, "Inopeiable Containment Atmosphere 
Sensing Sgs ” Svc list end 

JORDAN, F I Division of Emergency Prepai edness 6 Engineering 
Response (Post 830103) 03/04/25 CensoltdAted Edison Co of Neu 

Vort. Inc I19pp 18381 291 24X Fiche 50-000,83/04/25.6303040025 


3305030325 At k receipt of 830324 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Ropts 50-313/83-01 U 
50-363/83-01 

SEIOLE. W C Region 4. Office of Directoi 83/04/27 ORIFFIN, d M 
Arkansas Fewer «, Light Co Jp IB297 044 24X 

Fiche 50-313.83/04/27.8305030325 


— 8305030331 Responds to NRC 03021/ Itr re flotations noted in IE Jnsp 
Rapts 50—313/83-01 50-360/03-01 Corrective actions revised 

procedure Incorporating three sample reqiii i emen t s into Step 
7246 provided proper training for applicable personnel 
MARSHALL. J H Arkansas Power * Light Co 83/02/24 BEIDLE.W C 
Region 4. Office of Director 3pp 1BS97 045 24X 

Fiche 50-313,83/04/27.0305030325 


8303040026 IE Info Notice 02-24, "Loose Parts In Secomdarg Side of 
Steam Cenerators at PWRs " 5vt list end 

JORDAN. E L Division of Emergency Prcpai edness * Engineering 
Response fPost 030103) 83/04/28 Consolidated Edison Co of New 

York. Jiic llSpp 19382 04 7 P4X Fiche 50-000,83/04/28.8303040026 


8303040037 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Ad 4 uitment “ Svc list end 
JORDANiE L Division of Emergency Preparedness t Engineering 
Rasponse (Post 6301031 83/04/28 Coriso 1 ) dat ed Edison Co of New 

York, inc llBpp 1836? 165 24X Fiche 50-000,93/04/28,8303040027 


8305020436 Forwards IE Ihsf Rept 50-3i;i/ 03-06 on 820301-31 t notice of 
violation 

KELLY. J A Region 4. Office of 01 rector 63/04/29 Region 4, 
OFflCe of Director Ip 19384 031 24* Fiche 50-313.03/04/20, 

8305020436 


—8305020445 Forwards IE Insp Repts 30-313 83-06 6 50-360/83-06 pn 
830301-31 L notice of violation Notice of violation 
withheld <ref 10CFR2 790) 

EEIDLE, W C Region 4. Office of Director 83/04/18 ORIFFIN. JM 
Arkansas Power 6 Light Co 2pp 10284 032 24* 

Fiche 50-313,03/04/20.8305020436 


8303040028 IE Info Notice 83-26, "Failure of 5a f e t y /Re 1 1 e f Valve 
Discharge Line Vacuum Dreaksrs " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 8201031 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Ficho 50-000,83/05/03,8303040028 


83030400'30 IE Info Notice 02-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list enc 1 

JCROANi E L Division of Emergency Prepai edness t, Engineering 
Response IPost 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc I12pp 1 8382 282 24X Fiche 50-000.83/05/04,8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Profaective Action 
Recommendations for General Emergencies " Svc list encl 
JORDAN. F L Division of Emergency Preparedness *, Engineering 
Response (Post 8301031 83/05/04 Consolidated Edison Co of Naw 

York. Inc I i9pp 18441 001 24X Fiche 50-000,83/05/04.0303040031 


B303040033 IE Info NdtiCB 83-29, "Fuel Binding Caused Oy Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu; 

York, Itic 115pp 16523 248 24X Fiche 50-000.03/05/06,0303040033 


B303ia0443 Ac k receipt of S3'0406 Itr Informing NRC of steps taken to 
correct violation# noted in IE Insp Repts 50-313/02-36 & 
50-368/02-37 

SeiDLE.N C Region 4, Office of Director 03/05/06 GRIFFIN. J M 
Arkansas Power 4. Light Co 2pp 16431 072 24X 

Fiche 30-313,83/05/06.8305120445 


— 8303120451 Responds to NRC 830309 Itr re violations noted in IE Insp 
Repts 30-313/82-26 4i 50-360/02-37 Corrective actions Form 
1609 OiOA re calculation of mas permissible c one entra 1 1 oh 
revised to require health physics supervisor signature 
MARSHALL, J R Arkansas Power *. Light CP 83/04/06 SEIDLE, W C 
Region 4. Office of Director 4pp 16431 074 24 X 

Fiche 50-313.83/05/06,0303120445 


8305230337 Forwards IE Insp Repts 50-313/03-07 6 SO-360/83-07 on 
□30418-32 No noncompl 1 anc e noted 

SEIDLE, W C Region 4, Office of Director 03/05/06 ORIFFIN, J H 

Arkansas Power t/ Light Co 2pp 18530 256 24X 

Fiche 50-313,03/05/06,8305230337 


—8305230348 IE Insp Hepts 30-313/03-07 6 50-360/03-07 on 030410-22 No 
noncomp 1 lance noted flajor areas Inspected test * eiperimant 
6 procurement programs ti rec e ip t. storage 6 handling of 
equipment t, matt# program 

JAODON.jp , JOHNSON, W D Region 4. Office of Director 03/03/03 
6pp 16538 258 24X Fiche 50-313.83/05/06.6305230337 


9303040034 IE Info Notice 82-30, "Misapplication of Generic Emergency 
Operating Pro-cedures (EOPi Guidelines " 8vc list encl 
JORDAN, E L Division of Emeigency Prepat edness 6 Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc 1 14pp 10324-003 24X Fiche 50-000.03/05/11,0303040034 


83D5170551 Discusses implications of indications on upper core barrel 
bolts discovered during ultrasonic eiams Replacement of 
seven affected bolts not necessary Restart of facility may 
proceed u/o undue risk to public 

rtAflSHALL.JR Arkansas Power «, Light Co 83/05/11 STOLZ, JF 
Operating Reactors Branch 4 4pp 18467 023 24* 

Fiche 50-313,03/05/11,8305170551 


0205200313 Ac k receipt of 830427 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-313/83-02 t< 
50-366/83-02 

SEIDLE, W C Region 4, Office of Director 03/03/13 GRIFFIN, J M 
Arkansas Power S’ Light Co 2pp 1BS17 056 24* 

Fleha 50-313,83/05/13,0309200313 


— 8305200319 Responds to NRC 830325 Itr re violations noted In IE Insp 
Repts 50-313/03-02 i< 50-368/83-02 Corrective actions 
administrative controls Implemented to provide adequate 
procedural centrals re safety-related equipment 

MARSHALL. J R Arkansas Power 1< Light Co 83/04/27 SEIDLE, U C 
Region 4. Office of Director 4pp 18517 050 24X 

Fiche 50-313.03/05/13,0305200313 
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B3Q9830014 Support* r«*t«rt of foe i 1 Ityi b4i«*d on B309tt Itr r* reiult* 
0# ln«p of ISO uppir cor* barrol bolt* tt lubtequent 
•valuation of upp«r cor* barrtl bolt ittu* R*tpon»ibl 1 Itg 
for l**u« tran*f*rr*d to NRR 

SrOLZfJ F Op ora ting Roactors Branch 4 83/09/13 CAVANAUOHi M 

Arkanaa* powtr i< Light Co Ip 18948 sat S4X 
Fleha. 90-313. 83/09/13. 8309830014. 


8303040040 IE Info Notic* 83-31. “Error In ADLPIPE Computer Program. “ 
8ve lift and 

JORDAN. E L. Diviilon of Em«rg*ncg Pr*parcdn*i* i< Englnaaring 
N«*ponta (Poat 830103). 83/09/19. Coniolldatad £diton-Ca of Niu 

York. Int 114pp 18697 009. SAX Fleha 90-000, 83/09/19, 0303040040 


B309340049 Act racalpt of 830902 Itr informing NRC of itapi takan to 
corraet violation* not*d in IE Imp R«pt> 90-313/83-03 t< 
90-368/83-03 Addl info ra ordar/iaquattca & tamporarg 
plaeaaiant of fual a**amblia* ra^uaitad 

BEIDLE.U C Ragion 4, Offic* of Diractor 83/09/19 ORIPFIN, J N 
Arkania* Powar (i Light Co Spp 18949 129 34X 

rich*' 90-313.83/09/19. 8309240049 


—8309240094 Raipondi to NRC 830330 Itr ra violation* notad In IE Inip 
Rapt* 90-313/83-03 6 90-368/83-03 Corractlv* action*' 

Proeadura 1000.36, “Control of Hi teal lanaou* Info Sourca*. " 
ravlawad w/par*onnal bg dapt haad* to aitabllih compltanca. 
MARSHALL. J. R. Arkanaa* Pow*r 6 Light Co 83/09/02 8EIDLE1H. C. 
Ration 4. Offic* of Diractor. 6pp 18949' 127 24X 

Flch#' 90-313. 83/09/19. 8309240049 


B309310194 Aek racalpt of 830912 Itr Informing NRC of ttap* takan to 
corfact violation* notad in IE In«p Rapt* 90-313/83-04 t< 
90-368/83-04. 

BEIOLE.H.C. Ration 4. Offlca of Diractor 83/09/29. ORIFFIN.J.M 
Ar.tanaa* Powar a. Light Co Ip. 18698. 192 24X 

Fleha; 90-313. 83/09/29. 8309310194. 


— 8309310199 Raipond* to NRC 830414 Itr ra violation* notad In IE Inip 
Rapt* 90-313/83-04 6 90-368/83-04. Corractlv* actlon*:R*v 9 
to BA topical r*pt> r*f lactlng d**lgn activity ehang**iutll 
b* aubmitttd for approval bg 830610 

MARSHALL. J R Arkanaa* Powar 6 Light Co. 83/09/12 8EIDLE, W. C. 
Ration 4. Offlca of Diractor. 3pp 18698.193 24X 

Fleha 90-313.83/09/29.8309310194 


8303040046 IE Info Notica 03-33, “Nonrapraoantatlva Sampling of 
Contamlnatad oil “ Bve liat ■ncl, 

JORDAN, E.L, Dlvialon of Em*rg*ncg Prtparadna** 6 Englnaaring 
Raapon** (Post 830103). 83/09/26 Con<oltdat*d Edison Co of Nau 

Yort, Inc. 8 Northaast Uttlltla* Barvica Co 114pp 18647:007. 

a4X Ftcho: 90-000. 83/09/26. 8303040046. 


R. Parlodlc oparatlng raport* l< ralatad corratpondanca 


B309040493 Forward* last intaka Implngamant data for Mar 1983 ETS 
4.1,2 1(2) raportlng raRUtramant dalatad.par Amanda 72 l« 40 
centalnad In 830311 Itr. 

KARBHALL.J. R Arkanaa* Powar 6 Light Co. 83/04/29 8T0LZ.J. F. 
Oparatlng Raactora Branch 4. Ip. 18332:131. S4X 
Fleha: 90-313, 83/04/29, 8309040493. 


— 8309040499 Intaka implngamant data for Mar 1983. 

• Arkaniaa Powar t. Light Co 83/04/21 llpp 18322:133. 24X 

Fleha* 90-313. 83/04/29, 8309040493 


8, Raportabla occurrancas, LER* li ralatad corraapondanea 


8309200449 Forwards NP0E8 noncompl ianca rapt. par Parmlt AR000139S 
MARSHALL. J. R. Arkanaa* Powar I. Light Co. 83/04/04. COLLINS, J.T, 
Ragion 4. Offlca of Diractor. ip 18916: 109, 24X 

Fleha: 90-313, 83/04/04. 8309200449. 


—8309300491 NPDES noncempllanca rapt: on 830323. dlseovarad oil 1, graaaa 
concantratloni from Outfall 003 aicaadad Parmlt AR0001392 
llAlta. Gausad bg startup actlvltla* on Unit l.Rav of 
oparatlng procaduraa balng conaldarad to pravant racurranea. 
CAVANAUOH.N. Arkansas Powar l< Light Co. 83/03/30. WHITTINOTON, D. 

Ragion 4. Offlca of Diractor 2pp. 18916:110, 84X 

Fleha: 90-313. 83/04/04. 8309200449. 


8309230973 Forward* anginaarlng avaluatlon rapt, “Cracks li Laak* in 
SkMll Olamatar Piping. " 

SROWNiE. J. Raactor Oparations Analgal* Branch, 83/04/19. 
88YFR1T.K. V Raactor Oporatlona Analysis Branch. tp. 18941*342 
34X Fteha.90-000, 83/04/19, 8309230973 


—8309830619 “Crack* t< Laak* In Small Dlamatar Piping, “ anginaarlng 
avaluation rapt. Satall pip* laak* aasoelatad w/unantlcipatad 
vibration problon* rtyulra addl supports or rarouting of 
piping. 

BROHNtE. J. Raactor Oparations Analgai* Branch. 83/04/19. 9pp, 
18941; 343. 24 X Flch*' 90-000, 83/04/19, 8309230973, 


8309260260 NPDES noncompl lanes notification on 830413, routina analgats 
rivaaltd avaraga oil St graaaa conesritration of 29 mg/t S, 
pollutant load of 27 9 lb par day Cautad tg baaring fatlur* 
on turblnt Baaring rtpalrad N/830426 Itr 

ORlFFINiJ , MARSHALL, J R Arkaniaa Powar 1< Light Co 83/04/20 
COLLINS, J T Ragion 4, Offlca of Diractor HHITTINOTOM. D, 
Envlronmantal Protection Agency Spp 18689 074 S4X 
Flch* 90-313,83/04/20,8309260260 


8309030389 Forward* LER 83-009/03L-0 

marshall, J R Arkaniaa Powar 6 Light Co 83/04/89. SEIDLE, U. C. 
Region 4, Office of Director Ip 18306 299 24X 

Flch*' 90-313,83/04/29, 6309030389 


— 8309030390 LER 83~009/03L-0 on 030409, during hot shutdown after 
rafuallng outaga. dtaeovarad that nonquatiflad diaphragm was 
uiad to repair praiiur# iwltch P8-7903 in itandby hydrogan 
purgi igi Qualified prasiur* iwltch obtalnad St Installad 
R0<}ER8,P Arkaniai Power St Light Co 83/04/29 Raglan 4, 
Office of Diractor 2pp 18306 260 24X Fleha 90-313,83/04/29, 

8309030389 


8309060492 Forward! LER 83-009/03L-0 

MARSHALL, J R Arkaniaa Power St Light Ca. 83/04/29 8E1DLE, W C 
Raglan 4. Offlca of Diractor. Ip 18348 068 84X 

Fleha 90-313,83/04/29,8309060492 


— 8309060494 LER 83-009/03L-0' on 830320, motor* for ivc watar pumps P-4B 
St P-4C obiarvad to have upper oil resarvolr piping altarad 
Caused by Installation of oil drain to factlitat* draining 
oil from uppar oil ratirvolr 

RDOERSiP Arkania* Powar St Light Co 83/04/29 Ragion 4, 

Offlca of Director Ip 18348 069 24X Ficha. 90-313, 03/04/29, 

8309060492 


8309200490 NPDEB noncomp 1 Ianca notlf icatt on: on 830413, sample from 
outfall 003, oily water separator, ravaal ad average oil It 
graaaa concentration of 29 mg/1 St pollutant load at 27 9 
Ibi par day, Caused by baaring failure on Unit I turbine 
MARSHALL. J R Arkanaa* Powar S, Light Co 03/04/26 COLLINS. J.T 
Region 4. Office of Diractor 3pp 16914 036 24X 

Flcht: 90-313, 83/04/26, 0309200490 


8309120414 Forwards LER 03-O1O/O3L-O 

MARSHALL, J R. Arkania* Powar St Light Co 83/09/02 aEIDLE.H C, 
Region 4, Offlca of Director Ip. 18434 099 24X 

Flch* 90-313,03/09/02,8309120414 


— 8309120418 LER 03-O1O/O3L-O on 030409, outboard bearing temp for steam 
driven amergancy faaduattr pump P-74 axesadad limits Cautad 
by Improperly set balance drum clearance during matnt 
Balance drum clearance* risit, 

RDSERSfP Arkansas Power 6 Light Co 83/09/02 Region 4, 

Office of Director. Ip 18434:096 S4X Fiche. 90-313, 83/09/02* 
8303120414. 


DOCKET 30-319 DONALD C, COOK NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency tt fire protactlon plans 


8309170270 Rev 4 to PMP 20B0 EPP, 008, "initiating Manning of Etnargsney 
Responia Facilities Si Celling Off-Duty Plant Parsonnat “ 

• Indiana S, Michigan Electric Co 83/04/19. 13pp 10463' 167. 24X 

Fleha* 90-319, 83/04/19,6309170270 


—6309170274 Raplaeamant pages, to PMP 2081. EPP. 027, "Unit Vent Emargancy 
Release Rat* Determination " 

a Indiana S, Michigan Elietrlc Co 83/04/29. 7pp. 18463:180. 

84X Fleha. 90-319,83/04/19, B30917O270 


8309040299 Relaaias public varslon of temporary change to rev to App B, 
hotp aislstanc* plan 

FELTON, J.K. Division of Rulat and Racorda 83/04/29. Oocumanfe 
Hanagamant Branch Ip 18326 347 24X Fleha 90-319.83/04/29, 

8309040299, 


—8309040269 Forward* public version of Tsmporary Chang* 1 to Rav 4 to 
App B, hosp assistance plan. 

a Indiana S, Michigan Electric Co. 83/04/13. ORIMESiB, NRC - No 
Detailed Affiliation Olvan. Ip 10326*348. 24X 

Fleha: 90-319, 83/04/29, 830904029? 


— 8309040268 Public version of Temporary Chang* 1 to Rav 4 to App B< 
hoip aisiitanca plan 

a Indiana t< Michigan Electric Co. 83/04/13. 4pp. 16326:349 
24X Flcht’ 90-319, 83/04/29, 830S040299. 
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B3O91SOI06 Foruardf tee ra revieu of altarnate «afa shutdoun capability 
par 10CFflt70 SS h 830331 application 

ALEXICHifl P Araarican Flactrie Pouar Servics Corp SS/OS/Oi 
OENTONiHR Qffica of ^velaar Raactor Ragulatloiii Dlractor 
DieoSiR H NRC - Mo Octal lad Affiliation Olven 2pp 18423 043 
84X Flcha 50-3l9>63/05/0i. S30512010B 


8308240<302 Foraarda IE Intp Repta 90-315/83-04 S< S0-31A/e3~09 on 
630213-0331 b notice of violation 

SHAFER.MI) Regions, Office of Director 83/03/06 DOLAN, J B 
AMarlcan Elactric Foyer Earvlca Carp DOLAN, J E Indiana U HicMgan , 
Electric Cb Spp 18348 tS6 24X Flche. S0-31S, 83/09/06. 8303240302 


—8303040382 Notice of Utuancs b availability of Amend* 72 b 94 to 
Liceniai DPR-3a b DPR-74, reipectlvely. 

VAROAiS A Operating fteactora Branch 1 83/04/29. 2pp. 

18326 331 24X Flche 30-319, 83/04/23. 8309040334 


8303030297 Reapondi to 621209 itr requesting co/nments on Scianca 
Appl leatlons, Inc draft final rapt, "Ifalua-Impact Analysis 
of Rfcommendatlon ra Staan Oenarator Tube Degradations b 
Rupture Events" lOeneric Ltr 82-32) 

MERINO, R F American Electric Power Service Corp B3/04/86. 
DENTON. H R Office of Nuclear Reactor Regulation. Director. Tpp- 
18300 039 24X Flche 50-313.83/04/86,8309030287 


—8303840309 IE Insp Repts 30-315/83-04 b 50-316/83-09 on 830215-0331 
Moncompl lance noted failure to complete Tech Spec 
surveillance b to establish firt uatch In timely manner 
SWANSON, E.R , DDBRY, N E , BOYD, D C Region 3. Office of Director 
83/09/06 llpp 18948 130 24X F1 ch e 90-319, 83/09/06, S309240302 


8309040649 Requests revitu of responses to 8ER for environ 
qualification equipment Items for which justification for 
continued operation not previously submitted, 

VAROA. 8 A Operating Reactors Branch 1 83/04/27. DOLAN, «J 

Indiana b Michigan Electric Co 3pp 18336:272 24X 

Flche. 30-319,83/04/27, 0309040649 


6309110C34 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
aeeaas to control pro.eedUTfs for law enforcement visits 
Sve lilt and 

EtSENHUT, D 0 Division of Licensing 63/03/ Ji Consol idatsd 
Edison Co of New Vort, Inc t6pp IB540 099 24X 

Fiehe: 50-000, 83/09/ 1 1 . 8309110034 


8303180743 Informs that NUREC-0737, I tern III A 2 I, "Emergincy 
Preparedness. Upgrade Emergency Plans to App E, iOCFRSO, " 
completed Item closed 

♦ Operating Reactors Branch £ 83/03/13 DOLAN. 0 Indiana b 

nlchigan Electric Co 2 pp. (0306 045 24X Fl che: 90-313, 03/03/13, 

8309180749 


e30'3200438 Forwards FEMA evaluation of prompt notification sys proposed 
for Warren Dunes State Park Proposed sys adequate to warn 
lOOX of surrounding population Sys will be examined by 
NRC during next imergeticy preparedness Insp 

HIND, J A Division of Radiological b Materials Safety Programs 
83/05/20 B0U7HW00D. R J Klchigan. State of. Ip 18913.001 24X 

Flche 90-319,83/05/20,8309200438 


-0305200463 Responds to 821213 ltr re potential inadequacies of public 
notification sys at Warren Dunes State Park in event of 
nuclear emergency Based on Info provided, proposed lys would 
be adequate to warn surrounding population 

ANDERSON. J T Fcdaral Emergency Management Agency 83/04/01 
KEPPLER.-J 0 Region 3, Office of Director 3pp 18513 002 24X 

Fiehe 30-319,83/09/20,8303200438 


J Insurance b indemnity Information 


6309160026 Forwards Endorsement 37 to NELIA Police. NF-206 b 
45 to MA6LU Policy MF-7^ 

BUCKLES, J Marsh b McLennan. Ine 83/04/28 SALTZMAN, J 
Director for State b Licensee Relations 3pp 18492 396 
Flefte 90-319.83/04/28.8305160026 


Endorsement 

Assistant 
24 X 


8308030919 Advises that separate iodine particulate sampling sys 
Installed b temporary mods performed on vent monitoring sys, 
per NRC 830314 order re NUREO-0737, Item 1 1, F, 1, Attachment 2, 

Unit 1 sys operational. Unit 2 eye will bo completed shortly 
ALEXICH.MP American Electric Power Bervlce Corp 83/04/29 
DENTON, HR Office of Nuclear Reactor Regulation, Director 2pp 
10299’326 24X Flche 90-318,83/04/29,8309030919 


0309020433 Generic Ltr 03-19 to all power reactor b testing llcansats 
re new procedures for providing public notice concerning 
issuance of amends to OLs, Sve list end, 

ElBENHUTiDO Division Of Licensing 83/08/02 Consolidated 
Edison Co. of New York, Ine SOpp. 18441 120 24X 

Flche’ 90-000, 03/03/02, 0303020433. 


6309170711 Requests ref for assumptions b methodology used in 
estimating poit-aec Ident radiation environs tq complete 
environ equipment qualification review. Discussion of source 
term* b containment type should be Included 
VAROA, 8 A Operating Reactor* Branch I 83/03/02. DOLAN, U. 
Indiana b Michigan Electric Co 2pp 18496,236 24X 

Flche 90-313,93/09/02,8303170711 


lUDmicsai of Class i b III fea* for 811111 b 
B30223 applications for amend to Lieenti* DPR-98 b DPR-74 
re Tech Spec changes to rifieet rivised surviltlance 
requirements for safety-related snubbers 

DIOOa, R M License Fee Management Branch. 83/03/04 DOLAN, U. 
Indiana b Michigan Electric Co ip, 18367.219 24X 

Flche, 90-313, 83/03/04, 0309090389 


8303170076 Forward e Amend* 73 b 39 to Lleensei DPR-S8 b DPR-74, 
respect! vely, safety evaluation b notice of istuance b 
availability. Amends pirmits storage of Weitlnghousa 19x13 
opll/nlied fuel atsembllee w/U enrichment to 4X U-233, 

WieoiNTON, D L Operating Reactors Branch 1 83/09/04, DOLAN, U. 

Indiana b Michigan Electric Co 2pp 18493' 166 24X 

Fiehe. 30-319,03/09/04,6303170076 


F Operating llcensa stage documents b correspondence 


8309230368 Forwards "Rept on DC Cook Nuclear Power Flint Baetflttlng b 
Regulatory Impact Costs," providing cost analysis, per 03O2OS 
request 


HHITE.M 8 American Electric Power Co . Inc 
TOURTELLOTTE, J Regulatory Reform Task Force 
Flche 90-315,83/03/30,8305230368 


03/03/30 
7pp 18944 336 


24 X 


8309230720 Forwards list of utU* rtspondlng to r 
figure* on backfltting 

TOUR TEL LOT TE, J Regulatory Rafern Task Force 
PALLADiNOiN »f Commi ss Iona rt 2pp 18542-272 

Flche ■ 90-000, 83/04/ 1 1 , 8303230720 


aquas ts for 

83/04/11 

24X 


cost 


8305040394 Forward* Amands 72 b 34 to Llcensas rPR-9B b DPH-74, 
respectively, safety evaluation b notice of Issuance b 
availabllity-Amend* revise Tech Specs for oxygen content in 
waste decay tanks b correct B30207 Amend* 69 b 91 

Reector* Branch I 83/04/89. DOLAN, J 
Indiana b Michigan Elietrlc Co 2pp 18326 310 24 X 

Fiehe: 90-318, 83/04/29, 8305040394 

—8303040363 4"«hds 72 b 94 to Licenses DPR-5B b DPfl-74< respectively, 
revising Tech Specs for oxygen content in waste ifecay tenki ^ 
b correcting 830207 Amends 69 b 91 ^ 

Opireting Raactor* Branch l 83/04/23 I6pe 
18326 312 24X Fiehe 90-313, 83/04/29, 0309040334 


*18326*328'*^ 34 X ’et “‘Tee tor 83/04/23 3f 

18326.328 24X Fiehe 50-313,83/04/29,0303040394 ^ 


0309170080 Amends 73 b 39 to License* DPR-98 b DPR-7 
permitting storage of Westlnghouse 19x19 optlmliad 
assemblies w/U enrichment up to 4X U-239 
VMOA, 8 A Operating Reactors Branch 1 83/09/04 

18499 169. B4X F 1 e h e • 90-3 1 9. 83/09/04 < 83091 70076 


, respectively, 
fuel 

9pp. 




DPR-96 b DPR-74, respectively 

Nuclear Reactor Regulation, Director 
18499 170, 24X Flche* 90-313. 83/03/04, 8309170076 


83/03/04. Spp. 


ouuui.uittf notice Of issuance b availability of Amend 
Licenses DPR-30 b OPR-74. r esp ac ti VI 1 y 

Operating Reactor* Branch 1 83/09/04. 

18499 103 24X Flche; 90-319, 83/09/04, B309I70076, 


73 t, 39 to 

app. 


vua naviies cnat 


DPfl-iB i, non tA' oy nmenos 67 b 49 to Licenses 

DPR 98 b DPfi-74, respectively b Generic Ltr 83-07 complete, 
bated on util negotiating w/DOE re disposal of high level 
west* or spent nuclear fuel 

VAROA, a A Operating Reactors Branch 1 83/09/04. DOLAN. J 

Indiana b Michigan Electric Co 2pp 18909 076, 24x 

Flche: 90-319, 83/09/04, 0309180336 


wwewrsfWf wfWT VVIIVT 1 


5?"!I^t“ma"*8« ulVVnlV Imp UrhintellS"” 

It N“r^:ir 

Flche; 80 - 000 , 83 / 05 / 09 , 8309090699 ^ 
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S309160121 Application to amend Licenses DPR-38 «< DPR-74< add ing Tech 
Spec Section 4 O 9 to Incorporate Inservlce Insp U tettlnp 
ratiulrementi of ASHE Code Section XI Class HI fee for Unit 
1 (i Class I fee for Unit 3 end 

HERINO.fi F Indiana i Michigan Electric Co 83/09/10 DENTON, H fi 
Office of Nuclear Reactor Regulation. Director 4pp 1844B IDS 
24X Flch# 90-315, 83/09/10. B3O91i0121 


“8309160126 Proposed Tech Spec Section 4 0 3, Incorporating Inservice 
Insp It testing rcciulrements of ASME code Section XI 
» Indiana t. Michigan Electric Co 83/09/10 32pp 18448 109 
24X Flche 90-319,83/09/10,8309160121 


8303040025 tE Info Notice 83-23. 'Inoperable Containment Atmosphere 
Sensing Sgs " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/04/33 Consolidated Edison Co of Neu 

York. Inc U9pp 18381 391 34XFlchB 50-000, B3/04/g9. 830'3040{>25 


8303040026 IE Info Notice 03-24, “Loose Parts in Socondarg Side of 
Steam Oenerators at PNRs '' Svc list end 

JORDAN, E L Division of Emergency preparedness b Engineering 
Response (Post 830103) 03/04/28 Conso 1 1 ila ted Edison Co of Neu 

York, Inc USpp 18383 047 24X Flche SO -(300, 83/04/28, 8303040036 


8309180838 Advises that Info provided in 821119 6 1214 Itre re TMI 
Items 1 1 F 1 1 I, II F 1 2 on particulate monitors resolved 
concerns info acceptable 

VAROA, 8 A Operating Reactors Branch 1 83/09/10 DOLAN, J 

Indiana t, Michigan Electric Co 2pp 18906 013 S4X 
riche 90-315.83/09/10,8300180838 


B309160104 Application for amend to License DPR-9B, proposing Tech Spec 
changes to allou Cycle 6 operation w/Nestinghouse 19x19 
optlmiied fuel assemblies Approval reguested by 830701 Class 
III fee transmitted by util 830207 I tr 

HUNTER, R 8 Indiana b Michigan Electric Co 83/09/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 18491 080 
24X Flche 90-319,83/09/11,8300160104 


— 8309160108 Proposed Tech Spec changes to allou Cycle 8 operation in/ 
Ucstlnghouse 19x19 optlmiied fuel assemblies Supporting 
documentation end 

e Indiana 6 Michigan Electric Co 83/09/11 3e9pp 18491 083 
24X Flche 90-319,83/09/11,8309160104 


83O92602BI Responds to NRC final rule 10CFR30 49 re electric 
agulpment environ gual i f Icatlon Right to amend response 
reserved until meeting ui/NRC scheduled to resolve environ 
qualification deficiencies 

HERINO.fi F Indiana !< Michigan Electric Co 83/09/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 16pp 18629 320 
S4X Flche 90-319,83/03/20.8309260281 


3309310088 Discusses plant-specific evaluation of relief b safety 
valves tt related discharge piping analysis per 820709 Itr 
Teltdyne analysis ravaaled that discharge piping egs ujlll be 
overloaded {, supports stressed beyond allouiable limits 
HUNTER, fi 8 Indiana t> Michigan Electric Co 83/05/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18698 069 
24X Flche 90-313,83/05/27,8303310088 


6303040027 IE Info Notice 83-35, “Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Svc list enc I 

JORDAN, E L Division of Emei gency Preparedness U Engineering 
Response (Post 030103) 83/04/38 Consolidated Edison Co of Ney 

York, Inc 1 18pp 1B3Q2 165 34X Flche 90-000,83/04/28,8303040027 


8303040026 IE Info Notice 83-26, “Failure of Sa f ely/Rel lef Valve 
Discharge Line Vacuum Dreakers " Svc list enc I 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (post 830103) 03/09/03 ConsoHdated Edison Co of Nem 

York, Inc I22pp 18441 170 34X Flche 30-000,03/09/03,8303040026 


8303040030 IE Info Notice 03-37, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emorgancy Prepaiadness 6 Engineering 
Response (post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc liapp 18382 282 24X Fiche 50-000,83/03/04.0303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Roc ommenda 1 1 ons for General Emergencies “ Svc list enc 1 
JORDAN, E L Division of Emergency preparedness ^ Engineering 
Response (Post 630103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc 119pp 18441 001 Six Fiche 90-000,83/05/04.8303040031 


8303040033 IE Info Notice SG-av. “Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list enc 1 

JORDAN, E L Division of Emergency Preparedn e s s 6 Engineering 
Response (Post 830103) 63/05/06 Consolidated Edison Co of Neu 

York, Inc ItSpp 10523 246 24X Fiche 50-000.83/05/06,0303040033 


8309240302 Forwards IE Insp Repts 50-315/63-04 b 30-316/83-05 on 
830215-0331 1, notice of violation 

SHAFER, H D Region 3, Office of Director 03/05/06 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana t< Michigan 
Electric Co 2 pp 10548 126 24 X Flche 90-313,83/05/06,8305240302 


Q Inspection reports, IE Bulletins & correspondence 


8389200294 Forwards order Imposing civil monetary penalties transmitted 
to licensee on 821014, for transmittal to Ofe of FR for 
publication N/o end, 

AXELRAD, J A Director's Office, Office of Inspection and 
Enforcement 82/10/13 Docketing (i Services Branch Ip 
18516 271 24X Flche 90-319,82/10/19,8309200294 


8212060389 IE Info Notice 83-14, “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '' Svc list 
•nd 

TAYLOR, J M, Division of Safeguards t Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

tl2pp 18308319, 24X Flche 90-000, 83/03/21, 0212060383 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Bvc lilt «ncl, 

JQRDAN.E L Division Of Emergency Preparedness *■ Engineering 
Response (Post 830103) 63/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18433 199 24X Flche 30-000,83/04/19,8303040021 


S305020347 Foruiardt IE Imp Repts 90-315/83-01 t, 30-316/83-01 on 
830117-21 t, 0217, No noDCOmpl lance noted 

NORELtUS, C E. Division of Project t. Resident Programs 83/04/19 
DOLAN, J E, American Electric Power Service Corp DOLAN, J E 
Indiana «, Michigan Electric Co 2pp 18274 094 24X 

Flche. 90-319, 83/04/19, 0309020347 


“B3O9O2O340 IE Insp Repts 30-319/63-01 «, 90-316/83-01 on 830117-21 b 
0217 No noncomp 1 lance noted Major areas Inspected QA/QC 
organization !< program work control s, des 1 gn controls b 
control of contractor activities 

DUBRY.N , HELLER, J , H0L2MER, M Region 9, Office of Director 
83/04/14 llpp, 18274 096 24X FI c he. 50-319, 83/04/19, 8309020347 


8303040023 IE Info Notice 83-22, "BNR Safety /Relief Valve Failures " 
Sve list end, 

JORDAN, E L Oivition of Emergency Preparedness b Engineering 
Response fPoit 830103). 83/04/22 Consolidated Edison Co of Neu 

York, Inc. 112pp. 1S3B3-0B9 24X Fiche 90-000,83/04/22,8303040023 


— 9309240306 Notice of violation from insp on 830215-0331 

SHAFER, H 0 Region 3, Office of Director 83/05/06 2pp 
10346 128 84X Flche 50-313,83/05/06.8309240302 


—8305240309 IE Insp Repts 50-319/83-04 b 50-316/83-05 on 830219-0331 
Noncomp 1 lance noted failure to complete Tech Spec 
surveillance A to establish fire watch Id timely manner 
SMAN0ON, E R , DUBRY.N E , DQVD, 0 C Region 3. Office of Director 
83/09/06 llpp 18948 130 24X Flche 90-319.83/05/06,8303240302 


8305170405 Confirms arrangements for 830622 meeting In Olsn Ellyn, IL 
to discuss 9ALP for facilities 

NORELIVS.C e Division of Project b Resident Programs 83/09/09 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Indiana b Michigan Electric Co Ip 18470 068 24X 

Flehe 90-319,83/03/09,8305170485 


8309170303 Forwards addendum consisting of conf Irimatary measurements 
program data sheet for IE Insp Repts 50-319/82-21 t, 

90-316/62-21 Info closes out open Items ,o comparison limits 
of Sr-90 sample taken during 821119-19 insp 

PAPERIELLO.C J Region 3, Office of Director 83/09/09 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana b 
Michigan Electric Co 3pp 18470 011 24X Flche 50-313,83/05/09, 

8303170303 


9305160121 Application to amend Licenses DPR-98 l< DPR-74i adding Tech 
Spec Section 4 O 3 to Incorporate inservlce Insp I, testing 
requirements of ASME Code Section XI Class III fee for Unit 
1 St Class I foe for Unit 2 end 

HERINO.fi F Indiana S< Michigan Electric Co 83/09/10 DENTDN. H R 
□fflce of Nuclear Reactor Regulation, Director 4pp 18448 103 
24X Flche 50-313.63/05/10.9309160121 


— 9309160126 Proposed Tech Spec Section 4 0 9. Incorporating inservlce 
imp b testing requirements of ASME Code Bection XI 
» Indiana b Michigan Electric Co 83/09/10 32pp 18448 109 
24X Fiche 50-319.83/03/10,8305160121 



1«4 


DOCKETED ITEMS 


8303040034 IE Info Notice 83-30. "Kiaaiip t tea 1 1 on of OeOerlc Eme^^encg 
Operating Procedures (EOP) Guidelines " 8vc Hit end 
JORDAN. C L Division of Emergencu Preparedness It Enginefrlng 
Response (Post 330103) S3/09/11 Consolidated Edison Co of N»u 

York. Inc ll4pp 13324 003 34X Flche 30-000. 33/03/ 1 1. B3030400 3 4 


8303240076 Ack receipt of 830429 Itr inrormlns NRC of itaps taken to 
correct violations noted In IE Insp Repts 30-313/63-02 !. 

30-316/83-02 

SHAFER. W 0 Region 3. Office of Director 83/03/17 DOLAN. O B 
Aeierlean Electric Povier Service Corp, DOLAN. J. E Indiana & liichlgan 
electric Co Ip 16348 320 24X FlcJie 30-319,83/09/17.8303240078 


•S3033400B6 Responds to NRC 830329 Itr re violations noted In iE Insp 
Ripts 30-313/83-02 ti 50-316/83-02 Corrective actions- Itr 
raemplias iilng need to insure testing u/approved procedure* 
sent to all chenlcal section personnel 
HUNTER. R S Indiana tc Hldiigan Electric Co 83/04/28 
KEPPLER. J 0 Region 3. Office of Director 2pp 18948 329 24X 

Flche 30-313. 63 /OS/ 17. 8305240078 


6303040040 IE Info Notice 83-31. •■Error in ADLPIPE Computer Program " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness ft Engineer In; 
Response IPost 8301031 83/03/19 Consolidated Edison Co of Nou 

York. Inc U4pp 18697 009 24X Flcho 30-000, 83/09/19, 8303040040 


B30J040046 IE Info Notice 83-33. "Honreppeaentativa Sampling of 
Contaninated Oil ” &vc list end 

JORDAN. E L Division Of Emergencg Preparedness 6 Englnaertng 
Response (Post 8301431 63/09/26 Consolidated Edison Co. of Neu 

York, Inc lldpp 16647 007 24X Fiehe 30-000.83/09/26,8303040046 


R periodic operating reports fa related correspondence 


8305090363 Advises of sutmittal of "Annual Environ Operating Rapt 1982“ 
under separata cover 

HERINO, R F Indiana fa tllchigan Electric Co. 33/05/03 DENTON. H R 
Office of Nuclear Reactor Regulatlan. Director Ip 18363 360. 24X 

Flche 50-31 3. 83/05/03 , S303090363 


8305160034 Forwards “DC Cook Nuclear Plant Units 1 fa 2 Annual Environ 
Operating Rep t< 1982 •'' 

HERINO, R F Indiana fa ftlchigen Electric Co 63/05/03 DENTONpN R 
Office of Nuclear Reactor Regulation. Director Ip 1G4S3 300. 84X 

Flciia 50-319. 83/43/03. 6303160054 


--8309160062 "DC Cook Nuclear Plant Units 1 fa 2 Annual Environ Operating 
Rapt. I9B2 “ 

a Indiana fa Michigan Clacirlc Co • Amarican Electric Power Co . 
Inc 83/05/03 S39PP 16453 301 B4X Flche 50-313.83/09/03, 
8305160054 


S Riportabla occurrences, LERs fa related correspondence 


8303280126 Forwards updated LER 62-101/01 X-1 

SMITH.N G Indiana fa Michigan Electric Co 83/03/17 KEPPLER, J. G 
Region 3. Office of Dlractar Ip. 17706 392 24X 

Flche: 50-315. 33/03/17, 8303280126 


—8303230136 Updated LER 62-IOf/OlX-l an 821 123, during surva 1 1 lanca test, 
Aotor operated valve NMO— 793 to west turbine driven 
auilllary feed pump would not open Caused by valve fa exhaust 
fan for turbine driven auxiliary feed pump room malfunction 
PALMER. R A Indiana fa Michigan Electric Co 83/03/17 Region 
3, Office of Director 8p 17706 393 24X Flche 90-319,83/03/17, 

8303280126 


8309 I 30097 Forwards LER 83-084 /03L-0 

SMITH, U G Indiana fa lltehlgan Electric Co 83/04/19 KEPPLER. J G 
Region 3. Office of Director Ip 18437 284 24X 

Flche 30-3 i 9. 63 / 04/ 1 9. 9309130097 


"8309130101 LER SS-OSd/OSL-O on 83031 7, dur ing normal oparatlon. Fire Door 
917 from, contractor access control to auxillerv bldg would 
not close properly caused by attended dead bolt lock 
preventing doors from closing Dead bolt removed 

JACaUES. P H Indiana fa Michigan Electric Co 83/04/19 Region 
3. Office of Director- Ip 1 8437 283 24X Flche 50-313,83/04/19, 

8303130097 


6308020141 Foruerdi LER 03-029/017-0 

8MITK. M 8 Indiana fa Michigan Electric Co 83/04/19 KEPPLER, J 0. 

Region 3, Office of Director Ip, 18294 064 84X 

Flche, 50-315, 83/04/ i 9, 0305420141. 


--B30S0201S1 LER 83-023/017-0 on 830409. cable vault helon syt failed to 
meet design concentrations & declared inoperable Cause 
unknown Review of tost data & sys ravlew continuing 
JACQUES.F Indiana & Michigan Electric Co 83/04/19 Region 3, 
Office of Director ip 16284 065 24X Flche- 50-319, 83/04/19, 

0309020141 


8309230973 Forwards engineering evaluation rept, "Cracks fa Leaks in 
Small Diameter Piping " 

DROHN. E J Reactor Operations Analysis Drench 83/04/19 
SEVFBIT, K V. Reactor Operations Analysis Branch tp 18341 342 
24X Flche 50-000,83/04/19,8303830973 


— 8303230619 "Cracks fa Leaks in Small Diameter Piping," engineering 
evaluation rapt Small pipe leaks associated u/unentlc Ipeted 
vibration prohlems require addi supports or rerouting of 
piping 

DROWN. E J Reactor Operations Analysis Drench 83/04/19. 9pp 
18941 343 24 X FI eh e- 30-000. 63/04/19, 8309230973. 


6309020440 RO on 030420, Waste gas holdup sys exceeded oxygen fa hydrogen 
limits Cause nut stated Proposed Tech Spec changes 
increasing oxygen concentration limit will be reviewed by 
830422 Followup rapt will be submitted within 14 days. 
aMITN, W G Indiana & Michigan Electric Co 63/04/20, KEPPLER, J. 0 
Region 3, Office of Director tp 18283 091 24X 

Flchs 90-313, 83/04/20, 6309020440 


B309020299 Forwards LER B3'027/03L-0 

SMITH. M Q Indiana fa Michigan Electric Co 63/04/22 KEPPLER, J 0. 

Region 3, Office of Director Ip 18277 112 24X 

F i c h a 90-315, 83/ 04/22, 6309020299 


—8305020312 LER 83-027/03L-0- on 830111, AD dleeal engine removed from 
SVC to repair evlnor fuel oil leek on front bank 
Injector pump 5 Gasket replaced on pressure screw Engine 
returned to sve on 830112 

ROaiNSON, D Indiana & Michigan Electric Co 83/04/22. Region 
3, Office of Director. 2pp 16277 lt3 24X Flche* 50-319, 
63/04/22, 8309020299 


8309020317 Forwards LER 83-O26/03L-0 

SMITH, W G Indiana fa Michigan Electric Co 83/04/22. KEPPLER. J.O. 
Region 3, Office of 01 rector tp 16277 173 24X 

Flche 90-319, 83/04/22. 8309020317 


— 8309020321 LER 83-026/Q3L-0 on 830324. dur ing OA audit on PMI-8a70, hole 
found in fire barrier penetration seel F-6107 Cauio unknown. 

Seal repaired 

ROBINSON, D Indiana fa Michigan Electric Co 83/04/22. Region 
3, Office of Director Ip 18277-174 24X Fiehel 90-319.83/04/22. 

8305020317 


8305060400 Forwards LEHe a3-O20/O3L-O, B3-029/03L-0 fa a3-030/03L-0 
SMITH. U G Indiana fa K1 chi gen Electric Co 63/04/29 KEPPLER, J G 

Region 3. Office of Director Ip 18343 286. 24X 
Flchs 90-319, 83 /04/29,B 3090 60400 


— 8309060406 LER a3-028/03L-0 on 030331, after completion of surveillance 
test on solid state protection sye train A fa review by melnt 
supervisor, ays declared inoperable to troubleshoot posetbli 
problem u/safety injection reset time delay 

PALMER, R A Indiana & Michigan Electric Co. 83/04/29. Region 
3, Office of Director. 8pp 18343 887. 24X Flche 90-319, 

83/04/29. 6309060400 


— 8308060411 LER S3-029/03L-0 on 830409, Control room access Fire Ddor 412 
would not operate properly Caused by extension rod holng 
pulled loose from door frame shoe Shoe set screws replaced 
& extansibn rod reinstalled 

ROBINSON, D. Indiana & Michigan Electric Co 63/04/29 Region 
3, Office of Director. Ip 18343.28? 24X Flche- 90-319, 83/04/29, 

8309060400 


— 6309060414 LER 83-030/03(,-0 on 630402. while on tour, security guard 
diicovared Diesel Room AS cardox sys isolated w/no one In 
room Caused by personnel error Operator Instructed on proper 
procedures for exiting carbon dioxide protected areas. 

KRAUSE, D F. Indiana fa Michigan Elsctrtc Co 63/04/29 Region 
3. Office of Director. ip. 16343.290 24X Flche: 90-319, 63/04/29, 

8309060400 


8309120396 Former de LER 83-031 /03L-0. 

SMITH.U. 0 Indiana fa Michigan Electric Co 83/09/04. KEPPLER, J.O. 
Region 3, Office of Director. Ip 18431 027. 24X 

Fiehe- 90-319, 63/09/04.8309120396 





DOCKETED ITEMS 


1S5 


— 9303120399 LEH 83-031 /03L-0 on S30407, while attempting to eiit upper 
containment outer door oF personnel airlock would not open 
Caused by interlock cable being out oF adjustment Cable 
rep lac ed 

CARTEAOXiP Indiana ti Hichlgan Electric Co 83/05/04 Region 
3. OFFlce oF Director Ip 1B431 028 24X Ficbe 50-315.83/05/04. 

8303120396 


8303170441 Forwards LER B3-032/03L-0 

SMITH.M 0 Indiana fc Michigan Electiic Co 03/05/06 KEPPLER, J O 
Region 3. OFFlce oF Director Ip 18471 228 24X 

FiChe 30-313.83/03/06.8305170441 


— 8303170444 LER 83-032/03L-0 on 830407. dor i ng normal operation. OA tnsp 
oF containment revealed several items oF loose debris 6 
inadequately restrained items Items removed or properly 
secured 

CARTEAUX.P Indiana 6 Michigan Electric Co 83/09/06 Region 
3. OFFlce OF Director Ip 10471 229 24X Fiche 30-315.83/03/06. 

8303170441 


0303130178 Forwards LER 03-O33/O3L-O 

SMITH. H 0 Indiana t, Michigan Electric Co 03/03/09 KEPPLER. J O 

Region 3. OFFlce oF Director ip 18439 360 24X 

Fiche 30-315.83/09/09,8303130178 


030527010/ LER 03-O37/O1T-O on 8304)6. IP-h grab sampling requirement 
oF Tech Specs not met Caused by individual attempting to 
repair hydrogen monitor unable to obtain sampling at 
required time M/a303l9 Itr 

palmer, H A smith. W G Indiana !. Mi..higaii Electric Co 83/09/19 
KEPPLER J G Region 3. OFflCe oF Director 3pp 18638 241 24X 

Fiche 30-315.83/05/19.8305270107 


8305270444 LER 83— O30/O3L— 0 on 830421 . during normal operation, design 
discrepancy in wiring discovered in lowoi containment 
airborne monitor Train A Caused by voltage dips in wiring 
Wiring corrected V monitor returned to sve W/630520 Itr 
PALMER. R A . SMITH. W 0 Indiana b Michigan Flee trie Co 83/05/20 

KEPPLER. J G Region 3, OFFlce of Director 3pp 18642 242 24X 

Fiche 50-315,83/03/20.0303270444 


DOCKET 30-316 DONALD C COOK NUCLEAR POMFR PLANT. UNIT 2 


F Security, medical, emergency A Fire protection plans 


0305170270 Rev 4 to PMP 2060 EPP 008. "Initiating Manning oP Emergency 
Response Facilities b Calling Off-Duty Plant Personnel " 

* Indiana J< Michigan Electric Co 83/04/19 13pp 18463 167 24X 

Flthe 50-315,83/04/19,8303170270 


— 8309130191 LER 83-033/03L-0 on 030409. dor I ng normal operation, fol lowing 
-daily routine particulate filter change on lower containment 
airborne monl tor. train 0 ERS-1400 failed to operate 
Cause unknown Flush channel cleared 

PALMER, R A Indiana b Michigan Electric Co 83/03/09 Region 
3, Office of Director 2pp 18439 361 24X Fiche 30-313, 

83/03/09. 0303 130178 


830S130206 RO on 830306. d 1 scovered that chemical vol control sys 
holdup tanks not sampled in 12 h time period required when 
aiftomatlc gas analyzer Inoperable Sample performod approi 
4-3 h late 

SMITH. W 0 Indiana b Michigan Electric Co 83/03/09 KEPPLER. J 0 

Rogion 3. OFFlce of Director Ip 10439 337 24X 

Fiche 50-313.03/05/09,8305130206 


83-03240329 LER 83-034/03L-0 on 830413. Pyralarm detector alarmed b Found 
unplugged, rendering Fire Zone 4 detectors Inoperable Caused 
by Failure to plug In alarm after conduit installation 
Pyralarm reinstalled b sys verified operable 14/830913 Itr 
PIEHL.R H < SMITH. W 0 Indiana b Michigan Electric Co 03/05/13 
KEPPLER. J O Region 3. Office of Director 2pp IB349 336 24X 

fiche 50-315.83/05/13,8303340329 


8303240330 LER 83-033/O3L-0 on 0304 14. de I uge valves for Instrument 
room purge exhaust 1-HV-C1PX~1 b control room cleanup sys 
l-HV-ACRF-l would not open upon actuation signal Caused by 
failure of time delay circuit boards W/030S13 itr 
pALMERiR. A . SMITH, W Q Indiana b Michigan Electric Co 83/03/13 
KEPPLER, J 0 Region 3, Office of Director 3pp 18574 085 24X 

Fiche 30-315,83/03/13.0305240330 


8309240343 LER B3-036/03L-0 on 830410, eight charcoal Filter Fill hole 
covers on 12-rtV-AFX spent Fuel storage pool exhaust 
ventilation sys found loose Caused by lack of procedure 
spe-cifylng correct matl New procedure written W/030316 Itr 
RDBINSON.D . SMITH, W G Indiana b Michigan Electric Co 03/03/16 
KEPPLER, J 0 Region 3. Office oF Director 2pp 18372 361 24X 

Fiche 30-313,83/03/16.8303240343 


0305240362 Forwards revised LCRs 82-110/03X-1 b a2-lU/03X-l 

SMITH. H 0 Indiana b Michigan Electric Co 83/03/16 KEPPLER. J 0 

Region 3. Office of Director Ip 18374 003 24X 

Fiche 30-313. 83/03/16, 0303240362 


— 8303240370 Revised LER a2-ll0/03X-l on 821230, while performing Ice 
condansor tour. Intermediate deck door discovered froien 
shut Cause of moisture unknown Ice removed Doors operable 
No further problems observed 

CAMP.M J Indiana b Michigan Electric Co 03/03/16 Region 3, 
Office of Director tp 18574 004 24X Fiche 30-319,83/03/16. 

B 305240362 


— 8309240374 Revised LER B2-1U/03X-1 on 021 109. dur Ing normal operation, 
auxiliary cable vault experienced inadvertent carbon dioxide 
discharge Caused by isolation of mein carbon dioxide tank 
Valve Isolating tank closed b main Isolation reopened 
KRAUSE, D F Indiana b Michigan Electric Co 83/09/16 Region 
3, Office of Director 3pp 18374 003 24X Fiche 90-319, 

B3/09/16, 8305240362 


8305270087 Updated LER 81~04l/03X-l on 010902, elec tr 1 cal ground traced 
to B train liaaters from boron Injection tank Caused by 
hurnad-up haater etedient b associated power cable Heater b 
power cable replaced M/830319 itr 

MIZNER.D 0 , SMITH.M 0 Indiana b Michigan Electric Co 03/09/19 
KEPPLER, J 0 Region 3. Office of Director 3pp 18639 103 24X 

Fiche 90-313,03/09/19,8305270037 


•B303170274 Replacement pages, to PMP 2001 FPP 02/. "Unit Vent Emergency 
Release Rato Determination ” 

» Indiana f, Michigan Electric Co BJ/04/29 7pp 18463 180 
24X Flthe 50-319.03/04/19.8305170270 


8309040239 Releases public version of temporary change to rev to App 0. 
hosp assistance plan 

FELTON. J M Division of Rules and Records 03/04/25 Document 
Management Branch Ip 10326 34 7 24X Fiche 30-315,83/04/23, 

8303040259 


—8309040269 Forwards public version of Temporary Change 1 to Rev 4 to 
App B. hosp assistance plan 

* Indiana b Michigan Electric Co 83/04/13 ORIMES. 0 MHC ~ No 
Detailed Affiliation Given Ip 18326 348 24X 

Fiche 50-313,03/04/29.8305040259 


'Q30904026B Public version of Temporal y Change 1 to Rev 4 to App 0. 
hasp assistance plan 

* Indiana b Michigan Electric Co 83/04/13 4pp 18326 349 
24X Fiche 30-315.83/04/29.0305040239 


B30912010B Forwards fee re review of alternate safe shutdown capability 
per I0CFR170 22 b 030331 application 

ALEXICH. M P American Electric Poieer Service Corp 03/05/06 
DENTQN.H R Office of Nucleai Reactor Regulation, Director 
DIGGS. R M NRC - No Dotailed Affiliation Given 2pp 10423 043 
24X Fiche 90 319,03/03/06.8305120108 


8309240302 Forwards IE Insp Repts 30-313/83-04 b 50-316/83-03 on 
830213-0331 b notice of violation 

SHAFER, W D Region 3, Office of Diiectoi B3/OS/06 DOLAN, 3 E 
American Electric Power Service Corp 2pp 1S34B 126 24X 

Fiche 30-315,03/03/06,8303240302 


— 0303240306 Notice of violation fro-m insp on 830215-0331 

SHAFER, M D Region 3. Office of Director 03/09/06 2pp 
10340 120 24X Flthe 30-313,03/03/06.8303240302 


— 0303240309 1C Insp Repts 30-315/83-04 b 50-316/03-05 on 830213-0331 
Noncomp I lance noted failure to complete lech Spec 
survelllanco b to establish fire watch in timely manner 
6MANS0N. E R Region 3, Office of Director 83/03/06 Ilpp 
18540 130 24X Fiche 30-319,83/03/06.0303240302 


8309110034 Generic Ltr 83-21 to all licensees ot opeiatlng reactors, 
applicants for OLs b holders of CPs re c lar 1 f i catt on of 
access to contiol procedui es for law enfurcement visits 
Sve list end 

EISENHUT. D 0 Division of Licensing 03/03/11 Consolidated 
Edison Co Of New York. Inc 16pp 18940 095 24X 

Fiche 30-000,03/03/11,8303110034 


0303180749 Informs that NUREO -0737. I tom III A 2 i, "Emergency 
Preparedness, Upgrade Emergency Plans Id App E. I0CFR9O, 
completed Item closed 

* Operating Reactors Branch I 03/05/13 DOLAN, J ind iana b 
Michigan Electric Co 2pp 18306 043 24X Fiche 30-319.83/09/13, 

8303180749 
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G3052004SS Forudrds evaluation c( prompt no 1 1 f L cat i an ays proposed 

-for Wan en Dunes State Park Propaseri si/s adequate to uarn 
IDO'4 of surrounding popuiation 5i/s uill he ecariined bg 
NRC during nest emergency preparedness tnsp 

WIND. J A Division of Radiological K (laterlata SaFetg Programs 
83yO?/20 SOUTFMCDD. R J Michigan' State of Ip 18S13 001 24X 

Fiche 30-315,63/03/20,0305200438 


■830S200dd>5 Responds to 821213 Itr re potential inadequacies of public 
notification ags at Warren Dunes State Park In event of 
nuclear emergency Based on info pro v i d ed, p r o posed egs Would 
be adequate to uarn surrounding population 

ANDERSON, J T Federal Emergencg Management Agencg 83/04/01 
HEPPLER, J G Region 3, Office of Director 3pp 18513 00? a4X 
Fiche 50-315.03/05/20,8305200458 


J Insurance 1 indemnity infornatlon 


630St6002ii Foruerds En d ors f men t 37 to NELIA Policy NF-20ii 5 Endorsement 
4i to HAELU Policy KF-7R 

BUCKLES J Marsh ^ McLennan, Inc 83/04/28 EALTZMAN, J Assistant 
Director for State i/ Licensee Relations 3pp 18452 356 24X 

Fiche 50-315, 03/04/2&, B30516002A 


P Operating license etage documents S' correspondence 


B3032303AB Faruards "Rept on DC Cook Nuclear Fouier Plant Bachfitting S 
Regulatory Impact Costs," providing cost analyslsiper 830200 
request 

WHITE.W S American Electric Power Co , tnc 83/03/30 

TOUR TELL OTTE, J Regulatory Reform Taal Force 7pp 18344 33b 24X 

Fiche 50-315, 83/03/30, B30523036>a 


0305230720 Farinards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE, J Regulatory Reform Task Force 03/04/11 
PALLADINO N J Commissioners 2pp 1BS42 272 24X 

Fiche 50-000.33/04/11,8303230720 


8305040354 Forwards Amends 72 N 54 to Licenses DPR-3B & EPR-74i 
r espec t i vely, sa f e ty evaluation h notice of issuance & 
availability Amends revise Tech Specs for ciygen content in 
luasCe decay tanks & correct 830207 Amends 69 t 51 
UIG9INT0N, D L Operating Reactors Branch 1 83/04/25 DOLAN. J 

Indiana «, Michigan Electric Co 2pp lB32<i 310 24X 

Fiche 50-315.83/04/23,8305040354 


— 8305040363 Amends 72 J, 54 to Licenses BPS-5B «. DPR-74, res p oc tl vo 1 y . 
reviling Tech Specs for oiygen content in waste decay tanks 
1. correcting 030207 Amends 69 !< 51 

VARGA. S A Operating Reactors Branch 1 83/04/25 ld>pp 

18326 312 24X Fiche 50-315,83/04/25,8305040354 


8305040374 Safety evaluation supporting Amends 72 & 54 to Licenses 
DPR— 58 t. DPR-74, re spe c t ive 1 y 

• Office of Nuclear Reactor Regulation, Director 33/04/25 3pp 
18326 323 SAX Fiche 30-315.03/04/25,8303040354 


— 0305040302 Notice of issuance t, availability of Amends 72 S, 54 to 
Licenses DPR-SB tc DPR-74, reap e c 1 1 ve 1 y 

VAROA S A Operating Reactors Branch 1 63/04/25 2pp 

18326 331 24X Fiche 50-315,83/04/25,0305040354 


8305030257 Responds to 821209 Itr requestiiig comments on Science 
App L lea 1 1 cns, Inc draft Final rept, "Va 1 ue- Imp ac t Analysis 
of Recommendation re Steam Generator Tube Degradations D 
Rupture Events" tOenerlc Ltr 82-321 

HERINO.R F American Electric Power Service Corp 03/04/26 
DENTON.H R Office of Nuclear Reactor Regulation, Director 7pp 
IB300 039 24/ Fiche 50-315,83/04/26.8305030257 


0305040649 Requests review of responses to SER for environ 
qualification equipment Items for which justification for 
continued operation not previously submitted 

VARGA, S A Operating Reactors Branch I 03/04/27 DOLAN. U 
Indiana *■ (llchlgan Electric Co 3pp 10336 272 24X 

Fitho 50-315,83/04/27.830304064? 


6305030519 Advises that separate iodine particulate sampling sqs 
Installed ?, temporary mods performed on vent monitoring sys, 
per NRC 030314 order re NUREG-0737. Item 11 F 1. Attachment 2 
Unit 1 sys -operational Unit 2 sys will be completed shortly 
ALEXICH. M P American Electric Power Service Corp 83/04/29 
DENTON, HR Office o-f Nuclear Reactor Regulation, Director 2pp 
10295 326 24X FlChe 50-315,03/04/29.8303030519 


0305020455 Generic Ltr 03-19 to all power reactor 1, testing licensees 
re new pracedures for providing public nutice concerning 
Issuance of amonds to QLs Sve list end 

EISENHUT.DG Division of Licensing 03/05/02 Consolidated 
Edison Co Qf New York, Inc 50pp IS441 120 24X 

Fiche SD-DOO. 83/05/02, 03050204 55 


0305170711 Requests ref for assumptions h methodology used In 
esti mating post -accident rad latlan environs to complete 
environ equipment qualification review Discussion of source 
terms !, containment type should be included 

VAROA, S A Operating Reactors Branch I 83/03/02 DOLAN, J 
Indiana 5 Michigan Electric Co 2pp 10496 256 24X 

Fiche 30-315,83/05/02,8305170711 


8305160314 Requests addl info re Mercord pressure switch. Including 
details of functional verification during testing Info 
requested within 45 days of receipt of ltr 

VARGA, S A Operating Reactors Branch 1 63/03/02 DOLAN, J 

Indiana 6 Michigan Electric Co 2pp 18S05 334 24X 

Fiche 50-316,83/05/02,8305180814 


830S090359 Requests submittal of Class I 6 III fees for 811111 & 
030225 applications for amend to Licenses DPR-38 «, DPB-74 
re Tech Spec changes to reflect revised surveillance 
requirements for Safety -related snubbers 

DIGGS, R M License Fee Management Branch 83/05/04 DOLAN, ^ 
Indiana 6 Michigan Electric Co Ip 10367 219 24X 

Fiche 50-315,03/03/04,8305090339 


8305170-076 Forwarda Amends 73 S, 35 to Licenses DPR-3a 6 DPH-74, 
r es pec tl ve 1 y , sa f B ty evaluation U notice of Issuance & 
availability Amends permits storage of Nostlnghouse 15«13 
optimiied fuel assemblies w/U enrichment to 47. U-233 
WIGGINTON, D L Operating Reactors Branch 1 83/03/04 DOLAN, J 

Indiana b Michigan Electric Co 2pp 10495 166 24X 

Fiche 50-315,03/05/04,8305170076 


,0305170060 Amends 73 t/ 55 to Licenses DPH-50 ti DPR-74, resp ec tl ve I y> 
permitting storage o-f Westinghouse 13«15 optimiied fuel 
assemblies w/U enrichment up to A'/, U-23S 
VARGAfS a Operating Reactors Branch 1 03/05/04 9pp 

18495 169 24X Fiche 30-315,83/03/04,8303170076 


■8305170107 Safety evaluation supporting Amends 73 t> 55 to Licenses 
DPR-SS b OPR- 74, T esp ec t 1 VB 1 y 

• Office of Nuclear Reactor Regulation. Director 83/03/04 Spp 
10495 17B 24X Ftche 50-31 3, 83/03/04, 8303170076 


— 83 - 0317-0112 Notice of issuance 2, availability of Amends 73 b S3 to 
Licenses DPR-sa i DPR-74, r esp ec 1 1 Vo 1 « 

VAROA I S A Operating Reactors Branch I 03/05/04 2pp 
10495 103 24X Fiche 50-315, 03/05/04,8305170076 


8305100536 Advises that action required by Amends 67 «< 49 to Licenses 
DPR-3a 6 DPR-74. TBSpec tlvel y U Oenerlc Ltr 03-07 complete, 
based on otll negotiating u/DOE re disposal of high level 
waste or spent nuclear fuel 

VARGA, 3 A Operating Reactors Branch 1 03/05/04 DOLAN, J 

Indiana t Michigan Electric Ce 2pp 18505 076 24X 

Fiche 30-31 5, 83/03/04, 8303180536 


B30509D639 Generic Ltr 83-20 to all operating reactor licensees tt 
holders of CPs ro Integrated scheduling for implementation 
of plant mods Sve list enc 1 

EISENIlur.OG Division of Licensing 03/05/09 Consolidated 

Edison Co Df New York. Inc 16pp 18627 133 24X 

Fiche 30-000. 83/03/09, 8305090659 


0303160121 Application to amend Licenses DPR-S0 6 DPR-74, add ing Tech 
Spec Section 4 O 5 to Incorporate Inservlcc insp & testing 
requirements of asME Code Section XI Class III fee for Unit 
1 5 Class I fee for Unit 2 oncl 

HERING.R r Indiana J, Michigan Electric Co 03/03/10 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 4pp 18448 105. 
24X Fiche 50-315,83/05/10,8303160121 


■0305160126 Proposed Tech Spec Section A 0 S, incorporating Inservlce 
insp I, testing requirements of ASME Code Section XI 
« Indiana b Michigan Electric Co 03/03/10 32pp 18448 107 
24X Fiche 50-315,83/03/10,8305160121 


8305180838 Advises that Info provided in 821115 it 1214 Itrs re TMI 
Items 1 1 F 1 J 4i 1 1 F 1 2 on particulate monitors resolved 
concerns Info acceptable 

VAROA, S A Operating Reactors Branch 1 83/03/10 DOLAN, J 

Indiana 6 Michigan Electric Co 2pp 1BS06 013 24X 

Fiche 50-315, 83/03/10, 8303180838 


0305260285 Responds to NRC final rule 10CFH50 49 re electric 
equipment environ qualification Right to amend response 
reserved until meeting w/NRC scheduled to resolve environ 
qualification deficiencies 

HERING, R F Indiana A Michigan Electric Co 03/03/20 DENTON.H H 
Office of Nuclear Reactor Regulation, Director I6pp 18625 320 
24X Fiche 50-315,03/05/20,8303260201 
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3309310088 OiBtusaes plant-specific evaluation of relief safety 
valves fc related discharge piping analysis per 820709 1 tr 
Taledyne analysis revealed that discharge piping sys uill te 
overloaded l< supports stressed beyond allsuable limits 
HUNTERiR 3 Indiana Michigan Electric Co 83/05/27 EENTOMi H R 
Office of Nuclear Reactor Regulation. Director 2pp labSa 0<>3 
adX Flche 90-315. 03/05/27. 830531 0088 


6 Inspection reports. IE Bulletins J< correspondence 


0305200294 Forwards order imposing civil monetary penalties transmitted 
to licensee on 021014. for transmittal to Qfc of FR for 
publication U/o end 

AXELRAOi \/ A Director's Office. Office of Inspection and 
Enforcement 82/10/15 Docketing b Services Qianch Ip 
1091* 271 24X Flche 90-319.02/10/15,8309200394 


330524030’ rorwards IE- Insp Repts 90-315/8 1-04 >- 6O-.lli/03-03 on 
830215-0331 notice of violation 

SHAFER, w D Region 3, Office of Dliectoi aS'OS/OA DOLAN. J C 
American Electric Power Service Cqrp DOl.AN. J 5 Indiana b Michigan 
electric Co 2pp 18546 12* 24X Fiche 50-311, 83/05/06. 3309240302 


--B30524030O Notice of violation from insp on BJtJ2] 5-0331 

SHAFER IJ D Region 3, Office of Director 33/05/06 2pp 
19S48 120 74X Fiche 50-315.03/09/06,0305240302 


— 9309240309 IE Insp Repts 50-319/63-04 !- 90-316/63-05 on 830215-0331 
Noncompliance noted failure to complete Toch Spec 
surveillance b to establish fire kratch in timely manner 
SUANBON. E R . DUORV.N C . DOVD. DC Region 3. Office of Director 
83/09/06 tlpp 16546 130 24X Fiche SO-3 1 5. 63/05 '06. [1305240302 


0212060369 IE Info Notice 63-14, “Deuatei ed Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
• ncl 

TAVLORrJ M Division of Safeguards b Inspection Programs [Post 
630103) 03/03/21 Consolidated Edison Co of Now York., Inc 

112pp 18300 319 24X Fiche 50-000,83/03/21,8212060389 


8305170485 Confirms arrangements for B3062-’ moeting in Qlen Ellyn. IL 
to discuss BAUP for FaelUtlee 

NORELtUSiC 6 Division of Project (< Resident Programs 83/05/09 
DDLANi J E American Electric Pouoi Service Corp DDUAN. J C 
Indiana b Michigan Electric Co Ip 16470 C)60 24X 

Fiche 50-315,83/05/09,8305170485 


8303040021 IE Info Notice 03—21, "Defective Emergency Use Respirator 
8vc list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response [Post 030103) 03/04/13 Consolidated Edison Co of New 

York. Inc 126pp 18439 133 24X Fiche 90-000,03/04/13,8303040021 


8309020347 Forwards IE Insp Repts 50-319/83-01 b 50-316/83-01 on 
830117-21 b 0217 No noncomp I lance noted 

NDRELIUS, C E Division of Project b Resident Programs 63/04/15 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Indiana b Michigan Electric Co 2pp 18274 094 24X 

Fdehe 50-319,03/04/15,8309020347 


— 8309020348 IE Insp Repts 90-319/83-01 b 50-316/83-01 on 030117-21 b 
0217 No noneompl lance noted Major areas inspected QA/OC 
organliatlon b program work controls, design controls b 
control of contractor activities 

DUBRY. N . HELLER, J , HOLZMER, M Region 3, Office of Director 
93/04/14 llpp 18274 096 24X Fiche 90-315,03/04/15.8305020347 


6303040023 IE Info Notice 03-22, "QWR Saf e ty /Re 1 i ef Valve Failures *’ 
Sve Hit end 

JORDAN, 6 L Division of Emergency Preparedness b Engineering 
Response [Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Fiche 50-000,03/04/22,6303040023 


6303040029 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN. E L Division of Emergency Prepaxedness b Engineering 
Response (Post 630103) 83/04/25 Consolidated Edison Co of New 

York, Inc H9pp 18301 291 24X Fiche 50-000,03/04/25,8303040029 


8303040026 IE Infb Notice 03-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " 8vt list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 115pp 10382 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Oes Treatment Sys Heater High. 
Temp Trip Setpoint Adjustment " Sve list end 
JORDANiE L Division ef Emergency Preparedness b Engineering 
Response [Post 630103) 03/04/26 Consolidated Edison Co of New 

York. Inc U0pp 1B3B2 165 24X Fiche 50-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, 'Tallure of Sa f o ty /Re 1 lef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JDRDANrE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 B4X Flehe 50-000,03/09/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc ll2pp 16382 202 24X Fiche 50-000,03/05/04,0303040030 


8305170303 Forwards addendum consisting of ton f irma tory ,nea a ui amen ts 
program data sheet for IE Insp Repts 30-119/03-21 b 
50-316/82-21 Info closes out open items le comparison limits 
of Sr-90 samp le taken during 821113-19 insp 

PAPER lELLOiC J Region 3, Office of Directoi 63/09/09 1)01 AN, J C 

American Electric Power Service Ctirp DOLAN. J E Indiana b 
Michigan Electric Co Opp IR470 Oil 24X Fiche 30-313.63/05/09, 
8309170503 


6309160121 Applicatlo.n to amend licenses t)PI( -SO b DPR- -V4. add I ng Tech 
Spec Section 4 0 9 to Incorporate in service insp b testing 
requirements of ASME Code Section XI Class III foe for Unit 
1 b Class I fee for Unit 2 encl 

HERINC.R F Indiana b Michigan Electric Co 03/05/10 OrNTON,)! I) 
Office of Nuclear Reactor Regulation, Director 4pp IU440 105 
24X Fiche 30-319,83/03/10,0309160121 


8305160126 Proposed Tech Spac Section 4 0 5, 1 nc orporat i ng Inservice 
Insp b testing requirements of A3ME Code Boclion xt 
» Indiana b Mielitgan Electric Co 03/05/10 3,'pp 18440 109 

24X Fiche DO-319, 83/03/10, 0309160121 


u.jujw-,uwj>. 11 . inro Notice 03-30. 






Operating Procedures [COP) OuidoHnes 

JORDAN, E L Division of Emergency Propai gdiiass b fnginoerlng 
Response (Post 030103) 83/09/11 Consolidated Edison Co of New 

York, Inc ll4pp 1Q9P4 003 24X Fiche 90-000.83/03/1110303040034 


8305240076 Ac k receipt of 630420 I tr infcrnniig NRC of steps taken to 
correct violations noted In IF. Insp Repts 9O-319/QJ-02 b 
90-316/63-02 

SilAFER. (J D Region 3. Office of Director f)J/03/l7 DOLAN. J E 
American dectrle Powof Service Corp DOLAN, J r Indiana «, lllcliigan 
Electric Co ip JQ948 326 24X (Icho 00-3 1 f) . 03/09/ 17. 8309240078 


—6303240006 Responds th NEC 830329 Iti re violations noted In 1C Insp 
Repts JO-3 1 9/63-02 b 90-316/03-0P Corrective actions Itr 
poemphas 1 J i ng need to Insure testing w/approved procedures 
sent to all chemical section peruonriol 

HUNTER. n 8 Indiana b Michigan Electric Co 03/04/2U 

KEPPLFR. J 0 Region 3. Office of Director 2p e 10946 3SV 04X 

Fiche 90-315,83/05/17,6309240078 

0303040040 IE Info Notice 63-31. "Error In ADLPIPE Computer Program " 
avc iificoncl 

JORDANiE I Division of Fmergency I’repai ediic ss b Engineer (no 
Response (Post 630103) 63/09/19 Consolidated Edison Co of New 

York, Inc ll4pp 10697 009 24X Fiche 50-000.83/09/19,0303040040 


6303040046 IE Info Notice 83-33, "Nonrepresenta t i ve Sampling of 
Con i na te a Oil Sve list ciicl 

JORDAN, C 1 Division of tmergoncy Propai udnos s b Engineer Ino 
Response iPost 830103) 83/05/26 Consolidated Edison Ce° of New 

York, Inc lldpp 18647 OO/ 24X Ftclio 50-000,63/09/26.0303040046 


R Periodic operating reports b related correspondence 


8303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list encl 
JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc ll9pp 10441 001 24X Fiche 50-000,03/09/04.8303040031 






under separate cover 
HSR I NS. RF Indiana b Michigan Electric Co Bl/05/03 DCNTDN.H R 

Reactor Regulation, Director Ip 18363 360 24X 

Fiche 90-319, 83/09/03, 6309090363 JOJ Jou 


9303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Bve list encl 

JORDANiE L Division of Emergency Preparedness b Engineering 
Aespense (Post 030103) 03/09/06 Consolidated Edison Co of New 

York. Inc 119pp 1B923 248 24X Fiche 90-000,03/03/06,8303040033 








Operating Rept, 1902 
HERINSiR F Indiana b Michigan Electric Co 83/03/03 DENTON.HII 

RbOulatlun. Director Ip 16433 300 24X 

Fiche 30-319,63/09/03,8305160034 JUU 24X 
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-'8303 140062 "DC Coolt Nuclear Plant Units 1 // S Annual Environ Operating 
Rapt. 1902 

• Indiana tc Michigan Elsctrir Co s American Electric Pouer Co ■ 
IOC 83/05/03 333pp 18^133 301 S4XFiche 50-315.83/05/03. 

8303(40034 


S Reportohle occurrences. L£Rs 4 related correspondence 


8305130146 Foruards LER 03-03 3/03L-'0 

SMITN.PI G Indiana 4 Mlcfiigan Electric Co 83/04/15 KCPPLER. J 0 

Region 3. Office ot Director Ip 18438 113 24X 

Fiche S0'3I4. 83/04/13. 8303130166 


—8305130174 LER B3-033/03L— O on 030312. dur i ng surveillance testing on 
main turbine stop valves, reset function for pTorloiitg sultch 
on (top valve C failed to operate Trip function made 
Inopeiable for replacement on S30319 Cause unlnoun 
PALMER. R A Indiana 4 Michigan Electric Co 83/04/15 Region 

3. Office of Director tp 1943B 114 24X Flthe 50-316,83/04/15. 

8305 1 301 66 


6305020072 Fortuards LER 03-O34/O1T-O 

SMITH.W O Indiana 4 MlcMgan Electric Co Sa/Od/lf KEPPLEfl. J 0 

Region 3. Office of Director Ip 18379 233 24X 

Fiche 30-316.83/04/19.9303020072 


— 8305020078 LER B3-036/Oir-0 on 830414. cable vault halon sys declared 
Inoperable after felling to meet design concentrations uh 11 e 
performing nonrnutine test Cause not daterialned Revleu of 
test data 4 testing continuing 

UACOUEGjP Indiana 4 Michigan Electric Co 83/04/19 Region 3. 
Office of Director Ip lB2/9 234 24X Fiche 50-314.83/04/19. 

8305020072 


S305020440 RO on 830420. was 1 8 gas holdup sgs eiceeded ocggen 4 hydrogen 
lloiita Cause not s ta ted. Proposed Tech Spec changes 
Increasing oxygen concentration limit ulll be ravleued by 
830422 Folloieup rept ulll be subnitCed within 14 days 
SMtTH.W 0 Indiana 4 Michigan Electric Co 83/04/20 KEPPLER. J 0 

Region 3. Office of Director ip 18263 091 24X 

Fiche' 30-31 3. B3/04/20. 8303020440 


8305020161 Forwards LERs a3-037/03L-0 4 83-038/034-0 

6HITH. W G Indiana & Michigan Electric Co 03/04/22 KEPPLEfl. J O 

Region 3. Office of Director Ip 18284 066 24X 

Fiche 30-3 1 6. 83/0 4 /2a. 8305020 1 6 1 


— 0303020171 LEfl 03-037 /03L-0 on 630323. Fire Door 386 found unlatched 
during normal operation Caused by insufficient closer 
mechanism force Door closer mechanism adjusted 

RQBINSON.D Indiana & Michigan Electric Co 83/04/22 Region 
3. Office of Director Ip 13284 069 24X Fiche 30-316,83/04/22. 

6303020161 


—6305020177 LER 83-03S/03L-0 on 030405. four logic test positions tested 
unsatisfactorily during solid-state protection sys (train A1 
surveillance test Caused by failed universal card A-304 
Logic card replaced Sys operabilitg verified 

PALMER.R A Indiana h Michigan Electric Co 83/04/22 Region 
3, Office of Director Jp 18284 070 24X Fiche 50-316.83/04/22, 

3303020161 


— 8303170451 LER 83-041/O3L-O on 830407. during normal operation, OA Imp 
of containment revealed several Items of loose debris 6 
inadeguately restrained items Items removed or properly 
secured 

CARTEAUXiP Indiana te Michigan Electric Co 83/05/06 Region 
3, Office of Director Ip 18469 314 24X Fiche 30-316, 83/05/06, 

8303170446 


8303130206 flO on 830506, d 1 scovered that chemical vol control sys 
holdup tanis not sampled in 12 h time period required whan 
automatic gas analyzer Inoperable Sample performed approi 
4-5 h late 

SMITH. W O Indiana S< Michigan Electric Co 03/03/09 KEPPLER. J 0 

Region 3, Office of Director Ip 18439 337 84X 

FlCh e 30-319, 83/03/09, 0305130206 


8303240145 LER E3-042/O3L-O on 830427. checi valve N8-262(CCU teal water 
to H2 sampling pumps} found leaking Caused by dirt buildup 
on valve seating surfaces Valve Internals cleaned Seating 
surfaces checked U/Q30517 1 tr 

RODINSON.D , EMITH.U 0 Indiana & Michigan Electric Co 03/05/17. 
KEPPLER, J O Region 3, Office of Director 2pp 18549 007 24X 

Flthe 50-316.03/05/17.8303240145 


8305270223 Forwards LERs 33-043/O3L-0 «< 83-044/03L-0 

6H1TH.U G Indiana t, Michigan Electric Co 83/05/20 KEPPLER, J 0 
Region 3, Office of Director Ip 18637 236 24X 

Fiche 30-316.03/05/20,0303270223 


—8303270227 LER a3-043/O3L-0 on 830423. revl ew of train A »> B lower 
containment airborne monl tors, ERS-2300 t, 2400. reveal e d 
incorrect wiring per approved physical prints Monitors 
removed from sve 6 corrections made 

PALMER. R A Indiana & Michigan Electric Co 83/03/20 Region 
3, Office of Director ip 10637'234 24X Fiche 50-316,83/09/20. 

8309270223 


— 8303270230 LER a3-044/03L-0' on 030421.20 pslg difference between 
pressurlicr pressure channels existed Caused by pressure 
transmitters for NPP— 192 8, 133 drifting Transmitters 
satisfactorily calibr 

PALMER. R A Indiana tt Michigan Electric Co 83/09/20 Region 
3, Office of Director ip 18637 233 a4X Fiche 90-316,83/09/20. 
8305270223 


8305310179 LER B3-045/03L-0 on 830424. upper containment normal range 
area & lower containment airborne monitor channels declared 
Inoperable due to bad data In channel parameter files Caused 
by unverified terminal printouts W/B30324 Itr 

PALMER.R A , SMITH.W 9 Indiana V Michigan Electric Co 83/03/24 
KEPPLER, J O Region 3, Office of Director 3pp 18632 202 24X 

Fiche 30-316,83/03/24,0303310179 


DOCKET 30-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT I 


F, Security, medical, emergency It fire protection plans 


8303030190 Forwards IE Insp Repts 30-317/83-07 I. 30-318/83-07 On 
830315-04(2 No noncomp I lane • noted 

STAROSTECK 1 1 R Division of Project (< Resident Programs 03/04/19 
LUNOVALL.A E Qaltlmore Oas & Electric Co 2pp 18300 243 24X 
Fiche 30-317,83/04/19.0303030198 


8309020192 Forwards LER B3-O39/0tT-0 

SMITH, W G Indiana * Michigan Electric Co 83/04/22 KEPPLER, U O 

Region 3, Office of Director Ip 18277 286 24X 

Fiche 50-316,83/04/22,8305020192 


’8305020198 LER 83-039/01T-0 on 030400, p otent lal for violating RCS temp 
Av-tr^iSC lit DflQ ARdi^sls diipifiQ pi*opo$otf 

Tech Spec review Admlni strat Ive temp average limit of 575 F 
Imposed 

PALMER. R A Indiana J< Michigan Electric Co 03/04/22 Region 
3, Office Of Director 9pp 18277 287 24X FlcBe 50-316, 

03/04/22. B305020192 


0303120318 Forwards LER B3-040/03L-0 

SMITH.W Q Indians fc Michigan Electric Co 03/05/04 KEPPLEfl, O' O 
Region 3, Office of Director Ip 1043] 081 24X 

Fiche 30-316. 83/05/04.8303120318 


— 8305120324 LER 83-O4O/03L-O on B30422,CCW west HX outlet to 
mi Seel laneous sve valves failed to operate within inservice 
inip tlsn time 1 Imi ts. Caused by infrequent IS! testing 
Jfil testing frequency Increased from quarterly to monthly 
ROBINSON.D Indiana L Michigan Electru Co 83/05/04 Region 
3. Office ef Director Ip 16431 082 24X Fiche 50-316.83/05/04. 

8305120318 


S3 031 70446 Forwards LER S3-041/03L-0 

SMITH.W a Indiana & Michigan Electric Co 83/09/06 
Region 3, Office of Director Ip 13469 313 24 X 

F 1 c h e • 30-3 1 6, 83 /03/06, 8305 170446 


KEPPLER. J 0 


— 8305030208 IE Insp Repts 50-317/03-07 «, 30-318/03-07 on 830313-0412 Na 
noncompliance noted Major areas inspected control room, 
accessible plant struc tures, plant operation, radiation 
protec tion, physical security 8, fire protection 

AflCHITZEL.R E , TRIMDLE. D C ■ MCCABE, E C Division of Project << 
Resident Programs 03/04/10 23pp 18300 245 24X 

Fiche 90-317.83/04/19.0303030198 


8305060077 Forwards exemption request for relief from requirement for 
Ins tal la t ton of f 1 xed/autoaia tic fire suppression sys in 
control room complex N intake structure, per 830304 request 
CLARK, R A Operating Reactors Branch 3 83/04/21 LUNOVALL.A E 

Rochester Qas t> Electric Corf 3pp 18359 264 24X 

Fiche 50-317.03/04/21.8303060077 


— 8305060084 Exemption from requirements for installation of fixed/ 
automatic fire suppression sys in control room complex 6 
Intake structure 

EISENHUT.O o Division of Licensing 83/04/21 Baltimore Gas & 
Electric Co. 3pp 10359 267 24X Fiche 50-317,83/04/21, 

8303060077 


0305060627 Releases public version of rev to emergency plan 
implementing procedure 

FELTON. J M. Division of Roles and Records 83/04/29. Document 
Management Branch Ip. 18399 201 24X Fiche 90-317,83/04/29, 

0309060627 
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’Q303060&31 Foruards public vcrdlon of Rev 9i Change 2 to Emergencg Plan 
Implementing Procedure ERPIP 4 4 re post-accident sampling 
apparatus S< Rev S.Change 1 to ERPIP 4 & 3 re guide for 
Selection of respirators 

• Qaltlmore Gas & Electric Co Q3/04/07 NRC - No Detailed 
Affiliation Given Ip 193S9 202 24X Fiche 30-317,83/04/29, 

8305060627 


■8303060633 Public version of Flev ?, Change 2 to Emeigencg Plan 
Implementing Procedure ERPIP 4 4 7 re post-accident sampling 
apparatus 6 Rev 8, Change 1 to ERPIP 4 9 3 re guide for 
selection of respirators 

RUSSELL, J B Baltimore Gas 6 Electric Co 83/03 '30 6pp 
10339 203 24X Fiche 30-317,83/04/25,8303060627 


8309110034 Generic Ltr 83-21 to ail licensees of operating reactors, 
applicants for OLs U holders of CPs re c lar i f i ca t i on of 
access to control procedures for lau enforceinont visits 
SVC list end 

elSENKUT, 0 O Division of Licensing 03/05/1 1 Consolidated 

Edison Co of Neu York, Inc 16 pp 18540 095 24X 

fiche 50-000,03/03/11-0305110034 


J Insurance 6 Indemnity information 


8309260302 Forieards Endorsement S3 to NELIA Policy NF-216 6 
Endorsement 42 to MAEUU Policy MF-76 

OAMMIE.O D Daltlmore Gas & Electric Co 03/05/23 DINITZ, I 
Assistant Director for State 6 Licensee Relations 3pp 10625 163 
24X Fiche 50-317,83/09/23,8305260302 


P Operating license stage documents 6 correspondence 


8305240249 FDIA request for three Categories of documents re Reactor 
safety Study Methodology Application Program 
(NUREO/CR-1659, Uols 1-4) h Interim Reliability Evaluation 
Program (NUREO/CH-251 9, 2787 & 2002) 

SHQLUY.S C Union of Concerned Scientists 83/03/11 FELTON, J M 
Division of Rules and Records ip 18593 178 24X 

Fiche 50-000,03/03/11,8305240249 


8309240254 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application L 
Interim Reliability Evaluation Program repts Foruards 
App A documents Search for addl documents in progress 
FELTON, J M Division of Rules and Records 83/03/31 SHOLLY, 3 C 
union of Concerned Scientists 2pp 18593 179 24X 

Fiche 50-000,03/03/31,8303240254 


-8305240269 Forwards comments (< corrections to Reactor Safety Study 
Methodology Applications Program (RSSMAp) analysis If rept 
is to be pub 1 1 shed, c 1 ear statement of program assumptions U 
limitations should be Included 

TIERNAN, J A Daltlmore Gas «, Electric Co 02/03/05 DURDICH, 0 R 
Office of Nuclear Regulatory Research, Director 35pp 
18593 255 84X Fiche 50-000,03/03/31,8305240254 


0305040783 Forwards Amends 82 t< 65 to Licenses DPR-53 6 DPR-69, 
respectively, safety evaluation t, notice of issuance 
availability Amends revise Tech Specs to increase steam 
generator min pressuri tat ion ’temp 

UAFFE, D H Operating Reactors Branch 3 03/04/21 LUNDVALL, A E 

Baltimore Oas 6 Electric Co 2pp 10327 204 24X 

Fiche 50-317,03/04/21,8305040783 


-8305040/89 Amends 82 6 65 to Licenses DPR-93 I, DPfi-69, respect ively, 
increasing steam generator min pressurl lat Ion temp, 
correcting typographical error tt limiting overtime for 
personnel involved in safety-related activities 
CLARK, R A Operating Reactors Branch 3 83/04/21 34pp 

18327 206 24X Fiche 50-317,83/04/21,0305040783 


■8305040793 Safety evaluation supporting Amends 02 t> 65 to Licenses 
DPR-S3 tc DPR-69, respectively 

• Office of Nuclear Reactor Regulation, Director 83/04/21 3pp 
18327 240, 24X Fiche 50-317,83/04/21,8305040783 


—8305040795 Notice of issuance 8< availability of Amends 02 6 65 to 
Licenses DPR-53 6 DPR-69, respect Ivel y 

CLARK, R A Operating Reactors Branch 3 03/04/21 2pp 

18327 243 34X Fiche 50-317,83/04/21,0305040783 


8305060045 Forwards SER supporting util responses to NUREO-0737, I terns 
II F 1 4, "Containment Pressure Monitor," II F 1 5, 

"Containment Hater Level Monitor" 6 11 F 1 6, "Containment 
Hydrogen Monitor " Items resolved 

CLARK. R A Operating Reactors Branch 3 03/04/21 LUNOVALL, A E 

Baltimore Gas t< Electric Co 9pp 18354 299 24X 

Flthe 50-317,83/04/21,0305060045 


8309060396 Submits improvement program to decease personnel error/ 
action-related events Two types of personnel awareness 
programs initiated Training staff increased f- instructor 
ma t 1 s upgraded 

TIERMAN, J A Baltimore Oas f, Electric Co 33/04/27 CLARK.fi A 
Operating Reactors Branch 3 3pp 10343 174 24X 

Fiche 90-317,83/04/27.3305060396 


8305060402 Application for amerid to Licensor DPR— 53 6 DPR“69< Chang Ing 
Tech Spec to clarify wording of surveillance requirements 
for sealed sources each time reactor startup occurs Fee enc 1 
LUNDVALL. A E Baltimore Oas 6 Electric Co 82/04/27 CLARK, R A 
Operating Reactors Branch 3 DpP 10343 291 24X 

Fiche 50-317, 03/O4/P7. 0305060402 


— 0305060405 Proposed Tech Spec c hang e s . c 1 ar ) f y i ng wording of 
surveillance requirements for sealed s-i.ucces each time 
reactor startup occur s 

» Baltimore Gas 6 Electric Co 83/04/27 7pp 18343 296 24X 

Fiche 50-317.83/04/27,8309060402 


830S020459 Generic Ltr 83-19 to all power rodctor >. testing licensees 
re new procedures fdr providing public notice concerning 
Issuance of amends to CLs Sve list enci 

EISENHUT.D Q Division of Licensing 03/09/02 Con so 1 1 dated 
Edison Co df New York, Inc 50pp 10441 120 24X 

Fiche 50-000,03/09/02,0303020455 


0305180760 Advises that action required by Amend 61 to License DPR-69 h 
Amend 00 to License OPR-93 complete since util negotiating 
w/DQE re disposal of high level waste or spent nuclear fuel 
JAFFE, 0 H Operating Reactors Branch 3 83/05/04 LUNDVALL, A E 

Baltimore Gas 6 Electric Co ?pp 10506 035 24X 

Fiche 50-317.33/05/04,0305180760 


8305170246 Forwards Amends 03 6 66 to Licenses OPR-53 f, DPR-69, 
res p ec t 1 ve 1 y, sa f e ty evaluation 6 notice of Issuance 6 
availability Amends revise Tech Spec requirements for 
equipment hatch 6 safety-related air filter sys 

JAFFE, 0 H Operating Reactors Branch 3 83/05/05 LUNDVALL, A E 

Baltimore Gas 6 Electric Co 3pp 104// 011 24X 

Fiche 50-317,83/09/05,0305170246 


—0309170259 Amends 03 t, 66 to Licenses DPn-53 *, DPR-69, res p oc t ive 1 y, 
revising Tech Spec surveillance requirements for equipment 
hatch 6 safetij-related air filter sys 

CLARK. R A Operating Reactors Branch 3 03/05/05 64pp 

10477 014 24X Fiche 50-317,03/09/05,8305170246 


— 8305170266 Safety evaluation supporting Amends 03 6 66 to Licenses 
DPR-53 ti DPR-69, respec t Ive ly 

• Office of Nuclear Reactor Regulation, Director 03/09/09 7pp 
10477 070 24X Fiche 90-317,03/09/05.0305170246 


— 8309170273 Notice of Issuance !> availability of Amends 03 t, 66 to 
Licenses DPR-S3 h DPR~69, respec I ively 

TRAMMELL, C M Operating Reactors Branch 3 83/09/05 Spp 

18477 035 24X Fiche 90-317,83/09/05,(3309170246 


030518059/. Foriuards Amends 84 6 67 to Licenses DPR -03 t< DPR-69. 
respect! vely, safety evaluation 6 notice of issuance 6 
availability Amends allow periodic testing of control 
element assemblies w/lnoperable reed switch stack sys 
JAFFE, D H Operating Reactors Branch 3 03/05/05 LUNDVALL, A E 

Baltlmoie Oas 6 Electric Co 3pp 18505 090 24X 

Fiche 50-317.03/05/05,0303180556 


— 8309100379 Amends 84 6 67 to Licenses BPR-93 b DPR-69, respec t Ive ly- 
aliowing periodic testing of control element assemblies 
u/lnoperable reed switch stack sys 

CLARK, R A Dperating Reactors Branch 3 S3/O5/0S 17pp 

18503 093 24X Fiche 50-317,83/03/09-0305180356 


-8309180607 Safety evaluation supporting Amends 84 6 67 to Licenses 
DPfi-S3 DPR~69, respectively 

* Office of Nuclear Reactor Regulation, Director 83/09/05 4pp 
18305 111 24X Fiche 50-317,03/05/05-0303180356 


— 8309180614 Notice of Issuance X, availabiliti/ of Amends 04 t, 67 to 
Licenses DPR-33 & DPfi-69, respec t ivel y 

TRAMMELL, C M Operating Reactors Branch 3 83/05/03 2pp 

18303 119 84X Flehe 50-317.83/03/03.8309100536 


830S090639 Generic Ltr 03-20 to alt operating reactor licensees 6 
holders of CPs re Integrated scheduling for imp] amenta tion 
of plant mods Sve list enc] 

EI6ENHUT.0G Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 153 24X 

Fiche 30-000,83/05/09,8303090639 
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asoai-^oava Bftponds to sscaas it? re current qua U f 1 c at 1 on status !< 
plans for completion of environ qua 1 1 f iCa 1 1 on of all 
tafa tq-rela t e d electrical equipment Ettension to BS0430 for 
CDOipletion requested for Unit l 

LUNDVAH-, A.E Baltimore Oas «. Electric Co B3/0S/\Q CLARK. R A 
Operating Reactors Branch 3 4pp 1B501 107 SOX 
Flehe 30-317, 33/05/10, 83031 903'?3 


8305200073 Forwards request fpr addl info le B30304 submittal on 
main ste-am line brea t analijsls Operation justified pending 
carpletlen of revised analqsis 

CLARK.R A Operating Reactors Branch 3 B3/05/10 LUHEVALL, A E 

Baltimore Oas it Electric Co 3pp 1034! 033 24X 

Flche 80-317.83/05/10,0305200070 


B3053&0274 Forwards response to 030409 draft technical evaluation rept 
re control of heavq loads Phase I review complete Ut i i 
position accepted per B303I8 telcon 

ASH, R E Baltimore Oas Ji Electric Co 83/05/24 EISENHUT. 0 S 
Division of Licensing 2pp 13628 161 2qX Fiche 50-31 7, 83/08/24, 
8309260294 


8305270027 Forwards marked-up proposed Tech Spec 3/4 6 1 6 re 
containment tendon surveillance 

PATTERSON, M D Baltimore Oas t Electric Co 03/08/24 JAFFE, D H 
Operating Reactors Branch 3 3pp IB633 310 24X 

Flche 50-317- B3/05/24, S3D3270029 


0 Inspection reports, IE Dulletlns U correspondence 


0212060385 IE Info Notice 03-14, "DewatBre d Spent fon Exchange Resin 
Suiceptib 1 1 i tg to Eiothermlc Chemical Reaction '' Sve list 
enc 1 

TAYLOR. J M Division of Safeguards !r Inspection Programs (Post 
830103} B3/03/21 Consolidated Edtsen Co of New York. Inc 

il2pp 18300 3l9 24X Flche 50-000,33/(73/21,8212060385 


0303040021 IE Info Notice 83-21. "Defective Emergancg Use ftespirator " 
Bve fist encl 

.JORDAN, E L Division of Emergencu Preparedness & Engineering 
Response IPost B301031 83/04/15 Consolidated Edison Co of New 

Yorl. Inc 126pp 13435 1 SS 24X Ficha 50-000.83/04/15,8303040021 


8305030190 Forwards IE Insp fiepts 90-317/83-07 k 30-313/03-07 on 
830319-0412 No noncomp 1 1 an c e noted 

STAROSTECKl, R Division of Project & Resident Programs 83/04/17 
L8N0VALL. A E Daltlraorc (3a s 1. Electric Co 2pp IS300 24 3 24 K 
Ficha 50-317,03/04/19.83(35030178 


—0305030208 IE Insp Repts 50-317/83-07 «■ 3D-31S/03-O7 on 830315-0412 No 
noncomp 1 1 ance nPted Major areas inspected control room, 
accesslhle plant struc tures, p lant opera t ion. rad iat Ion 
pr 0 tec t Ion, phys Ic a 1 security l< fire protactlon 

AflCUrTZEL.ft E , TRIMBLE, D C , MCCABE, E C Division of Project & 
Resilient Programs 03/04/18 22pp 18300 245 34X 

Flche 50-317,83/04/19,0305030178 


8303040023 IE Info Notice 83-22. "DWR Sa fety/Rel lef Valve Failures " 
Syc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPnst 030103) 83/04/22 Consolidated Edison Ca of Neu 

York. Inc ll2pp IB3B3 00? 24 X Flche 50-!}D0, 03/04/22, B30304 0023 


8303040025 IE Info Notice 83-23, Ino-perah 1 e Con ta I n,Tsr t Atmosphere 
Sensing Sys Sve list end 

JOftDAN.E L. Division of Emergency Preparedness >. Engineering 
Response (Post 8301031 83/04/25 Cansolldated Edison Co at New 

York, Inc l|9pp 10301 291 24X Flche 50-000,03/04/25,8303040025 


0305020340 Ack receipt of 830330 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-317/03-01 6 
30-318/03-01 

BELLAMY, R R ReglPn 1, Office of Director 83/04/26 LUNOVALL, A E 
Baltimore Oas 6 Electric Co Ip 1B377 065 24 X 

Fiche 30-317,83/04/26,8305020340 


—8305020344 Responds to NflC 830303 Itr re violations noted In IE Insp 
Repts 50-317/83-01 1< 50-318/83-01 Corrective actions changes 
made to Radiation Safety Procedures 2-306 t 2-305 for max 
air flow tc pratection fac tor, respect i vs ly 

LUNDVALL. A E Baltimore Oas 6 Electric Co 83/03/30 MARTIN. T T 
Division of Engineering fc Technical Programs 2pp 18277 066 
24X Flche 50-317,83/04/26, B303020240 


B305H0276 Forwards IE Insp Repts 50-317/33-09 6 90-318/83-09 on 
830406-00 No noncompliance noted 

WARTIN,T T Division of Engineering 6 Technical Pregrami 83/04/27 
LUNDVALL, A E Baltimore Gas 6 Elactrlc Co 2pp 18393 237 24K 

Flche. 50-317, 83/04/27,8305110276 


--0305110^7'’ IC Insp Repts 50-317/83 09 V 5o-3!Q/a3-09 on 830406-00 No 
noiu uinp 1 1 ant e noted Major ax eas mspettej eitviian monitoring 
pfogra/ti for opera t ion a, me lud ing mgt t on trol s, program for DC 
of analytical measurementa ! imp 1 emcn l , 1 1 on of ptogram 
JANO, J C , PASCtAK,l4 J Region 1 , Orrice of Director 83/04/26 
4pp 18393 239 24X Fiche 50 -31 7 , 83/04 , 27. 8305 1 1 0276 


8303040026 IE Info Notice 83-24. "Lonse Palis in Secondary Bide of 
Steam Geiiorators at PWRs " &vc list encl 

JORDAN.E L Division of Emergency Propd'edness *- Engineering 
Response (Most 0301031 03/04/28 Consolidated Edison Co of New 

Vorl, IiK U5pp 18302 047 24/ Fiche 50-000.83/04/28,8303040026 


8303040027 IE Info Notice 83-25. '"Standby Ga. Tieatment By s Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 

JORDAN, E L Division of Emergency Prepaiedness V Engineering 
Response (Past B30103) 83/04/28 Consolidated Edison Co of Neu 

Vork, Inc HOpp 18382 163 24X Fiche 50-000,83/04/28.830304 0027 


8303040028 IE Info Notice 83-26, "'Failure or Sarety/Re 1 1 e f Valve 
Discharge Line Vacuum Breakers " B'.c list encl 
JORDAN, L L Division of Emergency Preparedness t Engineering 
Response (Post 8301031 83/03/03 C, into 1 i dated Edison Co of Neu 

Vort:, Ini 122pp 10441 170 24 X Fiche 30-000,83/05/03,0303040028 


8303040030 IE Info Notice 83-27. “Op era 1 1 ona 1 Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment Sve list encl 

JORDAN, r L Division of Emergency Prepaiedness 7. Enginoeilng 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc I 12pp 10383 282 24y Flche 50-000, 83/05/04. 83(53040030 


S303040031 I£ Info Notice 03-20. "Criteria for Protective Action 
Recairimenda t ipns for General Emergencies Sve list encl 
JORDAN, C L Division of Fmergency Preparedness f Engineering 
Responsp (Post 030103) 83/05/04 Conso) (dated Edison Co of Neu 

York, Inc I19pp 1044 1 001 24X Fiche 50-000, 83/03/04, 030304003} 


8309060412 Submits description ut analyses of main steam line brea), 
InstdE containment per IE Bulletin 80-04 resulting in 
830430 LER Feedwater sys mods being initiated Continued 
operation justified 

LUNDVALL, A E Baltimore Oas L tier trie Co 03/05/04 CLARK, R A 
Operating Reactors Branch 3 Spp 10343 265 24X 

Flche 50-317,83/05/04,8305060412 


B30304003J IE Jnfo Notice 83-29, "rupl Binding Caused by Fuel Rack 
Def orma 1 1 on " Sve list encl 

JORDAN, E L Division of Emergency i^repai edne s s 6 Engineering 
Heapo-nse (Post 8301031 03/05/06 Consolidated Edison Co of New 

Yorli, Inc 11 Spp 18523 24B 24X Flche 50-000,03/05/06.8303040033 


B3D304G034 IE Info Notice 03-30, "M i sapp 1 1 x .. 1 1 on of Generic Emergency 
Operating Procedures (EOPI Guidelines " Sve list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Pose 030103) S3/OS/11 Consolidated Edison Co of Neu 

Vork. Inc 1 i4pp 18524 003 24X Mche 50-000.03/05/11,0303040034 


8305200620 Forwards Info in response to remaining open issues in IE 
Bolletlr. 80-04 re main steam line break inside containment, 
supp I emi'iit ing 830504 Itr Installation of main feedwater sys 
trip scheduled for completion by 831117 

LUNDVALL, A E Baltimore Oas 6 Electric Co 03/09/17 CLARK, B A 
□parating Reactors Branch 3 3p p 16520 062 24 X 

Fiche 90-317,83/05/17,0305200620 


— 8305200626 Diecusses analyses of potential consequences of main steam 
line brealc inside containment w/fai 1 ed-open main feedwater 
regulating valve k provides justification for continued 
Operat iofi. per IE Bulletin 80-04 Related info encl 

LUNDVALL, A E Baltimore Oas 7, Electric Co 83/05/17 CLARK., H A 
Operating Reactors Branch 3 30pp 18520 065 24X 

Flche 50-317.83/05/17,8305200620 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program ” 
8vc list enc 1 

JORDAN, E L Division of Eaieigency Preparedness A Engineering 
Response (Post 830103) 03/05/19 Coiia P 1 i da ted Edison Co Of Neu 

York, inc 114pp 10697 009 24X Fiche 90 - 000 . 83/05/ 1 9, 8303040040 


6303040046 IE Info Notice 03-33, "Nonr ep res eiita 1 1 ve Sampling of 
Contaminated Oil '' 8vc list encl 

JORDAN, C L Division of Emergency Prepaiedness 6 Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co Of Mew 

York, Inc 114PP 18647 007 24X Fiche 90-000.83/05/26,8303040046 
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J? Periodic Dpeidtin^ reports I telated coi respondence 


6305200631 Pcruards mcteoro 1 09 loa 1 (or semkannual ePfluent repts 

for 1932 

LUNOVALL, A E Daltimoro Gas K Electric Co 83/09/04 ALLAN. J t1 
Region 1. Office of Director Ip 1B519 173 24X 

Fle/ie SO-3 17, 83/09/04, B305200631 


--OSOSaOOAI-O "Calvert Cliffs Nuclear Pouer P 1 an t , He tear o 1 og 1 c a 1 Data," 
Jan- June 1982 

• Baltiraoro Gas << Electric Co 83/05/04 68pp 18319 174 24X 

Flcha 50-317,03/09/04,8309200631 


— 830S2006SO "Calvert Clifts Nuclear Power P laii t, Me teor 0 I og 1 ca 1 Data," 
Jo 1 -Doc 1982 

• 0altimare Gas & Electric Co 83/09/04 68 pp 10919 241 24X 

Ficne 90-317,83/05/04,0309200631 


8309200964 Forwards monthlg operating repts for Apr 19B3 

LOTITD,E M Dalltmore Gas 6 Electric CP 03/09/13 Director's 

Office, Office of Inspection and Enfoicement Ip 10314 128 24X 

Ficho 50-317,83/09/13,8303200564 


—0305200504 Monthlg operating repts for Apr 1903 

LOTITO, E Baltimore Gas t- Electric CO 83/09/13 lOpp 
18314 129 24X FlchO 90-317,83/05/13,0309200964 


0305060330 PNO-1-03-044 on 030303, 0 f re c t of continued feedwater flow 
due to failed open feedwater regulating valve 1 ncorporat ed 
per addl questions re licensee response to IE Bulletin 
eO-04, "Analgsls of PWR Mam Steam Lino Breat " 

ARCHIT2EL, MCCABE Region 1, Office of Director 83/03/03 Ip 
10347 292 24X Fiche 30-317,83/09/03.0309060930 


B309060412 Sutunits description of analgses of mam steam line break 
inside containment per IE Bulletin 80-04 resulting In 
030430 LER Peedwatar sys mods being initiated Continued 
operation justified 

LONDVALL, A E Baltimore GAs 6 Electric Co 83/05/04 CLARK, R A 
Operating Reactors Branch 3 8 pp 10343 365 24X 

FUhe 30-317,03/09/04,0303060412 


0309190297 Forwards LER a3-0a3/04X-0 

RUSSELL, L B Oaltimore Oos A Electric Co 03/03/09 ALLAN. J M 
Region 1, Office of Director Ip 10901 111 24X 

Fiche 50-317,03/05/03,0309190297 


— 0303190290 LER B3-022/O4X-0 on 021110 . higher than normal radioactive 
Ag-llOm levels found in ogster samples Caused bg natural 
tendencg of ogaters to bioconcentrate environ silver All 
releases in CY32'S3 within allowable ETS limits 

BROQST.G E Baltimore Gas & Electric Co 83/09/03 Region I. 
Office of Director Ip 18901 1 12 24X Fiche 50-3 17, 83/09/05. 

0305190207 


Reportable occurrences, LERs V related c on es p ondenc e 


030504072/ Advises of intention to address AEDD/E304, "Investigation of 
Backflow Frotoction in Common Equipment *' Floor Drain Sgs 
to Prevent Flooding of Vital Equipment in Saf etg -Re 1 a ted 
Compartments," bg using NRR Ofc Lbr 40 

OENTON.H R Office of Nuclear Reactor Regulation, Director 
03/04/12 HCLTEME:5,C J Director's Office Ip 10328 090 24X 

Fiche 90 317,03/04/12,030504072/ 


3303230573 Forwards engineering evaluation rept, "Cracks & Leaks In 
Small Diameter Piping ’ 

BROUN, E J Reactor Operations Analgsls Branch 03/04/19 
SEVFR'rT,K V Reactor Operations Analgsis Branch Ip 10541 342 
24X Fiche 50 000,03/04/19,8305230573 


—0309230619 "Cracks 6 Leaks in Smell Diameter Piping," engineering 
evaluation rept Small pipe looks associated w/unan 1 1 c 1 pa ted 
vibration problems require addl supports or rerouting of 
pip log 

DROmN, E J Reactor Operations Analgsls Branch 83/04/1? 9pp 
10341 343 24X Fiche 50-000,83/04/19,0303230573 


)30502030'f Nonioutine radiological enviion uperating rept During First 
Quarter 1903, samp 1 mg of gamma-emi 1 1 1 ng t ad 1 onuc 1 1 d es 
Indicated presence of AH-llOm w/highcr than permitted 
C oncentra lion 

FOHRMAN, C R Baltimore Gas t, Electric Co 03/04/21 Region 1, 

Office of Diiector 2pp 10201 264 24X Fiche 30-317,83/04/21, 

8305020509 


0305230510 Forujards LER S3-019/01T-0 

RUSSELL, L B Public Service Electric A Gas Co af Now Jerseg 
03/05/05 ALLAN, J M Region I, Office of Director Ip 18536 315 
24X Fiche 90-317,03/05/05,8309230910 


•8305230513 LER 03-019/017-0 on 030426, FORV ERV~404 opened while raising 
RGS pressure Caused bg failure of control room operator to 
monitor RCS pressure carefullg Short circuit caused loss of 
control power to ERV-402 during troubleshooting 

WENDERLICH, R L Baltimore Gas !> Electric Co 03/05/05 Region 
t> Office of Director. 2pp 18936 316 24X Fiche 30-3l7i 

83/05/09, 0309230910 


0309230995 Fiirwards LER B3-01B/03L-0 

ROSSELL. L 0 Baltimore Gas A Electric Co 03/09/05 ALLAN, J M 
Region 1, Office of Director Ip 10537 331 24X 

Fiche 90-317,03/09/05,8305230555 


— 0305230960 LER B3-OIQ/OaL-0 on 030400, dur I ng main t, emergeneg diesel 
generator failed to start Probablg caused bg Inadvertent 
admission of air into fuel oil sgs during malnt 
Investigation continuing 

JUNOE, M A , PAVIS, 0 S Baltimore Gas b Electric Co 83/09/03 
Region 1 , Office of Director 2 pp 10537 332 24X 

Fiche 50-317,03/05/09,0309230359 


DDCKET 90-319 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Securltg, medical, emergeneg b fire protection plans 


1305110352 Forwards LER 03-O16/O3L-O 
RUSSELL. 1. 0 Baltimore Gas h Electric Co 83/04/27 ALLAN, J H 
Region 1, Office of Director IP 18406 127 24X 

Fiche 30-317,83/04/27,0309110352 


0305030190 Forwards IE Insp Repts 90-317/83-07 b 30-318/83-07 on 
030319-0412 No none amp 1 1 anc e noted 

BTAROSTECKIi R Division of Project b Resident Programs 83/04/19 
LUNDVALL.A E Baltimore Oas fc Electric Co 2pp 19300 243 24X 
FiChe 50-317,03/04/19,8305030198 


-0305110363 LER 03-01 6/03L 0 on 030320, d u r 1 ng transfer of resin from 
mi see I laneous waste Ion eichanger to solid waste, hole 
developed in sight glass for resin transfer lino Caused bg 
attempt to open resin clog Piping mods developed 
JONGE-N A . UNKLE, T J Baltimore Oas b Electric Co 83/04/27 
Region I, Office of Director 2pp 18406 120 24X 

Fiche 50 317.83/04/27,0309110352 


305270072 no 90-317/03-19 on 030426. while raising RCS pressure to 400 
pSlg.PORV ERV 404 1 nod ver tent 1 g opened Valve Immedlatelg 
isolated btj shutting upstream valve Complete description of 
• vent f/ rqrroctiVB actions will be submitted 

RUSSELL, I B Baltimore Gas b Electric Co 83/04/27 ALLAN, J M 
Region 1, Office of Director 2pp 10638 302 24X 

Fiche 50-317, BJ/04/27. 0309270072 


30327'0603 RO 03-21 confirms operation ctr 830430 verbal notification 
of error in assumption used for main steam lino break IMBLB) 
accident analgsls Reanalgsls performed of HSLB event 
assuming failure of main Peed regulating valve 

RUSSELL, L 0 Baltimore Gas b Electric Co B3/05/02 ALLAN, J (1 
Region 1, Office of Director Ip 19646 102 24 X 

riche 90-31/, 03/09/02, 8309270603 


— 0305030200 IE Insp Repts 30-317/03-07 b 50-318/83-07 on B303 15-04 12 No 
itoncomp 1 lance noted Major areas inspected control room, 
accessible plant structures,plant operation, radiation 
pro tec t ion, physical security b fire protection 

ARCHIT7EL, R E Division df Project b Resident Programs 03/04/10 
32pp 10300 249 24X Fiche 50-317.03/04/19,0305030190 


S303060077 Forwards eiemption request for relief from requirement for 
installation of f 1 «ed/automa tic fire suppression sgs in 
control room complei b intake structure, per 830304 request 
CLARK, R A Operating Reactors Branch 3 83/04/21 LUNDVALL, A E 

Rochester Gas b Electric Corp 3pp 19339 264 24X 

Flcha 50-317,03/04/21.8303060077 


— 0303060004 Exemption from requirements for Installation of fixed/ 
automatic fire suppression sgs xn control room complex b 
intake structure 

EISENHUT, D O Division of Licensing 03/04/21 Baltimore Oat b 
Electric Co 3pp 10339 267 24X Fiche 50-317,93/04/21, 

B305060077 


8305060627 Releases public version of rev to emergeneg plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/04/29 Document 
Management Branch Ip 18339 201 24 X Fiche 50-317, 03/04/23, 

0305060627 
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"8303060631 Porwards pubtlc version of iH»v 9, Change Z Co Emergencvi Pian 
Ifflpleaiantins Procedura EBPIP 4 4 7 re post-arc Id en h sampling 
•pparatas !i Rev QpChange t to ERPIP 4 9 3 re guide for 
selection of respirators 

» Baltimare Oas & Electric Co 83/04/07 NRC - No Detailed 
Affiliation Given Ip 1S339 203 241c Plche 50-317.83/04/29. 

8303060627 


--S3090606S9 Public version of Rev 9. Change 2 to Emergencg Plan 
Implementing Procedure ERP1P 4 4 7 re post-accident sampling 
apparatus 1< Rev a< Change I to ERPtP 4 9 3 re guide for 
soloctlon of respirators 

RUSSELC..*; a Oaltinore Gas k Electric Co B3/03/30 6pp 
18389 203 24X Riche 90-317.93/04/23.8309060627 


8303110034 Generic t.tr 83-21 to all licensees of operating reactors, 
applltants for OLs tc holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
8ve tilt end 

EISENHlfTi 0 G Oivlsion of Licensing 83/09/11 Consolidated 
Edison Co of Meu York. Inc 16pp 18940 099 24X 

FI Che SO'OOO. 83/03/ 1 1, 8303110034 


J Insurance Si indemnltg infoTrtatlon 


8303260302 ForieardS Endorsement 93 to NELIA Poll eg NP-216 & 
Endorsement 42 to MAELU Pol leg MF-76 

OA/IMIE.G B Daltimore Gas & Electric Co 83/09/23 DtNITZ. 1 
Astistant Director for State k Licensee Relations 3pp 18625 163 
24X Flche 90-317i 33/09/23i 8303260302 


P Operating license stags documents 6 con espondoncii 


8303340249 FOtA rsRUttt for three categories of documents re Reactor 
Bafetg Study Methodolopv Application Program 
(NURE0/CR'1699, Vols i-4) k Interim Reliabilitg Evaluation 
Program (NUflE0/CR-2»13,27B7 ti 2802) 

SKOLLY.S C Union of Concerned Scientists 33/03/11 FELTON. J M 
Division ot Rules and Records Ip 1B393 173 24X 

F I e h e 30-000, 83/03/ 1 1 , 030 9240249 


6309240294 Partial response to FOIA request for three categories of 
documents r« Reactor Safety Study Methadology Application 6 
Inttrim Reliability Evaluation Program repts Foruards 
App A documents Search for addl documents in progress 
FELTON, J M Division of Rules and Records 63/03/31 SHOLLV, S C 
Union of Concerned Scientists 2pp 1B99J 179 24X 

Fiche 30-000,63/03/31, 83032 4 0254 


--8305240269 Foruards comments ?, corrections to Reactor Safety Study 
ffethodology Applications Program (RSSMAP) analysis If rept 
is to be pub 1 1 shed, c i ear statement of program assumptions t, 
limitations should be Included 

TIERNAN, J A BaltlniDre Gas k Electric Co 82/03/03 BURDICK, G R 
Office of Nuclear Regulatory Research, Director OSpp 
18993 299 24X Fiche 90-000.83/03/31,8309240234 


8308040763 Forwards Amends 82 t> 69 to Licenses DPR-93 k OPR-69. 
respective ly, safety evaluation 6 notice of issuance k 
availability Amends revise Tflch Space to Increase Steam 
generator min pressurliatlon temp 

JAFPEi D H Operating Reactors Branch 3 83/04/21 lunDVALL. A E 

Baltimore Gas L Electric Co. 2pp 18327 204 24t 

Fiche 90-317,83/04/21,8308040783 


— S3090407B9 Amends 62 k 63 to Licenses DPR-S3 k DPfl-69. respective I y. 
Incrsasing steam generator mtn pressuri ration temp, 
correcting typograph leal error & limiting overtime for 
personnel involved In safety-related activities 
CLARK, R A Operating fteaetori Branch 3 83/04/21 34pp 

IB327 206 24X Fiche 30-317,83/04/21.8309040783 


— B30S040793 Safety evaluation supporting Amends 82 k 69 to Llcsnaos 
0PR-S3 i< DPR-69, resg ic tivei y 

* Office of Nuclaar Reactor Regulation, Director 83/04/21 3pp 
18327 240 atX Fiche 30-31 7i 63/04/21. 8303040783 


— 830S040795 Notice Of Issuance k availability of Amends 82 & 69 to 
LI cans es DPR-S3 k DPR-69, respec tlvely 

CLARK, H A Operating Reactors Branch 3 63/04/21 2pp 

18327 243 24X FI Che, 90-317.83/04/21. 6103040763 


6303060045 Forwards 9ER supporting util responses to NUSBO-0737. Items 
II. F 1 4, "Containment Pressure Monitor." II F 1 S. 

"Conteinment Hater Level Monitor*' 4, tl P I 6, "Containment 
Hydrogen Monitor * Items resolved 

CLARK, R A Operating Reactors Branch 3 33/04/21 LUNDYALL, A E 

Baltimore Gas l Electric Co 9 pp 16334 299 24X 

Fiche 90-317,63/04/21,6303060049 


8305060396 Submits impro.voment program tii Jacrease pel sonnet error/ 
ac t 1 on-re 1 ated events Two types of personnel awareness 
programs initiated Training staff incieased k instiuctor 
mat is upgraded 

TIERMAM. J A Raltimore Gas b Elect, ic Co 03,OI/2'’ CLARK. R A 
Operating Reactors Branch 3 3pp 18343 1/4 24X 

Fiche 90-317.83/04/27.0305060390 


9303060402 Application for amend to Lir.nscs I)PR-53 >- DPR-69. Chang ing 
Tech Spec to clarify wording of surveilloiue reo ui i ements 
for sealed Bouces each time , eac tor staitup occurs Fee end 
LONDVALl.A E Baltimore Gas fc Electric Co 82/04/27 CLARK, R A 
Operating Reactors Branch 3 3pp 18343 291 24X 

Fiche 30-317. 83/04/27. 8309060402 


--6305060405 Proposed Tech Spec changes. c lar i fy ing wording of 
surveillance requiremenCe foi sealed souices each time 
reactor' startup occurs 

» Baltimore Gas & Electric Co 83/04/27 7pp 18343 296 24X 

Fiche 50-31 /. 63/04/37. 0305060403 


830S02045S Generic Ltr 33-19 to all power leactor k testing licensees 
re new procedures for providing publi, notice concerning 
issuance of amends to OLs Sve list end 

EISENHUT, D G Division of Licensing 83/05/02 Consolidated 

Edison Co of New York. Inc 30pp I044I 120 24X 

Fiche 50-000. 03 /0s/02,a305 0204 5 3 


8305180760 Advises that action requii ed by Amend 61 to License l)PR-69 b 
Amend 80 to License DPR -S3 complete since util negotiating 
oi/DQE re disposal of high level waste or spent nuclear fuel 
aAFFE.DH Operating Roactois Branch 3 83/05/04 LUNDVALL. A E 

Baltimore Gas k Electric to 2pp 16906 039 24X 

Fiche 50-317.63/05/04.8305160768 


8305170246 Forwards Amends 83 L 66 to Licenses DPR -93 k DPR-6?, 
respec tlvely, sa fety evaluation 6 notice of issuance /< 
availability Amends revise Tech Spec lequirements for 
equipment hatch !< safety-related air filter sys 

JAFFS. D H Operating Reactors Branch J 83/09/05 LUNDVALL. A E 
Baltimore Gas b Electric Co 3pp 18477 011 24X 

Fiche 50-317. B3/0S/03. 0309170246 


--8303170299 Amends 03 k 66 to Licenses DPR-53 k DPR-69> respec t ive 1 y. 
revising Tech Spec surveillance requirements for equipment 
hatch k safety-related air filter sys 

CLARK, fi A Operating Reactors Branch 3 83/05/09 64pp 

10477014 24X Fiche 50-317,83/05/05.8305170246 


— -8309170266 Safety evaluation supporting Amends 63 k 66 to Licenses 
DPH-S3 k DPR-69. resp ect ive 1 y 

P Office of Nuclear Reactor Regulation. Director SS/OS/OS 7pp 
16477 078 24X Fiche 50-317.63/05/09.8305170246 


--B309 170273 Notice of issuance k availability of Amends 83 k 66 to 
Licenses DPR-93 Sc DPR-69, respec t ive 1 y 

TRAMMELL, C M Operating Reactors Branch 3 83/03/05 2pp 

18477 085 a4X Fiche 50-317.03/05/05,8305170246 


S305180936 Forwards Amends 64 6 67 to Licenses 0PR~S3 k 0PR-69p 
respectively, safety evaluation tc notice of issuance h 
availability Amends allow periodic testing of control 
element assemblies w/lnoper ab I e read switch stack sys 
JAFFE. D H Operating Reactors Branch 3 83/05/05 LUNDVALL, A k 

Balttisord Gas k Electric Co 3pp 18905 090 24X 

Fiche 90-317,03/05/05.8305160956 


— B309180979 Amends B4 k 67 to Licenses DPH-33 6 DPfl-69. respectively, 
allowing periodic testing of conti ol element assemblies 
ur/lnop e rab 1 e reed switch stack sys 

CLARK, R A Operating Reactors Branch 3 83/09/09 17pp 

1 8505 093 84 X Fiche 50-317.83/03/05,8305180336 


--83G91S06O7 Safety evaluation supporting Amends 84 k 67 to Licenses 
DPR-53 k UPR-69, respectively 

* Office of Nuclear Reactor Regulation. Oiroctur 03/09/05 4pp 
18505 111 24 X Fiche 50-317. 83/05 '09. 8305100956 


--8305160614 Notice of issuance k availability of Amends S4 t, 67 to 
Licenses DPR-S3 6 OPR-6?. respec tlvely 

TRAMMELL. C M Operating Reactors Branch 3 83/03/05 2pp 

10909 119 24X Fiche 50-317.83/03/09.8305180396 


8309090639 Generic Ltr 63-20 to all opsiating reactor licensees L 
holders of CPs re integrated scheduling foi implementation 
of plant mods Sve list end 

EiaENHUT. D Q Divlslion of Licensing 83/05/09 Consolidatrd 
Edison Co of New York. Ine 16pp 18627 153 24X 

Fiche 90-000, a 3/05 /09, 030 5 090699 
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aa0919029J Besponds to 830325 Itr re current Rua ) i fi cat i on status t 
plans ^or completion of envvinii qua 1 1 r t c -m 1 1 on uf all 
ia7etq-i elated electrical equipment Eitension to 850430 for 
completion requested for Unit I 

lONOUAUL. A E Baltiirore Oas V Electric Co 83/05/10 CLABKi R A 
Operating Reactors Hranch 3 dpp 18501 lO"’ SAX 
Ficlie 90-317 83 '05 / 1 0 , 0305 1 90293 


— 3309U0277 JE Insp Ropts 50-317/33-09 V 90-JJH/B3-09 Oji 830406-08 No 
noneoaip 1 1 ance noted Major areas inspected environ monitoring 
program for opera t tons, me lud 1 ng mgt con trol s , program for QC 
of analytical mea suroments 6 Implementation of program 
JAN5i J C , PASCIAK, W J Region 1 . Office of Director 03/04/26 
4pp 10393 239 3<i)i Flche 50-317.83/04/27.8303110876 


B30520007S Forwards request foi addl info re 830504 submittal on 
mam steam line bi eat analysis Opeiation justified pending 
completion of revised analysis 

CLARK, R A Operating Reactors Branch 3 83/05/10 LUNDVALL. A E 

Baltimore Gas i, Electric Co 3pp 18541 030 2/lX 
Fiche 90-317,83/05/10,83052000/0 


8305360294 Forwards response to 8J0405 diaH lecbniral evaluation rept 
re control of heavy loads Phase I review complete Util 
position accepted per 830518 telcon 

ASM.H e Baltimore Oas U Cloctvie Co 83/05'24 EISENHUT, D G 
Division of Licensing 2pp 10625 161 £AX Fiche 50-317,83/05/24, 
8303260294 


S30527002'> Forwatds marked -op proposed Tech Sspec 3/4 6 1 6 re 
containment tendon surveillance 

PATTERSON, M D Baltimore Oas V Electric Co 83/03/24 UAFFE, D H 
Operating Reactors Branch 3 3pp 18638 310 24X 

Fiche 50-317.83/05/24,8305270029 


Q Inspection reports, IE Bulletins h coi i espondonce 


8212060385 IE Info Notice 83-14, ■'Dewatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemical Reaction ” Sve list 
enc 1 

TAVLOR, > M Division of Safeguards 5 Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of Now York, Inc 

112pp 18J0B 319 24X Fiche 50-000,83/03/21.8212060385 


8303040021 IE Info Notice 83-21, "Detective Emergency Use Respliator " 
Sve list enc I 

JORDAN, E L Division of Emergency Preparedness X» Fiigineorlng 
Response (Post 830103) 83/04/)5 Consolidated Edison Co of New 

York, Inc l?6pp 18435 155 24X Fiehe 50-000,83/04/19,8303040021 


0305030198 Forwards IE Insp Ropts 50-317/03-0/ 50-318/83-07 on 
830313-0412 No none omp 1 i anc e noted 

STAROSTbCK 1 , F( Division of Pioject V Resident Programs 83/04/19 
LUNDVALL, A E Baltimore Gas • Electric Cn 2pp 103DO 243 24 !( 
Fiche 50-317,83/04/19.8305030190 


— 8305030208 IE Insp Repts 90-317/83-07 / 30-318/03-07 on 830316-0413 No 
noncompliance noted Major areas inspected control i oom, 
accessible plant s true tores, p Ian t opera t ion, rad lot Ion 
protection, physical security V fire protection 

ARCtUTZEL.fi E . TRIMBLE, t> C , MClABE. E C Division of Project ti 
Resident Programs 83/04/18 22pp 18300 245 247 

Ficho 50-317,83/04/19,8305030198 


0303040093 IE Info Notice 83-22, "BWfl 3n f e ty /Re 1 1 e f Valve Failures " 
Svt list end 

JORDAN,!, L Division of Emergency Frepat edness 4 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc 112pp 10383 089 24X Ficne 50-000.83/04/22,0303040023 


8303040023 IE Info Notice 83-23, '■Inoperable Containment Atmosphere 
Genstng Sqs " Bve list encl 

JORDAN, E L Division of Emergency Propai edness %i Engineering 
Response (Post 830103) 83/04/25 C Piis o 1 1 da ted Edison Co of New 

York. Inc II9pp 10301 291 247 Fiche 50-000.03/04/95,0303040025 


8305020340 Ack receipt of 8303J0 1 ti informing NRC of stops fcalisn to 
correct violations noted in IE Insp Repts 50-317/83-01 t< 

30-310/83-01 

OELLAMY.R R Region 1, Office of Director 83/04/26 LUNDVALL, A C 
Daltlmore Oas 4 Elect) ic Co Ip 182/7 065 24X 

Fiche 50-317.03/04/26.8305020340 


— 830S020344 Responds to NRC 030303 Itr le violations noted in IE Insp 
Repts 9Q-317/03'O1 & 90-318/83-01 Corrective actions changes 
made to Radiation Safety Procedures 2-306 / 9-305 for max 
air flow 4 protection fac t or, respoc t I ve I y 

LUNDVAIL.A E Baltimore Gas 4 Else trie Co 83/03/30 MARTIN, T T 
Division of Engineering 4 Technical pi ograms 2pp 18277 066 
24X Fiche 50-317,83/04/26,8303020340 


8303110976 forwards IE Insp Repts 3O-3I//0J~O9 4 30-318/83-09 on 
630406-08 No none dmp I 1 anc c noted 

martin, T T Division of Fngineenng 4 Technical Programs 03/04/27 
LUNDVALL, A E Baltimore Gas 4 Electric Co Spp 10393 237 24X 

Fiche 30-317,83/04/27,0303110876 


8303040026 IE Info Notice 83-24, "Loose Pat ts In Secondary Side of 
Steam Generators at PMRs " Sve list end 

JORDAN, E L Division of Emorgenry Preparedness 4 Engirioerlng 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc li9pp 18389 047 aax Fiche 30-000. 63/04/20. 8303040096 


8303040027 IE Info Notice 83-25, "Stondby Gas Treotmeiit Sgs Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN, E L Division of Emergency Prepai ednes s 4 Engineering 
Response (Post 630103) 83/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18369 165 94X Fiche 30-000,83/04/28.8303040027 


8303040028 IE Info Notice 03-26, "Failure of Sd f e ty /Re I i a f Valve 
Discharge Line Vacuum Breakers " Sve list encl 
JORDAN, E L Division of Emerg ency Preparedness 4. Engineering 
Response (Post 830103) 83/03/03 Consalidated Edison Co of New 

York, me 192pp 16441 170 34XFlchd 30-000,83/05/03.0303040098 


9303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Oellborate Acts Directed Against plant 
Equipment " Sve Hit end 

JORDAN, E L Division oF Emergency Preparedness 4 rngitieerlng 
Response (Post 830103) 03/03/04 Consolidated Edison Co of New 

York, ipe I12pp 18382 982 247 ricbe 30-000.03/09/04,8303040030 


930304003) IE Info Notice 83-90, "Criteria for Protective Action 
Recommendations for General Emergencies '■ Sve list eticl 
JORDAN, E L Division of Emergency Preparodnosa 4. Engineering 
Response (Post 830103) 83/03/04 Con sc 1 i da t e d Ed i ion Co of New 

York, fnc ll9pp 18441 001 24X Fiche 50-000.83/03/04,8303040031 


8305060412 Submits description of analyses of main stoam line break 
Inside cont.ilnment par IE HuJlotin 80-04 resulting in 
830430 LER Feedwater sys mods being initiated Continued 
opera t i on jus t i fled 

LUNDVALL, A E Baltimore Oas t. Electric Co 03/03/04 CLARIt.fl A 
Operating Reactors Branch 3 Gpp 10343 960 24 X 

Fiche 30-317,83/03/04.0303060412 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list encl 

JORDAN, e L Division OF Emergency Preparedness U Engineering 
Response (Post 830103) 03/03/06 Consolidated Edison Co of New 

York, Inc llSpp 10523 240 94X Fiche 50-000,03/03/06.0303040033 


n r -'-iw a^-^KJi m* »app * iC cHr*On Qf VOPJ 

operating Procedures (EOP) Guidelines " Sve list end 
JORDAN, E L Division Of Emergency Preparedness 8, Englneorlng 
Response (Post 030103) B3/05/M Consolidatod Edison Co uf New 

Torki Inc Il4pp 18524 003 84X Fiche 30*000^ BO/03/ 1 1 , 0303040034 




8305300620 Forwai rfs Info In response to remaining open issues in 
Bulletin 80-04 ra main steam line break Inside containment, 
supplementing 030304 Ur I n s ta 11 a 1 1 on of main feedwater sys 
trip scheduled for c omp lotJon by 831117 

LUNDVALL, A C Baltimore Gas i Electric Co 03/03/1/ CLARK,!. 
Operating Reactors Branch 3 3pp 10920 062 24 X 

FUhe 30-317,83/05/17,8305200620 


IE 


Tinu hrl*: I .r -r puc.Mc.ai consequences of main ftea 

line break inside containment w/fa I led-opon main feedwater 
regulating valve fc provides jui ti f 1 cati on for continued 
operation, per IE Bulletin 80-04 Related tnfo end 

LUNDVALL, A E Baltimore Gas & Eloctnc Co 83/03/17 CLARK, R A 
Operating Reactors Branch 3 30flp 18390 065 24X 

Fiche 50-317,83/03/17,8303200620 












8VC list end 

JORDAN, C U Division of Emergency Preparedness 5 Enoidsorlng 
Response (Post B30J03) 83/05/19^ Consolidated Cdlspn of Hew 

York, Inc U4pp 10697 009 24X fiche 50-000.83/03/19,8303040040 


An f . It Info Notice 03-33, "Nonr.presentatlve Sampling of 
Contaminated Oil ■> Svt list and 

JQRDAN.E L Division of Cfnoigency Prepaiedness 4t Englheerina 
Response (Post 030103) 83/05/26" Consol i da ted Ed of New 

York, Inc 114pp 10647 007 24x Fiche 50-000,83/03/26,0303040046 
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R Pcrlo<fic operating report* & related corr e»pondf nde 


S309200631 Foryard* metearoJog lea 1 data for iemiannual affluent ript* 
for ites. 

LUKOlfALL^A E Baltimore Oaf (< Electric Co S3/0S/04 ALLAN. J H 
Region !• Office of Director Ip 18919 173 34X 

FlChe 90-317)83/09/04,0309800631 


— 8309800644 "Calvert Cliff* Nuclear Power Plan t, Meteor ologl cal Data. " 
Jan- June 1982 

• BaltlMPre Oa« i, Electric Co 03/09/04. 60pp 18919,174. 84X 

Flcfie 90-317,83/09/04.0309200631 


8309200964 Foruardi nonthlv operating rept* for Apr 1983 

LQTITOtE M fialtlmore Oee h Electric Co 83/09/13 Olrector'i 
Office. Office of Infpectlon and Enforcement Ip. 18914.128 84X 

Flcfie 90-317.83/09/13, 8309200964. 


—8309200984 Mantfilg operating repti for Apr 1983 

LOTirO.E Baltlmara Oa* £ Electric Co 83/09/19. lOpp 
10914 129. 24X Flehe 90-317,83/09/13.8309200964 


8 Reportable eceurranca*. LERs 6 related correipendence 


B309040727 Advltei of Intent! on to addre** AE0D/B304, "Invaftl gatlon of 
Sactflou Protection In Common Ei^ulpmant b Floor Drain Bg« 
to Prevent Flooding of Vital Equipment in Safety-Related 
Compartment*. " by uilng NRR Dfc Ltr 40. 

DENTOM. H R. Office of Muclear Reactor Regulation, Director 
83/04/12 HEUTEMEB, C J Dlrec tor '» Of f 1 ee. Ip 10328,098, 24X 

Flehe 90-317.83/04/12,8309040727 


8309030363 Forward* LBR 83-019/03U-0 

RilSSELUl. 8 Baltimore Oa* (< Electric Co 83/04/18 ALLAN, J M. 
Region 1, Office of Dlroctor Ip 18308:198 24X 

Flcber 90-318, 83/04/18, 8309030303 


“8309030388 LER e3-0lg/O3L-0 on 830321. Inval 1 d in-core detdctcr linear 
beat rate alarm revealed incorrect alarm «etpolrt< entered 
on 03030? Ceuaed bg Improper alarm setpoint form* Setpoint* 
corrected Ic farm* clertfled 

PlERtNOER. P A . BOMMAN, M E, Baltimore Oa* tc Electric Co 
83/04/18. Region I, Office of Director tp 18308 199 24X 

Flcfte 90-310,83/04/18.8309030383 


0308020909 Nonroutine ‘radiological onvlron operating rapt During First 
Quarter 1983. *ampl ing of gamma-emlttlng radionuclide* 
indicated presence of AM-llOm w/higfter than permitted 
concentration 

FUHRMAN. 0 R Baltimore Oe* fc Electric Co 83/04/21 Region 1, 
Office of Director 2pp 18281 264. 24X Flcha. 90-317, 03/04/21. 

8308020909 


8303160081 LER S3-019/03L-0 ha* been canceled 

RUSSELL, L.iB Baltimore Oa* 1, Electric Co 83/04/22 ALLAN, J H 
Raglan t> Office of Director tp 18430 396. 24X 

Flcha 90-318,83/04/22.8308160081 


B305040146 Forward* evaluation rept on loes of ealtyater flow to ivc 
water NX* Removal of locked open nontafety-related HX 
discharge valve* recommended 

CINTULA, r C. Reactor Operation* Analg*i* Branch. 83/04/29 
SEVFRIT.K V Raeeter Operation* Analyst* Branch Ip. 16327 OIS 

S4X Flcha 90-310,83/04/28,8308040146 


—8309040180 "Lose of Balt Hater Flou to 3vc Water HXe, " evaluation 
rept 

CINTULA. T C. Director'* Office 83/04/29 7pp. 18327' 016 24X 

Flcha- 80-318, 83/04/29, 8309040146 


8308060930 PNO- 1 -S3 -04 4 on 830903, ef fee t of continued feedwater flow 
due to failed open feedwater regulating velva incorporated 
par addl question* re lUaneea response to IE Bulletin 
80-04, “Analgil* of PHR Main Steam Line Break " 

ARCH1T7EL. MCCABE Region 1, Office of Director. 83/09/03. Ip 
18347. 29S 24X Flchc SO-317. 83/09/03, 830SD6a8:»0. 


0303060412 Submit* description of enalgite of main etaam line treat 
insida containment per IE Bulletin 80-04 resulting in 
830430 LER Feedwater tgs mad* being Initiated Continued 
eperatlon justified. 

LUNDVALL.A E Baltimore 8a* t, Electric Co 83/09/84. CLARK, R A. 
Operating Raacton Branch 3. app, 18343.268 24X 

Fiehe; 90-317. 03/08/04, 8309060412. 


8309190340 Forward* LER B3-083/03L-0. 

RUB&ELL.L B. Baltimore Oa* & Electric Co. 03/09/09 ALLAN, J.K 
Region 1 . Office of Director, Ip. 18900' 023 24X 

PtCh* 90-318.83/03/09, 8308190348 


--8309190392 LER 83-023/O3L-O on 830409, control power fuee for main vinl 
RMS panel (IC2SF) blew due to fhort circuit Cauead by chart 
whan control circuit relay auilliary contacts jumpered. 

Elactrlclane cautioned Wiring properly labeled 

JVNOE,rf A., BASSO.L F. Baltimore Oat b Electric Co 83/09/09. 

Region 1. Office of Director ip 18900.024. 24X 

Fiehe 90-318,83/09/08,0309190348 


B309230S22 Forward* LER 83-022/03L-0 

RUB6ELL. L 0 Saltlmori Oa* 6 Electric Co 83/09/09 ALLAN, J M 
Region I, Office of Olraetor ip 18936 327 24X 

Fiehe 80-318.83/03/09,8309230922 


—8309230928 LER e3-022/03L-0 oh 83041 1, dur tng lurvelllanca testing, 
Buelllary feedwater actuating syi channel ZF setpoint for 
steam generator delta pretture found out-of-spec Canted by 
£/I Isolator output drifting low Isolator replaced 
PtERINQER.F, A , BASSO, L F Baltimore Oai b Elactrlc Co. 83/09/09 
Region 1, Office ef Director, if 18936.328 84X 

Flcha 90-318, 83/08/09, 8309230822. 
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F Security, medical, emerganey b fir* protactlon plan* 


8309040979 Release* public version of rev to emergency preparednase 
procedura 

FELTON, J M Division of Rule* and Records. 03/04/29 Document 
Management Branch Ip. 18391.242 24X Fiehe' 90-320, 83/04/29. 

8305040379. 


—8309040980 Public verslsn of Rev 4 to Emergency Praparednies Procedure 
1094 8, "Callout ef Onsite & Offsite Duty Roster Personnel. ** 

BEAVER. J R. , BARTON. J J. Oeneral Public Utllltlae - ePU Service 
Corp. 83/04/11 16pp. 18391.244. 24X Fiehe 50-320,83/04/29. 

8309040979. 


8309090377 Releasee public version of rev to emergency plan 
Implementing procedure. 

FELTON, J M Division ef Rule* and Record* 83/04/29 Ddcueient 
Management Branch Ip. 18392:163 24X Flcha: 90-320, 83/04/29, 

0309090377 


"8309090381 Public version of R*v i to Emergency Plan Implaaenting 
Procadure 1054.28. "Activation of Technical Support Ctr. " 

STANOE/S J Oanaral Public Utilltle* - OPU Service Cerp 
83/03/17 9pp 18392.164 24X Fleht 90-320,83/04/29,8309090377. 


6309100143 Subnl t« statue of offsite emergency preparedness letuas re 
FEHA regional var 1 f Icatlon* through 830304 It data racalvtd 
through 830331 eoncarning schedule for cempletlen of Issue* 
at facllitls*. 

KRIMM, R W. Federal Emergency Management Agency, 63/04/26 
JORDAN, E L. Division of Emergeney Preparedness 6 Engineering 
Response <PPSt 830103) 9pp. 18379-001 24X Flch#' 90-289, 83/04/26, 

8309100143. 


8309060082 Informs of addl mod to schedule for fire detection 
capability In ehamlpal elaatilng b Idg. Scheduled completion 
date esttndsd to B30719, 

KANOA, 8 K Oeneral Public t/tllltie* - OPU Service Corp 83/04/29 
SNYDER, B J. TMt Pro gram Of f 1 c e tp 18349.090 24X 

Flcha- 90-320, 83/04/29, 8308060082 


8308110034 Cenerie Ltr 83-21 to ell llcensaei of operating reactors, 
applicant* for OL* <« holders of CPs re c larlf Icetlon of 
accete to control procedure* for lew enforcement visit* 

Sve list end. 

EIBENHUr, D. 0, Division of Licensing 83/09/11. ConsoUdated 
Edison Co of New York, Inc. !6pp 18840' 098. 24X 

Fleh* 90-000,83/09/11,8309110034 


8309200963 Forward* clarification of security plan, per NRC 821116 
request Clarification withheld (ref 10CFR2. 790) 

KANOA, B.K Oanaral Public Utilities - QPU service Corp 83/09/16. 
SNYDER, 8 J TMI Pregrem Office Ip. 18914:269. 24X 

FlCh* 90-320,83/09/16,8309200963 


u. Adjudicatory correspondence • 


8304040470 Order estending time until 830428 for Commlssien to act to 
review ALAB-701 Commlstlontr Ahearns dissenting views and 
CHILK,S. J. Office of the Secretary of the Commltslon. 83/03/31, 
Commissioners 3pp 17807:049, 24X Fiehe. 90-000, 83/03/31, 

8304040470 


8309040094 Dlecusse* status of BltW-OPU lewsult document review, Nett 
rept ttpected within 2 wkt. 

DtRCK6,M J. Office of the Executive Director for Operations, 
83/04/20 PALLADINO, N , OILZNSKV, V , AHEARNE, J. Commissioner*. 
Spp, 18336:329. 84X Flcha; 90-289, 83/04/20. 8309040094. 
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■B303040068 reituirtiiienti i'* 830330 brltflng on lnv*ttlg«tlon 

U p«ttlbl« inforcemcnt action IE rtq.u««tad to (ubrnlt 
Invaitigatlen r*«ultf batad on ravlau of all doeumanta for 
naw info within 3 wki 

CHILKi 8 0 Off lea of tba Saeratary of tha Conimlailan S3/04/0Q 

DlRCKSi W J Off lea of tha Eiecutlve Director for Oparatloni 
KAVEB.B B NRC - No Oatallad Affiliation Divan CUMMINOBi J J 
Office of Inapector fc Auditor, app 10336 327 a4X 
rieha 90-209, 83/04/20. 8309040094 


8309230700 Requaati Cooperation in informing NRC of outatandlng aafaty 
coitcarne ra faellltlaa Prompt notification re allagationa of 
aafatu eoncarni raquaatad 

Pl..AIfeiH H Office of tha Oanaral Couniel 83/04/20 DEVINE, T 
Oevarnnent Accountability Project 3pp 18942 323 24X 

Flcha: 90-209,83/04/20, 8309230700 


8309040290 Order extending time until 830913 for Commlaelon to act to 
review ALAB-701 

HQVLE.J C Office of tha Secretary of the Coninlaaion 83/09/09 
Coawaieeloneri Ip 183491196 24X Flcha. 90-000, 83/09/09, 

8309040890 


0309130060 Raiponae oppoilng Intarvenor motion for racuaation. Motion 
does not tpeclflcally dlteuaa reaiona why prior activitiea 
aug conatltute conflict of Intareat 

FALLADINO.N J Commlialoneri 83/09/11 2pp 18436 228. 24X 

Flcha; 90-000.83/09/11,8309130060, 


0309130061 Order extending time until 830920 for Cammlatlon to act to 
review petition for review of AUAB-701 

CHILK.S J Office of tha Sacratary of the Commlaalen 83/09/12 
Comailtf lonera Ip 18437 033. 24X Flcha. 90-000, 83/09/12, 

8309130061. 


8309240216 Adviaea that 830323 Itr reauaitlng Immadlate halt to all 
wort at THI-1 & 2, w/axeeptlon of maint nacaaaary for 
aefety, will ractlva conaldaration aa raq.ueat for action 
under 10CFR2, 206 FR notice and 

DENTON, H.R Office of Nuclear Raactor Regulation, Director 
83/09/17. KINO, R Three Mile Island Public Intareat Raaourca 
Center. 2pp. 18973 306 24X Flche 90-289.83/09/17,8309240216 


—8309240220 Notice of rtquait for action under 10CFR2 206 ra immediate 
halt to work at TNI-1 6 2 

DENTON.H R Office of Nuclaar Reactor Regulation, Director 
83/09/17. Ip. 18993- 308, 24X Flcha 90-289,83/09/17,8309240216 


8309200960 Order extending time until 030927 for Commlttion to act to 
ravtaw Intarvenor 021227 petition for review of ALAB-70t 
CHILKiS. J Office of the Secretary of tha Commlitlon 03/09/17. 
CoaMlaelonara Ip. 10914 283 24X Flcha 90-000,03/09/19, 

8309200960. 


0309240936 Affidavit of RE Ragan confirming util commitment to activate 
aaiergeney oparatlona facility (< staff facility w/amargancy 
support director within 1 h of atta area or general 
eatargancy notification or declaration 

RCXTAN, R E. Oanaral Public Utllltlas - OPU Sarviea Carp 83/09/20. 
4pp. 18976-087 24X Flcha 90-000,83/09/20,8309240936 


8309290376 Conflrma T Poindexter 6 HN Nlleeva 030927 taleon committing 
to dlscusa outatandlng contantlona, 

WILCClVEiM. N. Hearing Branch 2. 83/09/23 JOHNSRUD, J H 

Cnvlrunmantal Coalition on Nuclaar Power Ip, 18989-349 24X 

Flcha: 90-320, 83/09/23, 8309290376 


8309310017 Memorandum 6 order to hold decision in AI.AB-701 In abeyance 
until Commlaaion complataa review of U mill talllnga pile 
raRUlraManta l, of rulamaklnga to conform Commlsalon 
Tagulramanta to EPA atde Separata J Ahearna etatamant and 
CKILKtS. J. Office of tha Secretary of tha Commits Ion 83/09/27. 
14pp. 18693.311. 24X Flcha. 90-000, 83/09/27, 0309310017. 


H, Oanaral corratpondanca 


8309120019 Ragueatt that LP King, ilta oparatians director, be deleted 
from future corraapondanca 6 OV Chwaatyk, manager, p lent 
operations bt added to dlatrlbutlon Hat 

KAffOAiB. K. Oanaral Public Utilities - OPU Sarviea Corp. 83/09/06 
6NYD€R,8.J. TMl Program Office Ip. 18428.232 24X 

Flche; 90-320, 83/09/06, 8309120019. 


p, Operating llcenae ataga doeumanta 6 eorraapondanec 


8309270022 Forwards “Rapt on Mental Health Effects of TMI Accident '' 
SROHETfE. U. Pitt a burgh, Univ of, 83/03/08, 8HANKMAN, 8. F. Site 
Analysis Branch. ip. 18634 001 24 X Flcha- 90-320, 83/03/08, 

8309270022. 


— 8309270027 "Rapt on Mental Health Effects of TMI Accident " 

8R0HET, E J Pittsburgh, Unlv of. 83/02/28 NRC - No Detailed 
Affiliation Divan 7?pp 10634 002 24X Flcha 90-320.83/03/08, 

3309870022 


— 8309270039 "Psychological Stress Among TMI Area Residents t. Mediation 
of Rtsponse by Support h Coping “ 

BAUM, A , SCHAEFFER, M A , COLtlNS, D L Uniformed Ser vices Unlv of 
the Health Sciences NRC-03-82-12S 83/03/08 NRC - No 

Detailed Affiliation Divan 34pp 18634 088 24X 

Flcha 90-320,83/03/08,8309270022 


“8309870040 Forwards final rtpt, "Reana lysis of TMl Telephone Survey 
Data " 

HQUTSi P 8 Pennsylvania State Only NRC-03-B2-123 83/03/01 
REDAN, U NRC - No Detailed Affiliation Otven Ip 18634 122 
24X Flcha 90-380,83/03/00,0309270022 


"8309270046 "Raanalysls of TMl Telephone Survey Data," final rept 
H0UT8, P 8 , MILLER, R M , LINDELL.M Pennaylvanla State Unlv 
03/02/28 NRC - No Detailed Affiliation Olven 129pp 
18634 123 24X Flche 90-320,83/03/08,8303270022 


—8309270048 Draft "Restarting TMI-t. Social 6 Psychological Impacts on 
Communities " 

8QREN8EN. J , BODERSTROM, J, Oak Ridge National Laboratory. 

6QL1N, R. Naw Mexico Stata Unlv 83/03/08 NRC - No Detailed 
Affiliation Olven 207pp 18634 248 24X Flche 90-320,83/03/08, 

8309270022 


8309200101 FOIA request for name of manufacturer of fuel rods used at 
fad 1 Ity 

WHITED, P J Affiliation Unknown 03/03/23 FELTON, J M Division 
of Rules and Records Ip 10941 009 24X Flche 90-320,83/03/23, 

8309200101 


6303200087 Responds to FOIA request for name of manufacturer of fuel 
rods used at facility Fuel rods mfg by OSiW 

FELTON, U H Division of Rules and Records 83/03/31 WHITED,? J 
Affiliation Unknown Ip 1B941 004 24X Flche 30-320,83/03/31, 

8309200087 


8309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTEi J Regulatory Reform Task Force B3/04/tl 
PALLADINO.N U Commissioners 2pp 1B942 272 34X 

Flcha 30-000,03/04/11,8309230720 


8309020930 Presents NRC review of 1, recommendations on util B30131 
rsvlsad schedule U cost Info re recovery 

DlRCKBi W. J Office of the Executive Director for Operations 
8ECV-83-140 03/04/19 33pp 10204-261 84X Flche 90-320, 
63/04/19, 8309020930 


8303040686 Requests rasponsas re relief from surveillance requirements 
of equipment which would result In axcesslve exposure Tech 
6pec change requests, schadul ing for recovarlng affected sys 
6 rev to recovery plan requested 

BARRETT. L.H, TMI Program Office 83/04/27 KANDA, B H Oanaral 
Public Utilities - OPU Service Corp 3pp 18336 32? 24X 

Flcha. 90-320,83/04/27, 8309040606 


8303020499 Oanarlc Ltr 83-1? to all power reactor 6 testing lleansaat 
ra naw proeaduras for providing public notice concerning 
isauance of amends to OLa 8vc list and 

EI8ENHUT, D 0 Division of Licensing 83/09/02 ConsoUdatad 
Edison Co. of Naw York, Inc 90pp 18441 120 24X 

Flcha 90-000,83/09/02,8309020499 


8309120099 Forwards Training Procedure 6210-ADM-2604 01, Rev 1-00. 
"Control of Exams for Units 1 t< 2, " t. Procedure 
6210-A1)M-2610 02, Rev 1-00, "Operator Training Instructor 
Inddctrlnatlon/Qual 1 f teatlon Training Program " 

HUKILL/H.D Danaral Public Utilities - OPU Servlet Corp. 83/09/06. 

STOLZ.U F. Operating Reactors Branch 4 Ip 18428 233 24X 

Flcha- 90-289, 83/09/06, 8309120099 


—8309120064 Rev 1-00 to Training Procedure 6210-ADM-2604 01, “Control of 
Exams for Units 1 1, 2. " 

e Dantral Public Utilities - OPU Service Corp. 83/04/26 7pp 
18428-234, 24X Flcha; 90-28?, 83/09/06, 8309120099 


8309180238 Forwards Amend 21 to Ulcanaa DPR-73, safaty evaluation W 
notice of laeuanea 8< aval tab 1 1 Ity. Amend consists of changes 
to radiological environ monitoring program raquiramants In 
Tech Space, 

SNYDER, D J TMI Program Office 83/09/06. KANDA. B K. Oanaral 
Public Utllltlaa - OPU Service Corp. 3pp 18903-001 24X 

Flche - 90-320, 03/09/06,8303180238. 
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— 8309180S4» Anvnd 2l to Lletnte DPR-73i con»J«tlng of ehangci to 
radtolaglcal tnylron monitoring program roguirononts In Totli 
8p»et. 

BNrDERiB J THI Program Office Ba/OS/Odi 34pp 10903 004 24X 

rich# 90-320. S3/09/0A< 8309 1 80238 


—830918024V Safatg avalvation aupporting Amand 21 to Llcantt OPR-73 
a Office of Niiclaar Aaactor Regulation. Director B3/O9/0A 
lOpf. ie»03;038. 24X Flche 90-320. 83/09/06. 8309100238. 


— 8309100293 Notice of liiuance ti availabilitv of Amend 21 to Llcenae 
DPR— '73 

BNYOSI. B. d TMI Program Office 83/03/06. 3pp. 18303 048 24X 

Flche 90-320.83/09/06,0309180238 


8309090699 Oentrlc Ltr 83-30 to all operating reactor llcanaeci l< 
holdart of CPi re Integrated achadullng for Implementation 
of plant mode Sve Jlet and 

ElBENHUT. 0 0. Divltlon Of Llccnalng. 83/09/09. Concolldated 
Cdlaon Co of Mew Vorfc. Inc 16pp 18627 193 24X 

Flche: 90-000. B3/09/09. 8303090699 


8309170439 Provide* etetua of actlvltlee ro makeup Ic purification 
denlneraltier rceln lempling t< charactcrliatlon Reeulti will 
be avalletle bg end of Hag. Dc lav chould not advertelg Impact 
cemailtAent of aild-t983 reiin removal ttchnliiuas aieeiiment 
KANOA.8.K Oaneral Public Utilltlea - OPU Service Corp 83/09/12 
■ARBETT.I. H TMI Program Dfflca. 3pp. 18469 303 SAX 
Flcha- 90-320. 83/09/12. 8309170439. 


8309170448 Reipende to 830427 ltr re quae tlon* on A1.A8A exception to 
Tech Spec aurve 1 1 lance. Several aurvetl lance* performed, 
w/excaption of eaiall portion* in high radiation area* 

KANOA. B K Otnaral Public Vtllltie* - OPU Service Corp. 83/09/13 
BARRETTrL H TMI Program Office. 7pp 18467 306. 24X 

Flche* 90-320. 83/09/13. 8309170448 


8309200073 Forward* lift of application datee. fas* pald.faa* 
applicable 6 fee datarailnatlon for each application. 

MILLER, M □ Offlca of Adnlnlftration. 83/09/17 ARMOLD.R C 
Oanaral Public Utlllttae - OPU aarvice Corp 9pp 18940.131 24X 

Flche 90-320.83/09/17.8309200073 


8309290299 Foruarda Rev 0 to "8ER for Radiation Character 1 xatlon Under 
Reactor Vaeael Head. " 

KANOA. B.K Oanaral Public Utllltla* - OPU Service Corp 83/09/19 
BARRETT. L. H TMI Program Office Ip 18992:326 24X 

Flche* 90-320. 03/09/19, 8309290299 


— 8309290263 Rev 0 to "8ER for Radiation Character 1 latlon Under Raactor 

Uaaeal Head. ” 

e Oaneral Public Utilltlea - OPU Service Corp. 83/09/17. 27pp 
10992.327 24X Flche: 90-320, 83/09/19. 8309290299 


8309310098 Forward! Rev 0 to '^SER for Radiation Charactarliatlon Under 
Raactor Vcaxal Head (Polar Crane Mot Avatlabtcl. “ for 
ravlaw 6 approval. Aettvitg ichedulad to begin mld-Jona 
1983 

KANOA. B.K Oaneral Public Utilltlea - OPU service Corp 83/09/29. 
BARRETT.L.H TMI Progrom Office, Ip. 18699.076 24X 

Flche 90-320, 83/09/29. 83093 10098. 


"6303310103 Rev 0 to "8ER for Radiation Charac tarl lat 1 on Under Reactor 
Uotaal Head (Polar Crane Not Availabla). " 

a Oanaral Public Utllltla* - OPV Service Corp 83/09/17 27pp. 

18699.077. 24X Fteho: 90-320. 83/09/291 8309310098, 


8309310110 Forward* raepontax to NRC 830121 comment* on Rov 3 to 
goneral project daeign criteria. Raiponaa* will he 
incorporated Into Rev 4. if accepteble 

KANOA. 8 K Oenorel Public Utilltlea - OPU Service Corp 83/09/29. 
aNVDER.B. J. TMI Program Offic* 4pp 18698:087 24X 

Flche: 90-320. 83/09/29. 83093101 IS 


8309310196 Forwerda addendum to underhead character 1 latjon 0ER re core 
topography. Document demonitrate* that propoted acouttic 
■ urvay of core cen be aecoeipllihed w/o undue rl*l( b should 
be cenildered eddondum to previously submitted BER* 

KANOA, B K. Oenerel Public Utllltla* - OPU Service Corp, 83/09/26 
BARRETT. L H. TMI Prpgram Office. Bpp, 18693.036. 84X 

Flche* 90-320.83/09/26. 8309310196 


O. Inspection reports, IE Bulletin* b correspondence 


8212060389 IE Info Notice 83-14, “Deuetersd Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Sve llet 
end, 

T'AYLOR. 0. M. Division of Bafoguardt b Inspection Programs (Post 
830103). 83/03/81, Consol! dated Edison Co. of New Vork. Inc 

ItSpp • 18308:319 24X Flcho* 90-000, 83/03/21, 8212060389. 


8303040021 IE Info Notice 83-21, '‘Defactivs Emergency Use Respirator ° 
Bve list and 

./OROAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/19 Consolidated Edison Co of Now 

Vork, Inc 126pp 18439 199 24X Flche 90-000,83/04/19,8303040021 


8309030191 Forward* IE Insp Rept 90-320/83-04 on 830227-0403 No 
noncompliance noted 

STAA08TECKI. R Division of Project b Resident Programs 83/04/19 

KANOA, B K Oenorel Public Utilities - OPU Service Corp 2pp 
18300 274 24X Flche 90-320.83/04/17,0309030131 


— 8309030164 IE Insp Rept 90-320/83-04 on 830227-0403 No none omp 1 lance 
noted Major areas Inspected licensee action on previous insp 
findings, rout Ine plant operations, LERs. heal th physics 
re view, reactor bldg entries b radioactive matl shipments 
NIEBE. J . OARR. K . MOSLAK. T Region 1. Office of Director 
83/04/19 6pp 18300 276, 24X Flche 90-320,83/04/19,0309030191 


8303040023 IE Info Notice 83-22. "BMH Saf e tg/Rel 1 af Valve Failure* " 
SVC list end. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Rosponse (Post 830103). 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383089 24X Flche 90-000.83/04/22,8303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys, “ Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flche 90-000.83/04/29,8303040025 


8303040026 IE Info Notice B3-24. "Loose Parts In Secondary Side of 
Steam Oenerators at PWRa. " 8vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 119pp. 18382 047 24X Flcho 90-000.83/04/28,8303040026 


8303040027 IE Info Notice 83-29. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/04/28 Consolidated Edison Co of New 

York, Inc 118pp 18382 169 24X Flche 90-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Falloro of aafety/Rol lef Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/09/03 Consolidated Edison Co. of New 

York, Inc 12app 18441 170 24X Flche 30-000,83/09/03.8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Event* 
Concerning Dellherete Acts Directed Against Plant 
Equipment " Bve I lat encl 

JORDAN.E L Dlvlelon of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/04 (fonsol Idated EdUon Co of New 

Vork. Inc liapp 18382 282 24X Flche 30-000. 83/03/04, 8303040030 


0303040031 IE Info Natico 83-28. "Criteria for Protective Action 
RecO’inffiendatlons for Ocneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc JlI9pp 18441 OOl 24X Flche 90-000,83/09/04.8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Oaformatlon. '* 8vc list encl 

JORDAN. E. L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Nsu 

York, Inc I19pp 18923:248 24X Flcho. 90-000, 83/09/06, 8303040033 


B303040034 IE Info Notice 83—30. "Misapplication of Generic Emergency 
Operating Prnceduro* (EOP) Ouideltnes " Sve list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 83/09/11 Consolidated Edison Co. of New 

Vorkr Inc 114pp 18924 003 24X Flche 90-000,83/09/11,8303040034 


B3O3C4OO40 IE Info Notice 83-31, "Error in ADLPIPE Computer Program. " 
Sve list and 

JORDANiE, L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp 18697.009, 24X Flche* 90-000. 83/09/19, 8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentatlve Sampling of 
Contamlnatod Oil.'* Sve list and 

JORDAN, E L Division of Emirgency Preparedness b Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co. of New 

York, Inc 114pp 18647.007 24X Flche 90-000, 83/09/26, 8303040046. 
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R Pcrlotflc operating reports & related correspondence 


SSUSO'tOl&G Forwards Tril Program Ofc ueetiy status rept for wk of 
830410-16 

BARRETT. L H TMI Program Office 83/04/18 DENTON. M R Office of 
Nuclear Reactor Regulation. Director SNVDER. B J TMI Program 
Office lOpp 18327 001 24X Fithe 30-320.83/04/18.0303040163 


B303040I70 Forwards TMI Program Ofc weekly status rept for uk of 
830417-23 

BARRETT. L H TMI Program Office 03/04/23 DENTON. H R Office of 
Nuclear Reactor Regulation. Director SNYDER. B J TMI Program 
Office 9pp 10327 023 24X Flche 30-320,83/04/23.8303040170 


8303020210 Forwards "TMI Aguatic Study, Month 1 y Rept for Mar 1983 " 
RESSLER.U C Oeneral Public Utilities - OPU Service Carp 83/04/28 
MICKEY. C NRC - No Detailed Affiliation Oiven Ip 18278 167 
24X Fiche 30-289,83/04/28.8303020210 


—8303020213 "TMI Aquatic Study, Monthly Rept for Mar 1983 

NAROACCI.O A Ichthyological Associates, Inc 83/04/28 21pp 
18278 168 24X Flche 30-289.83/04/28.8303020210 


8303030462 Forwards recovery sys description t. technical evaluation 
rept annual updates for auilltary bldg emergency liquid 
cleanup sys (EPICOR ID.solld raduaste staging medules & 
submerged demlneral izer sys. per 820204 Itr 

KANOA, B K Oeneral Public Utilities - OPU Service Corp 83/04/28 
SNYDER, B J TMI Program Office 2pp 1B293 228 24X 

Fiche ■ 30-320. 83/04/20. B3D3030462 


. — 8303030470 “Recovery Program Sys Deecrlp t ion. Aux i 1 lary Bldg Emergency 
Liquid Clean-up Sys (EPICOR ID " 

a Oeneral Public Utilities - OPU Service Corp 83/03/31 32pp. 

18293 230. 24X FlChe 30-320,03/04/28.8303030462 


— 8303030476 "TMI-Unit 2 Sys Description of Submerged Demineral 1 lation 
Sys (808) " 

« Oeneral Public Utilities - OPU Service Corp 83/03/31 204pp 

18293 282 24X Flche 30-320.83/04/28,8303030462 


—8303030484 Rev 1 to "TMI-Unlt 2 Recovery Program, Solid Uaste Staging 
Facility Sys Description " 

a Oeneral Public Utilities - OPU Service Corp 83/04/26 21pp 
18294 126 24X Flche 30-320.83/04/28,6303030462 


6303060438 Forwards "Annual Environ Operating Rept. 1992, " “Ecolaglcal 
Study of Susquehanna River Near TMI" t< "Hydraulic Survey " 

HUKILL.H D Oeneral Public Utilities - OPU Service Corp 83/04/29 
Region 1. Office of Director tp 18349.038 24X 

Flcho 30-289,03/04/29,8303060438 


— 6303060460 "Annual Environ Operating Rept. 1982 " 

a Oeneral Public Utilities - OPU Service Corp 62/12/31 ISpp 
18349 060 24X Flche- 30-269, 63/04/29. 8303060438 


--8303060464 "Hydraulic Survey. “ annual rept 

a Qanaral Public Utillttee - OPU Service Corp 82/06/03. IBpp 
18349.076 24X Flche 30-289,03/04/29.8303060438 


--930SO60463 “Ecological Study of Susquehanna River Near TMI." annual 
rept for 1982 

NAROACCI.O A Ichthyological Associates, Inc 83/04/30. 633pp 

18349-091. 24X Fiche 30-289,83/04/29,8303060438 


8309060649 Forwards "TMI Nuclear Station Radiological Environ 
Konitorlng Rept. 1982 " U/o and 

HUKILL.H D Oeneral Public Utllltle* - OPU Service Corp 83/04/29 
Region 1. Office of Director Ip 18348 230. 24X 

Flche. 90-269. 83/04/29. 8303060649 


8303060669 Forwards TMI Program Ofc weekly status rept for wk of 
630484^30 

BARRETTiL H TMI Program Office 83/03/02 DENTON. H ft Office of 
Nudamr Reactor Regulation. Director SNYDER. D J. TMI Program 
Office 8pp. 18337-340 24X Flche 30-320, S3/09/02. 8303060668 


6309240603 Forwards TMI Program Ofc weekly status rept for wk of 
630901-07 

BARRETT. L H TMI Program Office. 83/03/09 DENTON* H R Office of 
Nuclear Reactor Regulation. Director. SNYDER, D.O TMI Program 
Office. 7pp. 18593-167. 24X Fiche. 50-320, 83/08/09. 8303240603 


8303240561 Forwards TKI Program Ofc weekly status rapt for wk of 
830309-14. 

BARRETT. L H TMI Program Office 83/03/16 DENTON. H R. Office of 
Nuclear Reactor Regulation. Director SNYDER. B U TMI Program 
Office 9pp 18393 328. 24 X Flche. 30-320, 83/09/16. 8309240361. 


6303230383 “Quarterly Dose Astesiment Rept. First Quarter 1983 " 
KANOA, B K General Public Utilities - OPU Service Corp 83/03/18 
ALLAN. J M Region t. Office of Director 9pp 16989 342 24X 

Flche 90-320. 83/09/ 1 8. 8303290309 


8309240348 Periodic groundwater monitoring program rept for Her 1982 - 
Apr 1983 

KANOA, D K Oeneral Public Utilities - OPU Service Corp. 83/09/19 
BARRETT. L H TMI Program Office 3Bpp 10374 017 24X 

Flche 90-320, 83/03/ 1 9, 83 03240348 


6 Reportable occurrences, LERs ti related correspondence 


8303030327 Forwards LER eS-OIO/OlL-O 

KANOA.B K Oeneral Public Utilities - OPU 8srvlc« Corp 63/04/20 
ALLAN.J M Region 1. Office of Director tp 18299 323 24X 

Flche 30-320,03/04/20.0309030927 


— B303030939 LER B3-010/OIL-0 on 830322. in-c Ore thermocouple H-3 began to 
exhibit erratic behavior Cause unknown To date, no adverse 
trend in overall core thermocouple eye behavior apparent 
CHAPLIN. 8 D Oeneral Public Utilities - OPU Service Corp. 

83/04/20 Region 1. Office of Director 2pp 18299 324 S4X 
Flcho 90-320, 83/04/20, 8303030927 


8309110370 Forwards LER 83-01 1/OlU-O 

KANOA.B K Oeneral Public Vtllities - OPU Service Corp S3/04/SS. 
ALLAN.J M Region l, Office of Director Ip 18406.279 S4X 
Flcho 90-320, 83/04/29, 83031 10370 


—8309110376 LER 83-01 1/OIL-O. on 030329. verified that 3 h rated fire 
damper not installed in fire wall separating fuel handling 
bldg from reactor bldg annulus area Caused by AE error 
during const of plant Hourly firewatch posted. 

CHAPLIN. 8 D Oeneral Public Utilities - OPU Service Corp 
83/04/23 Region 1. Office of Director 3pp 18406 276. 24X 

Flche 50-320.83/04/29.8303110370 


8309110321 Forwards LER B3-OI8/03L-0 

KANOA.B K Oeneral Public Utilities - OPU Service Corp. 83/04/28 
ALLAN.J M Region 1. Office of Director Ip 18406 071 24X 

Flche 30-320,83/04/28,8309110321 


—8303110326 LER 83-012/03L-0 on 030329. following Inadvertent discharge 
of one zone of air intake tunnel Halon sys. pressure of Melon 
bottle CI-4C discovered to be below allowable limit Caused 
by personnel errors Bottle reprcssuri zed 

NELLS. R Oeneral Public Utilities - OPU Service Corp. 83/04/28. 

Region 1. Office of Director 3pp 18406.072 24X 

Flche 30-320, 83/04/28. 83091 10321 


8309310001 Forwards updated LERs 

KANOA.B K Oeneral Public Utilities - OPU Service Corp 83/09/19 

ALLAN.J M Region I, Office of Director 2pp 10693 060 24X 

Flche- 90-320. 03/09/19. 8309310001 


—8303310004 Updated LER eo-O01/99X-l on 800126,60 amp molded case 
circuit breaker for generator auxiliaries found tripped. 

Caused by defective Internal connection on A phase Breaker 
replaced 

CHAPLIN. 8. D Oeneral public Utilities - OPU Service Corp 
83/09/19 Region 1, Office of Director 2pp 18693-062. 24X 

Flche 30-320.83/09/19,8309310001 


—8309310007 Updated LER 80-003/01 X-1* on 800218, emergency diesel 
generator Q out of svc far annual malnt, violating Tech Space 
requiring both emergency dleeel generators to be operable 
Caused by change In Tech Specs. 

CHAPLIN. 8 D General Public Utilities - OPU Service Corp, 
03/09/19 Region 1, Office of Director 2pp. 18693-064. S4X 
Flche 30-320. 03/09/19, 8303310001 


—8309310010 Updated LER eO'007/DtX-t on 800222, exhaust fan AH-ESC 
removed from svc for maint, violating interim Recovery Tech 
Specs Caused by inability to restore unit to operabli etetue 
Within action period. Fan repaired 

CHAPLIN.0 D Oeneral Public Utilities - OPU Service Corp 
83/09/19. Region 1, Office of Director Spp. 10693-066. 24X 

Flche 90-320,83/09/19,8309310001 


—8303310014 Updated LER aO-Ot2/01X-l . on 000413, exhaust flow of fuel 
handling bldg HVAC sys fell below recovery operation plan 
requirement Ceuicd by alther eye Imbalance or flow rete 
requiring rev Fan lineup altered 

CHAPLIN. 0 D Oeneral Public Utilities - OPU Service Corp. 
83/09/19. Region 1, Office of Director. 2pp 18693:068. 24X 

Flche 30-320, 83/09/ 1 9 . 830 331000 1 . 
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— 8303310019 Updated LEK B0-049,'01X-1 on 801027( tflscovered that valve 
LTB-VI71 ASME Code stamped Im unauthoTl tad valve supply 
house Caused by unautborlied use of ASHE UV code stamp 
by Marth American Safety Valve Industries) Inc 
CHAPLIN.6 D Oenoral Public Utilities - GPU Service Corp 
03/05/19 Reyion ii Office of Director 3pp iS653 070 24X 

Flche S0'320. B3/05/I9< 8305310001 


—8303310024 Updated UER 80-054/03X“1 on 80J 1 17, eeierjency diesel 
generator DF-X-IR failed to start Caused by not maintaining 
diesel at high enough shutdoiun ambient temp due to heater 
failure Heater & contactor replaced 

CHAPLIN, S O General Public Utilities - GPU Service Corp 
83/05/19 Raalon 1. Office of Director 3pp 18653 073 247 

Flche 50-320, 83/06/19, 83053 10001 


— 8305310030 Updated LER 80-055/03X-1 OP 801 127, emery ency diesel 
generator DF-X-IB failed to start Caused by failure to 
maintain diesel at high enough shubdoien ambient temp due to 
heater failure Heater & contactor replaced 
CHAPUIN.S 0 General Public Utilities - GPU Service Corp 
83/09/19. Region 1, Office of Director 3pp 18693 076 24X 

Flche 90-320,83/05/19,8399310001 


—8305310036 Updated LER 80-096/01X'l on 801212, core floor tank level 
Instrumentation A inopprable Cause unknoun Tech Spec 
3336 revised to delete core floor tank level indicatore 
from specs 

CHAPLIN, 8 D General Public Utilities - GPU Service Corp 
03/05/19 Region 1, Office of Director. 3pp 18633 079 24X 

Flche 50-320 , 83/03 / 1 9, S3 053 1 DOG 1 


— 0305310041 Updated LER 80-057/'03X-1 on 801217, air Intake tunnel 
chlorine monitor declared Inoperable due to failure 
to raspend upon exposure to chlorine vapors Caused by dirty 
probe Probe cleaned fc returned to sve 

CHAPLIN.S D General Public Utilities - GPU Service corp 
83/05/19 Region 1. Office of Director 2pp 18653 082 24X 

Flche 50-320, 83/05/19, 8303310001 


— 8309310047 Updated LER 81-004/03X-1 on 810204. emergency diesel 
generator DF-X-ID felled to start Caused by leu diesel 
ambient temp Pump motor repaired on 8(0302 
CHAPLIN, 8 D General Public Utilities - CPU Service Corp 
83/05/19 Region 1, Office of Director 2pp 18653 084 24X 

Flche 30-320, 83/03 / 1 9r 83033 1 000 1 


—8309310056 Updated LER B1-003/03X-1 on 3104 16, dlese 1 driven fire pump 
failed to start Caused by failed battery Diesel sultched to 
E bank- Preventive malnt procedure urlttan to replace fire 
SVC diesel batteries A & S every 3 yrs 

CHAPLIN, a D General Public Utilities - GPU Service Corp 
83/09/19 Region I, Office of Director 2pp 18693 087 24X 

Flche. 50-320. 83/03/19, 93053 1 000 1 


— 8309310061 Updated LER 91-OlO/OlX-l on 810420. shift fc dally check 
logsheet not consistent <u/recavorv Tech Specs In that seven 
Instruments received dally rather than per shift checks 
Caused by errors In procedure logsheet Procedure revised 
BWARTZWELDER.R General Public Utilities - GPU Service Corp 
83/05/19 Region 1. Office of Director 3pp 18653.08? 24X 

Flche 90-320, 83/0 5/ 1 9. 8 3093 1 OOO 1 


— 8305310066 Updated LER ai-012/03X-l on 810422, emergency diesel 
generator A failed to develop output voltage Caused by 
corrosion li pitting of relay contacts Relay replaced 
Surveillance Procedure 4A03-R1 revised 

CHAPLIN, 8 D, General Public Utilities - GPU Service Corp 
83/03/19 Region 1, Office of Director. 3pp 10633 098 a4X 
Flche. 30-320. 83/03/19, 8305310001 


—8309310072 Updated LER ai-020/03X-l on 810830. fuel handling bldg 
ventilation syi inoperable due to high pressure 
differential 1, lou eihaust flow rate. Caused by excessive 
loading of prefilters I- first bank HEPA filters 
CHAPLIN.S D Genera) Public Utilities - OPU Service Corp. 
83/03/19 Region 1. Office of Director 3pp, 18633 095 24X 

Flche 30-320. 83/03/ 1 9. 8 3033 1 000 1 


— 8303310078 Updated LER ai-022/03X-l. on 810909, channel calibr of gas 
partltioncT performed past scheduled ecpiratlon date Caused 
by heavy manpower loads in conducting Unit 1 hot functional 
tests Instrument calibr 

SWARTIMELDEH. R General Public Utllltlas - GPU Service Corp 
83/03/19 Region 1, Office of Director 2pp, 1B633 097 24X 

Flche 90-320, B3/0S/19. 8305310001, 


— B3033I0080 Updated LER 8l-023/03X-i • on 810911, control bldg charcoal 
filters lab tested to acceptance criteria of 93Z rather then 
99X, as required Caused by ml i Inter pretati O'n of Reg Guide 
1.52. Hew filters tnetelled. 

SHARTZHELDERrR. General Public Utilities - GPU Service Corp 
83/05/19- Region I, Office of Director. 2pp 18693 099 24X 

Flche 30-320,83/05/19,8303310001 


— 8305310087 updated UEH 91-032/03X-1 on 811105, while revl suing operaticig 
r ec ords I d isco vsr 0 d' that exhaust flow fell below Tech Specs 
min on 611026 Caused by low auxiliary bldg supply flow rate 
ic problems w/dsslyn & operation of supply damper 
CHAPLIN.S D Oenoral Public Utilities - GPU Service Corp 
03/05/19 Region 1. Office of Director 3pp 18633 101 24X 

Flche 50-320, 03/OS/19. 8303310001 


— 830S31DD91 Updated LER 8t-034/0lX-i on 81 1201. In-core thermocouple F-12 
Inoperable Caused by polarity of thermocouple being 
reversed Procedures revised to prevent future occurrence 
CHAPLIN.S D General Public Utilities - GPU Service Corp 
83/03/19 Region 1, Office of Director 3pp 18693 104 24X 

Flche 90-320,83/05/19.8303310001 


— 0305310096 Updated LER 81-035/03X-1 on 81 1201, Wind direction monitorlrg 
Instrument inoperable Caused by Ice formation on Instrument 
Instrument deiced 1. permanent weather station heater jacket 
Installed 

CHAPLIN.S D General Public Utilities - OPU Service Corp 
83/03/19 Region 1. Office of Director 2pp 18693 107 24X 

Flche 30-320.63/09/19,0303310001 


—6309310101 Updated L£R Sl-036/03X'l on 811214, wind direction monitoring 
instrument Inoperable Caused by ice formation on instrument 
Instrument deiced fc permanent weather station heater jacket 
installed an Instrument 

CHAPLIN, B D General Public Utilities - GPU Service Corp. 

83/03/19 Region 1, Office of Director 2pp 18633 109 24X 

Flche 90-320, 93/ 03 / 1 9. 83033 1 000 1 


--B3093IO107 Updated LER 8I-038/03X~1 on 811228, wind direction «< wind 
speed monitoring Instruments Inoperable Caused by Ice 
formation on instruments Instruments heat traced as 
temporary measure 

CHAPLIN.S D General Public Utilities - OPU Service Corp 
83/03/19 Region I, Office of Director 2pp 18633 111 24X 

Flche 90-330.83/05/19,8305310001 


— 6309310114 Updated LER e3-034/01X-l on 821021 , one e-through steem 
generator A level Indication failed Caused by separated 
electrical connector, fa lied power supply & inadequate 
procedure Ualves opened it level Indicators repaired 
CHAPLIN.S D General Public Utilities - OPU service Corp 
83/09/19 Region 1. Office of Director 2pp 18633 113 24X 

Flche 50-320.83/03/19,8309310001 


T Hearing transcripts on non-ai»t I trus t matters 


6303040086 Transcript of 830422 briefing In Washington, DC re THI-3 
cleanup Pp 1-98 

• Commissioners 83/04/22 124pp 18328 242 24X 

Flche 30-320.63/04/22.8303040086 


8305120318 Forwards transcripts, Including corrections, re investigation 
by EH Stler of allegations by CPU {< Dechtel 

HANOA, B K General Public Utilities - OPU Service Corp 83/03/06 
BARRETT, L H THI Program Office Ip 18433 241 24X 

Flche 30-320,03/03/06,8303120312 


— 6309120317 Testimony of vIC Auger re investigation of allegations by 
OPU 6 Dechtel Pp 1-13 

AUGER, J C General Public Utilities - OPU Service Corp 83/03/31 
I3pp 18433 242 SAX Flche 30-320,83/03/06,8305120312 


— 8305(20323 Testimony of JU Chiuastyk re Investigation of allegations by 
OPU & Dechtel Pp (-16 

CHWASTVK, J J General Public Utilities - GPU Service Corp 
83/03/31 18pp (8433 237 24X Flche 50-320,83/05/06,8305120312 


— 8303120326 Testimony of R Gummo re investigation of allegations by 
OPU t, Dechtel Pp 1-12 

OUHMD. R General Public Utilities - OPU Service Corp 03/04/06 
i4pp 18433 273. 24X FI che: 50-320, 83/05/06. 6309120312 


— 8909120330 Testimony of EJ Kltler re investigation of allegations by 
OPU * Bechtel Pp 1-7 

KITLED, E. J Dechtel Corp 83/04/06 9pp 18433 289 24X 

Flche 30-320.63/03/06.8303120312 


■8309120335 Testimony of OA Kundar re Investigation of allegations by 
GPU & Oeelitel Pp 1-13. 

KUNDER, 0 A General Public Utilities - OPU Service Corp 
63/04/13 10pp. 18433 298 24X Flche 30-320,83/03/06.0305120312 


—8305120338 Testimony of UJ Marshall re Investigation of allegations by 
GPU i, Dechtel Pp 1-14 

MARSHALL, W J General Public Utilities - GPU Service Corp 
83/04/06 lApp 18433 316 24 X Flche 50-320,03/03/06,8305120312. 
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■3305120341 Tt'stimonij of JF Per r y t'e 1 1 . v b « 1 1 gd 1 1 nn of allegations by 
CPU t Dtchtel Pp 1-14 

P£RRV J h General Public 'Jfilitioi - GPU Service Corp S3/04/06 
16pp 10433 333 24'< Fiche 50-330,03 Ol/Ofo, 63051 303 1 2 


--8305120344 restimony of RF Ryen re i n >. n » 1 1 ga 1 1 on of allegations by GPU 
*. Beet- te 1 Pp 1-4 

RYfIM, R F Dabcocl *• Wilcoi Ca 03 '01 '06 6pp 10433 346 247 

Fiche SO-320. 83/05/06, S305130JI3 


— 9305120347 Tustiinony of LC Rogers ie i iw r- 5 1 1 ga 1 1 on of allegations by 
GPU 4- Bechtel Pp 1-S 

naOERS, L C Babcocl t IJllcox Co B3'0I 01 9pp 18433 354 24X 

Flihe 30-320, 83/03/06. 0305 12031 S 


-'•fl30512{)330 Testimony of DG Smith re investigation of allegations by 
GPU * Beth tel Pp 1-5 

SMITH, a G General Public Utilities - GPU Service Corp 83/04/06 
7pp 18433363 24X Fiche 50-320,83/05/06.8305120312 


'&30S120355 Testimony of JA 6mith re investigation of allegations by 
GPU *. Bechtel Pp 1-15 

SnrtH. U A G1 Ibert/Commonueal th Cos 83/03/31 17pp 10434 007 
24X Fiche 90-320,63/03/06.0303120312 


— B309120357 Testimony of RP Harr en re investigation of allegations by 
GPU t Bechtel Pp 1-10 

WAfinEN, R P General Public Utilities - GPU Service Corp 
83/03/31 IPpp 10434 024 247 Fiche 30-320,83/05/06,0303120312 


03OS23O187 Foiuiards marked-up eicerpt fi um NRC testimony from Udall 
830426 hearing on f ac 1 1 1 ty . c ons 1 s 1 1 ng of Pages 69-81 Memo 
dtd 830506 original ercerpt also cnej 

DENTOM, H R Office of Nuclear Reactor Regulation, Director 
33/05/17 KAtlMCRER. C Office of Congi ess i ona 1 Affairs 20pp 
19377 249 24X Fiche 50-320,03/05/17,830523018? 


— 8305230,199 Foruards transcript of Commissioners statement before House 
Subcommittee on Energy h Environ 030426 hearing (n 
Mash 1 ng ton, DC Transcript should be edited t returned by 
8303 1 0 

KAHMEBER.C Office of Congressional Affairs 83/03/06 
PALLADIND, N , OTLINSKY, V , AHEARNF. J F Commissioners Ip 
10577 271 34X riche 30-320. 03/05/ 1 7 , 0303230 189 


,0303230209 Transcript of C omm i s s 1 onoi s statement at House Subcommittee 
on Energy f< Environ 830426 hearing in Was h 1 ng ton, DC Pp 
63-06 

PALLADIMO, N , GILIN3KV, V , AHEARNF. U f Commissioners 03/04/26 
lapp 18577272 24X Fiche 50-320,03/05/17.8305230109 


U Cong ress 1 ana 1 /El ecu 1 1 ve Cnrrespnndence 


B3OSO4O130 Tbruards pi oposed Chaitman testimony before Udall 
Subcommittee 830406 hearing Id developments since Apr 1982 
at TMf , reap and ing to items in Cong re s Sinar, Udall 630413 Itr 
U/o proposed testimony 

OENTON, H R Office nf Nuclear Reactor Regulation, Director 
83/04/20 DIRCKS.W J Office of the Eiocutlve Director for 
Operations 2pp 10327 011 24X Fiche 50-209,83/04/20,0305040130 


■8303040145 Enumerates items to be addressed by Commission at 
Subcommst lee on Energy 6 Environ 830426 oversight hearing on 
major de /■> lopments at TMI since last hearing in Apr 1902 
UDALL, M K House of Rep , Interior Insular Affairs 03/04/13 
PALLADtNtl. N Cnmml s s 1 one r s 2pp 10327 013 24X 

Flthe 50-209.03/04/20,0305040130 


8305230435 Forwards response to (luestlon 20 In 030223 Itr re NRC 
review of tlX,W/OPU trial record 

PALLADIMO. N J Commissioners 03/04/28 UDALL, M K House of Rep , 
Interior 6 insular Affairs 2pp 10342 051 24X 

Fiche 30-289,03/04/20, 0305230435 


— 8303230440 Informs of dissenting opinion re Commission majority 
decision blocking General Counsel review of BSiW/GPU trial 
record In TMl-l restart proceeding Decision will hamper 
ability of Individual Commissioners to obtain needed info 
OILINSKV, V Commissioners 03/04/07 0IMPSON, A K Senate, 
Environment {< Public Works Bpp 10542 053 24X 

F1 Che 5t> -289, 83/04/28- 0303230435 


•0305030443 Responds to Chairman Pal lad i no 930309 reguest for views 
on legality of Commission decision directing Executive 
Director Pnr Dperat i ons, rather than life of General Counsel, 

Co revl 014 BbM/GPU trial record Actions supported 
PLAINE.H H E Office of the General Counsel 83/03/25 
PALLADINO. N U . OILINBKY. V , AHEARNE, U Commissioners 5pp 
J0S42 035 24X Fiche 50-209,03/04/28,0305230435 


0303230446 Provides Commission response to Commissioner Ollinsky 
03040"’ itr disagreeing w/Commi ss ion majority decision to 
black Oeneial Counsel review of BbM/GPU trial record In 
TMI-1 restart proceeding Commission actions justified 
PALLADINO, NJ Commissioners 03/04/1? UDALL, M K House of 
Rep , Interior b Insular Affairs 4pp 10542 060 24X 

Fiche 50-28?, 03/04/20, 0305230435 


•0305230453 Disagrees w/Commission majority views In Chairman Palladlno 
03041? Itr justifying Commission decision to block General 
Counsel review of BbW/OPU trial record in Tf1I-I restart 
proceed ing 

ASBELBTINF, U K Commissioners 03/04/25 UOALL, M K House of 
Rep , Interior b Insular Affairs 3pp 10542 064 24X 

Fiche 50-28?. B3/04/2B, 0305230435 


V Operator Examinations 


B305I20055 Forwards Training Procedure 62 lO-ADH-2604 01. Rev 1-00, 
"Control of Exams for Units 1 b 2, “ 6 Procedure 
62J0-ADM-261O 02. Rev 1-00. "Operator Training Instructor 
Indoctnna tion/Qua 1 1 f ication Training Program '' 

HUKILL.H D General Public Utilities - GPU Service Corp 03/03/06 

STOLZ.J F Operating Reactors Branch 4 Ip 18420 233 24X 

Fiche 50-209,03/03/06,0305120035 


—8305120064 Rev l-OO to Training Procedure 62 lO-ADM-2604 01, "Control of 
Exams for Uni ts I b 2 " 

a General Public Utilities - GPU Service Corp 03/04/26 7pp 
10420 234 24X Fiche 50-2B9, 03/03/06, 8305 120035 
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F Security, medical, emergency b fire protection plans 


0305030685 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 93/04/2S Document 
Management Branch Ip 10309 141 24X Fiche 50-321,83/04/25, 

8309030683 


,-0305030607 FoT'wards public version of revised emergency plan 
Implementing prpe e dure ei 1 nc 1 ud i ng Procedures HNP-4734 re 
general emet'geiicy - Savannah River Dperations Ofc b 
HNP-4327 re alert - security force 

NIXiH C Georgia Power Co 83/04/07 Office of Nuclear Reactor 
Regulation, Director Ip 10309 142 24X Fiche 30-321,63/04/25, 

0305030605 


,0305030690 Public version of revised emergency plan implementing 
procedures, Inc lud ing Procedures HNP-4734 re general 
Bmerponcy - Savannah River Operations b HNP-4337 re 
alert - security force 

ROOEHB, W H I NIX.H Georgia Power Co 03/04/04 SOpp 
10309 143 24X Fiche 30-321,83/04/23,8305030685 


0305040648 Releases public version of revised pages to emergency plan 
FELTON, U M Division of Rules and Records 83/04/25 Document 
Management Branch Ip 18336 273 24X Fiche 50-321,03/04/25, 

B30S040648 


— 0305040634 Ppt wards public version of revised Pages C-3 b P-J to 
emergency p Ian 

OLLINGER.W H Georgia Power Co 03/03/31 NRC - No Detailed 

Affiliation Given ip 10336 276 24X Fiche 30-321,03/04/25, 

8305040640 


■0305040659 Public version of revised Pages C-3 b P-1 to emergency plan 
* Georgia Power Co 03/02/28 Ppp 18336 277 24X 

Fiche 50-321,83/04/23,8305040648 


0305060469 Clarifies requests for exemptions from lOCFRS'O 40 b App R 
requirements In response to NRC request at 830330 meeting 
Rev to 820701 response to be submitted by 830530 
OUCWAiL T Georgia Power Co 83/04/20 STOLI.J F Operating 
Reactors Branch 4 lipp 18331 17? 24X Fiche 50-321,83/04/28, 

8303060469 


0305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for DLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list encl 

ElSENHUT, D G Division of Licensing 03/03/11 Consolidated 

Edison Co of New York, Inc I6pp 18340 095 24X 

Fiche 30-000,83/05/11,8305110034 
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6309290930 Submits Info on comp 1 idoc o u/Bronch Tochnicol Position 
9 3-1 re quol 1 f i( a tlon of fiTo protoclion engineers 
Qual 1 f icat i on Pegu i raoiertts met through meint of staff at 
affiliated svc eompang< Southern Co SvCSatnc 

OUCM/I.i, T Oeorgia Pooler Co 03/09/1'? STOLl. J F Operating 
Reactors Branch 4 Ip lesse S87 S4X Flche 90-031. S3/09/19 p 
9309290330 


H Oenaral torrespontfenc* 


SSOSOSOZA-I Reguests changes in correepandence routines due to recent 
mgt changes 

ClfCHA.L T Oeorgla Power Co 63/04/28 BENTON. H ft Office of 
Nuclear Reactor Regulation. Director Ip 18300 046 24X 

F i c h B 90 - 000. 63/04 /2a. 830903026 1 


J Insurance b indemnitg Information 


B30904020S Forwards Endorsement 7G to NELI6 Policy NF— 219 6 Endorsement 
63 to MAELU Policy MF-r8 

DUCK. JR Harsh 1< McLennan. Inc 93/04/28 BALTZMAN. J Assistant 
Director for State & Licensee Relations 3pp 18324 028 24X 

Flche 90-321.83/04/28.6305040202 


B309200270 Forwards Endorsement 79 to NELIA Policy NF— 219 t. Endorsement 
64 to MAELU Policy l1F-7a 

DUCK. JR Harsh i. McLennan. Inc 33/09/16 SALTZMAN. J Assistant 
Director for State 6 Licensee Relations 3pp tS5l6 296 24X 

Flche 90-32 1.83/09/16. 83052002 70 


6309230027 Forwards Endorsement 30 to NEUIA Policy NF-215 & Endorsement 
66 to HAELU Pol ley HF-78 

DUCK. J B Harsh & McLennan. Inc 83/09/16 SALTZHAN.J Assistant 
Director for State 4 Licensee Relatione 3pp 18939 160 24X 

Flche 90-321.83/09/16.9309230027 


P Operating license stage documents t< cerrespnndenc e 


8304120027 Forwards revised order confirnlng licensee commitments on 
pos t-THI-relatcd 1 ssues. correcting info re implementation 
schedule for Item (I 0 3. "Post-Accident Sampling " 

BTDLZ. JF Operating Reactors Branch 4 83/03/30 BECKHAM. J T 

Ooorgia Power Co 4pp 17997 320 24X Flche 50-321.83/03/30. 

8304120027 


—0304120042 Order revising schedule fur submittal of info re Item 
II B 3. "Post-Accident Sampling.'' from 830401 to 830701 
PURPLE. R A Division of Licensing 83/03/30 Georgia Power Co 
lOpp 17997 324 24X Flche 30-321.63/03/30.3304120027 


8309040769 Ferwards safety evaluation 6 technical evaluation rept re 
TMI Items I A 2 1 4 “Upgrading of Reactor Operator 4 Senior 
Reactor Dperatur Training" 4 1 1 3 4 "Training for Mitigating 
Core Damage " Programs satisfy MUREC-0737 reduir ements 
STOLZ. J F Operating Reactors Branch 4 83/04/20 DECKHAH. J T 

Georgia Power Co 3pp 18327 300 24X Flche 90-321.83/04/20, 

8309040769 


— 8207060498 “Improvements in Training & Hequal iflcatlon Programs os 
Required by THI Action Items I A 2 1 6 II B 4.'' technical 
evaluation rept 

« Science Applications. Inc SAt-ie6-029~34 62/07/01 NRC - 

No Detailed Affiliation Given 14pp 18327 303 24X 

Flche 90-321.83/04/20,0309040769 


6305030634 Application to amend Licenses DPR-97 It NPF-9, revising Tech 
Specs re TMI Action Plan Items I A 1 1 3. I A 1 3. 1 1 £ 4 1. 

11 E 4 2 9-7. II K 3 3. tl K 3 13. II K 3 22. fl K 3 19. 

ri K 3 19. II K 3 27, II K 3 49 6 II F 1-4 

BECKNAM. J T Oeorg la Power Co 63/04/22 STOLZ, J F Operating 
Reactors Branch 4 Spp IB305 285 24X Fiche 50-321,03/04/22. 

8309030634 


— 8309030663 Rovlscd Tech Specs re TMI Action Plan I terns I A I 13. 
IA13. JIE4 1,IIE42 9-7, UK 3 3. 1 1 R 3 13, II. K 3 22, 

II, K 3 19. II K 3 19, IJ K 3 27. 1 1 K 3 49 * II F 1-4 
* Georgia power Co 83/04/22 31pp 18305 293 34X 

Fiche 90-321,83/04/22.6305030634 


8309040748 Summary of 630223-24 meetings u/utll I. EOtO in Atlanta. OA re 
proposed radiological effluent Tech Specs 

RIVEHDARK.G N Operating Reectors Branch 4 83/04/22 STOLZ/JF 

Operating Reactors Branch 4 I9pp 16327 179 24X 

Fiche 90-321,83/04/28.8305040746 


8305060671 Forwards EOltG 830404 1 tr transmitting list of NRC commintt 
on unresolved items from proposed radiological effluent 
Tech Specs Earlier scheduled date for final submittal 
reques ted 

STOLZ. J F Operating Reactors Branch 4 83/04/22 BECKHAH. J T 

Georgia Power Co 2pp 18398 001 24X Fiche 50-321,83/04/22. 

8309060671 


•8304220237 Forwards list of mejor radiological effluent Tech Spec itens 
from licensee proposal that were not resolved at Atlanta 
meeting Differences between Unit 1 6 Unit 2 proposals ere 
minor Cemmttinent date for next submittal not identified 
SERRANO, hi EO&O, Inc 83/04/04 UlLLIS. C A NRC - No Detailed 
Affiliation Given 3pp 183SS 003 34X Fiche 50-321,83/04/22. 

8309060671 


6305060091 Forwards Rev i to "Design Rept for Recirculation Sys 6 BHR 
Sys Neld Overlay Repairs 6 Flaw Evaluation at El Hatch 
Nuclear Power Plant. Unit 1 " 

OUCWA.L T Oeorgla Power Co 83/04/28 STOLZ. J F Operating 
Reactors Branch 4 2pp 18349 226 24X Flche 90-321,83/04/28, 

8309060091 


— 83O506OO9S Rev 1 to “Design Rept for Recirculation Sys 6 RKR Sys Held 
Overlay Repairs & Flaw Evaluation at El Hatch Nuclear Power 
Plant, Unit I '■ 

CHARNLEV, J E . RICCARDELLA. P NUTECH Engineers, Inc OPC-O4-t04 
ROl 83/03/04. lOOpp 18349 228 24X Flche 90-321.03/04/28. 

8309060091 


8309020459 Generic Ltr 83-19 to ell power reactor & testing liccnseei 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

EI6ENHUT.D O Division of Licensing 03/09/02 Consolidated 
Edison Co of New yori. Inc 9Dpp 18441 120 24X 

Flche 90-000. 83/09/02. 8309020459 


8305060306 Requests that portion of 630422 response to Generic Ltr 
93-02 be withdrawn Portion re Item II F I. "Addl Accident 
Monitoring Instrumentation." will be reevaluated upon 
receipt of NRC guidance 

OUCWA.L T Georgia Power Co 83/05/02 STOLZ. J F Operating 
Reactors Branch 4 Ip 18344 323 84X Flche 50-321.83/05/02. 

8305060306 


830509063? Generic Ltr S3-20 to all operating reactor licensees tt 
holders of CPs re integrated scheduling for Implementation 
of plant nods Svc list encl 

EISENHUT. DO Division of Licensing 03/05/09 Consolidated 
Edison Co of Mew Vert. Inc 16pp 18627 153 24X 

Fiche. 50-000. 83/09/09, 8305090659 


6309200493 Commits to submit results of plant-unique calculations 
re acceptability of mod to toru# vacuum breakers by 830619. 
in response to Generic Ltr 83-08 

OUCHA.L T Georgia Power Co 83/09/16 STOLZ. J F Operating 
Reactors Drench 4 Ip 18919 089 24X Flche 50-321.83/09/16, 

8309200493 


Q Inspection reports. IE Bulletins t. correspondence 


6218060399 IE Info Notice B3-I4. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction '* Svc list 
enc 1 

TAVLORiJ M Division of Safeguards S> Inspection Programs (Past 
B30I03) 63/03/81 Consolidated Edison Co of New York. Inc 

I12pp 18308 319 24X Flche 90-000,83/03/21.8212060389 


8305270491 Ack receipt of 830328 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-366/03-02 
DANCE. M C Division of Project ft Resident Programs 83/04/07 

KELLY, R J Georgia Power Co ip 10646 072 24X 

Flche 90-366. 83/04/07. 8309270491 


— 8309270523 Forwards IE Insp Repts 30-321/83-02 h 90-366/83-02 on 
821220-830121 b notice of violation 

DANCE' H C Division of Project I. Resident Programs 83/02/25 
KELLY. R J Georgia Power Co 2pp 18646 079 24X 

Fiche 50-366.83/04/07.8309270491 


— 8305270590 IE Inep Repts 90-321/03-02 h 90-366/83-02 on 821220-630121 
Noncompliance noted failure to make 24-h telephone rept 
within required time limit 

CHLEMJAK.R V . HOLMES-RAY.P Region 2. Office of Director 
BROWNLEE. 9, L Division of Project h Resident Programs 83/02/23 
4pp. 18646 078, 24X Flche 50-366.83/04/07.8305270491 


B3O527OS70' Requests that docket number in 830322 IE Insp Rept 
90-336/03-09 be changed to 90-366/63-09 due to 
admints trative error 

DANCE. H C Division of Project 1. Resident Programs 03/04/08 

KELLY, R J Georgia Power Co ip 18646 113 24X 

Flche 90-321,83/04/08,8309270570 
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S303040031 IE Info Notice B3-2li "Defoctive Emergencg Use Respirator " 
Svc list end 

jOHDAN/E L Division of Emergencg Preparedness t Engineering 
Response (Root B30I03) B3/04/13 Consolidated Edison Co of Neu 

Vork> Inc tSdipp 1B439 1S5 S4X Flche 50-000. S3/04/ 1 5> 8303040031 


0303040033 IE Info Notice 03-33. '‘flWR 3a f e tg /Re I i ef Valve Failures ■’ 
BVC list encl 

JORDAN. E L Division of Emergencg Preparedness t. Engineering 
Response (Post 930103) 03/04/33 Consolidated Edison Co of Neu 

Vurkr Inc llSpp 18363 0B9 34X Flche 50-000.03/04/33.0303040033 


a303D40029 IE Info Notice 03-33, "Inoperable Containment Atmosphere 
Sensing Sgs “ Svc list end 

jORQANiE L Division of Emergencg Preparedness & Engineering 
Response (Post S30103) B3/04/3S Consolidated Edison Co of Neu 

York, Inc 1 19pp 10301 391 34X Fichc 50-000.83/04/35,0303040035 


3309270332 Aek receipt of 030410 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/03-04 ti 
30-34>6/e3-04 

DANCEiH C Division of Project (< Resident Programs 03/04/37 

kelly, R J Oeorgia Pouer Co Ip 10642 066 24X 

Flche 90-331,83/04/27,0309370333 


— 8309370336 Responds to NRC 030318 I tr re violations noted in IE Insp 
Repts 90-321/03-04 (t S0-3&6/83-04 Corrective actions 
training directive Issued to appropriate personnel stressing 
prompt notification of unusual event 

BECKHAM, J T Georgia Pouer Co 83/04/10 O'REILLY. J P Region 
3, Office of Director Spp 18643 067 34X Fiche 90-331, 

03/04/ 27, a 305370333 


— 0309270343 Forwards IE Insp Repts 50-321/83-04 & 90-366/83-04 on 
830207-11 te notice of violation 

DANCE, H C Division of Project t> Resident Programs 83/03/10 

KELLY, R J Oeorgia Pouer Co 3pp 18643 06? 34X 

Flche 90-331,03/04/37,0305370333 


— 9309270351 Notice of violation from Insp on 830307-11 

e Region 3, Office of Director 83/03/18 (p 18643 071 24X 

Flche 90-331,83/04/37,8309370333 


—8309870357 IE Insp Repts 90-331/83-04 L 90-366/83-04 on 030307-11 
None omp 1 lane e noted failure to make proper notification to 
NRC follouing liquid raduasta release on 821S09 
WRAYfJ R Region 3, Office of Director DARR. K P Division of 
Emergency Preparedness S< Materials Safetg 83/03/10 7pp 
18642 073 24X Fiche 90-321,83/04/37,8309270333 


8303040026 16 InfO Notice 83-24, "Loose Parts In Secondarg Side of 
gteam Oeneratprs at PURs " Bve list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 03/04/38 Consolidated Edison Co of Neu 

York. Ine 119pp 10382 047 34X Flche 50-000,83/04/38.8303040036 


8303040037 IE Info Notice 03-29, "Standby Oas Treatment Sgs Heater High 
Temp Trip Betpolnt Adjustment " Svc list encl 
JORDAN, E L Division of Emergencg Preparedness (< Engineering 
Response (Post 830103) 83/04/38 Consolidated Edison Co of Neu 

York, tne tIBpp 10382 169 24X Fiche 50-000,83/04/38,8303040037 


Q303040088 IE Info Notice 63-36, "Failure of Safetg/Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JDRDANiE L Division of Emergencg Preparedness t< Engineering 
Response (Post S30103) 83/05/03 Consolidated Edison Co. of Neu 

York, Int ISSpp 10441 170 a4X Flche 90-000,83/05/03,0303040030 


0303040030 IE Info Notice 63-27, "aperatlonal Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list encl 

JORDAN.E L. Division of Emergencg Preparedness li Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co. of Neu 

York, Inc ll2pp 18383 303 a4X Fiche 90-000,83/09/04,0303040030 


0303040031 IE Info Notice 63-38, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list encl 
JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response (Pest 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc il9pp 18441 001 24X Fiche 90-000,83/09/04.8303040031 


8303040033 IE Info Notice 83-39, "Fuel Binding Caused bg Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Raiponee (Pest 830103) 83/09/06 Consolidated Edison Co of Neu 

York, Inc llSpp 18933 348 34X Flche 90-000,83/09/06,8303040033 


8309160144 Submits 30-day response to SER L technical evaluation rept 
re environ qualification of Class IE equipment (IE Bulletin 
79~01D) Final plans for resolving qualification of Items in 
Categories I B, II A t, 11 D will be transmitted by 830930 
CUCHA, L T Georgia Power Co 03/09/06 0TOLZ. J F Operating 
Reactors Branch 4 394pp 18444 044 S4X Flche 90-321,83/09/06, 

8309160144 


8303040034 IE Info Notice 83-30, "Misapplication of Oenertc Emergency 
Operating Procedures (EOP) Guidelines " Svc list encl 
JORDAN, E L Division of Emergency Pr sparedne 1 1 fc Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co of New 

York, Inc ll4pp 18934 003 24X Fiche 90-000,83/09/11.8303040034 


8305370390 Forwards IE insp Repts 50-33 1/83- 11 t< 50-366/83-11 on 
830411-19 NO noncofflpi 1 ance noted 

DANCE, H C Divltion of Project & Resident Programs 83/09/11 

KELLY.R J Georgia Power Co 2pp 10644 333 34X 

Flche 90-331,83/09/11.8309270390 


—8309370356 IE Inep Repts 50-331/83-11 6 90-366/03-i 1 on 830411-15 No 
noncompliance noted. Major areas inspected licensee action 
on previous enforcement matters.QA program, des Ign mods, test 
& experiments program & procurement program 

BEL16LE. 0 A , DEOBAOE, A G , UPRIGHT, C M Region 3. Office of 
Director 83/09/11 14pp 18644 339 24X Fiche 90-321,83/09/11, 

8309370330 


8303040040 IE Info Notice 83-31, "Error In AOLPIPE Computer Program " 
Eve list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 83(3103) 83/09/1? Consolidated Edison Co of Neu 

York. Inc I14pp 18697 009 24X Fiche : 90-000, 83/09/19, B3O3D4004O 


8309270138 Advises tl)at updating inservlca insp program util be delayed 
until Aug 19B3 Commitment to axsinina control rod ifriva scram 
discharge vol piping uelds will be met & unaffected by delay 
in update of inservice insp program 

OUCWA,L T Georgia Powar Co. 03/05/19 STOLZ.J F Operating 
Reactors Branch 4 Jp 18638 317 34X Flche 90-331.93/05/19, 

8309370138 


8308040046 IE Info Notice 83-33, "Nonrepresenta t Ive Sampling of 
Contaminated Oil " Svc list encl 

JOR'OAN.E L Division Pf Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/36 Consolidated Edison Co of Neu 

York, Inc ll4pp 18647 007 34 X Fiche 90-000,83/09/26,8303040046 


R Periodic operating reports I, related correspondence 


8309180379 Forwards monthly operating repts for Apr 1983 

NIX.H C Georgia Power Co 83/09/06 Director's Offlee, Office 
of Inspection and Enforcement Ip 18490 382 24X 

Flche 90-331, 83/05/06, 0309180379 


— 8309100284 Monthly apereting repts for Apr 1983 

REDHAMZ,F J Georg le Power Co 83/09/06 13pp 18490 899 24X 

Flche 50-321,83/09/06,8305180279 


S Reportable oceurrencas, LERs 6 related corretpondence 


8309230973 Forwards engineering evaluation rept, “Cracks L Leaks in 
Small Diameter Piping " 

DROHN, E J Reactor Operations Analysis Branch 03/04/19 
SEYFRIT.K V Reactor Operations Analysis Drench ip lB94t'342- 
34X Fiche 90-000,83/04/19,8309330973 


—8309330619 "Cracks (> Leaks in Small Oiamster Piping," engineering 
evaluation rept Bmall pipe leaks associated ui/unanticlpated 
vibration problems require addl supports or rerouting of 
piping 

BRONN, E J Reactor Operations Analysis Branch 83/04/19 9pp 
18941 043 34X FI ehe* 90-000. 83/04/ 19, 8309230973 


8309090030 Foruards LER 83-040/03L-0 

NIX.H C Georgia Pouer Co 03/04/21 O'REILLY.J P Region 2. 
Office of Director ip 18342 092. S4X Fiche 90-331,83/04/31. 
8309050030 


— 8305090040 LER e3-040/D3L-0 on 030329, rear tOT bldg eiheust vent A 
radiation monitor 01 1-K609A at-found data unacceptable 6 
monitor declared inoperable Caused by Instrument drift. 

D11-K609A callbr I, returned te svc on 83(9325 

riPPa, 8 D Oeorgia Power Co 83/04/21 Region 2, Office of 
Director 3pp 10342:093 34 X FI c ha . 90-321, 83/04/21, 8309090030 


8309050083 Forwards updated LER e3-036/OtX-l 

NIX.H C Georgia Power Co 83/04/31 O'REILLV.J P. Region a. 
Office of Director ip. 18342 030 S4X Flche 90-321,83/04/21, 
8309090083 
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— 830S090aS7 Updated LER Q3-03i./01X--l on R30323. plant review board 
dstarmlned lack of admlni f t rative control existed in 
complying lu/Proc edure HNP-Arai tecaose of mall condition of 
cable iTays Caused by lack of specific instructions 
TIPPSiS B Georgia Power Co 83/04/21 Region S, Office of 
UlreetoT 3pp 18342 021 24X Plche 50-321.93/04/21.6308030083 


83091102*9 Forwards LER 83-043/031.-0 

NIX.H C Georgia Power Co 83/04/2* O'REILtV. J P Region 2. 
Office of Director Ip 18393 222 84X Flche S 0-32 1 , 03/04/26. 
83031 1026? 


— 8303110272 tER 83-043/03L-0 an 63033 l.RHR sve water pump 0 did not 
reach required Tech Spec pressure Caused by air release 
valve for loop D failing to seat off Robber Seat & float 
replaced & float cage realigned 

TIFFS. 5 B Georgia Pouer Co 83/04/26 Region 2. Office of 
Director 3pp 18393 223 24X Flche 90-321.93/04/26.8303110269 


8305110270 Forwards LER 93-044 /03L-D 

NIX.H C Georgia Fouler Co 33/04/26 O'REILUV. J F Region 2. 
Office of Director ip 18393 296 24 X Flche 30-321.83/04/26, 
83031 10270 


— G30S 110273 LER 63'044/03L-0 on 830404 > luh 1 1 e performing mstl condition 
Inspi sys engineer found two of four bolts not installed In 
valve operator mount at valve bonnet on RMR loop A rain fleui 
bypass valve Replacement bolts installed t< torqued 
TIPP8. S D Georgia Power Co 83/04/26 Region 2. Office of 
Director 3pp 18393 297 24X FI c he 50-321. 83/04/26. 83051 10270 


03OSI 10431 Forwards LER 03-O4I/O3L-O 

NIX.H C Georgia Power Co 83/04/26 Q'REILLV.dP Region 2. 
Office of Director ip 16409 068 24X Flche 90-321. 93/04/26. 
8303! 10431 


— 8305110434 LER e3-041/03L-0 on 830329. fo 1 1 owing Group 5 isolation, 
outboard reactor water cleanup Isolation valve failed bo 
open Caused by overheated D-C drive motor on valve operator 
Drive motor replaced 

TIFFS. S 8 Georgia Power Co 83/04/26 Region 2. Office of 
Director 3pp 13409 099 24X FI che 90-321. 83/04/26. 83031 10431 


0305110404 Forwards LER 83-042/03L-0 

NIX.H C Georgia Power Co 83/04/29 O'REILLV.3' P Region 2. 
Office of Director Ip 13392 008 24X Flche 50-321,83/04/29. 
B3D9I 10404 


—8305110412 LER B3-042/03L-0 on 830330.1/2 scram received Caused by 
scram discharge valve high level RPS relay burning 1> failing 
In tripped condition Relay replaced ft satisfactorily tested 
TIFFS. S 13 Georgia Power Co 83/04/29 Region 2. Office of 
Director 3pp 10392 009 84X Flche 50-321. 03/04/29. 83 051 10404 


830SI3013S PND-I I-B3-032 on 030901 . contractor amployea suffered broken 
arm. fractured pelvis ft possible skull fracture in machine 
shop accident Caused by cotton glove caught by valve stem 
pulling parson into lathe u/contamlnatad valve 

ROGGE. J F r dance. H C Region 2. Office of Director 83/05/02 
2pp 18437 277 24K Fie h e 50-321. 93/05/02. 8303130138 


8303170178 9upp 1 emanta 1 narrative summary to Rev 9 to HO 
90-321/1979-021 Updated data pn tritium levels In 
gro-unduiater samples during First Quarter 1983 end Mo 
radionuclides above background Identified 

NIX.H C Georgia Power Co 63/09/02 O'REILL/. J P Region 2. 
Office of Director 3pp 18466 321 g4X Flche 90-321.83/03/02, 
8305170178 


8309110289 Forwards LER G 3-046/ 03L-0 

NIX.H C Georgia Power Co 83/09/03 0 'REILLV. J P Region 2. 
Office of Director Ip 10393 308 84X Flche 50-321.83/09/03. 
8309110289 


— 830SI1D293 LER 83-046/03L-0 on 03041 1 . c hann e 1 A turus water level 
narrow range recorder T4S-R607A. operated erractlcaliy Caused 
by dirty control amplifier plug connection Connection 
cleaned Procedure HNP-J-5372 run successfully 

TIFFS. S D Georgia Power Co 83/03/03 Region 2. Office of 
Director 3pp 10393 309 24X Flche 30-321.83/05/03.8305110289 


8309170294 Forwards LER 83-031 /03L-0 

NIX.H C Georgia Power Co 83/09/03 O'REILLV. J P Region 2. 
Office of Director Ip 18466 ISO 24X Flche 50-321,83/05/09. 
0309170254 


—8305170262 LER fl3-031/03L— 0 on 830409. dloi Ids recorder pen oP primary 
containment atmosphere hydrogen dioxide recorder 1F33-R60JA 
read downscale ft primary containment atmosphere sample sys 
outlet pumps found not running Caused by component failure. 

TIPPS, a D Georgia Power Co 83/09/09 Region 2, Office of 
Director 3pp 18466 l3l 24X Flche 90-321,83/05/09.8309170294 


8305170434 Forwards LER 83-034/03L-0 

NJX'H C Georgia Power Co 83/03/05 O'REILLY. J P Region 2, 
Office of Director Ip 18469 297 24X Flche 30-321,03/05/09. 
8305170434 


— 8305170436 LER a3-O34/03L-0 on 830407, contra 1 room air Intake Isolation 
valve 124J-F011 closed late during Procedure HNP-1-3973 
Caused by faulty operator ft lack of damper shaft 
lubrication Shafts lubricated 

TIPPSiS B Georgia Power Co 83/03/09 Region 3. Office of 
Director 3pp 18469 298 24XFiche 90-321.83/09/09.8309170434 


8309170442 Forwards updated LER B3-036/01X-2 

NIX.H C Georgia Power Co 83/05/09 O'REILLY. J P Region 2. 
Office of Director tp 18471 230 24X Flche 30-321,83/03/05. 
8305170442 


—8305170445 Updated LER 83-036/01X-2 on 830320.22.23 ft 0409.niatl 
condition of cable trays found out of compliance w/Procedur* 
HNP-6921 Caused by lack Of admlnlstratl ve control ft 
nonspecific procedure Instructions Procedure revised 
SUMMER. K U Georgia Power Co 83/03/09 Region 2. Office of 
Director 6pp 1B471 231 24X Flche 90-321, 83/09/09, 83091 70442 


8309110364 RO 90-366/93-01 on 830129 ft 0314, Units 2 ft 1. resp ective ly. 
had spray/sprinkler sys taken out of sve for mods ft could 
not be restored to operable status within 14 days per Tech 
Specs Continuous fire watches maintained 

MIX.H C Georgia Power Co 83/09/06 O'REILLY, J P Region 2. 
Office of Director 3pp 18406 262 24X Flche 90-321.83/09/06. 

8303110364 


0303230568 Forwards LER e3-047/03L-0 

NIX.H C Georgia Power Co 83/09/09 O'REILLY. J P Region S. 
Office of Director Ip 18537 305 24X Flche, 50-321, 83/09/09, 
8309230568 


— 8309230977 LER e3-047/03L-0 on 830412.02 recorder pens on primary 
containment atmosphere H202 recorders 1P33-R601A ft R601LB 
read 17/. ft 3 35X, respective ly Caused by tubing Cap missing 
ft open sample valve in analyier sample line A Cap replaced. 

TIPPS. B Q Georgia Power Co 83/09/09 Region 2, Office »f 
Director 3pp 18337 306 24X Fiche 30-321,83/09/09,8308230563 


0309270234 Updated LER S3-036/01X-3 On 630320. lack of administrative 
control existed in complying u/cable ft cable tray 
installation Procedure HNP-6921 because of matl Condition of 
cable trays Caused by inadequate procedures M/830916 Itr 
TIPPS, e B . NIX.H C Georgia Power Co 83/09/16 O'REILLY. J P 
Region 2, Office of Director 9pp 10637 186 24X 

Flche 90-321.83/05/16,8303270234 


8309310166 LER 03-04 9/03L-0 on 830423, while performing M3IV trip tost, 
D outboard MSIV (l021-FO2aD) found to close slower than 
Tech Spec limit Caused by maladjusted actuator flow control 
needle valve W/a309l6 Ur 

TIPPS, S B , NIX.H C Georgia Power Co 83/03/16 O 'REILLY. J P 
Region 2. Office of Director 4pp 18692 339 24X 

Flche 90-321,83/09/16.8309310166 


03OS31O1BO Updated LER a3'040/03X-t . on 830329, reactor bldg exhaust vent 
radiation monitors Dl 1-K609A ft D found Inoperable Caused by 
Instrument drift & cable failure between detector ft trip 
unit Monitor calibr M/e30916 Itr 

TIPPS, S B . NIX.H C Georgia Power Co 83/09/16 O'REILLY, J F 

Region 2, Office of Olrffctor Spp 18659 139 24X 

Flche 90-321. 83/03/16, 8305310180 


8309270625 Part 21 rept re potential problem ij/3-phase rectifier 
assembly In exciter not connected In parallal which could 
cause premature failure Initially reported on 830320 Utils 
will measure vibration 

HAISUER. R K Litton Industries. Inc 33/09/20 KEPPLER, J 0 Region 
3. Office of Director Spp 18646 212 24X Flche 50-000,03/09/20. 

8305270625 


DOCKET 30-32 S SHOREHAM NUCLEAR POWER STATION 


A Appl ication/construction stage documents ft correspondence 


8303060144 Responds to FOIA Requests 82-453,82-471 ft 82-479 re 
suppression pool dynamic loads Ends to Documents 3 ft 4 ft 
rept encl w/Oocuatent 7 withheld (ref FOIA Exemption 4) 

FELTON, U M Oivislun of Rules and Records 83/03/17 HAFNER.B 
Affiliation Unknown 2pp 18364 261 24X Fiche 30-322.83/03/17, 

8309060144 



DOCKETED ITEMS 


— SSOMAOl S3 Submits schedule & pTogram for analgting h resolving effects 
of LOCih re suppression pool hydrodynamic loadSi safety 
relief valvo vent clearing {< steam (quenching phenomena 
Schedule coordinated iii/OE & other utils 

WOFFORD. A U Long Island Lighting Co 7S/06/03 STOLZ. J F 
Light Water Reactors Branch 1 4pp 18364 366 84X 

Flche 30-328,03/03/17.8303060144 


—8303060133 Requests addl Info re suppression pool temp limit Responses 
to Ousstions 1.2.4 (< 3 tail 1 1 be provided by SE Question 3 
must be answered by util 

KNIELrK Light Water Reactors Branch 2 77/08/31 WOFFORD, A W 

Long Island Lighting Co 2pp 18364 283 24X 

Flche 30-322,83/03/17.0303060144 


E NRC Safety Evaluation Report (SER), suppls 6 cprre spondence 


9303040SOB Forwards Rev 2 to “41601/ Metal End Sidltchgear - General 
Maint. " providing description of inservlce insp t tasting 
programs to assure seismic integrity of electrical & 
mechanical components iSER Issue 81 

SMITH. J L Long island Lighting Co 83/04/33 DENTON. H R Office 
of Nuclear Reactor Regulation. Director “Jpp 13321 023 24X 

Flche 30-322. 83 /O4/22,a3O5O4O3O0 


— 8303040314 Rev 2 to Procedure 32 050 02, '■4i60V Metal End Switchgear 
General Maint '' 

ROSE, a J Long Island Lighting Co 83/01/31 6pp 18322 032 
24X Fiehc 50-322.33/04/22,8305040308 


— 8303060164 Responds to 770831 Itr ref GE rept "170 F Pool Temp Limit 
fur Safety Relief Valve Ramshead Condensation Stability." 
in response to Questions Ii2i4 & 3 Submittal date for 
raspomse to Question 3 will be provided 

BURKE.TJ Long Island Lighting Co 77/09/26 KNIEL, K Light 
Mater Reactors Branch 2 ip 18364 207 24X 

Flche SO -322, 03/03/ 1 7 , 8303060 1 44 


8303040303 Foruiards monthly status of equipment summary list including 
ba lance-of-p lent b NBSS equipment to assist in review of SER 
Issue B on dynamic qua! 1 f Ication, per 021110 t. 23 ibrs 
SMITH, J L Long Island Lighting Co 83/04/2? DENTON, H R Office 
of Nuclear Reactor Regulation, Director 52pp 16323 306 24Y 

Flche 30-322.83/04/29,8305040303 


8303160095 Corrects serial number of 830413 Itr transmitting Rev 3 to 
inservice testing program Correct identifier should be 
0NnC-B37. not 8NRC-839, 

SMITH. J L Long Island Lighting Co 83/03/03 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp 18430 331 24X 

Flche 30-322, 83/03/03. 8305 1 6009 3 


8303040323 Doard Notification 83-037 forieards differing prof opinions 
re eye interaction b safety classification Info relates to 
Board Notifications 83-17 & 83-44 re Unresolved Safety Issue 
A-17 

EtSENHUr.DO Division of Licensing 83/03/04 PALLADINO. N 
Commissioners 22pp 18337 139 24X Fiche 30-000.83/05/04. 

8309040323 


8305160070 Responds to SER Issue 48, "High Energy Line Breats (HELB)" 
b B30124 request to consider addl single failure within ays 
used to mitigate event Postulated worst-case scenarios 
listed Occurrence of events unlikely Issue dosed 

SMITH, J L Long Island Lighting Co 83/05/11 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 18430 116 24X 

Fiche 30-322,83/05/11,8305160070 


8305270013 Forwards monthly status list of active safety-related 
equipment per SER Issue 8 re dynamic qual 1 f 1 cati on lovel 
SMITH. J L Lang Island Lighting Co 83/05/23 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 32pp 10633 277 24X 

Flche 50-322, 83/05 / 23. 83052700 1 3 


8303240342 Forwards minutes of 830421 meeting w/utll b SbH re 
clarification of addl items in independent design review 
KINO.UP Teledyne Engineering Services 83/05/06 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 10371 001 
84X Ftcne 30-322,83/09/06.8303240342 


83090906S9 Generic Ltr 03-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EIEENHUT. DO Division of Licensing S3/0S/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 133 24X 

Flche 30-000, 83/03/09, 8303090639 


0303190491 Notification of 030324 meeting w/8uffolk County 
rapr ceantatives In SethesdaiKO to discuss ettenslon of CP 
CARUSO. R Licensing Branch 2 83/09/16 SCHWENCER. A Licensing 

Branch a 4pp 18523 199. 24X Fiche 50-322,83/09/16.8303190491 


0303240447 Provides status of implementation of SER recommendations 
re NUREO-0 737, Item II K 3 16. "Feasablllty Study - 
Challenges fc Valve Failures “ Preventive maint program will 
be available for site review in 2 months 

SMITH. J L Long Island Lighting Co 03/09/20 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 3pp 1B972 338 24X 

Fleha 90-322.B3/09/20, 83032404 47 


B309270001 Forwards final Classification of ICR 3633-18 re pipe support 
deflgn calculations from independent design review Item 
c 1 oead 

LANDERS. D F Teledyne Engineering Services 83/03/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 18638 327 
24X Flche 90-322,83/03/20.8303270001 


F Security, medical, emergency b fire protection plans 


8303120378 Ack receipt of 830421 ltr informing NRC of steps taken to 
correct violations noted in IC Emergency Preparedness 
Appraisal Rept 30-322/82-18 

martin, T T Division of Engineering b Technical Programs 83/03/09 
POLLOCK. M 8 Lang Island Lighting Co Ip 18433 303 24 Y 

FI Che 30-322. 83/03/03, 0303120378 


—8309120380 Responds to NRC B20930 ltr re violations noted in IE 
Emergoncy Preparedness Appraisal Rept 90-322/82-lS 
Corrective actions permanent responsibility far emergency 
planning assigned to emergency planning coordinator 
POLLOCK, M S Long Island Lighting Co 93/04/21 MARTIN, T T 
Division of Engineering b Technical Programs i2pp 16432 304 
24 X Flche 90-322.83/09/09,8309120378 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
0vc list end 

EISENHUT.D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16 pp 18940 099 24X 

Flche 90-000,83/09/11.8309110034 


8309240213 Forwards monthly status rept on offsite emergency 
proparednoss for OL reviews for Apr 1983 

DIRCKS.H J Office of the Executive Director for Operations 
83/09/13 PALLADINO, N J Commissioners 9pp 18993 322 24 X 

Flche 90-000. 83/09/13, 8303240213 


0 Adjudicatory correspondence 


6309290373 Forwards Teledyne Enginearlng Svcs 830306 Itr to HR Denton 
w/attacheient re independent design verification program 
BOROENICK.B M Hearing Branch 3 83/09/24 BRENNER, L , 

CARPENTER. J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
7pp 18392093 24X Flche 30-322,83/03/24.8303230373 


8349310030 Responds to 630324 Itr re environ qua 1 i f i cati on of OE 
switches (Type CR 3940). List of switch locations b summary 
of generic environ qual if ication testing encl Switch 
failure would not adversely affect shutdown capability 
SHITHiJ L Long Island Lighting Co 83/09/23 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 12pp 18693 192 24X 

Fiche 90-322. 03/05/23, 83033 1 0030 


8309100323 Forwards Teladyne Engineering Svcs 830311 ltr transmitting 
latest classification of items from independent design 
review of facility 

BOROENICK.B M Hearing Branch 3 83/03/18 BRENNER, L > 

CARPENTER. J L . MORRIS, P A Atomic Safety and Llcenelng Board Panel 
4pp 18374 06S. 24 X Fiche 90-322.83/03/18,0309100223 


8309100295 Forwards Teledyne Engineering Svcs 630315 ltr transmitting 
latest classlf ication of items from independent design 
review of facility 

aORDENICK, B M Hearing Branch 3 83/03/21 BRENNER, L , 

CARPENTER. J L , MORRIS.P A Atomic Safety and Licensing Board Panel 
4pp 18373 298 24X Flche 90-322.63/03/21,8305100299 


8309100238 Forwards resolution of Suffolk County Contention I3<d) re 
util failure to provide sufficient QA/QC personnel during 
operation of facility Approval requested 
BORDENICK.B M Hearing Branch 3 83/04/01 BRENNER, U . 

CARPENTER. U L . MORRIS. P A Atomic Safety and Licensing Board Panel 
2pp 18373 271 24X Fiche 90-322,83/04/01,8303100238 
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--830910023? Oetolutlon of Suffolk Countg Contention t3(d) r« util 
f4llure to prQvldo lUfftclfnt OA/QC personnfrl durini) 
opofotton Util uill preparw detailed projection of QA itoff 
r<iqulreni»nt« for 12-/itonth period Contention ulthdraiun 
eC}RD£NlCK>B M Hsarlnp Oranch 3 EARLEY. A F Lonj Island 
Lighting Co * 9uffoll> County. NY 83.'03/31 Atonic Safety 

and Licensing Board Panel £pp 16373 273 2A% 

Ficha 90-322,83/04/01.8309100238 


6309100223 Sacond proposod spin ion, f Indlng s of fact & conclusions of 
lau In form of partial Initial doclslan rr DL application 
concarnlng OA/QC it environ qualification 

fiOROENICK. 8 K . REPKA. D A Hearing Branch 3 83/04/18 Atomic 

Safety and Licensing Board Panel 119pp 18373 144 24X 

Flche 30-322.83/04/10.8309100222 


83090309^0 Reply to Suffolt County & URC proposed OA/QC % environ 
quallf Icatlon opini ons. f ind tngs L conclusions 

• Long Island Lighting Co • Hunton t Ullliams 83/04/29 294pp 

18301 001 24X Fiche 90-322. 83/04/29. 8303030960 


63091)20390 Henorandum I. order providing for further filings on Suffolk 
County notion to reopen record on Contention II A5LB uill 
rule on motion to reopen as part of initial decision an 
marlts of Contention II 

BREHMER. L Atonic Safety and Licensing Board Panel 83/04/28 6pp 
18276-319 24X Flcht 90-322.83/04/28.8309020390 


6309030997 Foruards proposad stipulation re Suffolk County Contention 
13<a) on QA/QC operations Util 6 Suffolk County agreed to 
stipulation MRC revieu IncompleCe but no objections 
antic Ipated 

EARLEY. A F Hunton 6 U1 Ilians 83/04/28 BRENNER. L Atonic Safety 
and Licensing Board Panil 6pp 18303 278 34X 

Fleha 90-322.83/04/28.8309030997 


63D91O0I96 Reaponsa in opposition to Suffolk County 830408 motion to 
conpal applicant to file written rept re Teledyne 
Englnearing Sves design review of facility Interim meetings 
could result In duplicative efforts Certificate of Bve encl 
BOROENICK. 0 M Ksaring Branch 3 83/04/S8 Atomic Safety and 

Licensing Board Panel 7pp 18374 304 24X Fiche- 90-323. 83/04/28. 

8309100196 


8303100398 Forwards Teledyne Engineering Sves 830406 Itr transmitting 
sumisary of 830330 meeting re clas s i f icat ion of Item 
ICR 9633-1 concerning piping attached to horliontal beams 
frocn Independent design revieu of facility 
BORDENICK.B M Hearing Branch 3 83/04/38 BRENNER. L . 

CARPEKTER.J L . NORRfSiP A Atomic Safety and Licensing Board Panal 
4pp 18373 001 24X Fiche 90-322.83/04/28.8303100398 


S3O904046] Advises that util will serve alternative means for 
Implementing offsite emergency plan during uk of 830316 
Related correspondence 

CHRI8THAN. J N Huhton & Hill lams CHRISTMAN, d N Long Island 
Lighting Co 83/04/S9 BRENNER. L . CARPENTER, d H . MORRIS, P A 

Atomic Safety and Licensing Board Panel Ip 1B322 144 24X 

FI Che* 30-322, 83/04/29. 8309040461 


B3090304S8 Advises of LILCO application for renaual of 

License 31-17432-01 Application prepared per Reg Ouide iO 9 
Certificate of Sve encl 

BORDENICK.B H Hearing Branch 3 83/09/02 BRENNER. L . 

CARPENTER. J L • MORRIS. P A Atomic Safety and Licensing Board Panel 
4pp 18294 180 24X Fiche 30-322.83/09/02.8303030488 


8303030001 Motion for revised schedule re contentions Three-uk time 
limit for submission of contentions should be deleted 
Parties directed to meet within 2 ulcs of receipt of util 
revised plan to agree on schedule for contention submission 
LANPHER.L C Suffolk County. NY LANPNBR. L C Kirkpatrick. 
Lockhart. Mill. Christopher 6 Phillips 83/03/02 Atomic Safety 
and Licensing Board Pend Tpp. (81339 063 24K 

Fiche 90-322 . 83/0 9 /02, B 3030300 0 1 


■8309090005 Ulthdrawel Of S30408 motion to compel util to file written 
rept re Tele dyne Engineering Sve design revieu During 630422 
telcan.util & NRC dieclosed most info requested in motion 
Alternative relief requested Certificate of Sve encl 
DYNNER.A. R, Suffolk County. NY DYHMER. A It Kirkpatrick, 

Lockhart, Hill. Christopher & Phillips B3/O3/02 Atomic Safety 
and Licensing Board Panel 13pp 1333? 070 24X 

Fiche- 90-322, 83/09/02. 0309030001 


3303090007 Motion for leave to file new contention re emergency diesel 
generators. A8LB not required to balance lalenese factors 
Certificate of Sve sncl 

MILLER, H G Suffolk County, MV MILLER, M S Kirkpatrick, Lockhart, 
Hill, Christopher t< Phillips 83/05/02 Atomic Sefaty and 
Licensing Board Panal. 17pp 18339 001 24X Fiche 90-322.83/03/02, 

83090S0007 


8309050024 Supplemental proposed transcript corrections Certificate of 
SVC end 

EARLEY. A F Long Island Lighting Co EARLEY. A F Hun ton & 

Hi I Hams 03/09/02 5pp 18340 001 a4X Fiche 90-328,83/09/02. 
8309030024 


—8303050029 Revised proposed op inlon. f knd Ings of fact it cone lus inns «f 
lau in form of partial initial decision 

EARLEY. A F Long Island Lighting Co EARLEY. A F Hunton 6 
Williams 83/03/02 367pp i8340 006 24X Fiche 90-322, 

83/03/02. 8303050024 


0309040429 Corrections to ASLO B3042O Memorandum 6 Order LBP-83-22, 
denying Suffolk County motion to terminate OL proceeding 
BRENNER. L Atomic Safety and Licensing Board Panel 83/09/03 3pp 
18322 126 24X Fiche 90-322.83/09/03.8309040429 


8309060499 Memorandum ic order ac k Suffolk County 830902 utthdraual of 
motion to compel util to file written rept re Teledyne 
Engineering Sve design review Motion for util & NRC to 
provide info on revieu denied as overly broad 

BRENNER. L Atomic Safety and Licensing Board Panel B3/09/04 
Suffolk County. MY 4pp 13331 194 24X Fiche 90-322,03/09/04. 

8303060499 


8309060518 Motion for expeditious Commission ruling on Issues 
transferred from ASLAB re emergency planning Suffolk County 
motion to terminate OL proceeding is threshold issue 
pervading all aspects of proceeding M/Cert i ft cate of Sve 
BROUM.H H Suffolk County. NY pROUN. H H Kirkpatrick. Lockhart. 
Hill. Christopher h Phillips 83/09/04 Commissioners tSpp 
18391 009 24X Fiche 90-322.83/09/04.8309060918 


8305100391 Forwards updated Apps B 6 E to util 830117 proposed partial 
initial decision Schedule for completion of plant continues 
to Indicate physical readiness to load fuel by Aug 1903 
REVELEY. W T Hunton & Williams 83/03/04 BRENNER, L , 

CARPENTER, J L . MORRIS. P A Atomic Safety and Licensing Board Panel 
lOSpp 10370 091 24X Fiche 90-322,83/09/04.0303100391 


6309090129 Foruards executed stipulation re Suffolk County Contention 
13(a} on QA/QC operation Parties Intend to submit 
addendum to stipulation 

ODROENICK, B M Hearing Branch 3 B3/0S/0S DRENNER, L Atomic 

Safety and Licensing Board Panel Ip 18363 330 24X 

Fiche 30-322.83/03/05,0303090129 


— 8309090136 Stipulation resolving Suffolk County Contention 13ia) re 
QA/QC operations 

BDROENICK, D M Hearing Branch 3 EARLEY. A F Long Island 
Lighting Co DYNNER.A R Suffolk County. NY 03/03/09 5pp 
18363 351 24X Fiche 30-322,83/03/09.8303090129 


8303090905 Order confirming l-wk extension of schedule to file 
contentions Following receipt of revised emergency plan 
BRENNER. L Atomic Safety and Licensing Board Panel 83/03/05 2pp 
18362 012 24X Fiche 50-322,83/09/09.6303090303 


6309100197 Response to ASLB B3042S memorandum V order providing for 
further filings on Suffolk County motion to reopen record on 
Contention 11 Applicant response insufficient to address 
full scope of concern Certificate of 8vc encl 
LANPHER.L C Suffolk County. NY LANPHER.L C Kirkpatrick. 
Lockhart. Hill. Christopher 8. Phillips 83/09/09 Atomic Safety 
and Licensing Board Panel 17pp 18374 239 24X 

Fiche 90-322,03/09/09.8305100197 


8309100296 Protests exclusion of North Shore Committee (NSC) from 
hastily convened 830304 conference call to hear ASLB 
decision on Suffolk County 830302 motion for rev of 
schedule Certificate of Sve encl 

SHAPIRO. R Cammer & Shapiro 83/03/03 BRENNER, L . MORRIS.P A . 
CARPENTER, J H Atomic Safety and Licensing Board Panel 3pp 
18374 059 24X Fiche 90-322.83/09/03,0309100236 


6305100274 Supports Suffolk County 630902 motion for schedule rov 
Limited resources available to County emphaslies 
desirability of County proposal Interchange between parties 
clarify concerns it focus contentions when ftled- 

8HAPtflO.R Cammer b Shapiro 63/09/05 BRENNER, L . MORRIS.P A . 
CARPENTER. J H Atomic Safety and Licensing Board Panel Ip 
18371 241 24X Fiche 90-322.83/09/09,8309100274 


B309I00380 Forwards 830421 I tr t. attachments from Telodyne Engineering 
Byes to NRC re Independent design update program for 
facility Certificate of Sve encl 

SORDEMtCKi B M Office of the Executive Legal Director 03/09/09 
BRENNER. L , CARPENTER,,; L . MORRIS.P A Atomic Safety and Licensing 
Board Panel 4pp 18379 050 24X Fiche 30-322,83/05/03,0303100380 
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Q303100201 Objects to A8LAB eicluslon of Touin of Sou thamp t Dn> NY from 
B30S04 conference call re offsibe emorgencij planning Toun of 
Southampton ulll holil comments on offsite emergencij planning 
until receipt of neu util plan Certificate of Svc end 
LATHAM. S D Tuioireg, Latham *> Shea 63/03/06 BRENNER, L Atomic 

Safety and Licensing Board Panel 6pp 1B374 029 34X 

Flche 30-332, B3/05/Oi, 8305100201 


0303100324 Foruards Teledyne Engineering Svcs 830419 Itr requesting 
verification of receipt of controlled documents re 
Independent design review of facility 

DORDENICK, D M Hearing Branch 3 83/03/04, BRENNER, L , 

CARPENTER, j L , MORRIS, P A Atomic Safety and Licensing Hoard Panel 
4pp 19374 134 24X Flche 50-323,83/03/06,8303100324 


— 03O51OOS23 Forwards transmittal forms indicating that NRC confirmation 
for receipt of controlled documents re independent design 
review of facility not yet received Verification of receipt 
r e quested 

KEATING,!- A Teledyne Engineering Services 03/04/19 

DENTON, H R Office of Nuclear Reactor Regulation, Director 7pp 

10374 lOB 24X Flche 30-322,03/03/06,0303100224 


0303120297 Forwards revised proposed op ini on, supp 1 ementa 1 proposed 
Findings of fact, revised findings of fact U conclusions of 
law In form of partial Initial decision on Suffolk County/ 

Shorehem Opponents Coalition Contention 70 

LETSCHE.K J Kirkpatrick, Lockhart, Hill, Christopher U Phillips 
LET8CHE, H J Suffolk County, NY 03/03/09 BRENNER, L , 

CARPENTER, vl I , NORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 10430 170 24X Flche 50-322,03/03/09,0303120297 


— 330S12Q300 Revised proposed op ini on, supp 1 omen tal proposed findings of 
fact, revised findings of fact b conclusions of taw in form 
of partial initial decision on Suffolk County/Shoreham 
□pponants Coalition Contention 7B H/Certi f Icate of Svc 
QROUN.H H Suffolk County, NY SRONN, H H Kirkpatrick, Lockhart, 
Hill, Christopher b Phillips 03/03/09 202PP 10430 101 24X 

Flche 50-322,93/05/09,0305120297 


0303120329 Forwards corrected Page 39 to Suffolk County revised 
opinion 

LCTSCNE.KJ Kirkpatrick, Lockhart, Hill, Chr 1 s top h er b Ph 1 1 1 1 p s 
LETBCHE, K J Suffolk County, NY 03/03/09 BRENNER, L , 

CARPENTER, J L , NORRIS, P A Atomic Safety and Licensing Board Panel 
Ip 1B431 313 24X Flche 30-322.03/03/09,0303120329 


— 8303120332 Corrected Page 39 to Suffolk County revised opinion 
Suffolk County, NY 03/05/09 Ip 10431 316 24X 

Flche 30-322,03/03/09,0303120329 


B303I30069 Addendum to 030302 motion for loave to file new contention 
re onergency diesel generators clarifying Suffolk County 
views on reoponlng of evidentiary record Petition to reopen 
record not required Certificate of Svc encl 

KILLER. N S Suffolk County, NY KILLER, M S Kirkpatrick, Lockhart, 
Hill, Christopher b Phillips 03/03/10 Atomic Safety and 
Licensing Board Panel Spp 10436 246 24X Flcho 30-322,03/03/10, 

0303130069 


8303130072 Etpresses indignation at ASLD falluro to include author in 
03D3OS telephone conference w/ASLH, ut i 1 , Suf f ol k County b 
NRC Shoreham Opponents Coalition full-flodged participant in 
proceeding b should be Included in future discussions 
DaUCMERTY.J D Dougherty, J fl DOUGHERTY, J B Bhoroham Opponents 
Coalition 03/03/10 BRENNER, L Atomic Safety and Licensing Board 
Panel Ip 10437 032 24X Flche 30-322.03/03/10,0305130072 


6303130077 Repts that filing of util alternate means for implementing 
offsite emergency planning will be unavoidably delayed until 
wk of B30323 

CHRISTMAN. J N Hunton b NlUlams CHRISTNAN.U N Long Island 
Lighting Co 03/05/10 BRENNER, L , CARPENTER, J H , NORRIS, P A 
Atomic Safety and Licensing Board Panel ip 1S436 263 24X 

Flche 30-322,03/05/10,8303130077 


8305130090 Designates UJ Dircks as NRC representative on State of NY 
fact finding panel on facility 

PALLADINO.N J Commissioners 83/03/10 CUOMO, M H Neu York, 
State of Ip 10437 006 24X Flche 30-322,03/03/10,8303130090 


--B305130204 Requests designation of appropriate NRC representative to 
State of NY fact finding panel on facility 
CUOMO, H M New York, State of 03/04/22 PALLADINO, N J 
Commissioners Ip 10437 007 24X Flche 30-322,03/03/10, 

8303130090 


6303130030 Notice of ASLD constitution UA Laurenson, cha Irman b 
UR Kline b MS Living ston, members, 

COTTERiD P Atomic Safety and Licensing Board Panel B3/03/11 
2pp 10436 210 24X Flche 30-322,83/03/11,8305130030 


0303130060 Memorandum b Order CLI-03-13 accepting ASLAB 830426 referral 
of ABLB 830426 order referring ASLD 030420 order denying 
Suffolk County motion to terminate proceeding NRC obliged to 
consider util plan In absence of state/locat plans 
CHILK, S J Office of the Secretary of the Commission 83/09/12 
6pp 10436 298 24X Flche 30-322,83/09/12,8303130068 


0303160006 Answer to Suffolk County 030504 motion for expeditious 
Commission ruling on issues transferred from ASLAP Motion 
should Oe denied except for request for briefing of 
certified question Certificate of Svc encl 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton b 
Mill lams 03/03/12 Commissi oners 17pp 15456 062 24X 

Flche 30-322,83/03/12,8303160006 


0305160131 Order directing change of svc on emergency planning 
submiss ions 

LAURENSON, J A Atomic Safety and Licensing Board Panel 03/03/12 
Ip 18448 141 24X Flche 30-322,03/03/12,8303160131 


0303170345 Forwards revised NRC proposed op Inlon, f Ind Ings of fact b 
conclusions of law In form of partial Initial decision 
Error exists In pagination Pago 3 omitted 

RAWSON.R J Hearing Branch 4 83/09/16 BRENNER, L . MORRIS. P A . 

CARPENTER, J L Atomic Safety and Licensing Board Panel 2pp 
IB460 121 24X Flche 30-322,03/03/16.0303170343 


0303170863 Revised proposed op inion, f Ind i ngs of fact b conclusions of 
law in form of partial initial decision Certificate of 8vc 
ertc 1 

REPKA. D A Hearing Branch 3 03/03/16 2t3pp 18467 034 24X 

Flche 30-322.03/03/16,0303170363 


8303190800 Supplemental paragraphs to be Included In proposed opinion b 
supplemental proposed findings on Suffolk County Contention 
11 re valve failures Certificate of Svc end 

FLANAGAN, D O Long Island Lighting Co FLANAGAN, D 0 Hunton b 
Williams 03/03/16 9pp 10301 330 24X Flche 90-322.03/09/16, 

0303 1 90200 


0303190271 Affidavit of Ed Youngling that portions of Suffolk County 
proposed contention on diesel generators unsupported by 
facts, Insubstantial In nature or remedied Prof 
qual Iflcatlons anc I 

YOUNOLINO, E d Long Island Lighting Co 83/03/16 34pp 
10301 113 24X Flche 30-322,03/03/16,8303190271 


0303190370 Forwards motion opposing Suffolk County motion to add diesel 
generator contention Certificate of Svc encl 

EARLEY, A F Hunton b Williams EARLEY, A F Long island Lighting 
Co 03/03/16 BRENNER, L , CARPENTER. J H , MORRIS, P A Atomic 
Safety and Licensing Board Panel 3pp 18300 234 24X 

Flche 30-322,83/03/16.0303190370 


— 8303190302 Response opposing Suffolk County 830302 motion to add 
emergency diesel generator contention county falls to meet 
stds for reopening record, for late-fllod contentions b 
for particularity of contentions 

EARLEY, A F Long Island Lighting Co EARLEY, A F Hunton b 
Williams 03/03/16 Atomic Safety and Licensing Board Panel 
34pp 10300 237 24X Fitho 30-322. 03/03/16,0303190370 


8305200631 Motion for 1-day extension until 830524 to file supplemental 
SC/8DC 73 reply findings NRC 030316 supplemental findings 
not served on util counsel until 830317 

EARLEY, A F Long Island Lighting Co 03/03/17 Atomic Safety and 
Licensing Board Panel 3pp 18319 309 24X Flche 80-382,03/03/17, 

0303200681 


0303200990 Response opposing Guffolk County 030302 motion for loave to 
file new contention re emergency diesel generators 
Interested county must obsarve all procedural requirements 
applicable to parties Certificate of Svc encl 

aORDENlCK, B M . REPKA, 0 A Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel 14pp 10314 080 24X 

Fiche 50-322,03/03/10,0303200390 


— 0303200394 Final deficiency rept re failure of liquid carbon dioxide 
storage tank/piping b affect on operability of emergency 
diesel generators. Issue not roportablo per 10CFR3D 53(e) 

MILLIOAN.M H Long Island Lighting Co 81/11/12 GRIER, B H 
Region 1, Philadelphia, Office of the Director (81/03/01) 2pp 
10314 074 24X Flche 30-322,83/05/10. 8303200390 


0303240340 Advises that County will file motion for leave to respond to 
utll 030316 b NRC 930310 response to Suffolk County motion 
to add emergency diesel generator contention Filing will 
contain Important new Info Related correspondence 
DYNNER.A R Kirkpatrick, Lockhart. Hill, Chr la topher b Ph 1 1 1 ips 
DYNNER.AR Suffolk County, NY 03/09/19 BRENNER, L J . 

CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip IS373 203 24X Fiche 30-322,03/05/19,0305240940 
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C309S40432 □riter' granting util 830517 request ifor eitension until 
830924 to file «upp 1 enten t al preposep fmPings on 
Contention 7Q 

BRENNfRp L Atomic Safety an<l Licensing Ooard Panel Q3/C5/ZO 

Long Island Lighting Co Ip 18575 SS7 24J( FiChe 90-332103/05/20, 

8309240432 


S30S2404&0 Order perinlttlng Suffolk Countg to replying 030931, to util 
830916 Ic NRC 830918 argument^ apposing County motion to 
admit neu emergencg diesel generator Contention 
BRENNER, L Atomic Safety and Licensing Hoard Panel 83/09/20 
Suffolk County, NV 4pp 18973 160 34X Flchc 50-322,03/09/20, 

8309240460 


0309270553 Forwards 020730 Torrey Pines rept,Vol II (program results), 
Vol III (potential finding repts) t< environ qualification 
rcpt for Class IE equ i pmen t , Vo 1 a I tt ii per 630920 telcon 
W/o ends 

lane, V N Atomic Safetg and Licensing Board Panel 83/09/20 
MCCAFFH6V,D Long Island Lighting Co Ip 10662 114 24X 

Ficfe 90-332,03/03/20,8309270593 


6309230067 Forwards ABLA6 830518 OecisiOn ALAB-72a re Suffolk County/ 
Shoreham Opponents Coalition Contention 70 Areas addressed 
Include NF)C obligation re unresolved safety issues ti 
regulatory requirements 

RAW&DN.R J Hearing Dranch 4 03/09/23 BRENNER, L , MORRIS, P A , 

CARPENTER, J L Atonli; Safety and Licensing Board Panel 66pp 
18991 102 24X FlchP 90-322,03/03/23.0309250367 


0309290334 Order approving "Resolution -of Suffolk County Contention 
13(a) - QA/QC — Operations," dtd 830909 6 Addendum lidtd 
830916 

BRENNER, L Atomic Safety and Licensing Board Panel 03/05/24 
Office of the EiecuttVe Legal Director 2pp I05fl9 359 24X 

Flche 90-322, B3/ 03/24. 0305290334 


0305280373 Foruards Teledyne Engineering Svcs B30506 Itr te HR Benton 
<u/attachment re Independent design verification program 
DORDENICK, 2 N Hearing Branch 3 83/09/24 BRENNER, L , 

CARPEf/TEB, J U , MORRIS, P A Atomic Safety and Licensing Board Panel 
7pp 10992 093 24X Flche 50-322,03/09/24.0305250373 


8305310040 Vol 3 of reply to proposed op i n i o n a , f 1 nd i ng s Zi conclusions 
of Suffolk County & NI?C re safety c la s s i f i c a 1 1 on 6 sys 
interaction Certificate of Svc end 

* Long Island Lighting Co « Hunton 6 Hllllairs 03/09/24 293pp 

10694 092 24X Flche 90-322,03/05/24,9309310040 


8309310091 Vol 2 of reply to proposed op i nl ons , f 1 nd 1 r g s & conclusions 
of Suffolk County t, NRC re safety classification (i sys 
interaction 

EARLEV, A f Long Island Lighting Co EARLEV, A F Hunton !. 

Nil Hams 83/05/24 127pp (0653 325 24X Flche 90-322.03/09/24, 

6305310051 


B30S260271 Suppis to 030211 proposed opinion U findings of fact on 
Suffolk County Contention II re passive mschantcal valve 
failures Suppis to be used only IF ASLB reopens record 
Certificate of Svc end 

REPKA, D A Hearing Branch 3 83/05/25 9 pp 18625 399 24X 

Flche 50-322.83/05/29.0309360271 


8309100366 Responds to 030404 Itr re offsite emergency planning 
Commission 03O5IS order directed ASLO to consider any util 
emergency plan submitted 

FITZGERALD. J A Office of the General Counsel 03/05/17 NEVEL.M 
Shelter Island. NV Ip 18406 39? 24X Fiche 50-322,03/05/17, 

6305100366 


— 8309100367 Supports Suffolk County 030223 motion to terminate OL 
proceeding 6 motion for c lar i f 1 ca 1 1 on 

MEVEL, H Shelter Island, NY 03/04/04 PALLADINO. N 0 , 

OILINSKY. V , AHEARNEivI Commissioners 2pp 10406 360 24X 

Fiche 90-322,03/09/17,0305100366 


0305180430 Responds to 030406 Itr re offsite emergency planning 
Commiss Ion 030512 order directed ASLD to consider arty util 
emergency plan submitted 

FITZGERALD, J A Office of the General Counsel 83/03/17 RUMCO.F 
Sag Harbor, NV Ip 18403 114 24X Flche 90-322,63/09/17. 

0309100430 


— 030910045? Supports Suffolk County 030223 motion to terminate 0L 
proceeding f, motion for certification 

RUNCD, F , 0RANNEN, J . KERN, P Sag Harbor, NV 03/04/06 
PALLADINO, N J , 0 IL INSKY. V , AHEARNE, J F Comral s a 1 oner s 2pp 

18483 119 a4X Flche 90-322,83/09/17,8303100430 


— 0303180461 Urges denial of util request to eitend CP expiration date 
Suffolk County determination that evacuation Is impassible 
disposes OF OL question 

RUNCO, F . BRANNEN, J , VAN KDVICS, J Bag Harbor, NV 83/04/06 
DENTONi H R Office of Nuclear Reactor Regulation, Director 3pp 
1 8403 117 a4X Fiche 30-322,83/05/17,8309100430 


0305180445 Responds to 030411 Itr re offsite emergancy planning 
Commissi on 030512 order directed ASUB to consider any util 
emergency plan submitted 

FITZGERALD, J A Office of the General counsel 03/03/17 
GREENBAUH, R East Hampton, NV Ip 18406 062 24X 

Flche 90-322. 03/09/17, 0309100449 


— 830510(1449 Supports Suffolk County 030223 motion to terminate OL 
proceeding 6 motion for certification Portion of Itr ta 
HR Dentan enc 1 

OREENBALTM. R Hampton, NH 03/04/11 PALLADINO, N J . OILINSKV, V. 

AHEARNE, U Commissioners 4pp 18406 063 24X 

Flche 50-322,03/05/17,8303180445 


0 rnspectioti rsports, IE Bulletins fc correspondence 


0212O6O3S5 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Suscap t Ibl J 1 ty to Exothermic Chemical Reaction " Svc list 
ene 1 \ 

TAVLORi J M Division of Safeguards J. Inspection Programs (Post 
830103) 03/03/21 Consol l()a ted Edison Co of New York. Inc 

U?pp 18308 31? 24X Flche 90-000,03/03/21,0212060305 


0303040021 rE Info Notice 83-21, "Defective Emergency Use Respirator * 
0VC I ist end 

JORDAN, E L Division of Emergency Preparedness Zi Engineering 
Response (Post 030103) 83/04/15 Conso 1 1 da ted Edison Co. of New 

York, Inc 126pp 1B435 155 24X Fiche 50-000,83/04/19,8303040021 


8303270S95 Order approving end proposed corrections to 830405.06 & OB 
trahscr Ipts 

BREMNER.L Atomic Safety and Licensing Board Panel 83 / 09/25 
Long Island Lighting Co 30pp 18645 ^■as 24X 
Fiche 50-322,03/05/25,0305270595 


0309270563 Order directing clarification by 830610 of Contention SC 11, 
passive mechanical valve Failure 6 IE Bulletin 83-03, 

‘•Check Valve Failures (n Raw Water Coming 9ys oF Diesel 
Generators " 

BRENNER, L Atomic Safety and Licensing Board Panel 83/05/26 
Long Island Lighting Co 8pp 10645 313 24X Flche 30-322, 

83/05/26, 0305270563 


8303310063 Submission of data re cracked engine block on emergency 
dlesal generator 103 pursuant to ALA0-143 «i ALAB-2?1 
Certificate of Svc end 

OVMNER.AR Suffolk County, NV DVNNER, A R Kirkpatrick, Lockhart, 
Hill, Christopher 6 Phillips 83/09/26 4pp 10633 17? 24X 

Flche 90-322.83/05/26,8305310063 


B3030S010? Responds to NRC request for addl info on IE Bulletin 81-03 
re application of hypochlorite to control growth of 
blofoullng organisms in salt svc water sys NPDES permit & 

EPA regulations allout discharge of chlorine for 2 h 

POLLOCK, M S Long Island Lighting Co 83/04/21 JORDAN. E L GA 

Branch 3jp 10341 329. 24X Fiche 90-322, 03/04/21 > 830903010? 


0303040023 IE Info Notice 03-22, "BHR Sa f e ty /Re 1 1 e f Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of N«u 

York, Inc li2pp 183B3 00? 24X Fiche 50-000.03/04/22.0303040023 


03O5O4OSOB Forwards Rev 2 to "4160V Metal End Switchgear - Oeneral 
Haint, '• providing description of inservlce Insp & tasting 
programs to assure seismic integrity of electrical & 
mechanical components {SER Issue 8) 

SMITH. J L Long Island Lighting Co 83/04/22 DENTON. H R. Office 
Of Nuclear Reactor Regulation, Director ?pp 18321 023 2A)( 

Flche 30-322. 03/04/22. 8303040900 


H General correspondence 


9305t?0059 Orges denial of LILCD request for extension af CP, cl ting 
lack of adequate evacuation plan For Suffolk County 
residents 

PELL.M R Sauthdd, NY 83/05/11 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 4pp 18502 063 24X 

Ftthe 90-322, 83/09/ 1 1 , 03051 ?005? 


— 8305040914 Rev 2 to Procedure 32 050 02, "4160V Metal End Switchgear 
General Maint " 

ROSE.J J Long Island Lighting Co 83/01/31 6pp 18322 032 
24X Fiche 50-322,83/04/22,8309040500 
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8303040Q35 1£ Info Notice 63-S3i ''Inoperable Containment Atmosphere 
Sensing Sye ” Svc list enc 1 

JQFtDANi E L Division of Emergencg Preparedness t> Engineering 
Response (Post 830103) B3/04/SS Consolidated Edison Co of Neu 

Vork< rnc 119pp 18381 291 3AX Flche SO-OOOi B3/04/25. 830304002S 


8309040780 Ooard Notification B3-093 foruards notice of violation & 
proposed imposition of civil penaltg based upon applicant 
approving preoperat lonai test results for diesel generator 
tost even though acceptance criteria not satisfied 

NOVAK > T M Assistant Director for Cleansing B3/04/23 Atomic 

Safety and Licensing Board Pane) 4pp 1Q327 24d> SAX 
Ft Che 90-3SS.G3/04/2S. Q3030407SO 


--8309040785 Discusses IE Insp on 821130-1231 & foruards notice of 
violation St notice of proposed imposition of civil penalty 
ACCAfftJ M Director's Of fleet Office of Inspection and 
Enforcement 83/04/12 POLLOCKi M S Long Island Lighting Co 
3pp 10327 250 24X Ficho 90-322.03/04/29.8303040780 


'B309040790 Notice of violation St notice of proposed Imposition of 
civil penaltg in amount of S40. 000 Noncompliance noted 
applicant approved diesel generator preoperationa 1 tests 
results even though acceptance criteria not satisfied 
ALLAN. v> N Director's Office. Office of Inspection and 
Enforcement 03/04/12 3pp 18327 233 24X 

rieha 90-322,03/04/29.8303040780 


830304002A IE Info Notice 83-24. "Loose Parts in Becondarg Bide of 
Steam Oonerators at PWRs '* 8vc list end 

JORDANjE L Division of Emorgeneg Preparedness I. Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of Neu 

York. Inc 119pp 10382 047 24X Flche 50-000,03/04/20,8303040026 


S303D40027 IE Info Notice e3“25i "Standby Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Sve list enc I 
JORDAN. E L Division of Emergencg Preparedness it Engineering 
Responce (Post 830103) 83/04/28 Consolidated Edison Co of Ney 

York. Inc liepp 18382 163 24X Flche 50-000.03/04/28,8303040027 


B30304002B IE Info Notice 83-26. ''Failure of Saf e tg/Re 1 lef Valve 
Discharge Line Vacuum Breakers " Sve list enc 1 
JORDAN. E L Division of Emergencg Preparedness t< Engineering 
Raeponsc (Post 830103) 03/03/03 Consolidated Edison Co of Neu 

York. Inc 122pp 18441 170 24X Flche 50-000,83/05/03,0303040028 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concarnlng Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN. E L Division of Emergencg Preparedness fc Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of Neu 

York. Inc. 112pp 18382 282 24X Flche 50-000,83/05/04,8303040030 


G30304D03I IE Info Notice 83-28. "Criteria for Protective Action 
Recomnif ndatlons for Oeneral Emergencies " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of Neu 

York. Inc I19pp 18441 001 24X Flche 30-000,83/05/04,8303040031 


6303120378 Ack receipt of 830421 Itr informing NRC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Rept 50-322/82-18 

MARTIN* T T Division of Engineering it Technical Programs 83/05/05 
PflLLiaCK.M S Long Island Lighting Co !p 18432 303 24X 

Flche 90-322103/05/05,8305120378 


'0305120380 Responds to NRC 820930 Itr re violations noted in IE 
Bmergeney Preparedness Appraisal Rept 50-322/82-10 
Corractlva actions' permanent responsibility for emergency 
planning assigned to emergency planning coordinator 
POLLOCK. M a. Long Island Lighting Co 83/04/21 MARTIN. T T 
Division of Engineering «< Technical Programs 12pp 18432 304 
24X FichO' 50-322. 03/05/05, 8305120378 


8309190031 Forwards IE Insp Rept 50-322/83-09 on 830412-15 No 
noncompl ianca noted 

STARaSTECKl, R Division of Project tt Resident Programs 83/05/05 
POLLOCKrM. S Long Island Lighting Co 2pp 10502 043 24X 

Flche 90-322,83/09/05,8305190031 


—8309190030 IE Insp Rapt 50-322/83-09 on 830412-15 No noncomplianeo 
noted Major areas Inspected Ni;RE0-O737 1 terns, fol 1 ouop on 
previous insp findings & revieu of licensee controls over 
portable radio transmissions in plant areas 

WIOOINB. J T . SALLO. R M Region 1, Office of Director B3/0S/03 
I3pp 18502 045 24X Flche 50-322,03/05/05,8305190031 


8303040033 IE info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAM.E L Division of Emergency Preparedness h Engineering 
Response (Post 030103). 83/05/06 Consolidated Edison Co of Neu 

York* Inc 119pp 18523 248 24X Flche 50-000,83/05/06,8303040033 


8305120301 Ack receipt of 830219 (, 0303 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Root 
50-322/03-02 

BTAROSTECKl, R Division of Project & Resident Programs 03/05/06 
POLLOCK, M S Long Island Lighting Co 2pp 10424 125 24X 

Flchd 50-322,83/05/06,0305120301 


0305120306 Responds to NRC 830121 Itr re violations noted In IE Insp 
Rept 50-322/83-02 Corrective action analysis performed on 
uelds on control rod drive piping supports to determine 
di>y reurork 

POLLOCKpM S Long Island Lighting Co 83/02/19 STAROSTECKl, R 
Division of Project h Resident Programs I6pp 10424 127 24X 

Flche 90-322,03/05/06,0305120301 


8305120311 Responds to NRC 830121 Itr re violations noted in IE Insp 
Rept 50-322/03-02 Corrective actions Reactor Controls, Ine to 
modify procedures S,/or drawings to ensure specific gap 
requirement Included for weld configurations 

POLLOCK, n S Long Island Lighting Co 03/03/05 STAROSTECKl . R 
Division of Project b Resident Programs 43pp 18424 143 24X 

Flche 50-322,03/05/06,8305120301 


8303040034 IE Info Notice 03-30, "Misapplication of Ceneric Emergency 
Operating Procedures (EOF) Ouldellnes •' Sve list end 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co of New 

York. Inc ll4pp 10524 003 24X Flche 50-000,83/05/11,8303040034 


8305180244 Requests withdrawal or reduction of proposed civil penalty 
Facta t, circumstances re emergency diesel generator teat 
merit reconsideration of severity level 8. should bo 
classified as lesser violation 

MUSELEH, W J Long Island Lighting Co 83/03/12 OEVOUNO, R C 
Director's Office, Office of Inspecticn and Enforcement itpp 
18406 299 24 X Flche 90-322,83/05/12,8309180244 


8305180324 Responds to notice of violation S, proposed imposition of 
civil penalty (EA 83-20) Addl facta discussed place 
circumstances noted by IE Inspector in different 
perspective 

MUSELERi W J Long Island Lighting Co 83/09/12 DEVOl/NO. R C 
Director's Office, Office of Inspection and Enforcement 23pp 
10406 310 24X Flche 90-329,83/05/12,8309180244 


8305100331 Responds to 030224 Hr re violations noted in IE Insp Rept 
90—322/82—35 on 621130-1231 Corrective actions strip chart 
recorder designated as primary Instrument in reperformance 
of high load test 

POLLOCK, M 0 Long Island Lighting Co 63/03/16 STAROSTECK I, H 
Division of Projett tt Resident Programs I3pp 18486 333 24X 

Flche 50-322,83/09/12,0305100244 


0303040040 IE Info Notice 83-31, “Error In ADLPIPE Computer Program " 
Sve list end 

JORDANiE L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc I14pp IB697 009 24X Ficho 90-000.83/05/19.8303040040 


8303040046 IE Info Notice 83-33. "Nonrep resen tat Ivo Sampling of 
Contaminated Dll " Sve list end 

JORDAN. E L Division of Emerg ency Preparedness b Engineering 
Response (Post 830103) 03/09/26 Consolidated Edison Co of New 

York. Inc 114pp 18647 007 24X Flche 90-000,03/05/26,8303040046 


R Periodic operating reports t. related correspondence 


8309020961 Submits dally highlight On 830490, ABLD Issued memorandum & 
order denying Suffolk County motion to terminate OL 
proceeding In separate orderiASLB referred ruling on 
County motion to A8LAD for Interlocutor y revieu 

CARUSO, R Licensing Branch 2 03/04/29 DENTON, H R , CASE, E 0 . 

CARTERiJ Office of Nuclear Reactor Regulation, Director 2pp 
10204 249 24X Flche 50-322,03/04/22,8309020561 


8 Reportable occurrences, LERs $. related correspondence 


8309030274 Interim deficiency rept re appai ent cracking in cylinder 
heads on emergency standby diesel generators Initially 
reported on 030308 Program to replace cylinder heads will 
prevent any potential Impact on engine oparablllty 

MILLIGAN, M H Commonwealth Edison Co 03/04/15 ALLEN, J M Region 
1, Office of Director 4pp 10296 190 24X Ficho 90-322, 03/04/ IS, 

8309030274 


0309120392 Interim deficiency rept re mi sapp 1 1 cation of ITE Gould 
circuit breakers in post-UOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830390 Matter under 
investigation Final rept by 030000 Reported per Part 21 
MANNO, 8 F Niagara Mohawk Power Corp 83/04/26 STAROSTECKl, R 
Region t, Office of Director 2pp 18433 072 24X 

Flche 90-000,83/04/26,0305120392 



188 


DOCKETED ITEMS 


'"8309120404 Part; fil rept pe failure af post-LOCA hi/drogen recomblner 
component during IEEE-3S3 qualification program. Circuit 
breaker not properlg selected for specific application Plant 
operators notified of deviation 

EMPEV. [> C Rockuiell International Corp 83/03/11 COLUIKS,JT 
Region 4' Office of Director 9pp 16433 074 34X 

Flche 9D-000, 83/04/26. 0309120392 


6309120320 Final deficiency rept re failure of rocker arm assembly 
fiolddouin capscreu on Traneanerlca OelavaJ emergency standby 
dlesal generators (nltlally reported on 83D330 Capscreuis 
replaced Changeauts completed per EltDCR F— 49462 

SMITHiJL Long Island Lighting Co 03/09/04 ALLAN, J t1 Region 
1. Office of Director 4pp 10431 311 24X Fiche 90-322,83/09/04, 

8309120328 


8309200949 Corrects 1 tr Identification number submitted for 830904 
final deficiency rept re rocker arm assembly Jiolddoun screu 
SNRC-073 should be SNfiC-803 

BRANDI, V A Long Island Lighting -Co 63/09/12 Region 1, Office 
of Director Ip 18316002 24X Flche 90-322,83/03/12,8309200949 


T Hearing transcripts on non-anti trust matters 


8303090024 Supplemental preposed transcript corrections Certificate of 
Svc end 

EABLEV, A F Long Island Lighting Co EARLEV, A F Hun ton ft 

Ml It lams 83/09/02. 9pp 1B340 001 24X Flche 50-322,83/09/02, 

8303090024 


— 830509002? Revised proposed op in 1 on. f 1 nd tng s of fact ft conclusions of 
laui in form of partial initial decision 

EARLEY, A F Long Island Lighting Co EARLEY. A F Hunton ft 
Williams 03/03/02 367pp 18340 006 24X Flche 90-322> 

03/03/02, 8309050024 


0303100002 Transcript of Commission 830912 af f 1 rma t lon/discusef on ft 
vote on SECy-83-197 concerning facility OL In Washing ton, DC 
Pp 1-4 

e CommlsBloners 03/05/12 7pp 18303 279 24X 

Flche 90-322,83/09/12.0303180082 


8305270995 Qrder approving end proposed corrections to 030409, 06 ft OB 
transcripts 

BRENNER, L Atomic Safety and Licensing Board Panel 63/03/23 
Long Island Lighting Co. 30pp 18649 283 24X 

Fiche 90-322.63/05/29.8309270999 


U Congress 1 ona 1 /Ececut Ive Corresp nndence 


B3040’403?l Responds to 830321 Itr re offsite emergency planning 
Commission studying filings before ASLB to determine If 
Commission action appropriate 

FITZGERALD, J A Office of the General Counsel 83/03/30 
BAMICM.J Nou York. State of ip 17809.210 24 X 

Fiche 30-322,03/03/30.0304040391 


— 9304040394 Supports Suffolk County 830223 request for 004111111411111 
decision on lahethcr DL proceedings should be terminated 
BAMICtil.J New York. State oP 83/03/21 PALLADlNDiN J , 
OILIhiaKY. V , AHEARNE, il Commissioners Ip 17809 011 24X 

Fiche 90-322,83/03/30,8304040391 


8305180293 Responds to 830329 Itr re Offsite emergency planning 
Commission 830512 order directed ABLO to consider any util 
emergency plan submitted 

FITZGERALD. J. A Office of the General Counsel 83/03/17 
BEHAN. J L Neui York, State of. Ip. 18490 027 24X 

F 1 c h B • 90-323, 83/09/ 1 7, 830 5 1 80232 


— 8309180260 Supports Suffolk County Eieeutlve P cohalan 030223 request 
for Commission to assume jurisdiction over yuestlbn of 
uhether OL proceedings should he terminated 

BEHAN. -J L Keu York, State of 83/03/29 Commissioners ip 
18490 02B 24K Fiche 90-323,83/09/17,8309100252 
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A App 1 1 cat i on/con strut 1 1 on stage documents ft correspondence 


03G933O4O7 Informs that backflttlng mat! ulll be foruiarded as toon as 
available, in response to 830208 Ur 

FURBUBH, H H Pacific Oai ft Electric Co 83/02/23 TDl/RTELLOTTE, J 
Regulatory Reform Task Force Ip 18543 357 24X 

Fiche 90-000, 03/02/23, 8305230407 


0305230720 Forwards list of utils responding to requests for cost 
•figure! on bacfcflttlng 

TOURTELLOTTE. J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J C omffl 1 s s 1 oners 2pp 10542 272 24X 

Flche 90-000,83/04/11.0309230720 


8303030191 Board Notification 83-91 forwards Info re QA/OC allegations 
at facilities Region V currently investigating allegatieni 
EIBENHOT.D 0 Division of Licensing 83/04/15 PALLADINOiJ^ , 
GILINSKY.V I AHEARNE. J Commissioners ip 18309 390 24X 

Flche 90-279.83/04/19,0303030191 


— B3DS030200 Recommends QA/GC allegations be brought to attention of 
ASLB 

CREWS, 0 L Division of Res 1 dent, Reac tor Project ft Engineering 
Programs 63/04/13 EISENHUT, D O Division of Licensing 3pp 
18309 391 24X Ficha 90-275,03/04/19,6309030191 


8309020388 Responds to 830322 request for addl info on instrumentation 
sys for detection of inadequate cdre cooling (Generic Ltr 
02-201 Installation completed ft sys currently being tested 
Status of conformance u/NUREG-0737, I tern tl F 2 and 
SCHUYLER, JO Pacific Oas ft Electric Co 03/04/27 EISENHUT, D 0 
Division of Licensing 7pp 18276 329 24X Fiche 90-279,83/04/27, 

0303020388 


8303040323 Board Notification 83-037 forwards differing prof opinions 
re sys Interaction ft safety classification Info relates to 
Board Notifications 03-17 ft 83-44 re Unresolved Safety Issue 
A-17 

EISENHUT.DO Division of Licensing 63/03/04 PALLADINO.N 
Commlsiloners 22pp 10337 139 84X Fiche 90-000,03/05/04, 

0309040323 


B30912D0S9 Board Notification 83-99 forwards Info on allegations re 
const OA at facilities 

EI6ENHUT. D 0 Division of Licensing 63/09/09 PALLADINO.N J . 
GILINSKY.V , AHEARNEiJ Comml s s 1 oners 3pp 16422 236 24X 

Flche 90-273,63/09/09.8305120089 


--S309I20093 Forwards sworn statements of V Tennyson ft R Roam re 
allegations of matl violations of NRC OA regulations at 
fee Hi t IBS 

VAN DE KAHP, J California, State of 83/04/12 EISENHUT. 0 0 
Division of Licensing 90pp 10422 239 24X 

Fiche 90-37&I 83/09/05,8303120085 


— 03O31SOO99 Transcript of 030329 Interview w/VH Tennyson re alleged 
deficiencies In implementation of HP Foley Const Co QA 
program 

TENNYSON. V H Affiliation Unknown 03/03/29 73pp 10422 32? 
24X Flche 50-279,63/09/09,0305120003 


8309090659 Generic Ltr 03-20 to all operating reactor licensees & 
h-olders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EtSENHUTiDO Division of Licensing 03/09/09 Conso 1 Ida ted 

Edison Co of Neu York, Inc 16pp 18627 153 24X 

Flche 90-000,03/05/09,8309090699 


0303040044 Board Notification 83-66 forwards review of UCAP-10277(P ) ■ 
"Droppped Rod Methodology for Negative Flui Rate Trip 
Plants " Rod Issue resolved by analysis in rept Plants 
beyond first cycle must perform analysis Comments end 
EISENHUT, D 0 Division of Licensing 03/03/13 PALLADINO.N . 
OfLINSKV.V, AHEARNE, J Commissioners 21pp 18941 O60 24X 

Fiche 50-000,63/05/13.8303040044 


6309270317 Notifies of 030602 meeting u/util ft Independent design 
verification program group in Boston, KA to followup 830512 
discussions re turbine bldgipotar crane ft auxiliary bldg ft 
redistribution of moments ft forces 

COOPER, W E , CRAGIN, J O Teledync Engineering Services 63/05/27. 
HANEATIS.G A , DENTON. H fi , MARTIN, J D NRC - No Detailed 
Affiliation Given Ip 1 8642 • 223 24X Fiche 90-279.03/05/27, 

8309270317, 


F Security, medical, emergency ft fire protection plans 


0309030160 Releases public version of revised emergency plan 
implementing procedures 

FELTON. d M Division of Rules and Records, 83/04/22 Document 
Management Dranch Ip 16310 001 24X Fiche 90-279,63/04/22. 

8305030160 


--6305030100 Forwards public version of Rev 0 to Emergency Plan 
Implementing Procedures EP-RD~i2, "Mid ft High-Range Vent 
Monitor!’' ft EP 0-3, "Notification of Offsite Organl rations, “ 
CRANE, P A Pacific Gas ft Electric Co 63/04/06 MARTIN, J 0. 
Region 9, Office of Director 2pp 18310 002 24X 

Flche 90-279,03/04/22,8305030180 
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--9309030193 Public version of Rev 0 to Emergencg Plon Implementing 
Procedures EP-nB-l2< "Mid & High-Range Vent Monitors" tt 
EP 0~3, "Notification of Offsite Organ i lat ions " 

« Pacific Qas h Electric Co Q3/04/06 19pp 18310 004 S4X 
riche 90-279. a3/04/SS> 93050301 80 


8309110034 Oeneric Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t< holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Sve list end 

E16ENHUT. 0 0 Division of Licensing 93/09/11 Consolidated 

Edison Co of Neu York. Inc li>pp 18940 099 24X 

FI Che 90-000,03/09/11.9309110034 


0309240213 Foruards monthlg status rept on offsite emorgsneg 
prapapadness for OL revleus for Apr 1993 

DIRCKSrW V Office of the Executive Director for Operations 
83/03/13 PALLADINO. N 0 Commissioners 9pp 10993 322 24X 

Fldia 90-000.83/09/13.0309240213 


0 Adjudicatory correspondence 


8309090439 Advises that since 030423 correspondence. informant contacted 
Joint Intervenors re allegations of Scchtel/util misconduct 
Fear of reprisals prevented informant from meeting or 
calling NRc 

FLEISCHAKER. D Flelschaker. D S FLEI8CHAKER. D Joint 
Intarvanors-Dlablo Canyon 83/09/03 EISENHUT. 0 O OlvitlDn of 
Cleansing 3pp 18362 394 24 X Ft Che 90-279.93/09/03.8309090439 


B30S110212 First roquest for document production by Oovernor Doukmejian 
b Joint Intervenors Related correspondence 
STRUMMASSER. M California. State of REYNOLDS. J R Joint 
Intarvanors-Dlatilo Canyon 83/09/06 Pacific Oas & Electric Co 
Spp 18407 100 24X Fiche 30-279.83/09/06.9309110212 


8309110217 Certifies SvC of first set of interrogatories & first 
docunant production request on listed parties on 830306 
STHUMHASaEft.M California, State of 03/09/06 9pp 19407 099 
24* Fiche 30-279.83/09/06.8303110817 


8309110393 First set of interrogatories by Oovernor Deukraejian b Joint 
Intervenors 8uorn response requested ulthln 14 days Related 
corraapondence 

8TRUMNA38ER. M California, State of REYNOLDS. J R Joint 
Jntorvanors-Dlablo Canyon 93/09/06 Pacific Oas b Electric Co 
2£pp 10406 230 24X Fiche 90-279.83/09/06.8303110383 


6309120899 Motion to reopen record on const QA Issue to receive 
significant neu evidence of recently established 
daficlancles in const 8A b OC program Certificate of 8vc 
and 

REYNOLDS, J R Joint Intervenors-Diablo Canyon REYNOLDS. J R 

Cantar for Laui in the Public Interest 83/03/10 Atomic Safety 
and Licensing Appeal Panel 39pp 18427 199 24X 

Flcha 90-279,83/09/10.8305120289 


8309160137 Advises that NRC cannot pinpoint uhen NRC responsibilities 
to Comfflltslon re independent design verification program 
sufficiently complete to permit discovery against NRC Final 
repts due by 830630 

CHANDLER. L J Hearing Oranch 2 93/05/13 MOORE, T S . SUCK, J H , 

JOHNSON. U R Atomic Safety and Licensing Appeal Panel 2pp 
18449 189 24X Fiche 90-279.93/09/13.9303160127 


8309860182 Motion to reopen record on const QA Info discovered on util 
QA program design b const deflclenclas b on const contractor 
QA program doftcienclcs 

KAUFMAN. P K California, State Of 83/03/17 Atomic Safety and 
Licensing Appeal Penil 99pp 1899? 024 84X Plche 90-279. 

83/0 9/ 1 7. 8303260 1 92 


—9309260183 Declaration of R8 Hubbard re breakdoun In const QA, 
□ascribes avents occurring since issuance of 830326 
supplementel affidavit demonstrating uttt QA/OC const 
program noncomp 1 lance Certificate of Sve and 

HUfiBARO.R, 0, CaUfornla. State of 83/09/06 90pp 18999 063 
24X Fiche 90-279,83/09/17.8309260182 


8309200697 Decision ALAB-72Si affirming ASLD 8107 17 Partial Initial 
Decision LSP-ai-21 authorltlng fuel loading b low power 
testing Johnson opinion. dissenting In part.encl 

SHOEMAKER. C J Atomic Safety and Licensing Appeal panel 83/09/18 
64pp 18919 340 84X Flcha 60-279,83/09/18,8309800697 


8309270622 Answers to Governor Osukmejlan b Joint Intervenors 830306 
first set of Interrogatories l(a> through (f).8(a).<c} b 
(di.91a).<d b (d). 10(a) b (c> b 11(a) b (d re independent 
design verification ravlew Certificate of Sve end 
CRANE, F A Pacific OaS b Electric Co 83/03/23 DEUKMEJIAN, 0 
California, State of 800pp 18649 001 24X Flcha 90-879.83/09/23, 

9309270622 


H General correspondence 


8309180622 Responds to 830328 ltr re eight allegations by anonymous 
individual Preliminary evaluation of allegations underway 
Meeting u/util planned in near future to solicit evaluation 
on subj 

EISENHUT. DO Division of Licensing 83/04/21 FLEISCHAKER. D 
Flelschaker. D S 8pp 18909 317 24X Fiche 90-279.93/04/21. 

6309180622 


Q Inspection reports. IE Oulletlns b correspondence 


6212060389 IE Info Notice 63-14. "Dewatered Spent Ion Eichange Resin 
ausceptibl lity to Exothermic Chemical Reaction " Sve list 
enc I 

TAYLOR. J M Division of Safeguards b Inspection Programs (Post 
630103) 93/03/21 Consolidated Edison Co of Neu York. Inc 

112pp 19309 319 24 X Fiche 90-000.83/03/21.6212060389 


8303170332 Forwards IE Insp Repts S0-27S/63-I2 b 90-323/83-09 on 
830306-0402 No none ompl lance noted 

BISHOP. TW Region 9. Office of Director 83/04/08 CRANE. P A 
pacific Oas b Electric Co 2pp 16469 133 24X 

Plche 30-27 9. 83/04 /OB, 8303 i 70332 


-0303170339 IE Insp Repts 30-279/83-12 b 90-323/93-09 on 830306-0402 No 
noncompl iance noted Major areas Inspected surveillance 
testing, malnt b TMI task action plan items 

CARLBQN, J D , MENDONCA. M M , KlflSCH. D F Region 9. Office of 
Director 93/04/09 6pp 13465 133 24X Fiche 30-275,33/04/08. 

8303170332 


0309060299 Advises that top cover gaskets in 12 Namco EA180 limit 
switches replaced per manufacturer recommendation in IE 
Bulletin 79-28 No further action necessary 

CRANE, P A Pacific Gas b Electric Co 83/04/14 MARTIN. J H 
Region 3, Office of Director ip 18344 322 24X 

Fiche 30-323.03/04/14.0309060299 


9303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Bve Hat end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 83/04/15 Consolidated Edison Co of Neu 

York. Inc 126pp 18439 199 24X Fiche 90-000.83/04/19.6303040021 


8303040023 IE Info Notice 83-22. "BWR 8a fely/Rel ief Valve Failures " 
6vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 93/04/22 Consolidated Edison Co of New 

York, Inc 112pp 19383 069 24X Fiche 90-000,83/04/22.9303040023 


8303040029 IE Info Notice 83-23. "Inoperable Canto innent Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 83/04/29 Consolidated Edison Co of Neu 

York. Inc H9pp 1B3S1 291 24X Fiche 30-000.83/04/23.8303040029 


6303040026 IE Info Notice 63-24. "Loose Parts in Secondary Bide of 
gtsam Generators at PWRs " 8vc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/04/29 Consolidated Edison Co of Neu 

York. Inc ll9pp 18392 047 24 X Fiche 90-000.63/04/23.6303040026 


0303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ SvC list encl 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc 118pp. 18382 169 24X FiOie 50-000.83/04/28,9303040027 


8303040028 IE Info Notice 83-26. "Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of New 

York. Inc 122pp 10441 170 24X Fiche 90-000.83/09/03,9303040028 


9303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment." Sve list encl 

JORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 630103). 83/09/04 Coniolldated Edison Co of Neu 

York, Inc 112pp 18382 282 24X Plche 90-000,93/03/04,8303040030 


8303040031 IE Info Notice 83-29. "Criteria for Protective Action 
Recommendetions for General Emergencies " Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 63/09/04 Consolidated Edison Co of Neu 

York. Inc 119PP 18441 001 24X Fiche 30-000.83/03/04.8303040031 
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8303040033 IE Info Notice 83-29, “Fuel Eittding Caused b Fuel Rack 
Def ot-nia 1 1 on " Sue list end 

JORDAN, e: U Division of Emergencij P rapar edne s s U Engineering 
Response (Post 6301031 83/03/06 Consolidated Edison Co of New 

York. Inc llSpp 10323 348 24X Flche 50-000,93/05/06.8303040033 


8303040034 IE Info Notice 63-30. ''Misapplication of Generic Emergency 
Operating Procedures CEOP) Guidelines '' Sve list enc 1 
JQROAN.E U Division of emergency Preparedness 6 Engineering 
Response (Post 6301031 83/OS/ll Consolidated Edison Co of Neui 

York. Inc 114pp 1BS24 003 64X Flche 50-000,63/03/11.8303040034 


8303040040 IE Infp Notice 83-31, "Error in ADLPIPE Computer Program " 
Sue lilt end 

JOfiDAM.e 1, Division of Emergency Preparedness 6 Engineering 
Resjianse (Post 8301031 83/OS/J? Consolidated Edison Co of Neu 

York. Inc H4pp 16697 009 S*K Flche 50-000.83/03/19,8303040040 


8305260237 FOruardS IE Jnsp Rep ks 50-275/83-13 t. 50-323/83-10 on 
830330-0406 6 25-29 H/o notice of violation 

SISHOP, T U Region 5. Office of Director 83/05/19 CRANE, P A 
Pacific Gas b Electric Co 2pp 18625 172 24X 

Flche 50-275,83/05/19.8305260337 


— 8305260262 IE Insp Repti 50-27 5783-13 S. 50-323/83-10 on 830330-0406 6 
25-29 None omp I lance noted failure bo comply u/proc edural 
roqulroaients for processing of nonconformance repts tt to 
conduct uelder req,ual 1 f 1 cat 1 on 

CARLSON. J D , HERNANDEZ. 0 H , MENDONCA, M M Region 5, Office of 
Birector 83/05/19 24pp 18625 174 a4X Flche 50-27 5,83/05/19, 
8305260357 


0305260270 Forwards IE Mgt Meeting Repts 50-279/83-13 I. 50-323/03-14 
on 830407 l> BALP rept for Jul 1981 - Dec 1902 

martin, J 8 Region 5, Office of Director 93/05/23 CRANE, P A 
Pacific Gas & Electric Co 2pp IB626 211 24X 

Flche 50-275.83/03/23,8305260270 


— 8303260272 IE Mgt Meeting Repts 50-276/83-18 I* 50-323/03-14 on 830407 
No nencdiripl ianc e noted Major areas discussed SALE rept far 
Jul 1981 - Dec 1982. i nclud Ing design, const 6 operations 
MORRILL. P J > KIRSCH, D F Region 9. Office of Director 03/05/20 
2pp 18626 213 24XFiche 50-275, 83/05/23, 0305260270 


— 8305260274 Submits comments on draft SALP rept for Jul 1961 - Dec 19B2 
discussed at 830407 meeting 8ALP rept will te used as guide 
for assigning priorities & allocating resources to maintain 
t. Improve mgt controls b/or quality of work 

CRANE. P A Pacific Gas b Electric Co 83/04/27 MARTIN, J B 
Region 5. Office of Director 2 pf 18626 258 24X 

Ftche 50-275. 83/05723. 8309260270 


8303040046 IE Info Notice 83-33, "Nonre p r esen t atl ve Sampling of 
Contaminated Dll " Sve list enc 1 

JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Flche 50-000,83/05/26,830304(3046 


8 Reportable occurrences. LERs & related corr espondence 


8305060980 PNO-V-fi3-019 on 830502,6 5 Richter scale earthquake occurred 
approi 89 miles from facility No damage Identified Strong 
motlare seismic recorder not actuated Media interest 
■ ipcc ted 

KIS8CH, D F Region 5. Office of Director 83/05/03 Ip 
18349 057 24X Fl che- 50-275, 03/05/03, 0305060580 


U Congressionol/Eiecutlva Correspondence 


0305100124 Bupplamsntal testimony of JG Keppler re QA 

KEPPLER, J O Region 3. Office Of Director 83/03/25 6pp 
1837S 197 24X Flche 50-000. 83/03/23, 8305 lOOl 24 


— 8303100141 Responds to 011113 Itr re Imptleationa of recent seismic 
design errors at facility Due to design errors, util license 
suspended on 811119 pending completion of independent 
design review b receipt of schedule for completing mods 
PALLADINO.N J Coininiss loners 82/02/01 DINOELL, J D House of 
Rep , Energy b Commerca 5pp 18375 228 24X 

Flche* 50-000, 83/03/25, B305I00124 


D(3CKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F Security, medical, emergency t< fire protection plans 


8305200623 Foruiards Rev 8 to Industrial security plan Changes do not 
decrease effectiveness of plan or level of security Enel 
lelthheld (ref I0CFR73 SI b 2 790) 

HOHE.P W Carolina Power b Light Co 03/04/20 O'RErLLY, J P 
Region 2, Office of Director 2pp 18320 042 24X 

Flche 50-324,03/04/20, 0305200625 


0305200397 Forwards change to provisions of industrial security plan 
Change will not decrease effectiveness of plan or level of 
security Enel withheld (ref 10CFR73 21) 

HOWEiP W Carolina Power b Light Co 83/04/28 O'REILLV.J P 
Region 2, Office of Director Ip 18314 106 24X 

Flche 50-324.83/04/20.0305200597 


8305100100 Forwards IE Bafeguards Insp Repts 50-324/83-13 b 
50-325/83-13 on 830411-15 No noncomp I i anc e noted 
VERREULI.A Division of Project b Resident Programs 83/03/05 
UTLEY, E E Carolina Power b Light Co Qpp 18375 033 24X 

Flche 90-324. 83/05/05, 8305100100 


— 030510010? IE Safeguards Insp Repts 30-324/83-13 b 50-323/83-13 on 
830411-15 No nonconpl 1 ance noted Major areas inspected audit 
r e vl eiii , setur i ty p Ian, records, assessment alds.alarm stations 
b tral nlng/qual i f Icatton Details withheld (ref 10CFR73 21) 

TOBIN, W J , HALLiB Region 2, Office Of Director MCGUIRE, D R 
Division of Emergency Preparedness b Materials Safety 03/05/04 
Ip 18379 035 24X Flche 50-324, 83/05/05. 63031001 00 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list encl 

ElSENHUTi D O Division of Licensing 83/05/11 Consolidated 
Edison Co of New York. Inc 16pp 18540 095 24X 

Flche 50-000,83/05/11.0303110034 


8305260134 Informs that NURE0-0737< I tern III A 2 1 re emergency plan 
upgrade to meet 10CFR50, App E requirements complete for 
facility item closed 

UAS3ALL0, D B Operating Reactors Branch 2 03/05/18 UTLEY. E E 

Carolina Power b Light Co 3pp 18649 049 24X 

Flche 50-324,83/05/18,8305260134 


J Insurance b indemnity information 


8305160135 Forwards Endorsement 48 to NELIA Policy NF-218 

BARHAM, c D Carolina Power b Light Co 83/03/02 SALTZMAN, J NRC 
- No Detailed Affiliation Given 2pp 10446 066 24X 

Flche 30-324.83/03/02.8305160133 


P Operating license stage documents b correspondence 


8305180001 Addl response to FQIA request for seven categories of 
documents re Drown b Root. Inc b South Texas project Forwards 
App 8 documents Documents also available in PDR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records 83/03/09 LINDEffAN. H N 
Lowensteln, Newman. Reis, Axelrad b Toll 6pp 10497 219 34X 

Flche 50-000,83/03/09,8305180001 


' — 8010280576 Responds to Question 4 of 600923 memo re Eckhardt hearing 
Major Brown b Root Corp nuclear const work b weld deficiency 
status summarized Licensee will complete visual insp b 
comply ^/corrective actions In end AW8 Code 
STELLO.V Office of inspection b Enforcement, Office of the 
Director 80/09/25 AHEARNE, J F Commissioners 3pp 
18497228 24X Flche 90-000,83/03/09,8305160001 


830S230283 Forwards capital cost analysis for backflttlng expenditures 
reflecting both actual costs b estimates for mods planned or 
in progress 

SMITH, 8 H Carolina Power b Light Co 83/03/22 TOORTELLOTTE. J 
Regulatory Reform Task Force tSpp 18543 277 24X 

Flche, 50-000, 83/03/22, 0303230203 


8305230720 Forwards list of utils responding to requests for cost 
figures on backfitting. 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Commissioners 2pp 18542 272 24X 

Flche 50-000, 03/04/1 1, 8305230720 
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&30903036e Application for amend to License 0PR-63 revising Tech Specs 
to delete 8 9/ KAPLHOR reduction penalty Sketches of clamp 
on core spray sparger< described in S3O3S0 I tr encliper NRC 
request Class III license fee foriearded on BS12S9 
HOHE.P » Carolina Poiuer i< Light Co Q3/04/3B VASSALLO. D B 
Operating Reactors Branch 8 llpp 18300 06S S4X 
Fiehe 90- 324 .83/04/28. 0309030288 


“8309030293 Proposed changes to Tech Specs deleting B SV, MAPLHQR 
reduction penalty 

• Carolina Pouer S< Light Co 83/04/20 7pp 18300 073 24X 

F I ch e 90-324, 03/04/28. 03O3O3O2BB 


8303030463 Application for amend to Licenses DPR-62 8 DPR-71i 
supplementing 820616 request for miscel laneous Tech Spec 
revs originally scheduled for completion during 820901 
refueling outage Outage 6 mods to be completed by 830624 
HOWE. P U Carolina Power (< Light Co 83/04/28 VASSALLO. D B 
Operating Reactors Branch 8 2pp 18308 222 24X 

rich® 8 0-324 . B3/04 /2B , 0305030463 


--B3050304B1 Proposed Tech Specs re safety-related hydraulic snubbers, 
post-accident monitoring Instrumentation. gas analyser sys. 
reactor coolant leakage detection sys & remote shutdown 
monitoring instrumentation 

« Carolina Power & Light Co 83/04/28 19pp 1830S 224 24X 

FI Che 90-324,83/04/28.8309030463 


8309170099 Forwards safety evaluation for TMl Action Items I A 2 1 4. 
"Upgrading of Reactor Operator & Senior Reactor Operator 
Training" 6 II B 4. “Training for Mitigating Core Damage " 

Training ti requal i fl cation programs acceptable 

VASSALLO, D D Operating Reactors Branch 2 03/04/29 UTLEY. E E 

Carolina Power t< Light Co 3pp 10923 179 24X 

Fiehe 90-324. 03/04/29, 6309 190099 


S309020499 Generic Ltr 03-19 to all power reactor it testlny licensees 
re new procedures for providing public notice concerning 
Issuanco of amends to OLs Sve list end 

EtSENflUr.D Q Division of Licensing 03/09/02 Consolidated 
Edison Co of New York. Inc 90pp IS441 120 24X 

Fiehe 80-000.83/09/02.8309020493 


8309070360 Ack receipt of 830131 ltr requesting addl info re 
NUREO-0737 f I tem 1 1 K 3 28. “Qua 1 1 f 1 cat Ion of ADS Accumulator 
Sys " Info requested from OE Response will be submitted by 
830630 

ZIMMERMAN. 8 R Carolina Power t< Light Co 03/09/09 VASSALLO. 0 D 
Operating Reactors Branch 2 Ip 18363 340 24X 

Fiehe 90-324.03/09/09,8309090380 


6309090496 Confirms 830419 responses to quosllons raised during B3041B 
telcon re spent fuel pool eepansion 

ZIMMERMAN, S R Carolina Power U Light Co 83/09/09 VASSALLO, D B 
Operating Reactors Branch 2 2pp 18362 269 24X 

Fiehe 90-324,03/09/09,8309090456 


8309180040 Forwards Amend 80 to License DPR-62i safety evaluation i> 
notice of Issuance t< availability Amend changes Tech Specs 
re Jimlttng values of MAPLHOR 6 abrogates uniform reduction 
of 8 9SC in limiting MAPLHGR values 

MACKAY, S D Operating Reactors Branch 2 83/03/09 UTLEY, E E 

Carolina Power I, Light Co 2pp 1849? 291 24X 

Fiehe 90-324.83/09/03,8309180040 


— 8309160049 Amend SO to License DPR-62i changing Tech Specs re limiting 
values of MAPLHOR t, abrogating uniform reduction of 6 97. in 
limiting MAPLHOR values 

VASSALLO, D 8 Operating Reactors Branch 2 03/09/09 lOpp 

1849? 293 24X Fiehe 90-324, 63/09/09, 8309J 80040 


— B309tQ0097 Safety evaluation supporting Amend 00 to License DPR-62 
* Office of Nuclear Reactor Regulation, Director 63/09/09 2pp 
18497 303 84X Fiehe 50-324.83/08/09,6309100040 


-'8309160061 Notice of Issuance 4, availability of Amend 00 to License 
DPR-62 

VASSALLO, D 0 Operating Reactors Branch 2 83/09/09 2pp 

18497 309 24X FlChe 90-324,83/09/05,0309160040 


6309)80963 Forwards revised order establishing 830730 completion date 
for implementing NURE9-0737, Items II 0 3 re post-accident 
sampling ti 1 1 F I I t, II P 1 9 re accident monitoring 
VASSALLO, D a Operating Reactors Branch 2 83/09/09 UTLEY. E E 

Carolina Power <> Light Co 2pp 1B904 354 24X 

Fiehe 50-324.83/03/09.8309180963 


— 830S1BO'966 Revised order confirming licensee commitments to Implement 
NUREG-0737i Items II S 3 re post-accident sampling 6 II F 1 1 
6 1 1 F I 9 re accident moni tor ing, by 830730 

PURPLE, R A Division of Licensing 83/09/09 Carolina Power i, 
Light Co 5pp 18904 396 24X Fiehe 90-324.83/09/09,6309180963 


8309230176 Forwards safety evaluation of util submittal re procedure 
verification & design mod per NUREG-0737, I tern II K 3 22, 

"Automatic Switchover of RCIC Suction " Mods acceptable 
VASSALLO, D B Operating Reactors Branch 2 83/09/09 UTLEY, E E 

Carolina Power b Light Co 9pp 18946 396 34X 

Fiehe 90-324,63/09/09,0309230178 


8309090697 Generic Ltr 83-20 bo all operating reactor licensees tt 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EI8ENHUT, D 0 Division of Licensing 83/09/07 Consolidated 
Edison Co of New York, Inc 16pp 1B627 193 24X 

Fiehe 90-000,63/09/09.0309090657 


6309120003 Responds to 630316 ltr requesting review of RCIC tys 
automatic restart per TMI Action Item II K 3 13 Acceptance 
criteria identified in ltr satisfied 

ZIMMERMAN, S R Carolina Power t, Light Co 83/09/09 VASSALLO, D B 
Operating Reactors Branch 2 Ip 18423 076 84X 

Flcha 90-324, 83/09/09, 8309120003 


6309260289 Forwards request for addl info re 810123 response to 
NUREO-0737, Item II K 3 20, "Qua 11 f lea tlon Of Accumulators on 
Automatic Depresiuriiation Sys “ Reply requested within 30 
days of ltr receipt 

VASSALLO, D B Operating Reactors Branch 2 83/09/11 UTLEY, E E 

Carolina Power <■ Light Co 3pp 16627 337 24X 

Fiehe 50-324.83/09/11.8309260288 


8309240004 Informs that currontly scheduled Unit 1 Startup date is 
830612 Outage critical path S days behind. but recovery plan 
instituted to make up time Requests Tech Spec changos be 
Issued no later than 030612 

HURFORD. H J Carolina Power t, Light Co 83/09/17 VASSALLO, D 8 
Operating Reactors Branch 2 Ip 1034? 091 24X 

Fiehe 90-324, 83/03/17. 8309240004 


8309240434 Commits to submit results of plant-unique calculations 
forming bases for mod program on Mark 1 containment vacuum 
breakers by 830630 in response to Generic Ltr 63-08 
Calculations presented in listed documents 

HDWe, P W Carolina Power t. Light Co 83/09/17, VASSALLO.D B 
Operating Reactors Branch 2 2pp 18971 061 24X 

Fiehe 90-324 ,83/09/19, 8309240434 


8309260320 Forwards NEDO-24382, “Mark I Containment Program Plant- 
Unique Load Definition, Brunswick Steam Electric Plant Units 
1 ti 2 " Attachment detailing pressure/temp calculations also 
•nc 1 

ZIMMERMAN, B H Carolina Power «, Light Co 83/09/24 VASSALLO.D B 
Operating Reactors Branch 2 ip 18629 030 24X 

Fiehe 90-324, 03/03/24 , 8309260 320 


--0305260325 "Mark I Containment Program Plant-Unique Load Definition, 
Brunswick Steam Electric Plant. Units 1 (, 2 " 

« General Electric Co NEDO-24982 ROl 81/10/31 61pp 
18629 097 24 X Fiehe 30-324,03/09/24,8309260320 


0 Inspection reports, IE Bulletins t, correspondence 


6309270931 Submits results Of split sample taken from floor drain 
sample tank B for tritium t, radlostrontlum, per IE insp Repts 
30-324/82-07 i, 90-329/02-09 

DIETZ, C R Carolina Power t, Light Co 03/02/29 O'REILLY, U P 
Region 2, Office of Director Ip 16646 127 24X 

Flcha 90-324, 03/03/29, 630927093 1 


82120603B9 IE Info Notice 03-14, "Dewatered Spent Ion EicbanSo Resin 
Susceptibility to Ekothermlc Chemical Reaction “ Sve list 
enc 1 

TAVLOR.J M Division of Safeguards << Inspection Programs tPost 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

I12pp 18308 317 24 X FlChe 90-000,63/03/21,8212060339 


8309270461 Forwards IE Enforcement Conference Repts 90-261/83-10, 
90-324/63-12 «< 90-329/03-12 on 830320 No noncomp I iance 
noted 

O'REILLY, J P Region 2, Office of Director 83/04/H UTLEY, E E 

Carolina Power «, Light Co Spp 18644 190 24X 
Fiehe 90-000, 83/04 / 1 1 , 03092704* 1 


--8309270474 IE Enforcement Conference Repts 90-261/03-10,90-324/03-12 
8, 90-329/83-12 on 830328 No noncomp 1 lance noted Major areas 
discussed shipment of radwaste containing free liquid t< 
inoperability of standby gas treatment deluge sys 
LENIS.R, C Division of Project I, Resident Programs 83/04/07 
3pp, 18644 160 24X FlChe 90-000,03/04/11,8309270461 


8303040021 IE Info Notice 83-21. "OofectlYo Emergency Use Respirator “ 
Sve list end 

UORDAN, E L Division of Emergency Preparedness (, Engineering 
Response (Post 830103) 03/04/19 Consolidated Edison Co of New 

York, Inc l26pp IB439 199 24X Flche 30-000,83/04/19,0303040021. 
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6303040033 IE I rtf o Nofclea 03-22, "BUR Saf e t v/R>] 1 e F Valve Failures " 
Svc list entl 

JDRDAHi E L Division of Emergsricy Preparedness !< Ensineerlnj 
Respoitsa IPost S3D103I 83/04/22 Consolidated Edison Co of Neu 

VorliJ Inc U2pp 18383 089 24X Flche 50-000,03/04/22,8303040023 


83O304D0-25 IE IitFo Notice B3-23, "InoperabJe Cents 1 rtment Atmosphere 
Sensing Sgs " Svc list enc 1 

JORDAN, E L, Division Of Energencii Preparedriess & Engineering 
Response CPoit 830i03> B3/04/25 Consolidated Edison Co of Neu 

Yort. Ittc 117pp 1B3BJ 271 24X FI e h e ' 30-000, 83/04/25, 0303040023 


630304002h IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PURs " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Nesi 

Yorki Inc IJSpp 183B2 047 24X Fleh e 30-000. 83/04/28, 8303040026 


8303040027 IE Info Notice S3-2S, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enc 1 

JORDANrE.L Division of Emergency Preparedness U Engineering 
Rsiponsa {Post B30I03) 83/04/20 Coneolldated Edison Co of Ncu 

York, Ine lIBpp 18382 165, 24X Flche 30-000,83/04/28,8303040027 


8305270250 Act receipt of 830415 Itr informing NRC of steps talen tn 
correct violations noted in IE Insp Repts 50-324/83-07 t< 
30-325/83-07 

VERRELLI, 0 N Division of Project & Resident Programs 63/04/27 

UTLEY, E E Carolina Poucr & Light Co ip 18641 187 24X 

Flche 50-324, 83/04/27, 8305270250 


— 8305270256 Responds to NRC 830317 Itr re violations noted in IE Insp 
Repts 30-324/83-07 h 50-325/83-07 Corrective actions 
procedure revised ic accepted by OA reflecting actual testing 
nsthed b contractor personnel counseled 

DIETZ, C R Carolina Power b Light Co 83/04/15 O'REILLY, J P 
Region 3, Office of Director 2pp 18641 188 24X 

Flche- SO-324, 83/04/27, 8305270250 


—8305270263 Forwards IE Imp Repts 30-324/83-07 b 30-325/83-07 on 
830131-0203 & 07-11 b notice of violation 

VERRELLI, D M Division of Project b Resident Programs 83/03/17 
UTLEY, E E Carolina Power b Light Co 2pp 18641 170 24X 

Fich a. 50-324, 83/04/27, 8305270250 


—8305100107 le Safeguards Insp Repts 30-324/03-13 b SO-325/83-13 on 
030411-15 No noncomp 1 lance noted Major areas inspected audit 
revlsu, sccur i ty p Ian, rec or ds, assessment aids, alarm stations 
b trainlng/gua 1 1 flea t ion Details withheld (ref 10CFR73 21) 

TOBIN, H J , HALL, B Region 2, Office of Director MCGUIRE, D R 
Division of Emergency Preparedness b Materials Safety 03/OS/O4 
ip 18375 03S 24X Fiche 30-324,83/05/03.0303100100 


6303040033 IE Info Notice 83-27, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/06 Consolidated Edison Co of New 

York, Inc llSpp 10323 248 24X Fiche 50-000,83/05/06,8303040033 


8305270360 Ack receipt of 830310 b 0422 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-324/02-43 b 30-325/02-45 

LEWIS, R C Division of Project b Resident Programs 03/05/06 

UTLEY. E E Carolina Power & Light Co ip 10644 223 24X 

Flche- 50-324, 83/05/06, 8305270580 


— 0305270580 Responds to NRC 830207 Itr re violations noted in IE Insp 
Repts 50-324/02-43 b 50-325/82-45 Corrective actions 
required rev to 0-llst procedure will not be completed 
until 830527 

DIETZ. C H Carolina Power b Light Co 63/05/23 O'REILLY, J P 
Region 2, Office of Director Ip 18644 226 24X 

Flche 50-324,83/03/06,6305370380 


— 830527057? Clarifies response to Violations B b C in lE Insp Repts 
30-324/82-43 b 50-325/02-45 Program for determining typo of 
alarm devices needing periodic callbr will not be completed 
by 830730 

DIETZ, C fi Carolina Power b Light Co 83/04/22 O'REILLY, J P 
Region 2, Office of Director 2pp 18644 227 24X 

Fiche 50-324.83/05/06,8305270580 


— 8305270610 Responds to violations noted in IE Insp Rept 50-324/82-45 b 
50-325/82-43 Corrective actions englneoxing supervisor of 
discipline gioup responsible for performing review of 
tables for Inconsistencies internal to procedure 

DIETZ, C R Consumers Power Co 83/03/18 0'REILLV,J P Region 
Si Office of Director 4pp 18644 229 24X Fiche 50-324. 

83/05/06, 8305270500 


—8305270266 Notice of violation From insp on 630131-0203 b 07-11 

n Region 2, Office of Director 83/03/17 Ip 18641:172 a4X 
Fiche 50-324, 03/04/29,8305270250. 


—8305270276 IE Ipsp Repts 50-324/83-07 b 50-325/63-07 on 830131-0203 
b 07-11 Noncompl lance noted feilure to follow inservice tnip 
procedure for recording angle beam data 

COLEY, J L , BLAKE, J J Region 2, Office of Director 83/03/04 
Spp 18641 173 24X Flche- 50-324, 63/04/27, 6305270250 


0305060620 Responds to NRC 630216 Itr transmitting notice of violation 
b proposed imposition of civil penalties , per IE Insp Repts 
50-324/62-86 b 50-325/82-26 Relay tests completed 
tatlsfactorlly. 

UTLEV, E. E Carolina Power b Light Co. 83/05/02 DEYOUNO. R C 
Director's Office, Office of Inspection and Enforcement 27pp 
18347 022 84X Fiche: 50-324 . 83/05/02, 8305060620 


8303040028 IE Info Notice 83-26, ''Failure of 6af e ty/Re 1 1 ef Valve 
Dlfcharge Line Vacuum Breakers " Svc list enci 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Rost 830103) 83/05/03 Consol Ida t ed Edison Co of New 

York, Inc t22pp 18441 170, 24X Flche 30-000,83/05/03,8303040028 


8303040430 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '' Svc list end. 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830143) 83/05/04 Consolidated Edison Co of New 

York, Inc It 2pp. 18382 282. 24X Fi c h e. 50-000, 83/05/04, 8303040030 


8303040031 IE Info Notice 63-28, "Criteria for Protective Action 
Recammendatlons for Oineral Emergencies " Svc list enc 1 
JORDAN,E,L. Division of Emsrgency Preparedness & Engineering 
Response (Post 8301031 83/05/04 Consol t dated Edison Co. of New 

York, Inc ll?pp 10441:001 84X Flche 50-000,63/05/04,8303040031 


0305100100 Forwards IE Safeguards Irsp Repts 50-324/63-13 4 
50-325/63-13 on 830411-15, No noncOmp liance noted 
VERRELLI, A Division of Project k Resident Programs 63/05/05 
UTLEY, E.E Carolina Power b Light Co 2pp 18375 033 24X 

Flche; 50-324, 83/05/05,6305100100 


— 0305270617 Ack receipt of 830207 Itr transmitting IE Insp Repts 
50-324/02-45 b 50-335/82-45 Util continuing evaluation of 
Violations Response to rept will be submitted by 830310 
DIETZ.C R Carolina Power b Light Co 83/03/08 O'REILLY.JP 
Region 3, Office of Director ip 16644 233 24X 

Fiche 50-324,03/05/06,8305 2 70500 


— 8305870621 Forwards IE Insp Repts 50-324/02-45 b 50-325/02-45 on 
621 119—1215 b notice of violation 

LEWIS, R C Division of Project b Resident Programs 83/02/07 

UTLEY, E E Cerollna Power b Light Co 2pp 18644 234 24X 

Fiche 50-324, 83/05/06, B309270S80 


— B30S27062B Notice of violation from insp on 621115-1215 

e Region 2, Office of Director 03/02/07 2pp 18644 236 24X 

Fiche 30-324,83/05/06,8309270580 


— 8303270635 IE Insp Repts 30-324/62-45 b 30-323/02-45 on 821119-1213 
Noncompliance noted failure to adequately review procedure 
changes, to establish catlbr procedures b to Followup on 
corrective ac tlons, 

MYERS, 0 0 , GARNER, L W , BEMIS.P Region 2, Office of Director 
83/02/02 lOpp 18644 238 24X Fiche 50-324,83/05/06,8305270580 


6305270333 Forwards IE Insp Repts 50-324/03-14 b 30-325/63-14 on 
830418-2 i No noncompl lance noted 

VERRELLI, D M Division oF Project b Resident Programs 63/05/10 
UTLEY.E E Carolina Power b Light Co 2pp 18641 123 24X 

Flche 50-324,03/05/10,0305270333 


— 6305270342 IE Insp Repts 50-324/83-14 b 50-325/03-14 on 830418-21 No 
noncompliance noted Major areas inspected Independent insp 
effort b observation of inservice insp work b work 
ac tlvl ties 

COLEY.J L , BLAKE. J J Region 2, Office of Director 83/05/05 
6pp 18641 125 24X Flche 30-324,83/05/10,8305270333 


8303040034 IE Info Notice 83-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of New 

York. Inc 114pp 18524*003 24X Fiche 50-000,83/03/11,8303040034 


8303040040 JE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 83/05/17 Consolidated Edison Co of New 

York, Inc ll4pp 18697 007. 24X Flche 50-000,83/05/19,8303040040 
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8303040046 IE Info Notice B3*-33i “NoMrepresent^tlve Sampling of 
contaminated Oil " Bvc list one! 

JOaOAN. E L Division of Emergency Preparedness tt Engineering 
fleeponse {Post 830103) 83/0S/26 Consot Idated Edison Co of Neu 

rort. Inc U4pp IB647 007 SAX Flche 90-000, S3/03/26i 8303040046 


R Periodic operating reports & t elated correspondence 


B309l004ia Forwards monthly operating repts for Apr 1983 

OlETZfC R Carolina Power & Light Co 83/09/05 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement Ip 
10378 066 24X Flche 50-324,83/05/05,0305100412 


— 8305100417 Monthly operating repts for Apr 1983 

KARRISON. F Carolina Power i> Light Co 83/05/03 12pp 
18378 067 24X Fiche 50-324,83/05/05,8305100412 


S Reportable occurrences, LERs It related correspondence 


— 8305030536 LER a3-002/03L-0 on 830328, sup press i on pool level Indicator 
2-CAC-LR-2602 showed level of -31 2 inches whits redundant 
indicators 2-CAC-L1-2601-1 $< S601-3 showed -28 5 inches 
Caused by change in trictle flau to uet ref leg 
PASTVA, M J Carolina Power It Light Co 83/04/22 Region 2 j 
O ffice of Director 2pp 18308 192 24X Fiche 50-324,83/04/22, 

8305030512 


8305030540 Forwards LER 83-037/03L-0 

DIETZ. C R Carolina Power It Light Co 83/04/22 O'REILLY, U P 
Region 2, Office of Director Ip 18303 332 24X 

Flche 50-324,83/04/22,8305030540 


— G30S030947 LER e3-037/03U-0 on 830329, RKR Olv II supgreeelon pool 
cooling valve 2-Eil-P024D could not be opened using either 
valve motor operator or manual operator Caused by loose 
antlrotation device setscrew Setscrew tightened 
PASTVA, M <J Carolina Power t. Light Co 83/04/22 Region 2, 
Office of Director 2pp 18303 333 24X Fiche 50-324.83/04/22, 

8305030940 


8309030355 Forwards LER e3-016/03L-0 

DierZ.C R Carolina Power It Light Co 83/04/20 O'REILLY, J P 
Region 2t Office of Director ip 18306 294 24X 

Flche 50-384,83/04/20,8303030399 


— 8305030361 LER S3-016/03L-0 on 030323, reactor bldg exhaust ventilation 
high-high alarm occurred concurrent w/Oroup 6 primary 
containment isolation signal Caused by failure of relay K2 
in indication I, trip unit D12-K609A Relay replaced 
PASTVA, H J Carolina Power It Light Co 03/04/20 Region 2, 
Office of Director 8pp 10306 299 24X Flche 50-324,83/04/20, 

8309030355 


8305030291 Supplemental reeponse to Part 21 rept re postulated pipe 
crack in HPCI, RCtC, reactor water cleanup sys & main steam 
tine drains Required mods will be Installed to meet 
requirements of environ qual If lea t ion program 
DIETZ, C R Carolina Power I, Light Co. 83/04/26 O'REtLLYiJ P 
Region 2, Office of Director Ip 1B300 061 24X 

Flche 50-324,83/04/26,8305030291 


8303090263 Forwards LER e3'03S/03L-0 

DIETZ, C R Carolina Power tc Light Co 83/04/28 O'REILLY, J P 
Region 2, Office of Director ip 18330 039 24X 

Flche 90-324, 83/04/20, 8309090269, 


8309030497 Nonroutine radiological environ event rept Results of 830308 
gamma analysis of bottom sediment revealed high Co-60 
concantration Samples wilt be taken monthly for Oct 1982 - 
i/une 1983 to determine if trends can be predicted 
DIETZ, C R Carolina Power I, Light Co 83/04/20 O'REILLY, J P 
Region 2, Office of Director 2pp 18306 183 24X 

Flche 90-324,83/04/20,8309030497 


8305030S30 RO fire barrier limiting conditions for operation issued 
on 630317 t( 20 exceeded 7-dey time frame to permit 
completion of mods in control i d 1 ese 1 generator I, augmented 
offgas bldgs Continuous stationed fire watches maintained 
DIETZ.C R Carolina Power I, Light Co 83/04/20 O'REILLY, J P 
Region 2, Office of Director Ip 18306 362 24X 

Fiche 90-324,83/04/20,8309030530 


8309030612 Forwards supplemental LER 03-OOa/O3L-l . 

DIETZ.C R Carolina Power t< Light Co 83/04/20 O'REILLY, J P 
Region 2, Office of Director Ip 18303 343 24X 

Fiche 90-324,83/04/20,8309030612 


—8308030619 Supplemental LER e3-002/03L-l on 830102, ind lea tor 
S-CAC-LR-a602 showed high suppression pool level Caused by 
incorrect input signal to indicator due to change In trickle 
flow to wot ref leg of LR-2602 Indicator transmitter 
PABTVA.hl J Carolina Power t< Light Co 83/04/20 Region 2, 
Office of Director 2pp 18303 344 24X Flche 50-324,83/04/20, 

830903D612 


0303030387 Part 21 rept re pipe clamps for snubber/slrots oriented In 
off-axis direction Initially reported on 830224 t< by IE 
Info Notice 83-13 Clampe will be replaced by end of Fall 
1983 refueling outage 

DIETZ.C R Carolina Power It Light Co 83/04/22 O'REILLY, J P 
Region. 2. Office of Director 2pp ia292'3i6 24X 

Flche 30-324,03/04/22,8309030387 


8305030411 Forwards updated LER a2-126/03L-l 

DIETZ.C R Carolina Power l< Light Co 03/04/22 O'REILLY, J P, 
Region 2. Office of Director ip 10293 226 24X 

Flche 90-324,83/04/22,8309030411 


—6309030419 Updated LER 82-126/03L-1 on 821024 & 25, standby liquid 
control sys piping heat tracing on lines between sys 
accumulators 2-C41-A003A I, 0 6 common discharge tine 
Inoperable Caused by electrical failure Mods planned 
PASTVA, M U Carolina Power t< Light Co 83/04/22. Region 2, 
Office of Director tp 18293 227 84X Flche 50-324,83/04/22, 

8309030411 


8309030512 Forwards LER e3-002/03L-0. 

DIETZ.C, Ft Carolina Power I, Light Co 03/04/22 O'REILLY, J P 
Region 8. Office of Director ip 18308 191 84X 

Flche 50-324,83/04/22,8309030512 


—8305090267 LER 83-03e/03L-0 on 830401 , inoperative It rod block signal 
received from rod block monitors A It 0 upon selecting 
indicated control reds Caused by defective multiplexer eerdi 
in monitors Cards replaced I, monitors returned to sve 
PASTVA, M v) Caroline Power li Light Co 83/04/28 Region 2, 
Office of Director Ip 10338 040 24X Flche 90-384,03/04/28, 

8309090265 


0309090242 Forwards LER a3-042/03L-0 

DIETZ.C R Caroline Power I, Light Co 83/04/29 O'REILLY, J P 
Region 2, Office of Director ip 18337 297 24X 

Flche 90-324,03/04/29,8305090242 


—0309090244 LER e3-042/03L-0 on 030330, suppress ion poet level indicators 
2-CAC-LI-2601, 3 I, 2-CAC-Lt-3342 shoiued upward trend In level 
Indication Caused by closed demlnara 1 lied water root valve, 
preventing transmitters from sensing actual level 
PASTVA, M J Carolina Power 6 Light Co 83/04/2? Raglan 2, 

Office of Director Ip 18337 298 24X Fiche’ 90-324, 83/04/29, 

8309050242 


830913017/ Forwards LER B3-044/03L-0 

DIETZ.C R Caroline Power I. Light Co 83/09/04. O'REILLY, JP 
Region 2, Office of Director Ip 18440 091 24X 

Flche 90-384.03/09/04,8305130177 


—8309130184 LER 03-O44/O3L-O on 8304 03 1< 09, during unit startup l< power 
operations, control rods 02-27102) , 34-03(04) > 34-23(021 I, 

30-11(03) had no indications for Identified positions Caustd 
by failed position reed switches. Reed switches replaced 
PASTVA, M J Carolina Power I, Light Co 83/09/04 Region 2, 
Office of Director Ip 18440 092 24X Flche 90-324,83/05/04, 

8309130177 


8309130167 Forwards LER 03-O49/O3L-O 

DIETZ.C R Caroline Power It Light Co 03/05/09 O'REILLY, V P 
Region 2, Office of Director Ip 1B437 3D1 24X 

Flche 90-324,83/09/09,8305130167 


—0309130172 LER e3-049/03L-0 on 830409, routine channel cheek of reactor 
level instrumentation revealed reactor level instrument 
2-B2I-LT-N017D-1 indicating higher actual level Caused by 
leak on bypass valve N017D-1 stem packing Packing adjusted 
PASTVA, M J Carolina Power I, Light Co 83/09/09 Region 2, 
Office of Director Ip 18437 302 24X Flche 90-324,83/09/05, 

8309130167, 


8309130170 Forwards LER aa-046/03L-0 

DIETZ.C R Caroline Power t< Light Co 83/09/06 O'REILLY, V P 
Region 2, Office of Director Ip 18439’ 191 24X 

Flche 90-384.83/09/06.0309130170 


—3309130176 LER 83-046/03L-0 on 830410, wires to terminals 13 I, 14 in 
terminal box far MSIV 2-B21-FOa8A found reversed Cause 
undetermined Mires reterminated to proper terminals 
POULK, R M Carolina Power I, Light Co. 83/09/06 Region 2, 
Office of Director Ip 10439' 192 24X Flche 90-324,93/09/06, 

8309130170 
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9305200330 foruariJ 5 supplemental LER BG-OOS/OOL-l 

DIETZ. C B Carolina Poiuer «< Light Co 93/03/04. O-REILLYiJ P 
Region 3> OPPlce of Director Ip 10S14 260 24X 

FtChe SO-324. 83/03/06. 6305200 539 


-'9305200543 Supplemental LER 93-033/03L-2 on 830223, luh 1 1 e perForraing 
high steam line radiation channel calibr U functional test. 

(Pain steam line i nstrumant channels found out of tallbr 
Caused by instrument drift Orauers recalibr 

pnULK, R M Carolina Pouer tt Light Co 83/05/06 Region 3- 
Office of Director 3pp 18514 261 24^ Flthe 50-324,03/03/06, 

0305200339 


DOCKET 50-325 DRLNSWICK STEAM ELECTRIC PLANT, l/MIT 1 


F Security, msrficali emergency t, fire protection plans 


830S200625 Forwards Rev 8 to Industrial security plan Changes do not 
decrease effectiveness of plan or level of security End 
ulthhelci iref 10CFR73 21 6 2 770) 

HOWE. P W Carolina Power 6 Light Co 83/04/20 O'REILLT. J P 
Region 2, Office of Director 2pp 18520 042 24X 

FicMe 30-324,83/04/20,0305200625 


9305200597 Forwards change to provisions of industrial security plan 
Change uill not decrease effectiveness of plan or level of 
security Enel withheld' £ref 10CF<173 21) 

HDWe.P W Carolina Power 6 Light Co 93/04/28 D'BEILLV, J P 
Region 2. Office of Director Ip 10514 106 24X 

Flche 30-324,03/04/28,0305200397 


9305100'10D Forwerds IE Safeguards Imp Rapts 50-324/83-13 it 
30-325/03-13 on 830411-15 No n nneomp 1 lane e noted 
VERRELLfiA Division of Project !< Resident Programs 93/03/03 
OTLEV, E £ Carolina Power S Light Co 2pp 18373 033 24X 

Ft Che 30-324, 03/05/05, 9305100100 


— 83O5J00I09 IE Safeguards Imp Repts 50-324/83-13 h 50-325/03-13 on 
030411-13 No noncompliance noted Major areas Inspected audit 
review, securl ty plan, records, as sessment aids, alarm stations 
S, train ing/qua 1 if lea t ion Details withheld (ref 10CFR73 21) 
TOEIfLW a Region 2, Office of Director 63/03/04 Ip 
18375 033 24X Fiche 30-324,83/03/05.8305100100 


6303110034 Oeneric Ltr 93-21 to all licensees of operating reactors, 
applicants for DLs It holders of CPs re clarification of 
access La control procedures for law enforcament visits 
Sve list end 

EISENHUr, 0 0 Division of Licensing 63/03/11 Consolidated 

Edison Co Of New Yurli, Inc t6pp 18540 093 24X 

Fiche 30-000,63/05/11,8309110034 


8305260134 Informs that NUREO-0737, Item III A 2 1 re emergency plan 
upgrade to meet 10CFR90, App E reijul remen ts complete for 
facility I tern closed 

VASSALLD. D Q Operating Reactors Branch 3 83/03/16 UTLEY, E E 

Carolina Pnuier t< Light Co 3pp 1 8649 04? 24X 

Fiche 30-324.93/05/18,8303260134 


J Insurance It indemnity information 


8303160135 Forwards Endorsement 46 to NELIA Policy NF-21B 

DARHAM.C P Carolina Power 6 Light Co 03/05/02 SALT Z MAN, U NRC 

- ffe Detailed Affiliation Olven app 18446 066 a4X 
Fiche 30-324.83/05/02,9303160135 


P Operating license stage documents &. correspondence 


B3D51&00<01 Addl response to FOIA request for seven categories of 
documents re Brown l. Root. Inc -it South Texas project Forwards 
App S documents Documents also aval latle in POR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records 93/03/09 LINDEMAN. H M 
Lowsnstein, Newman, Reis, Aielrad g, Tell 6pp IS497 319 24X 

Fiche 50-000,03/03/09,8303180001 


— 9010280579 Responds to Question 4 of B00723 memo re Eckhardt hearing 
Kafor Drown & Root Corp nuclear const work 6 weld deficiency 
status summariiffd Licensee will complete visual insp 8< 
coioplg u/cisrrectlve actions in end AU3 Code 
STELLO, V Office of Inspection I< Enforcement, Office of the 
Director BO/07/83 AHEARNE. W F Commissioners 5pp 
IB497 226 24 X Fiche 50-000.93/03/09,8305100001 


6303230293 Forwards capital cost analysis for backflttlng expenditures 
reflecting both actual costs S. estimates for mods planned or 
in progress 

SHITH.S H Carolina power (t Light Co 03/03/22 TOURTELUOTTE, J 
Regulatory Reform Task Force |3pp 16343 277 24X 

FIcha 30-000.63/03/22,8303230203 


0303230720 Forwards list of utils responding to requests for post 
figures do backfittlng 

ToyRTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADtNO.N J Commisslpnors 2pp 18342 272 24X 

Flehe 30-000,83/04/11,8303230720 


8303030463 Application for amend to Licenses DPR-62 6 DPR-71, 
supplementing B206I6 request for miscellaneous Tech Spec 
revs originally scheduled for completion during 920901 
refueling outage Outage b mods to be completed by 630624 
HOME, P W Carolina Power 6 Light Co 83/04/28 VABSALLQ. D 0 
Operating Reactors Dranch 2 2pp 10300 222 24X 

Fiche 30-324.83/04/20,0303030463 


--83OSO304B1 Proposed Tech Specs re safety-related hydraulic snubhersi 
post-accident monitoring 1 nstrumentat I on, gas analyier sys, 
reactor coolant leakage detection ays & remote shutdown 
mon 1 tor Ing ins t rumen tat 1 on 

# Carolina Power b Light Co 03/04/28 I9pp 18300 224 24X 

Fiche 30-324,83/04/20,8303030463 


8305190099 Forwards safety evaluation for TMI Action Items 1 A 2 I 4, 
■"Upgrading of Reactor Operator b Senior Reactor Operator 
Training" !< !I D 4, "Training for Mitigating Coro Damage " 

Training b requal 1 f 1 ca tl an programs acceptable 

VASSALLO. D a Operating Reactors Dranch 2 83/04/29 UTLEV. E E 

Carolina Power b Light Co 3pp 10523 173 24X 

Fiche 50-324, 83/04/27. 83051'70099 


0303020455 Oeneric Ltr Q3-i7 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end 

EI8ENHMT, D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New Yorit, Inc SOpp 16441 120 24X 

Fiche 30-060,03/03/02,9305020433 


B303060176 Application to a/nond License DPR-71 revising Tech apeti to 
complete third refueling outage b begin Cycle 4 operation 
Proposed changes revise control rod scram Insertion time 
requirements 

HOME, P U Carolina Power b Light Co 93/05/02 VASSALLO, 0 B 
Operating Reactors Dranch S 2pp 18343 320 84X 

Fiche 30-323, 03/05/02, 8303060176 


— 9303060180 Proposed Tech Spec changing control rod scram insertion tiai 
roquiremerits to complete third refueling outage b begin 
Cyc 1 e 4 opera tl on 

» Carolina Power b Light Co 03/03/02 SOpp 18345 330 24X 

Fiche 50-323,83/03/02,0303060176 


S303D703a0 Ac k receipt of 630131 ltr requesting addl Info re 
Nl;REO-0737, Item II K 3 20, "Qua 1 1 f 1 c a 1 1 on of AD9 Accumulator 
6ys " Info requested from GE Response will be submitted by 
030630 

ZrffKEBMAN.S R Carolina Power b Light Co 03/03/03 VASSALLD.O 3 
□peratlng Reactors Branch 2 Ip 10363 340 24X 

Fiche 30-324,63/05/03,8303090300 


630S090456 Canfirms 630419 responses to questions raised during 830410 
telcon re spent fuel pool expansion 

ZIMMERMAN, 9 R Carolina Power b Light Co 03/03/03 VASSALLO, 0 D 
Operating Reactors Dranch 3 2pp 1036S 263 24X 

Fiche 30-324,03/03/03,8303090456 


9305230178 Forwards safety evaluation of util submittal re procedure 
verification 6 design mod per NUREO-O737i t tern II K 3 22, 

"Autamatli Switchover of RCIC suction " Mods acceptable 
VASSALLO, D B Operating Reactors Dranch 2 03/05/03 UTLEY. E £ 

Carolina Power b Light Co. 3pp, 10346 336 24X 

Fiche 50-324,03/05/03,8305230178 


8305100362 Forwards Y1003J01AS3, "Supplemental Reload Licensing 
Submittal for Brunswick Steam Electric Plant, Unit 1, 

Reload 3(W/o Rec Ir cula 1 1 on Pump Trlpi," Inadvertently 
omitted from 830502 Tech Sped rev request 

ZIMMERMAN. S R Carolina Power St Light Co 03/03/06 VABSALLO, D B 
Operating React'ors Branch 2 Ip 10379 059 24X 

Fiche 30-325. 03/03/06,8303100362 


— 8303100370 " 9 opp 1 ementa 1 Reload Licensing Submittal for Brunswick Steen 
Electric Plant.Unlt 1 . Reload 3 <M/a Rec irculatlon Pump 
Trip) " 

ZANARDI.O , HILL, R T , CHARNLEV, J S General Electric Co, 

Y1003JO1A53 03/01/31. aSpp IS379 060 24X 

Fiche 50-325, 83/03/06, 8303100362 


8303090639 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated sc)iedullng for Implementation 
of plant mods Sve list enc I 

ElSENHur, D Q Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc 16pp IS627 153 84X 

Fiche 30-000,83/03/09,0303090*39 
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&309IS0003 Responds to S3031i Itr requesting revleiu of RCtC sys 
^utaoidtic restart per TMI Action Item II K 3 13 Acceptance 
criteria identified In Itr satisfied 

ZIMMEfiMAN, S R Carolina Pouer !< Light Co S3/05/07 VASSALLO, D B 
Operating Reactors Branch a ip 18*123 076 2dX 
Fiche SO-324. 83/05/09< 8303120003 


8309260a&3 Foruards request for addl info re 010123 response to 
NiUREO-0737. Item II K 3 28i "Qua 1 1 f 1 ca 1 1 on of Accumulators on 
Automatic Depressurization Sys " Reply requested uiithin 30 
days of Itr receipt 

VASSALLOiD B Operating Reactors Branch 2 83/05/11 UTLEY. E E 

Carolina Pouer & Light Co 3pp 18629 337 24X 

Fiehe 30-324,83/05/11.8305260883 


8303S400D4 Informs that currently scheduled Unit 1 startup date is 
830612 Outage critical path 8 days behind, but recovery plan 
Insbltutod to malce up time Requests Tech Spec changes be 
issued no later than 830612 

HURFORD, W J Carolina Power 6 Light Co 03/05/17 VASSALLO, D B 
Operating Reactors Branch 2 Ip 16549 031 24X 

Fiche 30-324,03/05/17,0303240004 


03OS24O434 Commits to submit results of plant-unique calculations 
forming bases for mod program on Mark I containment vacuum 
breakers by 030630 in response to Oeneric Ltr 03-08 
Calculations presented in listed documents 

HORE, P U Carolina Pouer t< Light Co 83/03/19 VASSALLOiD B 
Operating Reactors Branch 2 2pp 10571 061 24X 

Fiche 30-324,83/05/19,0303240434 


0305260320 Foruards NEDO-24502, "Mark I Containment Program Plant- 
Unique Load Oef Ini ti on, Brunsuic li Steam Electric Plant Units 
162" Attachment detailing pressure/temp calculations also 

enc 1 

ZIMMERHAN. S R Carolina Pouer 6 Light Co 03/03/24 VASSALLO, D D 
Operating Reactors Branch 2 Ip 18625 050 24X 

Flch e 30-324, 83/05/24, B30S260320 


— 0303260323 "Mark I Containment Program Plant-Unique Load Definition, 
Qrunsulck Steam Electric Plant Units 162" 

• Oeneral Electric Co NEOO-24302 ROl 01/10/31 61pp 
t8623 039 24X Fiche 30-324, 03/05/24, 8305260320 


0 Inspection reports, IE Bulletins 6 correspondence 


B30327053I Submits results of split sample taken from floor drain 
sample tank D for tritium 6 rad los tron t ium, per IE Insp Repts 
30-324/82-09 6 30-325/82-09 

DIETZ. C R Carolina Pouer 6 Light Co 03/02/25 O'REILLY, J P 
Region 2< Office of Director tp 18646 129 34X 

Fiche; 30-324, 03/02/25, 0305270331 


821S0603B3 IE Info Notice 83-14, "Deuatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR. -J M Division Of Safeguards 6 Inspection Programs (Post 
8301031 03/03/21 Consolideted Edison Co, of Neu York/ Inc 

112pp 10300 317 24X Fiche 30-000, 03/03/21, 8212060385 


830S27046I Torwardi IE Enforcement Conference Repts 50-261/83-10, 
30-324/83-12 6 30-325/03-12 on 030328 No none omp 1 1 anc o 
noted 

O'REILLY, J P Region 2, Office of Director 83/04/11 UTLEY, E E 

Carol ina Pouer 6 Light Co 2pp 18644 158 24X 

Fiche 30-000,83/04/11,8305270461 


—0303270474 IE Enforcement Conference Repts 30-261/83-10,30-324/03-12 
6 30-323/03-12 on 030320 No noncompliance noted Major areas 
discussed shipment of raduaste containing free liquid 6 
inoperability of standby gas treatment deluge sys 
LEWIS, R C Division of Project 6 Resident Programs 03/04/07 
3pp 18644 160 24X Fiche 30-000,03/04/11,8303270461 


9303040021 IE Info Notice 83-21, "DaPoctive Emergency Use Respirator " 
8vc lilt end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of Neu 

York. Inc 126pp, 18435 133 24X Fiche 30-000,83/04/13,0303040021 


8303040023 IE Info Notice 83-22, "DWR Safety/Rel i ef Valve Failures " 
8vc list one 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co, of Neu 

York. Inc U2pp 18383 089 24X Fi c h e , 50-000, 83/04/22, 0303040023 


S30304002S IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Dtvtslpn of Emergency Preparedness 6 Engineering 
Responsa (Post 030103) 03/04/23 Consolidated Edison Co of Neu 

York. Inc U9pp 18301 291 24X Fiche 50-000,83/04/25,8303040023 


8303040026 IE Info Notice 83-24, ‘Loose Parts in Secondary Side of 
Steam Cencrators at PLRs " 8vc list cnc 1 

JORDAN. E L Division of Emergency Prepaiedness 6 Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Neu 

York, Inc llSpp 10382 047 24X Fiche 30-000,83/04/28,8303040026 


□303040027 IE Info Notice 03-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 6vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103) 83/04/28 Consoildated Edison Co of Neu 

York, Inc llBpp 10302 163 34X Fiche 30-000.83/04/28,9303040027 


0305270230 Ac k receipt of B30413 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-324/83-07 6 
30-329/83-07 

VEHRELLI.D M Division of Project 6 Resident Programs 83/04/27 

UTLEY, E E Carolina Pouer 6 Light Co Ip 18641 187 84X 

Fiche 30-324,83/04/29,8303270250 


— 8303270256 Responds to NRC 830317 ltr re violations noted in IE Insp 
Repts 50-324/83-07 6 50-325/83-07 Corrective actions 
procedure revised 6 accepted by QA reflecting actual testing 
method 6 contractor personnel counseled 

DIETZ. C R Carnllna Pouer 6 Light Co 83/04/15 O'REILLY. J P 
Region 2, Office of Director 2pp 16641 188 24X 

Fiche 30-324,83/04/29,6305270250 


—0303270263 Foruards IE Insp Repts 50-324/83-07 6 30-323/03-07 on 
830131-0203 6 07-11 6 notice of violation 

VEfipELH I D M Division of Project 6 Resident Programs 03/03/17 
UTLEY, E E Carolina Power 6 Light Co 2pp 18641 190 24X 

Fiche 30-324,03/04/29.8305270250 


— 8303270276 IE Insp Repts 30-324/03-07 6 30-325/03-07 on 030131-0203 
6 07-11 Noncompliance noted failure to foltou inservlce Insp 
procedure for recording angle beam data 

COLEY, J L , BLAKE, J J Region 2, Office of Director 03/03/04 
8pp 10641 193 24X Flcho 30-324,83/04/29,0303270250 


8305060620 Respends to NRC 030210 ltr transmitting notice of violation 
6 proposed Imposition of civil pane 1 1 i e s . p er lE Insp Repts 
30-324/82-20 6 30-323/82-28 Relay tests completed 
sa t Isf ac tori ly 

UTLEY, e E Carolina Pnwer 6 Light Co 93/05/02 DEVOUNO, R C 
Director's Office, Office of Inspection and Enforcement 27pp 
10349 022 34X Fiche 50-324,03/05/02,9303060620 


03O3D4OD2Q IE Info Notice 03-26, "Failure of Safety/Ret lef Valve 
Discharge Line Vacuum Breakers " 0vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 24X Flcho 30-000,83/05/03.8303040028 


0303040030 IE Info Notice 03-3/, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list enc 1 

JORDAN, E L Division of Emergency Preparednesf 6 Engineering 
Response (Post B30I031 GG/OS/Od Consolidated Edison Co of New 

York, Inc li2pp 10302 202 24X Fiche 50-000,83/03/04,0303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Bve list encl 
JQRDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 19441 001 24X Fiche 30-000,03/03/04,8303040031 


0303100100 Forwards IE Safeguards Insp Repts 30-324/93-13 ti 
30-323/03-13 on 930411-13 No none omp 1 1 anc e noted 
VERRELLl.A Division of Project (< Resident Programs 83/05/05 
UTLEY, £ E Carolina Power «< Light Co app 10373 033 24X 

Fiche 30-324, 93/05/03,8305100100 


— 8303100107 IE Safeguards Insp Repts 30-324/33-13 J, 30-323/03-13 on 
030411-13 No noncomp 1 lance noted Major areas inspected audit 
rev! ew, secur 1 ty plan, records, assessment aitfsialarm stations 
it tralning/qual if Icatlon Details withheld (ref 10CFR73 21) 
TOBINiW J , HALL,D Region 2, Office at Director MCGUIRE, D R 
Division of Emergency Preparedness i< Materials Safety 03/05/04 
Ip 10375 033 24X Fiche 50-324,03/03/05,9303100100 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused hy Fuel Rack 
Deformation " Sve list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 9301031 03/03/06 Consolidated Edison Co of Neu 

York, Inc llspp 18323 240 24X Fiche 30-000.03/03/06,0303040033 


0305270590 Ac k receipt of 030318 !, 0422 1 trs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-324/82-43 U 30-325/82-43 

LEWIS, R C Division of Project L Resident Programs 83/05/06 

UTLEY, E E Carolina Power I, Light Co tp 10644 225 24X 

Fiche 90-324.03/03/06,0305270300 
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— 030-9370389 Bosporiij* to- NRC 830307 ItT re violations noted Jn IE Insp 
Repts 90-324/82-43 4 30-328/02-45 Corrective actions 
required rev to Q-llst procedure util not be completed 
until 930927 

DIETZ. C R Carolina Pouer 4 Llpiht Co 93/09/33 Q'REILLV* J P 
(fealOTi 2, amce of Director Ip 10644 226 24X 

Fiche 30-324, 83/05/06. B305370S80 


— 8303270599 Clarifies response to Violations 3 4 C In IE Insp Bepts 
50-324/92-43 U 30-329/82-43 Program for d e term 1 n I ns type of 
alarm devices needlnp periodic calltr uii 1 1 not be completed 
bv 830730 

DIETZ. C H Carolina Pouer 4 Light Co 83/04/22 O'REILLV. ,J P 
Region 2, Office of Director 2pp 10644 227 24X 

Fiche 50-324.83/03/06,8303270300 


— 8309270610 Respond I to violations noted In JE Insp Rept 90-324/02-49 4 
30-329/02-43 Corrective actions engineering supervisor of 
discipline group responsible for performing review of 
tables for inconsistencies Internal to procedure 

DIETZ. C B Consumers Pouier Co 03/03/10 □'REILLVpW P Region 
2, Office Of Director 4pp 18644 229 24)C Fiche 90-324. 

83/09/06. 9305270380 


— 0305270617 Act receipt of 830207 I tr transmitting IE Insp Hfpts 
SD-324/B2-4S 4 50-325/82-45 Util continuing evaluation of 
violations Response to rept Lilli be submitted by 830318 
DIETZ. C R Carolina Power 4 Light Co 83/03/08 O'REILLY, J P 
Region 2. Office of Director Ip 18644 233 24X 

Fiche 50-324,83/03/06.8309270380 


S Reportable occurrences. LERs 4 related correspondence 


8305030497 Nonroutine radiological environ event rept Results of 830308 
gamma analgsls of b-ottom sediment revealed high Co-60 
concentration Samples ulll be taken monthlg for Oct 1962 - 
June 1963 to determine if trends can be predicted 
DIETZiC R Carolina Power 4 Light Co 83/04/20 O'REILLV. JP 
Region 2. Office of Director 2pp 10306 103 24X 

Fiche 30-324,83/04/20,8303030497 


8303030905 RD 7-daq specified time frame of four fire barrier limiting 
conditions for operation eiceeded, to permit work in 
augmented offgas 4 control bldgs for Installation of two 
plant mods Fire watches will remain tn effect 

DIETZ. C R Carolina Power 4 Light Co 03/04/20 O'REILLY.U P 
Region 2, Office of Director Ip 10308 197 24X 

Fiche 30-323,83/04/20, 0305030305 


0303030387 Part 21 rept re pipe clamps for snubber/struti oriented In 
□ff-axls direction Initially reported on 030224 4 by IE 
Info Notice 83-13 Clamps will be replaced by end of Fall 
1903 refueling outage 

DIETZ. C R Carolina Power 4 Light Co 83/04/22 O'REILLY, J.P 
Region 3. Office of Director app 18292 316 24X 

Flehe 50-324,83/04/22,8305030387 


8305030465 Forwards LER 03-O17/O3L-O 

DIETZ, C R Carolina Power 4 Light Co 03/04/23 O'REILLY, JP. 
Region 2, Office of Director tp 18308 243 24X 

Fiche SO-323, 03/04/29, 0309030463 


— 8305270621 Forwards IE Insp Rept* S0-324/B2-45 4 30-325/82-45 on 
021119-1215 4 notice of violation 

LEWIS, R C Division of Project 4 Resident Programs S3/02/P7 
UTLEY, E E. Carolina Power 4 Light Co 2pp 10644.234 24X 

Fiche 90-324,83/03/06,8309270380 


—8305270628 Notice of vlotatiois from Insp on 021115-1215 

e Region 2. Office of Director 03/02/07 Spp 18644 236 24X 

Fiche 30-324. 83/09/06 , 8303270300 


—8303270635 IE Insp Repts 50-324/02-45 4 50-325/82-49 on 821115-1215 
Noncompilance noted' fal lure to adequately review procedure 
changes, to establish callbr procedure* 4 to followup on 
corrective actions 

hVEfiS, D 0 , OARNER,L N , BEMIS, P. Region 2. Office of Director 
83/02/02 lOpp 10644 238 24X Fiche 50-324,83/09/06.8305270580 


8305270333 Forwards JE Iissp Rept* 50-324/03-14 4 90-329/83-14 on 
830418-21 No noncomp 1 1 ancc isoted 

VERRELLI.DM Division of Project 4 Resident Programs 03/OS/IO 
UTLEY.E E Carolina Power 4 Light Co 2pp 18641-123 24X 

Fiche 30-324,83/09/10,8305270333 


— 630SD30473 LER 83-017/03L-0 on 830326-28 4 0402. listed control rods had 
no indications for Identified positions Caused by loose 
prototyplc inlet piping connectors In each rod attributed to 
undervessel work Plant mods scheduled 

PA8TVA.N J Carolina Power 4 Light Co 83/04/23 Region 2. 

Office of Director Ip IS308 244 24X Flch# 50-325,83/04/25. 

8303030465 


8309030291 Supplemental response to Part 21 rept re postulated pipe 
crack in NPCI, RCIC, reactor water cleanup sys 4 main steam 
line drains Required mods will ba Installed to meet 
requirements of environ qualification program 

DIETZ. C R Carolina Power 4 Light Co 83/04/26 0 'REILLY, J P, 

Region 2. Office of Director ip 10300 061 24X 

Fiche 30-324, 83/04/26. 83030302?t 


03OSO5O2OI RO review of Fire protection sys documentation revealed 17 
sys limiting conditions for operation acceeding respective 
time frames not reported to NRC Plant oparatlons 
instructions revised 4 special training provided 
DIETZ, e R Carolina Power 4 Light Co 03/04/26 O'REILLY, J P 
Region 2, Office of Director 2pp. 10342 152 24X 

Fiche' 90-325, 83/04/26.8309090201 


—8303270342 IE Insp Repts S0-324/B3-I4 U S0-823/B3-14 on 030418-21 No 
noncomp 1 lance noted Major areas Inspected Independent insp 
effort 4 observation of Inservlce insp work 4 work 
activities 

COLEY, J L , DLAKE.vlJ Region 2, Office of Director 03/05/05 
6PP 18641 129 24X Fiche 50-324. 03/05/10, 8305270333 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EDPh Cuidellnes ■' Sve list eiicl 
vlORDAM, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 0301031 83/09/11 Consolidated Edison Co of New 

York, Inc ll4pp 1B984 003 24X Fiche 30-000.03/09/11.8303040034 


B309030143 RO on 030329, fire barrier limiting condition for operation 
gsnerated to permit accessing fire door in augmented offgas 
bldg Caused by temporary routing of flush lines for plant 
mod Mod work completed on 830411 

DIETZ, C.R Carolina Power 4 Light Co 83/04/20 O'REILLV. J P 
Region 2, Office of Director Ip 18341 104 24X 

Fiche 50-329,83/04/28,6309090143 


8309110282 Forwards LEB B3-014/03L-0 

DIETZ, C R Carolina Power 4 Light Co 63/09/04 O'REILLY, J.P 
Region 2. Office of Director ip 10393 240 24X 

Fiche' 90-3S9, 03/09/04, 8309110282 


8303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Bwe list end 

WOROAN, £ L Dlvlslen of Emergency Preparedness It Engineering 
Response iPost 830103) 83/05/18 Consolidated Edison Co of New 

York. Inc 114pp 10697 009 24X F I che. 30-000, 83/03/ 19, 8303040040 


8303040046 IE Info Notice 83-33, "Nonrep reset) tat Ive Sampling of 
Contaminated Oil *' Sve list end 

JORDAN. E L Division of Emergency Preparedness 4 Enginsering 
Response (Post 830103} B3/D9/26 Consolidated Edison Co of New 

Yort. Inc H4pp 18647.007 24X Fiche 50-000. 83/05/26. 0303040046 


R Periodic operating report* 4 related corraipondence 


030310*0412 Forwards monthly operating repts for Apr 1983 

DIETZ, C R Carolina Power 4 Light Co 83/05/09 DEYOUNO, B C 
Director's Office, Office of Inspection and Enforcement Ip 
18378 066 24X Flehe 50-324. 83/09/09, 0303 1 0041 2 


— 0309110204 LER 03-O14/O3L-O on 030406 4 00, during ongoing refueling, 
control rods 46-35,22-19,14-11,42-31 4 46-31 had no 
indications for identified positions Caused by loose or 
defective prototyplc inlet piping connectors 

PASTVA, N J Carolina Powtr 4 Light Co 03/05/04 Rtgion 2. 
Office of Director 2pp 10393 249 24X FlchS 90-329,83/03/04. 

8305110282 


0305130108 RD on 030404. fire barrier limiting conditions for operation 
initiated on penetration seal CG-2-301 of Fire Door 221 
Caused by need to allow ambient air circulation due to 
Inoparab i 1 Ity of computer room air conditioner 
DIETZ, C R Carolina Power 4 Light Co 03/05/05 O'REILLV. J P 
Region 2, Office of Director, ip 10437 290 24X 

Fiche 50-329,83/09/05,8305130108 


— B3031004I7 Monthly operating repts for Apr 1983 . 

HARRISON. F Carolina Power 4 Light Co 83/05/03 IRpp. 
18378 067 24X FI chs- 50-324. 03/05/05, 83091004 1 2 
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DOCKET SO-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F Security, medlecl, emersency & fire protection plant 


B305S703i3 Foruartfs IE Insp Repts 50-327/33-03 t 50-328/33-03 on 
330214-18 No noncomp 1 iancs noted 

VERflELLI I D M Division of Project it Resident Programs 33/03/23 
PARillS, 8 0 Tennessee Valley Authority 2pp 13641 153 24X 

Fi Che 30-327, 33/03/23, 3305270313 


— B30S270332 IE Insp Repts 50-327/33-03 J, 50-328/83-03 on 330214-18 No 
noncampliance noted Major areas Inspected radiation 
pretac t (on, sh i pment of radioactive matlilE Oulletin 30-10, 

IE Circular 32-49 it health physics retraining 

COLLINS, T R , SARR,K P Region 2, Office of Director 33/03/22 
?pp. 13641 155 24X Fiche 50-327,33/03/23,3305270313 


8305190213 Forwards Amends 30 «, I9 to Licenses DPR~77 & DPR-79, 
resp ect Iva ly, safety evaluation (< notice of Issuance & 
availability Amends revise license conditions to include 
Gonmlssion approved guard training S, qualification plan 
NOVAK, T.rt Assistant Director for Licensing 33/05/04 PARRIS, H Q 
Tannaisee Valley Authority Spp 13503 343 24X 

PI c h • 50-327, 33/05/04, 83051 802 1 3 


—3305180224 Amends 30 4, 19 to Licenses DPR-77 V DPR-79, respect Ive ly, 
revising license conditions to include Commlsslan approved 
guard training t> qual 1 f 1 ca 1 1 on plan 4i safeguards contingency 
plan 

ElSENHUr, D 0 Division of Licensing 83/05/04 4pp 13503 343 
24X Fiche 50-327, 33/05/04, 3305130213 


—8305180234 Notice of Issuance & availability of Amends 30 it 19 to 
Llcansai DPfi~77 4< DPR-79. respec tively 

ADEN8AH, E. 0 Licensing Branch 4 63/05/04 2pp 18503 352 24X 

Fiche 50-327,33/05/04,8305130213 


—8305180248 Safety evaluation supporting Amends 30 h 19 to Licenses 
DPfi-77 «< DPR-79, respectively 

a Office of Nuclear Reactor Regulation, Director 33/03/04 3pp 
18503 334 24X Fiche 50-327,83/05/04,8305130213 


3305100101 Responds to 330SOS telcon request re review of proposed 
physical security plan Flan to be revised by plant 
operations review committee Changes have not reduced nuclear 
safaty. 

HILLS, L M Tennessee Valley Authority 33/05/05 ADENSAM, E 
Llcanslng Branch 4 tp 18377 114 24X Fiche 50-327,83/05/05, 

3305100101. 


3305130041 Vilthdrauf 801231 request for Tech Spec change re number of 
flra detectors Change no longer necesiary 

KAMM£R,1) B Tenneffte Valley Authority 83/05/09 ADENSAM, E 
Licanilng Branch 4 Ip 18436.262 24X Fiche 50-327,83/05/09, 

3305130041. 


P Operating license stage documents A correspondence 


8305240249 FOIA request for three categories of documents re Reactor 
Safety Study Methodology Application Program 
(NUREO/Cn-1659, Vols 1-41 «< Interim Reliability Evaluation 
Program <NUREO/CR-2515, 2707 & 2B021 

SHOLLV, S C Union of Concerned Scientists 33/03/11 FELTON, J M 
Division of Rules and Records Ip 13593 178 24X 

Fiche 50-000,33/03/11,8305240249 


8305020455 Oeneric Ltr 83-19 to all power reactor I, testing licensees 
re new procedures for providing public notite concerning 
issuance of amends to OLs Svc list end 

EISENHUTiD 0 Division of Licensing 83/05/02 Consolidated 

Edison Co of New Yori, Inc 50pp 18441 120 24X 

Fiche 50-000,33/05/02,8305020455 


0305110246 Forwards Amends 23 t, l7 to Licenses DPR-77 L DPR-79, 
respec tlve ly, safety evaluation b notice of issuance it 
availability Amends revise Tech Specs re upper head 
injection accumulator water level setpoint it tolerances 
ADENSAM, E 0 Licensing Branch 4 83/05/03 PARRIS. HO Tennessee 

Valley Authority Spp 13434 298 24X Fiche 30-327,83/05/03. 

8305110246 


—0305110249 Amends 28 t< 17 to Licenses DPR-77 «, DPR-79, respec tively, 
revising Tech Specs re upper head injection accumulator 
water level setpoint t, tolerance 

ADENSAM. E Q Licensing Branch 4 83/05/03 Spp 18434 301 S4X 

Fiche 50-327.83/05/03,0305110246 


— 6305110250 Safety evaluation supporting Amends 28 & 17 to Licenses 
OPR-77 it DPfi-79,rBspectlvely 

« Office of Nuclear Reactor Regulation, Director 83/05/03 3pp 
18434 309 84X Fiche 50-327,83/05/03.8305110246 


— 8305110253 Notice of issuance & availability of Amends 26 it 17 to 
Licenses DPR-77 i DPR-79, respoctlvel y 

ADENSAM, E 0 Licensing Branch 4 83/05/03 Spp 18434 312 24X 

Fiche 50-327,83/05/03,8305110246 


0305180213 Forwards Amends 30 S, |9 to Licenses DPR-77 A DPR-79, 
respectively, safety evaluation A notice of Issuance A 
aval labi 1 1 ty Amends revise license conditions to include 
Commission approved guard training A qualification plan 
NOVAK, T M Assistant Director for Licensing 83/05/04 PARRI8,H0 
Tennessee Valley Authority Spp 10503 343 24X 

Fiche 50-327,03/05/04,8305180213 


"8305100224 Amends 30 A 19 to Licenses DPR-77 A DPR”79i respectively, 
revising license conditions to include Commission approved 
guard training A qual 1 f Icatlon plan A safeguards contingency 
plan 

EIBENHUT, 0 0 Division of Licensing 83/05/04 4pp 18503 348 
24X Fiche 50-327,83/05/04,8305180213 


8305110034 Oeneric Ltr 83-21 to aM licensees of operating reactors, 
applicants for OLs A holders of CPs re clarification of 
aecees to control procedures for law enforcement visits 
8vc lift end 

EISENHUr, 0, 0 Division of Licensing 83/05/11 Consolidated 
Edlton Co of New York, Inc t6pp 18540 095 24X 

Fiche 50-000,83/05/11,8305110034 


B309260372 Requests remittance of balance due for review of 820921 
application to amend Brauns Ferry 1 Tech Specs re Cycle 5 
HCPR value* A 820623 application re physical security plan 
change* for Sequoyah 1 A 2 

HILLER, H 0 License Fee Management Branch. 83/05/20 PARRIS, H 0 

Tinneeeee Valley Authority 2pp 13647 234 24X 

Ft Che: 50-000, 33/05/20, 8305260372 


8305310167 Forwards rev to util 830303 response to NRC 821112 request 
for addl Info on fire protection program Rev clarifies 
instrumentation loops, identified by fire shutdown logic 
diagraffljas being required for hot A cold shutdown 
MILLS, L fi Tennessee Valley Authority 33/05/27 ADENSAM, E 
Licensing Branch 4 6pp 18652 290 24X Fiche’ 50-327, 83/05/27. 

8305310167 


—8305180234 Notice of issuance A availability of Amends 30 A 19 to 
Licenses DPn-77 A DPR-79, respec tively 

ADENSAM, E 0 Licensing Branch 4 33/05/04 2pp 10503 352 24X 

Fiche 50-327,03/05/04,3305180213 


—8305130248 Safety evaluation supporting Amends 30 A 19 to Licenses 
DPR-77 A DPR-79,resp»ctlvely 

* Office of Nuclear Reactor Regulation, Director 83/05/04 3pp 
10503 354 24X Fiche 50-327,33/05/04,8305180213 


8305160362 Forwards Amends 29 A 18 to Licenses DPR-77 A OPR-79, 
respec tivel y> safe ty evaluation A notice of issuance A 
availability Amends change Tech Specs to reflect 
Class IE bus installation 

ADENSAM, E 0 Licensing Branch 4 83/05/05 PARR IS, H 0 Tennessee 

Valley Authority 2pp 18472 016 24X Fiche 50-327,03/05/05, 

8305160362 


—8305160366 Amends 29 A 10 to Licenses DPR-77 A DPR-79, resp ee tively, 
changing Tech Specs to reflect installation of second level 
of undervoltage protector) for Class IE buses 

ADENSAM, E.O Licensing Branch 4 S3/0S/0S 24pp 18472 018 

24X Fiche 50-327,83/05/05,8309160362 


0 Insurance A indemnity Information 


8305040243 Forwards Endorsements 32 A 26 to NELIA Policy NF-247 A 
MAELU Policy MF~i02, respec tlve ly 

CVCXiJR Marsh A McLennan, Inc 83/04/29 9ALTZMAN, J Assistant 
Olrector for State A Licensee Relations 3pp 13323 244 24X 

Flch*' 50-327, 83/04/29, 8305040243 


— 6305160368 Safety evaluation supporting Amends 29 A 18 to Licenses 
DPR-77 A DPR-79. respectively 

e Office of Nuclear Reactor Ragulatlon, Director 83/05/05 3pp 
18472 042 24X Fiche 50-327,83/05/05,8305160362 


—3305160369 Notice of iseuance A availability of Amends 29 A 18 to 
Licenses DPR-77 A DPR-79, respectively 

ADENSAM, E 0 Licensing Branch 4 83/05/05 4pp 18472 045 24X 

Fiche 50-327.83/05/05.8305160362 
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S30309065? Oenerlc Ltp 83-30 to all operating reactor licensees i 
fielders of CPt re Integrated scheduling for imp laoientation 
of plant mods Buc list end 

EISENHlfTiD 0 Division of Licensing B3/09/09 Consolidated 
Edison Co of NeuJ York> Inc !6pp 18637 153 34X 

Flene 50-COOj 03/05709, 8305090639 


03OS13OOS9 Inforets that corrected Page 3/4 6-30 to Amend 30 to License 
DPfi:-77 idl 1 1 fie reissued Page Includes valve FCV-77-30 in 
Table 3 6-3 l/alve 1 na dver t e nt ) g omitted from original 
Issuance due to clerical error 

KAMMER. D S Tennessee VaJleg Authors tg 03/09/09 A DENS AM, E 

Llcrnslng Qrancb 4 ip 18437 009 SAX Flctie 90-337.03/05/09, 
830913003? 


0305170145 IlDSpands to 830436 Itr re SER on environ goa 1 1 f I cat! on Of 
safe tg-rela ted electrical equipment Revieui identified no 
Item in NRC Category II 0 requiring justification for 
contlntied operation 

MILLS. L M Tennessee Valley Authority 83/05/13 ADENSAM. E 
Licensing Branch 4 Ip 18466 284 24X Flche 90-337,83/05/13. 

8305170145 


8305340394 Foruards Info re environ qua 1 1 f tea 1 1 on of electric equipment 
important to safety. per 1DCFR90 49(g) Listing of electrical 
equipment 6 schedule for qualification or replacement of 
remaining equipment provided 

HAMMER, D 3 Tennessee Valleq Authority 03/05/30 A DENS AM. E 

Licensing Branch 4 79pp 18974 197 34X Flche 90-327,83/05/30, 

9305340394 


8305310093 Application for amend to Licenses DPR-77 !< DPR-79 
requesting temporary change in Limiting Condition for 
Operation 3 8 3 1 a for onsite power distribution sys 
MrLLS.L t1 Tennessee Valley Authority 83/05/39 ADENSAH, E 0 
Licensing Branch 4 3pp I86S3 166 24X Flche 30-337, 03/09/35. 

8305310053 


— 8309310057 Proposed Tech Spec requesting temporary change in Limiting 
Condition for Operation 3831a for onsite power 
d 1 strlb u ti on sys 

* Tennessee Valley Authority 83/05/39 6pp 18693 168 34X 

Flche 90-337. 83/09/39, 8309310093 


839531018? Advises that Tech Spec changes authorized by Amend 39 to 
License DPR-77 6 Amend 18 to License DPn-79 ul 1 1 ho 
imp lanen ted upon completion of undervoltdge mod s, schedul ed 
to occur before Unit 3 refueling outage 

MILLS.L M Tennessee Valley Authority 03/05/36 APENBAM. E 
Licensing Branch 4 Ip 18698 151 34X Flche 90-337.83/05/36. 

8305310189 


0 Inspection reports. IE Bulletins & correspond once 


8213060395 IE Info Notice 83-14, ’'Oaii.a tared Spent Ion Ezchange Resin 
BuicepClbi 1 1 ty to Esothermlc Chemical Reaction ” 0ve list 
end 

TAVLOBfJ M Division of Safeguards t< Inspection Programs (Post 
8301031 83/03/31 Consolidated Edison Co of Nou Tort. Inc 

llBpp 18308 319 34X Flche 50-000,83/03/31,8313060389 


8305370313 Forwards IE Insp Ropts 50-337/83-03 tt 50-338/03-03 on 
830314-18 No noncomp 1 lane B noted 

VERRELLIiD M Division of Project & Resident Programs 83/03/33 
PAPRIB.H O Tennessee Valley Authority 3pp 18641 153 34X 

Flche 50-337.83/03/33,8005370313 


•8305370323 JE Insp Repts 50-337/03-03 & S0~33B/a3-00 on 830314-10 No 
noncompl lance noted Major areas Inspected radiation 
protection, shipment of radioactive matIrlE Bulletin BO-iO, 

IE Circular 82-49 S< health physics retraining 

COLL INS. T H , BARR,H P Region 3. Office of Director 83/03/33 
9pp 18641 155 34X Flche S 0-337, 83/03/23, 8309370313 


0303040031 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Sve list enc 1 

JORDAN. E L Division: of Emergency Preparedness S, Engineering 
Response (Post 8301031 83/04/15 Consolidated Edison Co. of New 

Voric. Inc 126pp 18435 155 34X Flche 90-000.83/04/15,0303040021 


0303040023 IE Info Notice 83-22, “BWR Safe t y /Rel 1 ef Valve Failures," 
Sve tilt encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 03/04/23 Consolidated Edison Co of New 

York, Inc 113pp 18383 089 34 X Flche 90-000, 83/04/22, 0303040023 

B303040D25 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys five list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 83/04/29 Cohsolldated Edison Co of New 

Vorfc. Inc H9pp 103SI 291 24 X Flche 90-000,83/04/29,8303040029 


8303040026 IE Info Notice 83-24, "Looee Parts in Secondary Side of 
atoam Generators at PWRe " Sve list encl 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co. of Raw 

York, rnc ilSpp 18382 047 24X Flche 90-000. 83/04/28. 03O3O4OOS6 


0303040027 IE Info Notice 83-25, "Standby Oae Treatment Sys Meater High 
Temp Trip Satpolnt Adjustment " Bve list end 
JORDAN, £ L Division of Emergency Preparedness t< Engineering 
Response (Post S30103) 83/04/28 Consolidated Edison Co of Nile 

York, inc liepp 18382 169 24 X Flche 90-000,83/04/28.8303040027 


8303040028 IE Info Notice 03-26, "Failure of Safety/Rel lef Velve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preparedness (, Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of Nitr 

York, Inc 123pp 18441 170 24X F1 c h e 50-000. 83/05/03, 8303040020 


S303040030 JE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list encl 

JORDAN, E L Division of Emergency Preparedness J, Engineering 
Responia (Post 830103) S3/05/04 Consolidated Edison Co of Raw 

York, Inc 1 12pp 18382.282 24X Flche 50-000.83/09/04.8303040030 


0303040031 JE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Bve list end 
JORDANiE L Division of Emergency Preparedness 1, Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of Hew 

York, Inc 119pp 18441 001 24X Flche 50-000.83/08/04,0303040031 


S303D4D033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation Sve list encl 

JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) S3/09/06 Consolidated Edison Co of Haw 

York, Inc 115pp 18923 248 24X Flche 90-000, 83/09/06, 83030 4 OdSI 


8303040034 IE Info Notice 03-30, "Misapplication of Oenerlc Emergency 
Operating Procedures (EOP> Guidelines " 3vc list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Ce of Neu 

York, Inc I14pp 10924 003 24X Flche 90-000,83/09/11.8303040034 


0303040040 IE Info Notice 83-31. "Error In ADUPIPE Computer Program " 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/09/19 Consolidated Edlsan Co. of New 

York, Inc ll4pp 18677.009 24X Flche 50-000,83/09/19,0303040040 


8303040046 IE Info Notice 03-33, "Nonrepresentatl ve Sampling of 
Contaminated Oil " Sve list encl 

JDRDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 03O1D3) 03/09/26 Consolidated Edison Co o# Mae 

York, Inc 114pp IB647 007 94X Flche 90-000, 0'3/69/26, B303040044 


0305310077 Advises that relnsp of low pressure turbine disks during 
Cycle 1 refueling outage revealed four minor Indications 
datermlned to be assembly scratches or tool marks & not 
crack! License Condition 2 C (0) satisfied 

MILLS.L M Tennessee Valley Authority 83/09/26 ADENSAM.E 
Licensing Branch 4, Ip 18699 122 24X Flche 90-327,83/09/26, 

8309310077 


R Periodic operating reports t, related correspondence 


0305240323 MontMij operating repts for Apr 1903 N/S30913 Itr 

MASON. C C , DUPREE, D Tennessee Valley Authority 83/05/09 NRC 
- No Detailed Affiliation Given 24pp 18948 040 24X 

Flche 90-327.03/03/07,8309240323 


8 Reportable occurrences, LERa t, related correspondence 


8304190497 Forwards LER 03-O43/OIT-O 

GREEN, |4 J Tennessee Valley Authority 83/04/13 O'REILLY. J P 
Region 2, Office of Director Ip 10054 026 24X 

Flche 50-387,83/04/13,8304190477 


— 0304170937 LEH B3-O43/01T-O on 830331, all four 125-voU dc vital 
battery channels declared* inoperable due to failure to 
perform weekly Insp surveillance within required frequency 
Caused by personnel error Performance test completed, 

RDOERS.HR. , HARDING, M R Tennessee Valley Authority 83/04/13 
Region 2. Office of Director 2pp 10094 027 24X 

Flche 50-327,03/04/13,0304190497 


0309030176 Forwards LER e3-045/03L-0 

GREEN, H J Tennessee Valley Authority 03/04/26 D'REILUY, J P. 
Region 2. Office of Director. Ip 18300 267 24X 

Flche 90-327,03/04/26.8305030176 
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— S303030IB3 UER 83-049/03L-0 an 830401<06 & 10. steam 9 en«rator 1 uide- 
r«n 9 « l«v»l channel declared Inoperable after falling loiii 
Cavied by faulty recorder l“LH-3-43> probab ly due to 
defective switebea in connector Recorder replaced 
RQOERS.H R . HAROINO.M R Tennessee Valley Authority B3/04/SA 
Region S< Office of Director Ip 1B300 S 68 84X 

Fiche 90-3S7>e3/04/26i830S03017h 


esosoaosii? Porusrdi LER 8a-048/03U~0 

aREEN.H J Tenneeice Valley Authority Q3/04/8d, O'REILLY. J P 
Region S. Office of Director Ip 18303 300 34X 

flchi 30-387. 83/04/86, 0303030369 


—030303037'? UER a3-04e/03L-0 on 830388. d I ecoverod that on 880911 & 
830108. certain main tteam safety relief valves failed to 
meet required setpoint criteria Caused by normal aging of 
valve spring li ambient temp variations Valves adjusted 
CARVER, A H . HARDINO.M R Tennessee Valley Authority 83/04/86 
Region 8 . Office of Director Spp 18303 301 84X 

Fltho 30-327,83/04/86,0303030569 


8305030183 Forwards LER S3-047/03L-0 

OREEN, H J Tennessee Valley Authority 03/04/87 O'REILLY, J P 
Region S> Office of Director ip 18338 191 84X 

FI e h e 30-3 87, 83/04/87, 8309030 1 83 


—6309090206 UEH a3-047/03L-0 on 830409, RCS subcooling margin monitor 
declared Inoperable due to failure of plant computer 
Computer failure caused by memory parity error Computer 
restarted & monitor restored 

ROBEAS, H R , HAROINO.H R Tennessee Valley Authority 83/04/87 
Region Ss Office of Director Ip 18330 198 84X 

Fleha 90-327,83/04/87,8309030183 


0309090123 Forwards UER &3-093/03L-0 

OREEM.H J Tennessee Valley Authority 03/04/89 O'REILLY, JP 
Region 8 , Office of Director Ip 18341 037 34X 

Flehe 90-387.83/04/29,8309090123 


—3309090128 LER e3-033/03L-0 on 030331, dur Ing review of malnt requests, 
dlecdvered thot on 830319 steam generator blowdown Isolation 
Yalve i-FC-1-14 would not stay open b Burvelllance 
Instruction 8 I-I 66 6 post-malnt stroke test net performed 
CARVER, A H , HARO 1 NO, K R Tennessee Valley Authority 83/04/89 
Region S. Office of Director ip 10341 038 84X 

Fiche 30-387.63/04/29,8309090183 


8309110385 Forwards LER 03-094 /03L-0 

OREEN. If J rennets •# Valley Authority 83/09/09 O'REILLY, J P 
Region 8 , Office of Director Ip 18406 160 S4X 
Flehe* 90-387 , 83/09/09. 0308110389 


—0309110329 LER 03-O94/O3U-O on 830406, wh 1 1 a performing Special Test 
BQ-STEAR-lNSr-03-3, containment isolation valve 1-FCV-1-1B2 
failed to open Valve repaired but failed again 3 days later 
Camad by escostlve wear Parts replaced 

LUDUIO.H C . HARDINO, H R Tennessee Valley Autherlty. 83/09/09 
Region 8 . Office of Director. Ip 18406 161 24X 

Fiche 30-327, 63/08/09, 83091 10389 


0309110373 Forwards LER 83-092/03L'0 

OREEH, H <J Tennessee Valley Authority 83/09/05 O'REILLY, J P 
Region 8 , Office of Director ip 18406 896 84X 

Fiche- 90-387. 03/09/09. 83091 10373 


— -8305 1 10302 LER 83-058/03L-0 on B30407, while running shortened Interval 
of Surveillance Instruction 196, two of four level sultchcs 
found out pf tolerance Probably caused by Instrument drift 
or callbr techniques Switches calibr 

LUDUID, M C . HARDINO.M R, Tennessee Valley Authority 03/03/03 
Raglen 2. Office of Director 2pp 18406' 857 24X 

FI c h a ■ 50-3 27, 83/09/0 9 , S309 1 1 0373 


8309800977 Forwards LER a3-099/03L-0 

OREENrH 0 Tannossaa Valley Authority 83/05/18 0 'REILLY, U P 

Region 8 > Office of Director Ip 18914 186 24X 

FlchSi 50-327. 83/05/12, 0309200977 


— -B3092009B1 LER B3-099/03L-0 on 030419, bank D movable control assembly 
declared inoperable due to failure to move rods after 
receiving rad control tys urgent alarm Caused by blown 
phase C ref voltage fuse FU-10 Fuse replaced 

R0frER8.H R . HARDINO.M R Tennessee Valley Authority 03/09/12 
Region a, Office of Director Ip iasi4 127 24X 

Flehe 90 -327, 33/09/12, 8309200977 


5309200487 Forwards LER 83-036/01 T~0 

efiEBNiH. J. Tennessae Valtay Authority 83/09/13 O'REILLY, JP 
Region 2, Office of Director. ip 18917 191 24X 

Fiche: 90-327, 83/09/13, 0309800427. 


—0309800438 LER 83-036/017-0 On 830903. upper containment airlock inner 
door discovered inoperable Caused by sheared stud & felled 
cam follower bearing on latching mechanism Mechanism 
repaired h returned to sve 

LUDWIG, M C . HARDINO.M R Tennessee Valley Authority 03/05/03 
Region 8 , Office of Director 3pp 10917 1S8 84X 

Fiche 90-337.03/09/13.8305200487 


8309230930 Forwards LER 03-096/017-0 

OREEN, H J Tennessee Valley Authority 83/09/16 □'REILLY, J P 
Region 2. Office of Director Ip 18937 099 24X 

Fiche 90-327,03/09/16,8309230930 


—0309830536 LER 83-096/01 T-0 on 830903. Inner door to upper containment 
airlock discovered Inoperable Caused by sheared stud on 
latching mechanism ti failed cam follower bearing allowing 
outer door to open while inner door not closed 

LUDUIG, U C , HARDINO.M R Tennessee Valley Authority 03/09/16 
Region 8 . Office of Director Spp 1S937 096 84X 

Fiche 90-387. 33/09/16.0309230930 


8309290536 LER e3-09B/03L-0 on S30420,while in Mode 1. turbine bldg sump 
radiation monitor declared inoperable due to failure to meet 
surveillance requirements Caused by debris from sump 
blocking flow switch Flow switch cleaned lnl/B3O910 Itr 
R0DGER8.H R > HARDINO.M R , GREEN, H J Tennessee Valley Authority 
83/09/10 O'REILLY. J P Region 3. Office of Director Spp 
18383 341 24X Fiche 90-387.83/09/18.8305850926 


8309890938 LER 03-O63/O3L-O on 330481 , press or 1 lar PORV 1 -PCV-6F-340A 
failed to open Caused by failed coil in ASCO solenoid model 
LB831694 Valve will be repaired at first outage of 
sufficient duration U/a30918 Itr 

HARDING. M R , LUDUIG, U C , OREEN, H J Tennessee Valley Authority 
83/09/10 O'REILLY. J P Region 8 . Office of Director Spp 
18988 287 24X Fiche 90-387,83/09/18,8309250938 


8309860307 NPDES noncompliance notificetion on 830326 Si 28, temp rise 
between upstream ambient monitor ti downstream river monitor 
eiceeded 9 4 F limit Caused by low rlverflpws Cooling tower 
it increased riverflous used to eliminate delta temp changes 
EL-A3HRV, M T Tennessee Val ley Authority 03/09/23 KARLAR. J 
Environmental Protection Agency app 18689 336 84X 

Fiche 90-387, 83/09/83, 0305860307 


X Onsite Storage of Lou Level Haste 


8309030679 Requests remittance of add 1 sum to complete paymant Of 
600731 ti 1184 amend applications to permit storage of low 
level radwaste 

HILLER, U □ License Fee Management Branch 03/04/88 MILLS. L M 
Tennessee Valley Authority Spp IB30? 193 S4X 
Fiche 50-000, 83/04/88. 8309030679 


DOCKET 50-388 SEQUOYAH NUCLEAR PLANT. UNIT 2 


F Security, medical, emergency t. fire protection plans 


0309270313 Forwards IE Insp Reptd 90-327/83-03 li 30-338/83-03 on 
030814-18 No nonconipi iance noted 

VERRELLI.D M Division Of Project & Resident Programs B3/03/83 
PARRIS. H G Tennessee Valley Authority 2 pp 16641 193 84X 

Fiche 90-387, 83/03/23. 83098703 1 3 


—8309270388 IB Insp Repts 90-387/03-03 «( 90-328/33-03 on 830814-16 No 
noncompl lance noted Major areas inspectsd radiation 
protec tion, ah Ipment of radioactive matt, IE Oullutin SO-IO, 

IE Circular 02-49 b health physics retraining 

COLLINS, T R Region 8 , Office of Director 83/03/28 9pp 

18641 199 a4X Flehe 90-387.83/03/83,8309270313 


S3031B0213 Forwards Amends 30 b 19 to Licenses DPR-77 4 DPR-79, 
respectively, safety evaluation b notice oP Issuance b 
availability Amends revise license conditions to include 
Commission approved guerd training ti qualification plan 
NOVAK.T M Assistant Director for Uiconslny 83/05/04 PARR18.H O 
Tennessee Valley Authority 5pp 10903 343 24X 

Fiche 90-387, 03/09/04 , 8309 1 008 1 3 


—8309180884 Amends 30 b i? to Licenses DPR-77 b OPR-79, reap ecti valy, 
revising license conditions to Include Commlssioin approved 
guard training b qualification plan b safeguards contingency 
plan 

EI 8 ENHUT, 0 0 Division of Licensing 03/09/04 4pp 10903 348 
24X Fiche 90-387. 83/05/04, 83091 B0213 


"8309100834 Notice of issuance It availability of Amends 30 b 19 to 
Llcanses DPR-77 b OPR-79, raspectively 

ADENSAM, E e Licensing Branch 4 03/09/04 2 pp 18903* 332 24X 

FI chi 90-387.83/09/04.8309180213 
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—8305160248 evaluation lupperting Amanda 30 b 19 to Llceniea 

DPK-r? I< PPn-79, reipaettvolg 

• 0/fica or Nuclear Reactor Regulationi Director 83/05/04 3pp 
18503 354. S4X Ficna 30-327,83/09/04,8305180213 


8305100101 Reepandi to Q30S03 telcon req.uest re revieui of proppied 
phgateal eacurltg plan Plan to be reviled by plant 
operatlone revieu comnittee cnangee have not reduced nuclear 
eafatg 

MtLUS, L H Tennaeeee l/alleu Authority 83/09/05 A DSNS AN, 8 

UKanalng Brancti 4 ip 18377 114 24X Flche 50-327,83/05/09. 

8309100101 


8305110034 Oenerlc Ltr 83-21 to all llcanisee of operating reactor#, 
applicanti for DLe h holder# of CPe re c larlf icatl on of 
aeeeet to control procedure! for lau enforcement vleltt 
Svc ll«t end 

eiSENHUr.O D. oivliion of Lletniling 83/05/11 Consolidated 
Edteon Co of New Yorlr, Inc. l&pp 18540 095 24X 

Flche. 50-000, 83/09/11, 8309110034 


8309280372 Requeste remlttence of balance due for revley of 820921 
application to amand Drowni Ferry 1 Tech Specs re Cycle 5 
HCPft values tt 820823 application re physical security plan 
ehangae for Sequoyah 1 U S. 

MILLER, U.O License Fee Management Oranch 83/05/20 PARRIS, H <3 
Tanneesea Vallay Authority. 2pp 18847 284 24X 

Flcho 90-000,83/05/20,83052*0372 


8309310167 Foruards rav to util 830303 responsa to NRC 821112 request 
for addl Info on fire protection program.Rev clarifies 
Instrumentation loops, Identified by fire shutdoun logic 
diagram, as being required for hot (< cold shutdown 
M1LL8.L M Ttnnesser Valley Authority 83/09/27 A DENS AN, E 

Llcanelng Branch 4 6pp 18692 290 24X Flehe 50-327.83/09/27, 

8303310167 


— 8305100224 Amends 30 (, 19 to Licenses DPn-77 & DPR-79, respeetlvelg, 
revising license conditions to Include Commission approved 
guard training & qualification plan 1, safeguards cdntingincy 
pian 

eiSENHUT, 0 0 Division of Licensing 83/05/04 4pp 18903 746 
24X Flehe' 50-327,83/05/04,0305180213 


—0305180234 Notice of issuance & availability of Amends 30 t< 19 Is 
Licenses DPR-77 & DPR-79, respec 1 1 ve ly 

ADENSAM. E O Licensing Branch 4 83/09/04 2pp 18903 392 241 

Flehe 90-327,83/09/04,0305180213 


— 830316024 8 Safety evaluation supporting Amends 30 & 19 to Llcensts 
DPn-77 & DPR-79, respectively 

« Office of Nuclear Reactor Regulation, Director 63/09/04 
10503 3 9 4 24X Flehe 90-327,63/09/04.8309100213 


8303160362 Forwards Amends 29 L 10 to Licenses DPR-77 6 OPft-79, 
respec tlve 1 y I safe ty evaluation 8> notice of Issuance 6 
availability Amends change Tech Specs to refloct 
Class IE bus installation 

ADENSAN,E 0 Licensing Branch 4 83/09/03 PARRIS. H 0 Tennestie 

valley Authority 2pp 18472 016 24X Flehe 90-327.83/05/09, 

8 309160362 


—0309160366 Amends 29 »< 18 to Licenses DPR-77 tt OPR-79, respectively, 
changing Tech Specs to reflect Installation of second level 
of undervoitage protecton for Class lE buses 

ADENSAM, E 0. Licensing Branch 4 83/05/09 24pp 18472 OIB 

24X Flehe 50-327,83/09/09,8309160362 


—8309160368 Safety evaluation supporting Amends 29 S< 18 to Licenses 
OPR-77 & DPR-79.respectlvely 

» Office of Nuclear Reactor Regulation, Director 83/05/09 3pp 
18472042 24X Flehe 90-327,83/09/05,8309160362 


J Insurance I. indemnity {nformatlon 


8309040243 Forwaril# Endorsements 32 4 26 to N6L1A Policy NF-247 fc 
MAELU Policy MF-102i rasp active I y 

DUCK.J R Marsh » MeUetinan, Inc 83/04/29 SALtrMAN.J Assistant 
Director for 9tat« t> Licensee Relations 3pp 18323 244 24X 

Flehe: SO-327, B3/04/29, 8305040243 


P, Operating license stege documents & correspondence 


9305040004 Aek receipt of 830304 application for rav of License 
Condition 8. C(14> Fee esemptlon request denied payment of 
Class II fee requested 

01008, R M License Fes Menagemint Branch 83/04/26 PARRIS, H 0 
Tennessea Valley Authority. ip 18336.332 24X 

Ftcha 90-328, 83/04/26, 8305040084 


8309020455 Oenerlc Ltr 83-19 to alt power reactor 6 testing llcsnsees 
re neu procedures for providing public notice concerning 
issuaned of amtnds to DLi Svc list and 

EISBNHOTpD B. Division of Licensing 83/09/02 Consolidated 
Edieon Co of New Yort, Inc 90pp 18441 120 24X 

Flehe 90-000, 83/09/02, 0309020499 


8309110246 Forwards Amends 20 4 17 to Licenses DPR-77 & DPR-79, 
rttpsctlvely, safety evaluation & notice of issuance & 
aval lability. Amends revise Tech 0pacs re upper head 
injection accumulator water level sstpolnt L tolerances 
ADENSAJ1.E.0 Licensing Branch 4 83/09/03 PARRIS, HO Tennessee 

Valley Authority. 3pp. 1B434 290 24X Flehe S0'327< 83/09/03, 

0305110246. 


“B30S110249 Antndc 20 b 17 to Licenses OPH-77 t, DPB-79i respective ly, 
ravlstng Tech Specs re upper hsed injection accumulator 
water laval setpoint 6 tolerance. 

AOgNSAN, E 0. Licensing Branch 4 83/09/03 Bpp 18434 301, 24X 

Flehe 50-327, 03/09/03, 83091 10246 


-8309110290 Safely evaluation supporting Amends 23 t 17 to Llcansei 
DPR-77 It DPR-79, rasp ee tivaly 

# Offics of Nuclear Reactor Regulation, Director 83/09/03 app 
18434-309. 24X Flchs 90-327,83/09/03,8309110246 


■0309110293 Notice of Issuance i, availability of Amends 28 b 17 to 
Licenses DPR-77 It OPR-79, rasp sc tlve ly. 

ADENSAM, B.O. Licensing Branch 4 83/09/03 3 pp 18434 312 24X 

Flehe. 90-327,83/09/03,8305110246 


—8309160369 Notice of issuance it availability of Amends 29 & 13 to 
Licenses DPR-77 b DPR~79, respec tlvely 

ADENSAM, E 0 Licensing Branch 4 83/09/09 4pp 18472 049 141 

Flehe 50-327,83/05/05,8309160362 


0309090659 Oenerlc Ltr 63-20 to all operating reactor licensees 6 
holders of CPs re Integrated scheduling for Imp lamentation 
of plant mods Svc list end 

eiSENHUT, D 0 Division Of Licensing 03/09/09 Consolidatad 
Edison Co of New Vort, Inc 16pp 18627.193 24X 

Flehe 90-000, 03/05/09, 8309090699 


8309130029 Informs that corrected Page 3/4 6-20 to Amand 20 to License 
DPB-77 will b« refsaved Pag# Includes valve FCV-77-20 In 
Table 3 6-2 Valve Inadvertently omitted from original 
Issuance due to clerical error 

KAHNER,D 8 Tennessee Valley Authority 83/09/09 ADENSAM, E 
Licensing Branch 4 Ip. 18437 009 24X Flehe 90-327,83/05/09, 

8309130029 


B30S17O149 Responds to 830426 ltr re 9ER on environ qualification of 
safety-related elactrical equipment Review Identified no 
Item In NRC Category II D requiring josti f icatlon for 
continued operation 

MILLS, L M Tennessee Valley Authority 83/09/12 ADENSAM, E 
LIcaniIng Branch 4 Ip 18466 284 24X FUhs 90-327.83/09/12. 

8309170149 


8309240394 Forwards info re environ qualification of electric equlpmaftt 
Important to safety, par 10CFR90 49<g) Listing of electrical 
equipment I, schedule for qual i f Ication or replacement of 
remaining equipment provided 

KAMMER.D S Tennessee Valley Authority 83/09/20 ADENSAM. E 
Licsnelng Branch 4 79pp 18974 197 24X Flehe 90-327,33/09/20, 

8309240394 


8309310093 Application for amend to Licenses DPR-77 «< DPR-7V 
requesting tamporary change In Limiting Condition for 
Operation 3021a for onsite power distribution sys 
MILLS, L M Tenneseee Valley Authority 83/09/29 ADENSAM, E 0 
Licensing Branch 4 2pp 18693 166 24X Fiche 90-327,83/05/25, 

8309310093 


--8309310097 Proposed Tach Spec requesting temporary change In Limiting 
Condition for Operation 3021a for onsite power 
d 1 e trlput ion eys 

* Tennessee Valley Authority 03/09/89 6pp 18693 168 24X 

Flehe 90-327,03/09/25,8309310093 


8309180213 Forwards Amends 30 tc 19 to Licenses DPfi -77 tc DPR-79i 
respectively, saftty evaluetlon b notice of issuance L 
availability, Amends revise llcanta conditions to Include 


Commission approved guard training b qualification plan 
NOVAK. T M Assistant Director for Lleanslnj. 83/09/04. 

Tannestae Valley Authority 8pp 18903,343 24X 

Flehe: 90-327, 83/09/04, 8309100213 


PARRIS, H 0 


6309310189 Advises that Tech Spec changes authorlted by Amend 29 tp 
License DPR-77 S< Amend 10 to License OPR-79 will be 
implemented upon completion of undervoitage mods, scheduled 
to occur before Unit 2 refueling outage 

KILLS, L M Tennessee Valley Authority 83/09/26 ADENSAM, E 
Licensing Branch 4. Ip 18698 191 24X Flehe 90-327,83/09/26, 

8309310189. 
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0 InipetHoit rapoTts. IE Bulletins t< correspondence 


BS12O4>0aB5 IB Info Notice 03-14. "DBujatered Spent Ion Exchanje Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 

TAVLORitJ « Division of Safeguards b Inspection Programs iPost 
030103) 03/03/21 Consolidated Edison Co of Netu York. Inc 
liSpp 1S3O0 319 24X Fiche 50-000.03/03/21.9212060389 


6309270313 Forwards IE Insp Repts SO-327/03-03 & 50-328/83-03 on 
030214-18 No noncompllanee noted 

VERREtLI.D M Division of Project b Resident Programs 83/03/23 
PARRIS.H 0 Tennessee Valley Authority 2pp 18641 193 24X 

Fiche 90-3S7. 83/03/23. 8309270313 


0309270322 I£ Insp Repts 50-327/03-03 b 50-328/83-03 on 030214-18 No 

noncompllanee noted Major areas Inspected radiation 
protection, shipment of radioactive matt. IE Bulletin 80-10. 

IE Circular 02-49 b health physics retraining 

C0LL1N9. T R . BARR. K P Region 2. Office of Director 83/03/22 
9pp 10641 155 24X Fiche 90-327.83/03/23.0309270313 


0303040046 IE Info Notice 83-33. "Nonrepre sentatlve Sampling of 
Contaminated Oil " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/05/26 Coneolidated Edison Co oF New 

York. Inc 114pp 10647 007 24X Fiche 90-000.03/05/26.8303040046 


R Periodic operating reports b related correspondence 


0305240323 Monthly operating repts for Apr 1963 N/630513 Itr 

MASON. C C I DUPREE. 0 Tennessee Valley Authority 83/09/09 NRC 
- No Detailed Affiliation Given 24pp 18946 040 24X 

Fiche 90-327,83/09/09.8309240323 


8 Reportable occurrences. l-ERs b related correspondence 


0309230973 Forwards engineering evaluation rept. "Cracks b Leahs In 
Small Diameter Piping " 

BROUN. E J Reactor Operations Analysis Branch 03/04/19 
8EYFR1T. K V Reactor Operations Analysis Branch Ip 16941 342 
24X Fiche 90-000,03/04/19.8309230973 


■‘Defective Emergency Use Respirator 


8303040021 IE Info Notice 83-21 
3v< list end 

JOROANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co 

Vork. Inc 126pp 10439 195 


of New 

24X Fiche 50-000,03/04/19,8303040021 


— 8309230619 "Cracks b Leaks in Small Diameter Piping. " engineering 
evaluation rept Small pipe leaks associated ui/unanticlpated 
vibration problems regulre addl supports or rerouting of 
piping 

BROUN. £ J Reactor Operations Analysis Drench 83/04/19 9pp 
1B941 343 24X Fieht 90-000,03/04/19,8309230973 


0303040023 IB Info Notice 83-22. "DUH Saf e t y /Re 1 i ef Valve Failures 


Svc I ist 
JORDAN, C 
Resp ante 
Yurt I Inc 


enc 1 

U Division of Emergency Preparedness b Engineering 
(Post 030103) 03/04/22 Consolidated Edison Co of New 

112pp 18303 089 24X Fiche 50-000.83/04/32,0303040023 


a30'3040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JDRDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 83/04/29 Consolidated Edison Co of New 

York, Inc ll9pp 10301 291 24X Fiche 90-000,03/04/39.8303040029 


0303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
eteam Generators at PURs " Svc list enc I 

JORDAN, E L Division of Emergency Proparednoss b Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York, Inc ll9pp 18382 047 24X Fiche 50-000,83/04/28,8303040026 


6303040027 IE Info Notice 03-25, "Standby Oas Treatment Syi Heater High 
Temp Trip Setpoint Adjustment " Svc list end. 

JORDAN, C L Division Of Emergency Preparedness b Engineering 
RespdKse (Post 030103) 03/04/20 Consolidated Edison Co of New 

York, Inc U8pp 10302 165 24X Fiche 50-000,03/04/20,0303040027 


8303040028 JE Info Notice 03-26, "Failure of Sa Pety/Rel ief Valve 
Discharge Line Vacuum Breakers " Svc list one I 
JORDAN, E C Division of Emergency Preparedness b Engineering 
Hetponse (Post 030103) 83/05/03 Consolidated Edison Co. of New 

York. Inc 122pp 18441 170 84X Fiche 50-000,83/05/03,8303040020 


6303040030 lE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eiyulpmant “ Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 030103) 03/05/04 Consolidated Edison Co of New 

York, Inc 112pp 18382 202 24X Fiche 50-000,63/05/04,0303040030 


B303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommandations for General Emergencies " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/04. Consolidated Edison Co of New 

York. Inc H9pp 18441 001 84X Flehe 50-000,83/05/04,0303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN. E U Division of Emergency Preparedness b Engineering 
Responie IPost 830103) 83/05/06 Consolidated Edison Co, of New 

York, Ine llSpp 18523 248 24X Fiche 50-000,03/05/06.8303040033 


8303040034 
Operating 
JORDAN. E 
Raspanse 
York, Inc 


IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Procedures (BOP) Ouldclines " Svc list end 
L Division of Emergency Preparedness b Engineering 
(Post 030103) 03/05/11 Consolidated Edison Co of New 

114pp 18524 003 24X Fiche 50-000,03/05/11,8303040034 


8305050152 Final rept far Deficiencies A b 0 rt procurement control 
activities which could lead to shipment of defective 
e(iuipment b adversely affect plant safety Initially reported 
an 010316 

MILLS, L M Tennessee Velley Authority 83/04/27 O'REILLY, J P 
Region 2. Office of Director 3pp 18341 003 24X 

Flehe 50-000,03/04/27,8305050152 


8305090218 Forwards LER 63-046/03L'0 

GREEN, H J Tennessee Valley Authority 83/04/27 D'REILLV.JP 
Region 2, Office of Director Ip 10338 092 24X 

Fiche 90-328,63/04/27,0309090218 


—0309090224 LER 63-046/03L-0 on 630401, RC6 subcoollng margin monitor 
declared Inoperable due to failure of plant computer 
Computer failure caused by attempt to run program loaded on 
faulty disc Program reloaded to different area of disc 
ROOERS.H R , HARDING, M R. Tennessee Valley Authority 03/04/27 
Region 2, Office of Director Ip 18338 093 24X 

Fiche 30-330103/04/87,0309090218 


8309090211 Forwards LER 63-Ogi/03L-0 

GREEN, H J Tennessee Valley Authority 63/04/29 D 'REILLY, J P 
Region 2, Office of Director Ip 18338- 110 24X 

Fiche 50-320,83/04/29,6309050211 


— 0309090217 LER 63-09I/03L-0 on 030401, saf a ty Injection sys boron 
Injection tank inlet shutoff valve 2-FCV-63-40 would not 
operate Caused by dirty motor starter contactors Contactors 
cleaned b screw connections tightened 

CARVER.A M , HARDINO.M R Tennessee Valley Authority 83/04/29 
Region 2, Office of Director Ip 18338 ill 24X 
Fiche 50-328,83/04/29,8309090211 


8305110409 Forwards LER B3-090/03L-0 

GREEN. H J Tennessee Valley Authority. 83/09/06 O'REILLYiJP 
Region 2. Office of Director. ip 10392 002 24X 

Fiche 90-320,83/09/06,6309110409 


“0309110419 LER a3-090/03L-0 on 030413, contro 1 rod D-0 failed to move 
w/rest of bank upon demand b became misaligned by more 
than 12 steps Caused by inoperable lift coil due to open 
connection at vessel head 

ROOERS.H R., HARDINO.M R Tennessee Valley Authority 63/09/06 
Region 2, Office of Director Ip 18392 003 34X 

Fiche 90-320,83/05/06.0309110409 


6309290342 LER e3-060/03L-0 on 830419, automat I c control valve 
2-LCV-3-196 in auxiliary feedwater sys failed to open on 
demand Caused by Incorrect siie of metering orifice Correct 
parts Installed U/B30919 Itr 

GREEN. H J , ROOERS.H R , HARDINO.M R Tennessee Valley Authority 
03/09/18 O'REILLY, J P Region 8, Office of Director 4pp. 
16989 399 24X Fiche 90-328.03/09/18,8305230342 


9303040040 IE Info Notice 03-31. "Error In ADLPIPE Computer Program. " 
3vc list and . _ , , 

JORDAN, E I. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc I14pp 10697 009 24X Fiche 50-000,83/05/19,0303040040 


6309290300 LER B3-062/03L-0 on 830421, three of four level switches in 
upper head injection sys discovered out of tolerance On 
830909, alt four switches found out of tolerance Ceused by 
Instrument drift Switches recallbr U/630518 Ikr 
LUDWIG, U C , HARDING, H R Tennessee Valley Authority. 63/09/18. 

□ 'REILLY, J P Region 2. Office of Director. 2pp 18969 347 24X 

Fiche. 90-326, 63/09/16, 0309290300 
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0305230400 uER 83-064/03L-0 on B304S£)j -aiftl 1 larv f 0 «<iii)»ter automatic 
valve 2-LCV-3-148 fallcid to close on denand from control 
board Caused bV failure of Beckisan Mode] 8613'*2398~0200 
controller due to faulty voltage M/83031B Itr 

ROCERSiH S . HARDIKOiM R • CREEM. H J fennel see Valley flutbority 
B3/03/1B D'REILUV^J P Region 2p Office of Director Spp 
laSBS 335 24X Flche 30-320.83/05/10-0305230400 


8303350433 LER B3-039/03L-0 on 030422. uibl Is In Mode I. rod position 
Indication For rod C-5 in shutdoiiin bank J> misaligned by 
12 steps t. declared inoperable Cause unknoiun Rod position 
Indicator S. cable verified U/BSOSl? Itr 

MARClNS.Mfi . GREEW.H J Tennessee Valldy Authority 93/05/19 
O'REILLV.J F Region 2. Office of Director 2pp 10385 207 24X 

Ftch* 30-328.03/05/19.8303230433 


0303260307 NPDES none onp 1 1 anci notification on 33032A b 2S> temp rise 
betufeen upstream ambient monltar S. daeinstreafli river monitor 
eiceeded 3 4 F limit Caused by low rlverflous Cooling touer 
& increased nverflDus used tp eliminate delta temp changes 
EL-ASHRV.M T Tennessee Valley Authority 03/03/23 MARLAR. J 
Envi ronibental Protection Agency 0pp 18623 336 24X 

Flcbe 30-327.03/03/23.8303260307 


X Onsite Storage of Lour Level Haste 


8303030679 Reguests remittance of addl sum to comp lets payment of 
000731 t> 1124 amend applications to permit storage of loiP 
level radteaste 

miller. Id 0 License Fee Management Branch 83/04/22 MILLS. L (1 
Tennessee Valley Authority 2pp 1830? 193 24X 

Flche 50-000. 03/04/22. 0305030679 


DOCKET 50-329 MIDLAND PLANT- UNIT 1 


A App 1 lea 1 1 on/c onstruc tlon stage documents t. correspondence 


930323D720 Foriuards list of utils responding to requests for cost 
Figures on backfltting 

TOURTELLOTTE. J Regulatory Reform Task Force 63/04/11 
PALLADTNO.N J Commissioners 2pp <8342 272 24X 

Flche 50-000.03/04/11.0303230720 


0305060379 Notification of contract ex ec ut ion. Mo-d 6 to "Foundations b 
Underpinning Revleid up Remedial Measures for Structures on 
Fill for Midland Plants 1 b 2 “ Contractor Oeotechnlcal 
Engl naers. Inc 

FIELDS.J A Division of Contracts NflC-03-82-092 83/04/12 

VOLLMER. R II Division of Engineering KANE. J NRC - No Detailed 
Affiliation Given Ip 16333 086 24X Flche 50-329. 03/04/12. 

6305060379 


— 0303060304 Mod 6. modifying monthly business Itr reporting requirements, 
to "Foundations b Underpinning Revieiu of Remedial Measures 
for Structures o^n Fill for Midland Plants i & 2 " 

PQULOS. S V Geotechnical Engineers. Inc OUSTAVE. R P Division 
of Contracts NRC-03-aB-09a 03/04/12 3pp 10353 037 a4X 

Flche 30-329. 03/04/12, 8305060379 


0304320315 Fortuards revised affidavits for individuals previously 
emplogad by NRC nou uorklng on independent design & const 
verification program Clarification of ''providing safety 
evaluation" also submitted 

LEVIN, H A TERA Corp 03/04/21 KBPPLER. J 0 Region 3, Office of 
Director 13pp 18133 273 24X Flche 50-329.83/04/21.0304220313 


830503O56S Responds to 830323 Itr re TERA Corp QA A engineering plans 
for Independent design b const verification program for 
facilities NRC comments on reporting requirements proposed 
by TERA Corp at 030413 meeting uill be provided 

REHM. T Office of the Executive Director for Operablons 83/04/22 
OORDE. 0 P Government Accountability Project 2pp 10204 238, 24X 

Flche 50-329 .03/04 /a2, 83 03020 563 


0305090331 Advises that branch has requested Div of Accounting b 
Finance to bill util for revieiu of Rev 13 to Topical Aept 
CPC-IA, "GA Manual for Midland Nuclear PI ant. Vo I 1 " 

MILLER. 14 a License Fee Management Branch 03/04/23 BVRO. M 
Consumers Poucr Co Ip 18367 361 24X Flche 90-329.83/04/83. 

0309090331 


930517'0131 Informs of revleu cotTipletlon for listed activities re 
remedial soils teorfc Concurrence requested 

MILLER, 0 D Consumers Poiuer Co 03/04/28 HARRISON. J ■J Region 3. 
Office of Director 2pp 16466 365 24X Flche 50-329i 03/04/20, 

0303170131 


030517053? Forisards Vol 9 of "Seismic Margin Revieiu Diesel Oenerator 
Bldg 

COOKiJ If Consumers Pouer Co 03/04/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 18469 036 24X 

Fiche 90-389.83/04/28,8305170539 


—0303170344 Vol 5 of "Seismic Margin Rsvieui Oiessl Generatdr Bill * 
NEBLET. D A , KENNEOf.R P , RlNCAlD.R H Structural Heehanics 
Associates SNA 13701 0SR003 VOS 03/04/30 lt3pp 1016? gi] 
aqx FUhe 30-329,83/04/28,0303170339 


8303170422 Forwards change specs for "Pier 1411 - Load Recy cling 
Procedure." for remedial soils work, per NRC-utl I work 
autharixatlon procedure 

MILLER. D 2 Consumers Power Co 03/04/29 HARR ISOM. V J Rlelisl 
Office of Director 2pp 18469 286 24X Flche 90-329.83/01/24 

8309170422 


0305060483 Documents 030413 telcon Util commitment to provide liag|ii| 
air ejector radiation monitors deleted from F8AR Chapter 
II 3 Potential relaxation of tritium sampling raquirenent 
discussion deferred pending effluent Tech Spec revleu 
COOK. J If Consumers Power Co 83/03/02 DENTON.H R Offlll ll 
Nuclear Reactor Regulation. Diroctor 3pp 18343.360 241 

Flche 30-329. 63/09/02, 6305060403 


0303170467 Requests concurrence w/proposed changes to approved vm 
activity to perform load tost at Pier IIH 

MILLER. D B Consumers Power Co 03/03/02 HARRISON, dfj fTlilii 1 
Office of Director 2pp 10470 073 24X Flche 30-329. 03 

0309170467 


8303110140 Accepts TERA Corp as Independent third-party to peffete 
review of design b const verification program re Unit 2 
auxiliary foedwater sys 

NOVAK. T M Assistant Dlrectur for Licensing 63/09/03 COCM.JV 
Consumers Power Co 7pp 10421 331 24X Flche 50'329« 83/09/0), 

0309110140 


0309170397 Requests authorization for remedial soils work to Instill 
Bulkheads ElO b 1410 b to Install, load b excavate Piers BE. 

011, lOE b low 

MILLER. 0 B Consumers Power Co 93/03/03 HARRISON. V V fll|lci5 
Office of Director Ip 18469 231 24X Flche 90-329.03/05/0). 

8303170397 


0305040323 Doard Notification 83-037 forwards differing prof oplnlci 
re sys Interaction b safety classification Info relates to 
Board Notifications 03-17 b 63-44 re Unresolved Safety Issiii 
A- 1 7 

EI8ENHUT. D 0 Division of Licensing 03/09/04 PAULAOINO.N 
commissioners 22pp 10337 139 24 X Flche 90-000.03/09/04. 

0309040323 


0309090639 Generic Ltr 63-20 to all operating reactor llcensesi t 
holders of CPs re Integrated scheduling for Implementation 
of plant mods 5vc list end 

ElSENHUr, D 0 Division of Licensing 83/03/09 coniolldelrl 
Edison Co of New Vork. Inc 16pp 10627 133 24X 

Flche: 50-000, 03/05/09, 8305090659 


8303190065 Requests authoriiation to begin Remedial Suits Hurt 
Activities 407090400. shat low probing for Phase II fc 
202530104. BNPS-l ns tal 1 b terminate cable 

MILLER. D 0 Consumers Power Co 03/09/09 HARRISON.dV Rl|l«n 5 
Office of Director ip 18302 067 24X Flche 30-329, 03/O9/l)». 

0305190069 


8309200309 Confirms 830910 telcon authorizing minor soil sicavalkci 
from burled pipes outside of valve pits 

MILLER, D B Consumers Power Co 03/05/10 HARRISON.d J filfUi 3 
Office of Diroctor ip. 18310 174 24X Flche 50-329. 93/D5/1&' 

8309200389 


8305170321 Forwards comments on review of TERA Independont disk}" 
verification program from 030413 moetlng Program scope 
omitted sys walk-down or turn-over b program Interfaces 
WARNICK.R F Region 3, Office of Director 03/03/11 NOVAK. T 11 
Assistant Director for Licensing 3pp 10463 239 24X 

Flche 90-329.83/03/11.8303170321 


8303190280 Forwards "Evaluation of Pressures In Lines of Srouttfig 
Equipment - Crack Repair Oorated Mater Storage Tank 
Foundations." In response to unresolved Item In B30I1B ltr 
Mixing ratios for positive displacement pumps within specs 
MILLER, 0 D Consumers Power Co 83/03/12 HARRISQN.d d Rsgll" * 
Office of Director Ip 18901 140 24X Flche 30-329.83/05/12, 

6309190200. 


—6305190264 "Evaluation of Pressures In Lines of Grouting EqulpalM ’ 
Crack Repair Borated Hater Storage Tank Foundations " 
MEISENHEIMER. J , W I ELAND, R H Consumers Power Co 83/05/05 SII 
lasol 149 24 X Flche 30-329, 03/03/12, 8305190280 
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B309B40333 Documerttt Q30913 discussion re remedial soils work 
authorliation Three addl shallou holes on south side of 
dl«t«l generator bldg constitute only minor change 

MILLEH'D fl Consumers Power Co 83/09/13 HAPRlSONiJ J Region 3p 
Office of Director Ip 10373 361 SdX Flehe SO-BSP, 03/03/13, 
0309840393 


8309840427 Reiiuests work authorization for svc uiater pump structure 
underpinning program & replacement of svc water pipe Train 
A 

MILLER, D B Consumers Power Co 03/09/13 HARRISON, J J Region 3, 
Office of Director ip 10371 097 24X Flehe 90-329,03/03/13, 

0309840427 


8309310190 Submits list of acceptable activities for remedial soils 
wort authorization 

HILLER, 0 B Consumers Power Co 03/09/13 HARRISON, J J Region 3, 
Office of Director Ip 10691 001 24X Flehe 90-329,03/09/13, 

0309310190 


0309270097 Forwards Amend 113 to application for CPs ti OLs, cons 1 s t ing 
of Rev 40 to FSAR containing site emergency plan 

COOK, d U Consumers Power Co 83/09/16 DENTON, H R Office pf 
Nuclear Reactor Regulation, Director Ip 18640 063 24X 

Flehe 90-329,03/09/16,8305270097 


— 8309270063 Amend 113 to application for CPs ti OLs, consisting of Rev 48 
to fSAR containing site emergency plan 

COOKfO M Consumers Power Co 03/09/16 ip 10640 064 24X 

Flehe 90-389,03/09/16,0309270037 


0309200593 Fnruards Rev 2 to engineering program plan & Rev 3 to 
pTofect QA plan re independent design & const verification 
program 

LEVINzH TERA Corp 03/05/ iB EISENHUT, 0 0 Division of 

Licensing KEPPLER, J O Region 3, Office of Director COOK, J U 
Coniumers Power Co 4pp 10514 204 24X Flehe 50-329,83/09/10, 

8309200993 


— B309200967 Rev 2 to "Engineering Program Plan Project Instruction 
pr-3301-00? Midland Independent Design U Const Verification 
Program, Project 3201 " 

« TERA Corp 83/05/18 t50pp 18514 208 24X 

Fiche 90-329,83/05/18,8309200553 


— 0309200979 Rev 3 to "Project OA Plan for Midland Independent Design 
Const ti Verification Program " 

LEVIN, H A , LEMDN, C E . BECK, J H TERA Corp 03/09/02 264pp 

1B9I9 086 24X Flehe 90-329,03/09/18,8305200993 


8309340137 Forwards Affidavit of Svc for Amend 113 to application for 
CPi b OLs, consisting of Rev 48 to F8AR - site emergency 
plan. 

BUD2IK, D N Consumers Power Co 83/09/19 DENTON, K R Office of 
Muclear Reactor Regulation, Director 3pp 10948 331 24X 

Flehe 90-329.03/09/19,0309240137 


8303240223 Forwards SB Baranou b J Chawla signed affidavits re 
patentlal conflict of Interest in performing third-party 
const implementation overview 

MILD. PA Stone b Nebster, Inc 83/03/1? KEPPLER, J 0 Region 3, 
Office of Director 3pp 10948 012 24X Flehe 50-329,83/09/19. 

8309240223 


B309310I43 Confirms 830720 meeting w/J Koppler to discuss various 
suppliers quality activities undertaken by Bechtel In 
support of nuclear projects, per 830920 discussion 

SHITH.C F Bechtel Corp 83/09/20 WARNICK, R F Region 3, Office 
Of Director Ip. 18698 073 24X FtchS 90-329,83/05/20,8309310143 


B30927029? Enumerates new Info matl b relevant to 8M/0L proceeding, as 
preianted before ABLB on 830427 Licensee identified b 
reported two cracks in svc water pump structure 

UARNICK, R F Region 3, Office of Director 83/09/24 ElBENMOT, D 0 
Division of Licensing 2pp 18641 396 24X Fiche 90-329,83/05/24, 

8309270299, 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


8309020390 Forwards "BbW 177 Fuel Assembly Owners Oroup Safe-End Task 
Force Rept on Generic Investigation of HPI/Makeup Nozzle 
Component Cracking," in response to 0ER Open Item 0 on 
cracking in RC8 makeup nozzles. 

COOK, JH Consumers Power Co 03/04/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 3pp 18273 001 24X 

Ftche- 90-329, 83/04/13, 8309020398 


— 6309020404 "DbW 177 Fuel Assembly Owners Oroup Safe End Task Force Rept 
on Oeneric Investigation of MPI/Makeup Nozzle Component 
Cracking " 

♦ Babcock b Wlleoz Co. 77-1141514-00. 03/04/13 6lpp 

18273 009. 84X Flehe- S0-329t 83/04/ 13< 8309020398 


0309040336 Notification of 030911 meeting w/utll b BbH in Bethesda.MD 
to discuss 3ER Open Item 7 b Confirmatory Item 7 re 
natural circulation t reactor vessel head vent 

HERNAN, R W Licensing Branch 4 83/04/27 AOENSAM. E O Licensing 

Branch 4 6pp 10326 339 24X Fiche 90-329,03/04/27,8309040336 


0309110305 Suppls explanation of 020921 commitment to implement 
expanded cooling pond dike surveillance program, inc luding 
visual insps of dike turf, to resolve NRC concern re dika 
erosion b performance Identified in May 1982 SER 

COOK, J W Consumers power Co S3/09/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 16393 229 24X 

Fiche 50-329,83/05/03,0305110309 


8309090994 Comments on Open Item 2 re turbine missiles in SER Sections 
I 7 b 3 9 1 3 Probability of unacceptable damage to safety- 
related sye b components due to missiles acceptably low 
NOVAK, T M Assistant Director for Licensing 03/05/04 COOK, J W 
Consumers Power Co 3PP IB367 344 24X Fiche 50-329*03/09/04, 

0309090994 


F Security, medical, emergency b fire protection plans 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re c lar 1 f i c a 1 1 on of 
access to control procedures for law enforcement visits 
Svc list enc 1 

EISENHUT, D 0 Division of Licensing 83/09/11 Consolidated 

Edison Co of New York, Inc 16pp 18940 099 24X 

Fiche 50-000,83/05/11,8305110034 


S309270057 Forwards Amend 113 to application for CPs b OLs, consisting 
of Rev 48 to FSAR containing site emergency plan 

COOK, J W Consumers power Co 63/05/16 DENTON, M R Office of 
Nuclear Reactor Regulation, Director Ip 18640 063 24X 

Fiche 50-329,83/05/16.8309270057 


— 0309270066 Rev 48 to FSAR containing site emergency plan 

* Consumers Power Co 83/09/31 264p p 10640 067 24X 

Fiche 50-329,03/05/16,8305270097 


0 Adjudicatory correspondence 


0305040441 Notice of appearance in proceeding Certificate of Svc enc I 
PROVENZAND, V P Consultors Power Co 83/04/20 3pp 10322 128 
24X Fiche 90-329,03/04/23,8305040441 


0305040509 Renewed amended objections to interrogetorl os directed to 
util on ZACK issues & renewed motion for protective order 
certificate of Svc end Related correspondence 

PROVENZAND, V P Consumers Power Co 83/04/28 Sinclair, M 7pp 
18321 048 a4X FUhe 50-329,03/04/20,8305040909 


6305040449 Notice of withdrawal of appearance in proceeding Certificate 
of Svc and 

BISHOP, L L Sinclair, M BISHOP, L L Harmon b Ueiss a3/05/0'2 
Ip 18322 237 84X Fiche 50-329,03/05/02,0305040449 


6309100341 Motion to require submission of cross-examination plans, 
designation of lead intervanors b estab 1 1 shmen t of time 
limits on crnss-ezaminatlon at 830601 evidentiary hearings 
r# reopened QA matters Certificate of Svc and 

STEPTOE, P Consumers Power Co STEPTOE, P Ishaiii, Lincoln b Beale 
63/05/04 Atomic Safety and Licensing Board Panel BOpp 
19378 233 24X Fiche 90-329, 03/09/04, 8308100341 


6309100264 Advises of svC of deposition subpoenas on deponents M Ciont 
b 8 Marello Svc list end 

PROCTOR, 8 D Isham, Lincoln b Beale PROCTOR. S 0 Consumers Power 
CO 03/05/06 Atomic Safety and Licensing Board Panel 2pp 
18372,296 24X Fiche 90-329,03/05/06.8305100264 


0309100418 Forwards unsigned subpoenas issued for L Clark, T Devine, 
B Garde b L Ha lib erg depositions, for signature Ultn esses 
Intend to file motion to quash Svc list enc 1 

PROCTOR, 8 D, Ilham, Line o 1 n b Bea I o 83/09/06 DECHHOEFER.C 
Atomic Safety and Licensing Board Panel lOpp 18376 061. 24X 

Fiche 90-329,83/05/06,8309100416 


8309120273 Revised motion to require submission of cross-examination 
plans, des Ignat ion of lead Intsrvenors b establishment of 
time limits on cross-examination Measuroo essential to 
timely development of complete record M/Car t 1 f Icato of Svc 
miller, M I Consumers Power Co MILLER. M J Isham, Lincoln b 
Baals 63/09/09 Atomic Safety and Licensing Board Panel 4Bpp 
16427 209 24X Flehe 90-329,83/03/09.8305120273 
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8303180293 Confirmt 830418 telcon re disclosure of erionv<ooue inforciants 
naiset Applicant counsel agreed not to disclose naoie if name 
discovered In documents 

WILCOVE, M N Hearing Brancli 2 eOZ-OS/lO STAHL, O Isham. Lincoln 
t, Deola Spp 18430 176 24X Flehe 30-329, 83/05/^10' 8303120293 


B303S40373 Confirms telcon. re continuation of depositian of L Clark ii 
T Devine, schedule d For 630316 & 23, respec t Ive 1 y D Garde 
deposition scheduled for B30606 maq tie continued provided 
reconvened QA hearings attended Related correspondence 
PROCTOn, S D Isham, Lincoln 6 Seale 83/03/13 MCCLAIN, H Karr 6 
Lgons Ip 18574013 24X Flehe 50-329.83/05/13.0303240373 


B30S190223 Foruards insp evaluation forms filed for IE Insp Repis 
50-329/82-lJ b 50-330/82-11,50-329/62-17 t. 30-330/82-17, 

50-329/83-19 it 30-330/82-19 *« 30-329/83-03 i, 50-330/83-03 
UILCOV£,MN Hearing Branirh 2 83/03/17 DERNAOEt.L Oovernment 

Aceauntablllty Project Bpp 18300 204 24X Flehe 30-329,83/03/17, 

0303 190-223 


B3031902I6 Motion for estenslon until B30S24 to respond to util motion 
to limit cross-eiaminatlon Counsel involved in 830319-24 
hearing ASLD has adequate time to rule on motion before 
hearings resume Certificate of Sve end 

DERMABEIiL Stamlrls, B. BERNABEI.L Oovernment Accountab 1 1 1 tq 
Project 83/03/18 Atomic Safety and Licensing Board Panel 4pp 

18301 319 24X Fiche 30-329,83/03/18.8305190216 


6305240322 Responds to 830310 Itr Areas -of disagreement re documents 
still exist Conference call -ulll be scheduled tj/ASLB If 
util ulshes to pursue oiatter 

BRUNNER, J E Consumers Pouer Co 83/03/18 BTAMIRI6, B Stamlrls, 
B lOpp 18348 078 24X Fi c he 30-329, 83/03/ 18. 8303240322 


8303240491 Discusses schedule for appearances Deposition of 3 MarelJo 
lul 1 1 be rescheduled for Uune Deposition af C Grant scheduled 
for 830323 Proceedings will be instituted to enforce 
subpoena served on H Cionl 

PROCTOR, S D Isham, Lincoln t, Beale PROCTOR, S D Consumers Power 
Co 83/03/19 BECHOEFER, C Atomic Safety and Licensing Board 
Panel STUCKV, B U Docketing 6 Services Branch 2pp 18571 269 
a4X Flehe 30-329.83/03/19.8305240491 


8305240059 Proposes schedule for presenting testimony during 830601-10 
hearings Proposal Is joint proposal of util (< NRC Rspt on 
Investigation of alleged violation of ASLB order will -not be 
available by 630601-1-0 hearings 

UILC8VE. n N Hearing Branch 2 83/03/20 BECHHOEFER.C , 

CDlfAM, F p I HaRDQUR.vI Atomic Safety and Licensing Board Panel 
2pp 1B349 133 24X Flehe 30-329,63/05/20,8305240059 


8305240065 Response to util B30509 revised motinn revising 830504 
motion re procedural limitations Commission does not favor 
singling out issue of discretionary referral of denied parts 
of motion during proceeding Certificate of 3vc end 
HflJOJfT.N A Hearing Branch 2 83/03/20 Atomic Safety- and 

Licensing Board Panel 7pp 18549 055 24X Flehe 50-329,83/05/20, 

8305240065 


8303240472 Order granting Stamlrls motion for extension until 830524 
tP respond to applicant revised motion to estahllsh llrntts 
on cross-examination 

BECHHOEFER.C Atoislc Safety and Licensing Board Panel, 63/03/20 
8tamirts, 8 Ip 18349 270 24X Flehe 50-329.83/03/30,8303240472 


8305260276 Transmittal of documents on end list of submittals 
responsive to S Stamlrls 830407 document request Submittals 
designated publicly available, already submi tted, pr ivl leged 
under atty-dient privilege/proprietary 

HILCOVE. M N Hearing Branch 2 83/05/24 BERNADEI.L Oovernment 

Accountability Project 2pp 16625 143 24X Flehe 30-329, S3/05/aa 

8305260276 


8305270606 Order granting Stamlrls 820324 discovery request for 
documents re implementation of quality improvement program 
in soils area & denying addl discovery requests re NRC/utll 
Sept 1982 meet 1 ng, containment cracks Issue b audit repts 
BECHHOEFER, C Atomic Safety and Licensing Board Panel 83/03/23 
Stamlrls. 0 4pp 18644 248 84X Flehe 30-329, 83/03/23. 8303270606 


H Oaneral correspondence 


8305040549 Responds to 830324 Itr requesting independent plant audit 6 
more public meetings Three independent audlte in progress or 
planned for site Soils compaction problem b technical b QA 
concerns being addressed by current hearings 
E18ENHUT. D G Division of Licensing 83/04/22 ROMO, R B 
Affiliation Unknown Ip 1B351 232. 24X Fiche 50-329,83/04/22, 

B3D3040349 


8303040330 Responds to 630323 Itr requesting Independent audit b 
further public meatings Three audita in progress or planned 
for site 

EISENHUT.DO Division of Licensing 83/04/22 HAVERCAMP.M 
Affiliation Unknown Ip 1B331 233 24X Fiche 30-329,63/04/22, 

8303040530 


8303170392 Responds to 030421 Itr re roinsp b independent audits at 
facilities Qn B30503, TERA Corp approved to perform 
Independent review of deilgn b const of auxiliary feedwaters 
sys SbWwill perform overview 

REPPLER.J. 0 Region 3, Office of Director 83/03/13 ROMO, L R 
Lone Tree Counsll 2pp 18471 202 24X Fiche 30-329,03/03/13, 

3303170392 


— 3303170396 Requests assurance of independent agent to perform 
facility audits, per NRC 330419 relnsp order 

ROMO,L R Lone Tree Counsll 83/04/21 KEPPLER, J Region 3, 
Office of Director Ip 18471 204 24X Fiche 30-329,83/03/13. 
8303170392 


K Utility Final Safety Analysis Report (FSAR) b amends 


8303270057 Forwards Amend 113 to application for CPs b OLs, cons iitinj 
of Rev 4B to FSAR containing site emergency plan 
COORi J H Consumers Power Co 83/05/16 DENTON, H fl Office of 
nuclear Reactor Regulation, Director Ip 18640 063 24X 

Fiche 30-329, 83/05/16, 8303270037 


•8303270063 Amend 113 to application for CPs b OLs, consisting of Rev 48 
to FSAR containing site emergency plan 

COOK, JM Consumers Power Co. 83/03/16 Ip 18640 064 24X 

Fiche 50-329, 83/03/16, 0303270037 


— 8303270066 Rev 49 to FGAR containing site emergency plan 

* Consumers Power Co 83/03/31 264pp 18640 067, 24X 

Fiche 50-329. 03/03/16, 8305270037 


630-3230215 Telecopy response to util revised motion Extensive hearing 
record caused by const of safety-related bldgs on faulty 
toll, not by Intervener actions 

SINCLAIR. M Sinclair. M 83/03/23 Docketing b Services Branch 
2pp ias92 334 24X Fiche 30-329,83/03/23,6305250215 


8303240137 Forwards Affidavit of 8vc for Amend 113 to application for 
CPs b OLs, cons is t Ing of Rev 48 to FSAR - site emergency 
plan 

BUDZIK. D M Consumers Power Co 83/05/19 pENTDN, H R Office of 
Nuclear Reactor Regulation, Director Spp 18548 331 24X 

Fiche 30-329,03/03/19,0305240137 


8305260169 Response to util revised motion to requt re submission of 
cross-eiamlnatloin p Ians, designation of lead Intervenors b 
time limits on cross-examination Util apparent lack of 
concern for public safety justifies careful exam of Issues 
SIMCLAIR.M Sinclair, H 03/05/23 Atomic Safety and Licensing 
Board Panel 2pp 16599 284 84X Fiche 50-329,83/05/23,8303260169 


8305270547 Forwards “Seismic Margin Review," Volt 1. V b VI M/o end. 
STEPTOEfP p Isham, Lincoln b Beale STEPTOE.P P. Consumers Power 
Co 83/03/23 BECHHOEFER.C-, COHAM, F P , HARBOUR, J Atomic Safety 
and Licensing Board Panel 2pp 18646.127 24X 

Fiche 30-329,83/05/23.0305270547 


8303260166 Response opposing util 830509 revised motion to require 
cross-examination p Ians. deslgnat Ion of lead intervenors b 
time limits on eras s-examlnatlon Due process rights of full 
participation cannot be dented Certificate of Sve end 
BERNABEIiL Stamlrls, B BERNABEt.L Oovernment Accountability 
Project 83/03/24 Atomic Safety and Licensing Goard Panel 
12pp 1B399 290 24X Fiche 50-329.83/05/24,8303260166 


Q Inspection reports, IE Bulletins b correspondence 


8303190003 Final response to FOIA request for documents re Zack Co b/or 
work performed by Zack in const of facilities Forwards App A 
documents Documents denoted w/asterlsk available In PDR App 
B,C, D it E documents withheld <rcf FOIA Exemption 7) 

FELTON, U M Division 0 -f Rules and Records 83/03/11 
PRENDEROAST, R Prendorgast, R J I7pp 10306 037 24X 

Fichte 30-00 0, 83 /03/ 1 1 . 0303 1 90003 


—8303190043 Requests vendor Imp of facilities having contracts u/Zact 
Co due to QA/OC problems at Midland re KVAC activities 
Zack Co correspondence re LaSalle b related Info sncl 
FTORELLt.O Region 3, Chicago, Reactor Construction b Enginetrlnp 
Support Branch 80/04/21 PDTOPOUS, U Region 4, Dallas, Vendor 
Inspection Branch lapp 18506 077 24X Fiche 30-000,83/03/11, 

0303190005 
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->93091^0090 Summarliii 8S0430 meeting u/pres Ident of Zacic Coi KtVAC 
contractor at facilities! re potential allegations Zact Co 
planning to terminate several employees in document control 
section 

HAVES) D U Region 3i Office of Director B2/0S/I5 Region 3< 

□ffice of Director tp ISSOfa 0B9 SAX Flche 90-000.83/03/11) 
8309190009 


— SOOSl'ZOOSB Repts allegation re Zact Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly Netes 
b-roadceit 

e Radio TV Reports. Inc 82/07/24 NRC - No Detailed 
Affiliation Oiven 2pp 18906 124 24X Flche 90-000.83/03/11. 

8309190009 


— ^8309190097 Requests investigation of Region III Inadequate 

Investigative oversight re OA breakdown t< possible criminal 
falslf icatlon at Zack Co. HVAC contractor at facilities AT 
Houard <• S Marallo allegations discussed 

DEVINEi T ) OARDE. B Oovernment Accountability Project 82/07/26 
PALtADlMO.N J Commissioners llpp 1B906 12S 24X 

Flche 90-000.83/03/11.8309170009 


— 8309190102 Affidavit of SL Marello re QC breakdouin 1< criminal 
falsification at Zack Co. HVAC contractor at facilities 
KARELLO. 9 L Af fl 1 la t ton Unknown 82/07/26 22pp 18906 139 

24X Flche 90-000.83/03/11.8309190009 


— 8309190108 Affidavit of AT Howard ra 00 breakdown & criminal 
falslf Icatlon at Zack Co. HVAC contractor at facilities 
HOWARD. A T Affiliation Unknown 82/07/26 59pp 18306 160 
24X Flche 50-000.83/03/11.8309190009 


— 8309190307 Discusses A Howard 8205D3 allegations re Zack Co tampering 
u/documents concerning HVAC activities at facilities 
Further Investigation will be implemented if deemed 
appropriate by mgt 

SHAFER. W-D Region 3. Office of Director 82/09/11 WARNICK. R F 
Region 3. Office of Director 3pp 18907 394 24X 

Flche. 90-000. 83/03/11, 8309190009 


— 8309190396 Discusses 820624 tel con w/D oarde of Oovt Accountability 
Project re allegetlons concerning Zack Co QA program at 
facilities Personelly identifiable Info deleted 

NORELIilB.C E Division of Engineering 82/07/12 Division of 
Engineering Ip 18912 323 24X Flche 90-000,83/03/11, 

B309190009, 


881S0603B9 IE Info Notice 83-14, "Dewetered Spent Ion Exchange Resin 
Sufceptlbilltg to Exothermic Chemical Reaction " 8vc list 
end 

TAYl.OR,J H Division of Safeguards (< Inspection Programs (Post 
8301031 83/03/21 Consolidattd Edison Co of New York. Inc 

tlSpp 18308 319. 24X Flche 90-000,83/03/21.8212060389 


B303040021 IE Info Notice 03-21. “Defective Emergency Use Respirator " 
Svc list end 

JORDAN) E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 186pp 18439 199 24X Flche 50-000,83/04/19.8303040021 


0303040023 IE Info Notice 83-22, "OWR Saf e t y /Rel 1 ef Valve Failures “ 
Bvc list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 03D1O3> 83/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18383 089 24X Flche 90-000.83/04/22.8303040023 


B3D3040D29 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys ” Svc list end 

JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response (Post 8301031 83/04/29 Consolidated Edison Co of New 

York. Inc. U9pp 18381.291 24X Flche 90-000.83/04/29.8303040029 


0303040026 IE Info Notice 83-24. "Loose Parti in Beeandary Bide of 
flteam Osnerators at PWRs " Svc list and 

JDRDANiE L Division of Emergency Preparedness h Engineering 
Response (Post 8301031 83/04/28 Consolidated Edison Co of New 

York, Inc 119pp 18382 047 S4X Flche 90-000.83/04/28,8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end, 

JORDANiE. L Division of Emergency Preparedness (< Engineering 
Retponsa (Post 8301031 83/04/28 Consolidated Edison Co of New 

Vcrk, Inc llBpp, 18382 169 24X FI e h e ! 90-000, 83/04/28, 8303040027 


8309110122 Forwards draft NRR 8ALP input for Jul 1981 - Nar 1983, 
based an info solicited from listed personnel. Comments 
received by 830909 will be considered in final rapt 
HILLER, M, A Licensing Branch 4 83/09/02. MATTSON, R Division of 

B-gstems integration (post 8110091, VOLLMEft,R Division of 
Cnglnearlng, JORDAN, E Division of Emergency Preparedness k 
Englnearlng Response (Post 8301031 7pp 18421 316 24X 

Fleh*. 90-329, 83/09/02, 8309110122 


8303040028 IE Info Notice 83-26. "Failure of Saf oty/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDAN. E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, inc 122pp 10441 170 24X Flche 80-000.83/05/03,8303040026 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bvc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 83/05/04 Consolidated Edison Co of New 

York, inc ll2pp 18302 282 24X Ficho 50-000,83/09/04,8303040030 


8303040031 IE Info Notice 83-28, “Criteria for Protective Action 
Recommendations for General Emergencies " Svc list and 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 03/05/04 Consol lidated Edison Co of New 

York. Inc tlYpp 18441 001 24X Flche 50-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN. 6 L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/05/06 Consolidated Edison Co, of New 

York. Inc Iispp 18523 248 24X Flche 50-000.83/05/06.8303040033 


0309190293 Forwards changes in MPQP-l.fiev S re QA eng ineering, providing 
Insp plan to OC tc removing requirement for reviewing design 
documents NRC approval of activity requested 

MILLER. D B Consumers Power Co 83/05/06 HARRISON. J J Region 3. 
Office of Director. Ip 18901 083 24X Fiche 50-329,83/05/06, 

8309190298 


— 8305190300 Draft quality plan for underpinning activities 
e Consumers power Co MPQP-1 R06 ORFT 83/09/03 23pp 
18501 084 24X Ficho 90-329,03/05/06.0305190298 


B3D3040034 IE Info Natlce 83-30. "Misapplication ot Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list encl 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 84X Flche 30-000,83/05/11.8303040034 


8305130171 Ack receipt of 630329 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-329/83-01 k 
50-330/83-01 

WARNICK.R F Region 3. Office of Director 83/05/11 COOK, J W 
Consumers Power Co Ip 18438 104 24X Fiche 90-329,83/05/11, 

8309130171 


— 8303130102 Responds to NRC 630304 itr re violations noted In IE Insp 
Repts 90-329/83-01 k 90-330/83-01 Corrective actions valve, 
serial 27895. placed beck In Bechtel stock BitU revising QC 
procedure for receiving h insp 

COOK. J U Consumers Power Co 03/03/29 KEPPLER, J 0 Region 3, 
Office of Director 6pp 18430 105 24X Flche 50-329,83/09/11, 

8309130171 


8305200997 Advises that investigator file for IE Investigation Repts 
50-329/82-13 k 50-330/82-13 reviewed, per ASLO order per 
intervener request for discovery In OA hearings Proprietary 
k nonproprl etary documents listed W/o stated ends 
WARNICK, B F Region 3, Office of Director 03/09/17 PATON, W D 
NRC - No Detailed Affllletlon Given 3pp 1BS19 390 24X 

Fiche 90-329,03/09/17,0305200397 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list encl, 

JORDAN, E L Division of Emergency Preparedness k Englneeriitg 
Response (Post 830103) 83/09/1? Consolidated Edison Co of New 

York, Inc ll4pp 18697 009 g4X Fiche 50-000,03/09/19,0303040040 


8305240006 Ack receipt of 830906 itr informing NRC of steps taken to 
correct Violations noted In (E Insp Repts 50-329/83-03 h 
90-330/83-03 

WARNICK, R F Region 3, office of Director 83/03/20 COOK, J U 
consumers Power Co Ip 18949 037 24X Ficho- 50-329, 83/09/20, 

8309240006 


— Q309240008 Responds to NRC 830407 Itr re violations noted In IE Insp 
Repts 90-329/83-03 ti 90-330/83-03 Corrective ac 1 1 ons , MPOAD 
Quality Action Request F-292 Issued 830304 to review 
Bechtel procedures for proper queltty classification 
COOK, J W Consumers Power Co 83/09/06 KEPPLER.J 0 Region 3. 
Office of Director llpp 18949 040 24X Flche 50-329,03/09/20, 

8305240006, 


8309260310 Ack receipt of 030310 Itr informing NRC of steps taken to 
correct violations noted in 830200 notice of violation & 
proposed Imposition of civil penalties Revised response re 
craft k engineering personnel trelnlng requested 
KEPPLER. J, 0 Region 3, Office of Director 03/09/23 COOK, J W 
Consumers Power Co 2pp 18629 839 24X Fith e- 90-329, 83/09/23, 

8305260310. 
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m 


a30»2>007A Confirms 830624 SALP meetinisi In MldUnd.MI Meeting open to 
othar Interested pjrtiei 

UARNICKilf F Region 3> Office of Director 03/09/84 COOK, U 
Consumers Power Co Ip. 18633 301 24X Ptche 30-32 ?> 83/09/24. 
8309370076 


6303040046 IE Info Notice 83-33. "Monrepresentati va Sampling of 
Contanlnated Oil ” 8vc list enc 1 

JORDAN. E L Division of Emsrgancg Preparedness 1. Engineering 
Response (Post 830103) 83/09/36 Consolidated Edison Co of New 

roe*. Inc 114pp 18647 007 34X Flelis 90-000.83/09/26.8303040046 


R Periodic operating reports 6 related c o-rrespondenc e 


8309230370 "Active Mod Pro jccts. Opcrat ing PUR. l^OS " 

s Consuffitri Power Co 82/13/31 4pp 18976 333 S4X 
Flclie 90-000.83/12/31.8309230370 


8309030111 Forwards Bechtal.BtiN t> util monthig nonconformance repts for 
Mar 1983. per 730323 Memorandum 6 Order ALAB-106 U Amend 1 
to CPs 

COOK. J U. Consumers Power Co 83/04/29 OEVOOtlO. R C Director's 
Office. Office of Inspection and Enforcement 1. 139pp 18286 001 

34X riche 90-329.83/04/29.8309030111 


6309170373 Forward* "Uork Activity List for Kay 1983." for remedial 
lOll wort per NRC-vtll wort authorisation procedure 
Aifthorlretlon of specific work items requested 

MILLER. 0 8 Consumers Power Co 83/04/36 KARR ISON. J J Region 3. 
Of fled of Director. 29pp 18466-031 24X Ficlie. 90-329. 83/04/26. 

B3091 70373 


6303090092 Forwards addendum to "4lst AUAD-106 ouarterly Rapt. Apr-June 
1983." consisting of resumes of recently hired employees 
COOK.J U Consumers Power Co 83/04/29 OEVOUNO. R C Director's 
Office. Office of Inepection and Enforcement Ip 18364 104 24X 

F 1 c h t 90-327. 83/04/29. 8309070092 


— 8309090060 Addendum to "41st ALAB-106 Quarterly Rep t. Apr-June 1983 " 
e Consumers Power Co 83/04/39. 82pp 18364 109 S4X 
rich* 90-337. 83/04/29.8309090093 


8309310198 Forwards "Midland Independent Design 6 Const Verification 
Program Monthly Status Rapt 1." covering period from 
project Inception through B30927. 

LEVIN. H A TERA Corp 83/09/37 HEPPLER.J 0 Region 3. Office of 
Director EISENHUr. D. 0 Division of Licensing CO0K.^IM 
Consumers Power Co 4pp 18699 047 24X Flcho 30-329.83/09/27. 

8309310198 


— 6309310203 "Midland Independent Design 6 Const Verification Program 
Monthly Status Rept 1." covering period from project 
Inception through 830927. 

rUUODIESKI.D . LEVIN. H A TERA Corp 83/05/27 62pp 18657 090 
24X Flche 90-329.83/09/37.8309310198 


S Reportable occurrences. LERs & related correspondence 


8309190009 Final response to FOIA request for documents re Zack Co Jt/or 
work porformed by Zack In const of facilities Forwards App A 
documents. Documents denoted u/astdrlsk avallatte In PDR App 
Bi Ci D li E documents withheld (ref FOIA Eiemption 7) 

FELTON. J M Division of Rules and Records 83/03/11 
PBENPERaAST. R Prendergast. R J 17pp (8906 099 24X 

richa 90-000.83/03/11.8309190009 


— 8309190113 Deficiency rept re errors h discrepancies contained In HVAC 
natl certifications Procurement documentation will be 
revalidated, document A records mgt program will be developed 
Ic OA/QC personnel will be added Also reportable per Part 21 
CALKINS. D E. J EICHSTAEOT. C L . OEZUTEL. C Z Zack Co 81/10/23 
aiOpp. 18906 219 a4X Flche 90-000.83/03/11,8309190009 


6309170263 Ninth Interim deficiency rept re Improper thrust forces used 
In high ensrgy line brsak analysis pipe whip restraint 
d'esign Initially reported on 800919 Design drawings for 83 
restraints revised Next rept will be submitted by 840230 
COOK. J M Consumer* Power Co 83/09/06 KEFPLER.O O Region 3. 
Office of Director 9pB 18469- 343 24X Flche 90-329.83/09/06. 

8309170283 


8309170391 Final deficiency rept re nonconforming Class IE radiation 
monitoring sys clsetronlc modules mfg by Vlctoreen. Inc due 
to breakdown of OA program Initially reported on 820917 
Vendor revised OA program revlewsd A approved 

CtX)K. J, M. Consumers Fewer Co 83/03/06 KEPPLER, J Q Region 3. 
Office of Director 9pp 18471.311 34* F1 char 90-329, 83/09/06. 


8309170409 Interim deficiency rept re accident temp effects on 
containment level measurement Instrument string error 
exceeds allowable steam generator ECCS control setpoints 
Bechtel 6 DAN refining existing calculations 

COOK. J U Consumars Power Co 83/05/06 KEPPLER. J 0 Region 3. 
Office of Director 2pp 10469 248 24X Flche 90-329.83/09/06. 

8309170409 


8309170440 Interim deficiency rept re Installation of BAD nonselsmlc 
transmitter mounting brackets forming part of RCPB Bractetl. 
will be replaced w/selsmlcal ly qualified mounting brackets 
prior to Initial fuel load Next rept expected by 830831 
COOK.JU Consumers Power Co 83/03/06 KEPPLER. J 0 Regions, 
Office of Director 2pp 18469 301 a4X Flche 90-329,83/03/06, 
8303170440 


B303170487 Final deficiency rept re underrated 460-volt motor cootrel 
ctr control circuit transformers supplied by Oould-Drown 
Boverl Initially reported on 831013 Transformers to be 
replaced A Installation supervised by Bechtel 

COOK. JW Consumers Pauer Co 83/03/06, REPPLER, J 0 Region 3. 
Office of Director 12pp 18470 033 24X Flcho 30-329.83/03/06, 

8309170489 


8303200660 Interim deficiency rapt re procured safety-related 
electrical oquipment not meeting project requirements 
Initially reported on 821330 Task force established to 
review purchase orders Next rept expected by 630629 
COOK. J u Consumars Power Co 83/09/13 KEPPLER, J 0 Region 3. 
Office of Director lipp 10319:108 24X Flche 50-329.83/03/13. 

8309S00680 


8309200349 Interim deficiency rapt re improper Installation design of 
Clast IE electrical control cab ins t/panel s Initially 
reported on 830211 Drawings will be revised Next rept will 
be submitted by 830819 Dechtel rept end 

C06K. JW Consumers Power Co 83/05/16 KEPPLER, J, 0 Region 3. 
Office of Director 12pp 18316 235 S4X Flche 30-329.83/03/16. 
8309200349 


6303240810 Interim deficiency rept re Q-related equipment cooked by 
non-O HVAC sys Initially reported on 020623 Revs to Oraulngt 
7220-M-360(a} will be made by 630630 Safeby-grade HVAC 
added to listed areas Next rept by 830813 

COOK. J N Consumers Power Co 03/09/17 KEPPLER. J 0 Region 3. 
Office of Director lOpp 18949 028 24X Flche 50-329.03/09/17. 

8309240010 


0309260218 Interim, deficiency rept re design of embedments In concrete 
w/shear lugs located In tension lonss Interim embedment 
design criterion being developed for use prior to testing 
completion Next rept expected by 031122 

COOK, J. M Concjmers Power Co 83/05/20 KEPPLER, J 0 Region 3. 
Office of Director 9pp IB599 317 24X Flcho 90-329,83/09/20, 

8309260218 


8309260235 Final deficiency rept re possible fraill Ice formstlon In 
SVC water intake structure Recirculation of sve water 
discharge flow near trash rack evaluated as best option to 
control Ice at Intake structure 

COOK.J U Consumers Power Co 03/05/20 KEPPLER. J 0 Region 3. 
Office of Director 7pp 18599 340 24X Flche 90-329.83/03/20. 

8309260239 


8303260324 Final deficiency rept re auxiliary feedwater (AFM) suction 
piping design Initially reported on 821214 Design change 
Issued to Install pressure relief valve on four AFM pump 
suction lines between pump A first Isolation valve 
COOK. J U Consumers Power Co 83/09/20 KEPPLER. J 0 Region 3, 
Office of Director 6pp. 18623 166 24X Flche 30-329.03/03/20. 

8303260324. 


T Hearing transcripts on non-anti trust matters 


8309100243 Forwards NRC testimony addressing Sinclair Contention 13 ri 
assessment of severe accidents to be presented at 830328 
hearing Testimony addressing Sinclair Contention 4 re steam 
generator tube Integrity filed on 830131 
WRIOHT.M A Office of the General Counsel 03/03/18 
BECHHOEFER.C , COWAN. F P , HARDOOR, J Atomic Safety and Licensing 
Board Panel. Ip 18373 337 24X Flche 90-329. 03/03/18, 8303100243 


--8303100245 Testimony of F Rowsome re Sinclair Contention 13 an 
assessment of severe accidents, 

ROWSOME. F Assistant Director for Technology Review 83/03/18 
13pp. 10373 338 24X Flche 50-329,83/03/18.0303100243 


—8308100248 Testimony of LG Hulman A JA MitcheU re Sinclair Contentlan 
13. 

HULMAN.L Q , MlTCHEUL. 0 A Accident Evaluation Branch 83/03/10 
20pp 10373:351 24X Flche 90-329, 83/03/18, 8305 1 00243 
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8309100174 aupplefflontal testimony of JO Keppler re QA 

K6PPLER, J O Region 3« Offlte of Director 83/03/23 6pp 
10379 197 24X Flche 30-000,83/03/25,8303100124 


— 8309100141 Responds to 811113 Itr re implications of recent seismic 
design errors at facility Duo to design errors, util license 
suspended on 011119 pending completion of independent 
ifettgn review t< receipt of schedule for completing mods 
PALUAD-INO, N J Commissioners 82/02/01 DINOELL, J D House of 
Rep • Energy Ji Commerce 9pp 18373 220 24X 

riche 30-000, 03/03/23, 8303100124 


8309100147 Forwards supplemental testimonies of JO Keppler, RJ Cook,RN 
Oardner. R9 Landsman, WD Shafer & JW Oilray re OA W/o ends 
UlLCOVEaM N Office of the Eiecutlve Legal Director 83/03/23 
BECHHOEFFER, C , COHAN, F P , HARROUR, J Atomic Safety and Licensing 
Board Panel 2pp 10374 217 34X Flche 30-329,03/03/25,8303100147 


0309100217 Supplemental testimony of RJ Cook,RN OardneriRD Landsman i 
HO Shafer re OA , 

COOK. R J . GARDNER, R N , LANDSMAN, fi D Region 3, Office of Director 
83/03/29 hpp 1B374 161 24X Flche 30-329,03/03/29,6309100217 


e3O9100261 Supplemental testimony of JW OllrayiRB Landsman t WD Shafer 
re QA program for underpinning activities of svc water pump 
structure tt auxiliarg bldg Supporting documontat Ion end 
OILRAY, J W OA Branch LANDSMAN, R D , SHAFER, W D Region 3, Office 

of Director B3/03/29 30pp, 18372 230 24X Flche 30-329, 

83/03/23, 8303100261 


8303060379 Notification of contract execution. Mod 6 to "Foundations 1< 
Underpinning Review of Remedial Measures for Structures on 
Fill for Midland Plants 1 & 2 " Contractor Oeotecftnlcal 
Engineers, Inc 

FIELDS, J A Division of Contracts NRC-03-S2-092 83/04/12 

VOLLMEfi,R 1) Division of Engineering KANE, J NRC - No Detailed 
Affiliation Given Ip 18353 086 24X Flche 90-329,83/04/12, 

0303060379 


—6303060364 Mod 6, modifying monthly business Itr reporting rtguiramants, 
to "Foundation* t. Underpinning Review of Remedial Measures 
for Structures on Fill for Midland Plants 1 t< 2 " 

POULOS, S J Geo tskhn 1 cal Engineers, tnc GUSTAUE, R P Division 

of Contracts NRC-03-62-092 63/04/12 3pp 13333 0B7 24X 

Flche 90-329,63/04/12.8308060379 


6304220913 Forwards revised affidavits for individuals previously 
employed by NRC now working an independent design 6 const 
verification program Clar 1 f ica t Ion of "providing safety 
evaluation" also submitted 

LEVIN, H A TERA Corp 63/04/21 KEPPLER, J 0 Region 3. Office of 
Director ISpp I6133-S73 24X Flche 30-329, 83/04/21. B304220S1 9 


6303020963 Respond* to 030323 Itr re TERA Corp QA «, engineering plan* 
for independent design l« const verification program for 
faculties NRC comments on reporting requirements proposed 
by TERA Corp at 630413 meeting will be provided 

REHM.T Office of the Executive Director for Operations 83/04/22 
OORDE, B P Government Accountabl 1 1 ty Project Spp 16284 236 24X 

Fiche 90-329,83/04/22,6303020369 


03O3O'3O457 Transcript of 030427 hearing in Midland, MI Pp 14,872-14,493 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 83/04/27 269pp 

18294 184 24X Fiche 30-329,03/04/27,8303030497 


8303040191 Transcript of 030428 hearing in Midland, MI Pp 14,499- 
14. 790 

# Atomic Safety and Licensing Board Panel 63/04/20 260pp 

18324 037 24X Flche 30-329,63/04/26,0309040191 


0309030026 Transcript of S30429 hearing in Midland, MI Pp 14,731-14,977 
* Atomic Safety and Licensing Board Panel 83/04/29 229pp 

18342 262 24X Flche 30-329, 83/04/29, B3030S002B 


8309090011 Transcript of 830430 hearing in Midland, Ml Pp 14,978-13,096 
# Atonic Safety and Licensing Board Panel 03/04/30 122pp 

18336 133 24X Flche 30-329,83/04/30,8303030011 


8303090391 Advise* that branch has requested Dlv of Accounting 6 
Finance to bill util for review of Rev 13 to Topical Kept 
CPC-IA, "QA Manual for Midland Nuclear Plant, Vol 1 " 

MILLER, W 0 License Fee Management Branch 03/04/29 DYRDiW 
consumers Power Co Ip 10367 361 84X Flche 90-329,83/04/29* 

8309090991 


8309170131 Informs of review completion for listed aetlwltle* re 
remedial soils work Concurrence requested 

MILLER, D B Consumers Power Co 03/04/28 HARRISON, J.J Region 3, 
Office of Director Spp 10466 269 24X Flche 90-329,83/04/20* 

8309170131 


0309170939 Forwards Vol 9 of "Seismic Margin Review Diesel Generator 
Bldg, " 

COOK, J H Consumers Power Co 63/04/20 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director 3pp 10469 036 24X 

Flche 90-329,03/04/26,6309170939 


8309060199 Transcript of 830302 hearing in Mid land, MI Pp 15,097-19,393 
Supporting documentat ion end 

* Atomic Safety and Licensing Board Panel 03/05/02 616pp 

IB346 001 24X F 1 Che ■ 90-389, 03/03/02, 0303060 199 


— 8303170344 Vol 9 of "Seismic Margin Review Diesel Generator Bldg •' 
HESLEY, 0 A , KENNEDY, R P , KINCAID, R H Structural Mtchenlct 
Aifodates 8MA 13701 0SR003 VOS 03/04/30 113pp 16469 040 

24X Flche 30-329,83/04/20,0303170539 


6309160033 Transcript of 830903 evidentiary hearing in Midland, Ml Pp 
19*394-13, 692 

B Atomic Safety and Licensing Board Panel 03/03/03 SOOpp 
10499 116 24X Flche 30-329,83/09/03,0303160033 


8309110006 Transcript of 830904 evidentiary hearing In Midland, HI 
Pp 19,693-19,922 

e Atomic Safety and Licensing Board Panel 83/09/04 232pp 

10409 026 B4X Flche 90-329,83/05/04,0303110006 


0309110092 Transcript of 830309 evidentiary hearing in Midland, MI 
pp 19.923-16,219 

a Atomic Safety and Licensing Board Panel 83/03/03 30Bpp 
18410 007 24X Fiche 30-329,83/08/03,0303110092 


BSOSIlODOl Transcript of 030306 evidentiary hearing in Midland, MI Pp 
16. 2S0-16, 366 

a Atomic Safety and Licensing Board Panel 03/03/06 ISOpp 
10408 130 S4X Fiche. 30-329, 03/03/06, 8308110001 


0309170422 Forwards change specs for "Pier Wll - Load Recycling 
Procedure," for remedial soils work, per NRC-utll work 
authorl latlon procedure 

MILLER, D D Consumers Power Co 83/04/29 HARRISON. J J Regloit 3* 
Off lea of Director 2pp 18469 286 24X Fiche 90-329,83/04/29, 

8303170422 


0309060403 Documents 830413 telcon.Util commitmant to provide hogging 
air ejector radiation monitors deleted from F3AR Chapter 
11 9 Potential relaxation of tritium sampling requirement 
discussion deferred pending effluent Tech Spec review 
COOK. J H Consumer* Power Co 83/03/02 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director Spp 10343.360 24X 

Fiche 90-329,83/03/02,8309060403 


8309170467 Requests concurrence w/proposed changes to approved work 
activity to perform load test at Pier IIH 

MILLER, D D Consumers Power Co 83/09/02 HARRISON, J J. Region 3* 
Office of Director 8pp 104 70 073 24X Flche 90-329*83/09/02, 

8309170467 


8309310163 Transcript of 030910 proceedings in Chicago. lU P 2 Subpoena 
ifiracted to N Clonl end 

e Commissioners. 03/03/10 6pp, 10692' 339 24X 

FI eh e 90-329. 03/09/ 1 0, 83093 1 0 1 63 


DOCKET 90-330 MIDLAND PLANT, UNIT 2 


A App 1 1 cat 1 on/constructlon stage documents t, correspondence 


8309230720 Forward* list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTEi J Regulatory Reform Task Force 83/04/11 
PALLAOINO.N J Commissioners 2pp 10942 272 24X 

Flche 90-000, 83/04/1 1, 8303230720 


0309110140 Accepts TERA Corp as independent third-party to perform 
review of design 6 const verification program re Unit 3 
auxiliary feedwater sys 

NOVAK, T M Assistant Director for Licensing 83/08/03 COOK*J U 
Consumers Power Co. 7pp ’10421 331 24X Flche 90-329.83/09/03, 

8309110140 


8303170397 Request* authorl xa 1 1 on for remedial soils work to Install 
Bulkheads ElO i< HIO (c to Install, load & excavate Piers 6E* 

6H, lOE (< lOH 

MILLER, 0 B Consumers Power Co 03/05/03 HARRISON, J J Region 3, 
Office of Director Ip. 10469 231 24X Fiche. 90-329, 83/09/03, 

8309170397 
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B3090403S3 £o4rd NPtlflc»tlan 83-097 foruai'ds differing prof opinions 
r« syt IntrrPction ti safety c loss 1 flea tian Info relates to 
60<arif Not i f icetl oni 83“17 8i 03-44 re Unrasolvril Safety Issue 
A-17 

E1S£NHUT.D 0 Dlvlstan of Licensing 83703/04 PALLAOINO. N 
comnlsslontrs SBpp 18337 139 34X Flche 90-000. 83/09/04< 

8309040323 


8309090699 Osnerlc Ltr B3-20 to all operating reactor licensees S< 
halders of CPs re integrated scheduling for implementation 
af plent modi Sve list end 

EI8ENHUT. D.O Oiviilon of Licensing 83/09/09 Consolidated 

Cdleon Co of Neu Yo'rk. Inc 16pp 18637 193 24X 

Flehe 90-000. 83/09/09, 8309090699 


8309190069 Requests author 1 lation to begin Remedial Sails Mark 
Activities 407090400. shal 1 du probing for Phase II Si 
S02990104, 8UP8-lnetal 1 & ttrninaie cable 

niLLERiO B Consumers Pouar Co 83/09/09 HARRISON, J J Region 3, 
Office of Director Ip 18902 067 a4X Fiehe 90-339,83/09/09, 
8309190069 


8309S200389 Conflraii 830510 telcon authoriiing minor soil eicavatlon 
from burled pipes outside of valve pits 

HILLER, 0 B. Consumers Power Co 63/09/10 HARRISON. J J. Region 3, 
Office of Director Ip 18918 174 34X Fichd 90-339.03/09/10, 

8303300389 


8309170321 Forwards comment* on review of TERA independent design const 
verification program from 830413 meeting Program scope 
omitted sys ualk-dovn or turn-over h program interfaces 
MARNICK, R F Region 3, Office Of Director 83/09/lf NQVAK. T H 
Aseletant Director for Licensing 3pp 18465 239 24K 

Flche; 30-329. 63/09/ 1 1 . 8309 1 7033 1 


B309I902&0 Forwards "Eveluatlon of Pressure* In Lines of Or outing 
Equipment - Crack Repair Berated Ifater Storagi Tank 
Foundatldns. ** In responae to unresolved Item In 830118 ltr 
Hiking ratios for positlva displacement pumps within specs 
HILLER, D B Consumers Power Co 83/09/12 HARRISON. J <J Region 3, 
Office of Director Ip 18901 148 24X Flche 90-329,83/05/12, 

8309190280 


■8309190284 "Evaluation of Pressures in Lines of Oroutlng Equipment - 
Crack Repair Berated Hater Storage Tank Foundations," 

HElBENHEIMERi J • UIELANO, R H Consumers Power Co 63/09/09 8pp 
18901 149 24X Flche 90-329,83/09/13.8309190280 


B309240393 Documents 830912 discussion ra remedial soils work 
author 1 latlon Thraa addl shallou holes on south side of 
diteel generator bldg constitute only minor change 

HILLER, D a Consumari Power Co 83/09/13 HARRISON, J J Region 3, 
Office of Director ip 10973 361 24X Flche 90-3S9. 83/09/ 13, 

6309240333 


B309840427 Requests work author 1 lat 1 on for sve water pump structure 
qnderplnning program & paplacrment of sve water pipe Train 
A. 

MILLER.D B, Consumers Power Co 83/09/13 HARRISON, J J Region 3, 
Office of Director Ip, 1B971 097 B4X Fiche 90-329,83/09/13, 
6309240427, 


8309310190 Submit* list of ecceptehle activities for remedial soils 
work authorl ration 

KILLER, 0 B Coniumars Power Co 83/09/13 HARRISON, J J Region 3, 
Office of Director. Ip 18631 001 24X FI cha- 50-329, 83/09/13, 

8309310190 


8309270057 Forwards Amend il3 to application for CPs & OLs, consl sting 
of Rev 48 to FEAR contetnlng site emergency plan 

COOK, if. H Consumer* power Co 83/03/16 DENTON, H R Office of 
Nucteer Reactor Regulation, Director Ip 18640 063 S4X 
Flche 30-329,83/09/16,8303270037 


'6309270063 Amend 113 to application for CPs t, DLe, cons 1 sting of Rev 40 
to F8AR containing site emergency plan 

COOKi J W, Consumere Power Co 83/09/16 Ip 18640 064 24X 

Fiche 30-329,83/09/16,8309270097 


6309200993 Forward* Rev 2 to engineering program plan 8, Rev 3 to 
project OA plan re Independent design b- const verification 
program 

LEVIN, H, TERA Cerp 83/03/18 eiSENHlPT, 8. 0 Division of 
Licensing. KEPPLER. O a Region 3, Office of Director caOK, J H 
Consumers Power Co 4pp 18914:284 24X FUhe 30-329,83/09/18, 

0309200393 


—8309200367 Rev 2 to "Engineering Program Plan Project Instruction 
PI-3201-009 Midland tndapendent Design tc Const Varlfteatlon 
Program, Project 3201 " 

# TERA Corp. 83/09/18 J50pp 18314 288 24X 

Flche: 30-329, 63/09/18, 8303200393 


—0309200973 Rev 3 to "Project GA Plan for Midland Independent Design 
Const b Verification Program “ 

LEVIN, H A , LEMON, C E , DECK, J H TERA Carp 83/09/02 264pp 

18919 006 24X Flche 90-329,83/09/18,8303200593 


0305240137 Forwards Affidavit df Sve for Amend 113 to application for 
CPs b GLs, consi » t Ing of Rev 48 to F3AR - site emergency 
plan 

BUDZIKrD M Consumers Power Co 03/03/19 DENTON, H R Office of 
Nuclaar Reactor Regulation, Director 3pp 18348 331 24X 

Flche 90-329,83/09/19,8305240137 


8309240223 Forwards SO Baranow b J Chawla signed affidavits re 
potential conflict of interest in performing third-party 
const implementation overview 

NILDiP A Stone (< Uebster, Inc 83/05/19 KEPPLER, V G Region 3, 
Office of Director 3pp 1854Q 012 24X FUhe 30-329.63/09/19, 

0309240223 


6309310143 Confirms 030720 meeting u/J Keppler to discuss various 
suppliers quality activities undertaken by Bechtel In 
support of nuclear projects, per 830520 discussion 

SMITH, C F Bechtel Corp 83/09/20 WABNICK, R F Region 3. Office 
of Director Ip 18698 073 24X Flche 30-329,03/09/20,0303310143 


8309270299 Enumerates new Info matl b relevant to OM/OL proceed ing, as 
presented before ABLB on 830427 Licensee identified b 
reported two cracks in ivc water pump structure 

WARNlCK,fi F Region 3, Office of Director 83/03/24 EISENHUT.DO 
Division of Licensing 2pp 18641 336 34X Flche 30-329, 83/09/24, 

8303270299 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8309020396 Forwards "ObH 177 Fuel Assembly Owners Group Safe-End Task 
Force Rept on Generic Investigation of HPI/Makeup Noiile 
Component Cracking," In response to 8ER Open Item 8 on 
cracking In RCS makeup noczles 

coon, J W Consumers Power Co 83/04/13 DENTON, H R Office o,f 
Nuclear Reactor Regulation, Director 3pp 18273 001 24X 

Flchi 30-329,83/04/13,8303020398 


8305D4O336 Notification of 830311 meeting w/utll b BbH in Bethssda.HD 
to discuss SER Open Item 7 b Confirmatory Item 7 re 
natural circulation b reactor vessel head vent 

HEHNAM, fi H Llceniing Branch 4 83/04/27 ADENSAM, E 0 Lieenslnj 

Branch 4 6pp 10326 333 24X Flche 30-329,83/04/27,8309040336 


83DS110305 Suppls eiplanation of 820921 commitment to implement 
■ ipanded cooling pond dike surveillance program, Inc I ud Ing 
visual Insps of dike turf, to resolve NRC concern re dike 
erosion b performance identified In May 1982 8ER 

COOKrJ, H Consumers Power Co 83/09/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 10393 229 24X 

Fiehe 30-329,83/03/03.8303110303 


S309090S94 Comments on Open Item 2 re turbine missiles in SER Sections 
1 7 b 3 S 1 3 Probability of unacceptable damage to safety- 
related sys b components due to missiles acceptably low 
NOVAK, T M Assistant Director for Licensing 83/03/04 COOK, J H 
Consumers Power Co 3pp 18367 344 24X Fiche 50-329,83/09/04, 

8303090594 


F. Security, medical, emergency b fire protection plans 


830SI10D34 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OL* b holders of CPs re clarification of 
access to control procedure* for law enforcement visits 
Sve list end 

EtSENHUT, D 0 Division of Licensing 83/03/11 Consolidated 

Edison Co of New York. Inc t6pp 18340 093 24X 

Flche- 50-000, 83/03/ 1 1 , 83091 10034 


8303240213 Forwards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKSitf J Office of the Eiecutive Director for Operations 
03/03/13. PALLADINQ.N J Commissioners 9pp 18393 322 24X 

Fiche, 50-000, 83/09/ 13, 8303240213 


8303270037 Forwards Amend 113 to application for CPs b OLs, consisting 
of Rev 48 to fSAR contalniny site emergency plan 
COOK, J W. Consumer* Power Co 83/05/16 DENTON, H H Office of 
Nuclear Reactor R*guletlon> Director Ip 18640 063 24X 

Flche 30-329,83/03/16,8305270037 


— 8305270066 Rev 48 to FSAR containing site emergency plan 

• Consumers Power Co 83/03/31 264pp 18640 067 24X 

Fiche 30-329,83/05/16,8303270037 
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O Adjudicatory correspondence 


6309040441 Notice of appearance in proceeding Certificate of Svc encl 
PBOVEMZANOi V P Consumer* Pouer Co B3/04/as 3pp 10322 12B 
24X Flche 90-329, 83/04/20. B30S04044I 


8309040909 Reneiued amended objections to interrogatories directed to 
util on ZACK Issues 8< renewed motion for protective order 
Certificate of Svc end Related correspondence 

PRQVENZANO. V P Consumers Power Co B3/O4/20 Sinclair, t1 7pp 

18321:049, 24X Flche 90-329.03/04/28,8305040909 


3309040449 Notice of withdrawal of appearance In proceeding Certificate 
of Svc encl, 

BtBNOP.L L Sinclair, K BISHOP, L L Harmon t, Nelss 83/09/02 
Ip 16322 337 24X Flche 30-329,83/05/02,8309040449 


8309100341 Notion to require submission of cross-examination plans, 
designation of lead Interveners t< establishment of time 
limits on cross-examination at B30f>01 evidentiary hearings 
re reopened OA matters Certificate of Svc encl 

BTEPTOE, P. Consumers Power Co STEPTOE, P Isham. Lincoln 1< Beals 
83/09/04 Atomic Safety and Licensing Board Panel B8pp 
10378 233 24X Flche 90-329,83/03/04,0303100341 


0305100264 AdVisei of svc of deposition subpoenas on deponents M Cionl 
1> 6 Harello Svc list end 

PROCTOR, B D Isham, Lincoln & Beale PROCTOR, S D Consumers Power 
Co 83/03/06 Atomic Safety and Licensing Board Panel 2pp 
18372.296 24X Flche 90-329,83/09/06,8303100264 


8309100418 Forward* unsigned subpoenas issued for L Clart.T Devine, 
fi Oarde b L Hallberg depos i tions, for signature Witnesses 
intend to. file motion to quash Svc list encl 

PROCTOR, B.D Isham, Lincoln & Beale 83/03/06 0ECHHOGFER, C 
Atomic Safety and Licensing Board Panel lOpp 18378 081 S4X 
Flche 90-32?< 83/09/06, 83091004 1 8 


0309120273 Revised motion to require submission of cross-examination 
plans, designation of lead intsrvsnors 6 establishment of 
tine limits on cross-examination Measures essential to 
timely development of complete record U/Cer t 1 f lea te of Svc 
MILLER, M 1 Consumers Power Co MILLER, M J Isham, Lincoln tt 
Beale 83/09/09 Atomic Safety and Licensing Board Pane], 40pp 
18427 209 24X Flche 90-329,83/03/09,8303120273 


B30918O299 Confirms B3041B telcon re disclosure of anonymous informants 
nam«t Applicant counsel agreed not to disclose name if name 
dlccovereil in documents. 

MILCOVE, M. N Hearing Branch 2 83/03/10 8TAHL, D Isham, Lincoln 

& Beale 2pp 18430 176 24X Flche 30-329,83/09/10,8305120299 


0309240373 Confirms telcon re continuation Of deposition of L Clark (< 
r Bevlne, scheduled for 830916 b 23, respect (yely B Oarde 
deposition scheduled for 830606 may be continued provided 
reconvened OA hearings attended Related correspondence 
PROCTOR, 8 D Isham, Lincoln b Beale 83/09/13 MCCLAIN, W Karr b 
Lyons. Ip 18974 013 24X Fiehe 50-329,83/03/13,8309240373 


S309I90225 Forwards Insp evaluation forms filed for IE Insp Repts 
90-329/08-11 b 50-330/82-11,30-329/82-17 b 30-330/82-17, 

90-329/88-19 & 30-330/82-19 b 30-329/03-03 b 30-330/83-03 
HJLCOVE, MN Hearing Branch 2 83/05/17 BERNABEI.L oovernmant 

Accountsbility Project. Bpp 18900 204 24X Flche 90-329,83/09/17, 

0309190223 


6303190216 Motion for extension until 8303S4 to respond to util motion 
to limit cross-examination Counsel involved in 830919-24 
hearing A0LD has adequate time to rule on motion before 
hearings reeume Certificate of 0vc and 

BERNABEI.L Stamlrls, B BERNABEI.L Government Accountability 
Project 83/09/18 Atomic Safety and Licensing Board Panel 4pp 
18901:319 24X FI Ch e! 90-329, 83/03/ 1 8, 83031 90216 


B309240322 Responds to 830310 1 tr Area* of disagreement re documents 
still exist Conference call will be scheduled w/ABLO If 
util ulshcs to pursue matter 

BRUNNER, J £. Consumers Power Co 83/03/18, STAHIRIG.B Stamlrls, 
B lOpp 18348 078 24X Flche 90-329,83/09/10,8303240322 


0305240491 Discusses schedule for appearances Deposition of S Marello 
util be rescheduled for June Deposition of C Orant scheduled 
fer 830323, Proceed ings will be Instituted to enforce 
sotpoana eerved on M Cionl 

PROCTOR, a, D. Ilham, Lincoln b Beale PROCTOR, 8 0 Consumers Power 
CD 83/09/19, BECHOEFER, C Atomic Safety and Licensing Board 
panel STUCK/, 0 H, Docketing b Services Branch 2pp 18371 269, 
24X Flche’ 30-329,83/09/19, 8303240491 


8305240099 Proposes schedule for presenting testimony during 830601-10 
hearings Proposal Is joint proposal of util b NRC Rept on 
Investigation of alleged violation of ABLB order will not be 
available by 830601-10 hearings 

HILCGVE, M N Hearing Branch 2 83/03/20 BECHHOEFER.C . 

COHAN, F P , HARBOUR, J Atomic Safety and Licensing Board Panel 
2pp 18949 133 2qx Flche 30-329,83/05/20,8309240039 


8309240069 Response to util 830509 revised motion revising 830904 
motion re procedural limitations Commission does not favor 
singling out Issue of discretionary reforral of denied part* 
of motion during proceeding Certificate of Svc encl 
HRIOHT, N A Hearing Branch 3 83/09/20 Atomic Safety and 

Lleonilng Board Panel 7pp 10949 039 24X Flche 90-329,83/09/20, 

8309240069 


0309240472 Order granting Stamlrls motion for exteniiort until 830924 
to respond to applicant revised motion to establish limits 
on cross-examination 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 83/09/20 
Stamlrls, B Ip 18949 270 24X Flche 90-329,83/09/20,0303240472 


8305290219 Telecopy response to util revised motion Extensive hearing 
record caused by const of saf ety-related bldgs on faulty 
soil, not by intarvcnor actions 

SINCLAIR, M Sinclair, M 03/09/23 Docketing b Services Branch 
2pp 18992 334 24X FUhe 90-329.83/09/23,8309290213 


8309260169 Response to util revised motion to require submission of 
cross-examination plans, designation of lead intervenors b 
time limits on cross-examination Util apparent tack of 
concern for public safety justifies careful exam of lesues 
SINCLAIR, M Sinclair, M 83/09/23 Atomic Safety and Lleeniing 
Board Panel 2pp 18999 284 24X Flche 90-329,83/09/23.8309260169. 


8309270547 Forwards "Gelimic Margin Review, “ Vol* liV b VI W/o end 
STEPTOE.P P Isham, Lincoln b Beale STEPTOE, P P Coniuners Pouer 
Co, 03/09/23 BECHHOEFER.C > COWAN, F P , HAftdQUR.J Atomic Safety 
and Licensing Board Panel Spp 18646 127 34X 

Flche 90-329,03/09/23,8309270947 


0309260166 Response opposing util 830909 revised motion to require 
cross-examination p Ians, designation of lead intervenors b 
time limits on crots-eiaminatl on Due process rights of full 
participation cannot be denied Certificate of Bve encl 
BERNASEIiL Stemlrls, B BERNABEI.L Oovernment Accountability 
Project 83/09/24 Atomic Safety and Licensing Board Panel 
12pp 18997 270 24 X Flche 90-329,83/09/24,8309260166 


8309260276 Transmittal of documents on encl list of submittals 
responsive to 6 Stamlrls 830407 document request Submittal* 
designated publicly aval lab le, already submitted, prlvl loged 
under atty-client prlvl lege/praprle tary 

MILCOVE, M N Hearing Branch 2 03/09/24 BERNABEIrL. Oovarnment 

Accountability Project. 2pp 18429 143 '24X Flche 90-329,83/03/24, 

8309260276 


0309270606 Order granting fltamlris 820924 discovery request for 
documents re Implementation of quality Improvement program 
In soils area b denying addl discovery requests re NRC/utll 
sept 1902 meeting, con talnmsnt crack* Issue b audit repts 
BECHHOEFER.C Atomic Safety and Licensing Board Pansl 83/09/83. 
Stamlrls, B app 18644 248 24X Flche 30-329,03/09/29,0309870606 


H Oeneral correipondence 


8309040949 Responds to 830324 Itr requistlng independsnt plant audit b 
more public meetings Three Independent audits in progress or 
planned for site Soils compaction problem 6 technical b OA 
concerns being addreised by current hearings 
EISENHUr, D a 01 vision of Licensing 83/04/22 RDMO, K. S 
Affiliation Unknown ip 18391 232 24X Flche 90-329.83/04/22, 

0309040949 


0309040990 Responds to 830323 Itr requesting independent audit 6 
further public me# ting s. Three audits In progress or planned 
for site 

EIBENHUT.D 0. Division of Licensing. 83/04/22 HAVERCAMP.M. 
Affiliation Unknown Ip 18391 233 24X Flchs, 90-329, 03/04/22, 

8309040990 


0309170392 Respond* to 030421 Itr re relnsp V Independent eudlt* at 
facllltlee On 830903, TERA Corp approved to perform 
independent review of deilgn b conet of auxiliary feedwaters 
ty* SbU will perform ovsrvleu 

KEFPLER.J 0 Region 3, Office of Director 83/09/13, ROMO, L R 
Lone Tree Counsil 2pp 10471 202. 24X Flche 90-329,03/05/13, 

8303170392 
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— 030537037^ «»jur4nce of iflOepetiijnt agpnt to perform 

f-»ciJikv a»j»»»ip*r UKC SaJAlf rfintfi Brifr 

SQMO.I. R Lone Trie Counsil 93/04/21 K£PPLEfl<J Region 3. 
Offlte flf Director Jp 13471 204 24X Fiche 90-329/83/05/13. 

0303170392 


14 Otiitttij Fcnii s^feti^ Anelvfx Report (PSAfl) </ onenPe 


□ 309270037 Poruiirpf Amend 113 to application for OPe i OLt. c one i (t 1 ng 
of Re./ 49 to FSAR Containing iite energencg plan 

COOK. J W Coneurtri Poaer Co 83/05/16 DENTQR, H R Office of 

fiuclter Reactor Regulation. Director ip 10640 063 24X 

FicAe 30-327. 93/03/16, 9305270037 


-'9303270066 Re/ 49 to FSaR containing eite energencg plan 

* Cisn%..-eTt Pauen Co 83/05/31 264pp 1B640 067 24x 

Flehe 30-327.93/05/16 9305270057 


B21806O3B5 IE Info Notice 03-14. “Dowaterecl Spont ton etc(>«ng« R»itn 
Sueeeptltl lltg to Eiothermlc Cl.emital Reaction " 8ve U*t 

*09* . . „ .. 

TAVLORiJ M Division Of SafegUaTils «> inspection Programs (Post 
8301031 B3/03/21 ConSo 1 1 Oaf e il Edisan Co of New Vorti Ifie 

U2pp 18309 31? 24)f Flehe SO-OOO/ 83/03/21 / 0212060309 

9303040021 IE Info Notice 03-21/ "Defective Emergency Use Respirator * 
Bve list end 

JORDAN. E L Division Of Emergency Preparedness t> EnglnaorlriB 
Response (Post 030103) 03/04/19 Consolidated Edison Cq of Ntw 

Yorl, Inc I26pp 10433 159 24X Fiche 50-000,03/04/13.6303040021, 


0303040023 IE Info Notice 03-22, "BWR 8af o t y/Re 1 lef Valve Fallurae." 
5vc list end 

JORDAN, e L Division of Emergency Propar ednoss 6 Enalnaor 1 rig 
Response (Post 030103) 83/04/22 Consolidated Edleon Co Of Neu 

Yort. Inc llBpp 10303 00? 24X Flehe 90-000.03/04/22.0303040023 


S30924O137 Faruiards Affidavit cf S/c for Amend 113 to application for 
CPs 6 ULs consisting of Rev 49 to FEAR - site emergeneg 
plan 

BUDZIK.D K Consumers Pouer Co S3/03/19 DENTON, H R Office of 
Nuclear Riattpr fiegulatlpn. Director 3pp 1B349 331 24X 

Fiche 30-3S?, 83/05/19, 8305240137 


8303040025 lE info Notice 03"23/ "Inoperable Containment Atmoiphar* 
Sensing sys " 8vc list end 

JOROAN.E L Division of Emergency Preparednets ti Engtnaarlng 
Response (Post 030103) B3/04/S5 Consolidated Edison Co at ffaw 

Yort, Ine ll?pp 10301 S?! 24X Flehe; 50-000, 83/04/23. 0303040629. 


0 Inspection riports. IE Sulletins 6 correspondence 


8303l?00t)3 Final response to FOIA reyuest for documents re Zacl Co t//or 
work performed by lack in const of facilities Forwards App A 
documents Documinti denoted u/asterisk available in PDR App 
B.C, D t> E documents withheld (ref fOlA E.emption 7) 

FEC^TON J M Division Of Rules and Records 03/03/11 
PREMDERSASr. R Prendergast, R J 17pp IS506 05? 24X 

Ficha 50-000, 83/03/1 1. B305I90003 


•0305190045 Reguests vendor loip of facilities having contracts u/Zadt 
Co due to QA/QC problems at NidUrd re HYAC activities 
Zacl Co correspondente r» LaSalle 6 related Into end 
FJORCULI.C Region 3, Chicago, Reactor Construction & Engineering 
Supp/s-rt 3ranch 90/04/21 PDTDPOUS, U Region 4, Dallas, Vendor 
Inspection Dranch 12pp 10506 077 24X Fiche 50-000,03/03/11, 

930 51 90003 


-0305190050 Summarlles 020430 meeting w/prestdent of Zact Co, HVAC 
contractor at fac i 1 i t i e s > re potential allegations Zact Co 
planning to termlnatr several employees in document Control 
section 

HAYES- O U Region 3, Office of Director 82/03/13 Region 3, 
0305^0005°* 50-00“‘ 03/03/11, 


83Q3040Q26 IE Info Notice 03-24, “Loos* Paris In Secondary Side qp 
Steam Oenerators at PURs " 8vc list and 

JORDAN, E L Division of Emergency Preparedness V Englnasrlng 
Response (Post 030103) 03/04/28 Consolidated Edison Co. qf N«kf 

YoW. Inc U3pp 18302 047 24X FI ch a- 90-000, 03/04/20, 0303040026 


0303040027 IE Info Notice 03-25, ‘'Standby Oas Treatment Sys Keater High 
Temp Trip Setpoint Adjustment " 8vc list ancl 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Respansa (Post 830103) 83/04/20 Conaolldated Edison Co of 

York. Inc llSpp 10302 163 24X Fiche 50-000,03/04/88.0303040027 


8305110122 Farwards draft NRR SALP input for Jul l?01 - Her 1983, 
based on info solicited from listed personnel Comments 
received by 030305 will be considered In Pinal ropt 

KILEERiM A Licensing Branch 4 03/09/02 MATTSON, R. Dlvlalori of 

Systems Integration (post B11009) VOLLMER.R Division of 
Engineering JORDAN, E Division of Emergency Preparednoes fc 
Engineering Responte (Post 030103) 7pp 10421 316, SAX 
Flehe S0-32?,S3/09/02, 0309110122 


8303040020 IE Info Notice 83-26, "Failure of 0af ety /Rel 1 af Valve 
Discharge Cine Vacuum Breakars " Sve list end. 

JORDAN, E L Division of Emargency Preparedness t< CnglnePPlng 
Response (Post 830103) 83/09/03 Consolidated Edleon Co, of New 

Yorti Int isapp 18441 170 24X Fiche. 90-000, a3/09/03, 8303040020 


HVAC activlil* allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NSc Nightly News ^ 

broadcast 

» Radio TV Reports, Inc 03/07/24 NRC - No Detal 1 ed 
MoU?Soor 24X Ficne 50-000,83/03/11, 

•~a3051?0097 Bequests investigation of Region III inadequate 

«■ possible criminal 

falsification at Zaci Co, HVAC contractor at facilitiee AT 
Howard 6 S H.rello allegations di.cu.sed 

Coyernment Accountability Project 82/07/26 

^LADINOiN J Commissioners llpp 19506 129 gar 
Fiche 50-000.93/03/11-9303190005 

-e309|?0l0a Affidayit of SL MareJJp re OC breakdown * criminal 
KAREllo's [ ""‘Tatto'- *t facilities 

® ^ Affiliation lyntnOb^n ^na.is aaaaa 

24X fiche 30-000-93/03/11,8303190009 J6S06 139 


B303040030 lE Info Notice 03-27, "Operational Reiponse tq Events 
Conternlng Deliberate Acts Directed Agai'ikst Plant 
Equipment " Svc list end 

^RDAM.EL Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04, Consolidated Edison Co of New 

York, Int liapp 10382 202 24X Fiche 50-000,83/09/04,0303040030 

8303040031 IE Info Notice 03-20, "Criteria for Protective Action 
®*D*Tal Emergencies ” Svt list end 
Hasnnn'.f ^nifTBency Preparedness (< Engineering 

Varf 83/03/04 Consol 1 dated Ed 1 s on Co of Mew 

rt, rnt II?pp 10441 001 24 X Fiche 90-000, 83/09/04. 8303040031 


^^Defnrm^tl^H "" 0 “ Binding Caused by Fuel Rack 

Otform^tioh " Svc ll»t tncl 

/B Emergency Preparedness 6 Engineering 

2!!? 83/09/06 Consolidated Edison Co 


rnc ilSpp 10923' 240 


. __ of New 

a4X Fiche' SO-OOO, 03/D9/'O6. 8303040033 


-8305190108 Affidavit of AT Howard ra Oc breakdown 6 criminal 

-ppr*op*;,itr:j‘s;i‘“" '** ■*•*">*« 

^fonV OfMci'’of'’pi?,'cU; ®f°5/ll WARNlCK.fi ( 

Fich. 50-000. e3/S3/I,:r303r90005 " 


— 8303190396 Di 
Prajict re 
faclHttei 
HOREUIUS. C 
Eng inuring 
0305190005 


tcus set 020684 telcon w/B Carda pf Oovt Accountal 

a "9 Co OA program et ' 
Personally identifiable info delated 
t Division of Engineering 82/07/12 oivi.i 
» iB31S 323 84X Fiche 30-000, 63/03/11, 


ty 


Of 


Inc- ni.„ *'■ .-irwr-nnev a re ha engineering, 
dacLtnt* uffr ^ ^ removing requirement for reviewing design 
Min f 5 n o activity requested 

Offic/ of nirf 03/09/06 HARRISON, J J, Region 3. 
93091?029B° * 24X Fi c h b ' 90-32?, 03/09/06. 




——8309190300 Draft quality 
a Consumers Power Co 
I830I 094 34X Fiche 


plan for underpinning activities 
HPQP-1 R06 DRFT 83/05/03 23pp. 

90-329, 03/09/06, 0305190298, 


I4pp 10924 003 24X Fiche! SO'OOO, 03/09/1 1 , 0303040034 
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B309130171 Act receipt of 63032? Itr Informing Nnc of itops token to 
correct violatlont noted in IE ln»p Repts SO-329/03-Ot U 
60-330/63-01 

UARNiCKiR P. Region 3. Office of Director 63/05/ 11 COOK, J U 
ConiUflieri Pouer Co Ip 1B430 104 24X Flchs 90-329,83/09/11, 

83051301 71 


—6303130162 Retponde to NRC 830304 Itr re violations noted in IE Inep 
Rept* 30-329/83-01 ti 50-330/03-01 Corrective actions valve, 
serial 27893, placed back in Dschtel stock B&U revising OC 
procedure for receiving & Insp 

COOKiJ H Consumers Pouer Co 83/03/29 KEPPLER, J 0 Region 3, 
Office of Director iipp 10438 105 2AX Fiche 90-329,83/05/11, 
8303130171 


8305200937 Advises that investigator file for IE Investigation Repts 
50'-329/a8-13 It 30-330/82-13 reviewed, per ASLB order per 
Intcrvenier request for dlscoverg in QA bearings Proprlotarg 
tc nonpropr letarg documents listed U/o stated ends 
HARlfrCKr R. F Region 3, Office of Director 83/05/17 PATON, W 0 
RflC - No Detailed Affiliation Oiven 3pp 18519 390 2AX 
FlC h f 30-329, 63/03/ 1 7, 6309200397 


6303040040 IE Info Notice 63-31, "Error In ADLPIPB Computer Program " 
Sve list end 

OORDANi E 1. Division of Emergencg Preparedness {< Engineering 
Raiponsc <Post 6301031 83/09/19 Consolidated Edison Co of New 

York. Inc 114pp. 18697 009 24X Fleho 90-000,03/09/19,8303040040 


6303340006 Ack receipt of 630906 Itr informing NRC of stops taken to 
correct vlolatians noted In IE Inep Repts 90-329/83-03 & 
90-330/83-03 

WARNICK. R F Region 3, Office of Director 83/09/20 COOK, 0 H 
ConfUiners Power Co Ip 18949 039 24X Fiche 90-329,63/09/20, 

6309240006 


"6309240008 Responds to NRC 830407 Itr re violations noted In IE Insp 
Reptt 90-329/83-03 It 90-330/83-03 Corrective actions MPOAD 
QualltY Action Request F-292 Issued 830304 to review 
Brebtei procedures for proper qualltg classification 
CQOHrJ R Consumers Power Co 03/09/06 KEPPUER, J 0 Region 3, 
Office of Director llpp 18949 040 24X Fiche 90-329.63/09/20, 

6309240006 


8309260310 Ack receipt of 630310 Itr Informing NRC of steps taken to 
correct violatlone noted In 830208 notice of violation & 
profosad Impoeltlon of civil penalties Revised response re 
craift 6 engineering personnel training requested 
KBPPLER.J 0 Region 3, Office of Director 03/09/23 COOK, J W 
Consumers Power Co 2pp 10629.239 24X Fiche 90-329,83/09/23, 

6309260310 


S309270D76 Confirms 830624 9ALP meeting in Midland, MI Meeting open to 
ether interested parties 

WARNK)1>R,F Region 3, Office of Director 83/09/24 COOK, J M 
Consumere Power Co ip 18638 301 24X Fiche 50-329,83/09/24, 
8309270076 


6303040046 IE Info Notice 63-33, "Nonroprosantat Ive Sampling of 
Contaminated Oil ” Sve list end 

JQRDANiE L Division of Emergencg Preparedness tt Engineering 
Rtiponse (Poet 630103) 83/09/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 90-000,83/09/26,8303040046 


R Periodic operating reports t< related corretpondence 


8309230270 "Active Mod Pro jeets, Opera t Ing PWR, 1982 " 

* consumers Power Co 62/12/31 4pp 18976.332 24X 

Fiche 50-000,82/12/31.8309230270 


BS0903D111 Forwards Bechtel, B6R 6 util monthlg nonconformance repts for 
Mar 1993, per 730'323 Memorandum 6 Order ALAD-106 t< Amend I 
to CPs 

CDOKkI. H Consumers Power Co 83/04/29 OEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement 1, i39pp, 18286 001 
24X FlchS 80-329,83/04/29,8309030111 


8309170373 Forwards "Work Activltg List for Mag i903, " for remedial 
soil work per NRC-utll work author i latlon procedure 
Author liatlon of ipeclfic work items requested 

f11LLER,D 8 Consumers Power Co 83/04/26 HARRISON, J R Region 3, 
Office of Director 29pp. 16466 031. 24X Fiche 90-329,83/04/26, 

0305170373 


8303090092 Forwerds addendum to •'4l8t AI.AB-106 Ouarterlg Rept, Apr-June 
1963," consisting of resumes of recentlg hired emplogees 
COOKrO M Consumere Power Co 63/04/29 DEYODNO, R C Director's 
Office, Office of Inspection and Enforcement Ip 18364, 104. 24X 

Fichs: 90-329, 83/04/29, 6305090052 


— B305090060 Addendum to "41 «t ALAB-I06 Ouarterlg Rep t. Apr-Jutie 1903 " 
* Consumers Power Co 03/04/29 82pp IB364 105 24X 

Fiche 50-329,83/04/29.8305090092 


8309310198 Forwards "Midland Independent Design 4, Const Verification 
Program Monthlg Status Rept 1," covering period from 
project inception through 830927 

LEVIN, H A TEfiA Corp 83/09/27 KEPPLER, J 0 Region 3, Office of 

Director EISENHUT.D 0 Division of Licensing COOK, J W 

Consumers Pouer Co 4pp 18699 047 84X Fiche 50-329,03/09/37, 

830931 0198 


6309310203 "Midland Independant Design 4 Const Verification Program 
Monthlg Status Rept 1," covering period from project 
inception through 830927 

TULQDIESRI.D , LEVIN, H A TERA Corp 83/03/27 62pp 18659 050 
24X Fiche 50-329,83/05/87,8309310198 


S Reportable occurrences, LERs & related correspondence 


0309190009 Final response to FOIa request for documents re lack Co t«/or 
work performed bg lack In const of facilities Forwards App A 
documents Documents denoted w/asterlsk available in PDR App 
BiC.D ii E documents withheld (ref FOIA Eseraption 7i 
FELTON, J M Division of Rules and Records 83/03/11 
PRENDEROAST, fi Prendergast, R J l7pp 18906 099 24X 

Fiche 90-000,03/03/11,0309190005 


—8305190112 Deflciancg rept re errors 6 discrepancies contained in HVAC 
matl certifications Procurement documentation will be 
revalidated, document (< records mgt program will be developed 
it QA/OC personnel will be added Also reportable per Part 21 
CALKINS, D E , EKHSTAEDT, C L , DEZDTEL, C Z Zack Co 81/10/23 
3I0pp 18906 219 24X Fiche 90-000,83/03/11,0309190009 


6309170263 Ninth Interim deficiencg rept re improper thrust forces used 
In high energg line break analgsls pipe whip restraint 
design Initiallg reported on 800919 Design drawings for 83 
restraints revised Next rept will be submitted hg 04Q22O 
COOK, J W Consumers Power Co 33/09/06 KEPPLER, J C Region 3, 
Office of Director 9pp 18465 345 24X Fiche 50-329,83/05/06, 

8305170263 


6309170391 Final deficiencg rept re nonconforming Class IE radiation 
monitoring sgs electronic modules mfg bg Vic toreen, Inc due 
to breakdown of QA program Initiallg reported on 820917 
Vendor revised QA program reviewed i approved 

COOK.J W Consumers Power Co 83/09/06 KEPPLER, J 0 Region 3. 
Office of Director 9pp 18471 211 24X Fiche 90-329,03/05/06, 

8309170391 


0309170409 Interim deficiencg rept re accident temp effects on 
containment level measurement Instrument string error 
•kceedi allowable steam generator CCCS control setpoints 
Bechtel it BhW refining existing calculations 

CODKiJ W Consumers Power Co 83/09/06 KEPPLER. J 0 Region 3. 
Office of Director 2pp 18469 248 24X Fiche 90-329,03/09/06, 

0309170409 


0309170440 Interim deficiencg rept re installation of BhW nonselsmlc 
transmitter mounting brackets forming part of RCPB Brackets 
will be replaced w/sel smieal 1 g qualified mounting brackets 
prior to initial fuel load Next rept expected bg 830831 
COOK, J W Consumers Power Co 83/09/06 KEPPUER. J 0 Region 3, 
Office of Director 2pp 18469 301 24X Fiche 50-329, 83/09/<J6. 

8305170440 


830517048? Final deficiencg rept re underrated 460-volt motor control 
ctr control circuit transformers supplied bg Oould-Brown 
Boverl Initiallg reported on 821013 Transformers to be 
replaced 6 installation supervised bg Bechtel 

COOK, J W Consumers Power Co 83/09/06 KEPPLER, J 0 Region 3, 
Office of Director 12pp 18470 099 84X Fiche 90-329, 83/09/06, 

8309170489 


8309200680 Interim deficiencg rept re procured safetg-relatod 
electrical equipment not meeting project requirements 
Initiallg reported on 821230 Task force established to 
review purchase orders Next rept expected bg 030629 
COOK, JW Consumers Power Co 83/09/13 KEPPLER, JO Region 3, 
Office of Director llpp 18919 ioa 84X Fiche 90-329,83/05/13, 
6309200680 


8305200349 Interim deficiencg rapt re Improper installation design of 
Clast IE electrical control cabins t/panels Initiallg 
reported on 830211 Drawings will be revised Next rept will 
he submitted bg 030819 Bechtel rept end 

COOK.J W Consumers Power Co 03/09/16 KEPPLER, J 0 Region 3, 
Office of Director 12pp 18516 239 24X Fiche 90-329.03/05/16, 

6309200349. 
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S309240010 Interim daflclBnci) rept re Q-relsted equipment cooled by 
non-Q HVAC ags Inltldllg riporbed on e^06S5 Revs to Dreulng* 
7ZS0-n-S&0<ai uill be node bg 830630 Sefetg-}rade KV/AC 
added to listed areas Heit rept bg 830819 

CODXi J H Consumers Power Co SS/OS/l? K£PPLEP> vl 0 Region 3( 
Office of Director lOpp lasA? 028 2dX Fiche 50-327.83/09/17, 
8305240010 


8309100261 Supplemental teiblmang of M OllragiRD Landsman & IdD Shafet 
re QA program for underpinning activities of sve uater pump 
structure U auslllarv bldg Supporting documentation an« I 
OILRAV, J H OA Branch LANDSMAN. R D < SHAFER, H D Rag ion 3, OMtCi 

of Director 83/03/29 38pp 18372 298 24X Flch# 80-327, 

93/03/29, 0309100261 


8309260309 Interim deftdencg rept re core support structure bolting 
Inlttatlg reported on 830419 Eveluatlon of corrective ectlon 
in progress Nest rept will be sent bg 031101 

COOKiJ W Consumers Power Co 83/09/19 KEPPLERi J 3. Region 3, 
Office of Director 3pp 18629' 200 24X F 1 c he- 90-000. 83/09/ 19. 

8309260309 


— 8309260311 Deficlencg rept re ultrasonic test abnormal indications In 
upper barrel bolting of reactor Internals JnltiaJlg reported 
on 930328 Results of Internal bolt insf discussed AddI Info 
will be forwarded 

TAYLOR,,! H Sabcoct t Mllcot Co 83/04/11 DEYDONO, R C 
Director's Office. Office of Inspection and Enforcement 9pp. 

10625 209 24X Flche 90-000,83/09/17.8309260309 


8309030457 Transcript of 830427 hearing In Midland, MI Pp 14, 272-t4i 493 
supporting documentation end, 

» Atomic Safetg and Licensing Board Panel 83/04/27 S69pp. 

1B294 184 24X Flche 90-329. 83/04/27, 8305030497 


8309040171 Transcript of 830428 haaring in Midland, MI. Pp 14,479- 
I4r 790 

# Atomic Safetg and Licensing Board Panel 83/04/20 260pp 

10324 037 24X Flcho 50-327.03/04/28,8309040171 


8309090028 Transcript of 830427 hearing In Midland, MI Pp 14,791-14,777 
« Atomic Safetg and Licensing Board Panel 03/04/27 227pp 

10342 262 24X Flche 90-329, 03/04/27, 8305090028 


— 8309260313 Updated defldencg rept re core barrel bolting ultrasonic 
test indications Bolts visually Inspected Hairline crack at 
shank to head junction Indicated Repair plans dependent on 
results of lower care barrel Ittsp 

TAYLOR. J H Babcock LMllcox Co 83/04/22 DEYOUNO. R. C 
Olractor's Office, Office of Inspection and Enforcement 3pp 
18629 210 24X F 1 C he. 90-000, 83/05/ 1 7, 830926030? 


8309090011 Transcript of 830430 hearing In Midland, MI Pp 14,978-19,096 
» Atomic Safetg and Ltcinslng Board Panal. 83/04/30 ISSpp 
10330 199 24X Flche 90-327,83/04/30,8309090011 


0309060179 Transcript of 030502 hearing In Midland. Ml Pp 19,077-19,393 
supporting documentation end 

» Atonic Safetg and Licensing Board panel. 83/09/02 616pp 

10346 OOi 24X Flche 90-329,03/09/02,8305060199. 


8309260218 Interim deficiency rept re design of embedments in concrete 
u/shear lugs located in tension lones. Inter In embedment 
design criterion being developed for use prior to testing 
completion Next rept expected by 831122 

CQOK, J W Consumers Power Co 03/09/20 KEPPLER, J 0 Region 3, 
Office of Dirsctor 9pp 18999 317 24X FI Cha. 90-327, 83/09/20, 

0309260218 


0309260239 Final deficiency rept re passible fraill Ice formation In 
SVC water Intale structure Recirculation of svc water 
discharge flow near trash rack evaluated as bast option to 
control ica at intake structurs 

COOK,J H Consonsrs Power Co 03/09/20 KEPPLER.J 0 RtglDn 3, 
Office of Director 7pp 18597 340 24X Flche 90-329,53/09/20, 

8309260239. 


8309160033 Transcript of 030903 evidentiary hearing in Mid land. Ml Pp 
19,394-15, 672. 

a Atonic Safety and Licensing Board Panel 83/09/03. SOOpp. 
10499 116 84X Flche 90-329,83/09/03,0309160033 


B309U0006 Transcript of 030904 evidentlarg hearing in Mldland.Hl. 
Pp 19,673-19,722 

• Atomic Safety and Licensing Board panal 03/09/04 832pp 

18407 026, 24X F1 c h e: 90-327, 83/09/04, 8309110006 


8305110072 Transcript of 830909 evidentiary hearing in Midland, MI 
Pp 19,923-16,217 

« Atomic Safety and Licensing Board Panal 83/09/09 302pp 

18410 007, 24X Flche 90-327,83/09/09,8309110072 


8309260324 Final deficiency rept re auxiliary feedwater (AFM> suction 
piping design Initially reported on 821214 Design change 
Issued to install pressure relief valve on four AFM pump 
suctlbn lines between pump tt first Isolation valve 
COOKrJ H Consumers Power Co 83/09/20. KEPPLER, J O Region 3, 
Office of Director. 6pp 18629 166 24X Flche 90-327.83/09/20, 

0309260324 


T Hearing transcripts on non-anti trust matters 


6309100243 Forwards NRC testimony addressing Sinclair Contention 13 re 
assessment of severe accidents to be presented at 830328 
hearing Testimony addresiliig Slnclelr Contantlnn 4 re steam 
generator tube integrity filed on 830131 
WRIOHTiN A Office of th# Oensrai Counsel 83/03/10 
BEGHHOEFER.C . COkiAN.F P . HARBOUR, J Atomic Safety and Licensing 
Board Panel Ip 18373.337 24X Flche 90-327,83/03/18,8309100243 


— 8309100249 Testimony of F Rouiome re Sinclair Contention 13 on 
assessment of severe accidents 

HDHSOME.F Assistant Director for Technology Review 83/03/18 
13pp 18373 338 24X Flche 90-327,83/03/18.8309100243. 


— 8309100248 Testimony of LO Hulman 6 UA Mitchell re Sinclair Contention 

13 

HULMAM. L <9 , MITCHELL, U A Accident Evaluation Branch 83/03/18 
20pp. 18373 391 24X Flche: 50-329, 83/03/ IS, 8303100243 


8309100124 Supplemental testimony of JO KeppJer re OA 

KEPPLER, J 0 Region 3. Office of Director 83/03/29 6pp. 
10373 177 24X Flche 50-000,83/03/23,8303100124. 


B305I00I47 Forwards supplemental testimonies of JO Keppler, RJ Cook, RN 
Oardner.RB Landsman, HD Bhefer 6 JU Dllray re OA H/o ends. 

HtLCOVEiK N Office of the Executive Legal Director 03/03/25 
BECHHOEFFER, C , COHAN. F P . HARBOUR, J Atomic Safety and Licensing 
Board Panel 2pp 18374 217 24X Flche • 90-329, 03/03/23, 8303100147 


8305100217 Supplemental testimony of RJ Cook.RN Oardnar.RB Landsman 6 
HD Bhafer re OA 

COOK.R J . OARDNER.R N. , LANDSMAN, R. B Region 9, Office of Director 
83/03/29 6pp 18374, 161. 24X Fi c ho ' 90-329. 83/03/29, 8305100217 


8309110001 Transcript Of 830906 evidentiary hearing in Midland.Mt Pp 
16,220-16. 366 

* Atomic Safety and Licensing Board Panel, 83/09/06, i90pp 
10408 130 24X Flche’ 90-329. 83/09/06, 8303110001 


8309310163 Transcript of 830910 proceedings In Chicago, IL P 2.8ubpQena 
directed to M Clonl end 

e Commissioners 83/09/iO. 6pp 18692 337. 24X 

FIcha 90-327.03/09/10.8309310163 
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F Security, medical, emergency 6 flri protection plans 


8309070186 Forwards sxemptton from requirements of 3action III 0 of 
App R to lOCFROO per 820622 request re reactor bldg torus 
arse 6 lower switchgear room Remaining areas for which 
axefflptions requested will be addressed In future action 
VASBALLO, D B Operating Raactors Branch 2 83/04/26 ARNOLD, A 

lows Electric Light & Power Co, Spp 18367 296. 24X 

Flche 90-331,83/04/26,8309070186 


— S309090177 Exemption from requirements of Section III 0 of App R, 
10CFR9D re reactor bldg torus area, north It south control rod 
drlvt module areas, reactor bldg RHR valve rooms, control, 
lower switchgear, battery $t essential switchgear rooms 
Et8ENHUr,0 0 Division of Licensing. 83/04/26 Iowa ClactrU 
Light 6 Fowar Co 0p p 18367' 290. 24X Flche 90-331,83/04/26. 

0309070186 


8305110034 Oeneric Ltr 03-21 to ell licensees of operating raactors, 
applicants for OLs tc holders of CPs re derlflcation of 
access to control procedures for law enforcement visits 
Svc list end 

ElSENHUr.O.O Division of Licensing. 03/09/11. Consolldetsd 
Edison Co of New York, Inc 16pp. 10940.079 24X 

Flche: 90-000, 83/05/ 1 1, 8309110034 


0309200172 Notifies of refund of Class II ticanse amend fee ra 800617 
amand application Changas, per 10CFR90 94(p),do not decrease 
ef f ectlvsness of plan t, do not require NRR approval 
MILLER, U 0 License Fee Management Branch 83/09/12 ARNOLD, D. 
Iowa Electric Light t. Power Co. Ip 18940 234. 24X 

Flche' 90-331.83/09/12, 9309200(72 
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03O531O17& Foruardf (E tn»p Rapt 90'331/G3-0B on 830411-13 No 
noncodipi lanca nottd 

PAPERIELLOiC. J R» 9 lon 3/ Office of Director 83/03/16 LIU, L 
(oua Electric Light b Power Co Spp 18639 118 24X 

FlCh# 90-331< 83/03/16, 8303310176 


—8309310181 IE Inep Rept 30-331/83-08 on 830411-13 No none amp 1 1 enc e 
nated.Hajor area* Inipected action* taken in respanee to 
810722 confirmatory action Itr tc emergency preparednee i 
appratial linprovement h training 

PATTERSON, J P , SNELL, M O , AXEL80N, U L Region 3, Office of 
Director 83/09/12 13pp 18639 120 24X Flche 30-331,83/03/16, 

9303310176, 


8303240964 Inform* that NUREO-0737. Item III A 2 1, "Emergency 
Preparedne**, Upgrade Emergency Plans to App E, lOCFRSO, " 
eonplated Item cloted, 

VABSALLOi D B Operating Reactor* Branch 2 83/03/18 LIU, L loua 

Electric Light b Power Co 3pp 18993 348 24X 

Flche- 90-331, 83/09/18, 8309240364 


P. Operating licence *tapa documents b correspondence 


8308040099 Forwards Amind 87 to License DPR-49 b notice of Issuance b 
availability Amend Incorporates revs to tables of safety- 
related snubbtrs to sattify rsqulrsments of Hark 1 
containment long-term 780228 order for mod 

VAB8ALL0, D. B Operetlng Reactors Branch 2 83/04/18 ARNOLD, 0 

Iowa Electric Light b Power Co 3pp 18328 173 24X 

Flche 30-331,83/04/18,8309040093. 


— 8309040108 Amend 87 to License DPR-49, incorporating revs to tables of 
safety-related snubbers to satisfy requirements of Mark I 
containment long-term 78D22B order for mod Of license 
VASS6LL0, D B Operating Reactors Branch 2 83/04/18 9pp 

18328 176 24X Flche- 90-331, 83/04/18, 8309040099 


— 8309040119 Notice of issuance b availability of Amend 87 to License 
OPR-49 

VAS86LL0>D B Operating Reactors Branch 2 83/04/10 Spp 

18328 189. Z4X Flche 90-331,83/04/18,0309040099 


8309160331 Responds to 830216 request for Tech Spec Interpretation re 
component operability when diesel generator Inoperabla, 
stating NRR position 

EIBENHUT, D. O. Division of Licensing 83/04/20 NOHEHUa.C E 
Division of Project b Resident Program* 2pp, 18472 049 24X 

Flche. 90-331, 83/04/20, 8309160331 


8309110949 Forwards Amsnd 88 to License DPR-49, safety evaluation b 
notice of ieauanca b availability Amend revises Ttch Bpecs 
to Incorporate limiting conditions for operation during Fuel 
Cycle 7. 

APICELLAiF. L Operating Reactors Branch 2 83/04/29 ARNOLD, D 

loira Electric Light b Power Co 2pp 18415,073 24X 

Flche- 90-331, 83/04/29, 83091 10949 


— 8309110996 Amend 88 to License DPR-49, rivis Ing Tech Specs to 
Incorporate limiting conditions for operation during Full 
Cycle 7. 

VASBALLOiD. B Operating Reactors Branch 2 83/04/29. 20pp 

18419.079 24X Flche 90-331,83/04/29,8309110949 


— S309110960 Safety evaluation supporting Amend 08 to License BPR-49 
* Office of Nuclear Reactor Regulation, Director. 83/04/29 7pp 
18419:099. 24X Flche- 90-331 , 83/04/29, 83091 10949 


—8309110966 Notice of Issuance b availability of Amend 88 to License 
DPR-49. 

VASBALLO, D. B. Operating Reactor* Branch 2 83/04/29 2pp 

18419 102. 24X Flche. 90-331, 83/04/29, 8309110949, 


8309180801 Forward* request for addl Info re structural aspects of 
Hark ] containment long-term program plant-unlqua analyet* 
rapt Responat requested within 49 days of receipt of Itr 
VABBALLO, 0. B. Operating Reactors Branch 2 83/04/28 L 1 U,L Iowa 

Electric Light b Power Co 4pp 18909 346 24X 

FI c he. 90-331 . 83/04/28, 830918080 1 , 


8309110100 Forwarda Amend 89 to Llcfns* DPR-4?, safety evaluation b 
notice Pf Issuance b avallab 1 1 1 ty. Amend revises Oroup 1 
containment Isolation signal, pressure setpoint b low-low 
set logic 

APICELL6, F. L. □periling Reactors Branch 2. 83/04/29 LIU, L Iowa 

Electric Light b Power Co. 2pp 18434:319 24X 

Flche: 90-331, 83/04/29, 83091 10100. 


--Bi309110234 Amend 89 to License OPR-49) revising Group I containment 
Isolation signal, prsssure setpoint from 880 pslg to 890 pslg 
b low-low Bet logic 

UA88ALL0, D. B. Operating Raactors Branch 2. 83/04/29 lOpp. 

18434:317. 24X Flche; 90-331, 83/04/29, 8309110100 


— 8309110242 Safety evaluation supporting Amend 89 to License DPR-49 
* Office of Nuclear Reactor Regulation, Director 83/04/29 9pp 
18434 327 24 X Flche 90-331,63/04/29,8309110100 


— 8309110243 Notice of Issuance b availability of Amend 89 to License 
DPR-49 

UA88ALLO, D B Operating Reactors Branch 2 83/04/29 2pp 

18434 332 24X FI chi 90-331,83/04/29,8303110100 


8309100D95 Informs of Intsnded reporting mechanism for containment leak 
rate tsstlng from Cycle 7 refueling outags, per lOCFRSO, App J 
b Tech Spec App A LER reporting requirements do not apply 
Test results will be submitted In early Jul 1963 

ROOT, L D Iowa Electric Light b Power Co 83/09/02 KEPPLER.U 0 

Region 3. Office of Director 2pp 18377 216 24X 

Flche 90-331,83/03/02,8309100099 


B309110037 Forwards Amend 91 to License DPR— 49, sa f s ty evaluation b 
notice of issuance b availability Amend modifies plan for 
Integrated scheduling of mods 

EISENHUT. D 0 Division of Licensing 83/09/03 L1U,L Iowa 
Electric Light b Power Co 3pp 18420 340 24X 

Flche 90-331,83/09/03,8309110037 


— 8309110039 Amend 91 to License DPR-49i revl sing plan for Integrated 
scheduling of mods 

VASSALLO.O B Operating Reactors Branch 2 83/09/03 2pp 

18420 343 24X Flche 50-331,83/03/03,8309110037 


— 8309110043 Safety evaluation supporting Amend 91 to License DPfi-49 
« Office of Nuclear Reactor Regulation, Director 83/09/03 
i9pp 18420 349 24X Flche 90-331,83/09/03,8309110037 


— 8303110049 Notice of Issuance b availability of Amend 91 to License 
DPR-49 

RODNEY, V L Operating Reactors Branch 2 83/09/03 2pp 

18420 360 24X F 1 C he* 90-331 , 83/09/03, 9309 1 10037 


8309180081 Forwards Amend 90 to License DPH~47 b notice of Issuance b 
availability Amend deletes requirements for shift technical 
advisor to be on duty during refueling par THI Action Item 
I A 1 1 

VASSALLO, D B Operating Reactors Branch 2 83/09/03 ARNOLD, D 

Iowa Electric Light b Pousr Co 3pp 1BS03 270 24X 

Flche 90-331,83/09/03,8309180081 


— 8309180091 Amend 90 to License DPR-49, de 1 etlng requirement for shift 
technical advisor to be on duty during refueling per TMl 
Action Item I A 1 1 

VASSALLDi D D Operating Reactors Branch 2 63/03/03 4pp 

18303 273 24X Flche, 90-331, 83/09/03, 8309180081 


— 8305180093 Notice of issuance b availability of Amend 90 to License 
DPR-49 

RODNEY, V L Operating Reactors Branch 3 83/09/03 2pp 

18903 277 24X Flche, 30-331 , 83/09/03, 8303180081 


8309060060 Application to amend License DPR-49, revising App A Tech 
Specs re max critical power ratio operating limits for 8x0 b 
8xBR/PBx6R fuel types to allow Implementation of turbine 
control valve mod 

ROOT, L D Iowa Electric Light & power Co 83/09/04 DENTON, H R 
Office of Nuclear Reactor Regulation, Dlractor Ip 16349 092 24X 

Flche 90-331,83/09/04,8305060060 


— 8305060066 Proposed App A Tech Specs revising max critical power ratio 
operating limits for 8x8 b Bx6R/PBx6R fuel types to allow 
Implementation of turbine control valve mod 

a Iowa Electric Light b Power Co 83/09/04 2pp 18349 033 
24X Flche 90-331,83/09/04,8309060060 


— 8309060076 Rev 1 to "Supplemental Reload Licensing Submittal for Duane 
Arnold Atomic Energy Ctr, Reload 6 " 

WAONERiR L , ZARBtS, N A , CHARNUEY, J S Oeneral Elactric Co 
Y1003J01A46 ROl 83/03/31 20pp 18349 059 24X 

Flche 90-331,83/09/04,8305060060 


8309180792 Provides clarification of SER re environ qualification of 
safety-ralated electrical equipment. A1 1 justifications for 
continued operation should be reviewed to ensure that all 
unqual if led equipment covered Proprietary guidelines encl 
VASSALLO, D, B Operating Reactors Branch 2 83/09/04 LIU.L Iowa 

Electric Light b Power Co 9pp 18906 048 24X 

Flche. 90-331. 83/09/04, 8309180792 


8309090699 Oenerlc Ltr 83-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling far Implementation 
of plant mods Sve list encl 

EISENHUT, D.O Division of Licensing 83/09/09. Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Flche' 90-000, 83/09/09, 8309090699 
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6309170719 Advises that action reqtiiT'ed b 1/ 630209 Aaiond 61 to License 
OPfl— 49 t< Oanerlc Ltr 93-07 c oiffp 1« t ei has el on utl ! 
negotiating w/DOE re disposal of high level uaste or Sfent 
nuclear fuel 

VASSAtLOi D g Operating Pea c tors Q ranch S 63/0S/09 LIU.L loua 
Electric Light i, pDuer Co 2gp ia4«16 I9b 24X 
Fiche 90-331,93/09/09,8305170719 


8305S6Olii7 Forwards request for addl Info re NUfiE0-O737< Item IT K 3 26 
on qualification of auto/iatic d epres tur 1 latlon sye 
accuihulatOr« (tesponse ulthin 49 days requested 

VASSALLO, D 6 Operating Reactors Branch S 63/09/11 LIU.L loua 
Electric Light t> Power Co 3pp 18646 117 S4X 
FfchB 90-331,63/09/1 1, 6309260167 


6309230962 Infornvs that results of plant-unique calculations forming 
bases for mods to vacuum breakers ulll be submitted bg 
830731, in response to Generic Ltr 93-09 Required mods will 
be completed during Fall 1964 outage 

RODT.L D toua Electric Light & Pouer Co 93/09/16 DENTCN, H R 
Office of Nuclear Reactor Regulation, Olrsctor Ip 16937.330 24X 

Ficha 90-331, 63/09/16. 6309230362 


6303260192 Foruards safetg evaluation re BUR Owners Group response to 
NUREO-0737, Item II K 3 49, "Depres »url latton U/Other Than 
Automatic Oeprassur 1 ta t ion Sys " Action complete 

VASSALLO, 0 B Operating Reactors Branch 2 63/09/16 LIU, L loua 

Electric Light & Pouer Co Spp 16646 089 34K 

Fiche 90-331,03/09/18,0305260192 


630924012-0 Forwards methodology used to address nansa f s t ii~ra latsd 
equipment failures (IE Bulletin 79-01 B1 , summary of environ 
qualification Action Items 40 t, 4t & response for Category 
IV items, per 1OCFR90 49 & 830904 request 

ROOT, L D loua Electric Light & Pouer Co 83/09/20 DENTON, H R 
Office of Nuclear Reactor Regulation. Director i9pp 1B94B 349 
24X Flcha 50-331,03/09/20.8309240120. 


G Inspection reports. IE Bulletins 6 correspondence 


6303040369 Advises that revised procedures covering adequate method 
to determine eial permissible c oncentrat 1 on-h from uhole body 
counting data, per IE Insp Rapt 90-331/62-06 ulll be delayed 
due to errors discovered in computer library 

ROOT, L B loua Electric Light fc Power Co 02/06/30 KEPRLER, J 0 

Region 3, Office of Director 2pp 10323 209 24X 

Fiche 90-331,62/06/30,8303040389 


0212060309 IE Info- Notice 83-14, "Deuiatored Spent Ion Erehange Resin 
Susceptibility to Esothermic Chemical Reaction '' Sve list 
end 

TAYLOR. J M Division of Safeguards & Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Cb of Meu Vork, Ine 

ll2pp 18300 319 24X Flehe 50-000.83/03/21,0212060389 


8303040021 IE Info Notice 83-Sl, "Defective Emergency Use Respirator “ 
3vc list end 

JORDAN, E L Div-liion of Emergency Preparedness & Engineering 
Response (Poet 830103) 83/04/19 Consolidated Edison Co of Neu 

York, Inc 126pp 18439 159 24X Fiche 50-000.83/04/15,0303040021 


8305020358 Toruards i£ Insp Rept 50-331/83-04 on 830216-19 t 0316-18 
No noncompliance noted 

LITTLE.H S Region 3. Office of Director 83/04/18 ARNOLD, D 
loua Electric Light 6 Power Co 2pp 16274 046 24X 

Fiche 90-331, 83/04/18, 8309020350 


— 9309020360 IE 1-nsp Rapt 90-331/83-04 on 030216-19 L 0316-16 No 
noncomp 1 1 anca noted. Major areas Inspected Inservice Insp 
program 4i proc edurei ■ Insp documentation & recirculation sys 
e, attached piping followup per IE Dulletin 82-03 

KEY.W J I DANIELSON, O H Region 3, Office of Director 83/04/18 
lOpp 18274 04a 84K Flcha 90-331 , 83/04/ 1 0, 8303020396 


8309100215 Forwards IE Insp Rept 50-331/83-01 on 630103-0229 t, notice 
of violation 

SHAFER. W 0, Region 3, Office of Director 83/04/18 ARNOLD, D 
Ibua Electric Light L Pouer Co 2pp 18374 047 24X 

Flcha 30-331,83/04/18,8305100215 


— 8309100216 Notice of violation from insp on 030103-0225 

8HAFER. W D Region 3, Office ef Director 83/04/16 2pp 
18374 049 24X Fiche 50-331.83/04/16,8309100215 


•8305100210 IE Insp Rept 50-331/83-01 on 030103-0225 Noncompl lance 
noted failure to develop 4 adhere to detailed vessel head 
Insulation removal procedures I. to control measuring & 
testing equipment 

CLABDV,U 0 , JORDAN, M J . WALKER, R D Region 3, Office of 
Dlraetor 03/04/18 app 18374-091 84X Fiche 50-331,83/04/18, 

830910021 5 


8309030317 Forwards final! led rapt re followup Insp at facility during 
uk of 830410 Areas Included post-accident samp 1 ing. h i gh- 
range containment monl tors, h Igh-range effluent monitors, 
tra Ining, dose assessment 4 In-plant survey procedures 
8TOETZEU1O A Battelle Nemorial Institute, Pacific Northuist 
Laboratory 83/04/21 PATTERSON. J P Region 3, Office of DlraCtor 
lepp 10297 091 24X Fiche 50-331,83/04/21,830903(3317 


8303040023 IE Info Notice 83-22, "BUR Safety /Re lief Valve Fa 11 urea “ 
Eve list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of Neu 

Vorli Inc U2pp 10383 089 24X Fiche 90-000,83/04/22.8303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emorgeney Preparedness 4 Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Ntu 

York- lr\c 119pp 18301 291 24X Fiche. 90-000, 63/04/25, 8303040025 


8309030131 Forwards addl response to IE Bulletin 82-03, Rev 1 re 
Intergranular stress corrosion cracking Response auppls 
821201 ltr Cycle 7 refueling outage esams ravealid no 
Indication of craclting 

ROOT. L D Iowa Electric Light 4 Power Co 83/04/25 KEPPLER, 0. » 

Region 3, Office of Director 9pp 18300 180 24X 

Fiche 90-331,03/04/29,0309030131 


8309100320 Responds to NRC ltr re violations noted In IE Inep Rept 
50-331/83-02 Corrective actlone . 1 icenslng personnel 
involved In develop/nent of Tech Spec changes cautlonsd rs 
necessity for care 4 accuracy 

RDOT.L D Iowa Electric Light 4 power Co 83/04/25 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp. 

18370 094 24X Flcha 50-331,83/04/29,8309100320 


8303040026 IB Info Notice 03-24, "Loose Parts in Becondary 8Ida of 
Steam Generators at PWRi “ Sve list end 

JORDAN, E L Division bf Emergency Preparedness 4 Engineering 
Responee (Pott 630103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18302 047 24X Flcha 90-000,03/04/20,8303040026 


8303040027 IE Info Notice 03-29, "Standby Oaf Treatment 0ys Heater High 
Tamp Trip Setpoint Adjustment " Bve Hit end 
JDRDAN.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of Maw 

York, Inc llSpp 10302 169 24X Fiche 90-000, 83/04/26, 8303040027. 


8303040020 IB Info Notice 03'.26, "Failure of Safety /Relief Valve 
Discharge Line Vacuum Breakers." Sve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 03/05/03 Consolldeted Edison Co. of Meu 

York, Ine I22pp 10441 170 24X Flehe- 90-000, 03/05/03, 0303040020 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list and 

JORDAN, E L Division of Emargeney Preparednate 4 Engtnaarlng 
Response (Post 830103) 03/09/04 Consolidated Edison Co of Mew 

York. Inc U2pp 18382 282 24X Flcha 90-000,83/05/04.0303040030 


0303040031 JE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response IPost B30103) 03/05/04 Consolidated Edtion Co of New 

York, Ine 119pp 10441 001 24X Flcha 50-000,03/05/04,0303040031. 


8306100364 Ad receipt of 030423 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 90-331/63-02 
STREETER, J F Region 3, Office of Director 03/05/04 LlJiL loua 
Electric Light 4 Pouer Co Ip 18379 000 24X 

Fiche 90-331,03/05/04,0305100364 


—0305100372 Responds to NRC 030324 ltr re violation notad In IE Insp 
Rapt 30-331/03-02 Corrac tlva actions personnel cautioned re 
necessity for accuracy in developmant of Tech Spec changes 
ROOT, L D Iowa Electric Light 4 Power Co 83/04/29 DEYflUNO. R. 
Director's Office, Office of Inspection and Enforcement 3pp 
10379 009 84X Fiche 50-331,03/09/04,0305100364 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " 6vc list end 

JORDAN, E L Division Of Emergency Preparedness 4 Engineering 
Response (Post 830103) 03/09/06 Consolidated Edison Co of Nau 

York, Inc H9pp 18523 240 24X Fiche 90-000,03/05/06,03(33 040033. 


0305190291 Foruards IE Insp Rept 50-331/83-06 an 030328-31 No 
noncomp > lance noted- 

aTREETER, J F. Region 3, Office of Director, 03/05/06, LIU, L loUA 

Electric Light 4 Power Co Spp 18901;293. 24X 

Flehe 90-331>63/09/06, 8309190251 
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2ie 


--a30919029£ te Intp Rcpt 90-321 /B3'06 on 830338-31 No noncompliance 
noted Major areai Inspected general & nonlicensed 
training llcenied operator requal if Ication training 
SUTPHtN.f) H r MAHKINS.I' C Region 3, Office of Director 
S3/0S/09 &pp 18901 399 S4X Flche 90-331 1 83/09/O6i B303190SS1 


8309840311 Document* rciults of visual in«p of core spraij sparger 
during 1983 refueling outage per IE Dulletin BO-13 insp 
conducted u/'reinote actuated TV camera Equipment resolution 
cagatllltvi verified using one mil uire 

ROOT. L D tobia Electric Light & Pouer Co 03/09/0? KEPPLER, J 0 
Region 3r Office of Director Ip 18971 373 34X 

Fteh# 90-331 1 B3/09/09I B3098409U 


3303040034 IE Info Notice 83~30< "Misapplication of Oenerle Emergoncg 
Operating* Procedurat (EOP) Guidelines " Svc list end 
vKJROAfli E L. Division of Emergencg Preparedness & Engineering 
Response (Post B30103> 83/09/11 Consolidated Edison Co of Neie 

Vortj Inc 114pp 18934 003 SdXPIche 90-000.83/03/11,8303040034 


B30931017di Forwards IE Insp Rspt 30-331/83-08 on 830411-13 No 
nonconpl lance noted 

PAPERIELLOfC J Riglon 3, Office of Director e3/0S/l& LIU, L 
Iowa Electric Light i< Power Co Spp 18639 118 34X 

Flche. 30-331,83/05/16, 8309310176 


“0309310181 IE Insp Rept 90-331/83-08 on 830411-19 No noncomp I lance 
noted. Major areas inspected actions taken In response to 
810988 conf Irmatorg action Itr (< emergencg preparsdners 
appraisal improvement (c training 

PATTERSON. -J P . SNELL, N 0 , AXEL8DN, N L Region 3, Office of 
Director 83/09/18 19pp 1S69? 180 24X Plche 90-331,83/03/16, 

8309310176 


83O984OS04 Forwards IE Insp Rept 30-331/83-09 on 630381-23 No 
nonconpl lance noted 

PAPERIELLO.C J Region 3, Office of Director 03/05/10 LIU.L 
lowe Electric Light I, Power Co 3pp 1SS4B 088 24X 

Flche. 90-331. 83/03/18. B309240284 


— S3a98402?2 IE Insp Rept 80-331/83-05 on 830381-23 No noncompliance 
noted.Hejor areas inspected radiation protection program for 
operation 1, rafuel ing, including organUatton & staffing, 
staff quallf Icationt, training 6 outage planning 

HUETER. L U. . PAUL, R A > OREQER, L R Region 3, Office of Director 
03/09/17 i7pp. 10948.090 24X Flche 90-331,93/03/18,8305240884 


8303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Svc list end. 

JORDAN.E L Division of Emergencg Preparedness 6 Engineering 
Retponie (Post 630103} 03/03/19 Consolidated Edison Co of New 

York, Inc ll4pp 10697’OO9 84X Flche 30-000,03/03/19,8303040040 


0309^40120 Foruards methodologg used to address nonsaf etg-re lated 
equipment failures (lE Bulletin 79-OlB), summarg of environ 
qualification Action Items 40 (, 4t t< response for Categorg 
IV itemi. per 10CFR50 4? h B30S04 request 

RDOr.L D. Iowa Electric Light *< Power Co 83/03/20 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 19pp 18940 349 
24X Flche 90-331,03/03/20,0309240120 


0309260319 Confirm* 830681 meeting between MJ Jordan t< L Root in Cedar 
Rapldi, lA re 8ALP Discussion to update regulatorg 
Improvement program will be held following meeting Outside 
obsirver* must notlfg of attendance bg 830617 

NORCLtUSiC E, Division of Project tc Resident Programs, 83/09/23 
LTU, L Iowa Electric Light 6 Power Co Ip 18626 006 24X 

F I C h I ■ 90-331 , 83/09/23, 83092603 1 3 


8303D40046 IE Info Notice 83-33, "Nonrepresentati vs Sampling of 
Contanlna ted Oil " Bvc list end 

JOftDAN.E L, Division of Emergencg Preparedness t. Engineering 
Response (Post 830103}. 03/09/26 Consolidated Edison Co of New 

York, Inc. 114pp 10647' 007 24X Flche 90-000,03/09/26,0303040046 


R Farlodlc operating reports 6 related correspondence 


8309160346 Forward* monthlg operating rept for Apr 1983 

MINECK, D 1. Iowa Electric Light tc Power Co 03/09/13 DlrectDr''s 
Office, Office of Inspection and Enforcement Ip 18489 282 84X 

Flche* 90-331, 83/09/13, 8309100346, 


--8303180349 Month Ig operating rept for Apr 1903 

HILLER, W Iowa Electric Light ti Power Co 03/09/13 8pp 
10489 883 24X Flche* 90-331, 03/03/13, 8303100346 


8 Reportable occurrences, UERs ti related correspondence 


8303230573 Foruards engineering evaluation rept, "Cracks t, Leaks in 
Small Diameter Piping " 

DROWN, E J Reactor Operations Analgsls Branch 83/04/19 
SEVFRIT.K V Reactor Operations Analysis Branch Ip 10341 342 
84X Flche 30-000,83/04/19,0309230373 


--8309230619 "Cracks 1, Leaks In Small Diameter Piping," engineering 
evaluation rept Small pipe leeks associated u/unantldpatad 
vibration problems require addl supports or rerouting of 
piping 

BROWN, E J Reactor Operations Analysis Branch B3/04/19 9pp 
18341 343 24X Flche 50-000,83/04/19,8303230573 


0303030394 Forwards LER 03-OOB/O3U-O 

MINECKi D L leua Electric Light t< Pouer Co 83/04/23 KEPPLER, J 0 

Region 3, Office of Director Ip 18306 236 24X 

Flche 50-331,83/04/29,0305030394 


— 0303030396 LER 03-OO0/O3U-O on 030326, eight accessible hydraulic 
snubbers visually inspected 6 deflclencloe noted 
Surveillance Procedure 9TP 46H002 revised to address 
mechanical aspects in addition to hydraulic mechanism 
REIMERB, 0 A loua Electric Light t< Power Co 83/04/23 Region 

3, Office of Director Spp 18306 237 24X Flche 30-331, 

03/04/29, 8303030374 


0309060472 RQ while In cold shutdown, w/al I rods Inserted, reactor mode 
moved from refuel position to shutdown position & A logic 
did not trip Caused by failure of A sgs shutdown scram reset 
Interlock Unit maintained In cold shutdown 

MINECK, D L Iowa Electric Light «< Power Co 83/04/26 KEPPLER, J O 

Region 3, Office of Director Ip 18391 174 24X 

Flche 30-331,03/04/26,0305060472 


0303020911 PND-1 1 1 -03— 032 on 830426, scram circuitry failed to operate 
properly when mode switch moved from rofuol position to 
shutdown position Caused bg three loose wires in rectifier 
bridge 

JORDAN.M I SHAFER, W Region 3, Office of Director 03/04/27 Ip 
10281 253 24X Flche 30-331103/04/27.8303020311 


8309040445 PNO-1 1 1 -83-033 on 830428, c antra c t health physics technician 
observed u/small vial containing white powdery substance 
Preliminary test Identified substance as cocaine Individual 
denied access to site 

CHRISTOFFER, fl , CREED, J . MILLER. J Region 3, Office of Director 
03/04/29 ip 10321 299 24X Flche 30-331,03/04/29,8309040443 


8309130094 RO on 830212, during Type C local leak rate testing, two 
MSIV* exceeded Tech Specs Valves repaired 

MINECK, D C Iowa Electric Light 6 Power Co 83/03/06 KEPPLER, J 0 

Region 3, Office of Director tp 18437 201 84X 

Flche 90-331, 03/03/06, 0303130094. 


8303240281 LER 83-018/01T-0 on 830429, full scram should have been 
received when mode switch moved from refuel to shutdown, 
however, sys A did not trip Caused by faulty solder 
connection on rectifier Connections resoldared W/a305lO Ur 
KIBLER.D R , MINECK, D L Iowa Electric Light b Pouer Co 83/09/10 
KEPPLER, J 0 Region 3, Office of Director 4pp 10979 262 24X 

Flche 90-331,83/09/10,0303240221 


8305240236 LER 83-010/03L-0 on S3041 1, dur 1 ng refueling outage, one 
snubber found Inoperab le, one Indetermf nan t, one had missing 
bushing & one u/bushlng disengaged Caused by procedure error 
during previous malnt W/B30911 Itr 

REIMERS, 0 A , MINECK, D L Iowa Electric Light 1< Power Co 03/03/10 
KEPPLER, J 0 Region 3, Office of Director 6pp 18340 322 24X 

Flche 30-331,03/03/10,0303240236 


8305270440 Forwards updated LERs 01-O13/OIT~1 t> 01-O16/O1T-1 

MINECK. D L Iowa Electric Light b Power Co 03/09/16 KEPPLER. d 0 
Region 3, Office of Director Ip 18642 259 84X 

Flche 90-331,03/09/16,0303270440 


--8309270491 Updated LER 01-O13/O1T-1 on 810421, lower crankshaft 14 
bearing found wiped on journal surface similar to problem 
Identified on diesel 10-31 Caused bg high temp Bearing 
replaced b crankshaft relapped 

DONNELLY, P M Iowa Electric Light b Pouer Co 03/03/16 Region 
3, Office of Director 4pp 10642 233 24X Flche 30-331, 

03/03/16, 0303270440 


--0303270460 Updated LER 01-016/OlT-l on 810421, lower crankshaft thrust 
bearing 13 b adjacent bearing 12 found wiped on journal 
surface. Caused by high temp Crankshaft thrust bearing* 
replaced b crankshaft relapped 

DONNELLY, P M Iowa Electric Light b Pouer Co 03/03/16 Region 
3. Office of Director Spp 18642 296 24X Flche 90-331, 

03/05/16, 0309270440 
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8305870429 LER 80-013/011-0 on B30213. tU9 MStVi eicceded T»ch Spec 
accvptatice criteria Caused by uear on valve seat* Valve 
seats recuorked Reportability at event as LER established 
on B3030S H/B30S20 Jtr 

KietERi D R < HINECK^O L louia Electric Light L Pouer Co 83/09/20 
KEPPLER, JO Region 3. Office Of Dteecton 2pp 18&42 2B7 241C 

Flche 30-331. 03/0 3/30 1 S305870429 


J Insurance & indemnity information 


8303130200 Foruiardi Endorsement 6S to NELIA Policy NF-203 8i Endursiaist 
99 *0 MnELU Policy MF~77 

GDLOEN.M P Marsh & McLennan. Inc 83/03/03 8ALTZMAM. J 
Assistant Director for State ti Licensee Relations 3pp 18437 396 
24X Fiche 90-000.83/03/03,8309120208 


DOCKET 30-332 BARNWELL REP ROCKS SINO PLANT 


0 Inspection reports, IE Bulletins E correspondence 


83032702BB Foraardi IE Insp Rept 90-332/83-01 on 830301-04 No 
noncompliance noted 

3T0HR.J p Division op EmerBency Preparedness t> Materials SaPety 
83/03/23 BWCKHAM. J A Allied Ocneral Nuclear Services 3pp 
18442 042 24X Fiche 30-332. 83/03/23. 8305270280 


— 0303370304 IE Insp Rept S0-332/B3-01 on 830301-04 No noncomp 1 iance 
noted Major areas inspected preoperat 1 onal tests, 
organliatlen safety comittees, Internal revieui t> independent 
effort 

CORYELL, 0 P Region 2, Office Of Director MCAUPINE.E J 
Division of Emergency Preparedness tc Materials Safety 83/03/22, 
4pp 18442 044, 24X Fiche 30-332, 83/03/23. 8305270288 


DOCKET 30-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency & fire protection plans 


8309040348 Notifies that submittal* re proposed alternate safe shutdown 
capab i I Ity. mods t< eremptlons to mast Sections III 0 3.111 Q 
<c III L to 10CFR50 App R. acceptable 

VAS5ALLO. D. S Operating Reactors Branch 2 83/04/24 BAYNE, J P 

Power Authority of the State af Neiu York. 3pp 18339 213 24X 

Fiche, 90-333. 83/04/24. 8309060948 


—8309040553 Exemption from provisions of Sections HI 8 2.111 0 U lit L 
of tOCFRSO App R re alternete sePe shutdown capability 
EISENHUTi D 0 , Division of Licensing B3/04/B6 Power Authority 
of the State of New York. 3pp t83S? 214 24X 

Fiche 30-333,83/04/24,8309060348 


— 330S04D997 Safety evaluation supporting util request for eremptlan 
from Sections HI O 3 4 III L of lOCFRSO App R re alternate 
safe shutdown capability 

e Office of Nuclear Reactor Regulation, Director 83/04/24 
12pp. 18359 221 24X Fiche 30-333,83/04/24,8303040948 


8309180372 Forwards erenptlon Pram requirement* of 10CFR90. App E re 
ennuel schedule for emergency preperedneia eierclse Nest 
exerctee must be conducted no later than 831019 

VASBALLO. D 8 Opereting Reactor* Branch 2 83/04/28 BAYNE, J P 

Power Authority of the State of New York 2pp 1B903 298 24X 

Fiche 90-333, 83/04/28.0303180372 


-8309180977 Eiemptlon granting relief from requirement* of lOCFBSO. App £ 
re schedule for conducting emergency preparedness extrclie 
Next ecerclse must be conducted no liter than B31013 
EIBENHUT, D, 0 Division of Licensing B3/04/28 Power Authority 
of the State of New York 3pp 18509 300 S4X 
Fiche 90-333, 03/04/28,8309180972 


8305110034 Oerter Ic Ltr 83-81 to all licensees of operating reactor*, 
applicants for OL* 4 holders of CPs re c lari f 1 cation of 
access to control procedura* for law enforcement visit* 

Sve lilt end 

EI8ENHUT.D 0 Dlvliion of Licensing 83/09/11 ConeoJidated 
Edl»on CO of N*w York, Inc. i4pp 18840 099 34X 

Fiche 90-000.83/05/11,8309110034 


P Operating license stage documents 4 correspondence 


6305230997 Encourag** Industry approach to formulation of beckflttln| 
rule in line w/Regulatory Reform Task Force effort, per 
821281 ltr 

DYSON. J B Power Authority of the State of New York 03/03/02, 
TOURTELLDTTE. J Regulatory Reform Task Force Spp 18941 339 }li 

Fiche 30-000,83/03/08,0303230397 


8305830780 Forwards list of utils responding to requests for cost 
figures on back fitting 

TOUR TELL OT TE, J Regulatory Reform Task Force 83/04/11 

PALLADIND.N J Comml is toners 2pp 18342 272 24X 

Fiche 90-000,83/04/11,8303230780 


630503013S Foruard* safety eveluation based on review of util 
lubmlttals re TMI Action Item II B 1. "RC9 Vents '' Llcenite 
vent ing capability acceptable 

VASSALLO.D 8 Operating ReeCtors Branch 8 83/04/10 BAYNE, J P 

Power Authority of the State of New York 4pp 18309 838. 24X 

Fiche: 30-333, 83/04/10, 8303030133 


— 8303310020 "Selected Operating Reactor Issues Program ItiRCB Vent* 
(NUREO-OZS/, Item II B 11," final technical evaluation rapt 
HELD, J T Energy Incorporated HELD, J T Lawrence Livermore 
Laboratory, FIN A-0250 D14/TER-0-7 63/03/02 ALBERTHAL.O 

NRC - No Detailed Afflltetlon Olvan 4pp 18309 839 24X 

Fiche; 50-333, 83/04/18, 8303030133 


8305030044 Forward* safety evaluation 4 technical evaluation rept re 
environ qualification of saf ety-relatad electrical 
equipment Util should reaffirm justification for continued 
operation Technical eve luati on withheld 

VASSALLQ, D. B Operating Reactors Branch S 83/04/19 BAYNE, J. P 
Power Authority of the State of New York Gpp 18324' 114 24X 

Fiche 50-333, 83/04/ 1 9, 8309030046 


'6305030070 Safety evaluation re environ qualification of sa f ety-rcist'il 
electric equipment Four major qualification daflclanclai 
lilted 

a Dffice cf Nuclear Reactor Regulation, Director. 83/04/19, 7|if 
10324 117 BAX Fleha 30-333,83/04/19,8309030044 


0305080209 Forward!* response to NRC 830314 _Ur ra NUfiE(J-0737, Item 
n K 3 13, "RciC Automatic Restart, " RCIc" sys modl'fled to 
relocate signal for high reactor vessel ueter level trip 
from RCIC turbine trip valve to iteem supply velvt 
BAYNE, J P, Power Authority of the State of New York 83/04/88 
VASSALLQ, O D Operating Reactors Branch 2 2pp 18278 133. a4X 
Fiche 50-333,03/04/28,8303080209 


8305040424 Forward* application for amind to License DPB-59, requesting 
approval of propoiad radiological effluont Tech Spec* 
w/flxed 1 mpl amen ta t ion date of 840701 

BAYNE, J P Power Authority of the State of New York 83/04/29 
VASBALLO, 0, B Operating Reactors Branch 3 2pp 18321 304 84)1 

Fiche 90-333, 83/04/29. 6305040424 


— 8309040434 Application for amend to License DPR-S9, requsstlng epproyel 
of proposed radiological effluent Tech Specs w/fiied 
implementation date of 640701 

BAYNE, J P Power Authority of the State of Naw York. 63/04/89 
Ip 18321 300 a4X Fiche 90-333,83/04/29,0309040424 


6305290137 informs that NUREO-0737 Item III A 2 1 re emergency plan 
upgrade to meat lOCFRSO App E raqulrements complete for 
facility Item closed 

VASBALLO.D D OperaUng Reactor* Branch 2 83/09/18 BAYNE, J P 

Power Authority of the State of New York 3pp, 10396 201 24X 

Fiche 50-333.83/03/10, 8303250137. 


8305830379 Forwards amended exemption r* quest* to NRC 830202 draft 
safety evaluation of App R. deicrlp 1 1 on cf proposed water 
sprays L ltr from, fire protection consultant providing Info 
ptf 1 reiitjt'it 

BAVNErd P. Power Authority of the State of New York. 83/03/19. 

Office of Nuclaar Reactor Regulation, Director. 13pf 
a4X FI Che* 30-333, 03/03/19. 0305230373. 


DENTON, H R. 
16938 *843, 


— 0309040438 Proposed radiological effluent Tech Space 

# Power Authority of the State of New York 63/04/29, 7*pp 
18381.309. 24X Fiche. 30-333, 03/04/29, 8309040424 


8303020499 -Oenerlc Ltr 83-19 to all power reactor li testing licensees 
re new procedures for providing public notlc* concirning 
issuance of amends to QL*. Sve list end 

EtfiENHUT, D 0 Division of. Licensing 83/09/02 Consolidated 
Edison Co of New York. Inc 90pp 10441.180. 24X 

Fiche 30-000,83/09/02,8305020499 


8305040311 Forward* reiponse to 830202 requect for addl info re 
NVREO-0737, 1 1 e/n 1 1 F t 4, "Containment Hydrogen Monitor." 

Info re water level monltort to be provided by 830419 
BAYNE, J P Power Authority of the State of New York 83/03/02. 
VABSALLOi 0 6 Operating Reactor* Branch 2 3pp, 16383*300 , 24X 

Fiche 50-333.83/03/02,8303040311 
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B3^90a002& Forward* NeD0-2S209i "Analys 1 » of Scram Discharge Vo I Sys 
Piping Integrity " No further action planned re etiuipment 
qua 1 if ication b sys design mods identified in generic 8ER 
iNUREO-OBoai 

BAYNE) J P. Power Authority of the State of New York 83/05/03 
VAS3ALLO<D. B Operating Reactors Branch S 2pp 18339 313 24X 

Flcll*. 90-333. B3/05/03I 8309050026 


8303200246 Forward* safety evaluation of util submittal re procedure 
varification t. design mod per NUnE0-0737i I tom 1 1 H 3 22. 

’Automatic Switchover of RCIC Suction " Item resolved 
VASSALLOrD fl Operating Reactors Branch 2 03/09/05 DAVNE. J P 

Power Authority of the State of New York 9pp 1B540 206 24X 

FUhe. 90-333. 83/09/09. B309200246 


G30309D699 Oenerlc Ltr S3-20 to all operating reactor licensees it 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list ancl 

EISENHVTi D 0 Division of Licensing 83/09/09 Consolidated 

Edison Co of New York. Inc 16pp 1B627 153 S4X 
Fiche 90-000. 03/09/09, B309090699 


93D92A020? Forwerdt rei^uest for addl info re 820401 response to 
NUREO-0737. I tern II K 3 28, "Qualification of Accumulator* 
on Automatic Deprestur i tation Sys " Reply requested within 
49 day* of ltr receipt 

VA38ALLQ, D B Operating Reactors Branch 2 83/05/11 BAYNE, J P 

Power Authority of the State of New York 3pp 1B629 394 24X 

Fiche. 90-333, 83/09/1 1 , 0309260209 


9309160106 Forwards "Scram Instrument Vol Diverse instrumentation for 
JA Fltipatrick Nuclear Plant." supporting request that 
801002 tc 810109 orders re short-term mods of scram discharge 
vol eyi to amended or lifted by B30630 

BAYNE. J.P. Power Authority of the State of New York 83/05/12 
DENTONiH R Office of Nuclear Reactor Regulation. Director 
DEY8UN0. R Director's Office. Office of Inspection and Enforcement 
2pp. 1B450 096 24X Fiche 50-333,83/05/12,8305160106 


— 8309160112 "Scram Instrument Vol Diverse Instrumentation for JA 
Fittpatrick Nuclear Plant " 

e Power Authority of the State of New York 83/03/31 ISpp 
18450.098 24X Fiche 50-333,83/05/12.8305160106 


0309200265 Forwards application to amend License DPR-99. rsvl sing 
Tech Spec Table 3 7-1 re process pipeline penetrating 
primary containmant 

SAYNEiJ P Power Authority of the State of New York 03/09/13 
VASSALLO.D 0 Operating Reactors Branch 2 2pp 18516 310 24X 

Fl«ho< 90-333. 03/09/13. 8309200269 


— 8309300268 Application to amend Tech Spec s. revising Table 3 7-1 re 
process pipeline penetrating primary containment 
BAVNE.J P Power Authority of the State of New York 83/09/13 
ip 1B316 312 24X Fiche 50-333, 03/05/13, S309200S69 


— B30930027S Proposed Tech Spec changes re process piping penetrating 
primary containment 

a Power Authority of the State of Now York 63/05/13 4pp 
18916 313 24X Fl c he ' 50-333, 83/09/ 1 3i 0309200269 


B30986O297 Forwards safety evaluation of DVIR Owners Oroup generic 
response to NyRE0-0737i Item II K 3 49, "Depressor i lat 1 on 
U/ather Than Automatic Deprestur t latton Sys “ No mod to 
plant design or operatloni required Action complete 
VASSAULO. D. 0 Operating Reactors Branch 2 83/09/16 BAVNE.J P 

Power Authority of the State of New York Epp 10629 323 24X 

Ftcha 90-333.03/09/18,0309260297 


G309S40492 Forwards filing fee par 10CFR170 22 re Tech Spec changes to 
piping penetrating primary containment under protest pending 
final determination of legality of fee schedule 
BAVNE.J P Power Authority of the State of New York 83/09/19 
VASSALLO. D B Operating Reactors Branch 2. Ip 10972 069 24X 

Fiche; 90-333. 83/09/19. 8309240492 


8309240442 Forwards rtiponsa to I0CR50 49 ra equipment qualification 
Raeponse to equipment qualification technical evaluatlan 
rept uilk he submitted separately since request from 
scheduler exemption denied. 

BAVNE.J P Power Authority of the State of New York. 83/09/20 
VASSALLO, D. 8 Operating Reactors Branch 2 84pp 1B973’036 24X 

Fiche* 90-333. 83/09/20, 8309240442 


83D5240463 Forwards raiponse to Oaneric Ltr 63-08 re results of plant- 
unique calculetton* which form either bases for vacuum 
breaker node or provide justification for ai-bullt 
acceptab lllty 

BAVNE.J. F. Power Authority of the State of New York 83/09/20 
VASSALLO. D B Operating Reactors Branch 2 2pp. 18973*173 24X 

Flcha 90-333.03/09/20,8309240463 


8309270340 Forwards application to amend License DPR-39 6 “Supplemental 
Reload Licensing Submittal for JA Fittpatrick Nuclear Power 
Plant. Reload 9 " Amend changes std reload licensing 
submittal for forthcoming Reload 3/Cyclo 6 core 
BAVNE.J P Power Authority of the State of New York 03/09/29 
VASSALLO. D B Operating RoaCtors Branch 2 3pp 18643 071 24X 

Fiche 90-333, 83/09/29. 0309270340 


— 0309270392 Application to amend Hcense DPR-99, c hang 1 ng std reload 
licensing submittal for forthcoming Reload S/Cycle 6 core 
BAVNE.J P Power Authority of the State nf New York B3/05/29 
Ip 18643 073 24X Fiche 30-333,83/09/25,8309270340 


—8309270364 Proposed Tech Specs 3 1-1.3 1-2.4 1-1.4 2-1,3 4-1,3 4-2. 
3 9-6 to 3 9-10,3 6-1.4 6-1.6 1-1 (< 6 2-1 re Reload 9/Cycle 
6 

a Power Authority of the State of Now York 83/09/29 3Bpp 
10643 074 84X Fiche 30-333,03/09/25,8309270340 


— 6309270370 Rev O to "Supplemental Reload Licensing Submittal for JA 
Fltipatrick Nuclear Power Plant. Reload 9 " 

ZARBIS. N A , NAONER.R L . CHARNLEY. J S Qoneral Electric Co 
V1003J01A96 ROl 83/03/31 39pp 18643 103 24X 

Fiche 90-333,83/09/29,8305270340 


Q Inspection reports, IE Bulletins & correspondence 


8212060305 IE Info Notice 83-14, "Dewatered Spent Ion Eichange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards & Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York. Inc 

I12pp 10300 319 24X Fiche 90-000,03/03/21.8212060389 


0303040021 1£ Info Notice 83-21. "Defective Emergency Use Respirator ” 
Svc list ancl 

JORDAN, E L Division of Emergency Preparedness la Engineering 
Response (Post S30103) 83/04/19 Consolidated Edison Co of New 

York, Inc lS6pp 18439 199 84X Ficha 90-000,83/04/19.0303040021 


8303040023 IE Info Notice 03-22, "BWR Sa f e ty /He 1 1 e f Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 10303 089 24X Flcho 90-000,03/04/22,0303040023 


8303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc n9pp 18381 291 24X Fiche 50-000,83/04/29.8303040029 


0303110501 Forwards IE Insp Rept 30-333/83-07 on 030320-31 No 
noncomp 1 ianco noted 

8TAR0STECKI. n Division of Project t, Resident Programs 83/04/26 
MCNEILL, C A Power Authority of the Btate of Now York 2pp 
18393 330 24X Fiche 30-333,83/04/26,0303110301 


—0303110300 IE Insp Rept 30-333/83-07 on 830320-31 No noncompl lence 
noted Major area* Inspected licensee actions taken to comply 
w/riqulrements described in NUREO-0737. Item II B 2, "Design 
Review of Plant Shielding " 

DRIOOS, L , HAVERKAMP, D , EAPEN, P Region 1. Office Of Director 
03/04/22 Bpp 18393 392 24X Flcho 30-333,83/04/26.8309110301 


0303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PNRs " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103), 83/04/28 Consolidated Edison Co. of New 

York, Inc liSpp 1S302 047 24X Fiche 90-000,63/04/20,8303040026 


8303040027 IE Info Notice 83-25. "Standby (}as Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York. Inc 118pp 10302 163 24X Fiche 30-000,83/04/28,0303040027 


0305110369 Forwards IE Insp Rapt 90-333/03-06 on 030301-31 t< notice of 
violation 

8TAR0STECKI, R Division of Project it Resident Programs 83/04/28 
MCNEILL, C A Power Authority of the State of New York 2pp 
18406*299 24X Fiche 90-333,03/04/28,8309110369 


— 8309110376 Notice of violation from insp on 830301-31 

» Region 1, Office of Director 83/04/26 2pp 16406 301 24X 

Fiche 30-333,03/04/20,0305110369 
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•e'3O51J039l IE Insp Be^pt 50-333/93-0* on 030301-31 Noneofnp I Ip n c e notsd 
fplluri to imploment radiation protectioti procedures, fai lore 
to implenent biannual procedure revieu & Failure to 
maintain special procedure re ac poicer failures 

LINVILLE, J C . DDERFLEiN/L T , KISTEfl.H D Beg ion 1, Office of 
Birector 03/04/13 ISpp )e406 303 SBX Fiehe 50-333,03/04/20. 
83051103*9' 


0303040038 I£ Info Notice B3-2A, "Failure of Sa f e ty/Re 1 i e f Oalve 
Discharge Line Vacuum Breakers " Svc list enc 1 
JQROAN, E L Division of E/rtergencij Preparedness 1« Englneerinff 
Response tPoit 8301031 93/05/03 Consolidated Edison Co of Neu 

York! Inc ia2flp 16441 170 24X Fiche 50-000, 93/05/03, B30304002B 


0303040030 IE Info Notice 03-37, "Operational Response to Events 
Concerning Oeliherate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/0S/04 Consolidated Edison Co of Neui 

Vorl, Inc 112pp 18393 282 24X Fiche 50-000.83/05/04,0303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Rocoeimendat 1 ons for General Emergencies " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response IPost 8301031 03/05/04 Consolidated Edison Co of Neu 

York, inc il?pp 18441 001 24X Fiche 50-000,83/09/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Def oriratlon " Eve list enc 1 

J0>10AN<£ L Division o.f Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/05/0* Consolidated Edison CP of Neu 

York, Inc tlSpp 18523 240 24X Fiche 50-000. 83/05/0*, 8303040033 


0303(540034 IE Info Notice 93-30, "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response {Post 830103) 63/09/11 Consolidated Edison Co of Neu 

York, Inc il4pp J8524 003 24X Fiche SO-OOO, 83/05/1 1, 8303040034 


3309250536 Notification of 830520 significant licensee meeting u/utll 
In Dochanan-,NV to present results of BALP repts 

HISTER>H B Region t, Offics of Directdr 63/09/17 Region t, 
Office of Olrectpr 2pp 18594 394 24X Fiche 50-000,03/03/17, 

B30S250S38 


. — B305I30134 Monthly operating rept for Apr 1903 

COOK, J Poi/er Authority of the State of Neu York 83/09/09 iff 
18437 207 24X Fiche 50-333,63/09/09,8303130132 


8305270189 "Annual Summary of Plant Mods, Changes Ik Experlfflents fer 
1902 '■ 

MCNEILL, C A Pouer Authority of the State of New York B3/0S/I3 
ALLAN, J M Region I, Office Of Director 23pp, 10638 001 24* 
Fiche 90-333,63/09/13.0309270109 


S Reportable occorrenceB, LERs !< related correspondence 


8309050341 Forwards AEPD/ESOS. "InoperablB Motor Operated Valve 
Assemblies Due to Premature Oegrada 1 1 an of Motors li/or 
Improper Limit Sul tch/Torque Suitch Adjustment “ Rept should 
be forwarded to NRR. RE0 it IE 

BROWN, E J , ASHE. F S Reactor Operations Analysis Qranch 83/04/1 J 

SEYFRET.K V Reactor Operations Analysis Branch 2pp 18392 051 
24X Fiche 50-000.03/04/13,8309090341 


—8303050353 "Inoperable Motor Operated Valve Assemblies Du* to Fra»*lk-i 
Degradation of Motors &/or Improper Limit Sul teh/Torque 
Switch Adjustment." AEOO engineering evaluation rept 
anaWN, E j , ASHE, F, E Director's Office 83/04/13. 7pp 
18352053 24X Fiche 30-000,83/04/13,0303090341 


8305110259 Fprwards LER B3-016/03L-0 

MCNEILL. C A Power Authority of the State of Neu York 03/04/21 
ALLAN, J M Region I. Office of Director Ip 10393,291 Sit 
rich* 30-333,03/04/21.8309110299 


— 03051102*4 LER S3-016/03L-0 on 8304 1 2, S etpo int of high-high trip lOMrl 
less conservative than Tech Spec limit Caused by Instrument 
drift Setpoint adjusted * test frequency increased for trend 
ob servation 

KEITH. H N Power Authority of the State of Neu York 03/04/21, 
Region 1, Office of Director Ip. 18393 292 24X 

Fiche 50-333,03/04/21,0305110299 


0305110405 Forwards LER 83-013/03U-0 

MCNEILL, C A Power Authority of the State of New York 83/04/21 
ALLAN, J H Region I, Office of Director Ip 18392-016, 24X 

Fiche 90-333,03/04/21,0303110409 


03O3O4OD4D IE Info Notice 63-31. "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/05/19 Consolidated Edison Co of Neu 

York, Inc 114pp IB697 009 24X F(che 90-000.03/05/19,6303040040 


9305270392 Ack receipt of 830911 Itr informing NRC of stops taken to 
correct violations noted In IE Insp Rept 50-333/63-11 
MARTIN, T T Division of Engineering 1. Technical Programs 63/05/20, 
MCNEILL. C A Power Authority of the State of Neu York 2pp 
10642 183 24X Fiche 90-333,83/05/20,0305270392 


— 8305110416 LER 83-0i5/03L-0 oh 030408. while conducting Surveillance 
Tost F-ST-ID, sui tch 2A— S12B found out of normal position 
in Test Mode D Caused by inadequacies in implementation of 
procedural controls 

KEITH. H N Power Authority of the State of Now York 83/04/21 
Region 1, Office of Director 2pp 18392 017 24X 

Fiche 50-333,83/04/21.0 305110405 


6305110400 Forwards Updated LER 83-016/03L-I 

MCNEILL. C A Power Authority of the State of New York 63/04/25 
ALLAN. J M Region 1, Office of Director Ip 18392 012 a4X 
FI Che- 50-333, 83/04/25, 0305110400 


— 8305270399 Responds to NRC 830413 Itr re vletatlons noted in IE Insp 
Rept 90-333/03-11 Corrective actions burial ground personnel 
reseated open box & waste package & handling Prucedure 
F-0P-4BB revised on 830330 

MCNEILL. C A Pouer Authority of the State of New York 03/05/11 
MARTIN,! T Division of Engineering I, Technical Programs 2pp 
16642 165 24X Fiche 30-333.83/05/20,8309270392 


6305270274 Ark receipt of 630401 Itr informing NRC of steps taken to 
correct vlolatlans noted In IE Insp Rept 90-333/82-24 
Required actions td improve OA program listed 

MARTIN,! T Division of Engineering 1, Technical Programs 83/05/23 
MCNEILL, C A Power Authority of the State o-f New York 2pp 
10*43 131 24X Fiche 30-333,03/03/23.6305270274 


— 6305110408 Updated LER B3-Ol*/03L“i on 030412, dor 1 ng surveillance 
testing on D max stllluater level high radiation monlter, 
setpoint of hlgh-hlg)5 trip found below Tech Spec limit 
Caused by Instrument drift Setpoint adjusted 

KEITH,H N Power Authority of the State of New York 83/04/29 
Region 1, Office of Director Ip 18392 013 24X 

Fiche 50-333,83/04/25,8305110400 


6305110910 Faruards LER e3-017/03L-0 

MCNEILL, C A Power Authority of the State of Neu York 03/04/27 
ALLAN.J M Region 1, Office of Director Ip 18393 361 24X 

Fiche 50-333, 03/04/27, 83031 10310 


—8309270284 Responds to NRC 830120 Itr re violations noted In IF tnsp 
Rept 90-333/82-24 Corrective actions design verification 
by supervisors In Design & Analysis Procedure 3 11 tc 3 10 
revised per Insp rept. Rev to he completed by Apr 1963 
BAYNE, J P Power Authority of the State of New York 03/04/01 
HAYNES, R C Region I, Office of Director I5pp 18*43 133 24X 

FIch » 50-333, 03/05/23, 0305270274 


— 8305110514 LER 83-0 17/03L-0: on B30414,Ntne Mile Polnl-flouth Oswego 
llSkV Lino 5 tripped ft locked outrremoving one reserve pouer 
supply from svc. Caused by line automa t leal ly isolating 
when tower hold down guy pulled out of ground 

LISENQ, R T Power Authority Of the 8tato of Neu York 63/04/27 
Region 1, Office of Director Ip, 18393 3*2 24X 

Fiche 50-333,03/04/27,8303110510 


030304004* IE Info Notice 03-33, "Nonrepr oseota t i ve SampHhg of 
Contaminated Oil " Svc list «ncl. 

JDRDAN.E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/2* Consolidated Edison Co of Neu 

York, Inc 114pp, 16*47 007, S4X Fiche 50-000. 83/05/26, 8303040046 


R Periodic operating reports li related correspondence 


B3D5130132 Forwards monthly operating rept for Apr 1963 

MCNEILL. C A Power Authority of the 8tata of New York 63/09/09 
Director's Office, Office of Inspection and Enforcement tp 
18437 20* 24X Fiche 50-333,63/09/09,6305130132 


8309230494 Forwards LER 83-014/OaL-0 

MCNEILL. C A Power Authority of the 5tate of Neu York. 83/09/04 
ALLAN.J M Region 1, Office of Director ip 10537 342 Z4X 
Fiche 90-333, 83/05/04, 0305230454 


— 6305230459 LER 83-01 4/03L-0' on 030404. d ur 1 ng normal plant operatlops, 
four cells of 6 side station battery found to have through 
wall cracks leaking electrolyte Caused by mishandling of 
cells during original installation Cells replaced 
PETERS, R Power Authority of the State of New York 63/05/04 
Region 1. Office of Director 2pp 18537 343 24X 

Fiche 90-333,03/05/04,8305230454 



DOCKETED ITEMS 


219 


G3091003&0 Aifvlies that d j sc repartc y due to fuel pool ual 1 
irregularities & fact that neu fuel racks at high end of 
alloiiiable tolerance limit Not reportable per 10CFR21 Safety 
factor of tkiD precludes uall-to-uall interaction 
fl^YKEt vf P Power Authority of the State of Nete York B3/0S/06 
VASSALLOiD B Operating Reactors Branch 2 2pp 18379 216 24X 

Fiche S0-333> S3/0S/O6i 8S0S100360 


DOCKET 30-334 BEAVER VALLEY POWER STATION, UNIT 1 


F Security! medical, emergency U fire protection plans 


B309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lari f 1 catl on of 
access to control procedures for lau enforcement visits 
Svc list end 

ErSENRtfT, D 0 Division of Licensing so/OS/'ll Consolidated 
Ediion Co of Neu York, Inc t6pp 18940 099 24X 

Flcha- 30-000, 83/09/11. 8309110034 


0309200199 Supports util onsite emergency preparedness ti upgraded plan 
par NUn 80-0737, Item III A 2 1, ‘'Emergency Preparedness, 

Upgrade Emergency Plans to App E, 10CFR90 " Item complete 
WAROA.S a Operating Reactors Branch 1 83/03/11 CAREY, U U 

Du^ussne Light Co 3pp 18940 223 24X Flche 90-334,83/09/11, 

8309200199 


8309290426 Responds to 830209 t< 0422 Itrs re changes to Revs 4 & 10 t< 
correction of errors in Rev 9 to safeguards plan Changes 
censlftent W/10CPR90 94<p) ti acceptable for Inclusion into 
lafeguards plan 

ALLAN, J K Region 1, Office of Director 83/03/18 CAREY, J J 
DuKluatne Light Co 3pp 18389 268 24X Flche 90-334,83/09/18, 

830 9290426 


P Operating license stage documents L correspondence 


8309230387 Responds to 830208 request for backflt Info Total of *281 
million spent on backfittlng through Jul 1982 Addl 990 
million required to complete uork on NRC imposed backfits 
ARtHURiJ M Duquesnc Light Co 83/03/09 TOURTELOTTE, J 
flefluletory Reform Task Force 17pp 18946 243 24X 

Flche 90-334,03/03/09,8309230387 


G309S30720 Foruiards list of utils responding to requests for cost 
figures on backfltting 

TOURTCLLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADlNOiN -U Commissioners 2pp 18942 272 24X 

FleJie- 90-000, 63/04/11, 0309230720 


B309020359 Foruerdi supplemental response to Generic Ltr 82-28, 
"Inadequate Core Cooling Instrumentation Bys" 6 NUREO-0737, 

Item II F 2 U/one overslie draining Aperture card is 
available in FDR 

CAREY, J J Duquesne Light Co 83/04/21 VARGA, S A Operating 
Reactors Breneh 1 22pp 18273 198 24X Flche 90-334,03/04/21, 

8309020399 


6309040912 Olscvsaei licensee action to initiate negotiations u/DO£ re 
disposal of high level waste or spent nuclear fuel, per Amend 
61 to License DPR-66 i Generic Ltr 83-07 re Nuclear Waste 
Policy Act of 1982 (Public Lau 97-429 )> Sec t ion 302<b) 

VAROAi 8 A Operating Reactors Branch 1 83/04/29 CAREY, J 0 

Duquesne Light Co 2pp 18336 229 24X Fiche 90-334,83/04/29, 

8303040912 


6309D40621 Foruards revised pages to 030328 Amend 66 to License DPR-66 
Incorporating radioactive effluent Tech Specs into license 
TAM. P 8 Oparatlng Reactors Branch 1 03/04/86 CAREY, J. J 

Duquesne Light Co 2pp 18336 308 24X Fiche 90-334,83/04/26. 

8309D 40621 


“8309040626 Revised pages to Amend 66 to License DPn-66 incorporating 
liquid affluent monitoring instrumentation into Tech Bpecs 
a aparating Reactors Branch 1 83/04/26, 0pp 18336 311 24X 

FIchf 50-334,63/04/26,8309040621 


6309060604 Foruiards rev to Tech Spec Change Request 84, in response to 
Oandrlc Ltr 82-16 Rev required to reassign section numbers 
to eonforir u/format changes incorporated in Tech Spec Amend 
66 

CAREY, J J Duquesne Light Co 83/04/28 VARGA, S A Operating 
Raaeters Branch i 2pp 18349 014 24X Fiche 90-334,83/04/28, 

B309060604 


— 6309060609 Rev to application for amend to License DPR-66< consisting 
of Tech Spec Change Request 84rrevislng Tech Specs to 
conform u/ehange in format incorporated by Amend 66 
CAREY, J J. Duquesne Light Co 03/04/20 Ip 10349 016 24X 

Flehe 90-334, 83/04/28, 8309060604 


— “8305060614 Proposed Tech Specs re administrative controls li power 
distribution limits 

• Duquesne Light Co 83/04/28 Spp IB349 017 24X 

Flche 90-334,83/04/28,8305060604 


8309020495 Generic Ltr 63-19 to all power reactor 8< testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

EISENHUT, D 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of New York, Inc 90pp 18441 120 24X 

Flcne 50-000,83/05/02,8305020459 


0309100337 Forwards Franklin Research Ctr proprietary equipment environ 
qualification worksheets, in response to 830329 clarification 
of environ qualification SER Previous submittals justified 
continued operation Worksheets withheld (ref 10CFR2 7901 
CAREY.O J Duquesne Light Co 03/05/02 VARGA, S A Operating 
Reactors Branch i 2pp 10379 104 24X Flehe 50-334,83/09/02, 

8305100337 


8305110360 Forwards WCAP~10252, nonprop r letary version of WCAP-I0l96i 
‘'Second Cycle Performance of Beaver Valley Unit 1 Fuel " 
Application for withholding WCAP-101 96, subml t ted on 830202 
anc I 

CAREY, J J Duquesne Light Co 03/09/02 VAROA, S A Operating 
Reactors Branch 1 ip 18392 146 24X Flcho 50-334,03/09/02, 

8309110360 


— 8309110377 Application for withholding proprietary WCAP-10196, "Second 
Cycle Performance of Beaver Valley Unit i Fuel," per 
10CFR2 790 Affidavit end 

WIE8EMANN, R A Westlnghouse Electric Corp 03/04/SO VAROA. 8 A 
Operating Reactors Branch 1 8pp 10392 147 24X 

Flche 50-334,83/09/02,8309110360 


-“8309110398 Nonproprietary version of. "Second Cycle Performance of 
Beaver Valley Unit 1 Fuel " 

PRITCHETT, P A , HUNISHI.H , ROBERTS, E Westlnghouse Electric Corp 
WCAP-10292 83/09/02 66pp 18392 196 24X 

Flehe 90-334,83/09/02.0309110360 


8305090699 Generic Ltr 03-20 to all operating reactor licensees S, 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT, D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 24X 

Flche 90-000,83/03/09,8303090659 


8309230230 Advises that Tech Specs from Amends 47 U 36 re auitliary 
feedwater sys surveillance satisfy open item noted in 020702 
SER on NUREG-0737, I tern 11 E 1 2, "Auxiliary Feedwater Sys 
Automatic Initiation t, Flow Indication " 

VAROA, 8 A Operating Reactors Branch 1 83/05/16 CAREY, J J 

Duquesne Light Co 2pp 10943 192 84X Fiche 50-334,83/09/16. 

8305230230 


8303240401 Forwards response to i0CFR50 49 rulemaking re environ 
qualification of electrical equipment When master list of 
equipment Is coupled w/reccnt response to SER, more complete 
overview Is presented 

CAREY, J J Duquesne Light Co 03/09/19 VARGA, S A Operating 
Reactors Branch I 40pp 10574 146 24X Flche 90-334,03/05/19, 

8309240401 


8309290916 Forwards addl info requested per 830912 teleon re util 
decision to replace existing control power transformers 
w/encapsulatcd-tube transformers per lOCFRSO.App R 
Implementation planned during third refueling outage 
CAREY.U J Duquesne Light Co 83/09/20 VAROA, S A Operating 
Reactors Branch 1 9pp 18588 273 24X Fiche 50-334.03/05/20. 

8309250516 


0305270187 Forwards "Reload Safety Eval uatlon, Beaver Valley Nuclear 
Plant Unit 1, Cycle 4 " Requests that change to require SOX 
of in-eore moveable detector thimbles for full core flu* map 
be Instituted for Cycle 4 

CAREY, J J Duquesne Light Co 83/05/23 VARGA, 5 A Operating 
Reactors Branch 1 2pp 10638 107 24X Fiche 50-334.03/09/23, 

8309270187 


--8305270190 "Reload Safety Eva luat ion, Beaver Valley Nuclear Plant 
Unit 1, Cycle 4 " 

* Duquesne Light Co 83/02/28 19pp 10638 109 24X 

Fiche 90-334,83/09/23,8309270187 


0 Inspection reports, IE Bulletins It correspondence 


8212060389 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
end. 

TAYLOR, J M Division of Safeguards h Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of Neu York, Inc 

U2pp 10308 319 3A% Flche 50-000,83/03/21,8212060389. 
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DOCKETED ITEMS 


B303Q40021 IE Info Notice B3“2li ’'Defective E/oeejencg Use Reiplrator " 
five list enc 1 

JORDANi E U Division of Emerstency Preparedness Si Engineering 
Response IPost 6301031 B3/04/19 Consol ideted Edison Co of Neii) 

Vorki tnc 126pp 18433 139 24X Flelie 30-000i 83/04/^1 3i 0303040021 


0303030172 Forusrds lE Insp Rapt 5O-33<i/'03-O7 on B30301-0404 4 notice 
of violation 

gTAROSTECKIfR Division of Project 4 Resident Programs 83704/20 
CAREViJ. J Duiiuosno Light Co Bpp 10341 013 24X 

Flche 30-334.83/04/20,8305090172 


—0303050173 Notice of violation from insp on 030301-0404 

• Region 1, Office of Director 83/04/20 2pp 18341 019 24X 

FI Che 50-334,83/04/20,8303090172 


— 83OSO9O10O IE Insp Kept 90-334/83-07 on 830301-0404 None otnp 1 1 sne e 
noted fallJre to provide supplemental LER info 4 failure to 
use approved procedure for refueling preparation 
TROBKOSKl.H M. . TRIPP.L E Region 1. Office of Director 
83/04/18 20pp 18341 017 S4X FIche 90-334,83/04/20.8309090172 


8303040023 IE info Notice 03-22. Saf et y/Rel 1 ef Valve Failures " 

3vc lilt *nc I 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Neu 

Vorlt. Inc il2pp 10383 007 24X Fiche 90-000,83/04/22.8303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
sensing Sgs 8vc list end 

JORDAN, E L Division of Ensrgeneg Preparedness 4 Engineering 
Response (Post 830103) 83/04/29 Consol idated Edison Co of New 

York, Inc 117pp 18381'291 24X Fiche SD-000. 83/04/29, 8303040029 


830304002& IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oenerators at PWRi *' 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 8301031. 83/04/28 Consolidated Edison Co, of Neu 

York, Inc 119pp 18382 047 24X FIche 90-000,83/04/28,8303040024 


8303040027 IE Info Notice 83-23, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Oivlsion of Emergency Preparedness 4 Engineering 
Response iPost 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc ilSpp 18382 143 24X FIche 90-000,83/04/28,8303040027 


8309100337 Forwards Franklin Research Ctr proprietary equipment environ 
qual 1 flcatlon wqrkitietts, In response to 830327 cUrlFlcatton 
of environ qualification SER Previous submittals justified 
continued operation Morksheats withheld fref laCFR2 770). 

CAREY, J J Duquesne Light Co 83/09/02 VAR 0 A, 8 A, Operating 
Reactors Branch 1 2pp 18377 104 24X FIche 90-334,83/09/02, 

8309100337 


8303040028 IE Info Notice 83-24, "Failure of Saf e ty/Re 1 ief Valve 
Discharge Line Vacuum Breakers " Bve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response IPost 8301O3> 83/09/03 Cgnselldated Edison Co of New 

York, inc I22pp 18441,170 24XFiche 30-000,83/09/03.8303040028 


8303040030 IE Info Notice 83-27, "Opera t i one! Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ’’ Svc list end. 

JDRDAN.E L Division of Emergency Preparedness fc Engineering 
Response IPost D30I03) 03/09/04 Conidltfated Edison Cn of New 

York, Inc IlSpp 18382 282 24X Fiche 90-000.83/09/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Hecammendatlons for Oeneral Emergenclas ” Sve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co. of New 

York. Inc ll7pp 18441 001 24X Fiche 90-000,83/09/04,8303040031 


B3D304OO33 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " sve list enct 

JORDAN. £ L Piviiion of Emergency Preparedness 1. Engineering 
Response IPost 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc ll3pp 18323 248 24X Fiche 90-000,03/09/04,8303040033 


8303100248 Forwards Heitingheuse Rev I to Procedure ISI-154, 
"Preservlce & tnservlce Inep of Reactor Vessels " Procedure 
meets Intent of Reg Ouide 1 190. Rev 1 as referenced Ih 
Oeneric Ltr 83-19 

CAREY. J J Duquesne Light Co 03/09/04, VAROA. B A Operating 
Reactors Branch 1 Ip 18371 140. B4X Fiche 90-334,03/09/04. 
8303 1 00248 


- 8303100273 Rev 1 to Procedure 181-194, "Preearvlce b tnservlce Insp 
of Reactor Vessels '' 

ADANONIS, D, C. . LE FEDVRE, 0, J , VANO, J, A Nestiflghouse Electric 
CoTp 83/03/14 79pp. 18371 lAJ a4X FIchs 90-334.83/09/04, 

8303100248 


8303040034 IE Info Notice 83-30, "Kisapp 1 Ication of Oeneric Emergency 
Operating Procedures lEOP) Ouidelines " Svc list end 
JDRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co. of Neu 

York, Ine 1 14pp 18524 003 24X Fiche 30-000, 03/03/ 1 1, 8303040034 


8309200434 Ack receipt of 830429 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Kept 90-334/82-17 
Violation withdrawn per 830420 variflcation that records 
of two maint/repalr activities retained 

MARTIN, T T Division of Engineering & Technical Programs 03/09/17 

CAREY, J J Duquesne Light CO 2pp 10917 119 24X 

Fiche- 30-334,83/09/17, 8309200434 


—0309200437 Responds to NRC 820714 «< 030324 Itrs re violations noted |n 
IE Insp Rept 90-334/88-17 Raquested documentation located 
In filet at timie of insp Violation C should be withdrawn. 

CAREV.J J Duquaine Light Co 83/04/29 MARTIN, T T. DlvisSan »f 
Engineering & Technical Programs 2pp 18917. 121 S4X 
Flcha 30-334,83/03/17,8305200434 


8309240404 Forui4rdB application for ralief from iniervlee Insp 
requirements re RHR HX noiile Alternate exam rsqulraments to 
be performed once per 40-month ASME Code period 
CAREY, J J Duquesne Light Co 83/09/17 VAROA, 8 A Operating 
Reactors Branch 1 7pp 18971 049 24X Fiche 90-334,03/09/17. 

8309240404 


8300040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program. • 
Bve lilt end 

JORDANjE L Division of Emergency Preparedness *< Engineering 
Response (Post 830103) 83/09/17 Consolideted Edison Co of Nau 

York, Ine 114pp 10477 009 84X Fiche; 90-000. 83/03/19,8303040040, 


8303040044 IE Info Notice 03-33, “Nonrepresentative Sampling of 
Contamlneted Dll " Svc list encl 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Responee (Post 830103) 83/09/24 Consolidated Edison Co of New 

York, Inc ]14pp 18447 007 24X Fiche 90-000, 83/09/84, 8303040044 


R, Periodic operating reports I, related correspondence 


8309040261 Forwards Vol 2 to "Annual Environ Rap t. Rad lolog leal. 1982 “ 
8IE6ER,J D Duquesne Light Co 83/04/29 MIOOINTON, D Operating 
Reactors Branch i Ip 18344 173 24X Fiche 90-334,83/04/29. 

8305040261 


— 8303040269 Vol 2 to “Annual Environ Rept, Radiolog leal, 1962 '' 
* Duquesne Light Co 83/04/29 124pp 18344 194 34X 

Fiche 50-334,83/04/29,8303040261 


8309110424 Forwards Vol 2 to “1982 Annual Environ Rep t, fiad lolog leal, “ 
CAREY, J J Duquesne Light Co 83/04/29 HAYNES, R C Region i. 
Office of Director ip 18392 019 24X Fiche 90-334,83/04/29. 

8309110424 


8309030593 Forwards NPDE9 discharge monitoring rept for Mar 1903 
FEITKNECHT.C Duquesne Light Co 83/04/27 REID. R U Operating 
fteactore Branch 4 3pp 18303 271 24X Fiche 30-334,83/04/27, 

0309030593 


— 8309030999 NPDE3 discharge monitoring rept for Mar 1983 

* Duquesne Light Co. 03/04/27 i3pp 10303 273 24X 

Flchi 90-334,83/04/27,8303030993 


S Reportable occurrences, LERs t, related correspondence 


8309030311 Forwards updated LER 79-023/03X-1 

LACEY, H 9 Duquesne Light Co 83/04/13 Region 1, Office of 
Director 2 pp, 18277: 197 24X Fiche 90-334,83/04/13,8303090311 


— 8303030314 Updated LER 79-023/03X-1 on 790724, diesel generator output 
breaker 1 failed to close when control switch actuated l< 
alarm indicated air start motor t failure to start 
generato-r Causad by sticking pinion Pinion assambly cleaned 
DRt/OAiR J Duquesne Light Co 83/04/11 Region 1, Office of 
Director 2 pp I0S97 199 24X Fiche 30-334,83/04/13,8303030311 


B309II0427 Part 21 4 deficiency repts re mlsoperation of 08-414 reactor 
trip undervoltage devlc es. Ini t tal ly reported on 830420 
Attachments will be replaced w/dcvlces w/wldcned grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHB.EP Mestlnghouse Electric Corp 83/04/21 DEYOUNOiH.C. 
Director's Office, Office of Inspection and Enforcement Spp 
18403.099 24X Fiche 90-000.83/04/21,8309110487 


0309110343 Forwards updated LER B3-O0e/03X-l 

LACEY, H 8 Duquesne Light Co 03/04/29 ALLAN, J M Region i. 

□ fflea of Director 2pp 18404' ISO 24X Fiche 90-334.03/04/29. 
8309110343 


X 


DOCKETED ITEMS 
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8305110353 Updated UEB B3-00a/O3X-l on 830216* during testing of turtlne 

driven euillierif faeduater pump* eneess Ive pump overheating 
at InSeard packing follower observed Caused bg packing 
failure louter two rings found drg) Pump repacked 
ORUSAiR.J Du^utsne Light Co 83/04/89 Region 1> Office of 

Olraetor 2pp 18406 162 S4X Plche 50-334,03/04/23.8305110343 


03051^0189 Forwards updated UER 82-052/03X-1 

LACe/i M S Duqutsne Light Co 83/04/29 ALLAN. J M Region 1, 
Office of Director 8pp 10900 221 24X Flche 30-334,83/04/89, 

6305190169 


0309190309 Updated LER B2-032/03X-1 on 021109. while fire hydrant was 

being relocated due to interference w/Unit 2 ac t tvl 1 1 es. 1 eak 
discovered in hydrant Caused by lack of awareness t, 

Inadeiiuata research by Unit 2 crafts personnel 

DRUOAiR J Duqutsne Light Co 83/04/29 Region t, Office of 
Olreefeor 2pp 10900223 24X Fiche 90-334,83/04/29,8309190189 


8305120402 Forwards LER 03-01 0/99X-0 

LACEY, M B Duquesne Light Co 83/09/02 ALLAN, J M Region 1, 
Office of Director 2pp 18434 088 24X Flche 90-334,83/09/02, 

8309120402 


— 830912D411 LER 03-OIO/99X-O on 830327, d 1 esel driven fire pump failed 
operational surveillance test due to high coolant water 
tenp Caused by catting defect In cylinder head Defective 
cylinder head (< electrical components replaced 

DRUOArR Ouquetne Light Co 83/09/02 Region 1, Office of 
Director 2pp 10434 090 24X Fiche 90-334,83/09/02,8309120402 


8305160058 Forwards LER B3-0i0/99X-0 

LACEVdf 8 Duquesne Light Co 83/09/02 ALLAN, U M Region l> 
Office of Director 2pp 18493 123 84X Flche 90-334,83/09/02, 

8309160098 


— 8309I6D064 LER 03-O1O/99X-O on 830327, while performing weekly diesel 
engine driven fire pump operation test, water level in 
cooling ays expansion tank observed law Nater added li high 
temp caused overflow Caused by defective cylinder head 
DRUOAiR J Duquesne Light Co 83/09/02 Region 1. Office of 
Director 2pp 18493 129 24X Flche 90-334,83/09/02,8309160090 


03O3S3OS2O Forwards LER 83-01 1/03L-0 

UACeV. M 8, Duquesne Light Co 83/05/09 ALLAN, J M Region 1. 
Office of Director. 2pp 18936 323 24X Flche 90-334,83/09/09, 

8309230920 


— 0309230927 LER 83-01 1/03L-0 on 830409, motor thermal overload relay for 
cantainment sump to lA low head safety Injection pump 
suction valve (NOV'-SI-B60A) tripped, disab ling motor Cause 
unknown. Event will be reevaluated 

e Duquesne Light Co 83/09/09 Region i, Office of Director 
2pp. 18336; 329 24X Fiche 90-334, 03/03/09, 8309230920 


IXJCKET 90-339 0T LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8305040963 Forwards fire haxard analysts for facility 

UHRIO.R E Florida Powtr & Light Co 83/04/12 EI8ENHUT, D 0 
SIviilon of Llesnslng ip 10320 008 24X Flche 90-333,83/04/12, 

6309040963. 


—0309040966 Fire haxard analysis for facility W/flve oversiie drawings 
Aperturs cards are available in PDR 

* Florida Power »< Light Co 83/04/12 79pp 18320.009 24X 

Flche: 90-339, 83/04/12, 8309040963 


030 92004 89 Forwards safeguards info re dsvltal 1 lation of certain 
•qulpment Infs withheld (ref 10CFR73 2t) 

UHRlOrR.E. Florida Power 6 Light Co 83/04/22 O'REILLY, J P 
Rtglon 2, Office of Director ip 1B9I3 007 24X 

Flche. 90-339.83/04/22, 830920048? 


B3D5I70141 Bummary of 830419-22 meetings w/utll at site re physical 
••curlty vital area analysis 

KfERBEB.V. Licensing Branch 3 83/09/03 Licensing Branch 3 

6pp. 16499:329 24X Flche 90-339,83/09/03,8309170141 


6309270287 Forwards IE Insp Repts 90-335/83-11 fc 90-389/03-27 on 
830407-09. No noncomp 1 ianee noted. 

OANCEiH C Division of Project 6 Resident Programs. 83/09/06 

LiHRIOtR. E, Florida Power k Light Co 2pp 18641 179 24X 

Flche; 90-335, 83/09/06, 8309270287. 


—8305270297 IE Insp Repts 90-339/83-11 6 90-389/63-27 on 830407-09 No 
noncomp 1 lance noted Major areas Inspected emergency 
preparedness in technical support ctr 

HUFFMAN, 0 N Region 2, Office of Director JENKINS. 0 R Division 
of Emergency Preparedness U Materials Safety 83/09/03 4pp 
18641 181 24X Flche 90-339,83/09/06,8309270287 


8309110034 Generic Ltr 83-21 tP all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EIBENHUT.O 0 Division of Licensing 83/09/11 Consolidated 

Edison Co of New York, Inc 16pp 18940 099 24X 

Flche 90-000,83/09/11,8309110034 


8309200090 Notifies that NUREO-0737. Item III A 2 1. "Emergency 
Preparedness, Upgrade Emergency Plans to App E.IOCFRSO," 
completed Item closed 

CLARK, R A Operating Reactors Branch 3 83/09/11 UHRIO.R E 

Florida Power t, Light Co 3pp 10941 001 24X 

Flche 90-339,83/09/11.8309200090 


8309200346 Forwards revised Chapters 9 6 6 to security plan Chapters 
withheld (ref 10CFR73 21 » 

UHRIO.R E Florida Power k Light Co 83/03/11 O'REILLY. J P 
Region 2, Office of Director 2pp 18916 291 24X 

Flche 90-335,83/05/1 1,8309200346 


J Insurance 1, Indemnity information 


8305040186 Forwards Endorsements 47 t< 37 to NELIA Policy NF-227 «< 
MAELU Policy HF-SS, respec tively 

DUCK, JR Marsh & McLennan, Inc 83/04/2? SALTZMAN. J Assistant 
Director for State 6 Licensee Relations tp 18621 191 24X 

Fiche 90-339,83/04/29,8303040186 


0305100182 Forwards executed Amends 8,9 U 10 to Indemnity Agreement 
8-76, adding Orlando Util Commission of City of Orlando.FL 6 
Florida Municipal Power Agency <> deleting Item 3 of 
attachment to indemnity agreement, respectively 
UHRIO.R E Florida Power t, Light Co 83/09/09 EIBENHUT.O 0 
Division of Licensing 4pp 18374 290 24X Flche 90-339.83/09/05, 

8309100182 


P Operating license stage documents 6 correspondence 


8305020602 Forwards safety evaluation for environ qualification of 
safety-related electrical equipment 6 proprietary technical 
evaluation rept Justification for continued operation on 
listed i terns requested H/o technical evaluation rept 
CLARK, R A Operating Reactors Branch 3 83/04/21 UHRIOiR E 

Florida Power & Light Co 3pp 18284 204 24X 

Fiche 90-339,03/04/21,0305020602 


—8309020603 Safety evaluation for environ qualification of safety- 
related electrical equipment Proprietary review guidelines 
enc 1 

a Office of Nuclear Reactor Regulation. Director 83/04/21, Bpp 
18284 207 24X F 1 Che ’ 90-335, 83/04/21 . 8309020602 


8309060039 Ack receipt of 830419 ltr re resolution of thermal shield 
problems Schedule for submittal of repts to meet commitments 
submitted in ltr t* dlecussed at 830429 meeting confirmed 
CLARK, fi. A Operating Reactors Dranch 3 83/04/26 UHRIO.R E 

Florida Power k Light Co 2pp 18394 332 24X 

Fiche 90-339,83/04/2618305060039 


8309110128 Forwards safety evaluation of upper head voiding under 
natural circulation cooldown conditions Util analyses 
acceptable Program should be reviewed to assure that TMl 
Action Item I C 1 addressed within 60 days of ltr receipt 
CLARKiR A Operating Reactors Branch 3 83/04/26 UHRIOiR E 

Florida Powtr k Light Co 4pp 18421 323 24X 

Flche 90-339,83/04/26,8309110128 


—8309110132 Safety evaluation re upper head voiding under natural 
circulation cooldown conditions Consequences of upper head 
voiding accep tab 1 e 

K Office of Nuclear Reactor Regulation, Director 83/04/26 
14pp. 18481,327 24X Flche 50-339,83/04/26,8389110120 


8309020168 Forwards plant recovery plan presented at 830425 meeting re 
reactor vessel internals 6 thermal shield, in response to 
Item C of 830419 ltr. plan will be revised dally w/updatei 
provided upon availability 

UHRIO.R E Florida Power k Light Co 03/04/27 CLARK, R A 
Operating Reactors Branch 3 2pp 18284 062 24X 

Flche 90-339, 83/04/27, 8309020168. 
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6303020349 Sumoiariiei 830425 aife>tiii9 u/NfiC re reactor vessel internals 
t: thermal shield plant recoverv program concerning 
prasiuriiad thermal shock Plant mag saFelii operate le/o 
rastrictlon i’rom pressurilsd thermal shock considerations 
UHRIOiR E Florida Power & Uight Co 63/04/27 CLARKiR A 
Operating Reactors Branch 3 ISpp 16374 079 24X 

Flch* Se-335, 03/04/37. B3CJ5020349 


6309020319 Forwards reactor vessol internals tt thermal shield plant 
recovarg program per 83041? coMinltment to provide safetg 
asstssment at passible effects on fuel performance due to 
loose parts tfa fuel problems indicated at facilltv 
UHRtOiR E Florida Power b Light Co 63/04/37 CLARK. F) A 
Operating Reactors Branch 3 2pp 16381 394 34X 

Flche 90-339. 63/04/27.830303091? 


8309020499 Oenerlc Utr 03-1? to all pauer reactor b testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Svc list end 

El&ENHUT.OO Olvlslon of Licensing 03/09/02 Consolidated 
Edison Co of New Vork. Inc. 90pp 18441 120 24X 

FlChe 90-000.83/09/02.8309030499 


0309090476 Advises that lO-yr pressure-temp operating limits (P-T> for 
plant recovery pragram reactor vessel internals b thermal 
shield valid for upcoming Cycle & P-T limits will be 
reviewed & revised. If necessary, prior to escesding 7 4 6FPV 
UHRiO.R E Florida Power & Light Co 63/09/03 CLARK. R A 
Operating Reactors Branch 3 Ip 18362 271 24X 

Flehe 30-339.03/09/03.0309090476 


6309100236 Advises that vendor safe ty analysis to support installation 
of mods to auilliary sya. per util 630103 itr re main steam 
line break w/cantlnued feedwater addition. is under review 
Response to core reactivity question expected by 030619 
t/RRIO.R E Florida Power b Light Cn 83/09/03 CLARK.fi A 
Opereting Reactors Branch 3 ip. 18374 127 24X 

F 1 c h a 90 -339f 83/03/03 . 8309 1 00236 


8309110103 Forwards Amend 37 to License BPR-67. safety evaluation ft 
notice of issuance b availability Amend provides for removal 
of cblorlne detectors from control raois air intakes W/o 
enc 1 

6ELLR< 0 E Operating Reactors Branch 3 83/03/03 UHRIC. R E 

Florida Power b Llybt Co Ip 18421 234 24X Flcbe SO-339. 

83/09/03.8309110109 


B30312D146 Forwards Amend 98 to License DPR-67. Sa f cty evaluation U 
notice of Issuance b availability Amends change Tech Specs 
to clarify b modify surveillance requirements b limiting 
operating conditions for degraded grid voltage protactlon 
SELLS. D E Operating Reactors Branch 3 83/03/03 UHfilO.R E 

Florida Power b Light Co. 3pp 18435 312 24X 

Flehe- 90-339. 83/03/03. 8309120146 


—6309120193 Amend 96 to License DPR— 67. revi s ing Tech Spec surveillance 
requirements b limiting operating conditions re grid voltage 
protection equipment b procedures 

CLARKiR A Operating Reactors Branch 3 83/09/03 llpp 

18439 313 24X Flehe 90-333.83/09/03.8303120146 


— 8308120160 Safety evaluation supporting Amend SB to License DPR-67. 

* Office of Nuclear Reactor Regulation. Director 83/09/03 3pp, 
18433 326 24X Ffche 50-339.83/03/03.8309120146 


--820?02(J602 "Technical Evaluation Rapt on Proposed Design Mods b Tech 
6pee Changes on Brld Voltage Degradation for St Lucie 
Nuclear Power Plant. Unit 1 " 

BELAN. J. C Laurence Livermore Laboratory FIN A-0230 
^CID-I?450 82/07/30 Office of Nuclear Reactor Regulation. 

Director 11pp. 18433 389 24X Flehe 80-333.83/05/03.8305120146 


—8304060471 Rev t.to "Proposed Design Nods b Tech Spec Changes on 
Orid Voltage Degradation. “ technical evaluation rept 
SELANi J C Lawrence Llvermara Laboratory FIN A-0290 UCtD-l?450 
ROl. 83/03/23 Division of Licensing lOpp 18439 340 24X 

Flehe 90-339.83/09/03.8309120146 


— 8309(20171 Notice of Issuance b availability of Amend 58 to License 
BPR-67. 

TRAMMELL. C M Operating Reactors Branch 3 83/09/03 3pp 

18439391 24X Flehe 30-339.83/05/03.8309120146 


0303120499 Summary of 630423 meeting w/utll b C-E In Bethesda.MD re 
schedule for resolution of thermel shield damage Thermal 
shield chronological sequance end 

SELLS, D B. Operating Reactors Branch 3 03/03/03 Operating 

Reactors Branch 3 9pp. 10443 163 24X Flehe 50-339.83/09/03. 

8309120499. 


6309120920 Summary of 830429 meeting «i/utll b C-E In Bethaida. MD ra 
thermal shock to reactor pressure vessel w/removal of 
thermal shield from facility Vlewgraphs end 

SELLS. 0 E Operating Reactors Branch 3 83/05/03 Operating 

Reactors Branch 3 17pp 18441 341 24X Flehe 50-339.83/09/03. 

8309120920 


6309180967 Responds ta 830429 Itr re decision to remove first reactor 
vessel mail Irradiation surveillance specimen during current 
outage. Info resulting from exam b evaluation of specimen 
requested for review of thermal b shield analysis 
CLARK. R A Operating Reactors Branch 3 83/09/04 UKRIO, R E 

Florida Pouer & Light Co 2pp 18904 361 24X 

Flehe. 90-339, 83/09/0 4, 8309180567 


B30S100I03 Forwards Info justifying continued operation w/elsctrical 
equipment In Item 114 per 830421 itr All other items listsd 
In Category I l B of Franklin Rstaarch Ctr technical 
•valuation rept replaced w/quallfied transmitters 
OHfilO. R E Florida Power & Light Co 83/09/05 CLARK, R A 
Operating Reactors Branch 3 2pp 18377.249 24X 

Flchf 90-339.e3/09/09> 83091 00 103 


8309090699 Oeneric Ltr 83-20 to all operating reactor lleenseas b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods 8vc list end 

ElSENHUr. D 0 Division of Licensing 83/09/09 Consolldateil 
Edtson Co of NSW York; Inc i6pp 18627 193 24X 

Flehe 50-000, 83/09/09. 8309090699 


8309130121 Responds to Oeneric Ltr 83-108. "Resolution of TNI Action 
Plan Item II K 3 3. 'Automatic Trip of Coolant Pumps '" C-E 
Owners Croup has chossn "trip two. leave two" strategy to 
resolve item Description, of program sxpectod by S30701 
UHRIO. R E Florida Pouer b Light Co 83/09/10 E19ENHUT.D 0 
Division of Licensing 2pp 18438 091 24X Flehe 90-339,83/09/10. 

8303130121 


8305170103 Notification of 830520 meeting u/utll b C-E In Bethesda.MD 
to discuss loose parts monitoring sys b ex-cor« 

Ins trumentatlon Portions of meeting may be proprietary 
SELLS. O E Operating Reactors Branch 3 83/09/12 CLARK, R A 

Operating Reactors Branch 3 2pp 16499 340 S4X 
Flehe 90-339, 03/09/12, 83031 70103 


8309240999 Notification of cancellation of 630320 meeting u/util In 
Bethesda.HD to discuss loose parts monitoring sys b ex-core 
Instrumentation 

SELLS. D E Operating Reactors Branch 3 83/09/12 CLARK. R A 

Operating Reactors Branch 3 2pp 18393 169 24X 

Flehe 90-333. 83/09 / 1 2, 8303240999 


8309170463 Forwards response to requests for addl Info re Cycle 6 
reload Performance of C-E fust examined b Tech Spec change 
to remove augmentation factors supported 

UHRIO.R E Florida Power b Light Co 83/09/13 EISENRUT, D 0 
Assistant Plrscbor for Licensing 19pp 18469 339 24X 

F I C h s 90-339 , 83/09/ 1 3, 83051 70463 


8303270170 Forwards "St Lucle 1 b 2 b Turkey Point 3 b 4 Detailed 
Control Room Design Reviews Program Plan." fulfilling 830419 
commitment pep NUREO-0737. 8upp 1 I 

UHRIO. R E Florida Power b Light Co. 83/09/14 EIBENHUT.S 9. 
Division of Licensing Ip 18638 072 24X Flehe 80-333,03/09/14, 

0309270170 


6309230932 Forwards Class III fee for 830309 application for amend to 
Ttch Specs for License OPR-67 rs chlorine detection sys 
UHRIO, R E Florida Power b Light Co 03/09/16 DIDOS, R.K Llcenlt 
Fee Management Branch Ip 18937 099 24 X Flehe 90-339.03/09/16. 

8309230932 


6309290397 Forwards Clast 111 amend fee for 830309 request for 
proposed Tech Spec changed re chlorine detection sys 
UHRIO, R E Florida Power b Light Co 83/09/16 DI008. R M License 

Fee Management Branch 2pp. 18992 082 84X Flehe 90-339.83/09/16. 

8309290397 


0303240372 Forwards responses to NRC 830118 raquest for Info rt 
accident monitoring. to aid In post-implsmentatlon revtsu of 
NUflEO-0737. Items JI F 1 4. 1 1 F. 1 9 b 1 1 F. 1. 6 
UHRIO, R E Florida Poutr b Light Co 83/09/19 CLARK, R A 
Operating Reactors Branch 3 t7pp 1B979 078 34X 

Fiehe 90-339,83/09/19,8303240372 


0309290462 Recchsdules 830920 meeting on plant recovery program - luott 
parts monitor b sx-core detector. for 830603. w/f oil owup 
documentation to be provided by 830606 

UKRIO.R B Florida Pouer b Light Co 83/09/19 CLARK.fi A 
Operating Reactors Branch 3 2pp 18989 033. 24X 

Ft c h e 90 -339. 83/09/19, 8309290462 
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8309390S72 Rsaponds to 830S04 request far submittal date of exam Sc 
results for niafcl irradiation surveillance Final rapt 
ivnuiirlJing C-E test results expected in early Oct 1983 Rept 
ulll be submitted by B3110I 

UHRie. R E Florida Pouer t Light Co 83/09/20 CLARKi R A 
Operating Reactors Drench 3 ip 1B99S 301 S4X 
FlCbe a0-339f 83/09/20. 0303830272 


0309290399 Forwards schedule for qual i f icatlon or replacement of 
equipment important to safety within scope of 10CFR30 49 
Addl doeumentat ion to demonstate that equipment committed to 
be qualified meets specific requirements forthcoming 
UHRIO. R E Florida Power E Light Co 33/09/20 CLARK, R A 
Operating Reactors Branch 3 lipp 18989 319 24X 

Flche 90-339.83/09/20.8309290399 


8309290478 Forwards "St Lucie Units 1 ?< 2 h Turkey Point Units 3 tc 4 
Detailed Control Room Design Reviews Program Plan." per 
S30419 commitment re Suppl 1 to NUHEO-0737 

UtiRlO, R E Florida Power t. Light Co 83/09/20 EISENKUT. D 0 
Division of Licensing ip 18988 333 24X Flche 90-000,83/09/20. 

B3D9290472 


— 8309290491 "Bt Lucie Units 1 E 2 & Turkey Point Units 3 S< 4 Detailed 
Control Room Design Reviews Program Plan '' 

a Florida Power & Light Co 83/04/30 34pp 18988 334 24X 

Flche 90-000. 83/09/20, 0309290472 


8309290481 Forwards "Equipment Qualification Radiation Dose Map 
Davelopmenti " In response to 830406 request Rept presents 
aeeumptlons l< methodology used in creating dose maps & 
two illustrative dote points 

UMRIO.R E Florida Power k Light Co 83/09/20 EISENKUT, 0 Q 
Dlvleion of Licensing, ip 18988 234 24X Flche 90-339,83/09/20, 

8309290481, 


— 83092904B4 "Equipment Oual 1 f icat ion Radiation Dose Map Development 
a Florida Power & Light Co 83/09/20 16pp 18988 233 24X 

Flche-90-33B, 83/09/20, 8309290481 


8309270168 Forwards retponees to addl Info requested in 830421 safety 
evaluation on environ qualification of safety-related 
electrical equipment 

UHRIO.R E Florida Power «< Light Co 03/09/29 CLARK. R A 
Opereting Reactors Branch 3 3pp 18638 096 24X 

Flche 80-339,03/09/29,8309270168 


0 inspection reports, IE Bulletins & correspondence 


8212060399 IE Info Notice 83-14, "Dewatored Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
enc 1 

TAVLOfl, J M Division of Safeguards E Inspection Programs (Post 
B30i03) 83/03/21 Consolidated Edison Co of New York. Inc 

lispp 18308 3i? 24X Flche 90-000. 83/03/21 , 8212060389 


8303270961 Forwards IE Insp Repts 90-333/83-10 l< 90-389/83-29 on 
830316-18 No noncemp 1 iance noted 

OANCEiH C Division of Project 1, Resident Programs 83/04/06 

UHRIOfR E Florida Power k Light Co 2pp 18649 321 24X 

Flche 30-339, 83/04/06. 8303270361 


— 8309270976 IE Insp Repts 30-339/83-10 k 90-389/83-25 on 830316-18 No 
noncomp 1 lane e noted Major areas inspected Unit 1 plant tours 
during rafuellng outage k Unit S followup of licensee 
actions on inspector Identified items. 

MRAV. J R . BARR. K P Region 2, Office of Director 83/04/09 
0PP 18649:323 24X Fiche 90-339,83/04/06,8309270961, 


B309270999 Ac k receipt of 830331 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-339/83-02 k 
90-389/83-09 

LEMI8, R C Division of Project & Resident Programs 83/04/14 

UHRK}, R E Florida Power 1, Light Co Ip 18647 127 34X 

Flcht 90-335,83/04/14,8309270999 


— 8309270572 Responds to NRC 830301 Itr re violations noted In IE Insp 
Kept 90-339/83-02 Corrective act ions, 1 icensed operator 
qualification program reviewed ti will be revised by 630731 t< 
exen data tracking sys established, 

UHRia, R, E, Florida Power «< Light Co 83/03/31. O'REILLY, U P 
Raglan 2> Office of Director, 4pp 18647,128 24X 

Flche 90-339,83/04/14,6309270999 


— 8305270579 Forwards IE Insp RaptS 90-339/83-02 6 90-389/83-09 on 
830124-28 Ic notice of violation 

LEUIS, R C Division of Projaet i< Resident Programs 83/03/01 
UHRIQ.R, E. Florida Power k Light Co 2pp 1B647 133 24X 

Ftehe 50-335,83/04/14,8309270999 


— 0309270984 Notice of violation from insp on 830124-28 

» Region 2, Office of Director 83/03/0 i 2pp 1B647 135 24X 

Flche 90-339,83/04/14,8309270599 


—0309270594 IE Imp Repts 90-339/83-02 k 50-387/83-09 on 030124-28 
Noncomp 1 iancB noted feilure to follow procedures required by 
training programs b failure of licensed operators to be 
cognixant of facility des Ign, proc edur es b license changes 
BELISLE, 0 A , SKINNER, P H , UPRIGHT, C M Region 2. Office of 
Director 83/02/24 7pp 18647 137 24X Fiche 90-339.83/04/14. 

8309270999 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator “ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18439 199 24X Fiche 90-000,83/04/19.8303040021 


8303040023 IE Info Notice 83-22. "BWR 8a f a t y /Re 1 i ef Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303 089 24X Flche 30-000,83/04/22,8303040023 


8303040025 IE Info Notice 83—23, "Inoperable Containment Atmosphere 
Sensing Sys " Bve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

York. Inc ll9pp 10381 291 24X Flche 90-000,83/04/29.8303040025 


8309020084 Withdraws 830409 relief request for performing tnservlce 
insp Relief will not be required 

UHRIO, R E Florida Power b Light Co 83/04/26 EIBENHUT. D 0 
Division of Licensing ip 18279 278 24X Flche 50-339,03/04/26, 

8309020084 


8309270359 Forwards IE Insp Repts 90-335/83-07 b 90-389/83-21 on 
830314-18 No noncomp 1 lance noteiJ 

DANCE, H C Division of Project k Resident Programs 03/04/26 

UHRIO.fi E Florida Power b Light Co 2pp 18642 128 24X 

Flche 9(h~339, 83/04/26. 830927035? 


— B309270367 IE Insp Repts 50-339/83-07 b 90-389/83-21 on 830314-10 No 
none omp 1 i ance noted Major areas inspected local leak rate 
testing. snubber testing b review of Unit 1 procedures re 
refueling operations 

WHITENER.H L , MATNja, J . JAPE. F Region 2, Office of Director 
83/04/21 6pp 18642 130 34X Flche 90-339,83/04/26,8309270399 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Generators at PURs " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc il9pp 18382' 047 24X Fiche 50-000,03/04/28,0303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list and 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Now 

York, Inc llSpp 18302 163 24X FIcho 50-000,83/04/28,8303040027 


8309030340 Forwards throe relief requests from certain Tech Spec 
4 4 to 1 a b 1QCFR50 33(g) Insarvlce (nsp Toqulrements 
Approval required during current outage 

UHRIO, R E Florida Power b Light Co 83/04/29 EIBENHUT, D 0 
Division of Licensing 9pp 18297 109 24X Flche 90-339,03/04/29. 

S309030340 


8303040028 IE Info Notice 83-26, "Failure of Safety /fie 1 1 e f Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of New 

York, tnc 122pp 18441 170 04X Fiche 50-000,83/09/03,0303040028 


8303040030 IE Info Notice 03-27, "Pperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list and 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Poet 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc 112pp. 18382 282 a4X Flche 50-000,03/09/04,8303040030 


8303040031 IE Info Notice 03-28, "Criter»a for Protective Action 
Recommendations for General Emergencies," 9vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/04 Consalldated Edison Co of New 

York, Inc H9pp 1B441 001 S4X Flche 90-000,83/09/04,0303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDANiE L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc 119pp 18923 248 84X Flche- 90-000, 83/09/06, 8303040033 
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8303270287 foruard* IE Incp Rfrpts 30-339/83-11 fc 50-369/83-27 on 
S30407-09 No noncoifip J i artce noted 

DANCE) H C Dlvlilon af Project & ftoclderit Program* 83/QS/06 

UHRIO. R E Florida Pouer & Light Co 2gp, lBi4J 179 24X 

FlClhl 30-335. 83/05/06. e305270'387 


— 830S270297 IE In»p Rept* 30-335/63-11 6 50-369/03-27 on 630407-09 No 
none omp I lance noted Najor area* Inspected emergency 
preparedne** In technical support ctr 

HOFFMAN, 0 N Region 2. Office of Director ^1ENK1NS, S R Division 
Of Emergency Preparedness & Materials Safety 33/05/03. 4pp 
1B64I lai 24X FI Che 50-339. 83/09/06, 8309270287 


8305270329 Forward* IE Insp Repta 50-333/83-13 «< 30-369/83-33 OH 
830412-19 No noncompl lance noted 

DANCE, H C Division of Project $t Resident Programs 83/09/06 

UHRIC.R e Florida Power & Light Co 2pp 18641' 131 24X 

Flche 90-339, 03/09/06. 0309270329 


—0309270339 JE Insp Rept* 90-335/83-13 t, 50-389/83-33 on 830412-15 Mo 
noncomp llenc e noted Major areas Inspected inservlce Insp 
{Unit ll.core barrel /thermal shield damage {Unit IJ.ueldlng 
& NDE (Unit 11 6 preservice Insp (Unit 2) 

CROULEV.B ft , SLAKE, J J Region 2. Office of Director 83/09/02 
Tpp 13641 133 S4X Flche 50-335.83/05/06,8309270327 


8303040034 IE Info Notice 83-30, *^'111 sapp 1 i cat 1 on of Oenerlc Emergency 
Operating Procedures (EOPl ouldellnvs " Sve list encl 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Pest 8301031 83/09/11 Consolidated Edison Co of New 

Vork. Inc Il4pp 18924 003 24X Ffcbe 90-000.83/09/11.8303040034. 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
Bve list encl 

JOftOAN.E L Division of Emergency Preparedness it Engineering 
Responce (Post 630103) 83/09/19 Consolidated Edison Co of Ntu 

York. Inc 114pp 10677.009 24X F1 c h e' 30-000. 83/03/ 1 7. 8303040040 


8303040046 IE Info Notice 83-33. “Nonrepresentative Sampling of 
Contaminated Oil ** Sve list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of New 

Yortr Inc 114pp 18647 007 24X Flche. 90-000. S3/09/26< 8303040046 


ft Periodic operating reports U related correspondence 


8309030341 Forwards Vols 1 & 2 to "Annual Nonradlolog 1 cal Aguatic 
Monitoring Rept. 1982 " 

UHRIO, R E Florida Power & Light Co 63/04/28 MULLER. D R. NftC - 
No Detailed Affdlatlon Olven ip 18307 001 24X 

Flche 50-339.83/04/28,6305030341 


— 8309030347 Vols 1 & 2 to "Annual Nonradio logical Aguatlc Monitoring 
Rapt. 1982 " 

• Applied Biology. Inc AB-442 83/03/31 406pp. 18307 004. 

24X Flche 50-339,83/04/88.0309030341 


6 Reportable occurrences. LERs & related correspondence 


6305050127 Forwards LER 83-021 /03L-0 

WILLIAMS. J H Florida Power & Light Co 83/04/20. O'REILLY. J P. 
Region 3, Office of Director Ip 16341 353 24X 

F 1 £ he- 90-335. 83/04/28, 8303D301 27 


— 8309050138 LER 83-021 /O3L-0 on 830329. u/refu el Ing cavity filled greater 
than 23 ft, tue shutdeun cooling hot leg suction valves 
clo'sed. 1 lolatlng flow to core Caused by shorting out of 
power supply to control e 1 rcul t. Power restored 
WALLINO.O E Florida Power h Light Co 83/04/26 Region 2, 

Office of Director Ip 10341:354 24X Flche: 50-335. 03/04/28. 

S30909OIS7 


8303170927 Deficiency rept re potential significant safety haierd 
concerning defect in stainless steel tubing pressure 
boundary component Initially reported on 630304. Set ec ted 
tubes returned to C-E Tubes for refnsp 

SCHERER. A E Combustion Engineering. Inc 83/05/06 DEYOUNO, R. C 
Director's OffUe, Office of Inspection and Enforcement. lOpp 
18468 017. 24X Flche- 50-335. 83/03/06. 6309170927, 


0309170244 Forwards LER B3-029/03L-0 

HILLIAMB, J. H. Florida Power li Light Co 83/05/07. O'REILLY. J P 
Region 2, Office of Director Ip, IB466 124 24X 

Flche. 90-339, 83/09/09, 8309170244. 


—0309170290 LER 83-089/03L-0 on 630419. 31 -day fire station imp Interval 
exceeded Ceuted by pareonnel oversight Personnsl edvlscd of 
tmportence of performing roRulred Intps. 

SRANNIN. J P. Florid* Power W Light Co 83/09/07. Region 2. 

Office of Director. Ip, 18466*129, 24X FI cht. 90-339. 83/05/09. 

8309170244 


6303200430 PHD- 11 -83-040' on 830919, two util employees h one fei-alT 
employee arrested for cocaine 6 marijuana possesilon Arrest 
occurred offsite Employees not Involved In licensed 
operator activities 

LANOIB.K D . DANCE, H C Region 2, Office of Director. 03/09/17 
ip 18917 ISO 24X Flche 30-339,83/09/17,8309200430 


8303290302 LER 83-026/097-0 on 830913,67 of 264 Bergen Petersen EA-3 
clenps discovered oriented Improperly Caused by vendor 
catalog Interpreted Improperly Clamps will be replaced 
during present outage U/a3091B Itr 

MILLIAMa. J. W , MCLAUOHLIN, L Florida Power «. Light Co. 83/09/19 
O'REILLY, J P Region 2, Office of Director 2pp 10972,134 E4I 
Flche 90-339,83/05/10,8303230302 


DOCKET 30-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


8305040022 Releasee public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules end Records 83/04/29 DocuAsal 
Management Branch Ip 18330 069 24X Flche- 90-249,03/04/23, 

8309040022, 


— 8309040034 Forwards public version of revised emergency plan 
Implementing procedures. Including Procedures EPtP 4214 re 
Unit 1 reactor coolant t< liquid waste post-accident sampling 
& EPIP 4222 re Unit 2 core damage estimate 

C0UN6IL, If, 0 Northeast Nuclear Energy Co (subs of Northeait 
Utilities). 83/04/12 EI8ENHUT, D 0 Division of Llcenltng Of) 
18330 066 24X Flche 90-249.83/04/29,8309040022 


— 6303040039 Public version of revised emergency plen implementing 
procedures, Including Procedures EPIP 4214 re Unit 1 reactor 
coolant 6 liquid uasta post-accident sampling It EPIP 4222 re 
Unit 2 core damaga estimate 

« Northeast Nuctaer Energy Co (subs of Northeast Uttlltliel 
83/03/31 300pp 18330 068 24X Flche 90-249,83/04/29, 

8309040022. 


6309110034 Oeneric Ltr 83-21 to all licensees of operating reectorl, 
applicants for OLt s, holders of CPs re clarlf Icatlon Of 
access to control procedures for law enforcement visit* 

Sve list end. 

elSENHUT.DO Division of Licensing 03/09/11 Conso 1 Idsted 
Edison Co, of New York, Inc 16pp 18940 099 34X 

Flche 30-000. 83/09/11, 8309110034 


8309180893 Authariics refund for review of 821230 it B3040B request* 
from, revised schedule for conducting emergency essrclse 
MILLER, HO License Fee Managamsnt Branch 03/09/11 C0UN8tLiU« 
Northaait Nuclear Energy Co (subs of Northeast Utilities). Ip 
18906' 030 a4X Flche 90-000, 83/09/1'!, 8309180893 


8309160022 Advises that onsite t< offsite emergency preparedness 
adequate & emergency plans upgraded per NUREO-0737. Item 
1 1 1. A. 2 1 Item complete 

CRUTCHFIELD. D Operating Reactor* Branch 9. 83/09/13 COUN8IU,H » 

Connecticut Yankee Atomic Power Co COUNSIL.U O. Northeait NuclKi 
Energy Co (subs of Northeast Utilities) 4pp 18492.349. 24X 

Flche- 90-000. 83/09/13. 8309160022 


1 Financial Infornatlon 


B309020093 Forwarde "Annual Rept of Electric Uti Is, Licensees l< Othiri 
(Class A k Class B), " FERC Form 1 

BISHOP. R U Northeast Utilities 83/04/26 Office of Nuclear 
Reactor Regutatl«n, Director 132pp 1B279 109, 24X 

FI Che 90-245, 03/04/26, 8309020093 


J Insurance t, indemnity Information 


8309120196 Forwards Endorsements 87 I, 78 to NELIA Policy NF~173 It MAEU) 
Policy MF-72. rvsg act Ively 

aiNISI, J.H Marsh 6 McLennan, Inc 83/09/09 SALTIMAN, J D. 
Aselstant Director for State t> Licensee Ralationt 3pp 18427' 193 
24 X Flche 90-249.83/09/09,8309120196. 


P. Operating llcanee stage documents t, correspondence 


S30923D616 Forwards Info in response to 630208 ltr requesting baCkflt 
cost data for operating nuclear units. Cost categorized 
according to NRC lispoied, TMI t< non-TMI bactflts, utll- 
inltlated It hybrid bactflt* 

C0UN8IC..H0, Connactleut Yankea Atomic Powar Co C0UN8IL,H. 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities). 
COUNSIL.MO, Northeast Utilities 83/03/21. tOURTELLOTTE, 0. 
Regulatory Refo-rn Task Force 2app 18943 038 24X 

Flche 90-000. 83/03 /21 , 03092306 1 6 



DOCKETED ITEMS 


225 


S3092307S0 Foruapdi lift ot utllf responding to reiiuests for cost 
ftguras on backfltting 

TOOHTEe.LOrTEi O Rtguiatoru Reform Task Force 83/04/11 
FALLikDlKQ'i N J Commissioners 2pp 18942 272 24X 

Flehe 80-000.63/04/11.8309230720 


8309140IQ6 Advises that action reiiuired bg 83012A Amends BBi 91 l< SO to 
Licenses 0FB-2li OPR-Al «< DPR-69. respectivelg & Oenerlc Ltr 
83--07 comp 1 cte. based on util negotiations u/OOC re disposal 
of high level uaste or spent nuclear fuel 

CLARK. R A Operating Reactors Branch 3 83/04/20 COUNStL. 11 0 

Connecticut Vankee Atonic Pousr Co 2pp 184A2 399 24X 

Flcha. 90-000. B3/04/2O. 83091 A01B6 


8309QA009B Forwards 8ER supporting revs to radiological effluent Tech 
Specs Tech Specs acceptable 

CLARK. R A Operating Reactors Branch 3 83/04/21 CDUNBIL.U 0 
Northeast Nuclear Energy Co isubs of Northeast Utilities) 2pp 
I63A4 320 24X FicbS 90-33A. 83/04/21 . 8309060090 


—9309060062 6ER supporting revs to radiological affluent Tech Specs 
e Office of Nuclear Raactor Ragulatton. Director 83/04/21 6pp 
18364 322 24X Fichs 90-336.83/04/21.8309060098 


— 8209210332 "Radiological Effluent Tech Spec Implementation <A-2)r 
Millstone Nuclesr Power Station Unit 2. ” technical 
evaltiatlon rept 

FERNANDEZ. C . PANDEV, S, . CARFAONO. P Franklin Instl tute/Frank 1 in 
Research Center NRC-03-BI-130 TER-C 9906-99 83/09/17 MRC - 

No Oetalled Affiliation 01 vert 26pp 18364 328 24X 

F I c (I a : 9 0-336 .83/04/21. 6309060098 . 


B309040447 Provides info justifying continued operation in light of 
thermal shield concerns, per request made at 830412 meatlng 
Visual Imp. conducted during Fall 1980 outage. uncovered no 
evidence of thermal shield deterioration 

C0UN8IL. U 0 Northeast Nuclaar Energy Co (subs of Northeast 
Utilities) COUNSIL. U 0 Northeast Utilities 83/04/26 
CLARK. R A Operating Reactors Branch 3 2pp 18319-317 24X 

Flehe 90-336.03/04/26.8309040447 


B333090094 Forwards comment* on Oenerlc Ltr 82-32. "Potential Steam 
Oenarator Related Requirements " Vendor Input should be 
loughti espec ially In areas of steam generator tube insarvlce 
Insp tc design considerations 

COUNBtL.U 0 Connecticut Vankea Atomic Power Co COUNBIL.U 0 
Northeast Nuclear Energy Co (tubs of Northeast Utilities) 

COUNSIL. U 0 Northeast Utilities 83/04/29 EISENHUT. D 0 
Division of Licensing 6pp 18339 0S9 24X Flehe 90-000.83/04/29. 

8309090094 


B309090229 Bubmits progress rept re TMI Items 11 F 1. 1 N 11 F 1 2 re 
effluent laonttor mods Vendor schedular uncertainties 
reset ved> Remaining work conslstf of training oparatori. 
software changes tc minor wiring change. 

CDUNStL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). COUNeiL.H. 0 Northeast Utilities 83/04/29 
CRUTCHFrELD. D Operating Ra actors Branch 9 2pp 18338 062 24 X 

Ficbt! 90-249. 83/04/29. 8309090229. 


8303090469 Forwards revs to "Corporate Organliatlon for Nuclear 
Incident* Procedure Manual." per 10CFR90. App E.Section V 
N/o ends. 

CQUNSILi M 0 Connecticut Yankee Atomic Power Co C0UN8IL.M 0 
Northaaet Nuclear Energy Co (sub* of Northeast Utilities). 
CIXINBIL.N 0. Northeast Utlltttss 83/04/29 EISENHUT. 0 0 
Division of Licensing 2pp 18362 296 24 X Flehe 90-000. 83/’04/29. 

8309090469 


8309020499 Oenerlc Ltr 83-19 to all power raactor L tasting licensees 
r* neu procedures for providing public notice concerning 
issuance of amends to oLs Sve list end 

ElBEhtHUT.D 0. Division of Licensing. 83/09/02 Consolidated 
Edison Co. of Neu York. Inc 90pp 1S441.120 24X 

Flehe: 90-000. 63/09/02. 8309020499. 


8309120241 Forward* proprietary s< nonproprletary responses to NRC 
820819 request for addl info re measurement uncertainties h 
•Bhaps Anntallng Factor Component of Asia I Shape Index , " 
praprlatary response fc rept withheld <r*f 10CFR2 790) 

COUNSIL. U.O , SEARS. C F Northeast Nuclear Energy Co (subs of 
Northeast UtlUtlefl COUNSIL. U.O Northeast Utilities 83/09/03. 
CLARK. A A. Operating Reactors Branch 3 t6pp 18429 191 S4X 
Flehe. 90-336. 83/09/03. 6309120241 


—8309120292 "Shape Annealing Factor Component of Axial Shape Index 
Uncertainty. " 

* Combustion Engineering. Inc CEN-247(N)-NP. 83/03/31 48pp 

16429:167 24X Flehe: 90-336. 83/09/03. 6309120241 


8309200081 Forwards SER supporting licensee 7906S9 6 810901 requests 
for rslisf from A8ME Section XI Inservtce testing 
requirements. per 10CFR90 S9(g) Relief from ASHE Code 
requirements expiree on 891289 

CLARK. R A Operating Reactur* Branch 3 83/09/04 COUNSIL. U 0 

Northeast Nuclear Energy Co (sube of Northeast Utilities) 4pp 
18941 006 24X Fiche 90-336.83/09/04.8309200031 


— B3092000SS Safety evaluation supporting licensee request for relief 
from ASHE Section XI Intsrvic* testing requirement*, per 
t0CFR90 9S(g) 

a Office of Nuclear Reactor Regulation. Director B3/09/04 
26pp 18S41 010 24X Fiche 90-336.83/09/04,8309200081 


— B309800089 Notice of granting relief from ASHE Section XI inservice 
tasting requirements. per 10CFR90 39(g) 

TRAHMEUL. C M Operating Reactor* Branch 3 B3/09/D4 2pp 

18941 036 24X Flehe 90-336.83/09/04.8309200031 


8309090426 Forwards Amends 91 6 86 to Licenses DPR-21 << DPR-69. 
raspactlvaly ti notice of issuance 6 avallabltity Amends 
change ownership Intersst* in facilities 

CRUTCHFIELD. D Operating Reactors Branch 9 63/09/09 COUNSIL. U 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities), 3pp 
18360 236 24X Flehe 90-249. S3/09/09. 8303090426 


—6309090460 Amend 86 to License DFR-69. re f 1 acting merger of Connecticut 
Light 6 Power Co 6 Hertford Electric Light Co Pages 1 6 2 of 
Amend 4 to License DPR-Bl end 

CLARK. R A Operating Reactors Branch 3 83/09/03 4pp 

18360 246 S4X Flehe 90-249. 83/09/09. 03OSO9O426 


—8309090463 Notice of issuance 6 availability of Amends 91 6 96 to 
License* DPn-21 6 DPR-69. respectl vely 

CRUTCHFIELD, D Operating Reactors Branch S 83/09/09 2pp 
18360 290 S4X Flehe 90-249.83/09/09,8309090426 


8309110219 Forward* Amend 89 to Llcsnse DPR-69. safety evaluation U 
notice of issuance 6 availability Amend adds footnote to 
Tech Spec* allowing usa of temporary equipment hatch door 
LEECH. P H Operating Reactor* Branch 3 83/09/09 COUNSIL, U 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
18434 336 24X Fiche 90-336.83/09/09.8309110219 


— 8309110224 Amend 03 to License DPR-69. ad d i ng footnote to Tech Spec* 
allowing us* of temporary aqulpmsnt hatch door to maintain 
containment integrity during fuel movement or core 
alterations 

CLARK. R A Oparating Reactors Branch 3 83/09/09 9pp 

16434 340 24X Fiche 90-336.03/09/09,8303110219 


—8309110228 Safety evaluation supporting Amend 09 to Llcensa DFR-69 
* Office of Nuclear Reactor Regulation. Director 83/09/09 3pp 
18434 349 24X Fiche 90-336. 03/09/09, 8309110219 


— 8309110230 Notice of issuance tc availability of Amend 89 to License 
DPR-69 

TRAHHELL.C M operating Reactors Branch 3 83/09/09 2pp 

10434 348 24X Fiche. 90-336. 83/09/09, 83091 10219 


8309090699 Oaneric Ltr 83-20 to all operating reactor licensees 6 
holders of CPa re Integrated scheduling for Implementation 
of plant mods 8vc list encl 

E18ENHUT. 0 0 Division of Llcanslng 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627- 193 24X 

Fiche 90-000.03/09/09.9309090699 


03O9B3O9OB Diecussas 830413 ltr ra proposed revs to Tech Specs for 
Cycle 6 reload Current Tech Spec limits provide ecceptaPle 
margin of safety 

COUNSIL. U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utllltifs) COUNSIL. U 0 Northeast Utilities 83/09/16 
CLARK. R A Operating Reactors Branch 3 4pp 18937 326 24X 

Fiche. 90-336. 83/09/16. 8309230909 


8309290910 Application to emend Licenses DPR-61. DPR-21 tc OPR-69 
delating 820630 deadline data for conformance w/flnal rule 
10CFR90 49 removing requirement for central equipment 
qualification file 

COUNBIL.U O . SEARS, C F Northeast Nuclear Energy Co (tubs of 
Northeast Utilities) COUNSIL. U 0 Connecticut Yankee Atomic Power 
Co. 63/09/18 CLARK, R A Operating Reactor* Branch 3 
CRUTCHFIELD. D. Operating Reactors Branch 9 3pp 18988 278 84X 

Flcha: 90-000, S3/09/18, 8309230910 


—8309290918 Proposed Tec)t Sptc change* deleting 020630 deadline for 
environ qualif icatlon of electrical equipment 
« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/09/10 7pp 18988 281 24X Fiche 90-000.83/09/18.8309290910 
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B Intpflctlon reports! IC Bulletins ti correspondence 


aSlSO&oaes IE info Notice S3-I4. "DBuatBrad Spent Ion EichollBe Resin 
Suscept i b tl lti{ to Exothereilc Chamteel Rsection '' Sve list 
cnc I 

TAVLORi J H Division of Safegoards & Inspection Programs (Post 
S30i03t 83 / 03/31 Consolidated Edison Co of Nou Vorlt< tnc 

112pp 13308 319 24X Flche S0-000> 33/03/31. 8212060383 


3303040021 IE Info Notice 83-21. "Defective Emergencg Use Respirator '■ 
8vc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response IPost &30I03) 83/04/13 Consolidated Edison Co of Neu 

Vorki Inc I26pp 13433 135 24X Flche 30-000.33/04/13.8303040021 


0303040023 IE Info Notice 83-22. "BUR 8e f ety /Rel lef Valve Failures '' 
Sve list end 

JORDANi E L Division of Emergeiicy Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neiii 

Vort. Inc 112PP 18383 089 84X Flche 30-000.83/04/22.8303040023 


8303040025 IE Info Notice 83-23. ''Inoperable Containment Atmosphere 
Sensing Sys ** Sve list end 

JORDAMi E L Division of Emsrgency Preparedness & Engineering 
Response iPost 830103) 83/04/25 Consolidated Edison Co of Neu 

York. Inc li9pp 18381 291 24X Flche 50-000. 93/04/25. 8303040023 


8303040026 IE Info Netlce 83-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PMRs “ Sve list one I 

iJOROAN. E L Division of Emergency Preparedness 6 Engineering 
Response {Post 030103} 83/04/28 Consolidated Edison Co of Nou 

York. Inc lispp 18382 047 24X Fiche 30-000.83/04/28.8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment Syt Heater High 
Temp Trip Setpoint Adjustment." Sve list end 

JDRDAN.E L Division of Emergency Preparedness 1< Engineering 
Response (Post 930103) 83/04/28 Conso 1 Ida t ed Edison Co of Heu 

York, inc 118pp 18382 163 24X F 1 chc 50-000. 93/04/28. 8303040027 


8303060424 Responds to 830316 reguest for plans for Cycle 6 reload 
outage steam generator Insp Tube defect assessment ti 
supplementary steam generator testing program tables end 
COUNSIL. U O Northeast Nuclear Energy Co (tubs of Northeast 
Utilities) COUMSIL.U 0 Northeast Utilities 83/04/29 
CLARK. R A Operating Reactors Branch 3 3pp 18343 281 24X 

Flche 30-336,83/04/29,8305060424 


8303040028 IE Info Notice 83-26, "Failure of Saf ety/Re 1 1 of Valve 
Discharge Line Vacuum Breakers " 6vc list end 
UORDAH. E L Division of Emergency Preparedness 1> Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24 X Flche 50-000.83/05/03,8303040028 


8303040030 IE Info Natlce 93-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E<iulpin4nt *' Sve list end 

UDRDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103} 83/03/04 Consolidated Edison Co of Netii 

York, Inc 112pp 18382 202 SAX Flche 80-000. 83/05/04. 93D3040030 


8303040031 IE Info Notice 63-28. “Criteria for Protective Action 
Recommendations for Oenerel Emergencies " 6vc list enc 1 
UOROAN.E L Division of Emorgency Preparedness & Engineering 
Response (Post 930103) 83/05/04 Consolidated Edison Co of Neu 

Yort, Inc llVpp 18441 OOi 24X Flche 30-000,63/03/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Oindlng Caused by Fuel Rack 
Deformation " Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co. of Neu 

York. Inc USpp 18323 248 24X Flche 30-000.63/03/06.9303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Oinerlc Emorgency 
Operating Procedures (EOF) Guidelines ■' sve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPnst 830103) 83/03/11 Consolidated Edison Co of Neu 

York, me I14pp 18324 003 24X Fiche 30-000. 83/05/1 1. 0303040034 


8305250459 Foruards IE Insp Rapt 30-'336/e3-09 on 630411-14 No 
noncompliance noted 

6TAR0BTECKI, R Dlvtelon of Project * Resident Programs 93/03/11 
CDUNBILiW O Northeast Nuclear Energy Co (sobs of Northeast 
Utilities) 2pp 18588,096 24X Flche 30-336.83/05/11,8303250439 


— 03052 S046S 16 Insp Hept 50-336/83-09 on 830411-14 No none odip 1 lane e 
noted Major areas Inspected) 1 Ic ensee actions taken to comply 
u/rs(i.utremei»ts discussed In NUR 0-0737. Item II 0,2 re design 
review of plant shielding 

UAIAROS. H.J , HAVERKAMPiD R . EAPEN.P K Region 1, Office of 
Director 83/03/09 6pp. IBSBS 09G 24 X Flche 30-336,83/05/11, 

8303250459- 


8303040040 IE Info Notice 83-31. "Error In AOLPIPE Computer Prograe • 
8vc list end 

JORDAN. E L Division of Emergency Preparedness ti Englntsring 
Response (Post 030103 ) 83/05/19 Consolidated Edison Co of Hey 

York, Inc 114pp 10697 009 24X Flche 50-000, 83/05/19, 9303040049 


8305270074 Forwards Jntarlm response to IE Bulletin 02-02 re 
degradation of threaded fasteners in RCPB No linear 
indications found in steam generator manway studs Five 
studs u/unacceptab le mechanical damags replaced 
COUNSILi H O I SEARS. C F Northeast Nuclear Energy Co (tubs df 
Northeast Utilities) CQUNSIL, U 0 Northeast Utilities 83/03/19 
HURLEY. T E Region 1, Office of Director 3pp 10638 283 24X 

Fiche 30-336.83/05/19,8305270074 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Dll " Sve list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Nru 

York. Inc 114pp 18647 007 24X Ficho 50-000.83/05/26,8303040045 


R Periodic operating reports 6 related correspondence 


B30S170010 Forwards monthly operating rept for Apr 1983 

HROCZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MRQCZKA.E. J Northeast Utilities 83/05/12. Offltt 
of Resource Management, Director Ip 16466 130 24X 

Flche 50-336.83/03/12.8305170010 


— 8305170014 Monthly operating rapt for Apr 1983 

GIBSON. J Northeast Nuclear Energy Co (subs of Northeast 
Utllltlee) 83/05/11. 3pp 19466 131 24X Flche 90-336. 
63/05/12, 8303170010 


8 Reportable occurrences. LERs t< related correspondsnee 


6305330573 Forwards engineering evaluation rept. “Cracks t. Leaks In 
Small Diameter Piping " 

BROUN. E J Reactor Operations Analysis Branch 83/04/19 
8EVFRIT. K V Reactor Operations Analysis Branch Ip 18341 342 
24X Flche 50-000,83/04/19.8303230373 


— 9303230619 "Cracks ti Leaks in Small Diameter Piping. “ engineering 
evaluation rept Bmall pipe leaks associated u/unanttclpated 
vibration problems require addi supports or rerouting of 
piping 

BROUN. E J Reactor Operations Analysis Branch 83/04/19 9pf 
IB341 343 24X Flche- 30-000, 03/04/19. 0303230373 


8309270089 LEB a3-0I3/O3L-0 on 830421, control element assembly CCEA) 53 
dropped fully into core Cause unknown Coll programmer pouttr 
main t, backup supplies tested 4, found satisfactory CEA 
withdrawn & power returned to lOOX W/B30520 Itr. 

FOSTER, E R , HRaezKA. E J Northeast Nuclear Energy Co. (subs of 
Northeast Utl lltles) MROCZKA.E.J Northeast Utilities. 83/09/20 
HURLEY.T Region 1, Office of Director 2pp 18638 193 24K 

Flche 90-336.83/09/20.8303270099 


0303270239 LER 83-017/03L-0 on 8304 19, dur Ing routine power operation, 
valve 2-91-616 taken out of sve to perform malnt. Insp 
showed cracking In operator casing Cause under investlgetlon 
by Li fflltorque Repairs will be made U/830320 Itr 

OEROINiJ M . MROCZKA. E J Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) HROCZKA.E J Northeast Utilities 83/03/20 
HURLEY, T E Region 1. Office of Director 2pp 18637 184 24X 

Flche 30-336.83/05/20.8305270239 


9305270494 LER B3-016/03L-O on 830421, staam-dr ivon auxiliary feedwater 
pump removed from sve for repacking Caused by natural end of 
life failure Pump repacked, tested & returned to ivc W/830920 
I tr 

RESETAR, J . HROCZKA.E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MROCZKA.E.J Northeast Utilities 83/09/20 
MURLEV.T E Region 1, Office of Director 2pp 18641 329 84X 

Flche 90-336183/09/20,8305270494 


9305270629 Part 21 rept re potential problem w/3-phaie rectifier 
assembly In exciter not connected in parallel which could 
causa prematura failure Initially reported on 030920. Utils 
will measure vibration 

HAISLER, H K, Litton Indus tri es, Inc 03/09/20 KEPPLEfl. J 0 Region 
3. Office of Director. 3pp 18646.212 24X Fiche 30-000,83/09/20, 

8303270625 
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DOCKET 30-336 MOHTM ANNA POWER STATION, UNIT 1 


r SscuTitg, Aiedieali emergenci; & Fire protection plans 


0309OSOiS& InForms that B30202 Ur provided changes to security plan, 
not personnel training & qua 1 Iflca t ion programs, as stated 
STEWART, W L Virginia Electric ti Pouier Co 03/03/24 MCGUIRE, D R 
Division of Emergency Preparedness it Materials Safety ip 
18342 200 a4X Flehe 30-000,83/03/24,0303030126 


B309>130010 Foruards Amends 47 S< 30 to Clcenses NPF-4 U NPF-7, 
respectively t, notice of Issuance t, availability Amends 
rtvlia audit frequencies of station emergency I< security 
plans 

CLARK, R A Operating Reactors Branch 3 03/03/04 STEWART, W L 

Virginia Electric & Power Co 4pp 18443 303 24X 

Flehe 50-338. 03/03/04,0303130010 


— 8303130017 Amends 47 it 30 to Licenses NFF-4 !< NPF-7, respectively, 
revising audit frequencies of station emergency t< security 
plans t< implementing procedures to provide for review by 
GA dept at least once per 12 months 

CLARK, R A Operating Reactors Branch 3 03/05/04 lOpp 

18443 309 24X Flehe 30-338,83/03/04,0303130010 


--B3051300E3 Notice of issuance 8< availability of Amends 47 L 30 to 
Licenses NPF-4 & NPF-7, respec tlvely 

TRAMMELL, C M Operating Reactors Branch 3 03/03/04 2pp 

18443 319 24X Flehe 30-338, 83/05/04, 0303130010 


8303130030 Forwards revised submittal describing preliminary plan for 
emergency operations Facilities (EOF! updating 820400 
response to Oaneric Ltr 92-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
STEWART, M L Virginia Electric I, Power Co 83/03/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D 0 
Division of Licensing 13pp 18436 219 24X Flehe 30-000,83/03/06, 

930513OOSB. 


8309200074 Notifies that NUREO-0737, Item III A 2 1, “Emergency 
PreparednoBs, Upgrade Emergency Plants to App E, lOCFRSO, " 
completed Item closed 

CLARK.R. A Operating Reactors Branch 3 83/03/10 STEWART, W L 

Virginia Electric h Power Co 3pp 18340 333 24X 

Flehe. 30-338, 83/05/10, 8303200094 


B3D9110034 Oenarlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs L holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

E1BENNUT.D0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New Yorfc, Inc 16pp 18540 093 24X 

Flehe 30-000.83/03/11,8305110034 


D Adjudicatory correspondence 


8303030933 First request for production of documents V first 
Interrogatories Certificate of 8vc end 

OELMANiM R Virginia Electric 6 Power Co OELMAN, M R Hunton i< 
Williams 83/04/29 Louisa County, VA 6pp 18303 303 24X 
Fichf • 30-338, 83/04/29, 8303030333 


6303190219 Rssponte to request for production of documents Production 
will be permitted subj to end stipulation of 
confidentiality Certificate of Sve enc 1 

OELMAN, M R Virginia Electric U Power Co 83/03/16 Louisa 
County, VA epp. 18302:180 24X Flehe 30-338,03/03/16,8303190219 


6303200699 Response to Interrogatories it request for documents 
Certificate of Sve end Related correspondence 
ALBRECHT. V S Louisa County, VA ALBRECHT, V 8 Beveridge. 
Fairbanks & Diamond 83/05/16 Office of the Executive Legal 
Director IBpp 18526 024 24X Flehe 30-338,83/03/16,0303200639 


8309190223 Advises that info re operation of licensed nuclear reactors 
available in PDr 

MCOURREN, H J, Hearing Branch 1 83/03/17 ALBRECHT, V 8 

Bevsrtdgs, Fairbanks t, Diamond. tp 18502 142 24X 

Flehe: 50-338, 83/03/17, 8303190223 


p Operating license stage documents t, correspondence 


8303090144 Suntmarljes review of completed Generic Item B-24 re 
containment purge L vent L TMI Action Plan Item It E 4 2 
GER it "Override t. Reset of Control Circuitry In 
Ventllet ion/Purge isolation «< Other EBF 8ys tB-24>, " end 
CLARK. R. A Operating Reactors Branch 3 83/04/20 STEWART, W L 

Virginia Electric J< Power Co 3pp 18367 072 24X 

Flehe’ 30-338, 83/04/20. 0303090144 


— 0303090149 Safety evaluation approving containment purg mg /vent ing 
during normal operations 6 override & reset of control 
circuitry in vent 1 lation/purge Isolation t< other EBF sys 
* Office of Nuclear Reactor Regulation, Director 83/04/20 6pp 
10367 075 24X Flehe 50-338,03/04/20.0303090144 


— 0208060249 "Override t. Reset of Control Circuitry in Ventl latlon/Purge 
Isolation {, Other ESF Sys (13-24)," technical ovaluation 
rep t 

SARGENT, I < aTCNE.J Franklin In s 1 1 tu ta/Fran k 1 in Research Center 
NRC-03-79-11B TER-C3237-207/20S 82/00/04 CAL VO, J NRC - No 

Detailed Affiliation Given 31pp 1 8367 081 24X 

Flehe 30-338,83/04/2018305070144 


8303060017 Forwards SER re util responses to NURE(}-0737i 1 terns II F 1 4, 
"Containment Pressure Monitor," II F 1 S, "Containment Water 
Level Monitor" & I I F 1 6, "Containment Hydrogen Monitor " 

Items resol ved 

CLARK. R A Operating Reactors Branch 3 03/04/21 STEWART.WL 

Virginia Electric J< Power Co Bpp 18334 314 24X 

Flehe 30-338,83/04/21,8303060017 


8303060065 Advises that adequate justification provided for continued 
operation w/Oresser safety valves on primary side, per TMI 
Action Item II D 1 Oeneric safety evaluation t, plant- 
specific Info end 

CLARK, R A Operating Reactors Branch 3 83/04/22 STEWART, W L 

Virginia Electric & Power Co I4pp 18334 346 24X 

Flehe 30-336,83/04/22,8303060063 


0303060109 Forwards Amends 46 6 29 to Licenses NPF-4 U NPF-7, 
respectively, safety evaluation 6 notice of issuance 6 
availability Amends revise partial power multiplier t, delete 
unit 2 Tech Spec 4 2 2 2 g 2 

ENGLE, L B Operating Reactors Branch 3 83/04/22 STEWART.ML 

Virginia Electric t> Fewer Co Ip 16364 393 24X 

Flehe 30-338,83/04/22,0303060109 


—9303060120 Amends 46 t, 29 to Licenses NPF-4 (< NPF-7. rasp ec t Ive ly , 
revising partial power multiplier 6 deleting Unit 2 Tech 
Spec 4 2 2 2 g 2 

CLARK, R A Operating Reactors Branch 3 83/04/22 26pp 

18364 334 34X Flehe 30-338,83/04/22,8309060109 


— 8303060136 Safety evaluation supporting Amends 46 6 29 to Licenses 
NPF-4 Si NPF-7, respective 1 y 

e Office of Nuclear Reactor Regulation. Director 83/04/22 3pp 
18363 018 24X Fiche 50-338,83/04/22,8303060109 


— 8303060140 Notice of Issuance & availability of Amends 46 6 29 to 
Licenses WPF-4 b NPF-7, re spec tlvely 

CLARK.fi A Operating Reactors Branch 3 83/04/22 2pp 

18363 02t 24X Flehe 30-338.03/04/22. 9303060109 


03O3D4O173 Forwards 30-day response to NRC 830324 SER for environ 
qualification of saf oty-related electrical equipment, 
reaffirming justification for continued operation 6 
submitting Info for items In NRC Categories I B, II A t, IV 
STEWART. W U Virginia Electric t, Power Co 03/04/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3,014pp 18311 001 24X 

Fiche 30-338,03/04/27,0303040173 


8303040409 Responds to 030324 request to review proprietary matl 
contained in Franklin Research Ctr technical evaluation 
repts re environ qualification of saf ety-ralated electrical 
equipment One item identified as proprietary 

STEWART, W U Virginia Electric 6 Power Co 83/04/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Ip 18323 209 24X 

Fiche 30-338,83/04/29,8303040409 


8303020433 Oeneric Ltr 83-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list enc 1 

EISENHUT, D O D1 v 1 s 1 on o f L 1 c ons Ing 83/03/02 Consolidated 

Edison Co of New York, Inc SOpp 16441 120 24X 

Flehe SO-OOO. 83/05/02. 0303020433 


9303130010 Forwards Amends 47 U 30 to Licenses NPF-4 b NPF-7, 
respectively L notice of Issuance S, availability Amends 
revise audit frequencies of station emergency ti security 
plans 

CLARK, R A Operating Reactors Branch 3 03/03/04 STEWART, W L 

Virginia Electric * Power Co. 4pp 18443 303 24X 

Fiche 30-338,83/03/04,0303130010 


—8303130017 Amends 47 it 30 to Licenses NPF-4 b NPF-7, respectively, 
revising audit frequencies of station emergency b security 
plans Implementing procedures to provide for review by 
QA dept at least once per 12 months 

CLARK, R A Operating Reactors Branch 3. 83/03/04 lOpp 

18443 309 84X Fiche 30-338,03/03/04. 8303130010 



228 


DOCKETED ITEMS 


a30Sl30023 tJsticc of Istuinee !■ aval lain 1 itM of Aitieridj 47 ti 30 to 
i.ieon«(9 & l4pF-7i rtspic Cl v( Iv 

TRAHMHLL. C M Optfatlnj Reactor* Branch 3 83/05/04 2pp 

18443 319 24* Fuhe 50-338.83/03/04.8305130010 


B303200709 Foruard* Amend* 49 & 31 to License* NPF-4 !i NPF-7i 
retpecti velijt tafotii t> technical evaluation* & notice of 
lifuancs it svjiiabilltv Anend* chan}* RETS to o*tabllth new 
limiting condition* for quarterly & annual raleat* rates 
EMQLEtL B Operating Reactor* Branch 3 03/05/03 STEMARTiM L 

Virginia Electric i poutr Co 4pp 10939 199 24i 

Ficho SO-330> 03/05/09. 8309200709 


— 6308200710 Amend* 4B i. 31 to Licenie* NPF-4 it NPF-7, respectively, 
changing BETS to ettahlish new limiting condition* for 
operation for quarterly S< annual average release rates 
CLARK, R A Operating Rcactort Branch 3 83/03/05 3pp 

(8939 203 24* Flcht 90-338.83/03/09,0303200709 


—6308200717 Safity evaluation supporting Anands 48 ft 31 to LI cons as 
ifPF-4 4, f4PF-7, rtspec t ivtiy 

e Office O# fluclcar Reactor Regulation, Director 83/09/03 7pp 
18940 091 Z4X Flcht 90-338, 83/09/09. 8309200709 


— 6303200720 *Rets Imp 1 f aantat Ion (A-2), “ technical evaluation rept 
CASSELL, A . CKEN.S j PANOEV.S Franklin Instl tute/Frankl in 
Research Center NRC-03-61-130 TER-C990a- 101/102 83/03/16 

C6M0El,F . UJLLIO.C NRC - No Detailed Affiliation Si Van 32pp 

18940 038 SAX Fuhe 90-338. 03/09/09. 8309300709 


—6303200724 Notice cf Issuance h availatlity of Anends 48 (< 31 to 
Licenses KPf- 4 & wpF-7, respectively 

TRAMMELLi C n operating Reactor* Branch 3 83/09/09 2pp 

16940 090 24 X Ftche 50-338,83/05/05,8309200709 


B309090&S9 Generic Ltr 63-20 to all operating reactor licenfee* ii 
holder* of CPs re integrated scheduling for tap lementation 
of plant mods Svc list end 

EISENHUT, D O Oivision qf Licensing 03/09/09 Consolidated 
Ed I son Co of New Vork. Inc lOpp 18627 153 24X 

Flcht 90-000. 83/09/09, 6305090699 


—0309270334 JB In ip Rept* 30-336/83-07 fc 80-339/63-07 on 63072B-0304 K* 
noncempliance noted Major areas Inspected Internal (, 
eiternal exposures, surveys, plant tours, Unit a refueUfig 
outage preparation ft offsite release records 
NRAV. J R , BARR.K P Region 2, Office of Director 03/03/28 
9pp 10646 197 g4X Flchs 90-338.03/03/29,8309870917 


6309870930 Forward* IE Itisp Rept* 90-338/03-05 h 90-339/03-08 01* 
630206-0303 No none ompl tapes noted 

DANCE, H C Division of Project & Resident Programs 83/04/01 
STEUaRT'U L Virginia Electric ft Power Co 2pp 18646*166 24X 

Fiche 90-338,63/04/01,6309270930 


—8308270944 IE Insp Hepts 90-336/63-09 » 90-339/B3-0S on 930206-0309 
No noncompliance noted Major areas inspected outogo 
actlvl ties, survei 1 lance 6 malnt activitlss, idantlfled items, 

LERs U routine imps 

SMVMLOCK.li Q Region 2, Office of Director JULIAN, C. 01 vis I an 
of Project ft Resident Programs 83/03/31 7pp 16646. 168 S4X 
Flcht 80-338, 03/04 /0 1 , 0309870930 


8309270394 Act receipt of 030317 ltr informing NRC of stepe taken to 
correct violations noted in lE Imp Rept* 90-338/83-01 ti 
90-339/83-01 

LEUI81R C Division of Project t, Resident Progroms 83/04/07. 
STEUART.U L Virginia Electric 6 Power Co Ip. 18648.560 a4X 
FI eh# 90-338.63/04/07,0309870394 


— 6309270407 Responds to NRC 03OSO4 ltr ro violations notedf in IE Jnip 
Rapts SO-330/03-01 t< 90-339/03-01 CoproetJv# actions* 

•quipAunt failure trend onatysis program will bo described, 

implamented 6 controlled by administrative procedure 

STEWART, M L Virginia EJeetrle «, Power Co 83/03/17 

O'REILLY, J P Region 2, Office of Director, 4pp 10648:S6I. a4X 

Fiche 90-336,83/04/07.8309270394 


— 8309270416 Confirms NRC approval to extend response time to notice of 
violation contained in IE Insp Repts 90-338/83-01 & 

90-339/03-01 to 030318 

STEWART, W L Virginia Electric 6 Power Co 03/03/09, 

O'REILLY, J P Region 2, Office of Director Ip. 18642 S69 SIX 
Ftche 90-338, 03/04/07. 03’O987O394 


6309200499 Forward* response to Generic Ltr B2-2B, "Inadequate Core 
Cooling Instrumentation Syi, " per S30310 ltr During upset 
conditions, alarm functions provided in conjunction w/ 
suhcooiing monitors 

STEWART. M L Virginia Electric & Power Co 83/09/12 DENTON, H R 
Office of Nuclear Raactor Ragulatton, Olractor EISENHUT.D 0 
Division of Lictnsing 19pp 18913 182 24X Fiche 50-000,83/09/12, 

6309200499 


8305260323 Responds to iOCFRSO 49<g> b NRC 830324 ltr rt electrical 
equipment important to safety Schedule for qua! if Icatlon or 
replacement submitted Master list of equipment and 
BTEMARt.m L Virginia Electric ft Power Co 03/05/20 DENTON, K fi 
Office of Nuclear Reactor Reguiatlen, Director CLARK, R A 
Operating Reactor* Branch 3 76pp 18626 007 24X 

Fiche 50'338, 83/09/20, 0309260323 


8309270220 Requests eitenslon until 830620 for cospletion of special 
lifting rig analysis per nUREG- 0612 Extension required due 
to late receipt of Ussttnghouse rept 

STEWART, U L Virginia Electric 6 Power Co 83/09/20 DENTON, H R 
afflca of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Ip 10637 329 24X 

FI C 6 * 30-330, 83/09/20. ©30S270220 


-8308270421 Forward* IE Insp Ropt* 90-338/03-01 b 90-339/03-01 on 
830103-07 ti notice of violation 

LEWIS, R C Division of Project 6 Resident Program*. 63/02/04 
STEWART, W L Virginia Electric b Power Co 2pp 18648' 266. R4X 
Fiche 90-330,03/04/0718309270394 


— 0308270430 Notice of violet ion from imp on 030103-07 

» Region 2, Offica of Director 83/02/04. 2pp 1064S 268 24X 

Fiche 30-330,03/04/07.8309270394 


—8309270442 IE Insp Repts 90-338/83-01 St ‘00-339/83-01 on 830103-07. 
Noncompllanee noted. fellgre to perform all audits paqulred 
by Tech Specs ft to establish sy* to evaluate equipment 
failures 

BELISLE. Q A , JACKBON. L H . SKINNER, P H Region 2, Office of 
Director 83/01/26 lOpp, 18642.270, 24X Fiche 90-330,03/04/07, 

8309270394 


8303040021 lE Info Notice 63-21, "Defective Emergency Use Respirator.* 
8ve list end » » r 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Resgonse {Post 830103) 03/04/19 Consolidated Edison Co. of New 

York, Ine I26pp 18439 199. 24X Fiche: 90-000, 83/04/19,8303040021 


0 Inspaction reports, IE Bulletins ft correspondene* 


6305270143 Correct* 821124 rtipome to vtoletlon noted in lE Into 
Rept* 90-338/82-37 t< 90-339/82-37 Item S finding r* RCB 
leaiage removed as vial a lion 

STEWART, W L Virginia Electric ft Power Co 63/02/29 O'RKILLY, J P 
Region S, Office of Director 2pf 18638 I6I 24X 
Fleha 90-338,83/02/29.6305270143 


6312060305 IE Info Not let 83-14. "Dewatered Spent ton Eichanoi Resin 
Suscap tibil 1 1 V to Eiotheralc Chemical Reaction," Svc lift 
and 

TAYLOR. J M Division of Safeguard* 6 Impection Propreot Ipott 
630103) 03/03/81 Con.oiid.ted Edl*oi Co of mu ?ori, li!e 

112pp 10300 319 24X Fleha. 90-000. 83/03/21,9212060309 


8309270917 Foruard* IE ln«p Rept* 30-330/63-07 «, 90-339/83-07 on 
830228-0304 No noncoapl tance noted JJt/bj o 7 on 

|uh^Io-338.M«§/S9r03OM7«j7‘ '=‘’ 




fdrw4rdf IE intp ftiiptt 50-338/83-09 
830321-30 Nft noncorfip 1 noted 

F. . «<“ project ft Reel don t Program* 03/04/18, 

Electric «, Power Co 2pp 18637.173 »4K 

Fiche 90-336,63/04/10,8309270838 




noncompllanee noted Major areoi Infpectod insdrvice testing 
pumps 6 valve*, date evaluation ft review, correetlvo LER 
action 8, calibr of imtrvlce Insp tool 

ECDNOMog.Ni BLAKE, J. J Regions, Office of Director. 83/04/14 
9pp 10637 175 84X Fiche 90-338,03/04/18,8309270238. 


IB inro Notice 03-22, 


five list end 


aorety/Roiief vaiv* Fatluri 


Vo emergency Preparedness it Engineering 

v«!J ?! aaotosj- 63/04/22 conoolldated Edison Co of Niu 

York, Inc liSpp 10383*089 24x Ficho 90-000,83/04/22,0303040023 


. .7 “"■TO •ssessmeijt rovieued U lesuaneo of 

f!? nS?lMr J.MtJ**’' eonduetad u./prop*r concern 

°vin!!rVTl.'^cT- °*'^*'=* Director B3/04/22. STEWART. M L 

Virginia Electric i. Power Co 2pp, 16646 001. 84X 

Fleha 30-000,63/04/22,6309270913 



DOCKETED ITEMS 


—6303270337 Forward! 8ALP Ropt! 30-200/83-02, 50-2B1 /B3“03( 30-333/03-03 
4c 30-339/03-03 for Jul 1901 - Sept 1982 

LEHI8>R C Otvlilon of Project h Resident Pragracns 03/02/10 
STEMART. U U Virginia Electric l> Power Co 2pp 10644, 003 24X 

Ft(6« 90-000.03/04/22,0309270313 


—9303270541 SALP Repti 50-280/83-02,50-201/03-02,30-330/03-03 4 
SO-339/B3-03 for Jo I 1901 - Sept 1902 

• Region 2, Office of Director 03/02/10 49pp 18646 005 24X 

Flcft* 30-000,83/04/22,8303270513 


9303040025 IE Info Notice 03-23, “Itioperable Containment Atmosphere 
Senelng Bga “ Svc list end 

JORDAN, E L Division of Emergency Prepai edness tc Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

Vorl. Inc 119pp 10301 291 24X Flche 50-000,03/04/25,0303040025 


B303040026 IE Info Notice 63-24, ''Loose Parts in Secondary Side of 
Btcam Oenerators at PWRs " Svc list end 

JORDAN’E U Division of Emergency Preparedness << Engineering 
Rtsponee (Post 830103) 83/04/28 Consolidated Edison Co of New 

Vorfci Inc llSpp 10302 047 24XFlclie 50-000,83/04/20.0303040026 


6303040027 IE Info Notice 83-29, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division Of Emergency Preparedness 4< Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co of New 

Vorkf Inc llBpp 10302 165 24X Ft clie. 50-000, 83/04/20, 0303040027 


S30304002S IE Info Notice 83-26, "Failure of Safety /Re I ief Valve 
Discharge Line Vacuum Brealiars " svc list end 
JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post 030103) 63/05/03 Consolidated Edison Co of New 

Vork, Inc lS2pp 18441,170 24X Flche 50-000, B3/09/03, 8303040020 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Egulpnent " Bvc list end 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

rork, Inc 112pp 18302 202 24X Flche 50-000,83/09/04,8303040030 


6303040031 IE Info Notice 83-28, "Criteria for Protective Action 
RacDmaiendatlons for General Emergandes " Bvc list end 
JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Past 030103) 03/05/04 Consolidated Edison Co of New 

Vorlr, Inc I19pp 18441 001. 24X Fletie 50-000,83/05/04,8303040031 


8303040633 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Defornatlon '* Svc list end 

JORDAN, C L. Division of Emergency Preparedness 4, Engineering 
Reiponse (Post 030103) B3/0S/06 Consolidated Edlsdn Co of New 

York, Inc llSpp 18523 240 24X Flche 50-000,83/09/06,8303040033 


B30S870414 Ack receipt of 830408 itr informing NRC of steps taken to 
correct vlotetlone noted In IE Imp Repts 50-330/82-39 4, 
50-339/02-39 

DANCE, H C Division of Project 4, Resident Programs 03/05/09 
8TEHART.W L Virginia Electric 4, Power Co Ip 10641 331 24X 

Flche- 50-330, 03/09/09, 0305270414 


— 8305270426 Reipondi to NRC 830311 Itr re violations noted In IE Inep 
Repts 90-938/82-39 tc 50-339/02-39 Corrective actions 
emergency procedures revised to reflect Tech Spec 3 0 3 
re<kulr<ments 

STEWART, H.L, Virginia Electric 4, Power Co 83/04/08 

0'REILCY,J P Region 2, Office of Director 4pp 18641 332 24X 

Flche 50-338,03/05/09,8309270414 


— 8309270437 Forwards lE Insp Repts 50-338/82-39 4c 30-339/82-39 on 
821106-1206 tc notice Of Violation 

LEWIS,R,C, Division of Project & Resident Programs 03/03/11 
STEWART, W L Virginia Electric Sc Power Co. 2pp 18641 336 S4X 
Flche- 50-33Bc 83/09/09, 0309270414 


— 8309270448 Notice of violation from Insp on 821106-1206 

e Region 2, Office of Director 03/03/11 2pp. 10641 330 24X 

Flche 90-930, 03/09/09. 830927041 4 


— 8309270499 IE Insp Repts 90-338/82-39 4. 90-339/02-39 on 821106-1206 
Noncompllancf noted failure to have ESF actuation sys 
oparahle It failure to perform required eurvei 1 lance. 

EHYNLOCK, N. B Region 2. Office of Director. JULIAN, C. A Division 
of Project 4, Resident Programs 83/03/08 7pp. 18641,339 24X 

Flche 90-338,83/09/09,0309270414 


6-303040034 IE Info Notice 83-30, "Misapp lice t ton of Oenartc Emergency 
Operating Procedures (EOP) OuldcUnes " Svc list end 
JORDAN, E (. Division of Emergency Prtparednees 4, Engineering 
Rtiponec (Post 830103) 83/09/11 Consolidated Edison Co of New 

Vorl, Inc lt4pp 18924 003, 24X Ft Che. 90-000, 83/09/1 1, 8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ’’ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X Flche 90-000,03/09/19.0303040040 


0303040046 IE Info Not 1 c e 83-33, "Nonrepresentativa Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Reepo-nse (Post 830103) 83/05/26 Consolidated Edison Co of New 

Yor)!, Inc U4pp 10647 007 84X Flche 90-000.83/09/26.8303040046 


0 Reportable occurrences, LERs I, related correspondence 


0305330430 Forwards engineering evaluation rept, "Degradation of 
3af e ty-Re leted Batteries Due to Cracking of Battery Cell 
Casas l</or Other Possible Aging-Related Mechanisms " Aging 
factors not considered In Implemented replacement criteria 
ASHE, F Reactor Operations Analysis Qranih 83/04/10 SEVFRIT.K V 
Reactor Operations Analysis Branch Spp 18949 356 34X 

Flche 50-000,83/04/18,0305230430 


— 0305230441 "Degradation oP Safety-Related Batteries Due to Cracking o 
Battery Cell Cases tc/or Other Possible Ag Ing-Re la ted 
Mechanisms," engineering evaluation rept LERs re 
safety-related battery degradation reviewed 
ASHE, F Reactor Operations Analysis Branch 03/04/10 9pp 
10943 398 24X Flche 90-000,83/04/16.8305230430 


B305030138 Forwards LER e3-016/03L-0 

HARRELL, E H Virginia Electric 6 Power Co 83/04/20 O'REILLY.J P 
Region 2, Office of Director Ip 18300 270 24X 

Flche 90-330, 03/04/20. 0303030198 


“8309030169 LER a3-016/03L-0 on 030323, u/ur 1 1 at lOOX power, sti ffener 
support not added to bus svc water auxiliary relay panel J 
per Design Change 60-8491 Caused by personnel error 
Stiffener support added 

HARRELL, E U Virglnle Electric 4, Power Co B3/04/20 Region 2, 
Office of Director 3pp 10300 271 24X Flche 30-330,03/04/20, 

B30903019B 


0305030611 Forwards LER 83-019/03L-0 

HARRELL, E N Virginia Electric 4, Power Co 03/04/21 O'REILLY.J P 
Region 2, Office of Director Ip 18306 098 24X 

Flche. 90-330, 83/04/21, 8305030611 


—8309030619 LER 83-019/03L~0 on 030409, i nd 1 vl dua 1 rod position 
Indication for control bank C, rod O-tS, d evlated from group 
demand position Caused by Instrument drift Instrument 
r teal £br 

HARRELL, E U Virginia Electric 4< Power Co 03/04/21 Region 2, 
Office of Director. ip 10306 099 24X Flche 90-330,03/04/21, 

83090306 1 1 


8309090186 Forwards LER 03-OO0/O3L-O 

HARRELL, E W Virginia Electric 4. Power Co 03/04/27 O'REILLY.J P 
Region 2, Office of Director Ip 18341*062 24X 

Flche 90-338,03/04/27,8309090106 


— 0309090191 LER 03-OOB/O3L-O on 8304 10, r e vl ew revealed that procedure 
used to rostore boron Injection tank concentration 
Introduced potential unanalyied Injection flow diversions 
Caused by oversight Emergency procedures revised 

HARRELL. E M Virginia Electric 4i Power Co 83/04/27 Region 2, 
Office of Director 3pp 10341 063 24X Flche 90-338,83/04/27, 

6305050186 


8305110289 Forwards LER 83-020/03L-0 

HARRELL.e.H VI rg 1 Ti 1 a £1 ec tr 1 c 4t Power Co 83/05/09 O'REILLY.J P 

Region 2, Office of Director Ip 10393.334 24X 

Flche 90-339103/09/05,8309110209 


— 8309110288 LER 03-O2O/O3L-O‘ on 830407, dur 1 ng surveillance testing. 
Inside containment recirculation spray pump l-fiS-P-lO 
tripped Causa unknown Pump satisfactorily tested 4i returned 
to svc 

HARRELL, E W Virginia Electric ti Power Co 83/09/09 Region 2, 
Office of Director Spp 18393 339 24X Flche 90-338,83/09/09, 

8309110289 


6305170406 Forwards LER 83-021/03L-0 

HARRELL, E H Virginia Electric 4i Power Co 83/05/10 O'REILLY.J P 
Region a, Office of Director Ip 18470*124 24X 

Flch e* 50-338, 83/09/10, 8305170406 
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--saostro'^ie LER es-osi /OSU-O on B304IJ,Pipe Boor S-71-7 betiifeen svc 
<til4g health phv«ie* area it auxiliari/ bldg uould not s»tf 
cloie Canted bg removal of recloiure device far malnt of 
closure coupling RecJosure device reinstalled 

HriRRELL.E U Virginia Electric & Poujer Co 63/OS/lO Region 2. 

Office of Director 3pp 10470 125 24X Fiche 30'33B, 03/05/10. 

0305170406 


0309200146 R3 an 83050?. in/un 1 1 at lOO/i poueT. severe hydrogen leak 
dlscovarecf on hydrogen inner'-coo] ed turbine generator Unit 
rampdoun ordered & hydrogen vented to atmosphere Energencg 
terminated uihen pressure reached less than 10 psig 

HikRREt.t..E U Virginia Electric 6 Pomer Co 03/05/10 Region 2. 
Office Of Director 2pp J09I0 361 24X Fiche 50-33B. 03/05/10. 

0309200146 


8305200574 Forwards tEH a3-022/03L-0 

MARRELL.E H Virginia Electric 6 Power Co 03/05/13 0 'REILLY. J P 

Region 2. Office of Director ip 10514 137 24X 

Fiche 50-330.83/09/13,0305200574 


— 8309200SB3 LER 83-022/O3L-0 On 8304 12. r e Vi eu of ASME XI I WV program 
Identified 192 valves not exercised tc/er stroke t imed. Caused 
by fragmented imp! ementatlen of testing program Pragrami 
upgraded 

HARRELL, E M Virginia Electric & Pouer Co 83/05/13 Region S, 

Office of Director 3pp 10514 140 24X Fiche 50-330.83/05/13. 

8303200974. 


0309230200 LER 83-023/03L-0 on 830423. low head Safety Injection pump 
I-8I~P~1B suction isolation valve failed to open. Caused by 
lack of lubrication on valve stem to operator nut area Stem 
lubricated k stroked 14/030518 1 tr 

HARRELL, E W Virginia Electric 8t Power Co 03/05/10 O'REILLY, J P 
Region 2. Office of Director 3pp 10505 27? S4X 
Fiche 50-330.83/05/10, 0305290209 


0305250417 LER B3'D25/03L-0 on 030427, ub lie conducting surveillance 
test, conditioning module TC-MH-IOOA to me teorolog 1 cal 33-ft 
temp chart recorder drifted 1 6 F Caused by Instrument 
drift Module recalbr M/83OS10 1 tr 

HARRELL, E H Virginia Electric & Power Co 03/05/10 O'REILLY, J P 
Region 2. Office of Director 2pp 10903 360 24X 

Fiche 50-330. 03/05/ 1 8, 03052504 1 7 


0305270323 LER B3-D26/03U-0 on 930426. ca 1 1 hr chect of delta T/TAV3 
protection channel 1 revealed erratic TAVS lead Jag 
derivative card Cause undetermined Card replaced & channel 
callbr W/03D92O Itr 

HARRELL- E W Virginia Electric fc Power Co 03/09/20 O'REILLY, V P 
Region 2, Office of Director 3pp 10642 096 24X 

Ft Che 90-330, 03/05/20, 0309270323 


DOCHer SO-339 NORTH ANNA POWER STAriON. UNIT 3 


F Security, medical, emergency & fire protection plans 


B3D90S0I26 Informs that 830202 Itr provided changes to security plan, 
not personnel training & qualification programs, as stated 
STEHART.W L Virginia Electric 6 Power Co 93/03/24 MCGUIRE. D R 
Division ef Emergency Preparedness 6 Materials Safety Ip 
18342 200 24X Fiche 50-000, 93/03/24 , 03050301 26 


83091300£0 Forwards Amends 47 t 30 to Licenses NPF-4 Ir NPF-7, 
respectively tc notice of Issuance b availability Amends 
revise audit frequencies of station emergency &■ security 
plans 

CLARK. fl A Operating Reactors Branch 3 83/05/04 STEWART, M L 

Virginia Electric Si Power Co 4pp 18443 309 24X 

Fiche 90-339,03/05/04,0309130010 


— B30B130017 Amends 47 A 30 to Licenses NPF-4 A NPF-7, reipec tive 1 y , 
ravlslng audit Frequencies of station emergency A security 
plane A Implementing procedures to provide for review by 
OA dept at least once per IS months 

CLARK, R A Operating Reactors Branch 3 83/09/04, lOpp 

18443307 24X Fiche 90-338.03/03/04,0305130010 


— B3D9I30023 Notice of Issuance A availability of Amends 47 A 30 to 
Licenses NPF-4 A NPF—7. respective 1 y 

TRAMMELL, C M Operating Reactors Branch 3 83/05/04 2pp 

18443 317 24X Fiche 50-330,03/09/04.0305130010. 


0305130050 Forwards revised submittal describing preliminary plan for 
emergency operations facilities (EOF) updating 020400 
response to Generic Utr 02-33 Local EOF will be constructed 
adjacent or connected to existing training facilities 
9TEHART. M L Virginia Elat trie A Power Co 03/09/06 DENTON, H R 

Office of Nucleer Reactor Regulation. Director I3pp 18436 2I9 

24X Fiche 30-000,83/09/06,0305130050 


0305200094 Notifies that NVREO-0737. Item III A 2 1, '‘Eifierganey 
Preparedness, Upgrade Emergency Plants to App E. IQCFRSO. " 
completed Item closed 

CLARK, fl A Operating Reactors Branch 3 03/09/10 STEWART. U.L 

Virginia Electric A Power Co 3pp 18540 399 24X 

Fiche 90-338,03/09/10,8309200094 


8309110034 Generic Ltr 03-21 to ell licensees of operating raactori. 
applicants far OLs A holders of CPs re clarification of 
access to control procedures for law enforcement visits. 

Svc list enc 1 

ElBENHUT, D 0 Division of Licensing 03/09/11 Consol Idatef 

Edison Co, of New York, Inc 16pp 10540 075 24X 

Fiche 90-000,03/09/11,0305110034 


0 Adjudicatory correspondence 


83D503Q999 First request for production of documents A first 
interrogatories Certificate of Bve end 

OELMANrM R Virginia Electric A Power Co OELMAN. M R Hunton A 
Williams B3/D4/2? Louisa County, VA 6pp 18303:303 24X 
Fiche 50-338.03/04/27,0305030995 


8309190319 Response to request for production of doeixniants Produclien 
will be permitted subj to end etipulatton of 
confident ia 1 1 ty. Certificate of 0vc end 

OELMAN,M fi Virginia Electric A Power Co 03/09/16. Lqulei 

County, VA Bpp 10902.100 24X Flchei 90-330. 03/09/16, S30S1902I9 


0309200699 Response to Intarrogatories A request for documents 
Certificate of Svc encl. Related correspondence 
ALBRECHT, V S Louisa County, VA ALBRECHT, V 8 Beveridge. 
Felrbanks A Diamond 83/05/16 Office of the Executive Legal 
Director }8pp 18526,024 24X Fl c h a ' 50-330, 83/09/ 16, 0309300699 


0309190233 Advises that Info re operation of licensed nuclear raactori 
available in FDR 

NCOUHREN.H J Hearing Branch 1. 03/09/17, ALBRECHT. V S 

Beveridge, Fairbanks A Diamond Ip 10503. 142. 34/ 

Fiche 50-330,83/05/17,0305190223 


P Operating license stage document* A correspondence 


8309090144 Summarlies review of completed Generic Item 0-84 re 
containment purge A vent A TMI Action Plan Item II, E, 4 2 
8ER A "Override A Reset of Control Circuitry in 
Ventilation/Purge liolatton A Other E8F Sys (0-24)," ancl. 

CLARK, R A Operating Reactors Branch 3, 03/04/20. STEWART, H L 

Virginia Electric A Power Co 3pp 18367 072 24X 

Fiche 90-338,03/04/20,8305090144 


— 8305090149 Safety ovaiuatlon approving containment gurglng/ventlng 
during normal operations A override A reiet of control 
circuitry in ventl litlon/purge isolation A other ESF eye, 
e Office of Nuclear Reactor Regulation, Director 83/04/80 &pp 
18367 079 24X Fi ch# , 50-333, 03/04/20. 8309090144 


—8308060249 "Override A Reeet of Control Circuitry In Ventilatlon/Purji 
Isolatldn A Other ESF Bye (B-24), " technical evaluation 
ript 

SARGENT, I > STONE, J Franklin Ins tl tu te/Frankl in Research Center 
NfiC-03-79-US rEB-C3257-207/808, 82/00/04. CALVO. J NBC - Nd 

Detailed Affiliation Olvan 31pp. I0367'O01 24X - 

Fiche 90-338, 83/04/20.8309090144. 


BS0SO6O0I7 Forwards SER re util responses to NUREO-0737, Items II. F 1 4, 
"Containment Pressure Monitor," II F 1 5, "Containment Hater 
Level Monitor" A II F. 1 6, "Containment Hydrogen Monitor " 

Items resolved 

CLARK, R A Operating Reactors Branch 3, 83/04/21, 8TEHART, H L 

Virginia Electric A Power Co Bpp 10394:314 24X 

Fiche 90-338,03/04/21,8309060017 


8309D60069 Advises that adequate justification provided for continued 
operation u/Oresser safety valves on primary side, par TMI 
Action Item If D i Generic safety evaluation A plant- 
epeclflc info encl 

CLARK, R. A Operating Reactors Branch 3 83/04/22, 0TEWART, W L 

Virginia Electric A Power Co Mpp. 18394.346 34X 

Fiche 30-338,83/04/28,8305060065 


0305060109 Forwards Amends 46 A 29 to Licenses NPF-4 A NPF-7, 
respectively, safety evaluation A notice of issuance A 
availability Amends revise partial power multiplier A delete 
Unit 2 Tech Spec 4, 8 2 2 g 2 

ENOLE.L B Operating Reactors Branch 3 03/04/22 BTEHAPT, H L 

Virginia Electric A Power Co ip, 10364 353. 24X 

Fiche 50-330,83/04/22.0303060107 
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— 6303060120 Amend I 46 & 2’t to Licensee NPF-4 & NPF-7. resp ect Ive ly* 
reviling pertiel power multiplier 6 deleting Unit 3 Tech 
Spec 4 2 2 3. g 2 

CLAAKi R A Operating Rose tors Branch 3 B3/04/22 S6pp 

10364 334 84 X Fiche 30-338.83/04/22,6303060109 


—6303060136 Sapetij evaluation supporting Amanda 46 6 29 to Llceniea 
NPF-4 it NPF-7. reapactively 

a OfFlcc op Nuclear Reactor Regulation. Director 83/04/22 3pp 
1S365 010 24X Fiche 30-339,83/04/88.6305060109 


—6303060140 Notice of 1 nuance it availability of Amanda 46 !* 29 to 
Licenie* NPF-4 & NPF-7. reepectlvely 

CLARK, R A Operating Heactora Branch 3 83/04/22 app 

1036 5 08 1 a4X Fiche 50-336.83/04/22.8303060109 


8305040409 Retponde to 830324 request to review proprietary matl 
contained In Franltlln Retearch Ctr technical evaluation 
rapt« re environ qualification of safety-related electrical 
aqufpraent One 1 tam Identified a« proprietary 

aieHART, W 1.. Virginia Electric 6 Power Co 83/04/29 DENTON. H R 
Of flea of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactor* Branch 3 ip 18383 809 24X 

Fiche 30-330. 83/04/89, 0305040409 


8303020455 Generic Ltr 63-19 to all power reactor it testing licensees 
re new procedures for providing public notice concerning 
Iflsuance of amends to 0L« 6vc list end 

EISENHUT, 0 O Division of Licensing 63/05/02 Consolidated 
Edison Co of New York, Inc SOpp 10441 120 24X 

Ftcha 30-000.83/05/08,8305020455 


8305060263 Application for amend to License NPF-7, ravl sinp Tech SpBCS 
to support imp 1 e (non tat ion of 2 5 F Tavg increase during 
currant refueling outage Main steam line (nonohall support 
nod’s eomplvtc 

STEWART, N L Virginia Electric 6 Power Co 63/05/03 DEMTONiH R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Raactors Branch 3 ip 18345 028 S4X 
Ftcha 50 -339 ,83/05/03. 8305060283 


0305130010 Forwards Amends 47 & 30 to Licenses NPF-4 ti NPF-?, 
raspactlvely tt notice of issuance ti availability Amends 
ravisa audit fraquancles of station emergency 6 security 
p Ians 

CLARK, R A Operating Reactors Branch 3 S3/O5/04 STEWART, U L 

Virginia Electric & Power Co 4pp 18443 305 24X 

Fiche 50-336.83/05/04,6305130010 


— 0305130017 Amends 47 it 30 to Licenses NPF-4 t< NPF-7. resp ect 1 ve ly, 
revising audit frequencies of station emergency b security 
plans b Implementing procedures to provide for review by 
<3A dipt at laast once per 12 months 

CLARK. R A- Operating Reaetors Branch 3 83/05/04 lOpp 

184143 309. 24 X FI che. 50-338, 83/03/04, B305130010 


— 0305130023 Notice of issuance b availability of Amends 47 b 30 to 
Licansss NPF-4 b NPF-7, respectively 

TRAHHELL.C M Operating Reactors Branch 3 83/05/04 2pp 

18443 319. S4X Flcho 50-338,83/05/04.9305130010 


8305200709 Forwards Amends 48 b 31 to Licenses NPF-4 b NPF-7, 
respectl vely, safety b technical evaluations b notice of 
Issuance b availability Amends change RETS to establish new 
limiting condition* for quarterly b annual releas* rat** 

ENOLE, L B Operating Reactors Branch 3 83/05/05 STEWART, W L 

Virginia Electric b Power Co 4pp 10539 199 a4X 
Fiche. 50-338, 83/05/05, 8305800709 


--8305200710 Amends 48 b 31 to Licenses NPF-4 b NPF-7, resp ect Ive ly, 
Changing RETS to establish new limiting conditions for 
operation far quarterly b annual average release rates 
CLARK, R A Operating Reactors Branch 3 83/05/05 3pp. 

18539 203. 24 X FI Che. 50-338, 83/05/05, 8305200709 


— 830S200717 Safety evaluation supporting Amends 48 b 31 to Licenses 
NPF-4 b NPF-7 j respectively 

* Offieo of Nuclear Reactor Regulation, DlTeetor 03/05/05 7pp 
10540 051 24 X Fiche. 50-338, 83/05/05, 6305200709. 


— 8305200720 "RETS Imp lementatlOin (A-8), *' technical cvaluatlen rept 
CASSELL, A , CHEN, S , PANOEY, 8 Franklin Instltote/Frankl In 
Reiearch Center NflC-03-Bl-130 TEB-CSS06-101/102 83/03/18 

CONOEL,F • WILLIS, C NRC - No Detailed Affiliation 01 von 32pp 
18540 058 24 X Fich* 50-336,83/05/05,8305200709 


— 8305200724 Notice of issuance b aval labl tty of Amends 48 b 31 to 
Llctnses NPF-4 b NPF-7, respectively 

TRAMHELL.C H. Operating Reactors Braneh 3 B3/05/05 2pp 

1054O’O9O 24X Fiche 50-330,83/05/05,8305800709 


8305120386 Submits statu* of Llcanse Condition 2 C<4)(c] Facility 
currently In second refueling outage New Rosemount 
resistance temp detector <RT0) Nodel i76K8 will be Installed 
until redesigned RTD available 

STEWART. W L Vlrg 1 nla Elec trie b Po(UBr Co 83/05/06 DENTON. H R 
Office of Nuclear ReactO'r Regulation. Director CLARK, R A 
Operating Reactors Branch 3 Spp 18432 269 24X 

Fiche 30-339,83/05/06,8305120386 


S30S0906S9 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list end 

EISENHUT. D 0 Division of Licensing 03/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 34X 

Fiche 50 -000 . 83 / 03/0 9. 83 0309 0659 


8303190253 Informs of status of NURE0-a737. Item II F 1 3 re 
containment high-range radiation monitors Ouallfiod 
1 n-c ante 1 nment electrical terminations will be made per 
IE Bulletin 79-0113 b NWREO-OSeS schedule 

STEWART, W L Virginia Electric b Po(Uor Co 83/05/12 DENTON. H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 Ip 18501 283 24X 

Fiche 30-339. 83/ 03/12, 0303190253 


8303200499 Foruards response to Generic Ltr 82-28, "Inadequate Core 
Cooling Instrumentation Sys, " per 830310 ltr During Upset 
c and 1 1 Ions, alarm functions provided in conjunction w/ 
subcooling monitors 

STEWART, M L Virginia Electric b Pourer Co 83/05/12 DENTON. H R 

Office of Nuclear Reactor Regulation, Director 19pp 16513 182 

24X Fiche SO- 000 ,83/05/12, 8305200499 


8305270150 Informs that License Conditions 2 C(l3)(h>CSl b 2 C(15>{h> 
14lrs diesel generator reliability saCisfled Hods will be 
completed no later than second refueling outage 

STEWART. M L Virginia Electric b Pouer Co 83/05/19 DENTON,N R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Oparatlnc Reactors Branch 3 2pp 10638 201 24X 

F 1 c h a 50-339, 83/05/ 1 9 . 630 5270150 


8305260383 Responds to 10CFR30 49lg> b NRC 830324 Ur re electrical 
equipment important to safpty Schedule for qua 1 1 f 1 cat 1 on or 
replacement submitted Kaster list of equipment sncl 
STEWART. W L Virginia Electric & Power Co 83/05/20 DENTON, M R 

□rflc* of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 76pp 18636 007 24X 

Fiche 50-338. 83/05/20, 9305260323 


B30S2702S0 Requests extension until 830620 for completion of special 
lifting rig analysis per Nl)RE0-0612 Eitenslon required due 
t(0 late receipt of Westlnghouse rept 

STEWART, W L Virginia Electric & Power Co 83/05/20 DENTON, H R 
Office of Nuclear Reactor Aogulatlon, Director CLARK.R A 
Operating Reactors Branch 3 tp 18637 325 24X 

Fiche 50-338,03/05/2010305270220 


8305310099 Advises that backup ovarcurrent protection sys for 
contairnnent electrical penetrations installed during second 
rafUBling outage Seismic design verification program In 
progress for containment recirculation fans 

STEWART. W L Virginia Electric b Power Co 83/05/24 DENTON. H H 
Office O'f Nuclear Reactor Regulation. Director CLARK.R A 
Operating Reactors Branch 3 Ip 18655 iOA 24X 
Fiche 50-339.83/05/24.0305310099 


0 Inspection reports, IE Bulletins b c(orpespondence 


8305270143 Corrects G2I124 response to violation noted in IE Insp 
Ropts 50-338/82-37 b 50-339/82-37 Item B finding re HCS 
ISdkag* removed as violation 

STEWART, WL Virginia Electric b Paiuer Co 83/02/25 a'REILLY, J P 
Region 2. Office of Director 2pp 18638 161 34X 

rich* 50-33 0,83/08/85.8 3052 70143 


8212060385 IE Info Notice 83-14, "Dewatered Spent ton Exchange Resin 
Susceptibility to Exothermic Che(nical Reaction ” Sve list 
end 

TAYLOR, V K Division of Safeguards b Inspection Programs (Post 
830103) B3/03/2I Consolidated Edison Co of New York. Inc 

112pp 18300 319 24X Fiche 50-000,83/03/21,8212060305 


8305270517 Forwards IE Insp Repts 50-338/83-07 b 50-339/83-07 on 
830228-0304 No none o(np 1 lane e noted 

DANCE, H C Division of Project b Resident Programs 83/03/29 
STEWART. U L Virginia Electric b Power Co 2pp 18646 155 24X 

Flch* 50-338. 83/03/29, 83058705 1 7 


—8305270534 IE Insp Reptt 50-338/83-07 b 50-339/03-07 on 830228-0304 Mo 
noncomp 1 lance noted Major areas Inspectad internal b 
external «x potures, survey s, p lant tours, Unit 2 refueling 
outage preparation b offsite release records. 

HRAYrJ R , BARRrK P Region 2. Office of Director 83/03/28 
?pp 18646 157 24X Fiche 50-338,83/03/29.8305270517 
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8303270330 Foruard* IE Insp Rspts 50-339703-03 «■ 50-339/B3-0S on 
830'ao&-0303 No noncodip 1 iancc noted 

DAt/CE, H C Dlviiion of Projoct fc nasltfent Programs 03704/01 
STEHART.U L Virginia Electric & Pouter Co 2pp iB64& 16i> 24X 

Flefc* 30-338. 93/04/01. 0309270530 


—030927034 4 IE Imp Repts 90-338/83-03 t> 30-339/83-09 on a30a0i-0305 
No noncompllance noted Major areas Inspected outage 
activities, surveillance 8< maCnt activl tic s. tdent i fled Item*. 

LCRs & routine Insps 

&HVnLOCK.N 9 Region 2. Office Of Director JULIAN. C Olvtelon 
of Project «< Resident Programs 33/03/31 7pp 1@<64£> t&0 24X 

Fichc 30-338. 83/04/01. 0303270330 


8309270394 Act receipt of B30317 Itr informing NRC of steps taken to 
correct violations noted in IE Insp ftepts 90-338/03-01 & 
90-339/03-01 

LEMIS.R C Division of Project & Resident Programs 83/04/07 
8TEMART. M L Virginia Electric «< Pouer Co Ip 18442.260 24)( 

Fiche 30-330. 83/04/0 7. 030 5270394 


— .0305270407 Rnsponds to NRC 8302D4 Itr re violations noted in IE Imp 
Repts S0-33B/B3-01 Ic 30-339/03-01 Corrective actions 
eiiulpment failure trend analgsls program lalll be described. 
Implemented & controlled by administrative procedure 
STEUART. M L Virginia Electric i. Powor Co 83/03/17 
D'REILLY.J P Reglion 2. Office of Director 4pp 18642 261 24X 

FlChe. 30-338,83/04/07, 8303270394 


— 8305270416 Confirms NRC approval to extend response time to notice of 
violation contained In IE Insp Repts 30-338/83-01 b 
30-339/83-0J to 8303 18 

STEUART. W L Virginia Electric & Pouer Co. 83/03/08 
O'REILLY.J P Region 2. Office of Director Ip 18642 263 24X 

Flebt 30-338. 83/04/07. 8303270394 


— 8309270421 Forwards IE Insp Repts 30-338/83-01 tr 90-339/03-01 on 
030103-07 It notice of violation 

LEMIS. R C Division af Project b Resident Programs 83/02/04 
STEWART, M L Virginia Electric b Power Co 2pp 18642 266 24X 

Fiche 30-338.83/04/07.8309270394 


— 8303270430 Notice of violation from Insp on 830103-07 

• Region 2, Office of Director 83/02/04 2pp 18642 268 24X 

Fiche 30-338, 83/04/07. 8309270394 


—0303270442 IE Insp Repts 90-338/83-0) b 30-339/83-01 on 830103-07 
Nonconp I lance noted failure to perform all audits required 
by Tech Spec* b to establish tys to evaluate equipment 
failures 

BELISLE. 0 A , JACKSON, L H . SKINNER, P H Region 2. Office of 
Director 83/01/26 lOpp 18642 270 24X Fiche 30-338.83/04/07, 

8309270394 


B303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
SVC list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of tfeu 

York. Inc I26pp 10439 193 24X FIche 90-000.83/04/19,8303040021 


8309270238 Forwards IE Insp Repts 50-338/83-09 &. 80-337/03-09 on 
830321-30 No noncomp I lane e noted 

DANCE. H C Division of Project b Resident Programs 83/04/lB 
STEWART, W L Virginia Electric b Power Co 2pp 18637-173 24X 

Fiche 90-338.93/04/18,8309270230 


—8303270244 IE Insp Repts 30-338/03-09 b 30-339/83-09 on 030321-30 No 
noncompliance noted Major areas Inspectad Inservlce testing 
pumps b valve*, data evaluation b ravl eu, correc 1 1 ve LER 
action b calibr of inservlce Insp tool 

EC0N0N09. N . BLAKE. J J Region 2. Office of Director 83/04/14. 
9pp 18637 179 24X Fiche 90-330,83/04/18,8303270238 


8303040023 IE Info Notice 83-22, "DHR 8a f e ty/Re 1 lef Volvo Follures " 
Sve list end 

JORDAN. E L Division .of Emergency Preparedness b Engineering 
Response (Post 830103}. 83/04/22 Conspl Idoted Edison Co. of Now 

Vort, rnc 112pp. 18383 0B9 24X Fiche 90-000, 83/04/22. 8303040023 


6309270313 Advises that SALP Board assessment reviewed b Issnence af 
rept approved Nuclear activities conducted u/proper concern 
far nuclear safety 

O'REILLY. J P Region 2, Office of Director 83/04/22 STEWART, M L 
Virginia Electric & Pouer Co 2pp, 18646 001. 24X 

Fiche 30 - 000. 83/04/82 , 83092709 1 3 


— 0305270927 Forwards SALP Repts 90-280/83-02.90-281/83-02,50-338/83-03 
& S0-339/B3-03 for Jul I9B1 - Sept 1982 

LEWIS.R C Dlvtslon of Project b Reeitfent Programs 63/08/10 
8TEMART,M L Virginia Electric b Power CO 2pp. ie646-003 a4X 
Fiche 90-000,83/04/88,8303270313 


—8309270341 SALP Repts 30-280/83-02,30-281/83-02,90-330/83-03 b 
30-337/83-03 for JuJ 1981 - Sept 1982 

» Region 2, Office of Director 83/02/10 49pp 10646.003 24K 

Fiche 90-000.83/04/22,8305270313 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Post Q30103I 83/04/23 Consolidated Edison Co. of New 

York, Inc ll9pp 18381 291 24X Fiche 30-000,83/04/29.6303040039 


6303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PMRs " Sve list end 

JORDAN.E L Olvision of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Hsu 

York, Inc llSpp 18982 047 24X Fiche 30-000,83/04/28,8303040036 


8303040027 IE Info No-tlce 83-23, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Bve list end 
JORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc. llBpp 18362 163 24X Fiche 30-000,83/04/28,8303040027. 


6303040028 IE Info Notice 83-26, "Failure of Saf ety/Rel 1 ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neu 

York, Inc 122pp 18441 170 24X Fiche 30-000,83/03/03,8303040028 


0303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

JllROAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Niw 

York. Inc lt2pp 18302.282 24X Fiche. 30-000, 83/03/04, 8303040030 


8303040031 IE Info Notice B3-SS, "Criteria for Protective Action 
Rccoounendatlons for Oeneral Emergencies " 8vc list end, 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of Nsu 

Yorlr, Inc il9pp 18441 001 24X Fiche 90-000, 83/09/04, 8303040031 


8309040033 IE Info Notice 93-29. "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06. Consolidated Edison Co of Neu 

York. Inc lt3pp 18323 248 24X Fiche 90-000,83/03/06.8303040033 


8309120047 Advises that Inservlce Insp of low pressure turbine, required 
by license condition, revealed cracks In discs at governor b 
generator end for low pressure turbine 1 & 2. Lou pressure 
turbine rotors replaced Investigation underway 

STEWART. M U Virginia Electric b Power Co 83/03/06 DENTON, H fi 
Office of Nucleer Reactor Regulation, Director CLARK.R.A 
Operating Reactors Branch 3 2pp 18423 033 24X 

Fiche 90-339,83/03/06,8309120047 


8309270414 Ack receipt of 830408 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 30-330/82-39 b 
90-339/82-39 

DANCE, H C Division of Project b Resident Progrems 83/09/09 
aTEUARTiML Virginia Electric b Power Co Ip 18641-331 24X 

Fiche 90-330,83/03/09,8309270414 


-8309270426 Responds to NRC 830311 Itr re violations noted In IE Insp 
Repts 30-338/02-39 b 90-339/82-39 Corrective actions - 
emergency procedures rsvtsed to reflect Tech Spec 3. 0 3 
requirements 

STEWART, WL Virginia Electric b Power Co 83/04/08 

O'REILLY, J P Region 2, Office of Director 4pp 18641-332. 24« 

Fiche 90-330,03/09/07.8309270414 


•9309270437 Forwards 1£ Insp Repts 30-330/82-39 b 30-339/82-39 on 
821106-1206 b notice of Violation 

LEWIS.R C Division of Projact b Resident Programs. 83/03/11 
STEWART, UL Virginia Electric b Pouer Co 2pp 18641(336 24X 

Fiche 50-338,83/03/09, 0303270414 


-9309270448 Notice of violation Prom Insp on 821106-1206 

e Region 3, Office of Director 83/03/11. 2gp 18641 338. 24X 

Flcht 90-338,83/09/07,0303270414 


— 6303270495 IE Inep Rept* 50-338/82-39 b 90-337/92-39 On 821106-1206 
Noncompllancc noted; fall ure to have E8F actuation ty* 
operable b failure to perform required surveillance 
SHYMLOCK.N B Region 2. Office of Director JULIAN, C A Division 
of Project b Resident Program*. 03/03/08 7pp 18641 33? 24X 

Fiche 90-338,83/05/09,0303270414 
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B303040034 IE Info Notice e3-30p "Ml »app 1 1 cation of Oenerlt Emergencg 
Operating Procedure* (EOP) Quldellno* " Svc list end 
JOROANfE L Dlvltion of Emergencg Preparedness & Engineering 
Hesponse (Post 030103) 83/09/11 Consolidated Edison Co of Neu 

rori. Inc tl4pp 18984 003 24X Flcho 90-000.83/03/11.0303040034 


0303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Svc list end 

■JOPDAN.E L Division of Emergencg Preparedness & Engineering 
Response IPost 830103) 83/09/1? Consolidated Edison Co of Neu 

vork. Inc ll4pp 18697 009 84X Flehe 50-000.83/09/19.8303040040 


B303040046 IE Info Notice 03-33, "Nonrepresentatl ve Sampling of 
Contanlnated OH ” Svc list end 

t/OROAN. E L Division of Emergencg Preparedness (t Engineering 
Response (Poet 830103) 83/09/26 Consolidated Edison Co of Neu 

Vorkj Inc 114pp 10647007 24X Flehe 90-000,83/09/26.8303040046 


S Reportable occurrences. LERs & related correspondence 


8303D3D279 Forusrds LER 83-029 /03U-0 

HARRELL, E H l/lrglnla Electric L Power Co 83/04/20 O'REILLY, J P 
Region 2« Office of Director Ip 18300 096 24X 

Ftehal 30-339, 83/04/20, 8309030279 


— 8309030283 LER a3-089/OaL-0, on 830331 . u/unlt In Mode I, steam generator 
B water level channel 1 high-high turbine trlp/f eeduater 
iiolatlon setpoint discovered greater than Tech Spec limit 
Caused bg malfunctioning comparator card Card replaced 
HARRELLiE, H Virginia Electric U Pooier Co 03/04/20 Region 2. 
Office of Director Ip 18300 097 24X Flehe 90-339,83/04/20. 

8309030279 


8309030397 Forwards LER 83-086/03L-0 

HARRELL, E H Virginia Elsctrlc L Power Co 03/04/20 O'REILLY, J P 
Region 2, Office of Director Ip 1S291 340 24X 

Ftche: 90-339, 03/04/20, 0309030397 


—8309030364 LER 83-026/03L-0 on 830402, Fire Doors 671-16 6 871-16 
between 2K (< 2J emergencg diesel generator rooms L turbine 
bldg would not latch Caused bg door strikes jammed open t< 
bant Latches dlsatstmblsd, dsaned, reassembled L tested 
HARRELL, E. H, Virginia Electric t> Power Co 03/04/02 Region 2, 
Office of Director Ip 18291 341 24X Flehe 90-339,03/04/20. 

S309030397 


8309030*39 Forwards LER 03-Oa7/O3L-O 

HARRELL. E H Virginia Elsctrlc t. Power Co 03/04/21 O'REILLY. J P 
Region 2, Office of Director Ip 10303 346 24X 

Flehe 90-339,83/04/21,0309030639 


— 8309030640 LER B3-0a7/03L-0 on 830402. main steam safetg valve pressure 
setpnints for valves 8V-KS-201C, 202C, 203A L C.204A L 209A 
found low Caused bg setpoint drift Setpoints adjusted 
HARRELL, E W Virginia Electric 6 Power Co 83/04/21 Region 2. 
Office of Director 2pp 18303 347 24X Flehe 90-339,03/04/21, 

8309030638 


B309090S10 Foruerds LER 03-O29/O3L-O 

HARRELL, £ H Virginia Electric & Power Co 83/04/27 O'REILLY, J P 
Region 2, Office of Director. Ip 18338 106 24X 

Flehe: 90-339, 83/04/27, 0309090210 


—9309090219 LER 83-029/03L-0 on 830402, during Mode 4. automatic actuation 
of sees occurred Caused bg malnt personnel standing on 
cenilvlt resulting In loss of lo-lo prtsiurlter pressure 
safatv injection block. Malnt personnel relnitructed 
HARRELL, E N Virginia Electric (, Power Co 83/04/27 Region 2. 
Office of Director 3pp 18330 107 24X Flehe 90-339,03/04/27, 

8308090210 


6309090271 Forwards updated LER e2-067/03X-l 

HARRELL, E.H Virginia Electric L Power Co 83/04/27 O'REILLY, J P 
Region 2, Office of Director ip 18337.136 24X 

Flehe: SO- 339 , 03/04/27, 8309090271 


—830909027* Updated LER 02-O67/O3X-1 on 021017, steam generator C narrow 
TAnge chennel 2 Indicated high Caused bg failure of 
trenemltter amplifier card Card replaced it loop recallbr. 

HARRELL. E H. Virginia Elecbrlc L Power Co 83/04/27. Region 2, 
Office of Director 2pp 18337 137. 24X Flehe 90-339,83/04/27, 

8309090271. 


8309100023 Forwards LER 93-028 /03L-0 

HARRELL, E H Virginia Electric it Power Co 03/04/29. O'REILLY. J P 
Region 2, Office of Director, ip 18377 148 24X 

Flehe; 90-339, 83/04/29, 8309100023 


— 6309100029 LER 83-02e/03L-0 on 030402. emargeneg dtsse! generator 2J 
tripped on high crankcase pressure after emergencg start 
sigtia 1 1 Ini t lat ed from ECCS ac tuat ion, re set Cause unknown 
Generator started & tested satl sfac tor 1 Ig Switch callbr 
HARRELL, E H Virginia Electric U Power Co 83/04/29 Region 2. 
Office of Director 2pp 18377 149 24X Flehe 30-339,83/04/29, 

8303100023 


8305100299 Forwards LER 83-030/03U-0 

HARRELL. E M Virginia Electric 6 Power Co 03/04/29 O'REILLY. J P 
Region 2. Office of Director Ip 18371 339 24X 

Fiche 90-339,83/04/2918305100239 


— 8303100265 LER B3-030/03L-0 on 830406. pressure In nitrogen supplg tank 
D for pressurlier PORV PCV-2435C dropped below min to 
consider PORV operable Caused bg leak In pressurlter PQRV 
nitrogen supplg sgs Mod scheduled during current outage 
HARRELL. E N Virginia Electric 6 Power Co 63/04/29 Region 2, 
Office of Director 2pp 18371 336 24X Fiche 90-339,03/04/29, 

6309100259 


8309110330 Forwards LER B3-023/03L-0 

HARRELLiE W Virginia Electric «< Power Co 83/05/05 O'REILLY, J P 
Region 2, Office of Director tp 10406 162 Z4X 
Fiche 90-339,03/09/03,63091 10330 


— 0309110336 LER 03-O23/O3L-O on 830414. RHR flow temporarllg lost when 
one of two In-seriei RHR suction valves closed Caused bg 
open Input breaker Dreaker rec losed, vital bus restored. RHR 
suction valve reopened & flow restored 

HARRELL, E U Virginia Electric & Power Co 83/09/05 Region 2. 
Office pf Director 2pp 10406 169 24X Fiche 50-339.83/09/03, 

83091 10330 


0303110493 Forwards LER 83-031/03L-0 

HARRELL, E W Virginia Electric k Power Co 83/09/09 O'REILLY, J P 
Region 2. Office of Director tp 18409 094 24X 

Fiche 90-339,83/09/09,03051 10493 


— 0309110469 LER 83-031/03L-0 on 030408, w/uni t In Mode 9, power lost to 
RHR subsgstem A when 2H 4, 160-vplt emergencg bus 
deenergiied Caused bg failure of fuses for 2H emergencg but 
undsrvoltage test circuit Fuses replaced 

HARRELL.E. W Virginia Electric k Power Co 83/09/09 Region 2, 
Office of Director 3pp 10409 09S 24X Fiche 90-339.03/09/03, 

8309110493 


8309200279 Forwards LER 03-O32/O3L-O 

HARRELL.E, H Virginia Electric k Power Co 83/09/11 O'REILLY, VP 
Region 2, Office of Director Ip 18916 260 24X 

Flcho 30-339.03/09/11,8309200279 


—8309200284 LER e3-032/03L-0. on 030412, dur 1 ng Mode S, visual Insp of 
hgdraullc snubber a-HOC0-HSS-3D revoaled damaged reservoir 
w/o fluid Caused bg personnel working In area Snubber 
rap I seed 

HARRELLiE U Virginia Electric k Power Co 83/09/11 Region 2, 
Office of Director 2pp 18916 261 24X Fiche 90-339,03/09/11, 

8309200279 


83092903B4 LER 03-O36/O3L-O on 830429, while to Mode 6, lots of vital bus 
2-1 resulted In lots of RHR flow for less than 1 mlnuts when 
one of two RHR suction valves In series closed Caused bg 
personnel shorting test lead Dus restored W/S3O910 Itr 
HARRELL.E N Virginia Electric (< Power Co 83/09/18 O'REILLY, J P 
Region 2, Office of Director 4pp 18992 076 24X 

Fiche 90-339,83/09/18,8303290304 


8309270339 LER S3-D39/03L-0 on 830423 b 24,96 lockout relag wiring 
omission detected while testing bus 2H charging high head 
lafatg Injection pump breakers Caused bg incorrect wiring 
Hiring properlg Installed H/B30920 Itr 

HARRELL.E N Virginia Electric Ii Power Co 83/09/20 O'REILLY, J P 
Region 2, Office of Director 4pp 16644 399 24X 

Fiche 90-339.83/05/20,0309270339 
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A App 1 1 cat lon/constructlon stage documents t< correspondence 


6303020370 Responds to NRC 830316 Itr requesting schedule for 
addressing unqualified electrical components In safstg- 
rslatsd sgs Issue will be addressed In environ qualification 
updats bg 830701 

TAUBER, H Detroit Edison Co 83/04/29 YOUNGBLOOD, B J Licensing 
Branch 1 Ip 18276 342 24X Fiche 90-341.03/04/29,8309020370 
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0309030171 Foriiiards ‘'Independent Design Verification Program) Fine J 
Repti " Vols li S !< 3 Rept presents resjlta fc conclusions of 
revleui conducted per 831516 Independent design verification 
program pian 

FEflO) D A Cggna Energg Services 03/04/39 YOUNOBLODOi 0 J 

Licensing Dratich I CQL3ERT»W F Detroit Edison Co Ip 

18SB9 060 24X Fiche 50-341,83/04/29,0303030171 


“~9303030l7a "Independent Design Verification Program, Find 1 Rept," VoJs 
1.2 «. 3 

FERO, D A Cygna Energy Services TR-03O21-I ROO 83/04/29 
07Bpp 18289061 24X Fiche 90-341,03/04/29,8303030171 


9309090004 Foruards Pages 2 20-2 32 inadvertently omitted from 
"Independent Design Verification program Final Rept " 

FERQ. 0 A Cggna Energy Services 03/03/03 VDUNODLO0D. B V 
Licensing Dranch 1 Ip 10339 316 24X Fiche 90-341,83/05/03, 

8305090004 


— 0309030010 Pages 2 20-2 32 Inadvertently omitted from "Independent 
Design Verification Program Final Rept " 

» Cygna Energy Services TR-03021— 1 ROO ERR 03/09/03 I2pp 

10338 317 24X Fiche 90-341,83/09/03,8303090004 


0303100119 Foruards lommary o-f post-accident sampling analytical 
procedures per 820707 J tr Info describes typo of analysis, 
equl pment, sul tab 1 1 ity, rang e t, analytical method 

TAOflER.H Detroit Edison Co 83/09/03 YOUNODLDDD.B J Licensing 
Branch 1 2pp 10374 36l 24X Fiche 30-341,03/03/03,8303100119 


0303040323 Board Notification 83-057 foruards differing prof opinions 
re sys Interaction b safety classification Info relates to 
Board Notifications 03-17 8, 03-44 re Unresolved Safety Issue 
A-17 

eiHENKUI. D 0 Division of Licensing 03/05/04 PALLADINO-N 
ComnilsslDners 22pp 10337 139 24X Fiche 90-000,03/09/04, 

8309040323 


0305120231 Notification of 030913 meeting w/otil In OetheEda,MD to 
discuss general procedures folloiaed by NRC In responding to 
pending Section 5 206 petition 

LYMCH.n 0 Licensing Dratich 1 03/09/06 VOUKOBLDDO, B J. 

Licensing Branch I 3pp 1B439 263 24X Fiche 30-341,03/09/06, 

0305120231 


0309090639 Oenerlc Ltr 03-20 to a 1 1 operating reactor licensees b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods 8vc list end 

EIEEMHUT.D 0 Division of Licensing 03/05/09 Consolidated 

Edison Co of Nsu Vorli, Inc 16pp 18627 153 24X 

Flch » 90-000, 03/05/09, 0305090699 


0305890207 Notification of Caseload Forecast Panel 830607-09 site 
visit to estimate const completion date Agenda encl 
LVNCK, M D Licensing Branch 1 83/09/12 YOUNODUOaD, B xf 

Licensing Branch 1 6pp 10999 352 24X Fiche 90-341,83/05/12, 

B305S50207 


0305230552 Summarlies 821207 conference coll re current plan for 
conducting induction heating stress improvement flHSIl 
program on appropriate uclds In roc 1 rcula 1 1 on sys 

TAUBER, H Detroit Edison Co 03/09/10 YDUNDBLOOD. B J Licensing 
Branch 1 2pp 18337 090 24X Fiche 90-341.03/05/18,8309230992 


F Becurity, medical, emergency S< fire protection plans 


0305020564 Foruardi IE Safeguards Insp Rept 90-341/03-09 on 
030101-0220 b notice of violation 

NDRELIUS.C E Division of Project I< Resident Program# 03/04/11 
HELLS, 0 A Detroit Edison Co 2p p 10277 09S 24X 

Fiche 90-341.03/04/11,0303020264 


—8305020274 Notice of violation from irsp on 830101-0258 

NORELIUS. C E Division of Project t< Resident Programs 03/04/11 
2pp 18277 097 24X Fiche 90-341,03/04/11,0303030264 


—0309020285 IE Safeguards Insp Rept 50-341/83-09 on 030101-0220 
Noncompl lance no ted. fa 1 lure to foltoiu reactor vessel flou 
procedures t< inadequate rcvltu of procedure changes b 
Identification I< control measures 

LITTLE, B H , BYRON, P. M , WE8C0TT.H M Region 3, Office of 
Director 83/04/04 13pp 16277 099 24X Fiche 90-341, 83/04 /t 1. 

8309020264 


0303090400 Forwards Michigan Emergency Preparedness Act MCLA 30 401, 
FEMA 830420 memo per ASLAP B30904 request on emergency 
preperedness 1 ssoes, Michigan State Police 830400 Ur 6 
Monroe County Gfc of Civil Preparedness 830318 ltr 

LANDORAF,LC, LeBoeuf, Lamb, Lelby 8. MacRae. LANDGRAF,L.C Detroit 
Edison Co 83/09/09, EILPERIN, 8 F , MOORE, T 3 , OOTCHYjR L AtPfiic 
Safety and Licensing Appeal Panel 46pp 18362 279 24X 

Fiche 90-341,83/09/08, 0309090480, 


8305110620 Natification of 830312 meeting u/util in Bethetda.MD to 
discuss fire protection of safety-related cables including 
adequacy of 3-h fire blankets fire stops 6 heat conduction 
LYNCH, M D Licensing Branch 1 03/09/06 VOUNODLOOD, B J 

Licensing Branch 1 3pp 10416 360 24X Fiche 90-341,03/09/06, 

83091 10620 


8309250219 Notification of postponement of 830912 meeting w/utll In 
Bstheeda,NP to discuss fire protection of safety-related 
cables Meeting to be rescheduled 

LYNCH, M 0 Licensing Branch 1 03/09/10 YOUNOBLOOD. B V 

Licensing Branch I 3pp 18396 359 24X Fiche 90-341,83/05/10, 

8305290219 


0309110034 Oenerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 8, holders of CPs re clarification of 
access to control procedures for laui enforcement visits 
Svc 1 ist end 

EI8ENHUT, D 0 Division of Licensing 83/09/11 Consolidated 

Edison Co Of Neu Yorli, Inc 16pp 1S340 095 24X 

Fiche' 30-000. 83/09/11 , 0309110034 


0303240513 Foruiards monthly status rept on offsite emergency 
preparedness for 0L rovleus for Apr 1983 

DIRCKS.M J Office of the Esecutive Director for Operations 
03/03/13 PALLADINO. N V Commissioners 3pp 10393 322 24X 

Fiche 90-000,03/09/13,8305540213 


Q Inspection reports, IE Bulletins 6 correspondence 


BSI2D6O309 IE Info Notice 83-14, "Deuatered Spent Ion Eschingt Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
and 

TAYLOR, U M Division of Safeguards & Inspection Programs (Past 
6301031 03/03/21 Consolidated Edison Co of New York, Inc 

il2pp 10308319 24X Fiche' 30-000, 03/03/21,6212060369 


8309020264 Forii/ards IE Safeguard! Insp Rept 90-341/83-09 on 
830101-0223 t, notice of violation 

NORELIUS, C E Division of Project b Resident Programs 83/04/11 
WELLS, D A Detroit Edison Co 2pp 18277 099 24X 

Fiche 30-341,83/04/11,0305020264 


— 830S020574 Notice of violation from Insp on 830101-0228 

NORELIUS, C E Division of Project ii Resident Programs 83/04/11 
2pp 10277 077 SAX Fiche 90-341.03/04/11,0309020264 


— 0305020205 IE Safeguards Insp Rept S0-341/S3-09 on 830101-0220 
Nencomp 1 lance noted failure to follow reactor vessel flou 
procedures b Inadequate review of procedure changes b 
1 dent! f lea t Ian & control measures 

LITTLE, B H , BYBON. P M , WESCOTT, H M Region 3, Office Of 
Director 03/04/04 I3pp 10277 099 24X Fiche 50-341,83/04/11. 

8309020564, 


8303040021 IE Info Nobieo 63-21, "Defective Emergency Use Reiplretor “ 
Svc list encl. 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 330103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 1843S 155 24X Fiche 90-000,83/04/19,0303040021 


8303040023 IE Info Notice 03-22, "DWR Saf e ty/R# I lef Valve Failures “ 
BVe list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of NeU 

York. Inc 112pp 16303 009 24X Fiche 30-000,03/04/22.0303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmasphare 
Sensing Sys " 8vc list encl 

JORDAN, E L Division, of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/23 Consolidated Edison Co of Neu 

York, Inc il9pp 10381 291 24X Fiche 90-000,83/04/29,6303040025 


B309I70294 Forwards IE Insp Rapt 50-341/83-04 on 030214-0317 b notice 
of violation. 

8PESSARD, B L Division of Engineering 03/04/27 WELLS, D A 
Detroit Edison Co 2pp 18466 107 24X Fiche 90-341.83/04/27, 

8305170294 


— 0305170298 Notice af violation from imp on 830214-0317 

8FE8SARD,R L Division of Engineering 03/04/27 3pp. 
10466 109 24X Fiche 90-341.03/04/27,8309170294 


— 0303170304 IE Insp Rept 90-341/03-04 on 830214-0317 Noneomplianee 
noted failure to Identify segregate nonconforming cables, 
adequately control temporary mod In test procedure 6 
properly control tc tag lifted leade 

REIMANN.F M . REYES, L A Region 3, Office of Director 83/04/27 
9pp lB466'Iia a4X Fiche 50-341,03/04/27,8309170294 
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G3030401}2£> IE Info Notice S3-S4. "Loose Ports in Secondory Side of 
Stum Oenerotors et PWRs “ Svc list end 

JOflDAM.E L Division of Emergency Preparedness it Engineering 
Risponte IPost BS0103) S3/04/EB Consolidated Edison Co of Neu 

Vork. Inc 113pp IBSSa 047 24X Flche 30-000.83/04/2018303040026 


0303040027 IE Info Notice 83-25. "Standby Gas Treatment 8ys Heater High 
Tamp Trip Setpoint Adjustment " Svc list one! 

JORDAN. £ L Division of Emergency Preparedness ti Engineering 
Ratponse (Post 830103) B3/04/2B Consolidated Edison Co Of New 

York. Inc ilBpp 1B332 163 24X Flche 30-000.83/04/28.8303040027 


B30304002G IE Info Notice 83-26. "Failure of Safety /Re 1 1 ef Valve 
Discharge Line Vacuum Breakers " Bve list end 
jORDAN.E L Division of Emergency Preparedness «c Engineering 
flesponse (Post 830103) 83/03/03 Consolidated Edison Co of New 

York, Inc I22pp 18441 170 24X Flche 30-000.83/03/03,8303040020 


8303040030 IE Info Notice 03-27, ''Operatlenal Response to Events 
Concarning Deliberate Acts Directed Against Plant 
Equipment ” Svc list end 

JORDAN.E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co df New 

York, Inc lt2pp 10382 282 24X Flche 50-000.83/03/04,8303040030 


&303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Hecennandations for General Emergencies " Svc list end 
JORDAN.E C, Division of Emergency Preparedness << Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York, Inc Hfpp 18441 001 S4X Flche 30-000.83/03/04,8303040031 


8303100388 Ack receipt of 830331 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-341/82-14 
Sf E9SARD, R L Division of Engineering 83/03/04 WELLS. D A 

Detroit Edison Co Ip 18301 018 24X Flche 30-341,83/03/04, 

8309100388 


— 830S100373 Amends 830222 response to NRC 821203 Itr re violations noted 
In IE In*p Rept 30-341/82-14 Corrective actions flC mg t will 
follow Daniel Site Administrative Procedure AP-VII-02 re 
deviation disposition request 

WELLS, D A Detroit Edison Co 83/03/31 LITTLE. W S Region 3, 
Office of Director llpp 18301 019 24X Flche 30-341,83/03/04, 

8303100388 


— S30910039? Responds to NRC 821203 Itr re Violations noted in IE Insp 
Rept 30-341/B2-14 Corrective actions Deviation Disposition 
Request (DDR) 1737 revised to require originator quality 
manager to provide copy of void DDR 

WELLS. D A Detroit Edison Co 83/02/22 LITTLE, W S Region 3, 
Office of Director lOpp 1B3B1 030 24X Flche 30-341.83/09/04, 

8309100388 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

JORDAN,£ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Neu 

York. Inc lispp 18323 248 24X Flche 30-000.83/03/06,8303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E U Division of Emergency Preparedness h Engineering 
Response (Post 830103) 03/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18924 003 24X Flche 30-000,83/03/11.8303040034 


8303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program " 
Bve list enc 1 

JORDAN.E L Division of Emergency Preparedness S< Engineering 
Response (post 830103). 83/03/19 Consolidated Edison Co of Neu 

York. Inc tl4pp 18697 009 24X Flche 30-000,83/03/19,8303040040 


0309270261 Forwards IE Insp Rept 50-341/03-08 on 830411-13 No 
noncomp 1 1 ance noted 

PAPERIELLO.C, J, Region 3, Office of Director 03/05/23, WELLS, D A, 
Detroit Edison Co 2pp 18642 016 24X Flche 30-341,83/03/23, 

9303270261 


—8309270270 IE Insp Rept 30-341/83-08 on 830411-13 No noncompliance 
noted Major areas Inspected preopera t Iona 1 radiological 
environ monitoring program, Including mgt control, program 
Implamintatton & results it GC 

OEBTHANN, M J , ROZAK, 8. , SCHUMACHER, M Region 3, Office of 
Director. 83/03/23 7pp 10642,018 24X Flche 30-341,83/09/23, 

8303270261 


S303D4D046 IE Info Notice 83-33, ’'Nonrepresentative Sampling of 
Contaminated Qil ■■ Svc list end 

JORDAN.E L. Division of Emergency Preparedness 6 Engineering 
Response (Post 330103) 83/05/26 Consolidated Edison Co of New 

York. In« 114pp 10647 007 24X Flche 30-000,83/05/26,8303040046 


0 Reportable occurrences. LERs 6 related correspondence 


8303030476 Interim deficiency rept re Fisher Control valve actuators 
not meeting seismic requiroments Initially reported on 
801231 New actuators ordered Engineering specs for Class 3 
valves revised for future purchases 

WELLS. D A Detroit Edison Co 83/04/15 KEPPLER. J 0 Region 3, 
Office of Director 2pp 18308 194 24X Flche 30-341.03/04/13. 

8305030476 


0303030583 Final deficiency rept re defective Agastat relays 
Initially reported on 820203 One relay mfg by Arnerace Corp 
shipped to facility Relay reiooved an 821001 6 returned to 
manufacturer for insp & possible replacement 

WELLS. D A Detroit Edison Co 83/04/13 KEPPLER.J 0 Region 3. 
Office of Director 2pp 10306 092 24X Flche 30-341,83/04/15, 

B30S03058S 


S303030S96 Interim deficiency rept re calibr of Rosemount Model 310 DU 
trip units Initially reported on 820720 Potentiometers 
replaced ui/components containing gold contacts to prevent 
oildatlon of trip setpoint 

WELLS, D A Detroit Edison Co 83/04/13 KEPPLER. J 0 Region 3, 
Office of Director gpp 10303 212 24X Flche 50-341,83/04/13. 

8303030596 


8309030369 Interim deficiency rept re potential failure of ITE 4.160- 
volt circuit breakers due to cracks in puffer piston shafts 
Initially reported on 830321 One failure observed at linkage 
connecting pin on shaft 

WELLS, R A Detroit Edison Ce 83/04/18 KEPPLER.J 0 Region 3, 
Office of Director Ip 18306 916 34X Flche 30-341.03/04/18. 

8303030369 


8303020085 Deficiency rept re questionable qualification of certain LK 
Comstock ac personnel Initially reported on 830311 
Certification files updated to reflect prior work 
experience Const not adversely affected 

WELLS, D A Detroit Edison Ce 83/04/20 KEPPLER.J 0 Region 3, 
Office of Director 2pp IB278 240 24X Flche 30-341,83/04/20, 

0305090005 


8303120392 Interim deficiency rept re misapplication of ITE Gould 
circuit breakers In post-LOCA hydrogen recomblners supplied 
by Rockwell Inti Initially reported on 030328 Matter under 
Investigation Final rept by 830808 Reported per Part 21 
MANNO, S F Niagara Mohawk Power Corp 03/04/26 STAROSTECKI, R 
Region 1. Office nf Director 2pp 10433 072 24X 

Flche 30-000,83/04/26.0303120392 


— 8303120404 Part 21 rept re failure of post-LOCA hydrogen recomblnor 
campensmt during IEEC-323 qua 1 1 f Icatl an program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY.D C Rockwell International Corp 83/03/11 COLLINS.J T 
Region 4. Office of Director 5pp 18433 074 24X 

Flche 30-000,83/04/86,0309120392 


8303100013 Interim deficiency rept re loose nuts on drywell h steam 
tunnel beams of structural steel sliding connection 92 
Initially reported on 630328 Deviation Disposition Request 
MP-11006 Initiated on 830406 

WELLS, D A Detroit Edison Co 83/04/28 KEPPLER.J 0 Region 3, 
Office of Director ip 10377 133 24X Flche 90-341,03/04/80, 

8309100015 


8303100118 Final Deficiency Rept 73 re reactor mode switch failure 
Initially reported on 620701 Switch handle replaced 
Documentation for replacement switch handle acceptable 
WELLS, D A Detroit Edison Co 03/04/29 KEPPLER.J 0 Region 3, 
Office of Director Ip 1G373 031 24X Flche 30-341.83/04/29, 

8303100118 


8309100134 Final Deficiency Rept 83 re overpressur i lat Lon of standby 
liquid control ays pump 0 Initially reported on 021206 
Caused by disconnected terminal wire on relay No sys damage 
■xlfts lien not reportable per lOCFRSO 33(e) 

WELLS, 0 A Detroit Edison Co 83/05/03 KEPPLER.J G Region 3, 
Office of Director 2pp 10374 219 24X Flche 90-341,83/03/03. 

0309100154 


8303170207 Final deficiency rept (Item 01) re arc strikes on primary 
containment pipe penetration bellows Initially reported on 
021123 Analysis of bellows repair revealed failgue test met 
ABME requirements Item not reportable par lOCFRSO S9 (b) 

WELLS, D A Detroit Edison Co 83/03/06 KEPPLER.J G, Region 3, 
Office of Director 2pp 10466 328 24X Flche 90-341,83/03/06. 

8303170207 
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03O517OS3S Interim deficiency rtpt (Item 93) re SE error In RHfl HX 
flow cdlcuiations Initially reported on 8304O& GE performed 
evaluation of flou deficiency & concluded lower baffle 
platei of HXi required mod & ratuork 

WELLS. D A Detroit EdUon Co 03/03/04 KEPPLER. J 0 Reslon 3, 
Office of Director 3pp 10447 336 S4X Plclie SO-34 1 ■ 83/09/04. 
G3031 70339 


0303370425 Part 21 rspt re potential problem tj/3~phase rectifier 
astcmblv >n eiclter not connected in parallel uhicb could 
cauie premature failure Initially reported on 830SS0 Utile 
will measure vibration 

HAISLER.RK Litton Induetr i b». Inc 03/05/20 KEPPLER. J 0 Heplon 
3. Office of Director 3pp 10444 212 24X Ftche 90-000,83/05/80. 

8305870425 


T Hearing tranicripts on non-ant I trus t matters 


0303040188 Transcript of 830504 oral argument In Dethesda.IiD Pp 1-74 
a Atomic Safety and Licensing Appeal Panel 83/05/04 78pp 
18345 113 24X Flche 50-341.83/05/04,8303060188 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F Security, medicalr emergency 4 fire protection plana 


0303040417 Requesta eaemptloti from fire protection requirements of 
Section 111 0 S of App R to 10CFR30 per I0CFR90 12 re 
4S-ft elevation of fuel & auxiliary bldg Proposed nods 
provide adequate level of protection 

WITHERS. D 0 Portland Oen«ral Electric Co 83/04/27 CLARK, R A 
Operating Reactors Branch 3 5pp 16322 121 2AX 
Fiche 30-344,83/04/27,8303040417 


8303040464 Forwards Amend 80 to License NPF-1 jc notice of issuance S. 
availability Amend adds License Condition 2 C CIO) re 
implenentation of IAEA safeguards at facility 

CLARK. R A Operating Reactors Branch 3 03/04/27 WITHERS. B D 

Portland General Electric Co 4pp 16357 333 24X 

Fiche 90-344.83/04/27.8309040444 


—0305040449 Amend 80 to License NPF-1 .adding License Condition 2 C <iO> 
(per 10CPR75 8) re imp lementetlon of IAEA safeguards at 
facility in response to 830323 Itr 

CLARK, R A Operating Reactors Branch 3 83/04/27 7pp 

18337 339 24X Fiche 30-344i 83/04/27. 8305040644 


— 8309040470 Notice of issuance 4 availability of Amend 80 to License 
NPF-1 

CLARK. R A Operating Reactors Branch 3 83/04/27 2pp 

18397 346 a4X Fiche 90-344.83/04/27,8309060666 


8303110034 Generic Ltr 83-21 bo all licensees of operating reactors, 
applicants for OLs ti holders of CPs re c lar 1 f ica t Ion of 
access to control procedures for lau enforcement visits 
Bvc lift end 

E16ENHUT. D 0 Division of Licensing. 83/05/11 Consolidated 
Edison Co of New Vorki Inc I6pp 18340 099 24X 

Fiche 90-000,83/05/11,8303110034 


8309200030 Notifies that NUREO-0737, 1 tdm III A 2 1. "Emergency 
Preparsdna SB. Upgrade Erfiorgency Plans to App E, 10CFR90, " 
completed Item closed 

CLARK.R A Operating Reactors Branch 3 83/03/12 WITHERS. B 0 

Portland Oenaral Electric Co 3pp 18940 120 24X 

Fiche 30-344. 03/09/18. B3032D0030. 


P, Operating license stage documents U correspondence 


B3O523OS01 Forwards lists of NRC Initiated (< THI-related backfit items, 
in response to B3080B ltr Baekfittlng costs resulting from 
utils own needs also provided. 

WITHERS. B D Portland Orneral Electric Co 83/03/24 

TOURTELLOTTE, U Regulatory Reform Task Force 4pp 10341 314 24X 

Fiche 50-344,83/03/24.6309230381 


0305230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE. J Regulatory Reform Task Force 83/04/11 
PALLADINO. N J Comml ssl oners 2pp (854 2 272 24X 

Fiche 30-000. 83/04/ 1 1 , 8309230720 


830S040&46 Forwards Amend 80 to License NPF-1 4 notice of issuance & 
availability Amend adds License Condition 3 C (10) re 
{mplamsntation of IAEA safeguards at facility 

CLARK.R A Operating Reactors Branch 3 83/04/27 WITHERS, B 0 

Portland Oeneral Electric Co, 4pp 18397 339 24X 

FI t Ik e 90-344. 63/04/27 , 6305040444 


— 8309060669 Amend 00 to License NPF~1, adding License Condition 2 C (tOI 
(per 10CFR73 6) re Implementation of IAEA safeguards at 
facility in response to 830323 ltr 

CLARK.R A Operating Reactors Branch 3 83/04/27 7pp 

10397 339 24X Fiche SO-344, 03/04/27. 0308040666 


—8303060670 Notice of issuance it availability of Amend 00 to Liceni* 
NPF-1 

CLARK.R A Operating Reactors Branch 3 83/04/27 2pp 

16337 344 24X Fiche 90-344,03/04/27,0303060646 


03O5O2O49S Generic Ltr 83-19 to all power reactor ti testing licensati 
re new procedur as for providing public notice concerning 
issuance of amends to OLs Sve list end 

EJ8ENHUT. 0 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New York. Inc 90pp 10441 120 84X 

Fiche 90-000.83/09/02.8305020499 


8309040400 Forwards application for amend to License NPF-1 to allow 
continued use of fuel assemblies modified w/stalnless steel 
rods ti partial grids Certificate of 6vc for License Change 
Application 90 end 

WITHERS. Q D, Portland General Electric Co 83/05/02 CLARK. R A 
Operating Reactors Branch 3 ip 10348 358 24X 

Fiche 50-344.83/05/02,0305060400 


— 0305040604 Application for amend to License NPF-1 to allow continued 
use of fuel assemblies modified w/statnless steel rods ti 
partial grids 

H1THERS.0 D Portland General Electric Co 83/05/02 9pp. 

1B34B 338 24X Fi c h e . 50-344. 03/03/02. 6303040400 


0305090459 Generic Ltr 63-20 to all operating raactor Ilcentaa* b 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EISENKUT.DO Division of Licensing 03/05/09 Consol Idatad 
Edison Co of New York. Inc 14pp 10427’ 133 24X 

Fiche 50-000,03/03/09.8308090439 


0305130240 Advises that Cycle VI core physics data values b plot 
requested by Tech Spec 4 9 1 tO cannot be submitted on 
schedule due to design delay in design of core Approval ef 
delayed subml t ta 1 requested 

W1THER8.D 0 Portland General Electric Co 03/03/09 MARriN, JB 
Region 9, Office of Director 2pp 16439 193 24X 

Fiche; 30-344. 03/09/09. 6308130240 


6308200013 Advises that hydrogen vent valve replacement scheduled for 
1983 refueling outage postponed until 1984 refueling outage 
or nest permissible date per operating schedule Delay caused 
by late valve delivery from mfg 

WITHERS.!} 0 Portland General Electric Co 83/09/13 CLARK.R A 
Operating Reactors Branch 3 Ip 18919 063 24X 

Fiche 50-344,83/05/13,8308200013 


8305240'275 Forwards lists identifying safety-related electric equipment 
subj to environ qual 1 fleet ion. per 10CFR50 49(g) Hydrogen 
vent valves will not be replaced u/fuily qualified valves 
until 1964 refueling outage 

WITHER8, B 0 Portland General Electric Co 83/05/20 CLARK.R A 
Operating Reactors Branch 3 21pp 18425 213 24X 

Fiche 50-344.63/05/20,6309240275 


8303270182 Forwards Lteansa Change Application 92 requesting amend t« 
License NPF-1 Amend revises manipulator crane operability 
load testing requirements 

WITHERS, D D Portland General Electric Co 83/09/24 CLARKrfl A 
Operating Reactors Branch 3 tp 16437 352 24X 

Fiche 90-344,83/09/24,6305270102 


—8309270164 License Change Application 92 revising manipulator crane 
op trabl 1 1 ty load besting requirements 

WITHERS. D 0 Portland General Electric Co 83/09/24 3pp 
10637 393 24X Fiche 90-344,83/09/24,8305270108 


— 8309270188 Proposed Tech Specs revising manipulator crane uporabllltK 
load testing requirements 

« Portland General Electric Co 83/05/24 2pp 10637 3S4 84X 

Fiche 50-344.83/05/24,8309270102 


6309270205 Forwards License Chang* Application 91 for amend to 
License NPF-l. revl s i ng K3IV tc pressurized code safety valve 
surveillance requirements 

WITHERS.!! D Portland Oaneral Electric Co 83/09/24 CLARK.R A 
Operating Reactors Branch 3 ip 18441.202 24X 

Fiche 90-344.83/09/24,0309270209 


—8309270211 License Change Application 91 for amend to License NPF-I. 
revising HSIV t. pressurized code safety valve surveillance 
requirements 

WITHERS, B D Portland Oaneral Electric Co 63/05/24 4pp 
18641:203 24X Fiche 90-344,63/09/24,6309270209 
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— e30:^^70S8^ PropoiBd Toeh Spae revising MSW & prassurlted code 
eefetg valvt lurvtlllanee requirements 

e Portland General Electric Co 83/03/84 3pp 1Q641 S07 84X 

r'IChe S0-344J 83/09/24. B309S7020S 


8 InepeetloTt reparts. IE Bulletins 4i correspondence 


B21S0603Q9 IE Info Notice 83-14. "Dewatered Spent Ion Ecchange Resin 
Buiceptlb 11 Itg to Exothermic Chemical Reaction " Svc list 
en« 1 

TAYUORiJ M Division of Safeguards Inspection Programs (Post 
A3^103> S3/03/S1 Consolidated Edison Co of New Vori. Inc 

llSpp 18308’ 319 SAX Flche 90-000. Q3/C.3/21. 8212060389 


8309170962 Forwards IE Insp Rapt 50-344/83-08 on 830323-29 No 
noncoeipllanct notad 

BOOK.H. E Raglon 9, Office of Olractor 83/04/08 WITHERS, D D 
Portland Oenaral Electric Co Spp 18468 144 24X 

FJefie. 90-344, 63/04/08, 8309170962 


— B3O9170567 IE Insp Rapt 30-344/03-00 on 830322-29 No noncomp 1 lance 
notad Major artas inspected radiation protection program, 
including procedures, survegs, genera i emplogee training, 
posting t< labeling (t external (> internal exposure control 
ClLLia, M J HENBLAWaKI.F A , BOOK, H E Region 9. Office of 
Director 63/04/07 llpp 1B468 140 24X Flche 90-344,83/04/00, 

B30917096S 


8303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator " 
Bve list end 

vONDAiNrE U Division of Emergencg Preparedness t< Engineering 
Roaponse {Post 830103) 83/04/19. Consolidated Edison Co of New 

York. Inc 126pp 18439 199 24X Flche 90-000,83/04/19,8303040021 


0303040023 IE Info Notice 83-22, "DHR Saf o tg/Rel lef Valve Failures " 
Svc Hat end 

JORDANiE L Division of Emergeney Preparedness I, Engineering 
Raapenae (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc U2pp 18383089 24X Flche 90-000,83/04/22,8303040023 


B303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sending Sgi " Svc list end 

JORDAN, E L Division of Emergencg Preparedness U Engineering 
Aieponee (Post 830103) 83/04/29 Consolidated Edison Co of New 

Yerfcr Ine. llfpp 18381 291 24X Flche 90-000,83/04/29,8303040029 


6303040026 IE Info Notice 83-24, "Loose Parts In Secondarg Side of 
Staam Generators at PWRs " Svc list end 

JORDANiE L. Olvtslen of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

rork* Inc. 119pp 18382 047 24X Flche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice B3-2S, "Standbg Gas Treatment Sgs Heater High 
Tamp Trip Setpoint Adjustment " Svc list end 
JOROAN, E L Division of Emergencg Preparedness ti Engineering 
RasponSB (Post 830103), 83/04/28 Consolidated Edison Co of New 

York, rne lispp 18382 169 24 X Flche 90-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Safetg/Rel lef Valve 
Sltcharga Line Vaevum Breakers " Svc list end 
JORDAN. E L Division of Emergencg Preparedness & Engineering 
Raaponss (Post 830103). 83/09/03 Consolidated Edison Co, of New 

York. Inc 123pp. 18441 170 24 X Flche 90-000,83/09/03,8303040028 


630304003G IE Info Notice 83-27, "Operational Response to Events 
Co'nearning Delt))erate Acte Directed Against Plant 
Eqciipment " Svc list and, 

,X)RDANiE L Division of Emergencg Preparedness (< Engineering 
Raepontf (Post 830103) 63/09/04 Consolidated Edison Co of New 

Yopki Inc llSpp 18388:282 24X Flche 90-000,83/09/04,8303040030 


e30304'<X)31 IE Info Notice 83-28, "Criteria for Protective Action 
Aacommendations for General Emergencies " 6vc list end 
JORDANiE. L Division Of Emergencg Preparedness t< Engineering 
Raapanss (post 830103). 63/09/04 Consol idated , Edison Co of New 

Yarki Inc IIYPP 18441,001 24X Flche 90-000,83/09/04,8303040031. 


B30304D033 IE Info Notice 63-29, "Fuel Binding Caused bg Fuel Rack 
DePormatlon " Svc list end. 

JORDANiE. L Division of Emergencg Preparednese 4i Engineering 
Response (Post 830103) 83/09/06. Consolidated Edison Co of New 

Yorki Inc. llSpp 18983 248 24X Flche 90-000.83/09/06,8303040033 


8309130164 Responds to IE Bulletin 63-03 re check valve failures in 
raw water cooling sgs of diesel generators No check valves 
locataif In sgs, 9gs consists of dosed cooling loop for each 
until which ie cooled bg tve water sgs, 

UlTHiERarB D Portland General Electric Co 83/09/09 MARTIN, J B 
Region 9i Office of Director 2pp 18437 299 24X 

Fie ha: 80-344. 03/09/09, 8309130164 


6303040034 IE Info Notice 83-30, "Misapplication of Genaric Emergency 
Operating Procedures (EOP) Guidelines " 6vc list end 
JORDAN, E L Division of Emergencg Preparedness ti Engineering 
Response (Post 630103) 83/09/11 Consolidated Edison Co of New 

York, Inc 114pp 18384 003 24X Flche 30-000,83/05/11,8303040034 


0303040040 IE Info Notice 93-31, "Error in ADLPIPE Computer Program " 
Bve list end 

JORDAN, E (. Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 83/05/19 Consolidated Edison Co of New 

York, Inc I14pp 10697 009 24XFle)lO 30-000,63/05/19,9303040040 


8303040046 IE Info Notice 93-33, ''Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E U Division of Emargrncy Preparedness S' Engineering 
Response (Post 830103) 93/03/26 Consolidated Edison Co of New 

York, Inc n4pp 18647 007 RAX Flche 30-000,83/05/26,8303040046 


8 Reportable occurrences, LERs Sc related correspondence 


8305130224 Forwards updated LER 83-OOl/OlX-i Detailed event analysis 
enc 1 

HlTHERSi 8 D Portland General Electric Co 83/04/22 MARTIN, JO 

Region 3, Office of Director 3pp 18439 323 24X 

Flche 90-344,03/04/22.8303130224 


— 830913Q23S Updated LER 93-OOl/OlX-l on 830106, as-bui 1 1 condltiens in 
masonry walls differed from conditions In previous seismic 
response analyses Cause not stated Further investigations 
in progress 

BUSHNELLiT E Portiand General Electric Co 03/04/21 Region 
9, Office of Director Ip 18439 326 24X Flche 90-344,83/04/22, 

0309130224 


S30S130143 Forwards LER Q3-a03/03L-0 Detailed event analysis encl 
YUNDT.C P Portland General Electric Co 83/04/27 MARTIN, J B 
Region 5, Office of Director Spp 18439 127 24X 

Flche 90-344,83/04/27,8309130143 


—8309130192 LER 83-003/03L-0 on 030329, plant did not have emergencg 
power source to boric acid trans fer pump used in f lowpath 
from boric acid storage tank during core alterations Caused 
bg personnel error Procedure will be clarified 
BAIR, 0 G Portland General Electric Co 03/04/27 Region 5, 
Office of Director Ip 1B43B 130 24X Flche 50-34 4,03/04/27. 

8309130143 


DOCKET 90-346 DAV18-QESSE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergencg t, fire protection plans 


9309100011 Forwards final rept of 9NNL participants at 830413-14 
emergency preparedness exercise Areas covered Include 
technical support ctr. control room, operations support ctr & 
offsite monitoring teams 

MARTIN.J 0 , THOMAS, W V Battelle Memorial Institute, Pacific 
Northwest Laboratory 83/04/22. PLOSKI.I Region 3, Office of 
Director 24pp 18377 197 24X Flche 50-346,83/04/22.8309100011 


8309100000 Forwards IE Insp Rept 90-346/03-03 on 830319-18 No 
noncomp 1 lance noted Notices of deficiencies & deviations 
encl. 

PAPERIELLQiC J Region 3, Office of Director 93/04/22 
CROUSE, fi P Toledo Edison Co 2pp. 18377 230 24X 

Flche 90-346,03/04/22.8309100080 


—8309100092 Notice of deficiencies from Insp on 830315-18 

» Region 3, Office of Director, 83/04/22 3pp 18377 232 24X 

Flche 90-346,83/04/22.8309100080 


—8309100084 Notice of deviation from insp on 830319-18 

» Region 3. Office of Director 83/04/22 3pp 10377 239 84X 

Flche 90-346,83/04/22.8309100080 


—8309100090 IE Insp Rept 80-346/03-03 on 830319-10 No noncompl lance 
noted, Major areas Inspected followup Insp of items 
identified during emergency preparedness Imp lementa 1 1 on 
appraisal on 830208-19. 

PLOSKI.T J. , AXELSON, M L Region 3, Office of Director 83/04/20 
12pp 18377 237. 24X Flche 90-346,03/04/22,8309100080 


830S060S99 Releases public version of temporary mod request to 
emergency plan implementing procedure 

FELTON, J, M Division of Rules and Records 83/04/25 Document 
Management Drench Ip. 19339 105 84X Flche 90-346.83/04/25. 

0309060995 
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--aSOSOAOtOl Foruiards puJ>lie v«nsJon of TssiporArv Mod Request T-7104 
to Emergency Plon Imp 1 omen 1 1 ng Procedure El 1300 07/ 

“Technical aupporC Ctr Activation " Receipt form end 
• Toledo Edison Co 83/04/11: MRC - No J/etailsd Affiliation 

0|W*I> ip IB3&9 106 24X Fiche 30-346,03/04/25/0305060595 


— 83O3O6OAO0 Public version of Temporary Mod Request T-7104 to Emorgencg 
Plan Implementing Procedure Cl 1300 07i “Technical Support 
Ctr Activation " Rev 27 to Inde* end 

DUflOEL.B . PARIS. J A / MURRAY, T 0 Toledo Edison Co 03/04/03 
3ff 10359 107 24X Fiche 50-346.83/04/03,0303060595 


0305060692 Releases public version of rev to emergency plan 
Implementing procedure 

FELTON, J M Oivlston of Rules and Records 03/04/25 Document 
Management Branch Ip J0330 156 24X Fiche 50-346. 03/ 04/25 # 

8305060692 


— 0305060699 Foruiards public version of Rev 5 to Emergency Plan 
Implementing Procedure El 1300 03. "Emergency Plan 
Activation “ 

* Toledo Edison Co 03/03/31 MRC - No Detailed Affiliation 

Olven 3pp 10350 157 24X Fiche 50-346.03/04/25.0309060692 


— 0305060702 Public version of Rev 5 to Emergency Plan Implementing 
Procedure El 1300 Ol. “Emergency Plan Activation " Rev 
36 Vo Indec end 

HURRAY, T 0 . OEYER. D R , DRIDEN, D U Toledo Edison Co 03/03/20 
40pp 18398 160 24X Fidie 30-346.83/04/25,8305060692 


0305030389 Ad receipt of 021806 proposed changes to industrial 
security plan Change 0 acceptable Comments on Change A.uhich 
decreases security plan ef fee 1 1 veness, enc 1 Encls ulthheld 
(ref I0CFR73 21) 

STOLZ, JF Operating Reactors Dranch 4 83/04/26 CROUSE.fl P 

Toledo Edison Co ip 18306 306 24X Fiche 50-346,03/04/26. 

0309030389 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs (< holders of CPs re c tarlf Icatlon of 
access to control procedures for la<J enforcement visits 
Sve list enc 1 

EISEMHUT. 0 O Division of Licensing 83/03/11 Consolidated 
Edison Co of Neu York, Inc 16pp 10540 095 24X 

FlCho 50-000.03/03/11,8305110034 


0303270609 Foriuard* IE Insp Rept 90-346/03-07 on 030418-13 No 
violations or deviations Identified Neatnesses le/cimergency 
eSBTClse Identified which will require corrective action 
PAPEPIELLO.C J Region 3. Office of Director 03/09/12 
CROUSE, R P Toledo Edison Co 3pp 10644 252 24X 

Fiche 90-346,83/03/12,0305270605 


— B30S270614 IE Insp Rept 90-346/83-07 on 030412-13 tleaknesses identified 
In draft eierclse scenario 

PLOSKI.T J . PHILLTPS.M P . OLOERBEM, W B Region 3. Office of 
Director 83/05/12 I3pp 10644 255 24X Fiche 90-346.83/05/12, 

8305270609 


8309240251 Advises that App D to industrial security plan, transmi ttsd 
In Amend 96 to License NPF-3, contains no proprietary info 
CROUSE, R P Toledo Edison Co 83/09/13 ETOLZ, J F Operating 
Reactors Branch 4 Ip 16548 3Ce 24X Fiche 50-346,83/05/13, 
8305240291 


8305360241 Forwards application for amend to License NPF-3, ref lec t 1 ng 
change In audit frequency of security 6 emergency plans 
to 18 months 

CROUSEiR P Toledo Edison Co 83/09/19 STOLTiJ F Operating 
Reactors Branch 4 Ip 18599' 332 24X Fiche 50-346,83/09/19, 

0303260241 


— 0305260245 Application for amend to License NPF-3 reflecting change in 
audit frequency of security ti emergency plans to 12 months 
CROUSE. R P Toledo Edison Co 83/05/19 3pp 18599.333 24X 

Fiche 50-346. B 3/09/ 1 9, 630926024 1 


— S30S260248 Marked-up proposed Tech Spec changes reflecting change in 
audit Frequency of security 6 emergency plans to 12 months 
# Toledo Edison Co 03/05/19 Ip 18999 336 24X 

Fiche 50-34 6. 03/0 5/ 1 9, 630526024 1 


B305260303 Responds to MRC 030422 ltr re deficiencies noted in IE 
Emergency Preparedness Appraisal Rapt SO-SAi/BS-OS 
Corrective ac t ions, procedures ravl sed, training conducted 
& lamplo lines sbleldctf w/lead hrlclcs fc lead blankets 
CROUSE, R P Toledo Edison Co 83/05/20 KEPPLER.J O Region 3, 
Office of Director 7pp 10629 344 24X Fiche 90-346,83/05/20, 

8305260303 


J Insurance ta indemnity information! 


B30916010S Forwards Endorsement 44 t'o NELlA Policy NF-236 4, 
Endorsement 34 to HAECO Policy MF-92 

GOLDEN. M P Marsh fc McLennan, Inc 83/09/02 SAUTZHAN, J 
Assistant Director for State t< Licensee Relations 3pp 10491 0S3 
24X Fiche 50-346.83/09/02.8305160109 


P. Operating license stage documents t, correspondence 


0305230716 Responds to 830206 request for backflttlng oipendl turei. 
Actual cost at OL date was 4903 million Projected addl 
future coat for NRC imposed mods conservatively estimated at 
•26, 500. 000 

CROUBE.R P Toledo Edison Co 83/02/18 TOURTELLOTTE, U 
Ragulatory Reform, Task Force lOpp 18942 294 24X 

Ftthe 30-346,83/02/10.0309230716 


8305230720 Forwards list of utils responding to requests for cost 
figures on hackfitting 

TOURTELLOTTEr O Regulatory Reform Task Force 63/04/11 
PALLADINO. N J. Commissioners 2pp 18942 272 24X 

Fiche 90-000, 83/04/ 1 1 . 0309230720 


8309040305 Responds to NRC 830329 ltr re safety-related eltctrlca] 
equipment <Justl f 1 ca tlon for continued operation eilsts for 
all equipment which may not be qualified Response submitted 
030310 contains no changes or proprietary Info 

CROUSE, R P Toledo Edison Co 83/04/29 STOLZ, J F. Operating 
Reactori Dranch 4 2Spp JB323 260 24X Fiche 90-346.03/04/29. 
0309040309 


8309170462 Discusses results of analysis performed to determine 
probability of postulated tornado generated missile 
contacting gratings covering ventilation openings 
Probability acceptably small Condition not HO 

CROUSE, n P Toledo Edison Co 83/04/29 KEPPLER, U 0 Region 3. 
Office of Director. 2pp 18470 136 24X Fiche 90-346,03/04/29. 

0309170462 


0305020499 Generic Ltr 03-19 to all power reactor *c testing llcenteci 
re new procedures for providing public notice concerning 
Issuance of amends to DLs Sve list end 

EISENHur, 0 Q Division of Licensing 03/09/02 Consolidated 
Edison Co of New York. Inc 30pp 18441 120 24X 

Fiche. 90-000, B3/05/02, 0309020499 


0309040472 Application to amend License NPF~3 revising App A to Tech 
Spec Tables 4 3-6 & 4 3-10 re extension of surveillance 
interval for steam generator outlet pressure 
instrumentation 

CROUSE, R P Toledo Edison Co 83/09/02 STOLZ. J F Operating 
Reactors Branch 4 app 18322 197 24X Fiche 90-346.03/09/02. 

8305040472. 


— 8305040400 Proposed changes to App A to Tech Specs revising Tables 
4.3-6 it 4,3-10 re extension of surveillance Interval for 
steam generator outlet pressure Instrumentation 
• Toledo Edison Co 83/09/02 4pp 10322 1 99 24X 

Fiche 90-346.03/05/02.8309040472 


0309040491 Forwards application for amend to License NPF-3 revising 
Tech Spec Section 4 8 1.2, Tables 4 3-1 1 h 3 6-2 re 
surveillance requirements for automatic load sequencer 6 
monthly testing of auxiliary feedwater sys logic 
CROUSE, R P Toledo Edison Co 03/09/02 STOLZ, J F Operating 
Reactors Branch 4 ip 18322 149 a4X Fiche 90-346.03/09/02. 
8309040491 


—8309040497 Application for amend to License NPF-3 revising Tech Spec 
Section 4 8 I 2, Tables 4 3-1 1 & 3 6-2 re surveillance 
requirements for automatic load sequencer 6 monthly testing 
of auxiliary feedwater sys logic 

CROUSE.R P, Toledo Edison Co 83/05/02, 3pp 18322 146 24X 

Flcht 90-346,83/09/02,0309040491 


— 0305040503 Proposed changes to Tech Spec revising Section 4 8 1,8« 
Tables 4 3-11 4, 3 6-2 re surveillance requirements for 
automatfc load sequencer it monthly testing of auxiliary 
feedwater sys logic, 

• Toledo Edison Co 03/09/03 Bpp 18322.149 24X 

Fiche 90-34 6, 63/05 / OS, 830904049 1 


8305060363 Motif icatlon of 830506 meeting w/StiM Ownere Group In 
Beth esda, no to discuss core barrel failure at Rancho Seen V 
Crystal River 3, future plans for resolving problem 4, 
just I f Icat ion for continued operation 

miner, 8 Operating Reactors Branch 4 93/09/02 STOLZ, J 

Operntlng Reactors Dranch A, 2pp 18333 092 24X 

Fiche. 50-000, 83/05/02, 0309060365 
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83030'603?9 Foruards r««ponae to 820<7S3 Itr re open Iteois in NUREQ-0612> 
"Control at Heavy Loads at Nuclear Pouer Plants " Dynamic 
load tfpectsp inservice insp & stam frequency revleiucd Phase 
II results expected by B30601 

CROUSE. R P Toledo Edison Co B3/09/OS STOLZ. J F Operating 
Reactors Branch 4 7pp 1S343 167 S4X Flcha SO-346. B3/05/02. 
8303060393 


B305t7D66'9 Forwards Amend 90 to License NPF-3. safety evaluation t> 
notice of Issuance 6 availability Amend modlPips Tech Spec 
table to incorporate revised trip setpoints for borated 
uatsr storage tank 

DE AOAZIO. A U Operating Reactors Branch 4 03/09/09 CROUSE. R P 

Toledo Edison Co 3pp 18496 329 24X Ficho 90-346,83/09/09. 

8309170669 


— 8303170673 Amend 98 to License NPF-3t revis ing trip setpoints for 
borated water storage tank (< bus feeder breaker trip delay 
8TOLZ. J F Operating Reactors Branch 4 83/09/09 9pp 

10496 332 24X FiChS 90-346.83/09/09.6309170669 


— 8309170678 Safety evaluation supporting Amend 98 to License NPF-S 

« Office of Nuclear Reactor Regulation. Director 83/09/09 3pp 
18496. 341 24X Flchc 90-346.03/09/09,630917066? 


— 8309170602 Notice of Issuance & availability of Amend 9B to License 
NPF-3 

STOLZ.d F Operating Reactors Branch 4 83/09/09 2pp 

18496 344 24X Fiche 90-346,83/09/09,8309170669 


0303180102 Faruiards Amend 37 to License NPF-3i safety evaluation 6 
notice of issuance t, availability Amend modifies specs to 
ppov/lde add! protection to mlnlmlte potential for low temp 
overpressure transients 

STGLZ.J F. Operating Reactors Branch 4 83/09/03 CROUSE. R P 

Toledo Edison Co 4pp 18903 300 24X Fiche 90-346,83/09/09, 

8309180102. 


-'-8309180114 Amend 97 to License NPF-3. mod i fy Ing specs to provide addl 
protection to mlnlmlie potential for low temp overpressure 

Iransi ents 

STOCZ. J F. Operating Reactors Branch 4 83/09/09 tOpp 

18903 304. 24X Fiche 90-346,83/09/03.8309180102 


— 8309180139 Safety evaluation supporting Amend 37 to License NPF-3 

• Office of Nuclear Reactor Regulation. Director 83/03/09 4pp 
18903 314 24X Fiche 90-346.03/03/09,8303180102 


— B3031B0187 Notice of Issuance & availability of Amend 37 to License 
NPF~3 

STClt.ZivrF. Operating Reactors Branch 4 03/09/09 2pp 

18903 3ia. 24X Fiche 90-346,83/09/03,8309180102 


8309110388 Forwards response to open Item on safe load paths contained 
In NRC 620923 technical evaluation rept of util 820201 
submittal re control of heavy loads <NURE0-0612) 

CROUSE, R P. Tolsdo Edison Co 83/03/06 STOLZ, J F Operating 
Roactori Oranch 4 llpp 18406 201 24X Fiche 30-346,83/03/06, 

83091 10389 


6303110437 Forward* "Doundlng Analytical Assessment of NUREO-0630 on 
LOCA te Operating kU/FT Limits,'’ per 830409 Itr 

CROUBE.B, P Toledo Edison Co. 83/03/06 STOLZ, J F Operating 
Reactors Branch 4 ip 18404 380 24X Fiche 90-346, 83/03/06. 

8303110437 


— 8303110443 "Bounding Analytical Assessment of NUREO-0630 on LOCA b 
Operating kU/FT Limits " 

• fiabcock b Ml Ice I Co 77-1142162-00 63/09/06 SBpp 

10404 321. 24X Fiche 90-346,83/09/06,8309110437 


®3OSO90&S9 Oenerlc Ltr 03-20 to all operating reactor licensees b 
holdere of CPs r* integrated scheduling for Implementation 
of plant mods. Svc list end 

eiSEWfUT.D 0 Division of Licensing 83/09/09 Consolidated 
edlson Co. of New Vork, Inc 16pp. 1 8627 193 24X 

FI Che 90-000, 83/09/09. 8309090699. 


®303 130032 Respond* to 830429 ltr re proposed changes to Tech Specs 
3 O 3 b 4.0.0 Check in payment of fee transmitted 
Crd<J8£cR P. Toledo Edison Co 83/09/09. MILLER, U 0 License Fee 
Hanagenent Branch. Ip 18437* 101 24X Fiche 90-346.83/03/09, 

8303130032 


^^9160411 Provides status rept on implementation of Integrated living 
•chedule program, per 830412 ltr Internal task force b 
htanding commi ttees, charged w/varlous living schedule 
bctJvlttes, created b utillied 

CROUSE, R.P, Toledo Edison Co 83/03/10 8T0LZ, J. F Operating 
Reactors Branch 4. 6pp. 18489 396 24X Flchc 90-346,83/03/10, 

8803180411 


S3032O0393 Advises that doe to difficulties u/rev. 1 Ic erase amend request 
re DHR capability redundancy will be submitted by 830613 
CROUSE, R P Toledo Edison Co 83/09/13 STOLZ, J F Operating 
Reactors Branch 4 Ip 1S9I4 120 24X Fiche 90-346,83/09/13, 

8303200992 


8309240331 Forwards response to 830411 request for addl info re 
deletlo-n of survoll lance requirements for auxiliary 
■eedwater pump turbine speed switches Mater level in steam 
generator controlled at 33 Inches 

CROUgE, ft P Toledo Edison Co 83/03/17 STOLZ, J F Operating 
Reactors Branch 4 4pp 18574 075 24X Fiche 90-346,83/03/17, 
0309240351 


8303260241 Forwards application for amend to License NPF-3. ref 1 oc tl ng 
change Ira audit Frequency of security b emergency plans 
to 12 months 

CflOUBE.R P Toledo Edison Co 83/09/19 STOLZ. O F Operating 
Reactors Branch 4 Ip 18399 332 24X Fiche 30-346,83/09/19, 

0309260241 


— 6309260243 Application for amend to License NPF-3 reflecting change in 
audit frequency at security b emergency plans to 12 months 
CROUSE. ft P Toledo Edison Co 83/09/19 3pp 18399 333 24X 

Fiche 30-346.83/03/19,8309260241 


— 0303260248 Marked-up proposed Tech Spec changes reflecting change in 
audit frequency of security & emergency plans to 12 months 
• Toledo Edison Co 83/09/19 Ip 18597 336 84X 

Fiche SO -346 ,83/03/19, 830 326024 1 


6303240423 Forwards Info re environ qual 1 f Icetion of electrical 
equipment Impurtant to safety, per 10CFR30 49 List of 
activities to resolve technical evaluation rept open items 
end Naeico limit switches scheduled for replacement listed 
CROURE.R P Toledo Edison Co 83/05/20 STOLZ. J F Operating 
Reactors Branch 4 29pp 18973 006 24X Fiche 90-346.83/03/20. 
0309240423 


Q Inspection reports, IE Oulletlns i correspondence 


821S060383 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
susceptibility to Exothermic Chemical Reaction ” 0vc list 
encl 

TATLOR, J M Oivlsion of Safeguards b Inspactlon Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New Vork. Inc 

112pp 18300 319 24X Fiche 90-000,83/03/21,8212060389 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN, E L Division of Emtrgency Preparedness b Engineering 
Response fPoSt 3301031 83/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18439 193 24X FUhe 90-000.83/04/19,8303040021 


0303040023 IE Info Notice 83-22, "DHR Safety /Relief Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response fPost BSOlOOl 03/04/22 Consolidated Edison Co of New 
York, Inc llOpp 18383 089 24X Fiche 50-000. 83/04/22, □303040023 


83O910O0B0 Forwards IE Insp Rept 50-346/83-03 on 830315-10 No 
noncompliance noted Notices of deficiencies b deviation* 
enc 1 

PAPERIELLO, C J Region 3, Office of Director 83/04/22 
CROUSE, R P Toledo Edison Co 2pp 18377 230 24 X 

Fiche 90-346,83/04/22.8303100080 


— 8303100082 Notice of deficiencies from insp on 830313-18 

» Region 3. Office of Director 83/04/32 3pp 1B377 232 24X 

Fiche 90-346, 83/04/22, 8303100080 


— 8309100084 Notice of deviation from insp on 830313-16 

a Region 3, Office of Director 83/04/22 2pp 18377 239 24X 

Flchc 90-346. 03/04/22. 8305 100080 


— B30S100090 IE Insp Rept 30-346/83-03 on 030313-18 No noncnmpl lance 
noted Major areas Inspected followup insp of items 
Identified during emergency preparedness Imp 1 amenta t Ion 
appraisal on 830208-19. 

PLOSKI, T J , AXELSON, M L Region 3, Office of Director 83/04/20 
t2pp 16377 237 24X Fiche 80-346, 83/04/32, 83031 OOOSO 


8303040023 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sent Ing Sy s " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Ficho 30-000,83/04/29,8303040029 
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6309170303 FOTwaril* IE In»(> Rept 30-346/63-04 on 030301-04 It 09-11 & 
notice of violation 

STREETER. J F Region 3, Office of Director 03/04/27 CROUSE, R P. 
Toledo EdUon Co 2pp 18466 OIS 24X Flche 30-346, a3/04/27i 
0305170303 


— 0305170308 Notice of violation from lr»p on 030301-04 & 09-11 
STREETER, J F Region 3i Office of Director 83/04/27 Ip 
10466017 24X Flche 30-346,03/04/27,8305170303 


—8305170319 IE In«p Rept 50-346/03-04 on 830301-04 t, 09-11 Noncompliance 
noted ualveri not prepared U ex-ams not given to tuio 
Individuals not attending required radiological control 
requalification training 

SUTPHIN.R N , HAWKINS, F C Region 3, Office of Director 
83/04/27 6pp 18466 OlB 24X Fiefie 50-346.83/04/27.8305170303 


9303040026 IE Info Notice 83-24. "Loose Parts In Secondary Side of 
Steam Oenerators at PHR« " Sve list end 

JORDAN. E L Division of Emergency Preparedness t> Engineering 
Responte (Post 830103). 83/04/28 Consolidated Edison Co of Neu 

Vort, Inc llSpp 18382 047 24X Flche 50-000,83/04/20,8303040026 


8303040027 IE Info Notice 83-25, "Standby <»as Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/04/28 Consolidated Edison Co of New 

Yort. Inc 1 lapp 18382 165 24X Flche 50-000.83/04/28,8303040027 


9305060919 Forwards revised "Inservice Insp Pump & Valve Program." 
reflecting results discussed at 830329 meeting 

CROUSE. R P Toledo Edison Co 83/04/29 STOLZ.J F Operating 
Reactors Branch 4 2pp 18391 113 24X Flche 50-346,83/04/29, 
0309060519 


— 8305060323 "InservicB Imp Pump & Valve Program " 

• Toledo Edison Co 83/04/29 23pp 18331 115 24X 

Flche 30-346. 83/04/29, 8309060519 


8303040028 IE Info Notice 83-26. "Failure of Safety/Relief Valve 
Olfciiarge Line Vacuum Breakers " 8vc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 830103). 83/03/03 Consotidated Edison Co of New 

York, inc I28pp 18441 170 24X Fiefie 50-000.83/05/03,8303040020 


8303040030 IE Info Notice 83—27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Sve list ene 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
ftaspeme iPost 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc 1 12pp 10382 282 24X Fiche 90-000,83/05/04,3303040030 


830304003) IE Info Notice 63-20, "Criteria for Protective Action 
Recommendations for (Jeneral Emergencies " Sve list end 
JOROAN.E L Division of Emergency Preparedness b Engineering 
Response iPost 630103) 83/05/04 Consolidated Edison Co of New 

York. Inc ll9pp 18441 001 24X Fi che: 90-000,83/05/04.6303040031- 


8305200509 Ac k receipt of 830118 b 0203 Itrs informing NRC of eteps 
taken to correct violations noted in IE Insp Rept 
50-346/02-25 

SPESSARD.R L 01 vis ion of Engineering 83/05/17 CROUSE, ft P 
Toledo Edison Co Ip 18516 079 24X Flche 50-346,83/05/17, 

8309200309 


— 8305200514 Responds to NRC 821221 Itr re violations noted In. IE Enip 
Rept 50-346/82-25 Advises that response will be submitted 
by 630301 Delay due to number of organizations involved in 
preparation of response 

CROUSE, R p Toledo Edison Co 83/01/18 NORELIUS.C E Dlvltlee 
of Engineering Ip 10516 076 24X Flche 90-346,83/09/17, 

830920090? 


—8309200920 Responds to NRC 821221 Ur re vlolationi noted In IE Insp 
Rept 90-346/62-29 Reload pattern did not entail unrevlewed 
safety questions for reason stated 

CROUSE, R P Toledo Edison Co 83/02/03 NORELIUS.C E Division 
of Engineering 2pp 18316 077 24X Flche 30-346.83/09/17, 

8309200509 


—8309200927 Responds to NRC 821221 Itr re violations noted In IE Imp 
Rept 90-346/08-23 Corrective actions cross-shuffle 
appropriately considered b proper safety evaluation 
parformed Retraction of notice of violation requested 
CR0U8E.R P Toledo Edison Co 03/04/13 NORELIUS.C E Division 
of Engineering Ip 18916 079 24X Fiche 50-346,03/09/17. 

8309200909 


8309240067 Act receipt of 030429 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-346/83-01 
Responsibilities to promptly determine, evaluate b rept 
causes of malfunctions of safety-related equipment stressed 
SHAFER. H D Region 3. Office of Director 83/09/17 CROUSE, ft F 
Toledo Edison Co Ip 18549 062 24X Flche. 90-346,83/03/17. 

8309840067 


—8309240078 Responds to NRC 030308 Itr re violations noted In IE Insp 
Rept 90-346/83-01 Corrective actions statuelng of facility 
change requests initiated to assure that drawings reflect 
as-built condition Raduasta panel drawing stick updated 
CROUSE, R P Toledo Edison Co 03/04/89 NORELlUa.C.E Dlvisten 
of Engineering t9pp 10949 063 24X Flche 50-346,83/05/17. 

0309840067 


8309800330 Ack receipt of 830489 Ur Concurs (ii/declsion to titend 
completion of first 10-yr inservlce insp Interval to and 
of scheduled Spring 1989 refueling outage 

SPESSARD.R U Division of Engineering 83/09/10 CROUSE.ft F 
Toledo Edison Co Ip 18916 210 24X Fiche 90-346,83/09/18, 

8309200330 


—8309200337 Informs of intention to extend completion of first tO-yr 
Inservlce Insp Interval to end of scheduled Spring 1909 
refueling outage to coincide w/other planned outages 
CROUSE, R P Toledo Edison Co 03/04/29 KEPPLER. J 0 ftiglona. 
Office of Director Ip 18516 819 24X Fiche- 90-346,03/09/10. 

0309800330 


0303100096 Confirms B30627 meeting in Olon Ellyn, IL to discuss SALP 
NORELIUS.C E Division of Project b Resident Programs 03/05/04 
CROUSE, R P Toledo Edison Co Ip 18377 874 84X 

FtCha 50-346.83/05/04,0303100096 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program ■ 
6vc 1 1st end 

JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/1? Consolidated Edison Co. of Niu 

York, Inc 114pp 10697 009 84X Flche 90-000, 83/09/ 19,03 0304CK)'40 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused hu Fuel Rack 
Deformation “ Sve list enc 1 

JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc I15pp 18923.248 a4X Flcr>e 50-000,83/05/06.8303040033 


8303040034 IE Info Notice 03-30, "Ml sapp 1 1 ca t ion of Oeneric Emerneney 
Operating Procedures (EOP) Ouidelines “ Sve list end 
JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 630103). 83/05/11 Consol idated Edison Co, of New 

York, Inc 114pp 18924 003 24X Fiche 50-000,83/09/11,8303040034 


8309270605 Forwards IE Imp Rept 50-346/83-07 on 830412-19 No 
violations or deviations identified Weaknesses w/emergency 
exercise identified ulilch will require corrective action 
PAPERIELLO, C J Region 3, Office of Director 83/09/12 
CROUSB.R P Toledo Edison Co 3pp ie644"292 84X 

Flche. 90-346. 83/09/12, 8305270605 


—0305270614 IE Insp Rept 50-346/03-07 on 830412-ls Weaknesses Identifli 
In draft exercise scenario. 

PL08KI.T J , PHILLIPS. M P. . OLOERSEN.M B Region 3, Office of 
8309270609 *8644 255. 24X Flche 90-346,83/05/12, 


8309260303 Responds to NRC 830422 Ur re dofidsnetes noted in IE 
Emergency Preparedness Appraisal Rapt 90-346/83-03 
Corrective actions preeadurei revised, training conducted 
b simple lines shielded w/lead bricks b lead blankets 
CROUSE, R P Toledo Edison Co 03/09/20 KEPPLER, J 0 Reg I on 3. 
Office of Director 7pp 10629 344 24X Flche 90-346,83/05/20, 

8309260303 


8303040046 IE Info Notice 83-33, "Nonreprasentative Sampling Of 
Contaminated Oil " 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co. of N» 

York, Inc 114pp 18647 007 24X Fiche 90-000, 03/09/86, 8303040044 


R Periodic operating reports b related correspondence 


6309190149 Forwards "Effluent b Waste Disposal Semiannual Rept. Solid 
Waste b Irradiated Fuel 8h t pment s, Jul-Dee 1900 " 

HURRAY, T 0 Toledo Edison Co 83/09/11 KEPPLER, J 0 Rag ion 3, 
Office of Director Ip IB902 071 a4X Fiche 90-346,83/09/11. 
8309190149 


"8309190194 "Effluent b Waste Disposal Semiannual Rept, Solid Nasta t 
Irradiated Fuel Shipments, Jul-Dec 1980 " 

« Toledo Edison Co 83/09/11 2pp 18902,072 24X 

Flche, 90-346, 83/05/U, 8309190149 
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B Riportabi* acturrane*»i LER» fc related correspondence 


83a91300?3 Forwards revised LEfi 83-012/01 X-2 

nURRAVi r D Toledo Edison Co 83/09/09 KEPPLER. J 0 Region 3. 
Office oP Director ip 18437 199 24X Flche 90-346. 83/09/09> 

8309130093 


--9309130099 Revised UER e3-01S/01X-2 on 830303. opera t Ing practice ot 
reciulPlng one ECC8 room cooler to be valved Into svc in each 
ECCB roont less conservative than updated FSAR assumptions 
Caused by lack of procedural control F8AR reviewed 
RICHTER. L Toledo Edison Co 83/09/09 Region 3. Office of 
Director 3pp i0437 196 24X Flche 90-346.83/09/09.8309130093 


8309130190 Forwards revised LERs e2-020/03X-2. 81-032/031-1 ti 
a I -098/0 tx-l. Previous LER forms should be replaced & 
respective supplemental info sheets retained 

nURRAY.T D Toledo Edison Co 03/09/09 KEPPLER. J 0 Region 3. 
Office of Director Ip 18439 348 24X Flche 90-346.83/09/09. 

8309130190 


— 8309130199 Revised LER B2-020/03X-2 on 820409, loss of 120 volt 
elternatlng current Distribution Panel Y2 eiparlenced while 
in Made 6 Safety feature actuation signal Channel 2 
actuated Caused bg blown YY8 inverter fuse Fuse replaced 
MATHENY.D, C , BTOTZ. J Toledo Edison Co 83/09/09 Region 3. 
Dfftee of Director ip 18439 349 24X Flche 90-346.03/09/09. 

8309130190 


"B309I30201 Revised LER B1-032/03X-1 on 810604. relay status lamp 302A 
did not change when trip signal applied. rendering trip 
output to AF 999 from steam ti feedwater rupture control sys 
Channel 2 1 nop ereb 1 e. Caused by failed relay driver card 
tRAUTMAN.P J, Toledo Edison Co 83/09/09 Region 3, Office of 
Director. Ip. 1843? 390 24X Flche 90-346,83/09/09,0309130190 


--8309130209 Revised LER 01-098/01 X-1 on 811001. very little air flow 
through chlorine detectors AE9398A & B observed On 811009. 
tfetectora dieterid Inoperable Caused by design error 
Detactor discharge routed back to ventilation duct 
I8LEY. T Toledo Edison Co, 83/09/09 Region 3. Office of 
Otractor, ip. 18439 391 24X Flche 90-346.83/09/09,0309130190 


8309170162 Poruerda revised LER 83-002/03X-1, 

MURRAVtT O Toledo Edison Co 83/09/09. KEPPLER, J 0 Region 3, 
Office of Dtraetor ip. 18466.299 24X Flche 90-346,83/09/09, 

8309170162 


—0309170171 Revised LER 03-OO2/O3X-1 on 830119, RC8 dose equivalent 1-131 
exeaaded Tech Spec limit of 1.0 uCi/gm Caused by leakage of 
fission products through fuel cladding 1-131 monitored until 
lavel dropped 

RlCHTERfL Toledo Edison Co 03/09/09. Region 3, Office of 
Director 8pp 18466 300 24X Flche 90-346.63/09/09,0309170162 


0309170201 Forwards LER B3-016/03L-0 

HURRAY, T 0. Toledo Edison Co 83/09/09 KEPPLER. J 0 Region 3, 
Office of Director ip. 10466 391 24X Flche 90-346,83/09/09. 

8309170201 


—8309170209 LER 63-016/03L-0 on 030407, determined that amplifier of 
■tartup lave! transmitter LT-BP9A3 for steam generator 1-2 
fallad. Caused by component failure within amplifier 
Amplifier replaced 

YARQER, K Toledo Edison Co. 83/09/09 Region 3. Office of 
Director 3pp 10466.392 24X Flche 90-346,03/09/09,0309170201 


8309240219 LER e3-017/D3L-0' on 030411, spent fuel pool (SFP) level 
vcrificetlon surveillance test ordered later than Tech Spec 
requirement Caueed by personnel error SFP level verified 
ntdio on schedules planned H/B30909 Itr 

MURRAYrT. O Toledo Edison Co 83/09/09 KEPPLER, J 0 Region 3. 
Office of Director 3pp. 18948 019 34X Flche 90-346.83/09/09, 

8309240219 


S309240341 LER 83-01B/03L-0, on 630417, safety features actuation sys 
channel 4 radletlon monitor RE2007 found reading below 
normal Caused by equipment failure Detector replaced & 
failed detector tent to vendor for repair M/830916 Itr 
I8LEY, r , MURRAY, T D. Toledo Ediion Co 83/09/16 KEPPLER, J. 0 
Region 3, Office of Director 3pp 18971 396 24X 

Flche: 90-346. 83/03/16, 8309240341. 


8309260293 Revised LER 83-016/03X-t . on 830407, amp 1 i f itr of startup 
lave! transmittar LT-0P9A3 for steam generator 1-2 failed 
Caused by eonponent failure within amp 1 i f ier. Amp 1 i f ier 
replaced M/e30917 Itr. 

VAROER,K , MURRAY. T 0 Toledo Edison Co 03/09/17 KEPPLER, J, 0 
Region 3, Office of Director 2pp. 10629 318 24X 

Flche: 90-346, 83/09/17, 8309260293 


830S31003B LER a3-019/03L-0 on 030421, steam 8, feedwater rupture control 
sys Channel 3 tripped Caused bg failed +19-volt dc power 
supply. On 830427, Channel 3 tripped Power supply returned to 
vendor Failed supplies replaced M/830320 Itr 
YARCER.K , STOTZ.d , MURRAY, T D Toledo Edison Co 83/09/20 
KEPPLER, J 0 Region 3, Office of Director 4pp 18693 131 24X 

Flche 90-346103/09/20,0305310030 
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F Security, medical, emergency (, fire protection plans 


8305060616 Releases public version of revised svc bldg telephone 
d Iree tor g 

FELTON, J M Dlvlelon Of Rules and Records 83/04/26 Document 
Management Branch Ip 1839? 116 24X Flche 90-348,83/04/26, 

0309060616 


—8309060621 Forwards public version of revised svc bldg telephone 
directory to be filed w/Admlnl s tra t Ive Procedure 
FNP-O-EIP-B 

HUDSPETH, J D Alabama Power Co 83/04/05 Office of Nuclear 
Reactor Regulation, Director 2pp 10399 117 34X 

Flche 50-348,83/04/26,8309060616 


—0309060626 Public version of revised svc bldg telephone directory 
« Alabama power Co 83/03/17 66pp 1039? 119 24X 

Flche 90-340183/04/26,8309060616 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t, holders of CPs re clarification of 
acctss to control procedures for law enforcement visits 
Svc list end. 

EIBENKUTiDO Division of Licensing 83/03/11 Ceneolldated 
Edison Co of New York, Inc 16pp 18940 099 24X 

Ficho 30-000,03/09/11,0305110034 


8309240191 Forwards Rev 6 to security plan Rev establishes upper limit 
of 120 days on interim c learance, per Varga 830109 ltr Rev 
withheld (ref 10CFR2 790) 

CLAYTON, F L Alabama Power Co 83/09/12 O'REILLY, J P Region 2. 
Office of Director Ip 10940 031 24X Flche 90-348,83/09/12, 

0309240191 


8309230289 Forwards response to 030204 SERs 6 NRC 030412 ltr re environ 
qualification of saf e tg-rela ted electrical equipment Util 
plant to address remaining outstanding action 1 terns 
ineludad 

CLAYTON, F L Alabama Power Co 03/09/20 VAROA, 3 A Office of 
Nuclear Reactor Regulation, Director lie p 18696 291 24X 

Flche 30-340, 83/03/20.0309290289 


0309290391 Responds to NRC request to evaluate adding RC8 cold leg 
temp indication 6 source range neutron monitor to hot 
shutdown panels per 10CFR90,App R Addition of RC8 
appropriate mod Source range neutron monitor too costly 
CLAYTON. F L Alabama Power Co 83/09/20 VAROA. 5 A Office of 
Nuclear Reactor Regulation. Director 9pp 10989,337. 24X 

Flche 90-348.83/09/20,0309290391 


I Financial information 


8309240431 Forwards Annual Financial Rept 1902 b related financial info 
to satisfy retrospective premium guarantee required under 
Prlce-Andorsen Act 

BOMOEN. r J Alabama Power Co 03/09/20 8ALTZMAN. J Antitrust 6 
Economic analysis Branch (Utility Finance) 16pp 18972 113 84X 

Flche 90-348,83/09/20.0309240481 


—0309240484 Annual Financial Rept 1902 

FARLEY, J M Alabama Power Co 03/03/04 40pp 18972 129 24X 

Flche 90-348,83/09/20,0309240401 


J Insurance t, indemnity information 


8309040180 Forwards Endorsements 92 6 43 to NELIA Policy NF-230 b 
MAELU Policy MF-93, respectively 

DUCK.J.R Harsh & McLennan, Inc. 03/04/28 SALTZHAN, J Assistant 
Director for State b Licensee Relations 3pp. 10324 034 24X 

Fiche 90-340,83/04/28,8309040100 


P Operating license stage documents b correspondence 


8309090016 Forwards Amend 31 to License NPF-2, safety evaluation b 
notice of issuance b aval labi 1 1 ty Amend allows Increase in 
storage capacity of spent fuel pool from 679 to 1,407 
storage locations 

REEVES, E.A Operating Reactors Branch I 83/04/19 CLAYTON, F, L 
Alabama Power Co 2pp 1836? 280 24X Fiche 90-340. 83/04/19. 

83090900 J 6. 
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— 6303O9OOJ9 Amend 31 to License NPF-2. rev islnj rec^ Specs to increase 
storape capacity of spent fuel pool Prom 675 to 1.407 
storage iocatlons 

VAROAi S A Operating Reactors Branch 1 83/04/iS 4pp, 

18369 Z90 S4X Flche 50-348.83/04/15.8305070016 


— 830S090023 Sapety evaluation supporting Amend 31 to License NPF-3 
e OPPlce op Nuclear Reactor Regolatlon. Director 83/04/15 
15pp 10367 294 a4X Fiche 30-348. 03/04/ 1 5, B3050’90016 


— 0303090027 EIA supporting Amend 31 to License NPF-2 

e OPPice of Nuclear Reactor Regulation. Director 83/04/19 
llpp 10367309 24X Fiche 50-348.83/04/19.8305090016 


— 8305090032 Notice oP issuance & aval 1 at> 1 1 1 1 y op Amend 31 to License 
NPF-a 

VAROA. S A Operating Reactors Branch 1 83/04/15 2pp 

10369 320 SAX Flche 50-348.03/04/19.8303090016 


630SOS04S6 Advises op active negotiation u/DOE on agreement Por 
disposal oP spent nuclear fuel &/or high level raduaste per 
Oenerlc Ltr 83-07 Comments on draft std disposal contract i< 
proposed disposal rulemaking enci 

CLAYTON. F L Alabama Poujor Co 83/04/29 VARGA. B A DPPice oP 
Nuclear Reactor Regulation. Director 12pp 18282 347 24X 

Flche 50-348,83/04/25.8309020496 


S3090S0499 Generic Ltr 03-19 to all pouer reactor L testing licensees 
re OBU procedures for providing public notice concerning 
issuance of amends to OLs Svc list end 

ElSENHUr. 0 0 Division of Licensing 83/05/02 Consolidated 
Edison Co of Meia York. Inc 90pp 1B44I 120 24X 

Fiche 50-000.83/09/02,8305020435 


8309180712 Foruiards safety evaluation re requests for relief from A5ME 
Code Section XI Inservice testing requirements Borne relief 
granted 6 some alternate tasting authorized. 

VAROA. B A Operating Reactors Branch 1 83/09/02 CLAYTON.F L 

Alabama Pouer CD 4pp 18904 172 24X Flche 90-348,03/05/02, 

8305180712 


— 8305180721 Safety evaluation re requests for relief from ASME Code 
Section XI inservice testing requirements Relief froiti 
eterclslng requirements for svc uater check valves denied 
per IE Bulletin 03-03 

« Office of Nuclear Reactor Regulation, Director 83/05/02 
14pp 10904 176 24X Flche 50-348.83/03/02.8309180712 


— 03D91SO729 Supplementary safety evaluation of inservice testing 
program 

a NRC - No Detailed Afflllatlan Olven 83/05/02 13pp 
18304 287 24X Fiche 50-340,83/09/02.8309180712 


—0303100731 Notice of granting of relief to utti from ABKE Section XI 
inservice testing requirements 

VARGA. B A Operating Reactors Branch I 83/05/02 2pp 
18504 300 24X Flche 00-348,83/05/02.0305180712 


0309110308 Application far amend to DLs revising Tech Specs 3/4 823. 
3/4 8246 3/4 6 2 9 to Increase confidence of battery 
operability 6 provide time to correct battery conditions 
CLAYTON, F L Alabama Power Co 83/09/03 VARGA. S A Office of 

Nuclear Reactor Regulation. Director Spp 10393 173 SAX 

Flche 50-348,83/09/03.8305110308 


— 8305110311 Proposed changes to Toch Specs 3/4 0 2 3,3/4 0 2 4 & 
3/4.0 2 9 Increasing confidence of battery operability 8. 
providing time to correct certain battery conditions w/o 
undue plant shutdown 

* Alabama Power Co 83/09/03 17pp 18393 203 24X 

Flche 50-340,03/05/03.8305110300 


8 Inspection reports. IE Bulletins t. correspondence 


0212060385 IE Info Notice 03-14, "Dewatered Spent Ion Ezchanga Retln 
Susceptibility to Czothermle Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards & Inspection Programs fPoit 
0301031 33/03/21 Consolidated Edison Co of New York, inc 

112pp 18308 317 24X Flche 50-000,03/03/21,0212060305 


0305270350 Forwards IE Insp Repts 50-348/03-10 6 50-364/03-08 on 
830216-0309 No noncomp 1 iance noted 

VERRELLI. D 14 Division of Project & Resident Programs 83/03/30 

KCDDNALD, R P Alabama Power CO 2pp 10642 076 a4X 

Flche 50-340,03/03/30,8309270398 


— 0309270370 IE Insp Repts 90-340/83-10 tt 50-364/03-08 On 830216-0309 04 
noncomp 1 lance noted Major areas inspected monthly malnt & 
surve 1 1 iance. opera t tonal safety. Independent insp effort, 
refueling -8. IE Bulletin 02-04 followup 

BRADFORD. H H , ROLAND, W H Region 2. Office of Director 
CANTRELL. F. 8 Division of Project 6 Resident Programs 83/03/39 

dpp 18642 078 24X Flehe 90-348,03/03/30,8309270358 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator ' 
Bvc lilt enc I 

JORDAN, E L Division of Emergency Preparedness 6 Englnsfring 
Response (Post 0301031 83/04/13 Consolidated Edison Cd. of Ns» 

York, Inc 126pp 18439 195 24X Flche 90-000. 83/04/19, 8303040021 


8303040023 IE Info Notice 83-22, "BUR Safe ty /Rel ief Valve Failures ‘ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/04/82 Consolidated Edison Co of Niu 

York. Inc It Spp 18383 089 24X Flche 90-000,83/04/82,0303040083 


03O3O4OOS5 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Srnelng Sys " Svc list end 

JORDANjE L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/29 Consolidated Edison Co of Ntu 

York, Inc llVpp 10381 271 24X Flche 90-000,83/04/25,0303040029 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Osnerators at PURs " 8vc list end 

JDRDAN.E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/04/80 Consolidated Edison Co, of Ntu 

York, Inc lt9pp 10382 047 24 X Flche 90-000,03/04/20,8303040026 


0303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Division of Emergency Preparedness t( Engltieerlng 
Reiponse (Post 830103) 83/04/20 Consolidated Edison Co of Nttf 

York, Inc I18pp 18302 169 24X Flche 90-000,03/04/88,8303040027 


8303040020 IE Info Notice 03-26,. "Failure of gefety/Rclitf Valva 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L. Division Of Emergency Preparedness (< Engineering 
Response (Fast 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Flche 50-000,83/09/03,83(13040020 


0303040030 IE Info Nqtice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Eve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc 112pp 18302 202 Z4X Flche 90-000,83/09/04.0303040030 


0303040031 IE Info Notice 03-20, “Criteria for Protective Action 
Recommsndations for General Emergencies “ Svc list end, 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York. Inc 117pp 18441 OOi g4X Flche 90-000,03/09/04,8303040031 


0303070697 Oenerlc Ltr 83-20 to all operating reactor licensees t, 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT, D O Division of Licansing 83/09/09 Consolidated 
Edison Co of New York, Inc I6pp 10627 133 24X 

Flehe 90-000,83/05/09,8309090699 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/09/06 Consolidated Edison Co of New 

York, Inc tl3pp 10923 248 24X Fiche 90-000,83/09/06,93030400-33 


B309240440 Advises that operator training program procedures re natural 
circulation cooldown (Generic Ltr Bl-21J>based on 
Ues t in ghous a Owners Group guide 1 Ine i, wi 1 1 be incorporated by 
830619 Training will be completed by 830917 

CLAYTON, F L Alabama Power Co 03/05/18 VAROA. S A Office of 
Nuclear Reactor Regulation, Director 2pp 18973 131 24X 

Flche 90-348, 03/09/18, 830524044-0 


8305160074 Discusses actions taken to identify ti resolve potential 
00-416 reactor trip breaker problems per IE Bulletin 83-01 
Sch edu 1 B, w/f 1 na 1 1 zed implementation dates, to be submitted by 
63-0531. Effierg ency operating procedures end 

CLAYTON, F L Alabama Power Co 03/09/10 VARGA, S A Office of 
Nuclear Reactor Regulation, Director 7pp 18490 206 24X 

Flche 30-340,03/09/10,8309160094 


--0309160100 Rev 6 to Emergency Operating Procedure FNP-l-EQP-S 0, 
"Reactor Trip " 

« Alabama Power Co 83/05/09 6pp 18490 213, 24X 

Flche 90-340,83/09/10,8305160094 
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— 030-11160107 Rev 6 to Emsrgencij Operating Procedure rNP-l-EOP-15 Oi 
"Anticipated Translenti W/o Trip <ATWT1 " 

* Alabama Power Co 83/05/10 5pp 10450 219 24X 

Flehe 50-348,83/05/10.8305160094 


B303040034 IE Imfa Notice 83-30. "Mifapp 1 Icat Ion of Generic Emergency 
Operating Procedure! tEOP) OoldellneB •' Svc list end 
JOROANfE U Division of Emergency Preparedness «< Engineering 
Reaponse (Post 830103) 03/05/11 Consolidated Edison Co of New 

Vorll, Inc 114pp 10524 003 24X Flehe 50-000.33/05/11,0303040034 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
Bve list end 

JOKOAN,E.(. Division of Emergency Preparedness 1. Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

Vork. Inc 114pp 10697 009 24X Flehe 50-000.03/05/19.8303040040 


B303040046 IE InPo Notice 83-33. "Nonropresentati ve Sampling of 
Contaminated Oil " 8ve list end 

-JDRDANrE L Division of Emergency Preparedness i, Engineering 
Rasfionsa (Post 830103) 83/05/26 Consolidated Edison Co of New 

VoriK Inc 114pp 18647 007 a4X Flehe 50-000.03/05/26.8303040046 


R Periodic operating reports b related correspondence 


8305200306 Forwards monthly operating rept for Apr 1983 

CI.AYT0N.F L Alabama Powar Co 83/05/12 Office of Resource 
iHanagsment. Director Ip 10516 274 84X Flehe 50-348.03/05/12, 

8303200306 


--0305200387 Monthly operating rept for Apr 1983 

HAIRSTON, W.O Alabama Power Co 83/05/02. Spp 18516 273 24X 

Flehe- 50-348, 83/05/12. 8303200306 


8305200379 Forwards monthly status of licensing 1 terns, regulr Ing NRC 
approval. Identified in 830113 Itr 

CLAYrON.F L. Alabama Power Co 83/03/13 VARGA, B A Office of 
Kuclaar Reactor Rigulatlon. Director 6pp 18314 114 24X 

Fieht- 50-348, 83/03/13, 8305200579 


B Raportable occurrences. LERs tt related correspondence 


8305110427 Part 21 b deficiency repts re mlsoperatlon of D8-416 reactor 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced u/devlces u/wldened grooves 
te accommodate new retaining rings Mfg drawings revised 
RAHE, E P. Westlnghouse Electric Corp 83/04/21 DEYOUNG, R C 
Director's Offlci. Office of Inspection and Enforcement Spp 
18405 095 24X Flehe 50-000,83/04/21.8305110427 


8305050148 Forwards LERs e3-012/03L-0 b 03-01 5/03L-0 

CLAVrON.F L, Alabama Power Co 03/04/27 O'REILLY. J P Region 2, 
Office of Director Ip 18341 333 24X Flehe 50-348,83/04/27. 

8303050140 


— 8303050154 LER B3-0tS/03L-0 on 830328. Instrumentation channel 
aaaoclated w/attam generator 1C flow transmitter FT-497 
declared Inoparable dua to erroneous high Indication Caused 
b(| obstruction of low pressure sensing line Line cleared 
HAIRBTON, H. O Alabama Power Co 83/04/27 Region 2. Office of 
Diraetor Ip 18341 336 24X Flehe 50-340.83/04/27.8305050140 


— 8303030158 LER e3-012/03L-0 on 030402, overtemp-delta temp loop 2 
Channel II daclarad inoperable when blstables 422C1-2 
tripped Caused by power supply failure of comparator card 
Card replaced b loop calibr 

HAIRarON, W. O Alabama Power Co 83/04/27 Region 2, Office of 
Director Ip 18341 357 24X Flehe 50-348.83/04/27,8305050140 


B30S03019S Forwards LER e3-014/03L-0 

CLAYTON. F L Alabama Power Co 83/04/29 Region 2. Office of 
Director. Ip 18338.149 24X Flehe* 30-348. 83/04/29, 8305050195 


— B303D30203 LER B3-014/03L-0, on 830330. during surveillance test of main 
feedwater pump turbine lA. RC8 Tavg decreased below 541 F. 

Caused by evspfesdlng of stsam generators due to excessive 
laak past main feedwater pump discharge valve 

HAIRBTON. H O, Alabama Power Co. 03/04/29 Region 2. Office of 
Director. Ip 10338.150 24X Flehe 50-348, 83/04/29, 8305030195 


8303230340 Forwards LERs a3-OiS/03L-0 b 83-0I9/03L-0 

CLAYTON. F L, Alabama Power Co 83/05/13 Region 3, Office of 
Director. Ip 18537 079, 24X Flehe* 50-348. 03/05/13, 8305230540 


— 6309230544 LER 83-0i8/03L-0, on 8304i3.RCB temp average fell below Tech 
Spec 1 1 nit. Caused by excessive leakby on lA main feedwater 
regulating bypass valve Stroke on lA main feedwater 
regulating bypass valve adjusted b verified 

HAIReTON. H 0 Alabama Power Co 03/05/13 Region 2, Office of 
oiracter. tp. 18537*080. 24X Flehe 50-348. 83/05/13, 8305230540 


— 8303230550 LER 03-O19/O3L-O on 0304 1 3, pre ssur 1 z or pressure fell below 
Tech Spec limits during performance of FNP-1 -STP-201 IB 
Caused by personnel failure to verify ms trumentaC 1 on 
channel selector switches prior to Initiating test 
HAIRSTON, H 0 Alabama Power Co 83/03/13 Region 2, Office of 

Director 2pp 18337 001 24X Flehe 30-348,83/05/13,8303230540 


8309250353 LER B3-017/03L-0 on 8304 17, spec i f ic gravity of train A svc 
water battery bank cells 34 b 43 less than 1 190 Cause 
undetermined Cells replaced b battery bank returned to svc 
W/830317 Itr 

HAIRSTON, U G , CLAYTON, F L Alabama Power Co 83/05/17 Region 
2, Office of Director 2pp 10992 080 24X Fiche 50-340,83/05/17. 

8305250353 


8309230981 LER a3-020/03L-0 on 030420, over temp Delta temp 
Instrumentation loop 0 associated W/TI422C declared 
Inoperable due to reading out of tolerance w/ether channels 
Caused by drift of summing amplified card H/a30920 Itr 
HAIRSTON, W G , CLAYTON, F L Alabama Power Co 63/05/20 Region 
2, Office of Director 2pp 10588 205 24 X Flehe 50-348.83/03/20, 

8303250501 


8309310201 Comments on adequacy of current facility DB-416 reactor trip 
breakers Breaker configuration modified based on dimensional 
alignment b extensive testing Safe operation not adversely 
impacted by breakers 

CLAYTON, F L Alabama Power Co 83/05/26 VARGA, S A Office of 

Nuclear Reactor Regulation. Director 2pp 10698 197 24X 
Fiche 90-348,83/09/26,0305310201 


DOCKET 90-332 LIMERICK GENERATING STATION, UNIT 1 


A App 1 lea tl on/cons true tl on stage documents b correspondence 


B303060S07 Responds to concerns expressed In End 1 to NRC 080012 Itr 
re dynamic qualification of safety -related equipment for 
seismic b hydrodynamic loads Qualification program revs will 
be completed by Fourth Quarter 1963 

KEMPER, xfS Philadelphia Electric Co 03/03/31 8CHHENCER.A 
Licensing Branch 2 7pp IS3S1 147 24X Fiche 50-332.03/03/31. 

8305060307 


8303040927 Forwards request for addl info needed for review of 
auxiliary sys Issues 

SCHHENCER.A Licensing Branch 2 03/04/22 BAUER. EG 

Philadelphia Electric Co 4pp 18331 227 24X 

Fiche 90-352.83/04/22,0305040527 


8309060929 Forwards "Environ Assessment Rept i Find Ings, Point Pleasant 
Hater Supply Project," per NRC request 

HESTON, R T Pennsylvania. Commonwealth of. 83/04/26 LBHR.J C 
Environmental b Hydrologic Engineering Branch Ip 10347 309 84X 

Fiche 50-352. 03/04/26,8305060529’ 


— 9303060536 "Environ Assessment Rept b Findl ngs. Point Pleasant Hater 
Supp ly Project " 

MIDDENDORF.W D , WESTON. R T . DUNCAN, P S Pennsylvania, 
Commonwealth of, 08/00/31 liepp 18347 310 24X 

Flehe 30-392,83/04/26,0303060329 


0303020335 Responds to 820405 request for addl Info re control rod 
drive sys hydrodynamic loads Loads caused by operation of 
scram valves Incorporated Into sys support design 
KEMPER. J 3 Philadelphia Electric Co 03/04/29 SCHHENCER.A 
Licensing Branch 2 Spp 18277 133 24X Fiche 30-352,03/04/29, 

830302033 S 


8303030299 Forwards application for Amend 40 to OL app I Ication, revising 
FSAR it design assessment rept 

BRADLEY.E d Philadelphia Electric Co 83/04/29 DENTON.HR 
Office of Nuclear Reactor Regulation, Director 3pp 10297 147 
24X Flehe 50-332,83/04/29.0303030299 


— 8303030307 Application for Amend 48 to OL app 1 1 cation, revising FSAR b 
design assessment rept Certificate of Svc end 
BAUER, E 0 I BRADLEY.E d Philadelphia Electric Co 83/04/29 
7pp 18297 ISO 24X Flehe 30-352,83/04/29,8305030299 


0305060497 Forwards draft responses to NURCO-0737, I temo 1 C i.I C 6, 
1 D t> 1 0 2, I G 1 b III, A 1 2 Responses will be Incorporated 
into FSAR by dune 1983. 

BRADLEY.E d Philadelphia Electric Co 03/09/04 SCHHENCER.A 
Licensing Branch S 9pp 18351 160 24X Fiche 50-332, 03/03/04. 

8305060437 


0305100275 Forwards Rev 0 to "9tody Calculation for E-Sys Clamp on 
Elbows. " 

KEMPER, J 3 Philadelphia Electric Co 03/05/04 PURPLE.R A 
Division of Licensing 2pp 10370 173 24X Fiche 50-332.03/05/04, 

8303100273 
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— 830S100281 R«v 0 ta "Study Calculation For E-Sy« Clacnp on Elbous " On; 
over«iie drauing one 1 Aparture card avatlabla >n PDF! 

MU. C K . HUAWO.A Y , KHLAFALLAH, M 2 Seth to i Copp SR BO3I-SSI0 
HOD B3/04/’lB 76p p 18370 177 34X Flcho 50-382. B3/03/04 , 

B3D910027S 


B30811007? Suni;nary of B303S3-S4 meetings ui/ut 1 1 < Bo C h to 1 (c OE in Ban 
Jo-ia.CA re applicant reiponse to NRC req.uests for add! Info 
re raottianlea 1 engineering revlau 

ffARTIN. R E Llcenelng Jrancti 3 B3/05/09 Licensing Branch S 

lApp 1841^ 337 34X Flcbe 30-392.83/03/05.830911007? 


S309170012 Notification of B305I7 b 18 .neetings u/util In Bethesda.HD 
to discuss resolution of remaining outstanding issues 
HARTIN.R E Licensing Branch 2 83/05/06 SCHMENCER. A Licensing 

Branch 3 4pp 18923 C07 24X Flcha 50-392, 33/09/06. B309 1 700] g 


0305070697 Oeneric Ltr 83-20 to all operating reactor licensees L 
holders of CPs re integrated scheduling for implementation 
of plant nods Svc list and 

EI&ENMUT.O O Division of Licensing 83/09/0? Consolidated 
Edison Co of Neu York, Inc 16pp 18627 193 24X 

Fiche: 90-000. 83/05/07. 8309070697 


8309130026 Notification of 830511 meeting u/utll In Bethasda. NO to 
discuss r eiiuirements fur resolution of geotechnical Issues 
identified in NRC 830311 ltr 

NARTIN. R E Licensing Branch 2 83/05/07 SCHNENCER, A Licensing 

Branch 2 4pp 18457 175 24X Fiche 90-352.83/05/07,8309130026 


8309120320 Foruardi draft proposed changes in response to 830407 
discussions ra items 1 . 3a, 3b. 4, 7. B. 10-13, 19-16 6 18 Draft 
changes ul 1 1 be Incorporated into F5AR rev scheduled for 
Uune 1983 6 into design assessment rept 

BRADLEY, E U Ph i 1 ade 1 p h 1 a £ 1 e c tr 1 c Co 83/09/10 SCtOfENCER.A 

Licensing Branch 2 138pp 18431 170 24X Fiche 50-392,83/09/10, 

8309120320 


8309200170 Notiflcatlan ot cancellation of 830911 meeting u/util in 
Bethcsda.ND to discuss requirements for resolution of 
geotachnlcal Issues 

MARTIN. R E Licensing Branch 2 83/09/10 SCHWENCER, A Licensing 

Branch 2 4pp 18540 239 24X Flcho 90-392,83/09/10,8309200170 


8309170187 Forwards draft responses L F9AR page changes re 
instrumentetlon & Control Sys Branch Requests for Addl Info 
491 9,421 6.421 7,421 16.421 30 U 421 90 In NRC 820825 ltr 
U/seven overslia drautngs Aperture card's In PDR 
BRADLEY. E J Philadelphia Electric Co 83/05/12 SCHWENCER. A 
Licensing Branch 2 190pp 18463 017 24X Fiche 90-352,63/09/12, 

8309170187 


8309180343 Forwards draft responses 1. F8AR page changts In retgonsc 
to Mechanical Engineering Branch 830411 request for addl 
Info re non-straight main steam line & Independent deiign 
verification program 

BRADLEY. E O Philadelphia Electric Co 83/09/13. SCHWENCER. A 
Licensing Branch 2 42pp 1B4B9 171 24X Fiche 90-392,03/09/13, 

8305 IB 0343 


8309180402 Forwards draft change to FSAH Section 7 2 6, 4 2 2 re spray 
pond natural evaporation per 830420 telcon Change to be 
formally incorporated' Into FSAR rev scheduled for June 1783 
BRADLEY. E J Philadelphia Electric Co 83/09/13 SCHWENCER, A 
Licensing Branch 2. 3pp, 18486 007. 24X Fiche 90-352,83/09/13, 

6309180402 


8309180417 Forwards draft revs to responses to Questions 430.68,430 72, 
430 79 6 430 114 re diesel generator auilllarg sys Changes 
will be formally incorporated into F8AR rev schedulad for 
June 17B3 

BRADLEY. E J Philadelphia Electric Co 83/05/13 SCHWENCER, A 
Licensing Branch 2 21pp. 13489 332. 24X Fiche 50-392,83/09/13, 

8305180417 


8309180432 Forwards draft responses to Radiological Assessment Branch 
request for addl info I. draft FSAR changes resulting from 
830428 telcon u/NRC Schedule for formally Incorporating 
changes Into future FSAR revs noted 

BRADLEY.EJ Ph 1 ladelph la Elec trie Co 83/09/16 SCHWENCER, A 
Llcenilng Branch 2 99pp 18486 126 24X FIch e* 90-392. 83/05/16, 

8305180432 


8309230476 Foriferds draft revs to OA Branch Questions 260. I through 
260 39 W related F8Aft changes per 830329 meeting Info will 
be incorporated into FSAR In June 1983 

BRADLEY.E J Philadelphia Electric Co 83/09/17 BCHHENCER.A 
Licensing Branch 2 319pp. £8939 398 24X Fiche 90-352,03/09/17, 

a 3092304 76 


6309290133 Forwards Amend 90 to CL app I Icatl on, substi tu ting rtvCstd 
version of physical security plan Rev withheld (ref 
I0CFfi2 7901 

BRADLEY. C J Philadelphia Electric Co 83/09/20 DENTON.HR 
Office of Nuclear Reactor Regulation, Director 3pp 18984 065 
24X Fiche 90-332.83/03/20,8309290133 


— 8305290139 Amend 90 to OL app 1 lea t Ion, sub* titu ting revised veriloh 
of physical security plan M/Certl f Icate of Svc 

KEOPER, J S Philadelphia Electric Co 83/09/20 7pp 18964.068 
24X Fiche 90-392,83/09/20,8309290133 


6309270379 Forwards revised draft change to Hydrologic (< Oeotechnlctl 
Engineering Branch open item re FSAR Section 726422 
Change will be formelty incorporated Into FSAR rev in June 
1703 

BRABLEV, E J Philadelphia Electric Co 83/09/29 BCHHENCER.A. 
Licensing Branch 2 3pp 18644 276 24X Fiche 90-392,83/09/29, 

0309270379 


C Utility Environmental Report (ER), amends 6 correspondence 


6309160001 Rev 12 to environ rept - OL stage One oversiie drawing end 
Aperture card available In PDR 

# Philadelphia Electric Co 03/04/30 72pp 18448.030 84X 

Fiche 90-392,83/04/30,8309160001 


8309170399 Forwards Affidavit of Svc re distribution of Rev 19 to FSAR 
& Rev 12 to environ rept, per DO Elsenhut 810706 ltr 
BRADLEY.E J Philadelphia Electric Co 83/09/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp ie50()'027. 

24X Fiche 90-332,83/09/13,8309190359 


E NRC Safety Evaluation Report (6ER), supple t, correspondence 


8309020295 Forwards draft responsas to Questions 440 3,440 4,440 9 t 
440 32 Responses also address Item 1 Of draft SER Series 
440 Reactor Sys Branch, "ODVN Analysis of Prsssur 1 letlon 
Transients'’ b Item 3 of 820716 ltr re SER Section 4 4 
BRADLEY.E J Philadelphia Electric Co 83/04/27 SCHWENCER. A 
Licensing Branch 2 19pp 18277 080 24X Fiche 90-392,83/04/27. 

6309020295 


6309020454 Forwards draft responses to Reactor Sys Branch draft BER re 
TMI Items It K 3 13, It K 3 19, tl K. 3 16, II K 3 18, 11 K 3 21, 

II K 3 22, II K 3 24, 11 K 3, 29, 1 1, K 3 30, II K 3 31 t, 

li K 3 49 Response will be Incorporated into FSAR revs 

BRADLEY, E J Phlladtlphla Electric Co 03/04/27 SCHWENCER, A 

Licensing Branch 2 I3pp 182B3 287 24X FI che' 90-392, 83/04/27. 

6309020494 


0309170228 Forwards draft responses to Reactor Sys Branch draft SER, 
Items 4 it 9 re TNI Action Items II K 1 9 i, tl K 1 10 
Responses will be formally Incorporated into FSAR rev 
scheduled for June 1983 

BRADLEY.E J. Philadelphia Electric Co 83/09/i 1 BCHHENCER.A 
Licensing Branch 2 4pp 18466' 342 24X Fiche 90-392.83/09/11, 

6309170228 


0309180387 Forwards draft FSAR page changes re open Items for Chenica) 
Technology Section draft SER re reactor coolant 6 
suppression pool t secondary containment atmosphere Changes 
to be Incorporated Into Rev 20 to FSAR in May 1983 
BRADLEY.E, J Philadelphia Electric Co 03/09/13 SCHWENCER. A 

Licensing Branch 2 tOpp 18486 347 24X Fiche 90-392.83/09/13, 

8309180367, 


8309180491 Forwards draft responses to BER open items ri draft fire 
protection section, per 830419 ltr Final responses 4 related 
page changes will be submitted subsequent to 830910 it 17 
meetings 

BRADLEY.E J Phlladtlphla Electric Co 83/09/13 SCHWENCER, A 
Licensing Branch 2 67pp 18466 201 24X Fiche 90-392,83/09/13. 

8309180491 


a3O9£0O4i4 Forwards Peach Bottom proceduree supplementing util 830916 
response to Item 9 of Radiological Assessment Branch draft 
BER Similar or Improved procedures will be developed for 
Limerick 

BRADLEY.E J Philadelphia Electric Co 83/09/16 SCHWENCER. A 
Licensing Branch 2 2 pp IB4B2'007 24X Fi Ch e , 90-000, 03/09/16, 

6309180414 


—8309180426 Procedure HPO/CO-3, "Airborne Activity Survey Techniques,* 
including techniques for constant air monl tors, par tab la 
filed filter samplers 4 charcoal cartridges 

* Philadelphia Electric Co 03/09/16 19pp 18482.007. 24X 

Fiche 90-000,83/09/16,0309180414 
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—aSOStSO'Ol Procedure HP0/C0-6Si "Field Use of Uow Vol Portable Air 
Bampler “ 

» Philadelphia Electric Co S3/09/16 2pp 16482 024 24X 

Flcha S0-000> 83/03/ !&> 0309180414 


"0309180430 Procedure KPA-ASd. "Callbr of Ventilation Sgs Radiation 
Mont tors " 

» Philadelphia Electric Co 03/09/16 Bpp 18482 026 24X 

Flehe 90-000,03/09/16,0309180414 


--0309100443 Procedure HPA-77, "Determination of Ma« Permissible 
Concentration Hours " 

e Philadelphia Electric Co 83/09/16 9pp 18462 034 24X 

Flcha 90-000,03/09/16,0309180414 


B309S00619 Forwards PSAR page changes & draft responses prepared per 
Procedures 1, Test Review Branch draft 8ER open items 
Reeponsee t< FSAR page changes will be formally Incorporated 
Into FSAR rav schadutad for June 1983 

BRADLEV. E J Philadelphia Electric Co 83/09/18 8CHHENCER, A 
Llcenelng Branch 8 26pp 10920 099 24X Flehe 90-392,83/09/10, 

e309£006l9 


0309310009 Forwards draft responses to personnel ((ual 1 f Icat Ion 8ER 
tteme 1-3, mgt technology Items 1 (< 2 t, draft rev to FSAR 
Section IS 2 2 1 7 re performance review program Changes 
will be incorporated into June 1903 F8AR rev 

BRADLEY, E.J Philadelphia Electric Co 03/09/29 SCHHENCER.A 
Lleanilng Branch 2 SOpp 18693 243 24X Flehe 90-392,03/09/29, 

0309310009 


0309310049 Forwards draft responses to Core Performance Branch draft 
BER Itama 1 through 4 1, 6 through It FSAR Chapters 4,9,6 t, 

S9 will be revised to Incorporate latest approved revs to 
OESTAR II in June 1903 

BRADLEY, E J Philadelphia Electric Co 83/09/29 SCHUENCER, A 
Licensing Branch 2 16pp 18693 288 24X Flehe 90-392,03/09/29, 

S3093I0049 


F> Security, medical, emergency & fire protection plane 


03O4S9OO1S Forwards draft fire protection section of SER based on 
review of util 030120 submittal of flra protection program 
through Amend 49 of OL application Thirty-four open items 
require rasotutlon. 

aCHMENCER.A Licensing Branch 2 83/04/19. BAUER, E 0 

Philadelphia Electric Co 31pp 18266 093 24X 

Flcha: 90-392, 03/04/19, 0304290013 


03OS11OO72 Notification of 830910-19 meetings u/util in Bathesda,MD to 
dlecusc fire protection Issues 

MARTIN, R E Licensing Branch 2. 83/09/09 8CHWENCER, A Licensing 

Branch 2 3pp 18419 360 24X Flehe 90-392,83/09/09,8309110072 


8309110034 Oanerlc Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lar If Icatlon of 
access to control procedures for law enforcement visits 
8ve lilt end 

EfSENKUT, D O Division of Llcenelng 83/09/11. Consolidated 
Edison Co of New York, Inc 16pp 10940 099 24X 

Flehe; 90-000, 03/09/1 1> 03091 10034 


0309180491 Forwerds draft rtiponaes to SER open Items re draft fire 
protection section, per 830419 ltr Pinal responses tt related 
page changes will be eubmltted subsequent to 830910 L 19 
meetings 

BRADLEY, E J Philadelphia Electric Co 03/09/13 8CHUENCER, A 
Licensing Branch 2 67pp 10486 201 24X Flehe 90-392,83/09/13, 

0309160491. 


8309240213 Forwards monthly status rept on offslta emergency 
preparidness for OL rtvleus far Apr 1983 

DIRGKSiH J. Office of the Executive Director for Operations. 
03/09/13 FAULADINO, N. J. Commissioners 9pp 18993' 322 24X 

Pieht: 90-000, 83/09/13, 0309240213 


6309290133 Forwards Amend 90 to OL app 1 1 cation, subs tit u ting revised 
virelon of physical security plan Rev withheld (ref 
lOCFn2 790). 

BRADLEVi E J Philadelphia Electric Co 83/09/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 18984 069. 
24X Flehe; 90-392, 03/09/20, 0309290133 


--0309290139 Amend 90 to OL app 1 Icatlon, substi tuting rivleed version 
of physical security plan. H/Certif Icat# of Sve 

KEUPERiJ.S. Philadelphia Electric Co 83/09/20 7pp 18964.068. 
24X 'Flch t 90-392, 03/09/20, 0309890133 


0 Adjudicatory correspondence 


0309020441 Answer opposing Limerick Ecology Action, F Romano E M Lewis 
further part Iculari latlon of conditionally admitted 
contentions Neither specificity nor bases provided for 
contentions Certificate of 8vc end 

HETTERHAHN, M J Philadelphia Electric Co NETTERHAHN, M J Conner U 
Wetterhahn 83/04/27 Atomic Safety and Licensing Board Panel 
4app 18283 092 24X Flehe 90-392,03/04/27,8309020441 


830S040470 New info contention ra Inadequate util mgt Repeated 
carelessness, malfunct toning safety -related equipment & 
util response adversely reflect on mgt capability 
ROHANO, F R Air and Hater Pollution Patrol 03/04/27 
Commissioners Ip 18322 236 24X Flehe 50-392,83/04/27, 

8309040470 


8309020409 Notice of A8LAB reconstitution CN Koh 1, chairmen S, OJ Edles & 
RL Ootchy, members 

TOMPKINS, 0 A Atomic Safety and Licensing Appeal Panel 83/04/20 
Ip 18273 066 24X Flcha 90-392,83/04/20,0309020409 


8305030963 Forwards joint rapts on status of emergency planning reviews 
ii schedule re onsite (t offsite emergency planning 
contentions, status of discovery fc suggested items for 
discussion at 030909 prehearing conference 

WETTERHAHN, H J Conner t, Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co 03/04/29 BRENNER. L , MORRIS, P A , COLE, R F Atomic 
Safety and Licensing Board Panel 7pp 18306 116 24X 

Flehe- 90-392, 83/04/29, 0303030963 


8309030990 Memorandum & order ALAS-726, reversing A8LB 030427 Decision 
L0P-B3-29 k remanding Del— Aware 830300 request for 
late-filed Contention V-26 to ASLB for disposition on 
merits 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/09/02 
Atomic Safety and Licensing Board Panel 7pp 18306 140 24X 

Flehe 90-392,03/09/02,0309030990 


0309060476 Provides update of status of conditionally admitted non-PRA 
contentions 

WETTERHAHN, H J Conner %> Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co 03/09/03 BRENNER, L , COLE, R F , COLE, R F Atomic 
Safety and Licensing Board Panel 7pp 16340 230 24X 

Flehe 90-398,83/09/03,0309060478 


B309060339 Response to Limerick Ecology Aetion/Air 1, Water Pollution 
Patrol spec of cond 1 t lone lly admit ted contentions 
Contentions 1-8,1-19 6 1-30 admissible PRA contentions 
should be denied Certificate of Sve end 

HODODON, A P Hearing Branch 2 83/09/04 Atomic Safety and 

Licensing Board Panel 23pp 10344 089 24X Flehe 90-392.83/09/04. 

0309060339 


0309090476 Advises of change of address Sve list should be amended 
accord ing ly 

ELLIOTT, C W Broie & PoswlstlUo 83/09/06 NRC - No Detailed 
Affiliation Oiven Ip 18360 239 24X Flehe 50-392.83/09/06. 

8309090478 


0309120270 Forwards status rept on draft emergency plan preparation 
AU, T Y Pennsylvania, Commonwealth of, 83/09/09 BRENNER, L • 
COLE, R F , MORRIS, P A Atomic Safety and Licensing Board Panel Ip 
18427 297 24X Flehe 90-352,83/09/09,8305120278 


--830912O2B0 Status rept re preparation of draft emergency plans 
Certificate of Sve end 

AU, T. Y Penney Ivan la, Commonweal th of, 83/09/0? 4pp 

18427-290 24X Flehe 90-392,83/05/09,3309120278 


6309120296 Forwards J1 Ruttenberg notice of appearance L AJ Nogee 
notice of withdrawal of appearance Certificate of Sve encl 
RUTTENBERG, J t Key t tone Alliance 83/09/09 BRENNER. L . 
MORRIS, P A < COLEtR F Atomic Safety and Licensing Board Panel 
9pp 16430 171 24X Flehe 50-392,03/09/09,8309120296 


830S160174 Notice of appearance in proceeding Certificate of Eve encl 
BU6H,M. W Philadelphia, PA 83/09/0? 9pp 10446 068 24X 

Flehe 90-392,03/09/09,0309160174 


8309160177 Notice of appearance In proceeding 

LEWIS.F 8 Philadelphia, PA 83/09/0? 2pp 10444 034 24X 

Flehe 90-392, 83/09/09, 0309160177. 


8309170933 Response to ASLB 030321 order advising that Commonwealth of 
PA.Ofc of Consumer Advocate intends to participate in 
proceed Ing 

WERaAN, O Pennsylvania, Commonwealth of, 03/09/10 BRENNER. L 
Atomic Safety and Licensing Board Panel Ip 1B467 399 24X 

Flehe 90-392,03/09/10.8309170933 
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8303170933 Order directing utll.NHC S. Air t Ifatcr Pollution Patrol to 
jointly supply ASLB ta/tB Insp Rapt SO -'393/7 6-0 A> notice of 
vlolattODi util response !< other docunents re scope of reeiam 
of uelds ty particular Inspector 

SRENHER> L Atooilc Safety and Licensing Doard Panel 33/09/13 
Philadelphia Electric Co 3pp 1846'? 029 24X 

Flche 30-353.83/09/13,8309170939 


8305180136 Memorandum t. order confirming schedules established at 
asOS-O?-!! special prehearing conference NRC ordered to rept 
on FEMA schedule for revlaulng plans 6 NRC schedule for 
Issuing SER. first SER lupp 1. PRA, DE3 & FES 

BRENNER. L Atomic Bafety and Licensing Board Panel 83/03/16 
lOpp ia4?0 012 24X Flche 50-392.83/03/16,8303180136 


6305240916 First set of interrogatories on prassurtied thermal shoci 
contention Certificate of Svc end Related correspondence 
LEUIS.M I Leuls. H 83/09/19 Office of the Eiecutlve Legal 

Director Ip 18371 179 S4X Flche 90-332.83/09/19.8305240916 


B309260181 Foruards IE Insp Rept 50-393/76-06, no 1 1 ce of violation b 
util response, per ASLO 030513 order re OA dncuments Co-mment* 
on Insp repts. notices of violation & Ifiterrogataries 
racetved on 830318 H/o enc 1 

RONANO.F R Air and Mater Pollution Patrol 03/05/1? ORENNER.L 
Atomic Safety and Licensing Board Panel Ip 18999 261 34X 

Flche 90-332.03/09/19.8309260181 


8303230239 Advices that FEMA Is discussing time needed to revleu 
Pennsylvania Emergency Mgt Agency emergency plan w/FEMA 
regional ofc NRC schedules for Issuance of EER. SER suppl. 

PRA, DES & FES unchanged 

VOCUER.B H Hearing Dranch 2 83/05/20 BRENNER, L , MQRRIS.P A , 

COLE. R F Atomic Safety and Licensing Board Panel 2pp 18539' 004 
24X Flche 30-332.83/09/20,8303230239 


830534048? Foruards.ln response to ASLB 830313 order for OA documents. 
I£ (nsp Rept 50-353/76-06 b related documents 

MErrERNAHN.M J Conner b Uetterhahn WETrERHAHN. M O Philadelphia 
Electric Co 83/09/20 BRENNER, L . NORRIS. P A , COLE. R. F Atuoilc 
Safety and Licensing Board Panel 97pp 18972 166 24X 

Flche 30-352. S3/09/S0. 830524048? 


8309260322 Response to ASLB 830916 scheduling order Addl statement re 
NRC use of PRA b rept on NUflEO-0737. Item II K. 3 18 end 
Schedules for NRC Issuance of documents discussed at second 
special prehearing conference valid M/Crrtl f icate of Svc 
HDDODON. A P Hearing Dranch 2 83/03/24 ?pp 10623 019. 24X 

Flche 90-392,83/05/24. a 305260322 


— 3303260327 Foruiards evaluation, of BUR Ouners Croup generic response to 
Ni;nE0-0737> I tern II K 3 18. “Hod of Automatic 
Depr «s Buri lation Sys Logic - Feailblllty for Increased 
Diversity of Some Event Seyuenccs " Response requested 
SCHMENCER.A Licensing Branch 2 03/05/23 BAUER, E C 

Philadelphia Electric Co ?pp 18629 {)2B 24X 

Flche 50-332,83/05/24,0305260322 


— 8304140161 Foruards safety evaluation of mods proposed by OUR Ounsrs 
■Oroup re NUREO-0737, Item 11 M 3 18. "Mod of AD3 Logic " 

Teio options proposed acceptable U/o end 

HOUSTON, R M Assistant Diractor for Reactor Safety 63/04/01 
LAINASaO C Assistant Director for Safety Assessment 2pp 
10625037 24 X Flche 90-332,83/09/24,0309260322 


6309310013 Supplemental motion to reopen b/or to admit neie Contentions 
V“27 b V-2fl re feasibility of providing uater to plant by 
startup Certificate of Svc end 

SUOARRAN.R J Del-Aware Unlimited, Inc SUOARMAN.R J Sugarman. 

R J 83/09/24 Atomic Safety and Licensing Board Panel 17pp 

18693 263 a4X Flche 50-392,83/09/24,8305310013 


H Oeneral correspondence 


8305240316 Requests MM Bush b K Leuls be added bo OL proceeding svc 
list for City of Philadelphia Svc will replace former 
managing director. U ffoode 

BUSH, M W Phi ladelphla, PA 03/05/19 BRENNER. L , COLE, R F . 
MCRRIS.P A Atomic Safety and Licensing Board Panel. 4pp 
10340 197 agx Flche 30-352,03/05/19.8309240316 


K Utility Final Safety Analysis Report IFSARJ b amends 


0301310260 Forwards Rev 16 to FSAR 

0RADLEV. E J Philadelphia Electric Co 83/01/28 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 2pp 16967 246 
34X Flche 30-392.03/01/80.8301310260 


•0301310274 Rev 16 ta Llmerlct Generating Sta tion, Units I b 2 FSAR 
» Philadelphia Electric Co 03/01/31 442pp. 16967*333 24X 

Flche 30-352,83/101/28,0301310260 


0309160117 Rev 19 to FSAR 

a Philadelphia Electric Co 03/04/30 626pp 18448 187 24X 

Fichd 90-392. 83/04/30.8309160117 


830319039? Forwards Affidavit of Svc re distribution of Rev 19 to FBAR 
b Rev 12 to environ rept. per DO Elsenhut B1O706 Itr 
BRADLEY. E J Philadelphia Electric Co 83/09/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 10500 027 
24X Flche 30-332,03/05/13,8305190339 


0 Inspection reports, IE Bulletins b correspondence 


0212060383 IE Info Notice 83-14, "Dewatered Spent Ion Eichenge Resin 
Susceptibility to Exothermic Chemicel Reaction " Svc list 
enc 1 

TAYLOR, J H Division of Safeguards b Inspection Program! (Post 
830103) 63/03/21 Consolidated Edison Co of New York, Inc 

112pp 18308 319 24 X Flche 90-000,83/03/21,8212060303 


B303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ' 
Svc list e nc I 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103> 83/04/19 Consolidated Edison Co. of R«w 

York, Inc 126pp 19433 153 24X Flche 90-000.03/04/15.8303040021, 


0303040023 IE Info Notice 03-22, ••BWfl Safety/ReHef Valva Failures ‘ 
Svc list end 

JORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 8301031 83/04/22 Consolidated Edison Co of Ntu 

York, Inc ll2pp 10383 089 24X Flche 90-000.83/04/22,8303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/04/23 Consolidated Edison Co. of Neu 

Yorlci Inc 119pp. 16381 291 24X Flche 90-000,83/04/29.8303040029 


8305050202 Informs that changes to Rosemount transmitters will be 
completed by 840701 for Unit 1 b prior to fuel load for 
Unit 2 Info completes response to IE Bulletin 80-16 
KEHPEfl.J S Philadelphia Electric Co 83/04/23 HAYNES, H C 
Region 1, Office of Director 3pp 18341 078 24X 

Flche 90-392,83/04/29,8303030202 


6309060097 Notification of significant licensee 830902 meeting In 
Phi ladelphla, PA to discuss results of 8ALP 

TRIPP, L E Region 1, Office of Director 83/04/27 Division of 
Project b Resident Programe. Ip 18334 362 24X 

Flche 90-392, 83/04/27, 8303060097 


8303040026 IE Info Notice 83-84, "Loose Parts In Secondary Side of 
Steam Generators at PNRs " Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/04/28 Consolidated Edison Co. of Meu 

Yort. Inc Il9pp 18382 047 24X Flche 90-000,83/04/20.0303040026 


0303040027 IE Info Notice 03-25, "Strndby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response IPost 8301031 83/04/28 Consolidated Edison Co. of Niu 

York, Inc lISpp 16382 169 24X Flche 30-000,03/04/28.8303040027 


8303040020 IE Info Notice 03-26, "Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers " 6vc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of Neu 

York. Inc IS2pp 10441 170 24X Flche 90-000, 83/09/03, e303040'02e 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Responte (Post 830103) 63/09/04 Consolidated Edison Co. of New 

York, Inc 112pp 18302 282 24X Flcho 90-000, 83/09/04. 8303040030 


6303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Reconme ndations for Oeneral Emergandet “ Svc list and. 

JDROANiE L Division of Emergency Preparedness b Engineering 
Response (Post B301O3) 83/05/04 Consolidated Edison Co of Nsu 

York, Inc ll?pp 18441 001 24X Flche 50-000,83/05/04.8303040031 


6303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Ooformetlon " Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/09/06 Consolidated Edison Co of N«w 

York. Inc 113pp 18923 248 24X Flche 50-000,83/03/06,8303040033 
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10303040034 IE Info Notice 83'30i “Misapplication of Generic Emergencg 
Gptratlnf Procedures lEOP) Ouidslinos '' Svc list end 
UOflOANiE L Oivlslon of Emergency Preparedness U Engineering 
ftcipontr (Poet B30103) 83/00/11 Consolidated Edison Co of Neu 

Yerti Inc IHpp 18924 003 24X Flcho 30-000.83/03/11,8303040034 


^303040040 IE Info Notice 83-3i. "Error in ADLPIPE Computer Program " 
SvC list end 

%J0ftDAN< E L Oivlsion of Emergency Preparedness J< Engineering 
Riipante (Post 8301031 83/03/19 Consolidated Edison Co of Neu 

Yorti Inc ll4pp iB697 009 24X Flche 30-000,83/08/19,8303040040 


0309340489 PoriaardS, in response to ASLB 830513 order for QA documents, 
IE Insp Rept S0-333/7i-O6 fc related documents 

METTERHAHM, H J Conner 4 Hetterhahn WETTERHAHN, M J PhilodelpMa 
Electric Co S3/0S/20 BRENNER, L , flCRRIS, P A , COLE, 8 F Atonic 
Safety and Licensing Board Panel 07pp 18572 1£6 24X 

Flche , 30-333, S3/0S/2O, 6305240489 


0303040048 IE Info Notice 83-33, "Nonrepresentative Sampling of 
CentlAinated Oil “ Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Riffsnte (Post 830103) 83/05/26 Consolidated Edison Co of Neu 

Yorti Inc 114pp 18647 007 24X Fichc 50-000,83/05/26,8303040046 


f Hearing transcripts on non-ant 1 trust matters 


0341160035 Transcript of 630509 prehearing conference in Ph i lade Iph 1 a, 
PA Pf 4. 039-4, 167 

e Atonic Safety and Licensing Board Panel 63/05/0? 132pp 

IS496-094 84X FI Che 50-352,83/05/09,8303160035 


0301160173 Transcript of 830510 hearing In Phi ladelph la, PA 
Fp 4i 168-4, 399 

a Atoislc Safety and Licensing Board Panel 83/05/10 228pp 

18449 180 24X Flche 50-352, 03/05/10, 8305160173 


0305160016 Transcript of 830511 prehearing conference in 
Philadelphia. PA Pp 4,396-4,32? 

e Atomic Safety and Licensing Board Panel 83/09/11 139pp 

JB493 169 24X Flche 90-352,83/05/11,8305160016 


docket 90-033 LIMERICK (SBNERATINO STATION, UNIT 2 


A- Appllcatlon/constructlon stage documents 6 correspondence 


6009060907 Responds to concerns eipresaed In Enel 1 to NRC 820BI2 1 tr 
re dynamic qualification of safety-relata d equipment for 
eitsisic L hydradynamic loads Ouallflcatlon program revs uiill 
bi completed by Fourth. Quarter 1983 

KEMPER, J 8 Philadelphia Electric Co 83/03/31 SCHNENCERtA 
Lictnilng Branch 2 7pp 18351 147 24X Flche 90-382,03/03/31, 

830906X1907 


8309040527 Foryards request for addl Info needed for revley of 
audllary sys issues 

SCHUeNCER. A. Licensing Branch S 63/04/22 BAUER, £ 0 
Philadelphia Electric Co 4pp 18391 227 24X 

Fleht 90-392.83/04/22. 0305040927 


^309060929 Foruards "Environ Assessment Rept 6 Find ings, Pol nt Pleasant 
Water Supply Project, " par NRC request 

VnEBTONjR T Penney Wan la, Commonuealth of, 83/04/26 LEKR, J C 
environmental 6 Hydrologic Engineering Branch Ip 10347 309 S4X 
Flche 90-392. 83/04/26.830906082? 


*'*8309060936 "Environ Assessment Rept t< Find Ings, Point Pleasant Mater 
Supply Project " 

HISOENDCRF. M B < MESTONi R T , DUNCAN, P S Pennsylvania, 
CEmaoiiUealth of,. 82/08/31 lIBpp 18347 310 24X 

Flche 90-392.83/04/26,0308060929 


^8020339 Responds to 020409 request for addl Info re control rod 
tfrlve sys hydrodynamic loads Loads caused by operation of 
beraa valves Incorporated into sys support design 
Kemper, 0 S Phlladelphl# EUctrle Co. 83/04/2? schhencer.a 
U lcenelng Branch 2 9pp 18277 139 24X Flche 50-392,83/04/29. 

^309020339 


*^9030299 Forwards application for Amend 40 to OL application, revising 
^BAR 6 design assassment rept 

^RASLEy.E J. Philadelphia Electric Co 83/04/2? DENTON, KR 
^fftea of Nuclear Reactor Rtgulatlon, Director 3pp, 16297 147 
rdX Flche 90-392,63/04/89,8309030299 


^309030307 Application for Amend 48 to OL app 1 ication, revl sing F8AR Ic 
design assessment rept Certificate of 8vc end 
BAUER, E O , BRADLEY, E J Philadelphia Electric Co 83/04/29 
7pp 18897 190. 24X Flche 90-392,03/04/29,0303030299 


8305060437 Forwards draft responses to NUREG-(>737. I terns 1 C t. I C 6. 
1 0 1,1 0 2.1 0 1 ti III A I 2 Responses will be incorporated 
Into FBAR by June 1983 

BRADLEY, E J P h t la d e 1 p h ta E 1 ee t r 1 c Co 83/05/04 SCMHENCEft.A 
Licensing Branch 2 ?pp 18391 160 24X Flche 90-332.83/05/04. 

8303060437 


8305I0027S Forwards Rev 0 to "Study Calculation for E-Sys Clamp on 
£ 1 b otes " 

KEMPERrJ 5 Philadelphia Electric Co, 63/09/04 PURPLE, R A 
Division oP Licensing 2pp 18370 175 24X Flche 50-332,03/09/04, 

8305100275 


— 930S1O02B1 Rev 0 to "Study Calculation for £-3ys Clamp on Elbous " One 
overs! le drawing end Aperture card ava liable In POR 
HU, C K , HUANO.A V , KHLAFALLAM, M Z Bechtel Corp SR G031-SSI0 
aOQ 83/04/ia 7fapp 18370 177 a4X Fithe 90-352.03/09/04, 
8309100275 


0303110079 Summary of B30322-24 meetings u/u tl 1, Bach tel 4, C£ In San 
Jose.CA re applicant response to NRC requests for addl Info 
re mechanical engineering review 

MARTIN, R E Licensing Branch 2 83/09/05 Licensing Branch 2 

16pp 10419 037 24X Flche 50-352,83/03/09,8305110079 


6305190012 Notification of 630517 & 18 meetings u/utll In Oathesda.MD 
to discuss resolution of remain 1 ng outs t and 1 ng issues 
MARTIN, R E Licensing Branch 2 83/05/06 SCMRENCES.A Licensing 

Branch 2 4pp 1BS23 20? 24X Flche 90-353.83/05/06.6305190012 


630509065? Generic Ltr 83-20 to all operating reactor licensees 6 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT.D O Division Of Licensing 63/05/09 Consolidated 
Edison Co of New York, Inc I6pp 106S7 153 a4X 
Flche 50-000, 03/05/09, 8305090659 


8303130026 Notification of 830911 meeting u/uti 1 In Oethesda,MO to 
discuss requirements for resolution of geotechnical Issues 
identified in NRC 830311 ltr 

MARTIN. R C Licensing Branch 2 03/09/09 SCHWEMCER.A Licensing 

Branch 2 4pp 10497 175 a4X Flche 50-352103/09/09,8309130026 


9309130096 Foruards draft responses to Auxiliary Sys Branch Questions 
410 00 - 410 104 info dlscuBsep Rev 14 to FSAR re detection 
of leakage through spent fuel pool liner 6 continuous 
occupational exposure during normal operations 

BRADLEY, E J Philadelphia Electric Co 83/05/09 SCHHENCER, A 
Licensing Branch S 12pp 16430 045 24X Flche 50-353,83/05/09, 

8305130096 


8309120320 Forwards draft proposed changes in response to 830407 
discussions re Items 1 , 3a, 3b, 4, 7, 6. 10-13, 15-16 L iS Draft 
changas will be incorporated into FSAR rev scheduled for 
June 1983 & into design assessment rept 

BRADLEY, E J PM ladelphla Elec trie Co 83/09/10 SCHHENCER.A 

Licensing Branch 2 130pp 18431 170 24X Flche 50-352,03/05/10, 

8305120320 


8309200170 Notification of cancellation of 830511 meeting u/util in 
DethesdaiMO to discuss raqulremants for resolution of 
geotechnical Isa ues 

MARTIN, R E Licensing Branch 2 83/05/10 SCHHENCER.A Licensing 

Branch 2 4pp 10540 235 24X Flche 50-352,83/05/10,6305200170 


6305170107 Foruards draft responsea b F3AR page changes re 
Instrumentation tc Control Sys Branch Requests for Addl Info 
421 5,421 6,421 7,421 16,421 30 6 421 SO In NRC 620829 ltr 
U/soven overalzB drawlnga Aperture cards in PDR 
BRADLEY. E J Philadelphia Electric Co 63/05/12 SCHMENCER.A 

Licensing Branch 2 ISOpp 18463017 24X Flche 50-352.03/05/12. 
0305170187 


0305100343 Forwards draft responses t, F8AR page changes In response 
to Mechanical Eng 1 near Ing Branch 6304 1 1 reques t for addl 
info re non-straight main steam line 6 Independent design 
verification program 

BRADLEY, E J Philadelphia Electric Co 83/09/13 SCHHENCER.A 
Licensing Branch 2 42pp 18405.171 24X Flche 50-352,03/05/13, 

8305180343 


8305190402 Forwards draft change to FBAR Section 9 2 6 4 2 2 re spray 
pond natural avaporatlon per 830420 telcon C^hange to be 
formally incorporated Into FSAR rev scheduled for June 1983 
BRADLEY, E J Ph 1 1 ade] phia Elec trl c Co 83/05/13 SCHHENCER.A 

Licensing Branch 2 3pp 18486 009 S4X Flche 50-352.03/05/13. 
0305180402 
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SSOSISO^l? POTUardf draft rcva to responses to duaitlons 430 £8i 430 72< 
430 79 U 430 tl4 re c)l«»al generator auilllarg Changes 

will he Farflially Incorporated into FSAR rev scheduled for 
Uvina 1SB3 

BflAOLEY, E J Philadelphia Electric Co 33703/13 SCHWENCER. A 
Llcenslni Drench 2 2ipp 13439 332 24X Flcbe S0-33Si> 33/03/13. 

6303160419 


6309100433 roruards draft responses to Rad iol ogica I AdseaSnient Branch 
request -for add I Info t. draft FSAR changes resulting from 
B304SS talcon u/HRC Schedule for formally Incorporating 
changes into future FSAR revs noted 

BRADLEY.E J Philadelphia Electric Co S3/09/I6 SCNHENCERtA 
Licensing Branch S 93pp ie4Bi> 13d> 24X Flche 30~392> SS/OS/Uj 

6303160432 


S30923049& Forieards draft revs to QA Branch Questions 2h0 1 through 
3ha 39 it related FSAR changes per S303S9 meeting Info ulll 
be Incorporated Into FSAR In «/une 1983 

BRAOLEV.E Philadelphia Electric Co 83/05/19 SCHUENCERrA 

Licensing Branch 2 3l3pp 1S333 336 24X Fiche 30-392.63/05/19. 

830 323049 A 


630SS3'0133 Foruards Amend 90 to OL app 1 1 cation, subs 1 1 tutlng revised 
version of physical security plan Rev uilthheld Cref 
10CFR2 7901 

BHADLEY.E J Philadelphia Electric Co 83/03/20 DENTOM. H R 
Office of Nuclear Reactor Regulation. Director 3pp 1S964 069 
24X Fiche 90-392. 03/03/20. B30'S230 1 33 


— 83032S0133 Amend 30 to OL app 1 1 ca 1 1 on. sub • 1 1 tu 1 1 ng revised version 
of physfcB] security plan N/Certi f icate of Sve 

KEOPER. JS Philadelphia Electric Co 33/03/20 7pp 16384 068 
24X Fiche 30-332,03/03/20.6309230133 


8303270373 Fortuerds revised draft change to Hydrologic b Geotechnical 
Engineering Branch open Item re FSAR Section 926422 
Change u/1 1 1 be formally incorpora ted into FSAR rev In June 
1983 

BRADLEY. E J Philadelphia Electric Co, 63/03/25 SCHHENCER, A 
Licensing Dranch 2 Opp 10644 296 a4X Fiche 30-352.83/05/23. 
8303270373 


C Iftllity Environmental Report (ER). amends 6 correepondcnce 


6303160001 Rev 12 to environ rept — OL stage One overslie draulng end. 
Aperture card available In PDR 

# Philadelphia Electric Co 83/04/30 72pp 18448 030 24X 

Fiche 30-392,83/04/30,8303160001 


8305190399 Forwards Affidavit of Sve pe distribution of Bov 19 tp FSAR 
6 Rev 12 to environ rept. per DO Elsenhut 610706 1 tr 
BRADLEY. E J Philadelphia EltcCrlc Co 83/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 18500 027 
a4X Fiche SO'332,83/03/13. 8303190399 


E NRC Safety Evaluation Raport (BERl. suppls 6 correspondence 


8304290013 Forwards draft fire protection sectio-n of SER based on 
review of util 830126 submittal of fire protection program 
through Amend 45 of OL application Thirty-four open Items 
require resolution 

SCHUENCER.A Licensing Branch 2 63/04/19 BAUER. E 0 

Philadelphia Electric Co 3tpp 18266-033 24X 

Fiche 9 0-392 , 63/04 / 1 9. 8304290 01 3 


8303020293 Forwards draft responses to Queetions 440 3.440 4,440 3 t. 
440 32 Responses also address Item 1 of draft SER Series 
440 Reactor 8gi Branch, “ODYN Analysis of Prr ssur 1 latl on 
Transients’* & Item 3 of 820716 Itr re SER Section 4 4 
BRAOLEV.E J Fhlledtlphla Electric Co 83/04/27 BCHHENCER.A 
Licensing Branch 8. 15pp 18277 080 24X FI che. 90-392, 83/04/27. 

8303020293 


6303020434 Forwards draft responses to Reactor Sys Branch draft SER re 
TMI Items II K 3 13. II. K 3 13, II K 3 16. II K 3 13, II K 3 21, 

1 1 K 3 22. 11 K 3 24, II K 3 23, 11 K 3 30, J I K 3 31 U 

It K. 3, 43 Response will be Incorporated Into FSAR revs 

BRADLEY, E J Phi ladelph la Electric Co 83/04/27 ECHWENCEB, A 

Licensing Branch 2 I3pp 18283 267 24X Fiche 90-392,83/04/27, 

83090204S4 


6309170226 Forwards draft responses te Reactor Sys Branch draft BER. 
Items 4 6 9 re TMI Action Items I| K 1 9 b II, K 1 . 10 
Responses kiili he formally incorporated into FEAR rev 
scheduled for June 1983 ^ 

BRADLEY, E.J Philadelphia Electric Co 03/09/11. BCMMEMCER, A 
® »B466 342 24X Fiche 30-392.83/09/11, 

6303170228 


8309180367 Forwards draft FSAR page changes re open Items for Chiilril 
Technology Section (freft BER ra reactor coolant & 
suppression pool 6 secondary containment atmotphere Changes 
to be incorporated into Rev 20 to FSAR in Kay 1983 
BRADLEY. E J Philadelphia Electric Co 63/09/13 SCHWENCSn,* 
Licensing Branch 2 lOpp 18406 347 24X Fiche 90-392. 83/09/ 1 J, 

6303180309 


8303160491 Forwards draft responses to BER open Items re drift flrl 
protection section, per 630419 Itr Final responses 6 relatid 
page changes will be submitted subsequent to 630918 b 19 
meltings 

BRAOLEV.E J Phlledelphle Electric Co 63/09/13 BCHWENCER.A 
Licensing Branch 2 67pp 18466 201 24X Flcht 90-392.83/09/13. 

8309180491 


B305180414 Forwards Peach Bottom procedures supplsmeniing util 030916 
response to Item 9 of Radiological Assessment Oranch draft 
SER Similar or Improved procedures ulll be developed for 
Lime r Icir. 

BRADLEY, E J Philadelphia Electric Co 83/09/16 SCHUENCER.A 
Licensing Branch 2 2pp 16482 007 24X FI ch el 90-000. 63/09/11, 

6309160414 


8309200619 Forwards FSAR page changes b draft rosponset prepared per 
Procedures b Test Review Branch draft SER open Items. 

Responses fa FSAR page changes ulll be formally incorporated 
Into FSAR rev schedulad for June 1983 

BRADLEY, E J Philadelphia Elactrlc Co 63/09/18 aCHHENCER.A 
Licensing Dranch 2 S6pp 16920 099 24X Fiche 30-392,63/09/10. 

9309200619 


6309310009 Forwards draft responses to personnel quellf Icatton 8ER 
Itams 1-3, mgt technology Items 1 & 2 fa draft rev to FSAR 
Section 13 2 2 I 7 re performance review program Changes 
ulll 6s incorporated Into June 1963 F8AR rev 

BRADLEY. E J Philadelphia Electric Co 63/09/29. SCHHENCER.A 
Licensing Branch 2 20pp 1S693 243 24X Fiche: 90-392. 83/09/29. 

83093 1 0009. 


0309310049 Forwards draft responses to Coro Performance Branch drift 
EER Itams t through 4 fa 6 through 11 FSAR Chapters 4.9.6 fa. 

19 ulll be revised to Incorporate latest approved revs to 
OESTAR II In June 1983. 

BRAOLEV.E J Philadelphia Electric Co 63/09/29. SCHHENCER.A 
Licensing Branch 2. 16pp 18693 2B8. 24X Fiche. 90-392. 83/09/29. 

8309310049 


F. Security, medical, emargency fa fire protection plans 


8309110072 Notification of 830318-19 mootings w/uttl In Dethesda.HO 14 
discuss fire protection Issues 

MARTIN. R E Licensing Branch 2 63/09/09 eCHWENCER.A. Ltcintlff 

Branch 2 Spp 18419 360 24X Fiche. 90-392. 83/09/09, 8309110072 


8305110034 Oenerlc Ltr 83-21 to all licensees of operating reactorii 
applicants fop OLs fa holders of CPs re clerif Icetlon of 
access to control procedures for leu enforcement vlalt* 

Sve list incl 

EISENHtlT.D 0 Division of Licensing S3/09/I1 Conso 1 Idetfd 
Edison Co of New York. Inc 16pp 18340 093 24X 

Fiche 30-000,83/03/11,8303110034 


B3091804S1 Forwards draft responses to SER open items re draft flTt 
protection section, per 83041? Itr Final responses fa related 
page changes will be submitted subsequent to 830318 fa 19 
meetings 

ORAOLEY, EJ Philadelphia Electric Co 83/03/13 SCHUENCER,A 
Licensing Oranch 2 67pp 18406 201 24X Fiche. 30-392, 83/03/13. 

8303180431 


8309230133 Forwards Amend 30 to DU app I Ication. lubstl tuttng revlsid 
varilon of physical security plan Rev wlthhald (ref 
lOCFRE 790) 

BRADLEY, E J Philadelphia Electric Co. 83/03/20 DENTON, H. « 
Office of Nuclear Reactor Regulation, Director. 3pp. I8384’0i9 
24X Fiche 30-332,83/03/20.6305230133 


— 8303290133 Amend 90 to OL eppl Icetlon, substituting revised verilcn 
of physical security plan H/Certl f icate of 8vc 

KEUPER, J 8 Philadelphia Electric Co. 83/09/20 7pp 18904 048 
24X Flehe 90-332,83/09/20,6303290133 


0 Adjudicatory correspondance 


0303020441 Answer opposing Limerick Ecology Action, F Romano b M Lewis 
further partlculariiatlon of conditional ly admitted 
contentions Neither specificity nor bases provided for 
contsntlons Certificate of Sve end 

WETTERHAHN, M J PhUedetphle Electric Co WETTERHAHM, H. J ConnN i 

Natterhehn 83/04/27 Atomic Safety and Licensing Board Panel. 
40pp 18283,092. 24X Fiche 90-392,83/04/27,8309020441 
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9305040470 N*u info contontion ri inadaquats util ongt Repeatad 
CJr*t«*inaii< malfunctioning *a fatg-relatad aquipment (< 
util raiponia advartalg reflfct on mgt capability 
ROMANOiF R Air and Mator Pollution Patrol B3/04/27 
Coovoiltalonart Ip 18322 236 24X Flche 50-353. 83/04 /27| 

3305040470 


8309030405 Notice of ASLAB raconatitut 1 on CM Koh 1 > cha Irman & OJ Edlas (• 
RL Ootchy I mamber a 

TOMPKINS. B A Atomic Bafatg and Llcanslng Appeal Panel 03/04/28 
ip 10273 066 24X Flcho 30-392. 83/04/20. 8305020405 


8305030563 Foruard* Joint rapti on status of smargency planning reviaus 
t. achedule re onsite 6 offsite emergency planning 
cantanttons. status of discovery & suggested items for 
dlacusslon at 830509 prehearing conference 

UETTERJIAHN. H J Conner & Uetterhahn HETTERHAHN. M J Philadelphia 
Electric Co 03/04/29 BRENNER. L . MORRIS. P A . COLE. R F Atomic 
aePdty and Licensing Board Panel 7pp 18306 118 24X 

FI eft e: 50-352. 83/04/29. 8305030563 


8305030550 Memorandum t. order ALAB~726. reversing A8LB 830427 Decision 
LBP-83-2S tc remanding Oel-Auare 830308 request for 
late-filed Contention V-26 to A8LB for disposition on 
merits. 

SHOEMAKER. C J Atomic Befety and Liesnsing Appeal Panel 83/05/02 
ACronic Sefety and Licensing Board Panel 7pp 16306 140 24X 

Flche 50-352,83/05/02.8305030350 


8305060478 Provides update of status of conditionally admitted non-PRA 
contentions 

NETTERHAKNi M J Conner 6 Uetterhahn UETTERHAHN. M J Philadelphia 
Elactrtc Co 83/05/03 DRENWER, L , COLE, R F , CDLE.R F Atomic 
Safety and Licensing Board Panel 7pp 18348 238 24X 

F i Ch e 30-332, 83/05/03. 8303060478 


8305060339 Response to Limerick Ecology Actlon/Alr 6 Uater Pollution 
Patrol spec of conditionally admitted contentions 
Contentions I-B. 1-13 6 1-30 admissible PRA contentions 
aboirld be denied Certificate of Sve encl 

HODODONi A P Hearing Branch S 83/03/04 Atomic Safety and 
Licensing Board Panel S3pp 18344 083 24X Flche 50-352,83/05/04, 

8303060339 


9303090478 Advises of change of address Sve list should be amended 
accordingly 

ELLIOTT. C.H Brose 6 PosulstlUo 83/05/06 NRC - No Detailed 
Affflietlon Given Ip 18360 233 24X Flche 50-332,83/05/06, 

9303090470 


S3051S0S73 Foruards status rspt on draft emergency plan preparation 
AU. T V Pennsylvania, Commonuealth of, 03/05/09 BRENNER, L . 
COLE. R F I MORRIS. P A Atomic Safety and Licensing Board Panel Ip 
10487 237, 24X FI che. 50-332, 83/05/09. 8309120278 


— 8303120280 Status rept re preparation of draft emergency plans 
Cartificate of Sve encl 

AU. T Y Pennsylvania. Commonucalth of. 83/03/09 4pp. 
18427 258 24X Flche 30-332,83/03/09,8303120270 


8305120296 Foruards JI Ruttenberg notice of appearance S< M Nogee 
notice of wlthdrauel of appearance Certificate of Sve end 
RUTTENBERG. J I Keystone Alliance 03/03/09 BRENNER. L , 
HOHRIS.P A . C8LE. R F Atomic Safety and Licensing Board Panel 
5pp 16430- 171 24X Flche 30-332. 83/03/09. B303120296 


0305160174 Notice of appearance in proceeding Certificate of Sve encl 
BUSH, HU Philadelphia, PA S3/03/09 Spp 1S446 060 24X 

Flche. 30-332. 83/05/09, 8303 160174 


8305160177 Notice of appearance in proceeding 

LEWIS, K S Phi lade Iphla. PA 83/05/09 2pp 18444 034 24X 

Flche 30-332, 03/05/09, 8305160177. 


6303170333 Response to A8LB 630321 order advising that Commonuiealth of 
PA. Of c of Consumer Advocate Intends to participate in 
proceadlng 

HER SAN, D, Pennsy Ivanla, Commonuealth of, 83/05/10 BRENNER, L 
Atomic Safety and Licensing Board Panel Ip 18467 353 24X 

Flche 90-352,83/05/10.83031 70333 


S30S17O33S Order directing util, NRC 6 Air 6 Water Pollution Patrol to 
jointly supply A8LB u/IE Insp Rept 30-353/76-06, notice of 
violation, util response 1, other documents re scope of reoxam 
of welds by particular inspector 

BRENNER, L.. Atomic Safety and Licensing Board Panel, B3/03/13 
Philadelphia Electric Co Spp 18469 025 S4X 
Flcho!90-332, 83/03/ 1 3, 830 3 i 70330 


8305130136 Memorandum & order confirming schedules established at 
030309-11 special prehearing conference NRC ordered to rept 
on FEMA schedule for reviewing plans 6 NRC schedule for 
issuing SER, first EER supp 1, PRA, DES 6 FES 

BRENNER, L Atomic Safety and Licensing Board Panel 83/03/16 
lOpp 10490 012 24X Ftche 30-392,83/03/16,0303180136 


S30524O516 First set of interrogatories on pressurized thermal shock 
contention Certificate of Sve encl Related correspondence 
LEWIS. M I Lewis, M 83/03/19 Office of the Executive Legal 
Director ip 18371 173 24X Flche 90-332,83/03/19,8303240516 


8303260181 Forwards IE Insp Rept 50-333/76-06, not ice of violation 6 
util response, per A8LB 030513 order re OA documents Comments 
on insp repts, notices of violation & Interrogatories 
received on 830318 U/o encl 

ROMANO. F R Air and Water Pollution Patrol 83/03/19 BRENNER, U 
Atomic Safety and Licensing Board Panel Ip 18599261 24X 

Flche 30-332, 83/05/19, B3O326O101 


8303230239 Advises that FEMA is discussing time needed to review 
Pennsylvania Emergency Mgt Agency emergency plan u/FEMA 
regional ofc NRC schedules for Issuance of SER, SER suppl, 
pRA, DES 6 FES unchanged 

VOOLER.O H Hearing Branch 2 03/03/20 OHENNER. L , MORRIS, P A , 

CDLE.R F Atomic Safety and Licensing Board Panel 2pp J0539 004 
24X Flche 30-332,83/03/20,8303230239 


8309240469 Foruards. in response to ASLD 830513 order for OA documents. 
IE Insp Rapt 30-333/76-06 6 related documents 

UETTERHAHN. M J Conner 6 Uetterhahn. UETTERHAHN. H J Philadelphia 
Electric Co 83/03/20 BRENNER, L , MORRIS, P A , COLE.H F Atomic 
Safety and Licensing Board Panel 87pp 18972 166 24X 

Flche 30-332, 83/03/20, B3032404B9 


S30326'l>322 Response to A8LB 030316 scheduling order AddI statement re 
NRC use of PRA *< rept on NOHEG-0737 i Item II K 3 18 encl 
Schedules for NRC Issuance of documents discussed at second 
special prehearing conference valid U/Certif icate of Sve 
HODODON, A P Hearing Branch 2 83/03/34 9pp 18623 019 24X 

Flche 30-332,83/03/24,8303260322 


—8383260327 Forwards evaluation of DUR Owners Group generic response to 
NUREO-0737, Item II K 3 IS, "Mod of Automatic 
Dopressupiiatlon Sys Logic - Feasibility for Increased 
Olvarslty of Some Event Sequences " Response requested 
SCHUENCER, A Licensing Branch 2 83/03/23 BAUER, E 0 

Philadelphia Electric Co 9pp 18623 028 34X 

Flche 30-332,03/03/24.6303260322 


— 8304140161 Forwards safety evaluation of mods proposed by OWR Owners 
Group re NUflEO-0737. I tern 11 K 3 IB, "Mod of ADS Logic " 

Two options proposed acceptable H/o end 

HOUSTON, R H Assistant Director for Reactor Safety 83/04/01 
LAIMAS, G C Assistant Director for Safety Assessment 2pp 
IB62S 037 24X Flche 30-332.83/03/24,8303260322 


B3033i0013 Supplemental motion to reopen li/or to admit neu Contentions 
V-27 4. V-2a re feasibility of providing water to plant by 
startup Certificate of Sve encl 

8UGARMAN, R J Del-Aware Unlimited, Inc SUOARMAN, R J Sugarman. 

R J, 83/03/24 Atomic Safety and Licensing Board Panel ITpp 
18633 263 24X Flche 30-332,03/03/24,8303310013 


H General correspondence 


8303240316 Requests MU Dush 6t K Lewis be added to OL proceeding sve 
list for City of Phi ladelphla Sve will replace former 
managing director, U Ooode 

BUBH.M M Philadelphia, PA 93/03/19 DRENNER.L . COLE, R F , 
MORRIS, P A Atomic Safety and Licensing Board Panel 4pp 
18340 1 97 a4X Flche 30-332.83/03/19,8303240316 


K Utility Final Safety Analysis Report (FSARl 6 amends 


8301310260 Forwards Rev 16 to F5AR 

BRADLEY, E J Philadelphia Electric Co 03/01/28 DENTDN.H R 
Office of Nuclear Reactor Regulation, Director 2 pp 16967 246 
24X Flcho. 30-352,83/01/28.8301310260 


— 8301310274 Rev 16 to Limerick Oeneratlng Station, Units I ?< 2 FSAR. 
« Philadelphia Electric Co 83/01/31 442pp 16967333 24X 

Flche 30-332,03/01/28,8301310260 


8303160117 Rev 19 to FSAR 

« Philadelphia Electric Co 83/04/30 626pp 10448 187 24X 

Fiehe. 30-332, 83/04/30, B305160117 
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DOCKETED ITEMS 


S30S190339 Fortaiardi Affidavit of Svc re distribution of Rev l>? to FSAft 
& R»v 12 to environ T«tti:. per do Elsenhut Si0706 Itr 
SRADLEV.E J Philadelphia Electric Co 037O3/i3 DENTON. H R 
Office of Muclear Reactor Regulation. Director 3pp 18300 027 
24X Fiche 50-352, B3/03/f 3. 0303190339 


0303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Projria 
SVC lilt end 

JORDAN. £ 1. Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/03/19 Consolidated Edison Co of Kie 

York. Inc 114pp 10697 009 24X Flcbo 30-000. 03/05/19. B3O30iO0+» 


0 inspection reports. IE Bulletins & correspondence 


0212060383 IE Info Notice 83-14. "Oeieatered Spent Ion Eichangs Resin 
aosceptlbl I Itu to e»oth«rmic Chenlcal Reaction ” 0vc list 
one 1 

TAYLOR. J n Division of Safeguards & Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

il2pp 18308 319 24X Flche 30-000.33/03/21.8212060303 


0303040021 IE Info Notice 03-21. "Defective Emergencg Use Respirator " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/15 Consolidated Edison Co of Neu 

York. Inc 126pp 10433 135 24X Flche 30-000.83/04/13.0303040021 


0303040023 IE Info Notice 83-22. "DWR Safetg/Rdief Valve Failures " 
0VC list end 

JORDAN. E L Division of Emerjeneg Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co Of Ncu 

York. Inc llEpp 18383 089 24X Flche 30-000. 03/04/22. 0303040023 


0303040023 IE Info Notice 33-23. "Inoperable Containment Atmosphere 
0enslng Sgs ■■ Sve list end 

JOROAN.E L Division of Emergency Preparedness «■ Englneerlnp 
Response (Post 830103) 03/04/25 Consolidated Edison Co of Neu 

York. Inc ll9pp 18381 291 24X Fiehe 50-000.83/04/23.8303040025 


B30SOS0202 Informs that changes to Rasemount transmitters ulIJ be 
completed by 040701 for Unit 1 t. prior to fuel load for 
Unit 2 Info completes response to IE Bulletin 00-16 
KEMPER. J 3 Philadelphia Electric Co 03/04/23 HAYNES. R C 
Region I. Office of Director 3pp 18341 070 24X 

F 1 c h e . 30 -3 52. a 3 /04 /2 5. 030 303020 2 


8303240489 Foruards. In response to ASLD 030313 order for OA docueents. 
IE Insp Rapt 30-333/76-06 & related documents 

UETTERHAHN. 14 J Conner & Wetterhahn 83/03/20 BRENNER. L AlaeK 
3afety and Licensing Board Panel B7pp IB372 166 24X 

Flche 30-332, 03/03/20, 0303240489 


0303040046 IE Info Notice 03-33, "Nonrepr esentat Ive Eempllng of 
Contaminated Oil " 5vc list and 

JOROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/26 Consol Idatsd Edison Co of Nee 

York, Inc 114pp 18647 007 24X Flche 30-000, 03/03/2*. 0303010044 


T Hearing transcripts on non-antltrust matters 


0303160033 Transcript of 030509 prehearing conference in Ph 1 ladalihia. 
PA Pp 4. 039-4. 167 

e Atomic Safety and Licensing Board Panel 83/03/09. 132pp. 

18436 094 24 X Flche 30-332. 83/05/09, 8303160033 


0303160173 Transcript of 830310 hearing in Phi ladelphia.PA 
Pp 4. 160-4, 393 

• Atomic Safety and Licensing Board Panel 83/03/10 830pp 

10443 ISO B4X Flche 30-352,83/05/10.8303160173 


8303160016 Transcript of 830911 prehearing conference in 
Phlledelphla.PA Pp 4,396-4,329 

* Atomic Safety and Llcanslng Board Panel 03/03/11 ISSpp 
18433 169 24X Flche 30-392.83/03/11.8309160016 


DOCKET 90-334 HOPE CREEK NUCLEAR STATION. UNIT 1 


A Appllcatlon/construction stage documents St cor respondenca 


03050*0097 Notification of significant licensee 830902 meeting in 
Ph 1 ladelph 1 a. PA to discuss results of SALP 

TRIPP. L E Region J. Office of Director 03/04/27 Division of 
Proiect It Resident Programs Ip 18394 362 24X 

Flche 30-352,83/04/27,8303060057 


0303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PHRs " Sve list enci 

JOROAN.E L Division of Emergency Preparedness * Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc 119pp 10382 047 24X Flche 90-000.03/04/28.8303040026 


8303040027 IE Info Notice 03-23. "Standby Cas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 

JOROAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc 118pp 18382 165 24 X Flche 90-000.83/04/20.8303040027 


0303040020 IE Info Notice 03-26. "Failure of 8af e ty/Re I ief Valve 
Discharge Line Vacuum Breakers " Sve list enc I 
JOROAN.E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/09/03 Consolidated Edison Co of Neu 

York. Inc 122pp. 10441 170 24X Ficha 90-000.03/03/03.8303040020 


B309130096 Foruards draft responses to Auxiliary 8yi Branch Oueitliini 
410 00 - 410 104 Info discusses Rev 14 to F8AR re detection 
of leakage through spent fuel pool liner * continuous 
occupetlonal exposure during normal operations. 

BRADLEY. E J Philadelphia Electric Co 03/09/09 9CHRENCER, A 
Licensing Branch 2 I2pp 18438 049 24X Flche 90-393.83/09/09, 

0303130096 


0 Adjudicatory correspondence 


8304040470 Order extending time until 830420 for Commission to ack Is 
revleu ALAB-701 Commissioner Ahearne dissenting vl'eus end. 

CHILK. 8 J Office of the Secretary of the Commission 03/03/31 
Commissioners 3pp 17807 049 24X Flche 90-000.03/03/31. 

8304040470 


0303060230 Order extending time until 030313 for Commltslon to act is 
revlau ALAB-701 

HOYLE. J C Office of the Secretary of the Commission 83/03/09 
Commissioners Ip 18349 196 24X Flche 90-000.83/03/09. 

0309060230 


8303040030 IE Info Notice 83-27. "Ope rati ana I Response to Events 
Concarnlng Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JOROAN.E L Division of Emergency Preparedneis tc Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc tlSpp 18302 282 24X Flche 30-000.03/05/04.6303040030 


8303040031 IE Info Notice 83-28. “Crltorla for Protective Action 
Recommendations for Oeneral Emergencies " Sve list enc 1 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post aaOiOS) 03/03/04 Consolidated Edison Co. of Ncu 
York. Inc 1 17pp 18441,001 24X Fi c he 30-000, 03/03/04. 8303040031 


8303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list encl 

JORDAN.E. L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/09/06 Consolidated Edison Co of Neu) 

York, Inc llSpp IS 523 240 24X Flche 50-000.83/05/06,8303040033 


8303040034 IE Info Notice 83-30, “Kisappl icatlon of Oenerlc Emergency 
Operating Procedures (EOP) Cuideltnes ■■ Sve list end, 

JOROAN.E L Division of Emergency Preparedness * Engineering 
Response (Post 030103) 03/09/lt Consolidated Edison Co of Neu 

York, Inc 114pp 18524 003 24X Flche: 30-000. 03/03/1 1, B303040034 


0303130060 Response opposing intervenor motion for recusation. Motion 
does not specifically discuss reasons luhy prior activities 
mag constitute conflict of Interest 

PALLADINO.N J Commissioners 83/09/11 2pp 18436-82e 24X 

Plch* 90-000.83/05/11,8303130060 


0309130061 Order extending time until 830920 for Commission to act It 
rcvleu petition for revleu of ALA0-7O1 

CHILK. S J Office of the Secretary of the Commltslon 03/09/(2 
Commissioners ip 18437 033 84X Flche 90-000,03/03/12. 

8303130061 


8303200360 Order extending time until 830327 for Commission to ad te 
revieu intervenor 821227 petition for reviaiii of ALAB-701 
CHILKiS J Office of the Secretary of the Commission 83/09/19. 
Commissioners ip 18914- 203 24X Flche. 30-000. 83/09/19. 

0309200360, 


8309310017 Memorandum )< order to hold decision in ALAa-701 In abeyant* 
until Commission completes revieu of U mill tailings pile 
requirements 6 of rulemakings to conform commission 
requirements to EPA stds Separate J Ahearne statament encl. 

CHILK. S J Office of the Secretary of the Comnlsiion 83/09/27 
14pp i 86 93 311 24X Flche 90-000,83/09/27,8303310017 
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I F'Jnancidl information 


8309200067 Forward* Annual Financial flept* for 1902 

FflVLINOiR Public Sarvic* Eloctric it Oa* Co of New Jarsag 
63/09/17 Office of Nuclear Reactor Regulation* Director Ip 
16916.198 34X Flche 90-000.63/09/17.6309200067 


0 Inapection reports. IE Dulletins & corrospondence 


6309160063 Foruardi IE Insp Rapt 90-394/63-09 on B30301-0417 & notice 
of violation 

8TAR0STECK1. R Division of Project it Resident Programs 03/09/02 
NARTlff.r J Public Service Electric it Oas Co of New Jersey 2pp 
1649 1 007 24X Flche 90-394.63/09/02.6309160003 


DOCKET 90-395 HOPE CREEK NUCLEAR STATION, UNIT 2 


0 Adjudicatory correspondence 


6304040470 Order oitendiny timo until 830420 for Commission to act to 
review AUAD-701 Commissioner Ahearne dissenting vieus end 
CHILKi S J Office of the Secretary of the Commission 83/03/3t 
Commissioners 3pp 17807 049 24X Flche 90-000,63/03/31. 

8304040470 


0309060290 Order extending time until 830S13 for Commission to act to 
review ALAB-701 

HOVLE. JC Office of the Secretary of the Commission 83/09/09 
Commissioners ip 16349 196 24X Fiche 90-000.63/09/09. 

6309060290 


— ■3309160087 Notice of violation from insp on 630301-0417 

• Division of Project 6 Resident Programs 83/09/02 ip 
18491 009 24X Flche 90-394.03/05/02.0309160003 


—6309160091 IE Insp Rept 90-394/83-09 on 030301-0417 Noncomp 1 lane e 
noted failure of QC insp to identify HVAC ductwork support 
discrepancies 

BATENAN.W H . TRIPP, L E Region 1. Office of Director 03/04/26 
14pp. 10491 010 24X Flche 90-394,63/09/02,8309160083 


6309130060 Response opposing Intervenor motion for recusation Motion 
doss not specifically discuss reasons why prior activities 
may constitute conflict of Interest 

PALLADINO. N J Comml i s loners 63/09/11 2pp 10436 226 24X 

Flche 90-000.83/09/11,6309130060 


6309130061 Order extending time until 630520 for Commission to act to 
review petition for review of ALAD-701 

CHILK. 8 J Office of the Secretary of the Commission 63/05/12 
Commissioners Ip 16437 033 24X Fiche 90-000.63/09/12. 

0309130061 


0309170487 Ack receipt of 830408 Itr Informing NRC of steps taken to 
coirrect violation* noted in IE ln»p Rept 90-394/03-02 
8TAR08TECKI.R Dlvltlon of Project h Resident Programs 03/09/11 
MARTIN. T J Public Service Electric U Das Co of New Jersey Ip 
10469.398 24X Fiche 90-334,63/09/11.8309170467 


8309200960 Order extending time until 630527 for Commission to act to 
review intervenor 621227 petition for review of ALAS-701 
CHlLKi 6 J Office of the Secretary of the Commission 83/09/1? 
Commissioners Ip 10914 203 24X Fiche 90-000,83/09/1?. 

8309200960 


— 830'9l704?O Responds to NRC 830311 Itr re violations noted In IE Insp 
Rept 90-354/63-02 Corrective actions concrete placements In 
question covered w/molstened hurlap Curing period extended 
addi 4 days 

MARTIN, T J Public Service Electric l< Oas Co of Now Jersey 
63/04/00 HAYNEB.R C Rogion 1, Office of Director 2pp 
16469 39?. 24X Flche 90-354,83/09/11,8309170407 


0309310017 Memorandum 6 order to hold decision in ALAB-701 in. abeyance 
until Commission completes revleui of U mill tailings pile 
requirements 6 of rulemakings to conform Commission 
requirements to EPA stds Separate J Ahearne statement end 
CHILK, S J Office of the Secretary of the Commission 63/09/27 
14pp 10633 311 a4X Flche 50-000.83/09/27,6309310017 


H. Periodic operating reports t. related correspondenco 


0309290387 "Monthly Status Completion Rept for Apr 1?03 " Fuel load 
scheduled for Jan 1?06 Const progress approx 67 B9X 
complete at end of Apr 1?S3 

LANDRlEU.P R H public Service Electric it oa* Co of New Jersey 
83/09/1? TRIPP, L E Region 1, Office of Director Ip 18909 391 

24X Flche 30-394.03/09/19,6309290307 


S Reportable occurrences, LERs 6 related corr espondence 


0303030499 PMB-1-B3-010 on 830427, Dech te I safety representative 
ractlved telephone call that bomb located in reactor 
Search of reactor bldg conducted u/negatlve results Police 
notified No press release planned 

MCKEOUN.L , KUSHNER.H , JOYNER. J Region 1. Office of Director 
63/04/20 Ip 10294 190 24X Fiche 90-394.83/04/28,0303030499 


B309D60470 Deficiency rept re scribed lines on small bore piping 
resulting In sharp discontinuities Initially reported on 
030124 Repairs will Involve replacing p 1 pe, b 1 end Ing out 
scribe line or welding Completion expected by 030930 
MARTIN. T J Public Service Electric & Oas Co of New Jersey 
83/04/20 ALLAN. J M Region 1. Office of Director 3pp 
16348 080 24X Fiche. 90-394, 83/04/20. 6309060470 


S30911O299 Significant const deficiency rept re weld defects in Class 
IE cab Inebs. Initially reported on 630129. Bailey Controls Co 
reworked all affected cabinets. 

MARTIN. T J. Public Service Electric b Oas Co of New Jersey 
83/09/02 ALLAN. JM Region 1. Office of Director 2pp 
10393.173. 24X Flche 90-394,03/09/02.8309110299 


B309120384 Interim significant const deficiency rept re mechanical 
shock arrest or brackets supplied by ITT Orlnnell w/ 
potential tntarfarance problems Initially reported on 
030413 Affected parts returned to ITT Orlnnell for rework 
MARTIN Public Service Electric it Dae Co of New Jersey 03/09/09 
ALLAN. J ft. Region 1. Office of Director 2pp. 10433 079. 24X 

Fiche: 90-394. 83/09/09, 6309120304 


V Operator Examinations 


8309310189 Informs that initial licensing exams will be given to 28 
senior reactor operators b 20 reactor operator candidates 
In Nov 1989. per Oeneric Ltr B3-0I Instructor certification 
exams scheduled for Jut 1909 for eight candidates 
HITTLfH t. Public asrvtes Electric b Oas Co, of New Jersey 
03/09/13 SCHUENCER.A. Licensing Branch 2 ip. 18690 190 24X 

Fiche: 90-394, 03/09/13. 0309310189. 


9 Reportable occurruncss. LERs b related correspondence 


0303060470 Deficiency rept re scribed lines on small bore piping 
resulting in sharp discontinuities rnltlalty reported on 
630124. Repa irs will Involvo replacing pipe, blending out 
scribe line or welding Completion expected by 630930 
martin. T J Public Service Electric b Dae Co of New Jersey 
63/04/28 ALLAN. J M Region 1, Office of Director 3pp 
10340 060 24X Flche 90-394.83/04/20.0309060470 


63091102SS Significant const deficiency rept re wold defects In Class 
lE cabinets Initially reported on 830129 Bailey Controls Co 
reworked all affected cabinets 

MARTIN. T J Public Service Electric b Oas Co of New Jersey 
83/09/02 ALLAN. J M Region 1. Office of Director 2pp 
18393 179 24K Flche 90-394.03/03/02.6309110259 


0305120394 Interim significant const deficiency rept re mechanical 
shoct arrest or brackets supplied by ITT Orlnnell w/ 
potential interference problems Initially reported on 
030413 Affected parts returned to ITT Orlnnell for rework 
MARTIN Public Service Electric b Oas Co of New Jersey. 63/09/09 
ALLAN. J M Region 1. Office Of Director 2pp 18433 079 24X 

Flche 90-394. 63/09/09. 6303120364 


docket 50-350 WILLIAM H ZIMMER NUCLEAR STATION. UNIT I 


A App 1 i catian/constroctl on stage docunents b correspondence 


0309190168 Foi'wards draft rev to organliation (Criterion I) section of 
F6AR Chapter 17 1. "OA Program for Design b Const Phase " 

Draft reflects current commitments for remainder of ZPS-1 
Ouldance written per SRP.Rev 2 

BOROMANN. E A Cincinnati Gas b Electric Co 82/10/19 
KEPPLER.JO , HUNTER. D Region 3, Office of Director 16pp 
18902 219 24X Flche 50-396,62/10/19,8309190160 


0305190190 Responds to 021228 ltr requesting supplemental info to 
021126 ltr requesting approval for Bechtel to conduct 
Independent review of plant mgt Assessment program includes 
issues covered in 821112 order to show cause 
DICKHONER, W H Cincinnati Oas b Electric Co 83/01/03 
KEPPLER.JO Region 3. Office of Director 67pp 10902 074 24X 

F i C h e ■ 90-398, 83 /0 1 /03, 0305 190190 
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S30S09054a Partial raspon## to FO!A roquest for transcript of 
Coirmlsalon meetmjs discussing 821113 order i> documents 
supporting NflC r ecommsndat Ions to Commission re issuance of 
order Forwards App B documents App A documents in PDFl 
FEUTOHi J M Division of Rules and Records 03/03/17 SAMPiR A 
ahaw Pittman. Potts «i Trout ridge 4pp 18365 136 34X 

Flclie 50-399. 83/03/17. 8305090342 


B30S040333 Qoard Notification 83-037 forwards differing prof opinions 
re sgs interaction & safety classification info relates to 
Board Notifications 03-17 it 83-44 re Unresolved Safety Issue 
A-17 

EtSENHUT, D 0. Division of Licensing 03/09/04 PALLADINO.N 
Commissi on ere SSpp 18337 139 24 X Fiche 30-000.83/09/04. 
S309040323 


--8305090345 Submits interim rept of Natl Board Notification A8NE Code 
related const at facility. per State of OH.Dlv of Boiler 
Insp 

MCDONALD. D G Ohio. State of 82/05/12 MILAN. 0 M Ohio. State 
of 76pp 18365 140 24X Flehe 50-338.03/03/17.8303090348 


--8305090561 Submits Natl Board Audit Interim Rept 3 re ASME Code related 
const at facility. per State of OH Blv of Do 1 1 er Insp Rept 
covers activities from 820807-0930 

MCDONALD, D J . ALLISON. C N . SULLIVAN. M F Ohio. State of 
82/09/30 MILAN, 0 M Ohio. State of 10pp IB363 361 24X 

FIch* 50-359,83/03/17.0305090542 


8305260397 Addl response to FDIA request for transcripts of Commission 
821028.1108 l< 12 meetings re issuance of 821112 show cause 
order tt supporting documentation Forwards App A documents 
App 0 documents withheld (ref FOIA Eiemptlen 5) 

FELTCNiJ H Dlvleion of Rules and Records 83/03/28 SAhP.fl A 
Shaw. Pittman. Potts t. Trowbridge 4p p 18647 294 24X 

Fiche 30-330. B3/03/28, 8305260397 


— 8305260401 Forwards press re 1 eas e, witness list it J Keppler final 
testimony for 820914 hearing on status of NRC review of 
const activities at facility 

HAMMERER. C Office of Congress 1 onal Affairs 82/09/13 
PALLADIND. N . OILlNSttT.V. AHEARNE, U Commissioners Ip 
18647 298 24 X Flehe 90-338,83/03/38,9309260397 


63D3170SSO Responds to 830107 Itr requesting concurrence In perfgralnf 
addl work activities not in violation of 821112 show cause 
order & order immediately suspending const Listed actlvltlll 
not laf ety-related it may be undertaken 

WARWICK, R F Region 3, Office of Director 83/05/06 BOfifrMAHM,£ A 
Cincinnati Oas W Electric Co Spp 18469 193 24X 

Flehe 50-393.83/03/06,8303170530 


— 8305170553 Requests that work activities not in violation Of 821112 
order to show cause It order to Immediately suspend efsentitt 
const be allowed to continue Activities to be performed 
1 1 sted 

BOROMANN, E A Cincinnati Oa* (. Electric Co 83/01/07 

KEPPLER, J 0 Region 3. Office of Director Spp. 18469,198 S4X 

Fiche. 90-3 58, 83/03/06, 8305170930 


8305090699 Generic Ltr 83-20 to all operating reactor licensees li 
holders of CPs re Integrated scheduling for Imp lamantat ton 
of plant mods 8vc list end 

EISENHUr, 0 O Division of Licensing 83/09/09 Contolldated 
Edison Co of New York, Inc l6pp 18627 193 24X 

Fiche 30-000. 83/03/09, 8309090699, 


830SI3011I Forwards Certificate of Svc for License Amtnd 148 in fora of 
Rev 94 to FBAR 

WILLIAMS, J Cincinnati Gas «, Electric Co 83/09/09 DENTON, H fi 
office of Nuclear Reactor Regulation. Director 2pp 18433 089 
24X Fiche 90-398,83/09/09,8309130111 


8303190270 Amend 147 to application for OL, cons 1 sting of Rev 93 to 
FSAR 

BOROMANN, E A Cincinnati Oas U Electric Co 83/03/31 DENTON, H 
Office of Nuclear Reactor Regulation, Director 8pp 18901 157 
24X Fiche 90-350.83/03/31,8305190278 


— 830S1902S1 Rev 93 to FSAR 

* Cincinnati Oas W Electric Co 83/03/38 79pp 18301 199 24X 

Fiche 50-353,83/03/31.8309190278 


0305020432 Rosponds to questions raised in NRC 830404 ltr re contacts 
w/Bechtel on Zimmer project List of Bechtel revenues to 6A 
Technologies encl 

NEYLAN.A V Torrey Pines Technology 83/04/05 DICKHONER.WH 
Cincinnati Qas U Electric Co 4pp 10201 218 24X 

Flehe 30-338.83/04/05,8303020432 


8305030435 Requests Itrs & documents referenced in NRC transcript ef 
830320 public meeting 

NEYLAN.A J GA Technologies, Inc /General Atomic Co 83/04/19 
DlCKHONER.iy H Cincinnati Oas it Electric Co Ip 18281 252 24X 

Fiche 50-330.83/04/15,8309020435 


B30S02O367 Forwards advance copy of "Program Plan for Independent 
Ravlebi of Zimmer Project Mgt " Plan will be discussed at 
830425 public meeting In Cine 1 nnat 1 . OH 

NEYLAN.A J Torre y Pines Technology 83/04/21 DICKHONER.H H 
Cincinnati Gas t Electric Co ip 10276 250 24X 

Fiche 90-398.83/04/21,8309020367 


— 8303020368 QA-C17044. "Program Plan for Independent Review of Zimmer 
Project Mgt “ 

a Torrey Pines Technology 83/03/31 39pp 10276 291 24X 

Fiche 30-398,83/04/21.0303020367 


8303170093 Board Notification 83-62 forwards NRC evaluation team 
1 n depend ent assessment of installed safety-related 
equipment N/o rept 

NOVAK, T N Division of Licensing 83/03/10 Atomic Safety inl 
Licensing Appeal Panel 7pp 18493 317 24X Fiche- 50-398, 83/05/10. 

8309170093 


—8305170098 Forwards NRC evaluation team rept <NURE0-0969> re bhstls 
hardware evaluation conducted 830124-0304 U/o encl 
DIRCKB. N J Office of the Eiecutlve Director for Oparatloni 
83/03/04 PALLADIND. N. OILINBKV, V , AHEARNE, J Commletleneri 
Ip 18499. 323 24X Fiche 30-358, 83/05/10, S303I70093 


0305230630 Requests rev of QA program description In FSAR Section 17 J 
to incorporate changes resulting from util response to 
821112 order suspending const of safety-related equipment 
YOUNQ8LOOO. B -J Licensing Branch 1 03/03/11 WILLIAMS. J 

Cincinnati Gas 6 Electric Co 4pp 10943 025 34X 

Fiche 30-358.83/05/11.0309230630 


8309230630 Forwards Containment Sys Branch request for addl info ri 
performance of we twel l-to-drywe 1 1 vacuum breakers during 
LOCA pool swell phase for Mark II containments DL 
application should be amended by ref NE0E-22t7Bf P I 
VOUNGBLOaO. 0 J Licensing Branch 1 03/05/13 HILLIAMSiif 

Cincinnati Gas & Electric Co 4pp 18942 339 24X 

Fiche 30-338,83/09/13.8309230698 


8305190312 Ack receipt of 820830 ltr re understand tng of B0I824 
immediate action ltr & asaoclated stop work order concarnitig 
Reactor Controls. Inc Hork performance will be examined 
following lifting of Cammlstlon 621112 order 

WARNtCK,R F Region 3, OffUe of Director 03/09/16 NILLlAHS.d 
Cincinnati Oas fc Electric Co 2pp 18901 062 24X 

Fiche. 90-338, 83/03/16, 8309190312 


8303030928 Application for Amend 148 to DL appi 1 ca t ion, c onsis t ing of 
Rev 94 to FSAR 

BDRGMANM, E A Cincinnati Gas & Electric Co 83/04/2? DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 18392 336 
24X Fiche 90-358,83/04/29,0309030328 


8309110118 REPORT OF THE EVALVATION TEAM ON THE QUALITY OF CONSTRUCTION 
AT THE ZIMMER NUCLEAR POWER STATION 

« NRC - No Detailed Affiliation Given NUREG-0969 83/04/30 
391pp 1B41B 001 24X Fiche 50-338. 83/04/30. 83051 101 18 


8305120022 Notification of 830601-03 meetings w/utll In Moscow, OH for 
site audit of environ qualification of safety-related 
electrical equipment 

KINTNER.L L Licensing Branch i 83/03/03 VQUNOBLaDB. B J 
Licensing Branch 1 4pp 18443278 24X Fic he. 30-398, 83/05/03, 

8303120022 


—8303190314 Documents 020818 telcon re Stop Work Order ®2-01. Imnrtftit* 
action Itr Issued on 601224 Stop Work Order 00-14 applies 
only to mat 1 < equipment h labor supplied by Reactor Controls. 

Inc Cataly 1 1 c. Inc released to perform new work 
BDRGKANN.E, A Cincinnati Gas t< Electric Co 82/00/30. 

KEPPLER, J G. Region 3. Office of Director 2pp 18901 064, SU 
Fiche 50-358.83/03/16,8305190312 


8309200494 Requests addl Info re time required to recertify welders 
employed at plant front Uul-Klov 1982 during special wdldar 
qual 1 f lea tlon program Detailed accounting of tlms for each 
Individual welder should be provided 

KEPPLERiJ G Region 3, Office of Director 93/09/17 WILLIAMS,.! 
Cincinnati Gas «< Electric Co Spp 1B513 Oil 24X 
Fiche- 90-398. 83/09/17. 830 9200494, 
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B309SOO99S Conf'irmi foUouup B305S6 iDeetlng in C inc innat 1 1 OH to discuss 
ditaili plonnod indopendent mjt revleui including OA & 
qvAlitg verification programs Mooting util bo open to 
public. 

KBPPL6R<J O Region 3. Office of Director 83/03/17 NEYLAN. A J 
Torreg Pines Technology Spp 10319 333 24X Ficho 50-3301 

83/09/17. 0309200390 


6309260336 Responds to 830906 request for NRC review fc acceptance of 
results & conclusions of quality confirmation program. Test 
V (radiography ) Revieie & disposition of identified 
nonconforming conditions will be performed during nest insp 
KARNICK. R F Region 3. Office of Director 83/03/23 WILLIAM3. J 
Cincinnati Oas 6 Electric Co 2pp 18623 044 24X 

F I C h • 90-3SS. 03/03/23. 0303260336 


— 8309260337 Forwerds Rev 1 to "Task V Radiographic confirmation Rept. ' 
domonstratlng adaquacg of AM Kellogg Co. rad tograph 
taehnlque for piping subassembly shop welds 

HILL1AM3.0 Cincinnati Oas ti Electric Co 83/03/06 KEPPLER. d 0 
Region 3. Office of Director 2pp 16629 046 24X 

Ficho S0-S98, 83/03/23. 0309260336 


— B30326033S Rev 1 to "Task V Radiographic Conf irmatl on Rept " 

a Cincinnati Oas 6 Electric Co 03/03/24 lOpp 18623 040 24X 

F 1 C h e 90-330. 83/03/23. 8303260336 


8309200S2S Order ei tending time until 830327 for Commission to act to 
review Oirsctor's decision dtd 030210 

CHILK. S J Office of the Secretary of the Commission 93/03/19 
Commissioners Ip 10316 074 24X Fiche 30-330.83/03/19. 

6309200323 


8309260171 Requests recommendations on proceeding u/romalnlng offsite 
emergency planning issues in light of ALAS— 727 
FRVE. J H Atomic Safety and Licensing Doard Panel 03/03/23 
BARTH. C A Hearing Branch 1 COMNER. T B . UETTERHAHN. M J Conner 6 
Metterhahn ip 1B399 209 24X Fiche 30-330.83/03/23.0303260171 


83O93fOOl0 Order extending time until 630606 for Commission to act to 
review 830810 Director's decision 

CMtLK. S J Office of the Secretary of the Commission 03/03/27 
Commissioners tp 18633 123 24 X Fiche 90-338.83/03/27. 

8303310010 


H General correspondence 


8309160202 Ac k receipt of S30413 Itr re selection of Torrey Pines 
Technelogy (TPTI to conduct mgt review of facility TPT to 
meet u/NRC to consider final review plan 

MENCZEft. W B Region 3. Office of Director 83/03/02 WESTBROOK. J 
Cleveland. OH 2pp 10462 339 24X Fiche 30-330. B3/0S/02. 

8303160202 


e NRC Safety Evaluation Report (&ER). suppls h correspondence 


J Insurance t< indemnity information 


0309090486 Forwards rasponse to Sup pi 3 of 3ER <NURE0-092B) . 
Section 3 10. “Seismic 6 Dynamic Qualification of Seismic 
Category 1 Mechanical 6 Electrical Equipment '* 

FLyNNi-^f 0 Cincinnati Oas 6 Electric Co 83/03/03 DENTON. H 
Office of Nuclear Reactor Regulation. Olrecbor 4pp 10360 223 
24X Fiche 90-330. 83/03/05. B3050904B6 


F Sacurlty. medical, emergency ti fire protection plans 


8309270939 Responds to 830422 Itr re American Nuclear Insurers 
activity at facility No ASHE Code work in process due to 
stop work order HJ Kaiser continuing to resolve existing 
nonconf ormonces ti verification Of resolutions 
DOBEL.H F Hartford Insurance Group 03/09/19 HARRISON. S F 
National Board of Boiler t< Pressure Vessel Inspectors 2pp 
18646 137 24X Fiche 30-330.83/05/19.6309270339 


0309110034 QenerU Ltr 83-21 to all licensees of operating reactors, 
applicants fop OLs U holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Eve list end 

EISENHUT.D.O Division Of Licensing 83/09/11 Consolidated 
Edison Co of New York. Inc I6pp 1B940 099 24X 

Fiche. 90-000. 03/03/11. B30S1 10034 


K Utility Final Safety Analysis Report (FSAR) t< amends 


B30919027B Amend 147 to application for OL. cons i«t ing of Rev 93 to 
FEAR 

BQRGMANN. E A Cincinnati Oas & Electric Co 03/03/31 DENTON. H 
Office of Nuclear Reactor Regulation. Director 2pp 16S0I 157 
a4X Fiche 30-358,03/03/31.8303190270 


8309180430 Forwards "Ohio River Valley Mind Field Character 1 lation 
Hlthln MH Zimmer Nuclear Power Station Emergency Planning 
Zone. ” in retponse to NRC Question 322 10 

UILLIAM6.U Cincinnati Gas b Electric Co 83/03/13 DENTON. H R 
Office df Nuclear Raactor Regulation. Director 2pp 1Q4B2 163 
24X FlCht 30-330,83/09/13.8303180438 


— 8309180463 "Ohio River Valley Mind Field Characterltation Within 
MH Zlnuner Nuclear Power Station Emergency Planning Zone '* 
e Stone 8. Webster EOBlneerlng Corp 83/04/30 281 pp 1B4S2 163 

24X Fiche. 90-398, 63/09/13. 6303180498 


0309240213 Forwards monthly status rept on offsite emergency 
preparedness fop OU reviews for Apr 1983 

DIHCKBrW. U Office of the Eiecuttve Director for Operations 
63/09/13 PALLADINO, N d. Commissioners 9pp 10393 322 24X 

Fiche 90-000, 63/09/13.03092402 13. 


0 Adjudicatory correspopdence 


—8309190281 Rev 93 to FSAR 

• Cincinnati Oas & Electric Co 83/03/31 7?pp laSOl 139 24X 

Fiche 30-330. 83/03/31 . 8305190278 


6309030928 Application for Amend 148 to OL app 1 ication. consl sting of 
Rev 94 to FEAR 

BORGMANN. E A Cincinnati Gas 6 Electric Co 83/04/29 DENTON. H 
Office of Nuclear Reactor Regulation. Director 2pp IB292 336 
24X Fiche 30-358.03/04/29.8303030928 


—8309030533 Rev 94 to FBAR 

a Cincinnati Gas 6 Electric Co 03/04/30 22Bpp 16S92 330 
24 X Fiche 90-330,03/04/89.0309030320 


8309130111 Forwards Certificate of Sve for License Amend 146 In form of 
Rev 94 to FSAR 

WILLIAMS, J Cincinnati Gas b Electric Co 83/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 18438 089 
24X Fiche 90-338.83/09/09. 8303 130111 


0309110290 Clarifies Contention 9 re ion eichange resin reactor coolant 
polishing sys.per lOCFRS, 206 

OILLHAN. D. Affiliation Unknown 63/04/28 Office of Nuclear 
Reactor Ragulatlon. Director 3pp 10393 304 34X 

Fiche; 90-396, B3/04/2Bi 03091 10290 


8309040436 Order extending time until 830920 for Commission to act to 
rtvl ew Director 's decision 

CHILK. B 3. Office of the Secretary of the Commission 83/09/02 
Cennissioners tp. 18321.309 24X Flcha 30-358,83/09/02. 

0309040436. 


8309040904 Dtciolon ALAB-727. modi fy ing ASLD 820621 decision As 
modified. dec Ision is affirmed Emergency reeponse plans need 
not ha final whan OL application noticed for hearing. 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel. 03/09/02 
aSpp. 10317:236. 24X Fiche 90-398,03/09/02,0303040904 


0309110390 Memorandum b order dismissing D Gi liman 830319 b 0408 
appeals ra ABLB denial of Intervantlon. Contant of appeals 
appears to constitute challenge to ABLB application of 
factors governing late filed intervention petitions 
BHOEHAKER.C U, Atomic Safety and Licensing Appeal Panel 83/03/10 
OILLMAN, D. Affiliation Unknown. Bpp 18406 132 24X 

Fiche - 90-398, 83/09/10. 6309 11 0390. 


Q Inspection reports. IE Bulletins b correspondence 


0212060393 IE Info Notice 83-14. "Dewatered Spent Ion Eichange Resin 
Susceptibility to Exoth ermic Chemical Reaction " Sve list 
end 

TAVLORiJ M Division of Safeguards b Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York. Inc 

iiZpp 18308 319 24X Fiche 30-000,63/03/21,8212060389 


0309120070 Addl response to FOIA request for IE Insp Rept 90-358/81-13 
Portions of documents llstsd on app withheld (ref FOIA 
Exempt ion 4) 

FELTON, JM Division of Rules and Records 83/03/21 DEVINE, T , 
ROSENTHAL Government Accountability Project 3pp 16443 193 24X 

Fiche 90-398.03/03/31.8309120070 


—0309120074 Forwards Electrical Drafting 8td EOSB-126 revised on 791009, 
Paget 2-43 through 2-40 of Electrical Installation Spec 
H-2173 b Paget S 3-29.0 3-30 b 0 3-69 of FSAR. per request 
re tray loading criteria. Related info end 

COTTA, R E Sargent b Lundy, Inc. 81/02/18 BARRETT, P Region 3. 
Chicago, Office of the Director 36pp 18443 196 24X 

Flcha 90-338. 03/03/2 1 . 8303 1 20070 
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93092’40SS2 Responds ta B21207 Itr re processing af T i^pplegete FOIA 
request for documents on investigation into alleged const 
deficiencies All NRC Ofci ulil conplg le/FOIA request Request 
Requests uill be coordinated u/Dfc of General Counsel 
PAILLADINO. N J Commissioners 133/04/14 UDAL-Li M K. House of Rep i 
Interior !< Insular Affairs 7pp 1B394 131 24X 

Fiche 50-3SB. B3/04/14. B305240252 


— 830324025i- Responds to 830302 Itr re processing of T Applegate FOIA 
request for documents on Investigation into alleged const 
deficiencies All FOtA requests lalll be coordinated iii/Ofc of 
General Counsel Commissioners vieuis end 

PALLADliNaNJ Cuaimi as 1 oner s 33/04/14 SEIBBBLINC, J F House 
of Rep > Interior i Insular Affairs 12pp 1B394 13B 24)C 

FUhe 30-35S. B3/04/14. B305240232 


— 8303240263 Discusses Investigation of Applegate allegatlonst "Adequacy 
of IE Investigation 30-3SB/B0-0? at HH Ziirater Nuclear Poiuer 
Station.” per Udall 821207 Itr IE Investigation found 
unsati sfaL tory in Aug I9B1 T Marpster Intervleu enc I 
CUMMINGS. xf J Office of Inspector 1. Auditor B3/01/0S 
□ ICKIdlT.L Office of the General Counsel Bpp 18394 153 S'lX 

Fleho 30-350, 83/04/ J 4, B30324 0232 


— 8305240267 Forwards addl info re NRC withholding of T Harpster 
interview u/Oovt Accountability Project 811123 FOIA request, 
per Commission B30207 instructions 

CUMMINGS, J Office of Inspector 6 Auditor B3/02/16 MALSCH, H G 

Office of the General Counsel 6pp 18394 163 24X 

fiche 50-350,33/04/14.8305240232 


— ,0305240272 Requests info re Dfc of inspector 6 Auditor (OlAi inquiry 
into Zimmer matter Reasons for removal of documents from OIA 
ofrs questioned tllthholdlng of documents contributed to 
delay in public recognition of true statue of project 
UDALLpM K House of Rep > Interior 6 Insular Affairs 82/12/07 
PALLADINO, N J Commissioners £p 18594 169 24X 

Fiche 50-33B. B3/04/1 4, 8305240232 


— 8305240275 Requests addl info re 621207 Itr seating explanation of 
circumstances surrounding compliance w/FOIA request for 
documents pertaining to facility Adequacy of Cummings reply 
ques t i oned 

UDALL, M • SI EBERL INO, ti House of Rep , Interior Insular Affairs 
83/03/02 PALLADINO. M Commissioners 2pp 18394 170 24X 

Fiche 30-358,83/04/14.0303240252 


8303040021 IE Info Notice B3-21. "Defective Emergency Use Respirator “ 
Svc list enc 1 

JORDAN.B L Bivislon of Emergency Preparedness h Engineering 
Response (Post 8301031 83/04/15 Consolidated Edison Co of New 

York, Inc 12App IB433 155 24X Fiche 50-000, 03/04/ 1 5, 8303040021 


8303040023 IE Info Notice 83—22, "D-WR 5a f e ty/R e 1 1 ef Ualve Failures " 
Bvt list B nc 1 

JORDAN, E L Division of Emergency Preparedness ?< Engineering 
Response (Post 830I03> 03/04/22 Consolidated Edison Co of New 

Yori. Inc I12pp 10303089 24X Fiche 50-000,83/04/22,8303040023 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness Zi Engineering 
Response (Post 6301031 83/05/04 Consolidated Edison Co of Neu 

York. Inc H9pp 18441 OOi 24X Fiche 50-000,03/05/04.8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rid 
Deformation " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness & Engineer tng 
Response (Post 830103) 83/05/06 Consolidated Edison Co of JVte 

York, Inc llSpp 10523 240 24X Fiche 50-000,03/05/04,8303040003 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Qpareting Procedures (EOF) Guidelines " Svc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 83/05/11 Consolidated Edison Co of Hie 

York, Inc 114pp 10524 003 24X Fiche 50-000.03/05/11,8303040034 


830S170447 Ac k receipt of 830420 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-358/82-10 
Requei t for o * ten si on until 030609 for response to 
non comp 1 lane e granted 

HARNICK, R F Region 3, Office of Director B3/0S/I3 UILLIAM3.J 
Cincinnati Oas t< Electric Co 2pp 18471 224 24X 

Fiche 50-358,83/05/13.8305170447 


— 8303170434 Responds to NRC 830323 Itr re noncompliances noted In IE 
Insp Rept 50-398/82-10 Extension to 830607 for responding to 
noncomp 1 1 anc as due to extensiveness of rept requested 
BOROMANN.E A Cincinnati Oas ti Electric Co 03/04/20 
KEPPLER.J 0 Region 3, Office of Director 2p p 18471 226 S4J{ 
Fiche 90-358,83/03/13,8305170447 


8303260223 Forwards IE Insp Rept 50-398/82-11 on 820503 t< 0726-0730 1, 
notice af violation 

WARNJCK, R F Region 3, Office Of Director 83/05/13 WILLIAHB.J 
Cincinnati Gas It Electric Co 2pp 18622 087 24X 

Fiche 50-358,83/03/13,8309260223 


— 8309S6022S Notice of violation from Insp on 820505 t, 0726-0930 
WARNICK.n F Region 3, Office of Director 83/03/13 4pp 
18622 089 24X Fiche 50-338, 83/05/ 1 3, 0305260223 


— 830S260231 IE Insp Rept 90-350/02-11 on 820509 «( 0726-0930 

Nancqrnpl lance noted failure to follow procedure s, to document 
nonconforming welds on piping matl 6 to provide adequate 
design control measures 

CHnlSTIANBON, W , GWYNN. T P , NIGHT I NGALE, E Region 3, Office of 
Director 83/04/14 27pp 18622 093 24X Fiche 90-358.83/09/13. 

8305260223 


8305190269 Ack receipt of 821115 Itr in response to NRC 821027 request 
for Info re allegations concerning welder qualification 
NRC will exarnlnc matters during subsequent Insps 

KEPPLER.J 0 Region 3, Office of Director 83/05/16 UILLIAMS.J 
Cincinnati Gas tf Electric Co Ip IBSOl 238 24X 

Flehe 90-338. 83/05/16,8305190269 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sy s " Svf list end 

JORDAN, E L Division of Emergency Preparedness 6 Englnoering 
Response (Post 830103). 83/04/25 Consolidated Edison Co of New 

York. Inc I I9pp 18301 291 P4X Fiche 50-000,83/04/29.8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Generators at PWRs " Bve list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 03/04/28 Consolidated Edison Co of New 

York, Inc 115pp 18302 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enc). 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/28 Conso ) Idate d Edison Co of New 

York, Inc lt8pp 13382 163 24X Fiche 50-000.83/04/28.8303040027 


8303040028 IE Info Notice 83-26, "Failure of Sa f o ty/R e 1 1 ef Valve 
Dlsc)>arge Line Vacuum Breakers " SVc list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York, Inc 122pp 1B441 170 24X Flehe 50-000,83/05/03,8303040028 


6383040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acta Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 83/05/04 Consolidated Edison Co of New 

York. Inc. llSpp 18382 282 a4X Fiche 58-000,83/05/04,8383040030 


--8305190273 Responds to 821027 Itr re allegations concerning withholdlhl 
of relevant documentation on welders from 820709 meeting 
u/NRC List of documents used at 8207OB mg t meeting u/HJ 
Kaiser fc/or 820709 meeting provided 

SYLVIA, a R Cincinnati Gas it Electric Co 82/11/15 KEPPLER. J G 
Region 3, Office of Director 3pp. 18901 239 24X 

Fiche 50-358,03/09/16.8305190269 


6383040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program ' 
Svc lilt end 

JORDAN, E L Division of Emergency Preparedness 4i Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Niw 

York. Inc 114pp 18697 009 24 X FI die 50-000,03/09/19,0303040440 


0309240001 Ack receipt of 830125 (< 0223 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
58-350/82-01 

HARNICK, R F Region 3, Office of Director 83/09/28 RIULIAHS.J 
Cincinnati Oas t. Electric Co Ip 18549 139 24X 

Fiche 90-358,83/05/20,0305240001 


— S30S240812 Euppts 320004 t< 830104 Itrs in response to NRC 020624 Itr rl 
violations noted In IE -Insp Rept 50 - 398 / 82 - 01 , Cab le grip 
1 ns ta nation will be verified for cable Installed on 
vertical risers 

ROROHANN.E A Cincinnati Gas ti Electric Co 83/01/25 
KEPPLER. J O Region 3, Office of Director Ip 18547 136 24X 

Fiche 50-350.83/05/20,8309240001 
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-*•6309240016 Suppls 030125 response to violations noted in IE Insp Rept 
50—350/02—01 Design changes reciuire mods to as-built 
C'ondltlon Const uork author! lat ion reciueet prepared Follouup 
rapt Will be sent bg 630506 

aOROHANN. E A Cincinnati Oas & Electric Co 83/02/23 
KEPPLERtJ 0 Region 3( Office of Director ip 10949 137 24X 

Fiche 50-336,03/09/20.8305240001 


0303040046 IE Info Notice 83-33. "Nonrepresentat 1 vc Sampling of 
Contaminated Oil " 8vc list end 

iJOROAN. E L Dlvitlnn of Emergencg Preparedness U Engineering 
Rtsftenie <Post 030103) 83/05/26 Consolidated Edison Co of Neu 

York, Inc I14pp 10647 007 24X Fiche 30-000,83/05/26,0303040046 


R Fariodtc operating reports & related correspondence 


S309SS0162 Monthlg status rept for Apr 1983 N/830519 Itr 

♦ Region 3. Office of Director DIRCKS.W J Office of the 

Eiecuttve Director for Operations 03/04/30 PAULADINO, N 

Commie lioners 69pp 18596 07i 24X Fiche 50-358.03/04/30, 

8309230162 


6 Raportable occurrences, LERs tt related correspondence 


@305120342 Interim deficiencg rept re masking of radtographg bg 
Inadaquate surface preparation inltiallg reported on 020520 
Const uork author! cation reciueet processed to blond grind I. 
rafadtograph uelds Next rept expected bg 830813 

WILLIAMS, J Cincinnati Oas 8, Electric Co 03/04/29 KEPPLER, J Q 
Raglan 3. Office of Director 2pp 10432 267 24X 

Fiche 30-358,83/04/29,8305120342 


8305120410 Interim deficiencg rept ro Item M-72 on lack of QA program 
for fire protection sgs installation Sargent k Lundij 
davaloplng sampling program to assure as-designed sgs 
Installed 6 functional Next rept to be submitted bg 830001 
WILLIAMS. J Cincinnati Oas }i Electric Co 83/04/29 KEPPLER, J 0 
Raglon 3. Office of Director 2pp 18434 092 24X 

Fiche: 90-330, 03/04/29, 0303120410 


63D91S048? Interim deficiencg rept re Oroun Doverl 125-volt dc control 
davlci failure on 6 9 kV I, 4 16 kV suitchgear Inltiallg 
rapertad on 030202 All Broun Boveri circuit breakers ulll 
be inepected k adjusted Follouup rept bg 030819 

UILLIAM5, J Cincinnati Oas k Electric Co 83/04/29 KEPPLER, J 0 
Ragion 3, Office of Director Spp 18431 161 24X 

Fleha 50-390.83/04/29,8309120429 


— 6309120437 "Instructions for Inspec ting. Ad jus ting S</or Replacement 
of Farts for Obtaining Limit Suitch Adjustments on Broun 
Bovarl 7 5 kV Through 19 kV, 900 Through 750 MVA) 5HK350. 3000) 

All HKV Breakers " 

* Brown Bovori Corp (subs Broun Doverl t< Co , Ltd ) 83/04/29 

4pp, 10431 166 84X Fiche 50-358,83/04/29,0303120429 


0305120432 Interim deficiencg rept re failure of essential HVAC turning 
vanas (Item M-46) Inltiallg reported on 020510 Scheduling 6 
Ifliplamentatlon of test procedure clarlfglng design adctiuacg 
eonblngent upon release of NRC 821112 order to shou cause 
UIUUIAHS, J Cincinnati Oas t< Electric Co 83/04/29 KEPPLER, J 0 
Aaglor 3, Office of Director 2pp 18431 154 24X 

Fleha 50-398,03/04/29,8305120438 


93051S0446 Interim deficiencg rept re Item M-29 concerning lack of ueld 
procedure qual l f icatton ti Item f1-73 concerning posslblg 
altered ueldlng procedures Initlallg reported on 811103 
tc S21217,respBctlvclg 

UILLIAKE.J Cincinnati Oas t, Electric Co 03/04/29 KEPPLER, J 0 
Raglon 3, Office of Director 2pp 18431 078 24X 

FtChS* 90-398, 83/04/29, 0305120446 


0309120467 Interim deficiency rept re Inadequate cable trag hanger 
inep (Item B-20) Initlallg reported on 020903 Alternate 
aathed for cable tray hanger reinsp developed for 
galvanlied cables Next rept ui 1 1 be submitted by 030620 
WILLIAMS. .1 Cincinnati Oas k Electric Co 83/04/29 KEPPLER, J 0 
Region 3. Office of Director 2pp 18431 055 24X 

Fiche 80-390, 03/04/29, 0309120487 


0309170924 Interim deficiency rept re Item Q-3 concerning lack of insp 
parsonnel qualifications Review of work packages to identify 
any tnip personnel whose qualifications t, certifications not 
ilocumanted continuing Next rept expected bg 830000 
WILLIAMS. J Cincinnati Oas k Electric Co 03/05/06 KEPPLER, J 0 
Raglon 3. Office of Director 2pp 18467 249 24X 

Fiche* 90-398, 03/09/06, 0305170924 


8309190220 Deficiency rept re Item M-84 concerning spent fuel rack 
epaclng Initially reported on 830415 OE evaluation 
dftarintned condition not reportable per 10CFR90 59 <b> 

WILLIAMS. J. Cincinnati Oas h Electric Co 83/09/10 KEPPLER, J 0 
Raglon 3, Office of Director 2pp 18900 200 24X 

Fi cha 90-350, 03/09/10. 8309190228 


0309200936 Interim deficiency ropt ro seismic qualification of 13 
essential damper operator mounting brackets Initially 
reported on 801014 Vendor approved American Warming & 

Ventilating Co design mods Next rept by 030010 

WILLIAMS, J Cincinnati Oas k Electric Co 03/05/13 KEPPLER, JO 
Region 3, Office of Director 2pp 18516 019 24X 

Fiche 50-358,03/09/13,0305200536 


0305190316 Ack receipt of 820929 Itr informing NRC of exception to 
correction notice to document doflclencios during document 
review {< use of generic nonconformance repts to document 
deficiencies to comply w/previous commitments 

WARNICK.R F Region 3, Office of Director 03/05/16 WILLIAHB.J 
Cincinnati Oas k Electric Co 2p p 18501 059 24X 

Fiche 50-358,83/05/16,0305190316 


0305260227 Final deficiency rept re essential instruments attached to 
nonassential/nonsel smlc piping Initially reported on 630420 
Condition determined not reportable per lOCFRSO 59<e) 

WILLIAMS, J Cincinnati Oas t, Electric Co 03/05/19 KEPPLER, J <3 
Region 3, Office of Director 2pp 10599 330 24X 

Fiche 50-350,03/05/19,0305260227 


T Hearing transcripts on non-ant i trust matters 


0305090537 FOIA request for transcript of Commission meetings 
discussing 021112 order CLI-B2-33 k documents supporting 
NRC recommonda t ion to Commission ro issuance of order 
8AMP,R A Shau, Pittman, Potts k Trowbridge 03/02/09 
GRIMSLEy, D H Division of Roles and Records 2pp 18365 134 24X 

Fiche 90-350,03/02/09.8305070537 


8305090542 Partial response to FOlA request for transcript of 
Commission meetings discussing 821112 order k documents 
supporting NRC recommendations to Commission re Issuance of 
order Forwards App D documents App A documents in PDR 
FELTON, J M Division of Rules and Records 03/03/17 SAMP.R A 
Shaw, Pittman, Potts & Trowbridge 4pp 10365 136 24X 

Fiche 50-390,83/03/17,8305090542 


--0305090549 Testimony of 09 Keppler before US House of Representatives, 
Committee on Interior li Insular Af fair s, Subcomml tt ee on 
Energy h Environ on 020610 re OA problems & related 
aetivitoB at facility Pp 1-12 

KEPPLER, J 0 NRC - No Detailed Affiliation Given 02/06/tO 
12pp 10365 216 24X Fiche 50-350,83/03/17,0305090542 


0305260397 Addl response to FOIA request for transcripts of Commission 
021020,1108 h 12 meetings re issuance of 821112 show cause 
order k supporting documentation Forwards App A documents 
App B documents withheld (ref FOIA Exemption 9) 

FELTON, J M Division of Rules and Records 03/03/28 SAMP.R A 
Shaw, Pittman, Potts k Trowbridge 4pp 10647 294 24X 

Fiche 90-390,03/03/20,8305360397 


0305260405 Testimony of JO Keppler (Region III) before Subcommittee on 
Energy k Environ of Committee on Interior k Insular Affairs 
on 030914 re quality confirmation program in Hash Ington, DC 
KEPPLER, J 0 Region 2, Office of Director 82/09/14 62pp 

18647 302 84X Fiche 50-390,83/03/20,0305260397 


U Congressional/Execut Ive Correspondence 


0309260397 Addl response to FOIA request for transcripts of Commission 
021028,1100 t< 12 meetings ro Issuance of 021112 shou cause 
order k supporting documentation Forwards App A documents 
App B documents withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 03/03/28 SAMP.R A 
Shau, Pittman, Potts tt Trowbridge 4pp 18647 294 24X 

Fiche 90-390,03/03/28,0305260397 


8309240252 Responds to 821207 Itr re processing of T Applegate FOIA 
request for documents on Invest i gat ion into alleged const 
deficiencies All NRC ofes will comply w/FOlA request Request 
Requests will be coordinated u)/Ofc of General Counsel 
PALLADINO.N J Commissioners 83/04/14 UOALL.MK House of Rep 
Interior h Insular Affairs 7pp 18594 131 24X 

Fiche 50-398,03/04/14,0305240292 


—8309240296 Responds to 030302 Itr r* processing of T Applegate FPIA 
request for documents on investigation into alleged const 
deficiencies Alt FOIA requests will be coordinated ui/Ofc of 
General Counsel Commissioners views end 

PALLADINO.N J Commissioners 83/04/14 8E1DERUI NO, J F House 
of Rep , Interior k Insular Affairs 12pp 18994 138 84X 

Fiche 90-350,83/04/14,0305240252 
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— 0303240272 Request* info ra OfC of Inspactor & Auditor (0IA> Inquiry 
Into Zlnimer matter Reaions far removal of documents from OIA 
ofet quaotioned Mith^ol<lins of documents contributed to 
delay In public recopnltion of true status of project 
UDALL. H K House of Rep . Interior It Insular Affairs 02/13/07 
PAULADINO.H J Commissioners Ip 18394 1*9 24X 

rich# 50-330, 83/04/14. B30324 0232 


— 8305240273 Bequests addl info re 021207 Itr seeking esplanation of 
circumstances surrounding compliance u/FOIA request for 
documents pertaining to facility Adequacy of Cummings reply 
questioned 

tJiDALi;.i H , BI£QERLIHO>J House of Hep • Interior *■ Insular Affairs 
03/03/02 PALLAS t HO, N Commissioners 2pp 1B394 170 24X 

Flche 50-338.03/04/14.8305240252 


DOCKET 50-3*1 SAN ONOFBE NUCLEAR STATION. UNIT 2 
F Security, medleali emergency * fire protection plans 


B30504O683 Foruiards Amends 10 it 6 to Licenses NPF~10 tc NPF-15. 
respectively L notice of Issuance Ic availability Amends 
modify emergency preparedness license conditions Imposed by 
ASLAB 030304 decision 

KNIGHTON. O H Licensing Branch 3 03/04/27 DIETCH. R Southern 

California Edison Co COTTON. 0 D , BERNATH.L San Diego Oas L 

Electric Cp 3pp. 10357 314 24X Flche 30-3*1. B3/04/27, 0303060693 


— 8305060*94 Amends 18 & * to Licenses NPF-IO l< HPF-13. respec tivel y. 
modifying emergency preparedness license conditions Imposed 
by ASLAB 830304 decision 

EIEEHHUT.O O Division of Licensing 83/04/27 4pp 10357 310 
a4X Flche- 30-341. 03/04/27. 8305060*83 


— 8305040703 Notice of issuance * availability of Amends IB *i * to 
Llcansts NPF-10 4 NFF-13, raspec tive 1 y 

s MRC - No Detailed Affiliation Olven. 03/04/27 Ip 10337 322 
24X Flche 50-361.03/04/27.8303060683 


8303190232 Position re Commission 830405 Memorandum &i Order CLI-S3-(C 
on offsite medical sves Util provided necessary level of 
medical sves for general public Declaration of Sve encl. 

Picorr.o R Southern California Edison Co 83/05/16 9pp 
10501 284 24X Flche 50-3*1.83/05/14,0303190252 


8305240322 Order ettending time until 830407 for Commission to act ts 
rnvleu petitions for review of ALAB-717 

CHILK. 8 J Office of the Secretary of the Commission 83/03/20 
Commissioners Ip 10371 118 24X Fichs 30-3*1.83/03/20. 

8303240522 


H Oaneral correspondence 


8305090024 Addl response to FOIA request for documents re 821 130 
special Insp rept Forwards App A documents Portions of 
Documents 1 & 2 In App B withheld (ref FOlA Eiemptlon *t 
Documents 344 withheld (ref FOIA Exemption 7) 

FELTON. 0 H Division of Rules and Records 83/03/21 GARDE. B 
Government Accountability Project 4pp 10381 133 84X 

Flche SO-SO*. 83/03/21 , 8303090024 


0303120170 Advises that organl latlonal change shifted responsibility 
for nuclear matters from engineering dlv to power supply 
dlv vie Holcombe replaces OD Cotton as represantatlva 
authorliad to sign NRC licensing documents 

HOLCOMBE, U C Ben Diego Oas 4 Electric Co B3/05/0* E18£NHUI,Bfi 
Division of Licensing Ip. 10427 IS* 24X Flche 30-20*. 03/O9/(M, 
0303120178 


P Operating license stage documents 4 correspondence 


B3051I0I79 Forwards Amend 16 to License NPF-10. safety evaluation 4 
notice of issuance 4 availability Amend updates Unit 2 
Tech Specs for consistency w/Unit 3 Tech Specs 

KNIGHTON. 0 U Licensing Branch 3 83/04/23 DIETCH. R Bouthern 

California Edison Co COTTON. G D . BERNATH.L San Diego Oat 4 

Electric Co. 4pp 18434 397 24X Flche 30-3*1,63/04/25,8303110171 


8303110034 Otnaric Ltr 83-21 to all Itcentees of operating reactors, 
appllcante for OUs 4 holders of CPs ru c lar 1 f Icatlon of 
access to control procedures for law anf orcement visits 
Sve list and 

ElBENHUT. 0 G Division of Licensing 83/05/11 Consolidated 

Edison Co of New Vork. Inc, I4pp 18340 095 24X 

Flche; 50-000, 83/05/i 1. B3031 10034 


8303260242 Forwards IE Safeguards Insp Repts 30-206/83- 1 1, 30-361/03-20 
4 30-3*2/83-10 on 030425-29 No npncompl lance noted Details 
withheld (ref 10CFR73 2I). 

NORDERHAUO.L R Region 5. Office of Director 03/05/12 PAPAV. L T 
Southern California Ediion Co. 2pp 1B599 322 24X 

Flche 90-206.83/05/12.03032*0242 


— 8305110182 Amend 1* to License NPF-10< updating Tech Specs for 
consistency w/Unlt 3 Tech Specs 

KNIGHTON, 0 U Llcentlng Branch 3 03/04/25 Slpp 10434:341. 

24X Flche 90-3*1.03/04/23,8303110179 


— B3051101B* Safety evaluation supporting Amend 1* to License NPF-10 
e Office of Nuclear Reactor Regulation. Director 83/04/29 If 
18433 132 24X Flche' 30-3*1, 83/04/23, 83091 10179 


— 83051101SB Notice of issuance 4 availability of Amend 14 to Ltctnii 
NPF-IO 

KNIGHTON. O. W. Licensing Branch 3. 83/04/29 2pp. 18439' 193 

24X Flche 90-3*1,03/04/25,0309110179. 


0309170471 Responds to Generic Ltr 02-33 {NUfiEO-0737, Suppl IJ re 
emergency response capability requirements Progress In areas 
of safety parameter display sys. detallsd control room design 
reviews 4 emergsney rssponie facilities summarlied 

BASKIN. K P Southern California Edison Cq. 83/03/13 EIBBNHUT, D O 
Office of Nuclear Reector Regulation. Director 0pp 18470 077 
24X Flche 30-3*1,83/05/13.8305170471 


0 Adjudicatory correspondence 


8309100199 Discusses Memorandum 4 Order CL1-B3-10 r* arrangements 
required under ragutatlons for medical sve for contaminated- 
injured individuals No further evidentiary hearing required 
CHANDLER. L -J Office of the Executive Legal Director 83/04/29 

BROWN. R F Celifornla. Unlv. of. San Francisco Ip 18374' 199 

24X Flche: 50-3* 1 , 83/04/2 5, 830 3100197. 


0309100220 Advises that no further evidentiary htarfng required to 
determine compliance w/Commlssion regulations re medical 
svci for contaminated injured Individuals Issue can be 
resolved on basis of written submission 

CHANDLER, L J. Hearings Division 83/04/29. NESBITT. W Affiliation 
Unknown Ig 18373 319. 24X Flche 30-341.83/04/29.0309100220 


8305190199 Proposed findings of fact 4 conclusions pf leu Declaration 
of 8vc encl 

PI4QTT.D R Southern Calif arnla Edison Co PICOTT. D R Orrlck. 
Herrington 4 Sutcliffe. 83/09/14 9pp 18500 001 24X 

Flche 90-3*1, 83/05/14, 0309190199. 


8305190212 Hutton to augment rtcord to Includa various ravlied county 
emergency plana 4 other documents re emergency planning. 

Dacisloni should reflect current Info Declaration of Sve 
encl 

PIOOTT.D.R Southern CeKfarnla Edison Co PIGOTT.D R, Orrlck. 
Herrington 4 Sutcliffe. 03/05/14 Atomic Safety and Licensing 
Board Panel 33pp. 1B902- 14* 24X Flebs 50-3*1.83/05/1*. 

8309190212 


0305040*83 Forwards Amends 18 4 & to Licenses NPF-tO 4 NPF-i9. 
respectively & notice of Issuance & avallebllity Amends 
modify emergency preparedness license conditions Imposed by 
ASLAB 830304 decision 

KNIGHTON. 0 U Licensing Branch 3 83/04/27 OlETCH. R Southern 

California Edison Co COTTON. 0 0 , BERNATH.L Ban Diego Oas 4 

Electric Co Spp 18357 314 B4X Flche 90-361,83/04/27,0309060603 


— 8303060694 Amends 18 4 * to Licenses NPF-IO 4 NPF-19, respeetivsly, 
modifying eiAergcncy preparedness Itcanss conditions laipassd 
by ASLAB 830304 decision 

EiSENHUT. D G Division of Licensing, 83/04/27 4pp. 18397 310 
24X Flche 90-361,83/04/27,0309060683. 


— B309040703 Notice of Issuance 4 availability of Amende 10 it 6 to 
Licenses NPF-10 & NPF-19. respectively. 

* NRC - Mo Detailed Affiliation Oiven 03/04/27. Ip 18397 3» 
24X Flche 90-361,03/04/27,03090*0*83. 


8309020439 Oeneric Ltr 83-19 to all power reactor 4 testing Ucsntsri 
r« new procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list encl, 

EISENHOT.D.O Division of Licensing. 83/09/02 ConsoJldetsd 
Edison Co of New Vork. Inc 90pp 18441 120. 24X 

Flche' 30-000, 83/03/02. 8309020495 


8303040323 Board Notification ' b 3-037 forwards differing prof opinions 
re sys interaction 4 safety classification. info rotates to 
Board Notifications 83-17 4 83-44 re Unresolved 0»fety lesue 
A-17 

EISENHUT, 0. 0. Division of Licensing 83/09/04, PALLADINO.N. 
Commissioners. 82pp 18337 139 24X Fiehe, 30-000. 83/09/04, 

3305040323 . 
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B309170229 Forwards Amsndt 1? b 7 ta Lieenses NPF-10 ti NPF-13. 
r«tpictlv«lv< safety evaluation b notice of issuance b 
aval labi 1 1 tv Amends modify Tech Specs re radioactive liquid 
effluents b effluent monitoring instrumentation 

KMtOKTONtO H Licensing Branch 3 S3/0S/04 DIETCH.R Southern 

California Edison Co CATTatd, 0 0 . BERNATH.L San Diego Oat b 
Electric Co 3pp 18471) 349 24X Fiche 50-361. 83/09/04r G303170329 


—3309170233 Amends 17 b 9 to Licenses MPF-10 b MPF-19. respec t 1 vely, 
sisdlfylng Tech Specs re radioactive liquid effluents b 
affluent monitoring instrumentation to add steam generator 
bleudoun pass line as alternative release path 

EISENHUT. D Q Division of Llctnslng 83/04/S9 lOpp 18476 392 
24X Fiche’ 90-361. B3/09/04. 8309170229 


—8309170234 Safety evaluation supporting Amends 17 b 9 to Licenses 
HPF-IO & NPF-19, respectively 

• Office of Nuclear Reactor Regulation. Director 83/04/29 8pp 
18476 362 84X Fiche 90-361,83/09/04.8309170229 


—8309170236 Notice of Issuance b availability of Amends 17 b 9 to 
Licenses NPF-tO b NPF-19, respectively 

KNTONTONfO M Licensing Branch 3 83/04/2? 2pp 18477 003 

24X Fiche' 90-361183/09/04,8309170229 


8309090697 Oenarlc Ltr 83-20 to all operating reactor licensees b 
Adders of CPs ri Intigratsd schsdullng for implementation 
of plant mods Svc list tncl 

EISENHUT. 0 0 Division of Licensing 83/09/09 Coniolldattd 
Edison Co. of New York, Inc 16pp 18627 193 SAX 
Fief) a; 90-000^ 83/09/09, 8309090699 


8309260122 Comments on 830106 proposal to delete integral test of core 
protection calculator functional capability from natural 
circulation test Alternats demonstration of functional 
capability requested 

NOVAK. T.M Assistant Director for Licensing 83/09/12 DIETCH.R 
Sauthern California Edison Co HOLCOKBE, J C San Olego Oas b 
Electric Co. 6pp 18649-099 84X Fiche 90-361,83/09/12,8309260122 


6309190028 Responds to Oenerlc Ltr 83-lOA re resolution of TMI Itsm 
tl K S 9. '“Automatic Trip of Reactor Coolant Pomps " Util, 
at meniber of c-E Owners Oroup. hat chottn "trip two. teavs 
two' etrategy to resolve Item 

BASKIN. K P Southern California Edison Co 83/09/13. KNIGHTON, 0 W 
Licensing Branch 3 2pp 10902.037 84X Ftehe 90-361i 83/09/13. 

8309190028 


8309290209 Board Notification 83-063 transmits memos re status of DHR 
ttudiee for C-E p lants. w/emphas li on nted for PORVs In 
current C-E designs 

NOVAK, T.H Assistant Dlrsctor for Licensing 83/09/18, Atomic 
Safety And Licensing Board Panel. 7pp 18627 107 24X 

rich#: SO-OOO, 83/09/18. 0309290209 


"8309290221 Requests that end documents on status of DHR studies for 
C-E plants, w/emphati s on nesd for PORVs in current C-E 
deilpne, be provided to A8LB b A6LAB 

HATTaoN.R. J. Division of Systtms Integration (post 811009) 
63/04/28. EISENHUT. 0, 0 Division of Llctnslng Ip 18627 113 
24X Flehs 90-000,83/09/18,8309290209 


— — 03G929O228 Responds to Commisiton 830404 request that study of nssd for 
controlled depressurl lation capability in C-E plants be 
accelerated & that ACRS views be solicited on issue prior to 
reportlnp back to Commission Study to be concluded 830630, 

DlRCKSrW J, Office of the Executive Director for Operations 
83/04/29. CHILKi 8. J Office of the Secretary of the Commlsilon, 

Ip. 18627.119, 24X Fiche- 90-000, 83/09/18. 8309290209 


830924049B Forwards status of environ qualification of electrical 
equlpmant per 10CFR90 49(g>.All equipment, except auxiliary 
faedwater pump motors. meets NUREG-ogSB guidelines for 
Category II plant 

BASKIN. K.F. Southern California Edison Co 83/09/20. KNIGHTON, G, H. 
Licensing Branch 3 9pp 18947:286 24X Flehs 90-361,83/09/20, 

8309240498. 


O inspoebien rtports. IE Bullstins b correspondence 


8212060389 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Suicaptlblllty to Exothermic Chemical Reaction " Svc list 
and 

TAVLCytj vl, M, Division of Safeguards b Inspection Programe (Poet 
630103). 83/03/21 Consolidated Edison Co of Ntu York. Inc 

112pp. 18308.317 24 X Flehs 90-000.83/03/21,8212060389 


6309030079 Comments on Hgt Analysis Co 630404 visit to Region V re 
recent licensee regulatory performance b circumstances which 
led to proposed issuance of civil penalties against util 
CRENS, J L Division of Res 1 den t, Reactor Progect b Engineering 
Programs 03/04/13 Division of Res i den t, React or Progect b 
Engineering Programs Ip 18300 178 SAX Fiche 90-361.83/04/13. 
8309030079 


8309170417 Forwards IE Insp Repts 90-361/83-13 b 90-368/03-12 on 
030312-29 b notice of violation 

BISHOP. T W Region 9, Office of Director 63/04/14 PAPAY. L T 
Southern California Edison Co 2pp 18469 293 24X 

Fiche 00-361,83/04/14,8309170417 


—8309170420 Notice of violation from Insp an 830312-29 

KIRSCH, 0 F Region 9, Office of Director 03/04/14 3pp 
18469 299 24X Fiche 90-361. 83/04/14. 8309170417 


—8309170421 IE Insp Repts 90-361/83-13 b 90-362/83-12 on 630312-29 
Noncamp 1 lance noted failure to rept reactor trip breaker 
Inoperability b to Implement vendor svc bullstln info 
STERNDERG, 0 H , KIRSCH, D F , CHAFFEE, A E Region 9, Office Of 
Director 83/04/13 SBpf 16469 298 24X Fiche 90-361.83/04/14. 

8309170417 


8309170474 Forwards IE Insp Repts 90-361/83-12 b 90-362/83-11 on 
830221-0329 Mo noncemp 1 lance noted 

BISHOP. T. W Region 9, Office of Director 83/04/14 PAPAY, L T 
Southern California Edison Co 2pp 18470:006 24X 

Fiche, 90-361, 83/04/14, 6309170474 


—8309170480 IE Insp Repts 50-361/63-12 b 50-362/83-11 on 630221-0329 No 
noncomp 1 lance noted Kagor areas Inspected operational safety 
ver If 1 call on. month ly surve i 1 lance. LER review b independent 
Insp effort 

PATE, R. J , MENOONCA. t1 t1 , O'BRIEN, J P Region 9, Of# let Of 

Oireetor. 83/04/14 4pp. 18470 008 24X Fiche 90-361,03/04/14, 

8309170474. 


8303040021 IE Info Notice 63-21. “'Defective Emergency Use Respirator " 
Bve list enc 1 

JORDAN'S L Division of Emergency Preparedness b Engineering 
Reeponse (Post 830103). 83/04/19, Consolidated Edison Co of New 

York, Inc 126pp 10439 199 24X Plcha 50-000,83/04/19.6303040021 


6309170919 Forwards IE Insp Repts 50-361/83-14 b 90-362/83-14 on 
630321-30 b notice Of Violation 

SCARANOi R A. Division of Radiological Safety b Safeguards Program 
83/04/18. PAFAY. L T, Southern California Edison Co 2pp 
18467.260 24X Fiche 90-361,83/04/18,8309170919 


—8309170921 Notice of violation from Insp on 830321-30 

MENSLAWSKI.P A Region 9. Office of Director 83/04/16 2pp 
16467 262 24X Fiche- 90-361, 83/04/18, 03i>917O519 


—8309170930 IE Insp Repts 90-361/83-14 b 90-362/83-14 on 630321-30 
None amp 1 lane t noted failure to perform surveys, inform 
workers b properly monitor liquid radioactive effluent 

release 

YUHA8. O P . UENSLAUBKI.F A > BOOK, H E Region 9. Office of 
Director 83/04/14 lOpp 18467 264 S4X Fiche 90-361.83/04/18, 
8309170919 


6303040023 IE Info Notice 63-22, "BUR Saf ety /Rel Icf Valve Falturee " 
Svc list sne 1 

JORDAN. E. L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc. It2pp 18383.089 24X Fiche 90-000.83/04/22,8303040023 


6303040029 IE Info Notics 83-23. "Inoperable Containment Atmosphere 
Sensing ays “' 8vc list tncl 

JORDAN, E L Division of Emergency Preparedness b Enginstring 
Rssponse (Pest 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc. Il9pp 18381 291 34X Fiche 90-000,83/04/29,8303040029 


8309170399 Forwards IE Insp Repts 90-361/83-18 b 90-362/63-16 on 
630404-08. No ivonconpl 1 sne t noted 

BISHOP, T.W, Region 9, Office of Director 83/04/26 PAPAY. L T 
Southern California Edison Co 2pp 16466-096 24X 

Fiche, 90-361, 03/04/26, 6309170399 


—8309170361 IE Insp Repts 90-361/03-16 b 90-362/63-16 on 830404-08 No 
noncomp lianei not td, Meg or areas inspected: corrective b 
preventative maint programs 

ECKHARDT. J H , KIRSCH. D F Region 9, Office of Director 
83/04/22 4pp. 18466 100, 24X Fi Che ■ 90-361 , 83/04/26, 8309170399 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Bteem Oeneretors at PHRs, " Svc llsfc end 

JORDAN, E, L Olvlilon of Emergency Preparedness b Enginstring 
Rssponse (Poet 830103), 83/04/28. Consolidated Edison Co of New 

York. Inc. 119pp, 18382 047 24X Fiche 90-000.83/04/28.8303040026 
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8303040027 IE Info Notice 63-25> "Standby Gas Treatment Sy» Heater High 
Temp Trip Setpoint Adjustment '' Svc list encj 
JORDAN^E L Oivlsion of Emergency Pr eparedne t s t< Engineering 
Response <Post 330103) 83704/28 Consolidated Edison Co of New 

\ork, Int H9pp 183B2 Its 24X flcfie 50-000,83/04720/8303040027 


8305090278 Forwards response to notice of violation 8< proposed 
imposition of civil penalties based on IE Insp 
ReptS 50-361/83-06 fc 50-361783-08 Generic procedure eilli be 
revised by 830430 to detail bey plant sys Payment end 
PAPAV,L T Southern California Edison Co 83/05702 DEVOUNG, B C 
Director's Office/ Office of Inspection and Enforcement 3pp 
1B364 002 24X Flche 50-36 1 . 83705702/ 8305090278 


8303040028 IE Info Notice 83-26, “Failure of Saf e ty 7 Rb 1 i e f Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN/ E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

Vori. Inc 122pp 18441 170 24XFiche 50-000, 83705703/ 8303040028 


03030-4 0030 IE Info Notice 83-27/ "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list enc 1 

JOBOAMt E L Division of Emergency Preparedness % Engineering 
Response (Post 830103) 83/05704 Consolidated Edison Co of New 

York/ Inc I13pp 18302 282 24X Flche 50-000/8370370418303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
ftecommendatl ons for General Emergencies " Svc list enc 1 
JORDAN/ E L Division of Emergency Preparedness 6 Engineering 
Response (Post 83D103I 93705704 Consol idated Edison Co of New 

York* Inc lt?pp 18441 001 24X Flche S0~000< 83705784/ B303040Q31 


8383040032 [E Info Notice B3-29> "Fuel Binding Caused by Fuel Rack 
Deformation ” Svc list encl 

JOHDAN/E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83705/06 Consolidated Edison Co of New 

York/ Inc lISpp 10523248 24X Flche 50-000,83/05706,8303040033 


8303040034 IE Info Notice 83-30, "Mlsapp I ica t Ion of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list enc 1 
JORDAN, E i. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neur 

York/ Inc I14pp 18324 003 24X Fiche 30-000, 837037 1 1 , 0303040034 


0305260242 Forwards IE Safeguards Insp Repts 50-206783-11,50-361/83-20 
ti 50-362/83-18 on 830425-29 No non comp 1 lane e noted Details 
withheld (ref 10CFR73 21 > 

NORDERHAUC/ L. R Region 5, Office of Director 63/05/12 PAPAY, L T 
Southern California Edison Co 2pp 18599 322 24X 

Ftchl 50-206, 83705712.8305260243 


8303040840 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Responae (Post 830103) B370S719 Consolidated Edison Cu of New 

York. Inc 114pp 18697 009. 24X Flche 50-80(3/83/03/19,8303040040 


8305260264 Advises that util 830302 response to notice of violation 1 
proposed imposition of civil penalties acceptable u/one 
eiceptlon re interim measures for analysis of radioactive 
led ines 

MARTIN. J 8 Region 5, Office of Director 8370572(3 PAPAV, L T 
Southern California Edison Co 2pp 18626 001 24X 

Flche. 50-361.83/05/20, 8303260264 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN/E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/03/26 Consolidated Edlsbn Co of New 

York, Inc 114jp 18647 007 24X Flcha 50-000. 03703726, B303040O46 


R Periodic operating reports 6 related correspondence 


B304150372 Monthly operating repts for Feb 1983 

MAVWEATHERi (- Southern California Edison Co 83/03715 Upp 
1798 1 359 24 X FI c h e* 50-361. 83703/ 1 5, S30413036B 


8. Reportalile occurrances, LERs 6 related c orpespondene e 


8305030432 RD 50-361/82— 176' o-n 830329. r evi eu o-f nonconformance repts 
revealed less than conservative limiting conditions for 
operation Caused by failure to verify undervoltage trip 
mechanism operability follouing 820710 maint 

RAYiH, 8 Southern California Edison Co 83703/30 ENOELKEN, R K 
Region 5, Office of Director 2pp 18306 B74 24X 

Fiche 30-361.83/(53/30,8305030432 


S305060505 Forwards LEfi 83-036/01T-0 

RAY, H B Southern California Edison Co 83/04708 MARTIN. J 8 

Region 5, Office of Director 2pp 18351 143 24X 

Fiche 50-361,83/04708.0305060505 


— 0305060514 LER 83-036/01T-0 on 830321 , d i sc harg e isolation valve On 
common liquid radwasta effluent radiation monitor 2/3 
RT— 7013 discovered shut Caused by personnel error Valve 
left shut during quarterly channel functional test 
RAY, H D Southern California Edison Co 83704700 Regions. 
Office of Director 2pp 18351 145 24X Flche 50-361,83704708, 

0305060505 


0305050341 Forwards AEC1D/E305, “Inoperable Motor Operated Valve 
Assemblies Due to Premature Degradation of Motors fc/or 
Improper Limit Suitch/Torqus Switch Adjustment " Rept should 
be foruerded to NRR, BES 4< IE 

BROUN. E J Reactor Operations Analysis Branch 93/04/13 
SEYFRlTi K V Reactor Operations Analysis Branch 3pp 10352:091 
24X Flche 50-000,83/04713,8305050341 


— 830SOS03S3 "Inoperable Motor Operated Valve Assemblies Due to Priaslirs 
Degradation of Motors «i7or Improper Limit Switch /Tor que 
Switch Adjustment," AEOD engineering evaluation ript 
0ROHN.E J Director's Office 83704/13 7pp 10332 053 SIX 
Flche 50-000,03/04/13,0305050341 


8305030396 Forwards LER 83-026/017-0 Detailed event analysis submitted 
RAY.H B Southern California Edison Co 83/04/18 MARTIN, J 8 
Region 5, Office of Director 3pp 18306 21? 24X 

Flche 50-361,83/04718,8303030356 


— B305030359 LER 83-026/017-0 on 030404, conta 1 nraen t isolation valve 
2HV8S4B Indicated mid-position following both open V closed 
signals Caused by faulty magnetic reed switch assembly 
Assembly replaced Valve declared operable 

RAY.H B Southern Cattfornla Edison Co 83/04/18 Region 9, 
Office of Director 2pp 18306 222 24X Fiche 30-361 , 83/04718, 

8305030356 


B303230573 Forwards engineering evaluation rept. "Cracks (, Leits in 
Bma 11 Diameter Piping “ 

BROUN. E J Reactor Operatlone Analysis Branch 83704719 
SEYFRIT, K V Reactor Operations Analysis Branch Ip 18541 342 
84X Flche 50-000,83/04719,8305230573 


— 8305230619 "Cracks 6 Leaks in Small Diameter Piping." engineering 
evaluation rept Small pipe leaks associated w/unantic Ipated 
vibration problems require addl supports or rerouting of 
piping 

BfiDMN,E J Reactor Operations Analysis Branch 03704719 9pp 
18541 343 84X Flche 50-000,83/04719,0305230573 


S3O9O3O360 RO high steam generator differential pressure trip function 
operability requirements exceeded for Modes 1.2 8, 3 
Setpoints will be corrected before reentry into Mode 3 fc 
will be reported in LER by 830505 

RAY.H B Southern California Edison Co 83/04/22 MARTIN, J D. 
Region 5, Office of Director 2pp 18291 361 24X 

Flche 30-361,83/04/22,8305030360 


0305020183 PND-V-S3~O10 on 830421. util received Itr from C~E informlnj 
of error In equivalent voltages corresponding to setpoints 
associated w7 steam generator high delta pressure trip 
function Corrective action being developed 
BISHOP.T M Region 5, Office of Director 03/04/25 Ip 
18277 295 24X Flche 30-361,83/04/25,8305020183 


8305060467 RQ 03-033 on 830426, motor operated valves 2HV81 SO. SHVat 52 k 
2HVB1S3 could not he opened during testing in preparation to 
proceed to Mode 3 operation Investigation continuing 
Followup rept to be submitted by 830912 

RAY.H B Southern California Edison Co 83/04/27 MARTIN, J 8 
Region 5, Office of Director 2pp 18391 190 24X 

Flche 90-361,83/04/27,8305060467 


9305100790 Forwards SER on reactor trip breakers Licensee proposed 
actions provide acceptable basis for restart (i operation 
EISENHUT, D 0 Division of Licensing 83/09702 OlETCH, R Southern 
California Edison Co COTTON. 0 D , BERNATH.L San Diego Oas i< 
Electric Co 3pp 18505 001 24X Flche 90-361 , 03709/02, 8305100790 


— 0309180804 SER lifting restrictions on siceeding power documented in 
confirmation of action Itrs dtd 830311 & 0429 based on 
corrective actions re reactor trip breaker failure, 
a Office of Nuclear Reactor Regulation, Director 83/04730 
sepp IBSOS 004 24X Fiche 50-361,83/05/02,8305180790 


8305160011 Forwards LER a3-035/03L-0 

RAY, H B Southern California Edison Co 83/05705, MARTIN, J. B 
Region 5, Office of Director Ip 10456 083 24X 

Flche 50-361,83709/05.8309160011 
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"3309160014 LEW 83-03S/03U-0 on 830405(pin hole leaks discovered In mini 
flou line for auilllarij feeduiater pump P141i dounstream from 
flou orifice FO-4711 PI41 delcared inoperable Caused by 
eavltaClan dounstream of flou orifice Pipe section replaced 
RAViH 0 Southern California Edison Co 83/05/09 Region 9< 
Office of Director ip 18496 084 24X Fiche S0-361j 83/05/09, 

8309160011 


Q3091600SS Forwards UERs 83-037/01 T-0 for Units I it 2 

RAV, H B Southern California Edison Co 83/05/03 MARTIN, J D 
Region Si Office of Director Spp 18491 047 S4X 
Flcha 90-361,83/05/09,8309160099 


— -B3-09I60069 LER 83-037/01T-0 on 830421, high steam generator differential 
priaturc setpoint used in PPS emergency feedwater sys logic 
circuitry resulted In actual trip setpoint of 300 psld, 
higher than assumed In PSAR Caused by conversion error 
RAifrH B. Southern California Edison Co 83/09/05 Region 9, 
Office of Director Spp 18491 049 24X Fiche 90-361,83/09/05, 

8309160095 


--0303160101 LER 83-037/01T-0 on 830421, high steam generator differential 
preseure setpoint used In PPS emergency feedwater sys logic 
circuitry raeulted in actual trip setpoint 300 psld higher 
than assumed in FSAR Caused by voltage conversion error 
RAVrH B Southern California Edison Co 03/05/09 Region 9, 
Office of Director 2pp 18491 091 24X Fiche 90-361,83/09/05, 

830 91600 9 9 


B309270321 RO 63-040 on 830426, while filling safety Injection tank 
T-D07, valves 2HV9334 it MU-099 Inadvertently left open 
Procedure 8033-3-2 7 revised to Include positive steps to 
close valves. Fol louup rept will be submitted by 830923 
RAV. H B Southern California Edison Co 83/09/09 MARTIN, J B 
Region S, office of Director 3pp 18641 164 24X 

Plche 90-361,83/09/09,8309270321 


B309370243 LER e3-03e/03L-0 on 830436, shutdown cooling sys HX 
Isolation valves 2HV8190, 92 it 93 could not ba remotely 
opened from control room Mode 3 restraint imposed Caused by 
incorrect sequence torque setting N/830912 Itr 

RAYrH B Southern California Edison Co. 83/09/12 MARTIN, J B 
Region 9, Office of Director 4pp 18637 197 24X 

Fiche 90-361,83/09/12,8309270243 


B305l70S7a Confirms no saf ety-related applications of integral 
undervoltage trip devices eilst other than In reactor trip 
switchgear, In response to NRC request for Info re 830419 
reactor trip breaker rept 

BASKIN, K P Southern California Edison Co 83/09/13 KNIOHTON.O U 
Licensing Branch 3 Ip 18469.326. 24X Fiche 90-361,83/09/13, 

0305170278 


B309270408 LER a3-039/03L-0 on 830419, d lose 1 generator starting time 
erceeded surveillance requirement Caused by relay K-8 not 
reset Relay manually cycled H/a30919 Itr 

RAY, H B Southern California Edison Co 83/09/19 MARTIN, J B 
Region 9, Office of Director 4pp 18642 317 24X 

Fiche- 90-361, B3/09/ 19, 8309270408 


0309270131 LER 83-042/03L-0 on 830422, during operability testing, 
emergency chiller E-339 (train B) stalled Caused by valve 
closed on surge line due to low compressor suction pressure 
Yalve opened. 14/830920 Itr 

RAV,H B aouthern California Edison Co 83/09/20 MARTIN, d B 
Region 9, Office of Director 4pp 18638 210 24X 

Fiche 90-361,83/09/20,8309270131 
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F, Securttv, medical, emergency St fire protection plans 


0309060683 Forwards Amends 18 St 6 to Licenses NPF~10 t, NPF~19i 
raepictively h notice of issuance S< availability Amends 
modify enirgancy prspsredness license conditions imposed by 
ASLAB 830304 decision 

KNIOHTONiO N Licensing Branch 3 03/04/27 DIETCH, fi Soothern 

Catlfornla Edison Co 9pp 18397 314 24X Fiche 90-361,83/04/27, 

8309060683 


8309060694 Amends 10 ti 6 to Licenses NPF-10 S< NPF-19, r eipec 1 1 ve ly, 

modifying emergency preparedness license conditions Imposed 
by ASLAB 830304 deeieion. 

EIBENHUT, D 0 Division of Licensing 83/04/27 4pp 18397 318 
24X Fiche 90-361,83/04/27,8309060683 


•—8309060703 Notice of issuance I, availability of Amends 18 t, 6 to 
Licanses NPF~10 fc NPF-19, raspectlve ly. 

• NRC - No Dstalled Affiliation Given 83/04/27 Ip 18397 322 
24X Ftcha 90-361,83/04/27,8309060683 


8309110034 Generic Ltr 83-31 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENHUT, D 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc 16pp 18340 095 34X 

Fiche 90-000,83/03/1 1,8309110034 


8309260242 Forwards IE Safeguards Insp Repts 50-206/83-11,90-361/83-20 
it 90-362/83-18 on 830425-29 No noncomp 1 lance noted Details 
withheld (ref 10CFR7321) 

NORDERHAUO. L R Region 9, Office of Director 83/05/12 PAPAY, L T 
Southern California Edison Co 2pp 18999 332 34X 

Fiche 90-206,83/09/12,8309260242 


0309170471 Responds to Generic Ltr 82-33 ( NUREO-0737, Supp 1 11 re 
emergency response capability requirements Progress In areas 
of safety parameter display sys, detailed control room design 
reviews & emergency response facilities summarized 

BASKIN, K P Southern California Edison Co 83/05/13 EieENHUT,0 0 
Office of Nuclear Reactor Regulation, Director Spp 18470 077 
24X Fiche 50-361,83/09/13,0309170471 


O Adjudicatory correspondence 


B309100199 Discusses Memorandum 6 Order CUI-S3-10 re arrangements 
required under regulations for medical svc for contaminated- 
injured individuals No further evidentiary hearing required 
CHANDLER, L J Office of the Executive Legal Director 83/04/23 

SRONN, R F California, Unlv of, San Francisco Ip 18374 199 

24X Fiche 90-361,93/04/29,8309100199 


0305100220 Advises that no further evidentiary hearing required to 
determine compliance w/Coniffli ssion regulations re medical 
Bvcs for contaminatad injured individuals Issue can be 
resolved on basis oP written submission 

CHANDLERiL J Hearings Division 83/04/25 NESBITT.W Affiliation 
Unknown Ip 18373 319 24X Fiche 90-361,93/04/29,8309100220 


8309190195 Proposed findings of fact 6 conclusions of law Declaration 
of Svc end 

PIOOTT.D fl Southern California Edison Co PIOOTT.D R Orrlck, 
Herrington «, Sutcliffe 83/09/16 Spp 18900 001 24X 

Plche’ 90-361 > 83/09/1 6, B309I90199 


8309190212 Motion to augment record to Include various revised county 
emergency plans 6 other documents re emergency planning 
Decisions should reflect current Info Declaration of Svc 
enc 1 

PIOOTTi D R Southern California Edison Co PIGOTT, D R Orrlck, 
Herrington h Sutcliffe 83/05/16 Atomic Safety and Licensing 
Board Panel 33pp 1B902 146 24X Fiche 50-361,83/09/16, 

3309190212 


B309190292 Position re Commission 830409 Memorandum t, Order CLl-03-10 
on offsite medical svcs Util provided necessary level of 
medical svcs for general public Declaration of Svc end 
PIQQTT, D R Southern California Edison Co 03/09/16 9pp 
18301 2B4 24X Fiche 90-361,83/09/16,8309190292 


0309240922 Order extending time until 830607 for Commission to act to 
review petitions for review of ALAB-717 

CHILKtS J Office of the Secretary of the Commission 83/09/20 
Commissioners Ip 18371 118 24X Flcha 90-361,83/09/20, 

8309240922 


H General correspondence 


8309090024 Add 1 response to FOIA request for documents re 821130 
special Insp rept Forwards App A documents Portions of 
Documents 1 6 2 in App n withheld Cref FDIA Exemption 6). 
Documents 364 withheld (ref FOIA Exemption 7) 

FELTON, J M Division of Rules and Records 83/03/21 GARDE, B 
Government Accountability Project 4pp IB38I 198 24X 

Fl c h t ' 90-206, 83/03/2 1 , 8309090024 


8309120170 Advises that organl latlonal change shifted responsibility 
for nuclear matters from engineering dlv to power supply 
dlv JG Holcombe replaces GO Cotton as representative 
euthorlked to sign NRC licensing documents 

HOLCOMBE, J C. San Diego Gas t, Electric Co B3/09/06 EISENHUT, D 0 
Division of Licensing Ip 18427 156 24X Fiche 90-206,83/09/06, 

8309120178 
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B3050i0&93 ForuiardS 18 t. t to LicensBS NPF-10 Z< MPF-13, 

roipBctivelu fc notlci ot Itsuancs b avadlabilltv Amends 
nod i P<| envpgentv praparadoBss license conditions Imposed bg 
ASLAB 830304 decision 

KNICHTON. 0 M Llceniing Branch 3 03/04/27 DIETCH, R Southern 

CallFarnla Edison Co CQTTONj O 0 • BERNATH, L San Diego das fc 

Electric Co 9pp 18397 314 SAX Fiche 90-36 1 , 83/04/27, 8309060&B3 


— 83090&0494 Amends 18 * 6 to Licenses NPF-10 It NPF-19. respec 1 1 ve 1 g, 
modifying emergeneg preparedness license conditions imposed 
bg ABLAD 830304 decision 

EIBENHUT^ D 0 Division of Licensing 83/04/27 4pp 18397 310 
S4X Fich* 90-361. 83/04/27. 8309060683 


— 8309060703 Notice of Issuance & avallabilltg of Amends iS 6 6 to 
Licenses NPF-IO it NPF-1 3. respec 1 1 velg 

* MAC ' No Detailed AfflUation Oiven B3/04/27 Ip 183S7 322 
24X Flche 50-361.83/04/27.8309060693 


8305020499 Generic Ltr 83-1? to all pouer reactor & testing licensees 
re neu procedures for providing public notice concerning 
issuance of amends to OLi Bve list end 

ElBENHUT. DO Dl v 1 s 1 on o f LI c e ns ing B3/09/02 Consolidated 

Edison Co of Nau Vort. Inc 90pp 18441 120 24X 

Flche- 90-000. 83/03/02, 8305080495 


8309040383 Board Notification 83-037- foriuards differing prof opinions 
re igs interaction & safety classification Info relates to 
Board Nott f Icati oni 83-17 6 83-44 re Unresolved Safetg Issue 
A-17 

EISENHUr. D 0 Division of Licensing. 83/09/04 PALLADINO, M 
Commissioners 22pp. 18337 139 24X Flche 90-000,83/09/04, 

8309040323 


S3O517022? Forwards Amends I? L 7 to Licenses MPF-10 fc NPF-19, 
respectively, safety evaluation S. notice of issuance tt 
availability. Amends modify Tech Specs re radioactive liquid 
effluents it effluent monitoring Instrumentation 

KNIOHTON.GH Licensing Branch 3, B3/09/04 DIETCH. R. Southern 

California Edison Co CATTON. 0 D . BERNATH. L San Oiego Oai t< 
Electric Co 3pp 18476 349 24X Flche 90-361,83/09/04.8309170229 


—8309170233 Amends 17 1. 9 to Licenses KtPF-lO S< NPF-19, respectively, 
modifying Tech Specs re radioactive liquid effluents St 
effluent monitoring Instrumentation to add steam generator 
bloudoun pass line at alternative release path 

EISENHUT, DO Division of Licensing 63/04/2? lOpp 18476 352 
24X Fiche 90-361.63/09/04,830517022? 


— B3D9170234 Safety evaluation supporting Amends 17 1< 9 to Licenses 
NPF-IO «t NPF-i9, respectively 

• Office of Nuclear Reactor Regulation. Director B3/04/29 8pp 
18476362 24X Flche 90-361,83/09/04,830917022? 


—8309170236 Notice of Issuance t< availability of Amends 17 li 5 to 
Licanias NPF-10 tt NPF-1 9. respect ively 

KNtOHTON.O.M Licensing Branch 3 83/04/2? 2pp 18477 008 

24X Flche 90-361.83/09/04.8309170229 


8309070699 Generic Ltr 83-20 to all operating reactor licensees b 
holder* O'f CPs re Integrated scheduling fo.r Implementation 
of plant mods Sve list enc 1 

EISENHUT. 0 G Division of Licensing 03/09/09 Consolidated 
Edison Co of Nsu York. Inc 16pp. 16627 fS3 24X 

Flcht 90-000. 83/09/09, 0309090699 


8309260122 Comments on 830106 proposal to delete Integral test of core 
protection calculator functional capability from natural 
circulation test Alternate demons trat 1 on of functional 
capability requested. 

NOVAK, r M Asilstant Director for Licensing 83/09/12 DIETCH, H 
Southern California Edison Co HOLCOMBE, J C San, Diego Gas it 
Electric Co 6pp 18647 099 24X Fi c h o' 90-361 . 83/09/ 1 2, 63092601 22 


8309I9OO2B Responds to Generic Ltr 83-lOA re resolution of TMI Item 
II H 3,9, “Autometlc Trip of Reactor Coelant Pumps '' Util, 
as member of C-E Owners Group, has chosen "trip tuio. leave 
tuo" strategy to rtsolva Item 

BASKIN. K.P Southern California Edison Co. 83/09/13 KNIGHTON, 0 H 
Llcenelng Branch 3 2pp 18902.03? 24X Flche 90-361.83/05/13. 

8303190028 


6305290209 Board Notification 93-063 transmits memos re status of DHH 
studies for C-E plants, w/enphasi I on need for PORVs In 
current C-E designs. 

NOVAK. T M Assistant Director for Licensing 83/09/18 Atomic 
Safety and Licensing Board Panel 7pp 18627 J07 24X 

Flche 90-000,83/03/18,8309290209 


— 8309250231 Requests that end documents on status of DHR studiei fg,^ 
C-E pJants, w/emphasis on need for PORVs in current C-E 
designs, be provided to ASLB b A8LA8 

HATT80N.R. J Division of Systems Integration (post 811009) 
83/04/28 EISENHUT, D 0 Division of Licensing Ip 18627 i |3 
24X Fiche 50-000, 03/09/ 1 8, 8305290209 


— 8309290228 Responds to Commission 030404 request that study of neiy , 
controlled depreisurlsatlon capability in C-E plants be *'■ 

accelerated b that ACR8 viius be solicited on istua prior to 
reporting back to Commission Study to be concludid 830630 
DIRCKB, N J. Office of the Eiecutlve Director for Operatliins 
83/04/29 CHILK, B J Office of the Secretary of the Cammlsiien 
ip. 18627. 119 24X Fiche 90-000,83/09/18, 8309290209 


8305240498 Foruards status of environ qualification of electrical 
equipment per 10CFR90 49(g> All equipment. except autlllary 
feedueter pump motore, meate NUREO-0988 guidelines for 
Category II plant 

BASKIN, K P Southern California Edison Co 83/09/20 KNlOHTON.Bw 
Licensing Branch 3 9pp 18949 206 24X Flche. 90-361.83/09/20, 

8309240498 


O Inspection reports, IE Bulletin* b correspondence 


8212060365 IE Info Notice 83-i4< ''Deuatared Spent Ion Exchange Rttln 
Sueceptlb i 1 ity to Exoithermlc Chemical Reaction." 9vc liit 
end. 

TAYLOR, J M Division Of Safeguards b Inspection Prograne (Post 
830103] 83/03/21 Consolidated Edison Co of Neu York. Inc 

Iiapp 18308 319 24X Flche 90-000,83/03/21,8212060389 


8309030079 Comments on Mgt Analysis Co 030404 visit to Region V re 
recent Itcenea* regulatory performance b c ircumitancee vhlch 
led to proposed issuance of civil penalties against util 
CREHBiV L Olvlilon of Resident, Reactor Project b Engineering 
Program* 83/04/13 Division of Resident, Raactor Project b 
Engineering Program* Ip 18300 178 24X Flche. 90-361, 83/04/13, 

8309030079 


8309170417 Foriuard* IE Imp Repti 90-361/83-13 b 90-362/83-12 on 
830312-29 b notice of violation 

BISHOP.T N Region 9. Office of Director 63/04/14. PAPAY.L T 
Southern California Edison Co 2pp 18469 293 24X 

Fiche 90-361, 83/04/14, 8309170417. 


— 8309170421 IE Insp Repti 90-361/83-13 b 90-362/03-12 on 830312-29 
Noncompliance noted' failure to rept reactor trip breaker 
Inoperability b to Implement vendor sve bulletin info. 

STERNBERG, D M , KIR8CH, D, F . CHAFFEE, A E Region 9, Office of 
Director 83/04/13 2Spp 16469.298 24X Flche 90-361.83/04/14. 

8309170417. 


0305170474 Forwards IE Imp Repts 90-361/83-12 b 90-362/83-11 on 
830221-0329 No noncomp 1 lance noted 

BieHOP.T H Region 3, Office of Director 83/04/14 PAPAY.L T. 
Bouthern Celifornla Edison Co 2pp 18470 086 24X 

Flche 50-361,83/04/14,0309170474 


—83 05170400 IE Insp Repts 90-361/03-12 b 90-362/03-11 on 830221-0383 H« 
noncompl lane e noted, Major areas Impacted operational safety 
verl fleet ion. month tg survei 1 lance, LER revlau b Independent 
ln*P effort 

PATE,fi J . MENDONCA, M M , O'BRIEN, J P. Region 9, Office of 
Director 83/04/14 4pp 10470 000 24X Flche. 90-361, 03/04/14, 

8309170474 


8303040021 IE Info Notice 03-21, "Defsctlva Emergency Use Respirator ’ 
6vc list cncl 

JORDAN.E L, Division of Emergency Preparedness b Engineering 
Reeppmi (Post 0301031 83/04/19 Consolidated Edison Co of Neu 

York, Inc t26pp 10439 193 24 X Flche 90-000,83/04/19.8303040021 


8305170319 Forwards IE Imp Repts 90-361/83-14 b 90-362/03-14 on 
830321-30 b notice of violation, 

SCARANOiR A. Division of Radiological Rafetg b Safeguerde Progrea 
83/04/18 PAPAY.L T, Southern California Edison Co 2pp 
18467 260 24X Fiche 90-361,63/04/18,0309170919 


— 8309170921 Notice of violation from insp on 030321-30 

MENSLAWSKIjF a Region 9, Office of Director, 83/04/18. 2pf 
18467 262 24X Flche 90-361,03/04/18,8309170919 


—8309170530 IE Intp Repts 90-361/03-14 b 90-362/83-14 on 030321-30' 
Noncomplianca noted failure to perform surveye, Inform 
workers b properly monitor liquid radioactive affluent 

r clsas* 

YUHA8,G. P , WEN8LAWaKI,F A < BOOK, H, E, Region 9. Office o# 

Director 83/04/14 lOpp 18467 264 24 X Flche ' 90-3blr 83/04/16. 

8309170919 
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Q303040023 IE Info Notlc# 83-22. "BWR Safety /Re 1 i ef Valve Failures " 
Sv< llmt encl 

i/OROAHtE L Dlvlslen of Emergency Preparedness «< Engineering 
RatjiOnBe (Pott 830J03) 83/04/22 Consolidated Edison Co of Neu 

York, Inc llSpp 18303 089 24XFichB 50-000,03/04/22,0303040023 


8303040025 IE Infa Notice 03-23. “Inoperable Containment Atmosphere 
Sanilng Sys * Svc list end 

JOAOANi E L Oivleton of Emergency Preparedness & Engineering 
Raspontt (Poet 830103) 03/04/25 Consolidated Edison Co of Neui 

York. Inc I19pp 10381 291 24X Flche 50-000,83/04/25,8303040025 


8305170399 Foryerds IE Insp Repts 50-361/83-10 & 50-362/03-16 on 
030404-08. No none amp 1 lance noted 

eiBKOPiT H Region 5, Office of Director 03/04/26 PAPAV, L T 
Southern Cillfernla Edison Co 2pp 1B466 098 24X 

FCdie 80-361.83/04/26,0305170359 


—8303170361 IE Insp Repts 50-361/03-18 & 50-363/83-16 on 830404-00 No 
noncomp 1 laneo noted. Major areas inspected corrective 6 
provontatlve mint programs. 

ECKHARDTiJ H . KIR8CH, D F Region 5, Qfflca of Director 
83/04/23 4pp. 10466-100 24X Flche 50-361,83/04/26,8305170359 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Bteem Oinerators at PURs " sve list end 

sKMDAN.E.L, Division of Emergency Preparedness It Engineering 
Raiponie (Past 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc. U5pp 18382 047 24X Flche 50-000,83/04/20,8303040026 


8303040027 IE Info Notice 83-25, “Standby Oas Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment “ Svc list end 
.KmOAH.E.l.. Division of Emergency Preparedness *, Engineering 
Raapanae (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc. llSpp 18382 165 24X Flche 50-000,83/04/28,8303040027 


e3O3O4(X>20 IE Info Notice 83-26, "Failure of Saf ety/Rol ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
OQftDANi E L Division of Emergency Preparedness & Engineering 
Heiponie (Post 630103) 83/05/03 Consolidated Edison Ca of Neu 

York, Inc. 188PP 18441 170 24X Flche 50-000,83/05/03,8303040028 


8 Reportable occurrences, LERs t, related correspondence 


0305060448 Foruards revised LER 83-005/01 X~1 

RAV, H B Southern California Edison Co 83/03/31 ENOELKEN.R H 
Region S, Office of Director 2pp 18343 135 24X 

Flche 50-362,03/03/31,8305060440 


— 0309060450 Revised LER 83-008/01X-1 on 030222, observed loose snubbers 
b hangers associatad u/tuo sampling valves (3HV5O0 b 3HVS17) 
of RCS Caused by removal for matnt performed on associated 
components Snubbers reconnected 

RAYiH D Southern California Edison Co 03/03/31 Region 5, 
Office of Director 3pp 10343 137 24X Flche 50-362,03/03/31, 

0305060448 


8305030360 RD high steam generator differential pressure trip function 
operability requirements eiceeded for Modes 1,2 b 3 
Setpoints ulll be corrected before reentry into Mode 3 b 
ylll be reported In LER by 830505 

RAY, H a Southern California Edison Co 83/04/22 MARTIN. J B 
Region 5, Office of Director 2pp 10291 361 24X 

Flche 50-361, 03/04/22,8305030360. 


8305020103 PNO-V-83-010 on 030421, util received Itr from C-E Informing 
of error in equivalent voltages corresponding to setpoints 
associated w/steam generator high delta pressure trip 
function Corrective action being developed 
fllSHOP.T W Region 5. Office of Director 03/04/25 Ip 
18277 299 24X Flche 50-361,03/04/25,0305020103 


0305180790 Foruards 8ER on reactor trip breakers Licensee proposed 
actions provide acceptable basis for restart b operation 
ErSENHOT.DO Dlvl slon of Licensing 03/03/02 DIETCH.R Southern 
California Edison Co COTTON, 0 D . DERKATH, L San Diego Oas b 
Electric Co 3pp 18505 001 24X Flche 90-361,83/05/02,0305100790 


— 0305180004 9ER lifting restrictions on exceeding power documented In 
confirmation of action Itrs dtd 830311 b 0429 based on 
corrective actions re reactor trip breaker failure 
a Office of Nuclear Reactor Regulation, Director 03/04/30 
9@pp 18505 004 24X Flche 50-361,03/05/02,0305100790 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Cencarnlng Deliberate Acts Directed Against Plant 
Equipment." Svc list end 

./ORDAlf, E L. Division of Emergency Preparedness b Engineering 
Retgonee (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc 112pp 18382 282 24X Flche 50-000,83/05/04,8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
RacomAandatlons for Oeneral Emergencies " Svc list end 
^X)RDAN, E. L. Division of Emergency Preparedness b Engineering 
Respenee (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

Vork. Inc. l!9pp 18441 001 24]( Flche, 50-000, 03/05/04, 0303040031 


B30S160047 Forwards LER B3-035/03L-0 

RAV, H B Southern California Edison Co 83/05/03 MARTIN, J D 
Region 9, Office of Director 2pp 10493 020 24X 

Flche 50-362,83/05/03,0305160047 


—8309160051 LER 03-O35/O3L-O on 830404, fire spray sys spuriously 
actuated Fire detectors inoperable Cause unknown 
Compensatory measures remained In place until fire spray sys 
returned to sve on 030416. 

RAY, H B Southern Catlfornta Edison Co 83/05/03 Region 5. 
Office of Director Ip 10453 022 a4X Flche 80-362,03/05/03, 
8305160047 


8303040033 IE Info Notice 03-29, “Fuel Binding Caused by Fuel Rack 
Oef«rnatlon. " Svc list end 

VORDANiE.L.. Division of Emergency Preparedness b Englnitrlng 
Respenee (Pest 030103) 83/05/06 Consolidated Edison Co of Nsu 

York. Inc. ItSpp. 10523 248 24X Flche 50-000,83/05/06,8303040033 


B3C3040O34 IE Info Notice 83-30, “Misapplication of Oenerlc Emergency 
Operating Procedures (EOP) Guidelines “ Svc list end 
OOROAN, E.L. Division of Emergency Preparedness b Engineering 
Response (Pest 630103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc. 114pp 18524003 24X Flche 50-000, 83/05/11 , 0303040034 


6309260242 Forwards IE Bsfsguards Insp Repts 50-206/03-11,50-361/83-20 
b 90-3'62/a3-18 on 830425-29 No noncompliance noted Details 
withheld (ref 10CFR73 21). 

NORDERHAUO. L R. Rig Ion 5, Office of Director 83/05/12 PAPAY, L T 
0eirthern California Edison Co 2pp 18599.322. 24X 

FJehe* 90-206, 83/05/12, 0305260242, 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program “ 
Svc 1 1st end 

JORDAN, E L. Division of Emirgcncy Praparedness b Engineering 
Response (Pest 830103) 83/05/19 Consolidated Edison Co of New 

Vork. Ine ll4pp. 10697' 009. 24X Flche 90-000,83/05/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaislnated Oil " svc list end, 

vfOROANi E L. Division of Emergsney Preparedness b Engineering 
Respenee (Post 830103), 83/05/26 Consolidated Edison Co. of New 

York. Ine. 114pp ia647'007 24X Flche. 50-000, 83/05/26, 8303040046. 


R Periodic epepetlng reports b related correepondence 


8304190372 Monthly operating repts for Feb 1983, 

MAYWEATHER.L Southern California Edison Co 83/03/15. llpp 
17981 359 24X Ficht. 50-361, 83/03/15, 8304150368 


8305160110 Forwards LER a3-033/03L-0 

RAY, H B. Southern California Edison Co 03/05/03 MARTIN, J B 
Region 5, Office of Director 2pp 16450 093 24X 

Flche 50-362,83/05/03,8305160110 


—8309160115 LER 03-O33/O3L-O on 030331, fire spray sys that protects 
control bldg cable riser elevator 30 ft spuriously 
activated Cause unidentified Corrective action re proper 
resetting technique to be provided to personnel 
RAY, H B aouthern California Edison Co 03/05/03 Region 5, 
Office of Director Ip 10450 095 24X Flche 50-362,03/05/03, 

8305160110 


8305160120 Forwards LER e3-036/03L-0 

RAV, H fl Bouthern California Edison Co 83/05/03 MARTIN, J B 
Region 5, Office of Director 2pp 18440 143 24X 

Flche 50-362,03/05/03,6305160120 


— 8309160125 LER B3-036/03L-0 an B3030S b 0401. early warning fire 
detectore in lones 41 b 6, respect ivel y, found Inoperable 
Cause unknown. Detector Inoperability under evaluation 
RAY, H 8 Southern California Edison Co 03/05/03 Region 5, 
Office of Director Ip 10440 145 24X Flche 50-362,83/05/03, 

0305160120 


0305160055 Forwards LERs B3-037/01T-0 for Units 1 b 2 

RAY,H B Southern California Edison Co 83/05/05, MARTIN, J B. 
Region S, Office of Director 2pp 19491 047 24X 

Flche 90-361,63/09/09,0309160095 


—0305160101 LER 83-037/OIT-0 on 030421, high steam generator differential 
pressure setpoint used in PPS emergency feedwater sys logic 
circuitry resulted in actual trip setpoint 300 psid higher ' 
than assumed In P8AR Caused by voltage conversion error 
RAY, H B Southern California Edison Co 83/09/05 Region 9, 
Office of Director 2pp 18491 091 24X Flche 90-361,83/09/09, 

8309160099 
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6309170379 Confirms no sa f 9 ty — t e la teif applications of Integral 
tintf arvo I tafle trip devices esist otAer tfiati in reactor trip 
stel tchg edTi in response to NRC rei^iiest for Info re 63 041S 
reactor trip breaker rept 

BABUm.K P Soutflern California Edison Co B3/03/i3 HNIOHTON. 0 U 
Licensing Branch 3 Ip 16469 336 347 Flche S0-361i 63/05/ 13. 

6305170379 


9305270157 LER 83-036/03L-0 on 930420. P o s s 1 b 1 e problems Ih source Insp. 
mfg U configuration control of reactor trip circuit breaker 
supplier identified in 94 audit Caused by Inadequate 
supplier OA program For subcontractors ld/B30320 Itr 
HAY. M B Bouthern CallFornla Edison Co fl3/05/30 MARTIN. J B 
Regldn S> Office of Director 3pp 19636 067 24X 

Ficbe 30-362,63/03/20.9305270157 


DOCKET 30-364 JOSEPH M FARLEY MUCLEAH PLANT, OMIT 2 


F Security, medical, emergency U fire protection plans 


63DS060616 Releases public version of revised sve bldg telephone 
directory 

FELTON. J N Division of Pules and Retards 83/04/36 Document 
Management Branch Ip 1933? 116 24!( Flche 50-346,83/04/26. 

8309060616 


—9303060621 Fortuards public version of revised sve bldg telephone 
directory to be filed tu/Admln 1 s trat 1 ve Procedure 
FHP-O-EIP-B 

HUDSPETH. J B Alabama Power Co 83/04/03 Office of Nuclear 
Reactor Regulation. Director 2p p 19339 117 24X 

Flche 50-349, 83/04/26, 9303060616 


— 930S060626 Public version of revised sve bldg telephone directory 
* Alabama Posjer Co 93/03/17 66pp IB359 119 24X 

Flche 30-348, 83/04/26. B30S06D616 


6303110034 Generic Ltr 33-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for 1 au enforcement visits 
Sve list encl 

EISENHUT.D 0 Division of Licensing 03/03/11 Consolidated 

Edison Co of New Vorlii Inc 16pp 16340 095 24X 

Flche 30-000. B3/03/1 1.83031 10034 


P Operating license stage documents S. correspondence 


8303020436 Advises of active negotiation u/OQE on agreement for 
disposal of spent nuclear fuel !i/or high level raduiast* per 
Seneric Ltr 83-07 Comments on draft std disposal contract L 
proposed disposal rulemaking encl 

CLAYTON. F L Alabama Power Co 63/04/23 VARGA, 6 A Office cf 
Nuclear Roactor Regulation, Director 12pp 18262 347 34X 

Flche 50-348, B3/04/29, 9305020496 


8303170639 Forwards supplemental BER input re turbine valve testing 
Interval between periodic turbine valve tests can be 
Increased from weekly to monthly on Interim basis, pending 
estab 1 1 shment of new probabilistic turbine missile position 
VARGA, 3 A Operating Reactors Branch I 03/04/29 CLAYTON. f L 
Alabama Power Co 9pp 19401 063 24X Flche 30-364.83/04/29. 

6305170699 


B3D5D20453 Generic Ltr 83-19 to all power reactor ti testing llctnsifi 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list encl 

eiBENHUT, 0 G Division of Licensing 83/03/02 Cons d 11 dated 
Edison Co of New York, Inc sOpp IB441 120 24X 

Flche 50-000,83/05/02,9303020433 


6303110308 Application for amend to OLs revising Tech Specs 3/4 8 2 3, 
3/4 9 2 4 1. 3/4 6 2 3 to Increase confidence of battery 
operability Sf provide time to correct battery eonditians 
CLAYTON, F U Alabama Power Co 83/05/03 VAflOA. 8 A Office of 

Nuclear Reactor Regulation. Director Spp 18393 198 24X 

Flche 50-346.63/03/03,8303110300 


— S3031I03I1 Proposed changes to Tech Specs 3/4 8 2 3.3/4 0 2 4 li 
3/4 625 increasing confidence of battery operability & 
providing time to correct certain battery conditions w/o 
undue plant shutdown 

ff Alabama Power Co 83/03/03 19pp 10393 203 24X 

Flche SD-34B, 93/03/03, 8303110308 


9303090659 Generic Ltr 63~20 to all operating reactor licensees ti 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Bve list encl 

EieENHUT. D 0 Division of Licensing 63/03/09, Consolidated 
Edison Co of New York. Inc 16pp 18627 153 24X 

FiChe 30-000,03/05/09,8303090639 


8305240191 Forwards Rev 6 to security plan Rev establishes upper limit 
of 120 days on interim c learance, p or Varga 830105 ltr Rev 
withheld Ircf 10CFR2 7901 

CLAVTOfJ. F L Alabama Power Co 83/05/12 □ 'REILLY, J P Region 2. 

Office of Director Jp 18349 03J 34X Fiche 30-349,03/03/12, 

8303240191 


8303240440 Advises that operator training program procedures re ntlural 
circulation cooldown IGenerlc Ltr 81-2i)ibased on 
Meetinghouse Gwners Oroup gul de 1 Ines. uil 1 1 be Incorporated by 
93D61S Training uiitl be completed by 030319 

CLAYTON, F L Alabame Power Co 83/09/10 VARGA, 8 A Office it 
Nuclear Reactor Regulation, Director 2pp 18373 131 24X 

Flche 30-340,83/03/18,8303240440 


8303230285 Forwards response to 830204 SERs * NRC 830412 Itr re environ 
qualifdcatldn of safety-related electrical equipment Util 
plans to address remaining outstanding action items 
inc luded 

CLAYTON, F L Alabama Power Co 83/03/20 VAROA. S A Office of 
Nuclear Reactor Regulation. Director IIB p 18696 231 24X 

Fich e 30-34B, 83/09/20, 0303230233 


B30323039I Responds to NRC request to evaluate adding DCS cold leg 
temp Indication I, source range neutron monitor to hot 
shutdown panels per lOCFRSO.App R Addition af RCS 
appropriate mod Source range neutron monitor too costly 
CLAYTON. F L Alabama Power Co 83/09/20 VARGA, S A Office of 
Nuclear Reactor Reoulatlon. Director Spp 18985337 34X 

Flche 30-349.83/03/20,0303230391 


G Inspection reports, IE Bulletins ti correspondence 


8212060383 IE Info Notice 83-14, "Dewatered Spent Ion Ekcliinge Retin 
Busc epfclb 1 1 i ty to Exothermic Chemical Reaction " Sve list 
sne I 

TAYLOR. J M Division df Safeguards (< Inspection Programi IPost 
8301031 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 19308 319 24 X Flche 30-000,83/03/21,8212060383 


8305270358 Forwards IE Inep Repts 50-348/03-10 t< 50-364/83-00 on 
630216-0309 No none omp 1 1 anc e noted 

VERRELLI, D M Division of Project & Resident Programs 83/03/38 

HCDONALD, R P Alabama Power Co 2pp 18642 096 24X 

Fiche, 50-349, 83/03/30, 8305270330 


I Financial information 


8305240401 Forwards Annual Financial Rept 1982 U related financial info 
to Satisfy retrospective premium guarantee required under 
Pr Icr-Andersen Act 

BQHCEN, T J Alabama Power Co 83/03/20 SALTZMAN, J Antitrust tc 
Economic analysis Branch CUtlllty Finance) 16pp 18372 113 24X 

Fiche 50-349,93/03/20.8305240481 


— 0309240484 Annual Financial Rept 1982 

FARLEY, J M Alabama Power Co 83/03/04 40pp 19572 129 24X 

Flche 50-348.83/05/20.8309240481 


J Insurance fc Indemnity information 


0303040180 Forwards Endorsements 32 t. 43 to NELIA Policy NF-238 t. 
MAELU Policy MF-93, respect Ively 

DUCK, J R Marsh t, McLennan. Inc 83/04/28 SALT7MAN, U Assistant 
Director for State I, Licensee Relations 3pp 18324 034 24X 

Fiche 30-348. 83/04/28.8305040180, 


— 8303270370 IE Insp Repts 50-348/83-10 N 30-364/83-00 on B3O216-0J05 N» 
noncompl iance noted Major areas Inspected monthly maint i, 
surve 1 llance. operat lonal safety. Independent Insp effort, 
refueling & IE Bulletin 82-04 followup 

BRADFORD. LI H , RULAND. U H Region 2, Office of Director 
CANTRELL, F B Division of Project A Resident Programs 83/03/29 

0pp 18642 090 24X Flche. 30-348, 83/03/30. 0303270338 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ’ 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post S3D103) 83/04/19 Consolidated Edison Co of Nie 

York, Inc 126pp 10433 155 24X Flche 30-000,83/04/13,0303040021 


8303040023 IE Info Nbtlce 83-22, "BWR Saf ety/Rel ief Valve Failures " 
Sve list encl 

vfORDAN.E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/04/22 Consolidated Edison Co of Niir 

York, Inc ll2pp 18383 089 24X Flche 30-000,83/04/22.8303040023 



DOCKETED ITEMS 


263 


£303040025 IE Infn Notice 03-23. "Inoperable Containment Atmosphere 
9*n«lnt Sys *' Sve list end 

■JORDAN. E L Division ot Emergoneij Preparedness i Enylneerlny 
Response (Post 830103) 03/04/25 Consolidated Edison Co of Neu 

Yorlcj Inc 1I?PP 10381 291 24X Fiche 50-000. 83/04/29> B303040025 


030304002(6 IE Info Notice 83-24. “Loose Parts In Secondarij Side of 
Staerni Oenerators at PURs “ Svc list and 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Responie (Pest 830103). 03/04/28 Consolidated Edison Co of Neu 

Vortj Inc liOpp 10302 047 24X Fiche 50-000.03/04/28.8303040026 


0303040027 IE Info Notice 83-25. “Standby Oas Treatment S(^s Heater High 
Temp Trip SetpO’int Adjustment ” Svc list end 
JOflOANi E U Division of Emergency Preparedness ti Engineering 
Reapansa (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

Vorlt. Inc tlBpp 18302 165 84X Fiche 50-000.83/04/28.8303040027 


8303040028 IE Info Notice 83-26. “Failure of Safety /Re I ief Valve 
Discharge Lina Vacuum Breakers “ 8vc list end 
JORDANtE L Division of Emergency Preparedness tt Engineering 
Raspense (Post 830103) 03/05/03 Consolidated Edison Co of Neu 

York. Inc t22pp. 10441 170 24X Fiche 50-000.83/05/03.0303040020 


8303040030 IE Info Notice 83-27. “Operational Response to Events 
Ccncarnlng Oaiibsrate Acts Directed Against Plant 
E<iulpeiant ** Sve list end 

JORDAN.E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc li2pp. 18302 282 24X Fiche 50-000.03/05/04.8303040030 


8303040031 IE Info Notice 83-28. "Criteria for Protective Action 
RecommendafetQns for General Emergencies " Svc list end 
JORDANcE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc Il9pp 18441 001 24X Fiche 50-000.83/05/04.8303040031 


0303040033 IE Info Notice 83-29) "Fuel Binding Caused by Fuel Rack 
Oefometion " Sve list end 

JORDAN. E L. Division Of Emergency Preparedness t< Engineering 
Raeponse (Post 830103). 83/05/06 Consolidated Edison Co. of Neu 

York. Inc 115pp. 10523 240 84X Fiche 50-000. 03/05/0*. 0303040033 


B3031&0D94 Olscuitts actions taken to identify t< resolve potential 
DS-416 reactor trip breaker problems per IE 'Bulletin 83-01 
Schedule. u/fina 1 1 I ed implementation dates. to be submitted by 
830931 Emergency operating procedures end 

CLAYTON. F L Alabama Power Co 83/05/10 VARGA. S A Office of 
Nuclear Reactor Regulation. Director 7pp 10450 20* 24X 

Flehe 50-340.83/05/10.8305160094 


•83091*0100 Rev 6 to Emergency Operating Procedure FNP-l-EOP-9 0. 
"Reactor Trip. •' 

• Alabama f»Duep Co 83/05/09 *pp 18450 213 24X 

Flehe 50-348.83/05/10.0305160094 


— 83091*0107 Rev 6 to Emergency Operating Procedure FNP-i-EOP-19 0. 
"Anticipated Transients W/o Trip (ATWT) " 
e Alahana power Co 83/05/10 spp 18450 219 24X 

FI c h I. 50-348. 03/05/ 1 0. 83051 60094 


8303040034 IE Info Notice 83-30. “Mlsapp I ieatlon of Generic Emergency 
aperatlng Procedures (EOP) Guidelines “ Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Rteponse (Poet 030103) 83/05/11 Consolidated Edison Co of Neu 

York. iJic 114pp 10524 003 84X Flehe’ 50-000. 83/06/1 1. 8303040034 


B30304004Q IE Info Notice 83-31. “Error In ADLPIPE Computer Program, “ 
Svc list end. 

>X)RDAN) E L Division of Emergency Preparedness * Engineering 
Response (Post 030103), 03/05/19 Consolidated Edison Co of New 

York. Inc Il4pp 18697009 84X Fiche 50-000.03/05/19.8303040040 


B30304D046 IE Info Notice 03-33. "Nonrepresenta t 1 ve Sampling of 
Contemlnated oil " ave list end 

JORDAN. S.L. Division of Emergency Preparedness I. Engineering 
Rteponse (Post 030103) 03/05/2* Consolidated Edison Co of Neu 

York. Inc *14pp. 18647 007 24X Fiche. 50-000. 03/05/2*. 8303040046 


R Periodic operating reports & related correspondence 


9305200337 Forwards monthly operating rept for Apr 1903 

Cl.AYrON.F. L Alabama Power Co. 83/05/12 Division of Data 
Automation h lianagament Information 2pp 10510.096, 24X 

Fiche: 30-3*4. 83/05/12. 0305200357 


—830^5200362 Monthly operating rept for Apr 1983 

HAIRSTON. H 0, Alabama Power Co, 03/05/02 4pp 10518 098 24X 

Flehe 50-3*4. 83/05/12. 0305200337 


03OS2OOS79 Forwards monthly status of licensing 1 terns. re(iuiring NRC 
approval, identified In 0301 13 Itr 

CLAYTON. F L Alabama Power Co 03/05/13 VARGA. S A Office of 

Nuclear Reactor Regulation. Director 6pp 18514 114 24X 
Fiche 50-348.83/05/13,8305200379 


S Reportable occurrences. LERs (< related correspondence 


8305110427 Part 21 h deficiency repts re mlsoperatlon of D6-4t6 reactor 
trip undervoltago devices Initially reported on 030420 
Attachments will be replaced u/deyices w/uidened grooves 
to aecomirodate new retaining rings Mfg drawings revised 
RAHE. E P Hestlnghouse Electric Corp 83/04/21 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement Spp 
10405 099 24X Fiche 50-000.83/04/21,8309110427 


8305030580 Forwards LER 83-O10/O3L-O 

CLAYTON, F L Alabama Power Co 83/04/22 Region 2. Office of 
Director Ip 10305 350 24X Fiche 50-364,03/04/22.0305030580 


— 8305030S89 LEr B3-O10/O3L-O on 830326, prossurl ler heater group 2A 
declared inoperable when heaters failed bo encrglie Caused 
by discharge breaker closing springs t. out of adjustment 
micro switch Switch adjusted ti breaker cycled 

HAIRSTON.H 0 Alabama Power Co 03/04/22 Region 2. Office of 
Direetor Ip 10305 359 24X Fiche 30-364,83/04/22,8305030500 


9305100132 Forwards LER 83-019/03L-0 

CLAVTON.F L Alabama Power Co 03/05/03 Region 8, Office of 
Director Ip 18374 358 24X Flehe 50-364,83/05/03.0305100132 


—830510013? LER e3-0]?/03L-0 on 030404 i> 19, rod control sys declared 
inoperable upon receipt of failure alarm on power cabinet 
2AC Following second occurrence, phase control card S2 
rep laced 

HAIRSTON, W O Alabama Power Co 03/03/03 Region 2. Office of 
Director 2pp 10374 359 24x Fiche 50-361. 83/05/03, 6305100132 


0305110257 Forwards LER 03-O21/O3L-O 

CLAVTON.F L Alabama Power Co 03/05/05 Region 8, Office of 
Director Ip 10393 179 24X Fiche 50-364,03/05/05.0305110257 


—03051102*0 LER 03-021 /03L-0 on 83041 1 , Ins trumen tat ion channel 
associated u/refuel ing water storage tank water level 
Indicator LI-4075A declared inoperable due to low 
Indication Cause not detereilned 

HAIRSTON. H 0 Alaba(na Power Co 03/05/05 Region 2. Office of 
Director Ip 1B393 IBO 24X Fiche 30-364.03/03/05.8305110257 


8305310201 Com(nents on adequacy of current facility 05-416 reactor trip 
brcalcers Breaker configuration modified based on dimensional 
alignment h extensive testing Safe operation not adversely 
Impacted by breakers 

CLAVTON.F L Alabama Power Co 03/05/2* VARGA, 8 A Office of 
Nuclear Reactor Regulation. Director 2pp 10698 157 24X 

Flehe 50-340,83/05/26,8305310201 


DOCKET 50-366 EOHIN I HATCH NUCLEAR PLANT. UNIT 2 


F Security, medical, emergency t. fire protection plans 


8305030609 Releases public version of revised emergency plan 
implementing procedures 

FELTONiJ M Division of Rules and Records 83/04/29 Ddcument 
Management Branch tp. 10309 141 24X Fiche 50-321.03/04/29. 

8305030609 


—8309030637 Forwards public version of revised emergency plan 
Implementing procedures, Inc lud Ing Procedures HNP-4734 re 
general emergency - Savannah River Operations Ofc t. 

HNP-4927 re alert - security force 

NIX.H C Georgia Power Co 83/04/07 Office of Nuclear Reactor 
Regulation, Director Ip 18309 142 24X Fiche 90-321,03/04/29. 

0309030605 


"0309030690 Public version of revised emergency plan implementing 
proced ures, Inc 1 ud Ing Procedures HNP-4734 re general 
emergency - Savannah River Operations & HNP-4S87 re 
alert - security force 

ROOERB. H H , NIX.H Georgia Power Co 63/04/04 SOpp 
10309 143 24X Fiche 90-321,03/04/25.0305030609 


0305040640 Releases public version of revised pages to emergency plan 
FELTON, J M Division of Rules and Records 03/04/25 Document 
Management Branch Ip 1833* 279 24X Fiche 50-321,83/04/25. 

0309040*40 
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"830S0406S4 Forwards public version of revised Pa^es C-3 Ec P-1 to 
emerpencv plan 

DLLIMOER.H H deorala Pouep Co 83/03/31 N«C - No Ortalled 
Affiliation olven ip 18336 276 24X Fiche 30-321.03/04/39. 

8309040648 


— 8303040639 Public version of revised Pages C-3 (< P-l to omsrgencv plan 
» Oeargla power Co 83/OB/2S 2pp 1B336 277 24X 

Fiche 30-331. 83/04/23. 8303040648 


8309060469 Clarifies requests for escinptlons from lOCFPSO 49 & App A 
r equlreeients ti> reiponie to NRC request at 830330 oieetlng 
Rev to 8S0701 response to be submitted bg B30930 
ei/CWA.L r Deorgla power Co 03/04/28 STOLZ. J F Operating 
Reactors Branch 4 lipp. 18331 179 24X Fiche 30-321.83/04/28. 

8303060467 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OCs h holders of CPs r« clarification of 
access to control procedures for law onforcemant visits 
8vc list end 

EISEMHUT. 0. 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of Meu Vorlo Inc. 16pp 18340 093 S4X 
Fiche 30-000. 83/03/1 1.B30S110034, 


6303230330 Submits Info on compliance w/Branch Technical Position 
9 3-1 re qualification of fire protection engineers 
Ouallf Icatlon requirements mot through maint of staff at 
affiliated svc company. Southern Co Svcs. Inc 

01ICWA.L T Georgia Power Co 83/03/19 BTOLZ.J F Operating 
Reactors Branch 4 Ip 18388 229 24X Fiche 90-321,83/03/19. 

8303230330 


H Oeneral corrtsf ondence 


8303030261 Requests changes In correspondence routines due to recent 
mgt changes 

OUCUA.L T Ocorgla Power Co 83/04/28 DENTON.H ft Office Of 
Nucleer Reactor Regulation. Director Ip 18300 046 24X 

Fiche 30-000.83/04/28.8303030261 


J Insurance 1. Indaoinltg information 


8303040202 Foruiards EndorseArnt 78 to NELIA Pollcg NF-2i3 1. Endorsenent 
63 to MAELU Pol leg |<IF-78 

DVCK, J R Marsh it McLennan. Inc 83/04/28 SALTZHAN. J Assistant 
Director for State 3 Licensee Relations 3pp. 18324 028 24X 

Fiche' 30-321. S3/04/S8, 8303040202 


S309030634 Application to amend Licenses DPR-37 t< NPF-3. rtvl Slag Tsib 
Specs re TMl Action Plan Items I A 1 1 3. I A t 3, tl E 4. 1. 

II E 4 2 9-7. II K 3 3. II K 3 13, II K 3 22, II K 3 J8. 

11 K 3 19, 11 R 3 27, II K 3 49 «. II F 1-4 

BECKHAM, J T Oeorgle Power Co 83/04/22 STOLZ.J F Oporatlnji 

Reactors Branch 4. 8pp 18309 203 24X Fiche 30-321.83/04/23. 

8309030634 


—6309030669 Revised Tech Specs re TMI Action Plan Items I A. 1 1.3, 
J A I 3. II E 4 I, II E 4 2 9-7, 1 1 K 3 3. 1 1 K 3 13, 1 1. R 3 22, 

II K 3 15, 11 K 3 19, 11 R 3 27, 11 R 3 49 6 II F 1-4 
* Oeorgia Power Co 63/04/22 31pp 18309 293 24X 

Fiche 90-321,83/04/22.8309030634 


8309040748 Summorg of 830223-24 meetings w/utll t< E060 In Atlanta. «A ti 
proposed radiological effluent Tech Specs 

RtVENBARK, 6 U Operating Reactors Branch 4 83/04/22. STOLZ.dF. 

Optratlng Reactors Branch 4 19fp 18327 179 24X 

Fiche. 90-321. 83/04/22, 8309040748 


8309060671 Forwards EOLO 830404 ltr transmitting list of NRC comaenti 
on unrtsolved items from proposed radiological effluent 
Tech Spece Earlier scheduled date for final submittal 
requested 

STOLZ.J, F Operating Reactors Branch 4 83/04/22 BECKHAH.J T. 

Oeorgia Power Co 2pp 18398 001 24X Flcho 90-321.83/04/22. 

8309060671 


— 8304220237 Forwards list of major radiological effluent Tech Spec Itsii 
from licensee proposal that were not resolved at Atlanta 
mietlng Differences between Unit 1 it Unit 2 profoeals are 
minor Commitment date for next submittal not identified. 

SERflANO. M E060, Inc 83/04/04 HILLI8.CA NflC - No Detailed 
Affiliation given 3pp 16338.003 24X Fiche 90-321.83/04/22, 

8309060671 


8309020499 Oeneric Ltr 83-19 to all power reactor 1. testing llcinieis 
re new procedures for providing public notlcs concerning 
issuance of amends to OLs Svc list end 

EIEENHUT. D 0 Oivlston of Llctnslng 83/09/02. Consolldatf d 

Edison Co of New York, Inc 90pp 18441*120 24X 

Flchf . 90-000. 83/09/02. 8309020499 


8309060306 Requests that portion of 830422 response to Oentrlc Ltr 
83-02 be withdrawn Portion 're Item II F 1, "Add! Accident 
Monitoring Instrumentation." will be reevaluated upon 
receipt of NRC guidance, 

OUCUA.L T Oeorgia Power Co 83/09/02 STOLZ.J F Operating 
Reactors Branch 4 Ip 18344 323 24X Fiche 90-321.83/03/02. 

8303060306 


8309200270 Forwards Endorsement 79 to NELIA Pol leg NF-319 1. Endorsement 
64 to MAELU Pol leg MF-78 

OUCK.J R Harsh «c McLennan. Inc. 83/03/16 SALTZMAN. J Assistant 
Director for State fa Llcentee Relations 3pp 18916 296 24X 

Fiche. 90-321. 83/09/(6. 8309200270 


8303230027 Forwards Endorsement 80 to NELIA Pol leg NF-21S fa Endorsement 
66 to HAELU Polieg MF-7e 

OUCK.J ft Marsh & McLennan, Inc 83/09/16 SALTZMAN, J Assistant 
Director for State fa Licenses Rilatlons 3pp. 16539 160 24X 

FI C h e 3 90-32 1 , 83/09/ 1 6. 830 923002 7 


P. Operating license stags documents fa correspondence 


8304120087 Forwards revised order confirming licensee commitments on 
pos t-TMI-related Issues, correcting info re Implementation 
schedule for Item II B 3. "Fost-Acetdent Sampling " 

STOLZ.J F Operating Reactors Branch 4. 83/03/30 BECKHAM. J T 

Oeorgia Power Co 4pp. 17997 320 24X Fiche 90-321,83/03/30, 

8304120027 


— 8304120042 Order revising schedule for submittal of Info re Item 
IZ. B 3, ’'Poet-Accident Samplingr" from 830401 to 830701 
PURPLE. R A Division Of Licensing 83/03/30 Oeorgia Power Co 
lOpp 17957.324 24X Fiche 30-321,83/03/30.8304120027. 


technical evaluation rept re 
tor Operator fa Senior 
'alning for Mitigating 
'37 requirements. 

1 P't/04/20 BECKHAM, J T 

e 90-321,83/04/20, 


8305090639 Generic Ltr 83-20 to all operating reactor Hceneaes fa 
holders of CPs re Integrated scheduling for Implementation 
of plant mode Svc list end. 

EISENHUr, D g Division of Licensing. 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Fiche 30-000, 83/03/09, 8303090699 


8309160199 Amends 830330 submittal re extension of MALPHOR llmlts.ECCS 
enelgsls results justlfg operation of all faclUtg fuel 
tgpes at exposures greater than 30.000 HMd/st 

OUCUA.L T Oeorgia Power Co 63/09/10 STOLZ.J F Operating 
Reactors Branch 4 2pp. 18446:083 24X Flcha. 90-366. S3/DS/10. 

8303160139 


8303800493 Commits to submit results of plant-unique calculetlons 
re accsptabil Itg of mod to torus vacuum breakers bg 830619. 
in response to Oeneric Ltr 83-06 

OUCUA.L T Oeorgle Power Co 83/09/16 STOLZ.J F Operating 
Reactors Drench 4. tp 18319 089 24X Flcho 90-321,03/09/16' 

8303200433 


8303240290 Advlies that startup expected to occur between 830607-14 
assuming resolution of outstanding licensing 1 ssuei. Unknowns 
still exist in ichsdule due to existence of plpo flaw 
indications Draft rept on weld repairs expected bg 830930. 

OUCUA.L, T Oeorgle Power Co. 83/09/19, STOLZ.J F. Operating 
Reactors Branch 4 Ip 18948*307 24X Fiche* 90-366, 83/09/19. 

8309240290. 


6309360298 Submits QE info assuring that erud-lnducad local corrosion 
failures will not occur during Cycle 4, In response to NRC 
830319 request 

OUCUA.L T Oeargla Power Co 83/09/20. STOLZ.J F. Operating 
Reactors Branch 4 ip. 18626 264. 24X Flcha 90-366,83/09/20. 

8309260298 
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a Iii»|Mctlotl rapart(> I£ Oullatlnt t> correspondence 


asi'20&03S9 t£ Info Notice 83-14i “Dsuatered Spent Ion Exchange Resin 
Susceptlbll Itij to Exothermic Chemical Reaction " Svc list 
ent 1 

TAYtOft. J H Division of Safeguards U Inspection Programs (Post 
eaoioat 03 / 03/21 consolidated Edison Co of Neii> Vorlii Inc 
iispp. laaca 3i9 sax Fiche 90 -ooo< as/oa/ai. e8iso60385 


8309270491 Aek receipt of BSOSSa Itr informing NRC of steps taken to 
correct violetlons noted In IE Insp Rept 90-366/03-02 
DAHCEi H C Division of Project fc Resident Programs 83/04/07 

K£l.i.Vtft J Deorgia Power Co Ip 10646 078 S4X 

Fiehe 90-3661 B3/04/07. 0309270491 


"8309270900 Responds to NRC 830229 Itr re violations noted in IE Insp 
Rept 90-366/83-02 Corrective actions personnel to evaluate 
actloni taken for both units If event affects shared 
ei^uipment b shift 

HEAD. 0 F Georgia Power Co 03/03/80 Q'REILLYrJ P Region 2< 
Office of Director. 2pp 18646 073 24X Fiche 90-366.03/04/07, 

B309270491 


"8305270923 Forwards IE Insp Repts 90-321/83-02 b 90-366/83-02 on 
821220-830121 b notice of violation 

DANCE. K C Division of Project t, Resident Programs 83/02/29 

KELUV.R J Otorgia Power Co 2pp 18646 079 24X 

Fiche 90-366,03/04/07.0309270491 


"8305270936 Notice of violation from Insp on 021220-830121 

* Region 2, Office of Director 83/08/29. Ip 18646 077 84X 

Fiche; 90-366, 03/04/07, 0309270491 


—B3DS270990 IE Insp Repts 90-321/83-02 1. 50-366/83-02 on 821220-030121 
Nonconptlance noted failure to make 24-h telephone rept 
within required time limit 

CftLENJAK.R V . H0LME8-RAY. P Region 2. Office of Director 
BftOHNLEE.V L Division of Project b Resident Programs 03/02/23 
4pp 10646 070 24X Fiehe 90-366.03/04/07,8309270491 


8309270570 Requests that docket number in 830322 IE Insp Rept 
90-336/83-09 be changed to 90-366/83-09 due to 
adAtnlstratlve error 

DANCEtH C Division of Project b Resident Programs 83/04/08 

KELLY, A J Georgia Power Co Ip 18646 113 24X 

Fiche. 90-321, 83/04/08, 0309270970 


0303040021 IE Info Notice 83-21, "Defective Emergencg Use Respirator " 
Bvc list an c 1 

,/OR DAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

VoTk, Inc 126pp 10439 199 84X Fiche 90-000,83/04/19,0303040081. 


8303040023 IE Info Notice 03-28, "BkIR Oaf ety/Rel 1 ef Yalve Failures " 
Bvc list end 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
ftesponee (Post 830103) 83/04/88 Consolidated Edison Co of New 

yort, Inc USpp 10303' 009. 84X FichO’ 90-000, 83/04/28, 0303040023 


8303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing 0ys " Svc list end 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Reepense (Post 830103) 83/04/29 Consolidated Edison Co of New 

Yorii, Inc U9pp 18381 291 24X Fiche 90-000,83/04/29,8303040029 


8305270332 Act receipt ef 030410 itr informing NRC of steps taken to 
correct violetlons noted In IE Insp Repts 90-321/03-04 b 
9D-366/B3-04, 

DANCEiH C. Division of Project b Resident Programs 83/04/27 
KELLV.A.J Oeorgla Power Co ip 10642.066 24X 

Fiche: 90-321, 83/04/27, 8309270332 


— 0305270336 Responds to NRC 830310 Itr re violations noted in IE Insp 
Repts 90-321/03-04 b 90-366/83-04 Corrsctlve actloni 
training directive Issued to approprlato personnel stressing 
prompt notification of unusual event 

BECKHAM,J.T. Oeorgla Power Co 83/04/10 O'REILLY, JP Region 
2, Office of Director. 2pp 18642 067 24X Fiche 90-321, 

83/04/27, 8305270332. 


—830527 0343 Forwards IE Insp Repts 90-321/83-04 b 90-366/83-04 on 
S3D307-I1 I, notice of violation, 

DANCE, H.C, Division of Project b Reeldent Programs 03/03/10 
KELLY, R.J. Otorgle Power Co. 2pp 18642:069 24X 

Fiche' 90-321, 83/04/27, 8309270332. 


"6305270391 Notice of violation from insp on 030807-11 

* Region 2, Office of Director. 83/03/10. ip 10648 071. 24X 

Fiche; 50-321, 83/04/27, 0309870338 


--0305870397 IE Insp Repts 90-321/83-04 i 90-366/03-04 on 030807-11 
Noncamp 1 lance noted failure to make proper notification to 
NRC following liquid radua ste release on 831809 
WRAY. J R Region 2, Office of Director BARRiK P Division of 
Emergency Preparedness b Materials Safety 83/03/10 7pp 
10642 072 24X Fiche 30-321 . 93/04/27, 0305270332 


6303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Oenerators at PNRt " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/20 Consolidated Edison Co of New 

York. Inc 113pp 10388 047 24X Fiche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-29. "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc tlSpp 1B3B8 165 24X Fiche 90-000.03/04/20.8303040027 


0309040711 Notification of 830429 meeting w/util in Atlanta. OA to 
discuss results of ongoing ultrasonic insp of pipes, 
details of crack length b depth determinations, proposed 
repairs it bases for repairs 

RlVENBARHiO W Operating Reactors Branch 4 83/04/20. BTOUZ.J F 

Operating Reactors Branch 4 2pp 18328 109 24X 

Fichte 90-366,83/04/28,0309040711 


8303040028 IE Info Notice 83-26, "Failure of Safety /Re 1 i ef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 90-000.03/09/03,0303040020 


0303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc tl2pp 18302 282 24X Fiche 90-000.03/09/04,0303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Bvc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of New 

York. Inc 119pp 10441 001 24X Fiche 30-000,83/09/04,8303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc llSpp 13923 24Q 24X Fiche 90-000,03/09/06.0303040033 


0309160144 Submits 30-day response to BBR b technical evaluation rept 
re anviron qualification of Class IE equipment (IE Bulletin 
79-018) Final plans for resolving qualification of items in 
Categories 1 D, II A b II B will be transmitted by 830S20 
OUCMArL T Oeorgla Power Co 83/05/06 BTOLZ.J F Operating 
Reactors Branch 4 394pp 10444 044 24X Fiche 50-321,03/09/06, 

8305160144 


0303040034 IE Info Notice 03-30. "Misapplication of Oenerlc Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B3/09/tl Coniolldated Edison Co of New 

York, Inc lt4pp 18924 003 24X Fiche 90-000,03/09/11,8303040034 


0309270350 Forwards IE Insp Repts SO-321/03-11 b 90-366/83-11 on 
630411-15 No noncompl lance noted 

DANCE, H C Division of Project U Resident Programs 03/05/li 

KELLY, R J Georgia Power Co Spp 18644 323 24X 

FIch# 90-321,83/09/11,0309270390 


—0309270356 IE Insp Repts 50-321/03-11 b 90-366/03-11 on 830411-19 No 
noncompl lance noted Major areas Inspected licensee action 
on previous enforcement matters, OA program, design mods, test 
b experiments program b procurement program 

BEL18LE, 0 A , OEBDAGE, A 0 , UPRIGHT, C M Region 2, Office of 
Director B3/09/11 I4pp 10644 329 24X Fiehe 50-321,03/09/11. 

830927O3S0 


0303040040 IE Info Notice 03-31, "Error in ADUPIPB Computer Program " 
Bvc list enc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 03/09/19 Consolidated Edison Co of New 

York, Ine I14pp 10697 009 24 X Fiche 90-000.83/09/19,0303040040 


8309270128 Advises that updating inservlce Insp program will bs dtlayed 
until Aug 1983 Commitment to examine control rod drive scram 
discharge vol piping welds will be met b unaffected by delay 
in update of inservice imp program 

OUeWA, L T Oeorgla Power Co 83/09/19 BTOLZ.J F Operating 
Reactors Branch 4 Ip 18638 217 24X Fiche 90-321,83/09/19, 

8309270128 
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e‘30304'0(146 IE Info Moticf B3-33i “Monrejiresentattve Sampling of 
Contaminat >4 Oil “ Svc list enil 

JORPAN.E L Division of Emsrgenti; Proparo drvoss & Engineering 
Response (Post 6301031 83/03/ei Conso 1 1 dated Edison Co of New 

Vorii me lldpp 18047 007 SAX Fitha 50-000. B3703/26< B3030A0046 


6303310073 SvOmits Info re analifsei 1« repairs of large-diaffieter 
stainless steal piping uclds per inservlce Insp conducted 
during I9B3 malnt/ref ue 1 Ing outage Identifying unacceptable 
ultrasonic Indications In recirculation t. RHR sys 

OECKHAHiJ T Oeorgla Foster Co B3/00/2i ST0L2.J F Operating 
Reactors Branch 4 9pp I6&33 343 24X Flche 50-366( B3/03/26> 

6303310073 


— 6303310064 Provides response to IE Dulletln 63-02 re stress corrosion 
cracking in large-dlemeter stainless stee! recirculation sys 
piping at BUR plants 

BECKHAM. J T (Jeorgla Pouer Co B3705/2A O'REILLV, J P Region 
2. Office of Director 3*?pp 1BA53 334 24X 

Flche 50“36 A . 03/0 5 726. 8 3 033 1 0 073 


— 8303310072 Discusses possible imposition of augmented leak detection 
rei^ulretnents for RCS due to discovery of unacceptable pipe 
flau indications lo recirculation 2. RHR ays Util commitments 
to incorporate NURE0-0313f Rev 1. Sect Ion IV 6 1 a 2 
DECKHAH.J T Oeorgla Poiuer Co B3/03/25 STOUZ. J F Operating 
Reactors Branch 4 3pp 1B63A 032 24X Flche 30~3Ab. 83/03/26i 

6303310073 


— B303310097 Draft Rev A to "Design Rept for Held Overlay Repairs & Flau 
Evaluation in Recirculation & RHR Sys. " preliminary rept 
OUSTIN.H L NUTECH Engineers. Inc GPC-07-102 BA DRFT 83/05/31 
91 pp JBb3A 034 24 X FI Ch e. S0-3A6> 93/03/2A. 8303310073 


R Periodic operating reports 2< related correspondence 


8303180279 Forwards monthly operating repts for Apr 1963 

NIX. H C Georgia Pouer Co B3/0S/0A Director's Office. Office 

of Inspection and Enforcement ip 18490 282 94X 

Flche 30-321. 83/OS/Ob> 830518027? 


— 6305160284 Monthly operating repts for Apr 1983 

REDMANZ.F J Georgia Fewer Co 03/O3/OA 12pp 184913 293 24X 

Flche 30-321,83/09/06.8305180279 


S Reportable occurrences. LERs St related correspondence 


8303I1O373 Forwards revised LER B2-100/03X-1 

NIX.H C Georgia Power Co 03/04/26 O'REILLV.U P Region 2. 
Office of Director ip 10406 226 34X Flche 30-366,83/04/26. 
63031 10373 


— 6303110389 Revised LER 83~t00/03X-l on 820828. RC 1C sys declared 
Inoperable upon discovery of Inoperative switches caused by 
failure of switch components due to corrosion t. water 
damage Switches reptaead 

TIPPS.S e Oeorgla Power Co 83/04/26 Region 2. Office of 

Director 3pp 10406:227 24X Flche 30-366.63/04/26.8303110373 


B3051Z0392 Interim deficiency rept re misappi icatlon of ITE Gould 
circuit breakers In post-LOCA hydrogen recomblners supplied 
by Rockwell Inti Initially reported on 830328 Matter under 
investigation Final rept by 930608 Reported per part 21 
MAMNO, 8 F Niagara Mohawk Power Corp 83/04/26 STAR05TECKI, R 
Region 1. Office of Director 2pp 18433 072 24K 

Flch e 30-000, 83/04/26, 0303120392 


— 9303120404 Part 21 rept re failure of post-LDCA hydrogen recomb Iner 
component during tEEE-3S3 qual 1 f icat 1 on program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPET, D C Rockwell International Corp 63/03/11 COLLINS, U T. 
Region 4, Office of Director 3pp IBASaO/d 24X 
Flche 30-000, 83/ 04 /26 ,83031 20392 


8309110410 Forwards LER 83-023/017-0 

NIX, H. C Oeorgla Power Co 83/04/20 O'REIULr, J P Region 2. 
Office of Director Ip 18392 004 24X Flche 30-366.83/04/26, 
8303110410 


—8303110417 LER B3-O23/OtT-0 on 630418, crac k 1 Ike Indications noted on 
recirculation sys 2031 endcap-to-manl fold weld heat affected 
lone of weld 2B31--22BH-4 Caused undetermined Followup rept 
to be submitted upon completion of repair 

TtPPB.S Q Georgia Power Co 03/04/28 Region 2< Office of 
Diroctor 3pp 16392 005 24X Flche 30-366.83/04/38,8305110410 


0309110429 Forwards LER 83-007 /03L-0 

NIX.H. C Oeorgla Power Co 83/04/28 O'REILLV. d P Region 2, 
Office of Director Ip 18404 332 24 X Flche 30-366,83/04/29, 
B30S 110429 


— 8309110436 LER a3-007/03L-0 on 830401. RHR flow indicator 2002-1)004 dn 
remote shutdown panel found to be reading inaccurately, 
rendering instrument loop Inoperable Caused by component 
failure Defective amplifier card replaced 

TIPFS. 8 a Georgia Power Co 83/04/80 Region 2. Office gf 

Director 3pp 18404 333 24X Flche 50-366. 83/04/28,8309110429 


8309130233 Forwards LER 03-O19/O3L-O 

NIX.H C Georgia Power Co 83/04/20 O'REILLV.dP Regions, 
Office of Director ip 18440 094 24X Flche 30-366,93/04/88, 
B3D513&233 


— 8305130242 LER 83-019/03L-0 on 830127. during fire protection iielatles 
velvo position ti lube check Procedure HNP-2-33S6i lube oil 
room deluge sys Isolation valve 21/43-FlOl found locked 
closed Cause unknown Valve locked open 

TIPP8,S D Oeorgla Power Co 83/04/20 Region 2, Office of 
Director 3pp 16440 095 34X Flche 90-366,83/04/26,0303130231 


8309170276 Forwards LER 83-027/03L-0 

NIX.H C Georgia Power Co 83/09/09 O'REILLV, J P Region 2. 
Office of Director Ip 10469 290 24X Flche 30-366.83/09/05. 
0309 17(5276 


— 8309170284 LER 83-027/03L-0 on 830420, during performance of Proesdert 
KNP-2'-3992, primary containment RHR valves found leaking In 
eiccsB of Tech Spec limit Cause under Investigation 
Corrective nalnt to be performed 

TIPPS, S D Georgia Power Co 83/09/03 Region 2, Office of 
Director 3pp 10463 291 24X Flche . 50-366, 03/05/03, 8303170276 


8303170389 Forwards LER a3-017/03L-0 

NIX.H C. Oeorgla Power Co 03/03/05 O'REILLY, JP Regions. 
Office of Director Ip 18469 227 24X Flche 90-366,83/03/09. 
8305170389 


— 8305170394 LER 83-017/03L-0 on 830406. during HNP-E-3382> (a/unlt In cell 
shutdown, HPCt pump discharge valve SE41-F006 failed te open 
Caused by loose wire on terminal block inside valve 
operator Hire tightened Valve cycled 

TIPPS, S Q Oeorgla Power Co 83/09/09 Region 2, Office of 
Director 3pp. 18469.228 24X Fiche 30-366, 83/03/09. 830917018? 


S30S1704S1 Forwards LER 83-016/03L-0 

NIX, H C Georgia Power Co, 83/05/05 O'REILLV, J P Region S. 
Office of Director Ip 18470.001 24X Flche 30-366,83/03/05. 
8305170481 


— 8303170499 LER 83-016/03L-0 on 830405, M9IV drain valve 2B2I-F0IA well 
not close. Caused by dirty torgue switch contacts Contacts 
d 1 tconnected, c leaned St retlghtened Valve cycled properly 
SUMNER, H L Oeorgla Power Co 83/03/09 Region 2, Office of 
Director 3pp 18470 002 24X Flche 90-366,83/03/03.8303170161. 


6303170502 Forwards LER 83-0I8/03L-0 

NIX. HC Georgia Power Co 83/09/09 O'REILLV. JP Region 2. 
Office of Director Ip 18470 018 24X Flche 30-366.83/09/03, 
9303170302 


— 9303170506 LER 83-018/03L-0 on 830406.whiie performing quarterly lore 
spray pump operability Procedure HNP-S-3201t core spray pump 
min flow bypass valve 2E21-F013B would not close 
automatically Caused by bent fingers on torque switch, 

TIPPS, a D Oeorgla Power Co 03/03/03 Region 2, Office of 
Director. 3pp 18470 019 24X Fiche. 90-366, 83/03/03,8305179502 


8309110364 RD 30-366/83-01 on 830129 L 0314, Units 2 <• 1, respectively, 
had spray/sprlnklrr sys taken out of svc for mods & could 
not be restored to operable status within 14 days per Tech 
Specs. Continuous fire watches maintained 

NIX.H C Georgia Power Co 83/05/06 O'REILLY, JP. Region 2. 
Office of Director 3pp 18406,262 24X Flche 30-321,83/03/04. 

8309110364 


8303230463 Forwards LER 83-019/01T-0 

NlX.HC Oeorflia Power Co 83/03/09 O'REILLV, JP Region 2. 
Office of Director Ip 18337 343 24X Flche. 90-366, 03/05/09. 
8303230463 


— 0303230468 LER 83-015/01T-0 pn 830427, during visual e*ara, damagad pifi 
supports found O'li HPCi pump discharge line Cause nut 
determined Discharge pipe St pipe supports being analyzed 
Plpt ftupparts ul M b* rvpalrtfd 

TIPPB. S D Oeopgl* Power Co 83/09/09 Region OMlct of 
Director 3pp 1S337-346 84X Flch o. 50-366, 83/09/09. 6309230463 


0305230486 Forwards LER 03-O22/O3L-O 

N1X,H.C Georgia Power Co 83/03/09 O'REILLV. JP Region 2. 
Office of Director Ip 18337:143 24X Flche 50-366, 83/05/09, 
8303230406 
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~-S30jlSS0490 LER a3-02S/03L-0 on 830413. MSIV leakage bleed valve SE3S- 
FQ07 failed to elate at required Cautsd by dirty torque 
•witch intlde valve operator SE32~F007 Torque tuitch cleaned 
%t valve ttrolied during malnt 

TtPPS>8. B Oeorgla Power Co 83/0S/04 Region S. Office of 
Director 3pp 18937 146 a4X Fiche 90-366.83/09/07.8309230486 


8309230473 Forward t LER 83-08S/03U-0 

NIXfH 0. Oeopgia Power Co 83/09/09 O'REILUV. J P Region 2. 
OPPtee o# Director Ip 18937 179 24X Fiche 90-366.83/09/09, 
8309230495 


— 8303230498 LER e3-029/03L-0 on 830414. during turbine bldg area temp 
FunEtlonel tatt tt cal Ibr. itonl tor 2U61-R002 found out of 
calibr Cmaad by tatpolnt drift of five temp switches & 
inop arab 1 1 tty of one switch Monitor replaced 

TIPPa.S. ff Oeorgla Power Co 03/09/09 Region 2. Office of 
OiractOT. 3pp 18937 leO 24X Fiche 90-366.83/09/09.8309230499 


8309310124 LER S3-020/03L-0 on 830423. di scovered main bearing 11 on 
upper crant shaft wiped, Caused by lack of lubricating oil at 
upper crankshaft main bearing 11 Design change (DCR-Q2-299) 
completed to improve oil supply W/830917 Itr 

TIPPB. 8 B . NIX.H C Oeorgla Power Co 83/09/17 O'REILLY. J P 
Ragion 2. Office of Director 4pp 18698 078 24X 

Fiche 90-366.83/09/17.8309310124 


830931C206 LER 83-030/01T-0 on 830903. dur 1 ng performance of main steam 
rallaf valve maint by Wyle Lab. 10 steam relief valves found 
unacceptable Caused by setpoint drift, pilot tube leakage & 
long delay time U/830917 Itr 

TIPPB. a. B , NIX. H C Oeorgla Power Co 83/09/17 O'REILLY. J P 
Ragion 2. Office of Director 4pp 1B691 010 24X 

Fiche 90-366. 83/09/17. 8309310206 


6309270123 LER B3-029/03L-0' on 830428, safe ty/rel 1 ef valve position 
primary indicators 2B21-N301A L C found to actuate at 91 h 
90 9 pslg. raspec tively. contrary to Tech Specs Caused by 
sebpolnt drift. Indicators will be replaced U/B30319 Itr 
TIPPB. 8 B . NIX. H C Oeorgla Power Co 63/09/19 O'REILLY. J P 
Region 2. Offiee of Director 4pp 18638 221 24X 

Fiche- 90-366. 83/09/19, 0309270123 


6309270629 Part 21 rept re potential problem w/3-phase rectifier 
asseeibly in eseiter not connected In parallel which could 
cause pramitura failure Initially reported on 830920 Utils 
will msesure vibration 

KAIBLER. R K. Litton Indus trl es, Inc 03/09/20 KEPPLER. J 0 Region 
3. Office of Director 3pp 10646 212 24X Fiche 90-000,83/09/20, 

6309270629 


JDOCKET 90-367 DAILLY OENERATINO STATION 


A Applleation/construction stage documents L correspondence 


630916031B Notification of contract execution. Mod 1 to “Dtv of 
Engineering Ravlew Support on Ballly Nuclear Plant I " 

Contractor' tIT Davisson 

FIELD9.J A Technical Assistance Contracts Branch FIN B-7909 
03/09/06 YOLLHER. R,H Division of Engineering LEAR, 0 NRC - No 
Oetslled Affiliation Olven, Ip 10472-091 24X 

FI Cher 90-367. 83/09/06. 0309160318 


—8309160332 Mad 1 . terminating contract ti deopligating funds. to "Dlv of 
Engineering Review Support on Ballly Nuclear Plant 1 " 

DAYIBBONiM T, Darisson. H. T OUSTAVE, R P Division of Contracts 
FIN B-7909 83/09/06 2pp 18472 092 24X 

Fiche 80-367. B3/09/06I 8309160318 


DOCKET 90-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F Btcurltyi medical, emergency L fire protection plans 


8305200326 Forwards list of emergency response open Items for which 
no written response required. Open items resulting from 
recent emergency exercise will be reflected In future rept 
MARSHALL. J R Arkansas Power 6 Light Co 83/04/08 COLLINS, U T 
Region 4. Office of Director 2pp. 18S16 308 24X 

Fiche: 90-3 1 3. 63 / 04/08. 8309200326 


6304270424 Releases public version of revised emergency plan 
imp lemen ting precedurts. 

FELTON.O. M. Division of Rules and Records. 83/04/22 Document 
Kanagenent Branch Ip. 18244 027 24X F1 che* 90-313, 83/04/22. 

0304270424 


—0304270426 Forwards public version of revised emergency plan 
implementing proc edures. i nc 1 ud ing Procedures 1 , 2 S< 6 re 
assignment of personnel to emergency response organi lation. 
notifications & emergency response c trs. resp ec tively 
MARSHALL, J R Arkansas Power b Light Co 83/04/05 CQLLlNSiJ T 
Region 4, Office of Director tp 18244 028 24X 

Fiche 50-313,83/04/22,8304270424 


— 8304270427 Public version of revised emergency plan Implementing 
procedures, including Procedures 1, 2 b 6 re assignment of 
personnel to emergency response organi lat 1 on. notiflcati ons b 
emergency response c trs, respect! vely 

* Arkansas Power b Light Co 83/03/07 d6pp 10244 024 34X 

Fiche 90-313,83/04/22,8304270424 


8309060S79 Releases public version of revised emergency plan 
Imp 1 emen ting procedures 

FELTON. J M Division of Rules and Records 83/04/25 Document 
Management Branch Ip IBSSR 190 24X Fiche 50-313.03/04/29. 

0309060575 


"0309060983 Forwards public version of revised Emergency Plan 
Implementing Procedures 1904 06 re radiological plume 
tracking b dost Integration b 1904 06 ro protective action 
recommenda t i ont 

« Arkansas Power b Light Co 83/04/14 NRC - No Detailed 
Affiliation Olven Ip 10399 191 24X Flehe 90-313.83/04/29, 

8309060979 


— 8309060591 Public version of revised Emergency Plan Implementing 
Procedures 1904 06 re radiological plume tracking b dose 
integration b 1904 07 re protective action recommendations 
LEYINE. J M Arkansas Power b Light Co 83/04/14 0pp 
18399 192 24X Flehe 90-313.83/04/29,8309060975 


8309110193 Forwards Amends 78 b 44 to Licenses DPR-Sl b NPP-6. 
respectively b notice of Issuance b availability Amends 
change Tech Specs to require audit o-f emergency programs b 
security plan at frequency of at least once per 12 months 
CLARK.R A Operating Reactors Branch 3 83/04/29 GRIFFIN.U 

Arkansas Power b Light Co 4pp 18434 262 24X 

Fiche 90-313.83/04/29. 8309110193 


— 8309110199 Amends 70 b 44 to Licenses DPH-91 b NPF-6. respec tlve ly. 
changing Tech Specs to require annual audits of emergency 
programs b security plan 

CLARK, R A Operating Reactors Branch 3 03/04/29 9pp 

18434 266 24X Fiche 90-313.83/04/29,8309110193 


--8305110205 Notice of Issuance b availability of Amends 78 b 44 to 
Licenses DPR-Sl b NPF-6, respec tlve ly 

CLARK. R A Operating Reactors Branch 3 83/04/29 2pp 

18434 279 24X Fiche 90-313.83/04/29,6309110193 


8309160280 Releases public version of revised nuclear contingency plan 
procedures 

FELTON, J M Division of Rules and Records 83/05/02 Document 
Management Branch tp 18462 334 24X Fiche 90-313,83/05/02. 

8309160288 


— 8305160290 Forwards public version of revised Nuclear Contingency Plan 
Procedures 1 , 2. 3, S, 6. 7. 0. 9. 12. 13. 14 b 15 H/o end 
MARSHALL. J R. Arkansas Power b Light Co 83/04/09 COLLINS. U T 
Region 4, Office of Director. Ip 18462 335 84X 

Fiche 50-313.83/03/02,8305160288 


8309110034 Oeneric Ltr 03-21 to all Itconseos of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
0VC list end 

EISENHUT. D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York. Inc 16pp 18940 095 24X 

Fiche 90-000,83/09/11.8305110034 


8309180161 Informs that NUREO-0737. Item III A 2 1. "Emergency 
Preparedness, Upgrade Emergency Plans to App E. 10CFR90> " 
comp 1 cte 

STOLZ.J F Operating Reactors Branch 4 CLARK. R A Operating 
Reactors Branch 3 83/09/11 GRIFFIN. J H Arkansas Power b Light 

Co 3pp 18502 340 24X Fiche 90-313, 83/OS/ll. 8309180161 


H General correspond enc e 


0309240139 Advises that correspondence distribution to Region lY will 
be modified to original plus three coples.per B Johnson 
request 

MARSHALL, J R Arkansas Power b Light Co 83/04/22 SEIDLE.W C 
Region 4, Office Of Director ip 1B94B 334 24X 

Fiche 90-313,83/04/22.8305240139 
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J IniurancB & IndtfJiinltv infornatjon 


B3090904S1 Foruards NEUIA it MAHLU Certificates O'F Insurance to coaipJg 
ui<'10Cf’'F?5O 34u Submittals from 830331 & 0433 misinterpreted 
to coirpli; u/10CFf?140 !< 140 J5a 

MARSHALL. J R Arkansas Rower t. Light Co 83703/03 STOLZi J P 
Operating Reactors Dranch 4 COLLIHS. j T Region 4. Office of 
Director DINIT2. 1 NRC - No Detailed AffllJstlon Oiven 6pp 
13363 065 34X Ficbr 50-31 3. 63/05/03. 3305090431 


6305190363 Forwards NELtA 6 MAELt/ secondarg financial protection 
Certificates of Insurance 40 I. 68. respect 1 vely. for CYB3i 
per I0CFR140 JSIal 

MARSHALL. J R Arkansas Power & Light Co &3/05/11 DtNlTZi I 
Antitrust & Econofiic analysis Drench (Utilltg Finance) 41pp 
JB900 032 aax FIcKb S0-313, 83/05/U. a303l90363 


P Operating license stags documents 6 eorrespondenc s 


8305830364 Forwards cost Info associated lu/ tac t f 1 tt Ing nuclear units, 
per JL Mat I den 930824 connltnieht 

MARSHALL, J R Arkansas Power & Light Co 83/03/11, TOURTELLOTTE. J 
Regulatory Reform Task Force llpp 1B546 834 S4X 
Fieho 30-313,83/03/11,0305330364 


8303840480 Forwards “Structural Evaluation of AR Mucloar One-tini t 1 L 
Unit 2 Spent Fuel Storage Facility for Consolidated Fuel 
Storage ” 

MARSHALL. J R Arkaneas Power t, Light Co 83/03/83 StOLZ. J F 
Operating Reactors Branch 4 CLARK. R A Operating Reactors Branch 
3 ip 17670 109, 84X Fie he 50-313.83/03/23,8303240480 


—8303340493 "Structural Evaluation of Arkansas Mud ear One-Unit 8 Spent 
Fuel Storage Facility for Consolidated Fuel Storage " 

8TURKEY,J J , BALLARDiT.A Structural Dynamics Research Corp 
APL-02-013 83/11/34 73pp 176 7B J91 84 X 

Flche 50-313.83/03/38. 6303340400 


8389230730 Forwards list Of utils responding to regueats for cost 
figures on tact f 1 t ting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO, N U . GILIN5KY,U. AHEARNErJF Cownits S loners Spp 
18548 873 84 X Fiche 50-000,83/04/11,8305230780 


8303800380 Forwards list of addl procedures controlling QA neasures for 
threaded fastener lubricants to minlmiie fastener 
susceptibility to stress corrosion cracking 

MARSHALL. J R Arkansas Power 6 Light Co 83/04/SI 6E1DLE, H. C 
Region 4> Office of Director 3pp 18514 SSO 84X 
Fiche 50-360,03/04/21.8305200380 


8305800941 Forwards revised schedule for completion of licensing 
procedures upgrade, per regulatory response U commitment 
control program Delay due to continuing support requirements 
for Unit 1 outage Upgrade to be completed by 830SS7 
MARSHALL, J R Arkansas Power b Light Co 83/04/85 COLLINS. J T 
Region 4. □ffiee of Director Spp 18514,864 84X 

Fiche 50-313.83/04/33,8305300941 


83091 106SS Forwards corrected Pages 8 b IS to safety evaluation 
supporting Amends 76 U 43 to Licenses DPR-9i it NPF-6, 
respsctlvely 

ST0L2, J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 83/04/87 ORIFFlN, J M Arkansas Power b Light 

Co 2pp 10417 357. 34X Fiche 30-313,03/04/27,8303110685 


"830SHD686 Corrected Pages a & IS to safety evaluation supporting 
Amends 76 & 43 to Licenses DPR-91 & NPF-6. respec Live 1 y 
* Office of Nuclear Reactor Regulation, Director 83/04/27 2pp 
18417 359 24X FI Chi 50-313,83/04/87.8303110689 


0305050125 Ack receipt of 830427 I tr w/correctl ons to safety evaluation 
for proposed spent fuel pool storage expansion Statement IS 
corrected to indicate divert will not be permitted to 
exceed i rem whole body, per 030486 discussion u/0 VJssing 
MARSHALL, U H Arkansas Power «. Light Co 03/04/38 0TOLZ, J. F 
Operating Reactors Draneh 4 CLARK, R A Operating Reactors Drench 
3 Ip 18341347 24X FlchB:5D-313,a3/04/aB,8305050ia5 


S3050204I6 Acks receipt of 830413 SER b technical evaluation rept re 
environ qualification of saf ety-re lated electrical 
•qutpsant Category 11 D items acceptable 

MARSHALL, U R. Arkansas Fewer 4e Light Co 83/04/89 CLARK. R A 
Operating Reactors Branch 3 2pp 18373 190 24X 

Fit h B . 50-368. 83/04/8 9, 830 90204 1 6 


6399110193 Forwards Amends 78 it 44 to Licenses DPR~91 & NFF-6. 
respectively t. notice of issuance b availability Amends 
change Tech Specs to require audit of emergency programs b 
security plan at frequency of at least once per 18 months 
CUARK.R A Operating Reactors Branch 3 83/04/39 ORlFFlNiU 

Arkansas Power b Light Co 4pp 18434 262 24X 

Fiche 50-313,83/04/39,8305110193 


—8305110199 Amends 78 b 44 to Lleentes DPR-51 b NPF-6. respeetlvily, 
changing Tech Specs to require annual audits of dAergancy 
programs k security plan 

CLARK. R A Operating Reactors Branch 3 83/04/29 9pp 

18434 266 24X Fiche 50-313.83/04/39,0303110193 


--8309110309 Notice of Issuance b availability of Amends 79 b 44 ta 
Licenses DPR-91 b NPF~6, respec tl vely 

CLARK. R A Operating Reactors Branch 3 83/04/89 8pp 

18434 875 84X Fiche 90-313,83/04/39,8305110193 


8309020455 Generic Ltr 83-19 to all power reactor b testing llcenllei 
re new procedures for providing public notice concerning 
Issuance of amends to OLs 8vc list end 

EIBENHUr, P 0 Division of Licensing 83/05/03 Consol idated 
Edison Co of New York, Inc 50fp 18441,180 24X 

Fiche 50-000,33/05/08,0309080455 


8305110165 Forwards Amend 49 to License NPF-6, safety evaluation b 
notice of issuance b availability Amend clarifies b modlflas 
emergency diesel generator load block application timing 
criteria 

TOURIONy. e 0 operating Reactors Branch 3 83/05/03 ORIFFMJ 

Arkansas Power & Light Co 3pp 18434 244 S4X 
Fiehs 90-368,03/05/03,8309110169 


—6309110169 Amend 49 to License NPF-6< revls tng Tech Specs for lairjinti 
diesel generator lead block application timing critaria 
CLARK, R A Operating Reactors Branch 3 03/09/03 Spp 

18434 347 S4X Fiche 50-360,83/05/03,0305110165 


--8309110173 Safety evaluation supporting Amend 49 to License KPF-h 
a Office of Nuclear Reactor Regulation, Director. 83/09/03 3pp 
18434 398 S4X Fiche 90-368,83/09/03,8309110169 


—8309110176 Notice of Issuance b availability of Amend 49 bo Licshll 
NPF-6 

TRAMMELL, C.M Operating Reactors Branch 3 03/09/03 Spp 

10434 359 24X Fiche 90-368,03/09/03,8309110169 


8309180904 Forwards Amends 79 b 46 to Llcanses DPR-91 b NPF-ii 
respec tl vel y, safety evaluation b notice of Issuance fa 
availability Amends revise Tech Specs to require 
verification of leek testing of purge valves 

CLARK, R A Operating Reactors Branch 3 8T0LZ.J, F. Operating 
Reactors Branch 4 03/05/03 ORlFFIN, J Arkansas Power fa Light Cl 

Spp 18443 14i 84X Fiche 90-313,83/09/03,0309130904 


— B305120506 Amends 79 fa 46 to Licenses DPR-Sl b NPF-6. respec ti vely. 
revising Tech Specs to require verification of leak rata 
testing of purge valves 

STDLZi J F Operating Reactors Branch 4 CLARK, R A. OperatJnj 
Reactors Branch 3 83/05/03 9pp 10443 144 24X 

Fiche 50-313,03/09/03,8309180504 


—8305120508 Safety evaluation supporting Amends 79 b 46 to Lictnies 
DPR-91 b NPF-6r respectively 

* Office of Nuclear Reactor Regulation, Director 83/09/03 3fl 
10443 tS3 24X Fiche 50-313,83/09/03,8309120904 


— 8305120513 Notice of Itsuanee b avalUbtltty of Amends 79 fa 46 t« 
Licenses DFR-91 b NPF-6, respec tl vely 

TRAMMELL, C.M Operating Reactors Branch 3 83/09/03 Spp 

18443 196. S4X Fiche 90-313, 83/09/03, 8309180904 


6309090333 Forwards responses to NRC 030406 request for a<fdl Info re 
use of RADCAL gamma thermometer (ROT) for inadequate core 
cooling instrumentation ROT consists of sheathed 
thermocoup I ee. h eater rod, core tube b jacket tube 

MARSHALL, J. H Arkansas Power fa Light Co 03/09/04 EJBENHUTiDO 
Division of Licensing 8pp IB363;341 84X Fiche 50-313, 83/09/Ofa 

8305090333. 


8309100391 Corrects statement in 830328 responee to NRC questions re 
precautlone taken to minlmiie pereonnel expoeure to 
radiation during epent fuel storage expansion Salf-raeding 
dosimeters will be worn outelde diving suits, not inelde 
MARSHALL. U.H Arkansas Power b Light Co 03/05/04 STOLZ.U F 
Operating Heactore Branch 4 CLARK, R A, Operating Reactor* Branch 
3. ip 10379 090 a4X Fiche- 90-313, 83/09/04, 8305100391. 
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esOSIBMSD Forward* Afn»nd 47 to License NPF-6i CIA & notice of Issuance 
negative daeleratlon Amend deletes requirements for 
psisota aerial surveillance monitoring b bird Impaction event 
studtea. 

LVHCHtO. D Operating Reactors Branch 3 03/O5/OS OfilFFlNiJ 

Arlanaaa Pauer & Light Co 4pp 18497 203 24!( 

Flcha* S0-3faBi 83/09/09. 8309180030 


— B30S18003A Amend 47 to License NPF-61 de I e t Ing Tech Specs for remote 
aerial surveillance monitoring tc bird impaction event 
studies 

CLARK. R A Operating Reactors Branch 3 83/09/09 7pp 

18497 S07 84)C Flche. 90-3t8. 83/09/09. 8309180030 


— 8309180041 ElA supporting Amend 47 to License NPF-6 

LYNCH. O D Office of Nuclear Reactor Regulation. Director 
83/03/09 3pp 18497 214 24X Flche 90-368.83/09/09.8309180030 


— 8309180049 Notice op Issuance *. negative declaration re Amend 47 to 
License HPF-A 

TRAMMELL. C. N. Operating Reactors Branch 3 83/09/09 2pp 

13497 817 84X Flche 90-360.83/09/09.8309180030 


6309090689 Oeneric Ltp 83-80 to all operating reactor licensees & 
holders of CPs re integrated scheduling for implementation 
of plant mods. Svc list end, 

EIBENHUT. D,0 Division of Licensing 83/08/09 Consolidated 
Edison Co of Ntw York. Inc 16pp 18687 193 84X 

Flche 90-000. 83/09/09. 8309090699 


6309180849 Notifies of unaecep tabl 1 1 ty of delay of proposed Tech Specs 
re inubber surveillance in order to Include ANSI Std.ANSI/ 

ASHE 0M4-198ai "Eiam 6 Performance Testing of Nuclear Power 
Flint Dynamics Restraints <8nubbars) ” 8td not adopted 
STOLZ. J F Operating Reactors Branch 4 CLARK. R A Opsratlng 
Rsactors Branch 3, 83/09/09 ORIFFIN. M Arkansas Power (1 Light 

Co, app. 13906,024, a4X Flche 90-313. 83/09/09. 8309180849 


6309170688 Forwards list of current unpesolvtd Issues for radiological 
affluent Tech Specs remaining as result of 880682-84 
Atstingi Final submittal riquastad within 30 days 
CLARK. R. A Operating Reactors Branch 3 STOLZ. J F Operating 
Raictora Branch 4 83/09/10 GRIFFIN. J K Arkansas Power & Light 

Co 7pp. 18497 001 S4X Flche 90-313.83/09/10.8309170622 


8309830123 Forwards SER supporting licensee compliance w/NUREO-0737. 
Item II 0 a Si "Required Plant Mods." 6 design review of 
plant shielding requirements for access to vital areas 
CLARK. R A. Operating Reactors Branch 3 STOLZ. J F Operating 
Reactors Branch 4, 83/09/11. GRIFFIN. J.M Arkansas Power It Light 

Co. 2pp. 1BS46.349, 84X Flche 90-313.83/09/11.8309330188 


—8309830149 Safety evaluation supporting licenses compliance 
W/Nk/RE 0-073:^. Item II, B, 8. "Design Review of Plant Shielding 
Access to V/ltal Areas " 

a Office of Nuclear Reactor Regulation. Director 83/09/11 2pp 
18946.351. S4X Flche; 90-313. 83/09/1 1 . S30923D1SB 


0309180467 Forwards 19 revised oversize drawings Aperture cards are 
avallahla in PDR, Drawing transmittal list end 
BHtVELV. C Arkansas Powsr «. Light Co 83/09/18 NRC - No 
Detatlad Affiliation Given. Spp 18488 tS9. 24X 
Flche: 90-368. 83/09/13. 8309100467 


6305330723 Forwards "Arkansas Nuclear 1 Steam Electric Station. Unit 8. 
Cycle Three Startup Rept." summarliing preerltlcal. low 
power 6 power escalation tasting for period ending 830104 
MARSHALL. J. R. Arkansas Power 6 Light Co 83/09/18 CLARK. R A 
Operating Aaactors Branch 3 Ip 18941 096 84X 

Flche: 90-368. 83/09/18. 8309830783 


--8309830729 "Arkensas Nuclear 1 Btsam Electric Station. Unit 8. Cycle 
Three Startup Rept." for period ending 830104 
a Arhamsas Power 6 Light Co WP-0676 83/09/18 34pp 

10941- 097 24X Flche, 90-368. 83/09/18. 8309830723 


8305240360 Informs that rtsponst to NURE0-0737> Item l| E 1 2. 
“Emergancy Fsadwater 8ys Automatic Initiation L Flow 
indication." per 830411 requtst.ulll be provided by 830614 
Change discussed w/E Tourlgny 

MARSHALL. J R, Arkansas Power 6 Light Co. 83/09/17 CLARK. R A 
Operating Reactors Branch 3. Ip 10974' 002 S4X 
Flchs: 90-368. 83/09/17. 0309840360 


63C927006S Forwards list of electrical equipment Important to safety 6 
schedule for qualification provisions or replactment of 
remaining equipment, per 10CFR90 49. Ag Ing-related malnt/ 

•urvellZanca requirements will be addressed by NRC deadline 
MARSKALLiJ R, Arkanses Power ti Light Co, 83/09/80 STOLZ. U F, 
Operating Reactors Branch 4 CLARK. R, A Opsratlng Reactors Branch 
a 27pp. 18638 892. 84X Flcha. 90-313. 83/09/20. 0309870069 


0 Inspection reports. IE Bulletins C. correspondence 


6218060305 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Eiothermlc Chemical Reaction " Svc list 
enc 1 

TAYLOR. J M Division of Safeguards U Inspection Programs {Post 
B30103) 03/03/81 Consolidated Edison Co of New York, Inc 

llSpp 18308 319 24X Flche 90-000.83/03/81.0812060389 


8304190143 Forwards IE Insp Repts 90-313/83-03 & 90-360/83-03 on 
830201-28 & notice of violation 

SEIDLE. H C Region 4. Office of Director 83/03/30 ORIFFIN.JM 
Arkansas Power tt Light Co 2pp 17903 286 84X 

Fleho 90-313,83/03/30.8304190143 


--83041901S4 IE Insp Repts 90-313/83-03 b 90-368/83-03 on 830801-20 
Naneompl lance noted failure to adhere to requirements of 
refueling shuffle proced ure. use of unapproved Info sources 
t. required verification signatures missing 

CALLAN, L J , CUKtIINS, J E , JOHNSON, H D Region 4. Office Of 

Director 83/03/24 lOpp 17903 231 24X Flche 50-313,03/03/30, 

8304190143 


8309100348 Forwards IE Insp Repts 90-313/03-04 b 50-369/83-04 on 
830314-18 b notice of vlolatlnn 

SEIDLE. H C Region 4, Office of Director 83/04/14 GRIFFIN. J M 

Arkansas Power b Light Co Spp 18379 019 24X 

Flche 90-313.83/04/14.8309100348 


— 0309100393 Notice of violation from Insp on 830314-10 

» Region 4. Office of Director 03/04/14 2pp 18379 081 24X 

Flche 90-313,83/04/14. 0309100343 


— 8303100361 IE Insp Repts 90-313/83-04 b 90-360/83-04 ou 830314-18 
Noncomp 1 lance noted failure to conduct design change reviews 
by offsite engineering group b failure to follow procedure 
re forms used In closeout of design change packages 
JAUDONi J P , MURPHY. M E , JOHNSON, W D Region 4. Office of 
Director 83/04/18 lOpp 10379 023 24X Flche 90-313.93/04/14, 

8309100348 


8303040021 16 Info Notice 83-21. "Defective Emergency Use Respirator " 
Svc list and 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/19 Consolidated Edison Co of New 

York. Inc 126pp 18439 199 24X Flche 90-000.83/04/15,8303040021 


8303040023 IE Info Notice 83-22. "BUR Saf e ty/Re 1 lef Ualva Failures “ 
Svc 1 1st enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 039 24X Flche 90-000,83/04/22.8303040023 


8303040029 IE Info Notice 83-23. "Inoperablo Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engtnterlng 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Ine 119pp 18381 891 24X Flche 90-000,83/04/89.8303040029. 


8309030323 Ack receipt of 830384 Itr informing NRC of steps tak.an to 
correct violations noted In IE Insp Repts 90-313/03-01 b 
90-368/83-01 

SEIDLE, W C Region 4, Of f 1 ee 0 f Dl rac tor 03/04/27 GRIFFIN, JM 
Arkansas Power b Light Co tp. 18297 044 24X 

Flche 90-313.83/04/27.8309030329 


--S309030331 Responds to NRC 830217 Itr re violations noted In IE Insp 
Repts 90-313/83-01 b 90-369/83-01 Corrective actions revised 
procedure incorporating three sample requirements into Step 
724b provided proper training for applicable personnel 
MARSHALL. J R Arkansas Power b Light Co 83/03/24 SEIDLE, U C 
Region 4, Office of Director 3pp 10297.049 24X 

Flche 90-313,83/04/27.8309030329 


8303040086 IE Info Notice 83-24. "Loose Parts In Secondary 81da of 
Steam Oenerators at PNRs " 6vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc 119pp 18302 047 24X Flche 90-000,03/04/20,0303040026 


8303040027 IE Info Notice 83-29. "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment." Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/88 Consolidated Edison Co of New 

York. Ine IJlBpp 18302 169 24X Flche 90-000103/04/83.8303040027 


B309020436 Forwards IE Insp Rept 50-313/83-06 on 830301-31 b notice of 
violation, 

KELLY. J A Region 4. Office of Director 83/04/28 Region 4. 
Office of Director Ip 18884 031 24X Flche 90-313.83/04/20, 

8309020436 



270 


DOCKETED ITEMS 


— a3O5O304‘13 Forwards IE Insp Repts 30-313/83-06 6 30-360/03-06 on 
330301-31 <1 notldo af violation Notice of violation 
withheld <ref 10CFR2 7WI 

SEIPLE, W C Reslon Office Of Director 03/04/18 ORIFFIN, J M 
Arkansas Rawer A Light Co Spp iB?Q4 032 24Y 

Flche 50-313.33/04/28.3303020436 


8303040023 IE Info Notice 83-26. ‘Fa 11 ore of Sa f a ty/Re 1 1 e f Valve 
Discharge Line Vacuum Dreakers “ Svc list oncl 
JORDAN. E L Division of Emargoncy Preparedness & Engineering 
Response (Post 330103) 93/03/03 Consolidated Edison Co of Mew 

Vork. Inc 122pp I B44 1 170 S4X Fiche 30-000,03/03/03,8303040028 


8303040030 IE Info Notice 83-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Poet 8301031 83/05/04 Consolidated Edison Co of New 

York. Inc llSpp 13382 282 24X Fiche 30-000,83/05/04.8303040030 


8303040031 IE Info Notice 83-28, "'Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list oncl 
JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post S30J03) 83/05/04 Consolidated Edison Co of Neu 

york, Inc 119pp 18441 OOl 24X Fiche SO-DOO. B3/OS/04, 8303040031 


8303040033 IE Info Notice 83-29, ‘’Fuel Binding Caused ty Fuel Rack 
Deformation “ Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response <Post B30l03> 83/05/06 C onso 1 1 da ie d Edison Co of New 

York. Inc IlSpp 18523 248 24X FIcfie 50-(500, 83/0S/06, 8303040033 


8305120445 Act receipt of 830406 Itr informing NRC Of steps taken to 
correct violations noted in IE Insp ReptS 5D-313/B2-36 6 
30-36B/32-37 

EEIDLE.M C Region 4. Office of Director 03/03/06 GRIFFIN. J M 
Arkansas Power !. Light Co 2pp 10431 072 24X 

Fiche 30-313.83/05/06,0305120445 


— 8305120451 Responds to NRC 830309 Itr re violations noted in IE Insp 
Repts 50-313/32-36 6 50-368/82-37 Corrective actions Form 
1609 OIDA re calculation of mac permissible c one en tra 1 1 on 
revised to require health physics supervisor signature 
NAREHALL.J R Arkansas Power 6 Light Co 83/04/06 SEIDLE, H C 
Region 4. Office of Director 4pp 18431 074 24X 

Fiche 50-313.03/03/06,0303120445 


8305230337 Forwards IE Insp Repts 50-313/83-07 6 50-368/83-07 on 
830418-22 No none omp i 1 ance noted 

SEIDLE, U C Region 4, Office of Director S3/0S/06 GRIFFIN. J'M 

Arkansas Power & Light Co 2pp IB538 256 24X 

Fiche 50-313,83/05/06.3305230337 


— 8303230348 IE Insp Repts 50-313/83-07 & 50-360/83-07 on 030418-22 No 
noncomp 1 1 ance noted Hajor areas Inspected test 6 eiperiment 
tt procurement programs 6 r ec elp t, storage & handling of 
equipment Si matls program 

JAUDON, J P , JOHNSON, (f 0 Region 4. Office of Director 83/05/03 
6pp 1B508 238 B4X Fiche 50-313.03/05/06,8303230337 


0303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Ehiergency 
Operating Procedures (EDP ) Guidelines " Svc list end 
JORDAN.E L Divislatl of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/11 Co n s o I Ida ted Eiilson Co of New 

York. Inc il4pp 18524 003 24X Fiche 30-000,83/05/11.8303040034 


3303200313 Ack receipt of B30427 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/83-02 & 
30-360/83-02 

SEIDLE.H C Region 4. Office of Director 83/05/13 GRIFFIN, J N 
Arkansas Power it Light Co 2pp, 1B517 056 24X 

Fiche 30-313.83/05/13,8303200313 


— 8303200319 Responds to NRC 830325 Itr re violations noted In IE Insp 
Repts 50-313/83-02 6. 50-368/83-02 Corrective actions 
administrative controls Implemented to provide adequate 
procedural controls re safety-related equipment 

MARSHALL. J R Arkansas Power 6 Light Co 83. 04/27 SEIDLE.W C 
Region 4. Office of Director 4pp 18317 058 24X 

Fiche 50-313.63/05/13,8305800313 


8303040040 IE Info Notice B3-3I. "Error In APLPIPE Computer Program " 
Svc list oncl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response iPosc 630103) 83/05/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 24X Fiche 50-000. 63/03/ 19, 8303040040 


0303240049 Ack receipt of 830302 Itr informing NRC of steps takan to 
correct violations noted In IE Insp Repts 30-313/83-03 It 
50-36B/B3-03 Addl Info re order/sequence 6 temporary 
p la cement of fuel assemb lies requested 

SEIDLE.H C Region 4, Office of Director 03/05/19 GRIFFIN. JH 
Arkansas Power & Light Co 2pp 10349 123 24X 

Fiche 30-313.83/05/19,8303240049 


— B305Z40054 Responds to NRC 830330 Itr re violations noted in IE Snip 
Repts 30-313/03-03 6 50-360/83-03 Corrective actions* 

Procedure 1000 36, "Control of Miscellaneous Info Sources." 
reviewed w/personnel by dept heads to establish compliance 
MARSHALL, J R Arkansas Power ti Light Co 03/05/02 SEID'LE.IfC 
Region 4, Office of Director 6pp 13549 127 24X 

Fiche 50-313,83/05/19,8303240049 


0303310194 Ack receipt of 830312 itr informing NRC of steps taken ie 
correct violations noted in IE Insp Repts 50-313/83-04 & 
30-368/03-04 

SEIDLE.M C Region 4, Office of Director 03/05/23 ORIFFIN, J« 
Arkansas Power t< Light Co Ip 18658 152 24X 

Fiche 30-313,83/03/25,8305310194 


— 8305310199 Responds to NRC 830414 Itr re Violations noted in IE Insp 
Repts 50-313/83-04 & 50-360/83-04 Corrective actions Rev 5 
to GA topical rep t, r e f 1 ec t ing design activity changes. will 
be submitted for approval by 830610 

MARSHALL. J R Arkansas Power & Light Co 83/05/12 SEtOLE.IfC 
Region 4, Office of Director 3pp 10653 153 24X 

Fiche 50-313,83/03/25, 8305310194 


@303040046 IE Info Notice 83-33, "Nonrepresdntattve Sampling Of 
Con tamlnated Oil " Bve list enc 1 

JDRDANrE L Division of Emergency Preparedness Engineering 
Reeponse (Post 330103) 83/05/26 Consolidated Edison Co ol Niv 

York, Inc ll4pp 18647 007 24X Fiche 50-000.03/05/26.0303040046 


R. Parlbdic operating reports 6 related correspondence 


8305200573 Submits third monthly status rept re regulatory responst 
6 commitment control program Info Consists of progress made 
In areas of verification of implementation of commitments 
since 790101 & procedure rev tracking 

MARSHALL, J R Arkansas Power & Light Co B3/04/t4 COLLINS. JT 
Region 4, Office of Director Spp 1SS14.374 24X 

Fiche 50-368,83/04/14,8305200573 


B Reportable occurrences, LERs It related correspondence 


8305200445 Forwards NPDES noncomp 1 lance rept, per Permit AR0001392 
MARSHALL, J R Arkansas Power t< Light Co 83/04/04. COLLINS. J T 
Region 4, nffice of Director tp 18516 109 24X 

Fiche 50-313,83/04/04,6305200445 


— 8305200451 NPDES noncomp 1 iance rept on 830323, d 1 scovcrid oil 4. grease 
concentrations from Outfall 003 exceeded Permit AR0001392 
limits Caused by startup activities on Unit 1 Rev of 
operating procedures being considered to prevent recurrence 
CAVANAUQH. W Arkansas Power t< Light Co 83/03/30 HHITTINOTON. B 
Region 4, Office of Director Spp 18516 110 24X 

Fiche 50-313.03/04/04,0305200445 


03OS23OS73 Forwards engineering evaluation rept, "Cracks fc Leaks In 
Small Diameter Piping " 

BROUN, E J Reactor Operations Analysis Branch, 03/04/19, 
SEYFRIT.ti V Reactor Operations Analysis Branch Ip 10541:342 
24X Fiche 50-000,03/04/19,8305230573 


— 8305230619 "Cracks t. Leaks in Small Diameter Piping," engineering 
evaluation rept Small pipe leaks associated w/unanblc 1 gated 
vibration problems require addl supports or rerouting of 
piping 

BROWN. E J Reactor Operations Analysis Branch 83/04/19 9pp 
18541 343 24X Fiche 50-000,83/04/19,8305230573- 


8305260260 NPDES noncomp Hance notification on 830413, routl ne analysH 
revealed average oil 6 grease concentration of 25 mg/t & 
pollutant load of 27 9 lb per day Caused by bearing failure 
on turbine Bearing repaired U/630426 Itr 

ORIFFIN, J . MARSHALL, J R Arkansas Power & Light Co 83/04/20 
CDLLIN3. J T Region 4, Offlte of Director WHITTINGTON, D 
Environmental Protection Agency 3pp 10629 074 24X 

Fiche 50-313,03/04/20,8305260260 


@305020373 Forwards LER 83-014/017-0 

MARSHALL, J R Arkansas Power & Light Co 83/04/26 8EIDLE. H C 
Region 4. Office of Director, If 10276 309 24X 

Fiche: 50 -368, 83/04/23, 8305020373 
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— 8309020376 LER 03-O14/OlT~O on 8304 1 1 . r e sp onse times of tuo RCS 
s-oilstonce temp detectors found badlg degraded Caused bg 
degradation of couplant (Never-Seer) used In mating 
peiietance temp detectors into thermouiej Is 

ROOEfiSiP Arkansas Power & Light Co 83/04/25 Region 4, 

□ Price of Director 2pp 10276 310 24X Flcho 30-368,83/04/29, 

8309020373 


0309200490 NPDES noncompUance notification on 830413, samp le from 
Outfall 003, ollg water separator, revea led average oil t< 
grease concentration of 25 mg/1 S< pollutant load at 27 9 
Ibi per dag Caused bg bearing failure on Unit 1 turbine 
MARSHALL, J R Arkansas Power U Light Co 03/04/26 COLLINS, J T 
Region 4, DPPlce of Director 3pp 18314 036 24X 

Flche 90-313.03/04/26,8309200490 


8305260249 Telecopy LER 03-O2O/O1T-O on 030519, fire watch posted In 
wro’ng location for period exceeding Tech Spec limit Further 
details (i/l 1 1 be provided 

LEVINE. J.H Arkansas Power t, Light Co 83/05/19 COLLINS, J 
Ragion 4. Office of Director Ip 18626 323 24X 

FIcfie 90-368.83/05/19.8305260249 


DOCKET 30-369 WILLIAM B MCGUIRE NUCLEAR STATION. UNIT 1 


F. Bscurltg, medical, emergency fire protection plans 


8309040984 Releases public version of rev to emergency plan 
laplenentlng procedures 

FELTON. J, M Division of Rules and Records 83/04/26 Document 
Management Bronch Ip 18336 139 24X Flche 50-369,83/04/26, 

8309040984 


— 8309040997 Forwards public version of revised emergency plan 
implementing proc edures. Inc lud ing Procedures RP/0/A/S700/01 
re natirication of unusual event. RP/O/A/9700/02 re alert 4. 
RP/O/A/9700/04 re general emergency 

Tt/CKER.H B Duke Power Co 83/03/01 DENTON, H R Office of 
nuclear Reactor Regulation. Director ADEN8AM. E O Licensing 
Branch 4 2pp 18336 140 24X Flche 50-369,83/04/26.0309040984 


— B305040606 Public version of revised emergency plan Implementing 
proc sdures. includ Ing Procedures RP/0/A/S700/01 re 
notification of unusual event. RP/O/A/5700/02 re alert t< 
RF/0/A/5700'/04 re general emergency 

□LOVER, M 8 Duke Power Co 83/02/24 77pp 18336 142 24X 

Flche 90-369,03/04/26.8305040904 


8309090135 Forwards Rev 15 to security p Ian, Inc lud Ing Implementation 
of Unit 2 vital access, safe shutdown facility b deletion of 
(ntarlm vital areas Rev withheld (ref 10CFR73 21) 

TUCKER. H a Duke Power Co 83/04/26 O'REILLV.U P Region 2, 
Office of Director Ip, 18342 239 24X Flche 50-369,03/04/26, 

0309090139 


B3091602B3 Releases public version of revised emergency plan 
inplamenting procedures 

FELTDN.iJ M Division of Rules and Records 83/05/02 Document 
Hanagamant Branch Ip 18472 079 24X Flche 50-369,83/05/02. 

0309160283 


— 0309160285 Forwards public version of revised emergency plan 
Iniplantentlng procedures, inc lud ing Procedures RP/0/A/S700/Ot 
ra natlficatlon of unusual evant. RP/0/A/S700/02 re alert t< 

RP /D/A/9700/03 re site area emergency 

TUCKER. H B, Duke Power Co 83/02/25 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADEN 5 AM. E 0 Licensing 
Branch 4 Spp 18472' 000 24X Flche 90-369.83/05/02.8305160283 


— 8309160286 Public version of revised emergency plan implementing 
procedures, inc ludlng Procedures RP/O/A/5700/01 re 
notification of unusual event. RP/0/A/S7OO/O2 re alert 6 
RP/O/A/9700/03 re site area emergency 

LEONARD, JR. , MCCONNELL. T Duke Power Co 83/02/04 lS9pp 
18472.092 S4X Fi Che- 90-369. 83/09/02, 8305160283 


B305130i?2 Advises of plan to use public address sys for local fire 
alarms in reactor bldg. Plan meets intent of NFPA 72D-197S as 
cOAslttad In Section E 1(a) of fire protection review plan 
NRC approval riq.uttted by 830701 

TUCKER. H B Duka Power Co 83/09/06 DENTON, H R Office of 
Nuclear Reactor Ragulatlon. Director ADENSAM, E 0 Licensing Branch 
4 . Bpp 18439’ 398, 24X Flche 90-369,83/09/06,8309130192 


8309110034 Generic Ltr 83-21 to all Heensets of operating reactors, 
applicants for OLs 1. holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve lift and 

EIBENHUTiD 0. Division Of Licensing 83/05/11 Consolidated 

ElllfQfl Co, of New York, tnc t6pp 18540 095 24X 

Flche. 90-000. 03 /OS/ U . 83051 1 0034 


0309200956 Forwards IE Safeguards Insp Repts 50-369/83-18 «, 
50-370/83-29 on 830418-22 No noncompliance noted 
DANCE, H C Division of Project 6 Resident Programs 03/05/17 
TUCKER. H B Duke Power Co 2pp 18514 266 24X 

FlChe 50-369,03/09/17,8305200956 


—8303200569 IE Safeguards Insp Repts 50-369/03-18 6 50-370/83-29 on 
030410—22 No noncompliance noted Major areas Inspected site 
or 1 entatl on. review of security organ 1 lot ion 6 security 
program audit Details wltliheld (ref 10CFR73 21) 

TILLMAN, A , URYC, B Region 2. Office of Director MCQUIRE.DR 
Division of Emergency Preparedness & Materials Safety 83/05/17 
Ip 18514 268 24X Flche 50-369.03/05/17.0305200556 


03O525O27Q Forwards Rev 7 to spent fuel transportation plan Rev 
withheld (ref 10CFR7321) 

TUCKER, H 0 Duke Power Co 83/05/18 DENTON. K R Office of 
Nuclear Reactor Regulation. Director Ip 18592 362 24X 

Flche 30-369.83/05/18.0305230278 


J Insurance R Indemnity Information 


8305260261 Forwards Endorsements 95 9 56 to MAELU Policy MF-61 C. 
Endorsement 72 to NELIA Policy NF-102 for Oconee Nuclear 
Station 6 Endorsements 29 6 20 to NELIA Policy NF-240 (, 

MAELU Policy NF-101, respect! ve ly, for McGuire 

LAWSON, L T Duke Power Co 03/05/80 SALTZMAN, J Office of 
Resource Management, Director 19pp 10626 120 24X 

Flche 90-000,83/09/20,8305260261 


P Operating license stage documents 6 correspondence 


0303300370 Notification of 930329 meeting w/u 1 1 1 In Detheida.HD to 
discuss equipment qualification 

DIHKEL.R a Licensing Branch 4 03/03/22 ADEN3AM, E 0 Licensing 

Branch 4 3pp 17734 206 24X Flcho 90-369.03/03/22,8303300370 


8309D502S3 Forwards proprietary Si nonproprietary versions of attachment 
to 030314 ltr re Tech Bpec change to reduce measurement 
uncertainty for RCB flow rate Proprietary version withheld 
(ref 10CFR8 790) 

TUCKER, H Q Duke Power Co 03/04/86 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Lleonsing Branch 
4 20pp 18337 261 24X Flche 50-369.03/04/26,8305090283 


— 0305050200 Application for withholding proprietary Info re Westinghouse 
reactor protGctlon sys/ESr actuation sys setpoint 
methodology (ref 1 0CFR2 790) 

WIE8EMANN, R A Westinghouse Electric Corp 83/04/04 DENTON. H R 
Office of Nuclear Reector Rogolatlon. Director ADENSAM, E 0 
Licensing Branch 4 0pp 10337 209 24X Flche 90-369.83/04/26, 

0309090283 


03OSO6D224 Application for amend to License NPr-9 revising 821123 
application re reduced measurement uncertainty for RCS 
flow rate Amend should also be applied to Unit 2 Tech Specs 
withheld (ref iOCFR2 790) Class I amend fee end 
TUCKER, H □ Duke Power Co 03/04/27 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, £ O Licensing Branch 
4 3pp 10343 024 24X Flcho 90-369,03/04/27,0305060224 


8309060413 Forwards addl info re monitoring *< testing program for steam 
generators concerning preheater mod Installation of mod on 
Unit 2 currently scheduled to bogln in mid-June Date 
tentative depending an Westinghouse schedule 

TUCKER. H D Duke Power Co 03/04/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADEN8AM. E G Licensing Branch 
4 3pp 10343 239 24X Flche 50-369,83/04/20.8305060413 


83050204S5 Generic Ltr 83-19 to all power reactor i, testing licensees 
re new procedures for providing public notice concerning 
1 ssuance of amends to OLs Sve list end 

EISENHUT. D 0 Division of Licensing 83/03/02 Consolidated 
Edison Co of New York, Inc SOpp 18441 120 24X 

Flche 50-000,83/05/02,8305020495 


03OS1OO383 Requests that 030418 proposed amend to Tech Specs to revise 
setpoint for upper head injection accumulator automatic 
isolation be changed to incorporate revised setpoint 
ca Iculation 

TUCKER, H D Duke Power Co 03/05/04 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E G Licensing Branch 
4. 2pp 18377 323 24X Flche 90-369,03/09/04.8309100303 


— 8303100390 Revised proposed Tech Specs changing upper head injection 
accumulator automatic isolation setpoints to Incorporate 
revised setpoint calculation 

s Duke Power Co 83/09/04 Ip 18377 323 24X 

Flchf 90-369, 83/09/04, 8309100383, 



272 


DOCKETED ITEMS 


B303100007 Requo&ts approval of r8Vl«e<f test oietliod b acceptance 
criteria for dqnanilc rod drop test Reply requested by 
S30S1 !■ schedul ed date of test 

TUCKER.IH Q Duke Pauer Co e3/05yD3 DENTON, H R Offlct of 
Nuclear Reactor Reyulationi Director ADEMS^M,£ Q Licensing Branch 
4 2pp IB377 2S7 24 X Fiche 50-3&9. 03/03/09, 3303100007 


3305100347 Forwards addl justification supporting adequacy of test of 
electrical load to satisfy License Condition S C b 
UCAP-Q921i “Setpoint Study, Duke Pouer • Idl 1 1 lam B NcCulre 
Nuclear PlantiUnlts 1 b S ” Rept ulthheld (ref lOCFRa 7901 
TUCKER, H D Duke Fewer Co B3/05/0S DENTON. K A Office of 
Nuclear Reactor Regulation, Director ADENSAK, £ O Licensing Branch 
4 app 1B37B 389 S4X Fiche 90-369,33/03/09,8309100347 


8305160093 Forwards Amend ai to License NPF-9i sefety evaluation b 
notice of Issuance & availability Amend adds condition far 
verifying acceptability of Hodel 03 steam generator mods 
AOENBAM, E O Licensing Branch 4 B3/05/O9 TUCKER, H B Duke Potier 

CO 3pp 19499 307 S4X Fiche 90-369,33/09/05.6309180093 


—8305180038 Amend 21 to License NPF-9, adding condition for verifying 
aec ap tabi 1 1 ty of Model OS steam generator design mods 
EI6ENHUT.0 O Division of Licensing B3/09/0S 4pp 18499 309 
a4X Fiche 90-369,83/09/05.6303180093 


—6303160066 Safety evaluation supporting Amend 21 to License NPF-9 
• Office of Nuclear Reactor Regulation, Director 63/05/03 
13pp 18499 313 24X Fiche 30-369, B3/03/09. 83031 B0053 


S309290267 Approves util 030903 requested changes to dynamic rod drtp 
test purpose, method b acceptance criteria Change alters test 
to record date on dynamic reactor response to simultaneous 
drop of two rods Into core 

NOVAK, T M Assistant Director for Licensing 63/03/17. TUCKEA.K ■> 
Duke Power Co 3pp 18393 333 24X Fiche 30-369,03/09/17, 

B309Z90267 


83052S0S3J Clarifies commitment to modify automatic shunt trip diilgn 
par Salem Tast Force generic study Implementation schedule 
for independent fusing scheme for breaker closing circuits b 
auiltiary relays will be submitted 

TUCKER, H S Duke Power Co 03/09/20 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, £ S Llcenslaj Srisek 
4 Ip IBS92 361 24X Fiche 90-369,83/03/20,8309290381 


8309290287 Informs of control scheme reevaluation fur hydrogen 
mitigation sys Switches allowing manual actuation will be 
added during first refueling shutdown 

TUCKER. K D Duke Power Co 83/09/20 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director ADEN0AM, E 0 Licensing Srinck 
4 tp 1B992 079 24X Fiche 90-369,83/09/20,6309290237 


B3092S0442 Advises that Info submitted 830223 b 0912 re environ 
qualification of electric equipment in Unit 3 applies 
equally to Unit 1 

TUCKER, H B Duke Power Co 63/09/20 DENTON. H ft Office of 
Nuclear Reactor Regulation, Director AOENSAM>E & Licencing Sreicl 
4 tp lasaa 09S 24 X Fiche 90-369,83/08/20,8305290442. 


—8309180072 Notice of issuance fc availability of Amend 2t to License 
WPF-9 

ADBNSAW, E 0 Licensing Branch 4 33/09/05 3pp 18499 326 24X 

Fiche 90-369, 63/OS/OS, 6309180033 


8305090699 Ceneric Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant nods Svc list end 

EISENHUT, D 0 Division of Licensing 63/09/09 Consolidated 
Edison Co »f New Vorii, Inc. I6pp 18627 193 24X 

Fiche 90-000. 83/0 9/09. 8 30309 06S9 


8309170723 Responds to 630311 request for relief from ASKE Code Section 
XI requirements re performing hydrostatic tests after mods 
by Welding on both units associated w/steam generator D 
Approach acceptable 

NOVAK. TM Assistant Director for Licensing 83/09/09 TUCKER. H 3 
Duke Power Co App 18496 186 24X Fiche 90-369,63/09/09. 

6309170723 


— 6309170726 SEft supporting 630311 request for relief from ASME Code 
Section XI requirements ra performing hydrostatic tests 
after mods by welding on both units associated w/st<am 
generator D 

a Division of Licensing 63/03/09 3pp 16496 190 84X 

Fiche 90-369.83/09/09,8309170723 


— 8309170730 Notice of granting of relief from certain requirdments of 
ASHE Code Section XI Inservlca tasting requirements 
ADENSAH.E G Licensing Branch 4 83/09/10 2pp 18496 193 S4X 

Fiche 30-369,83/09/09,8303170723 


8309170277 Fnruards response to open items Identified in Franklin 
Aesearch Ctr technical evaluation rapt re environ 
qualification of electrical equipment 

TUCKER, H 13 Duke Power Co 83/09/1 1 DENTON. H ft Office of 

Nuclear Reactor Regulation, Director ADENSAK, E O Licensing Branch 

4 a9pp 18469 297 24X Fiche 90-369,83/03/11.8309170277 


8309160791 Requests addi Cless I fee for 830311 application for relief 
from ASNE Code Section XI requirements Requirements 
impractical 

DI9G6.R H License Fee Nanagemcnb Oranch. 83/09/11 TUCKER. H B 
Duke Power Co Ip 18909 349 S4X Fiche 30-369.83/05/11, 
8309160791 


6309200436 Forwards Rev 1 to "Offsite Dos a Calculation Nanuel " 

TUCKER. H 0 Duke Power Co 83/05/17 DENTON. H ft Office of 
Nuclear Reactor Regulation. Director A0EN3AM.E G Licensing Branch 
4 Ip. iaS17d24 24X Ficha 90-369.83/09/17. 6309200436 


—8309200440 Rev 1 to "Off site Dose Calculation Manual " 

EIRCH.M L . MCIMroSH.M 0 . STENART, U N Duke Rower Co 83/04/19 
Bpp 18917 123 24X Fiche 30-369.83/09/17,6309200438 


8309240097 Informs that License Condition 3 C (tllg on NURE9-0737, 

Item It K 3 10, "Anticipatory Reactor Trip," satisfied 
Safety evaluation end. 

NOVAK, T M Assistant Director for Licensing 83/09/17 TUCKER, H B 
Duke Powar Co App 18994 129 24X Fiche 30-369.83/09/17. 

8309240097 


0 Inspection reports. IE Oulletins b correspondence 


3212060369 IE Info Notice 63-14. ''Dewatered Spent Ion Eschange Rttiri 
Suscaptih 1 1 ity to Eiothermlc Chemical Reaction." 8vc list 
and 

TAVLI3R, U N Division of Safeguards b Inspection Programs (Pest 
830103) 83/03/21 Consolidated Edison Co of New Vork, Inc 

ItSpp 18306 319 24X Fiche 90-000,83/03/21,8212060389 


8309270146 Forwards IE Insp Rapts 90-369/83-14 b 90-370/83-21 an 
B30307~lO No noncomp 1 lance noted 

DANCE, H C Division of Project b Resident Programs. 83/03/29 
TUCKER, K R Duke Power Co Spp 18638 199 24X 

Fiche 90-369. 83/03/29, 8309270146 


— B309270131 IE Insp Repts 90-369/83-14 b 90-370/83-21 on 830307-10 Ro 
noncempl lance noted Major areas Inspected Unit 2 initial 
fuel loading, preoperatlonal test results review b followup 
on previous inspector-identified Items 

THOMAS. M Region 2. Office of Director vlAPE, F Division of 
Emergency Preparedness b Materials safety 83/03/24. 4pp 
18638 197 24X FlCha 90-369,83/03/29.6309270146 


6309270154 Forwards IE Insp Repts 90-369/83-13 b 50-370/03-19 on 
830120-0302 No noncompl lance noted 

DANCE, H C Division of Project b Resident Programs 83/03/27 
TUCKER, H B Duka Powar Co 2pp 18638 034 24 X 

Fiche 90-3 69. 83/03/29, 6309270 194 


—0309270160 Ig Insp Repts 90-369/83-13 fc 90-370/83-19 on 830120-030S Ki 
noncompliance noted Major areas inspected operations, 
surveillance testing, maint, procedures review, THl requirement 
verification b previous outstanding Items 

ORDERS. M . RDOGE.J Region 2. Office of Director IONATONI6.A 
Division of Project b Resident Programs B3/03/2S I9pp 
18639 036 24 X Fiche 90-369,83/03/29.6309270194 


8309270339 Forwards IE Insp Repts 90-369/83-11 b 90-370/B3-I4 on 
830216-16 b 0301-04 No noncompliance noted 

DANCE, H C Division of Project I. Resident Programs 83/03/29 
TUCKER, H B Duke Power Co 2pp 18643 037 84X 

Fiche 90-369. 83/03/29. 8309270389 


—8305270402 IE Insp Repts 30-369/83-11 b 90-370/63-14 on 830218-10 I 
0301-04 No none omp 1 ience noted Major areas Inspectad steam 
generator mod.NDE b preservlct Insp, observation of worl b 
work activities 

KLBINSORGE, M P , BLAKE, J J Region 2. Office of Director 

83/03/28 llpp 18643 039 24X Fiche 90-369, 83/03/89. B3O987038J 


8309870327 Ack receipt of 830329 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-369/83-09 b 
50-370/83-08 

DANCE, H C Division of Project b Resident Programs 83/04/04 
TUCKER, H D Duke Power Co Ip 18642.224 24X 

Fiche 90-369.83/04/04,8309270327 


DOCKETED ITEMS 


— B303'2703&6 Rrspond* to NRC 030224 Itr ro violations noted in IP Insp 
R*pt» S0-3ii9i>'83-03 & SO-370/83'00 Corrective actions 
procedures ullt be modified by 030401 to verify quantity 
of radioactive matl per App C b 10CFR20 203 

TUCKER. H B Duke Power Co 03/03/29 Cl 'REILLY, J P Region 2, 
afflEe of Director 2pp 10642 829 24X Flche 90-369,03/04/04, 

8309270327 


— 03093703BS Forward « IE Insp Repts 90-367/03-09 Sc 90-370/83-00 on 
830131-0804 Sc rotlce of violation 

DANCE, H C Division Of Project Sc Resiclent Programs 83/02/24 
TUCKER. H B Duke Power Co 2pp 18642 227 24X 

rich* 50-369, 03/04/04, 0309270327 


— 6309270409 Notice of violation from insp on 830131-0204 

e Region 8. Office of Director 83/02/24 Ip 18642 229 24X 

Fiche 90-369. 03/04/04, 0309270327 


— 6309270429 IE Insp Repts 90-369/83-05 Sc 50-370/03-08 on 030131-0204 
Nonconp 1 lenca noted trailer containing more than 10 times 
App C quantity of Co-60 not posted per 10CFR20 203e 
ALBRIGHT, R H , COLLINS, T R Region 2, Office of Director 
BARR, K P Divielon of Engineering Sc Radiological Safety Programs 

63/02/22 9pp 18642 230 24X Flche 90-367,83/04/04,8309270327 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
8vr list end 

c/ORDANaE L Dlvleion of Emergency Preparedness Sc Engineering 
Reigonse IPost 630103) 83/04/19 Consolidated Edison Co of New 

York. Inc 126pp 10439 155 24X FlchO 90-000,03/04/19,8303040021 


B303040023 IE Info Notice 83-22, “DNR 6af ety /Rel 1 af Valve Failures " 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response fPost 830103) 83/04/22 Consolidated Edison Co of New 

Yorkc Inc U2pp 18303 087 24X FI C h e ■ 50-000, 03/04/22, 8303040023 


6303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Renting Bys “ Bve list end 

vUADAN, E L. Division of Emergency Preparedness Sc Engineering 
Response SPost 830103) 83/04/29 Consolidated Edison Co of New 

Vorla Inc l!9pp, 183B1 271 B4X Flche 90-000,83/04/29,8303040029 


6309270911 Forwards IE Insp Repts 90-367/83-19 8. 90-370/83-22 on 
630404-08 No nonconip 1 lane e noted 

DANCEtH C Division of Project Sc Resident Programs 83/04/27 
TUCKER. H B, Duke Power Co 2pp 18649 240 24X 

Flche 90-367.03/04/27,8309270911 


— 0309270521 IE Insp Repts 50-369/83-19 Sc 50-370/03-22 on 830404-08 No 
noncompliance noted Kajor areas Inspected startup programs 
ti closeout of outstanding Items 

BURNETT. P. T, f JAPEcF Region 2, Office of Director 03/04/29 
App 18649 290 24X Flche 90-369,03/04/27,8309270911 


6303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steen Oeneretors at PNRs " Sve list and 

JORDAN.E L Division of Emergency Preparedness Sc Engineering 
Reeponae (Poet 030103) 03/04/20 Consolidated Edison Co of New 

Yort. Inc llSpp 10382 047 24X Flche 50-000,03/04/28,8303040026 


6303040027 IE Info Notice 03-29, "Standby Oat Treatment 8yt Heater High 
Tanp Trip Betpolnt Adjustment " Eve list end 
JORDAN, E t. Division of Emergency Preparedness Sc Engineering 
Responaa fpost 830103) B3/04/28 Consolidated Edison Co of New 

York, Inc 110pp. 18382 169, 24X Flche 90-000,83/04/28,8303040027 


8303040020 IE Info Notice 83-26, "Failure of Saf a ty/Rcl 1 #f Valve 
Discharge Line Vacuum Breakers " Bve list end 
-JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 630103) 83/05/03 Consolidated Edison Co of New 

York. Inc i22pp. 10441 170 24X Flche 90-000,03/00/03,8303040028 


6303040030 IE Info Notice 83-27, "Operational Response to Events 
C-oncerning Deliberate Acts Directed Against Plant 
Equlpaent " Eve lilt and. 

-JORDAN. E L Dlvleion of Emergency Preparedness Sc Engineering 
Reeponae CFost 030103) 83/09/04 Consolidated Edison Co, of Ntu 

York, Inc. 113pp. 10382. 202 24X Flche 90-000,03/09/04.0303040030 


6303040031 IE Info Notice 83-28, "Criteria fop Protective Action 
Racomaiandatlons for Oeneral Emergencies " Sve list and 
JQRDANrE L Dlvleion of Emergency Preparedness Sc Engineering 
-Raaponsa (Post 830103) 83/09/04, Consolidated Edison Co of New 

VOPt. Inc tl9pp 18441 001. 24X Flche 90-000.83/09/04,8303040031 


8303100148 Foruards revised info re steam generator Insp program 
following preheater mod Installation Attachment replaces 
Pa-B* 8 of encl to 030428 Itr 

TUCKER.H 0. Duke Poutr Co 83/09/09 DENTON, H R Office of 
Muclaar Reactor Regulation, Diractor ' ADENSAK, E 0 Licensing Branch 
4 . 2pp 183741221, 24X Flche* 90-369, 83/09/09, 8309100148 


0303040033 IE Info Natles 03-27. "Fuel Binding Caused by Fuel Racic 
Deformation *' Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 03/05/06 Consolidated Edison Co of New 

York, Inc lt9pp 10923 240 24X Fiche 90-000,83/09/06,0303040033 


8303040034 IE Info Notice 03-30, "Ki sa p p 1 1 c at 1 o n of Generic Emergency 
Operating Procedures {EOP) Guidelines " Sve list end 
JORDAN, C L Division of Emergency Preparedness it Engineering 
Response {Post 8301031 83/05/11 Can scil i da ted Edison Co of New 

York, Inc I I4pp 18924 003 24X Flche 90-000,03/05/11,0303040034 


0303170462 Discusses NDE support to Task Order 4-B3iWhlch L Frank 
requested CV Dodd to undertake Ideating of eddy-current 
specialists to discuss exam of preheater tube wear defects 
will be scheduled 

FRANK, L Materials Engineering Branch FIN D-0779-3 03/09/13 

MCCLUNO.R H Dak Ridge National Laboratcory Ip 10923 166 24X 

Flche 90-367,03/09/13,0305170462 


8305200956 Forwards IE Safeguards Insp Repts 90-367/03-10 (■ 
50-370/03-29 on 830416-22 No n oncotnp H anc e noted 
DANCE, H C Division of Project ti Resident Programs 03/09/17 
TUCKER/H B Duke Power Co 2pp 10914 266 24X 

Fiche 90-369,03/05/17,8309200936 


— 8305200565 IE Safeguards Insp Repts 50-369/83-18 Ic 50-37O/83-S5 on 
830418-22 No none omp I lane e noted Major areas Inspected ilta 
or lento t lone revl ew of security organization 1, security 
program audit Details withheld fref 10CFR73 211 
TILLMAN.A , VRYC, G Region 2, Office of Director MCOUIRE, D R 
Division of Emergency Preparedness L Materials Safety 03/05/17 
ip 10914 260 24X Flche 90-369,83/09/17,8309200996 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Sve list encl 

JORDAN, E L Division -Of Emergency Preparedness Ic Engineering 
Response (Post 030103) 03/09/19 Consolldeted Edison Ce of New 

Yorit, Inc 114pp 10697 009 24X Flche 90-000,83/09/19.0303040040 


8303040046 IE Info Notice 03-33, "Nonr e p r es enta t 1 ve Sampling of 
Contaminated Oil " Gve list end 

JORDAN, E L. Division of Emergency Preparedness (c Engineering 
Response (Post 03O1O3> 63/03/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Flche 90-000, 83/09/26. □303040046 


R Periodic operating reports 6 related correspondence 


8309170536 Forwards monthly operating repts for Apr 1783 

TUCKER, H 0 Duke Power Co 83/09/13 Director's Office, Office 
of Intpection and Enforcement ip 10469 020 24X 

Fiche 90-367.03/09/13, 8309170936 


—8309170940 Monthly operating repts for Apr 1903 

REAVtS. J A Duke Power Co 83/05/13 7pp 10467 029 24X 

FUhe 90-367,03/05/13,0309170936 


8 Reportable occurrences, LERs tc related correspondence 


0305310092 Updated LER 03-O14/O3X-1 on 830303, convent ional wests water 
syt radiation tnonitor lEKF-31 channel found out of 
tolerance Caused by cracking detector crystal due to 
excessive temp change Crystal replaced H/83O310 Itr 
NARDOCI.P, D , TUCKER. H B Duke Power Co 83/04/19 O'REILLY. J P 
Region 2, Office of Director 2pp 18653 164 24X 

Flche 90-369,03/04/15,8305310092 


8305230573 Forwards inglnecrlng evaluatiun rapt, "Cracks 1, Leaks in 
Small Diameter Piping " 

BROUN, E J Reactor Operations Analysis Branch , B3/04/19 

SEVFRITiK V. Reactor Operations Analysis Branch ip 18941 342 
24X Flche 90-000,83/04/17,0309230373 


— 8309230619 "Cracks tc Leaks in Small Diameter Piping," engineering 
evaluation rapt Small pipe leaks associated ui/unentic Ipattd 
vibration problems require add 1 supports or rerouting of 
pip ing. 

DRDUNiE J Reactor Oparations Analysis Branch 83/04/19 ?pp 
18941 343. 24X Fi t h e. 90-000, 03/04/ 1 9, 8309230973 


8305110427 Part 21 t> deficiency repts re misoperation df D8-4I6 reactor 
trip undervoltage devl ces. In 1 1 1 al 1 y reported 00.030420 
Attachments will be replaced w/devlces w/wldened grodves 
to accommodate new retaining rings Mfg drawings revised 
RAHE. £ P We sting house Electric Corp 03/04/21 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 9pp 
10409 079 24X F 1 C h e ' 90-000. 83/04 /21 , 8303 1 10427 
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6303030^673 Suintnary Of 030419 nasttng iii/ut ll> Be-chtel b Uaatlnghouse In 
Bg6he<da>MD re fdllures of undervol tage trip devices 
in reactor trip breakers CUss tinghouse Model DS-416J 
BIRKEU.H A Licensing Branch 4 83/04/25 Licensing Branch 4 

36pp 10309 193 84J( Klche 30-369.63/04/25,0305030675 


8305100002 Forwards LER a3~016/03L-0 

TUCKER. H B Duke Power Co 03/04/26 □ 'REILLY, J P Region 2, 
Office of Director Ip 18377 213 24X Flche 50-369.83/04/26. 
8305100002 


—8305100003 LER 03-O16/O3L'O on 830327. hang er 1MCA-MD-H260 discovered 
pulled loose from siell anchors & snubbers lHCA-liD-H177 b 
H317 found locked up during subSBq.uent f U1 1— sfcro k ing Caused 
bg water haeiner event resulting in void forimation 
MARDOCI.P D Duke Power Co 83/04/26 Region 2. Office of 

Director ip 1B377 214 241< Fiche 50-369.83/04/26.8305100002 


8305040273 Clarifies info re reactor trip breakers reported In 830220. 
0301 i 22 Itrs Five consecutive failures to trip reactor 
trip breakers via undervoltage attachrnent considered 
single failure 

TUCKER. H D Duke Power Co 83/04/28 DENTON. H R Office of 
Nuclear Reactor Regulation, Director NOVAK, T H NflC - No Detailed 
Affiliation Olven 2pp 18323 242 24X Fiche 30-369.83/04/88. 

8303040273 


8303060403 Submits addl info requested bg 830426-27 telcons re problems 
U/D8-416 breaker undervoltage devices Undervoltage devices 
replaced ei/new corrected devices b installation checks to 
verify proper alignment initiated 

TUCKER. H D Duke Power Co 83/04/28 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 lOpp 18343 177 84K Fiche 50-369.83/04/28,8303060403 


8305100366 Forwards radial peaking factor limit rept. in response to 
RO 369/63'tt re removal of burnable poison rod assemblies 
Requirement to submit rept 60 dags prior to effective date 
of limits does not apply 

TUCKER. H B Duke Power Co 83/04/26 O'REILLY. J P Region 2. 
Office Of Director 3pp 18379 lOl 24X Flebe 50-369.63/04/28. 
8303100366 


830311020) Forwards LER B3-013/03L-0. De tai I e d event analysis end 
TUCKER. H a Duke Power Co 83/04/29 O'REILLY. UP Region 2. 

Office Of Director 4pp 18393 243 24X Fiche 30-369.83/04/29. 

8303110281 


— 8303110263 LER 33-013/03L-0 on 83031 5. dur t ng upperhead injection level 
switch cal Ibr. sultchea found out of tolerance Caused bg 
design deficiency Rev to Tech Specs changing switch setpoint 
submitted 

MARBOCI.P B Duke Power Co 83/04/29 Region 2, Office at 
Director ip 18393 247 24X Fiche 50-369.83/04/29.8303110281 


830S0402S9 Forwards “Investigation of Unit Trips," "Unit Fast 
fiecoverg, “ "Actions Required fur ATUS Event." "Reattor 
Trip." (c evaluation re mod to provide automatic reactor 
trip breaker actuation, per NRC request 

TUCKER, H B Duke Poiaer Co 83/03/02 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAff. E 0 Licensing Dranch 

4 3pp, 18323 319 24X Fiche 30-369.83/03/02.8303040229 


—8303040240 Procedure 0P/1/A/6100/O5. "Unit Fast Recoverg 
» Duke Power Co 83/03/02 9pp 18323 222 a4X 
Fiche 50-369,83/03/02,8303040229 


— 8303040246 Procedure AP/O/A/ 3300/34, "Actions Required for ATWS Event " 
FIREBAUOH.L . FEESIDE, W 0 Duke Power Co 82/04/22 3pp 
18323 231 24X Fiche 30-369,83/03/02,8303040229 


— B3OSO4026O Change 0 to Procedure AP/1/A/S300/01. "Reactor Trip 
REEStDE, B . FIREBAUOH.L Duke Power Co 82/06/29 8pp 
18323 234 24K FI che. 30-369. 63/03/02. 8303040229 


8303090472 Discusses 830418 rept re reactor trip breakers iRTB) for 
facility RTD found u/no gap between undervoltage device trip 
arm S. breaker trip shaft pin on 830331 Problem Inadver tentl g 
omitted In B3041B rept Proper gaps verified 

TUCKER.B D Duke Power Co 83/05/05 DENTON.H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branch 
4 Ip. 18362 341, 24X Fiche 50-369,83/03/03.0303090472 


63031100B5 Submits addl info requested in 830427 telcon re faiture of 
D8-416 breaker undervoltage devices Uestlnghouse 
recommendations Impicmenttd Addl tasting will be performed 
6 amend to Tech Spec ull) be added, 

TUCKEfliH H Duka Power Co 93/03/03 DENTON.H R. Office of 
Nuclear Reactor Regulation, Director ADEMBAM.E 0 Licensing Branch 
4 4pp 18398 062 24X Fiche 50-369.83/03/03.8303110005 


8303100327 Clarifies 830331 Incident Involving problem u/traln D 
reactor trip breaker Problem resulted In failure of breaker 
to trip upon undervoltage 

tucker, H B Duke Poiuer Co 03/03/03 DENTON.H R Office of 
Nuclear Reactor Regulation, Director ip 10378 321 24X 

Fiche 30-369,03/03/03,0305100327 


0303170355 Forwards LER 03-01 7/03U-0 

TUCKER, H D Duke Power Co 83/05/03 O'REILLY. J P Region 2, 
Office Qf Director Ip 18466 103 24X Fiche 30-369.63/03/03, 
8305170333 


—8305170358 LER B3-Oi7/03U-0 on 830403. during draining of refueling 
cavltg RHR <ND) pumps began to cavitate 6 evantuallg both ND 
pumps stopped Caused bg level gauge Isolation Cavltg 
refilled ND sys vented Procedures revised 

NARDOCI.P B Duke Power Co 83/03/03 Region 2, Office of 
Director Ip 18466 106 24X Fiche 30-369.83/03/05.8303170353 


8303170307 Advises that all Info re RO 369/83-18 on 830407 an snubtir 
optrabilitg unavailable Complete rept will be submitted by 
830320 

TUCKER. H D Duke Power Co 83/03/06 O'REILLY. J.P Region 2. 
Office Qf Director Ip 18470 014 34X Fiche 30-369.83/03/06. 

0303170507 


8303170649 Ack receipt of 830428 response to NRC concerns re Tiactor 
trip breakers Facility mag be returned to operation Detailed 
schematic diagrams, describ ing approved reactor protection 
sgs shunt mod. requestad 

EI8ENHUT, 0 O Division of Licensing 83/03/06 TUCKER. H B Dvie 
Power Co 2pp 18496 244 24X Fiche 30-369.83/03/06.830317064? 


0305130138 Provides addl info updating B3O420 & 0303 Itrs re recent 
problems W/D3-416 breaker undervoltage devices, per NRC 
request Actions t< commitments provide sufficient basis for 
operation Util Intends to proceed w/startup per schedule 
TUCKER, H B Duke Power Co 83/03/10 DENTON.H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 4pp 1B437 172 24X Fiche 30-369,83/03/10,8305130136. 


6305230404 LER 83-Ot9/03L-0 on 830413, representative fuel pool 
vantlletlon sgs carbon filter sample analysis indicated 
temple failed to niaet methyl Iodide penetration criteria 
Semple analyses made to determine cause U/830512 Itr 
NARDOCt.P B , TUCKERiH B Duke Power Co 83/03/12 O'REILLY, JP. 
Region 2, Office of Director 2pp 18392 091 24X 

Fiche 30-369,83/03/12.8303230404 


0303230717 Forwards 8ER of util actions in response to DB-416 reect»r 
trip breaker failures Unit may be returned to sve 

NOVAK. TH Assistant Director for Licensing 83/03/18 TUCKER.KB 
Duke Power Co 2pp 18542 274 24X Fiche 30-369,83/05/18, 

8303230717 


— 8303230719 Safety evaluation re util actions taken In resfonie to 
reactor trip breaker failures Unit mag be returned to sve 
e Assistant Director for Licensing 83/03/18 IBpp 13342 276 
24X Fiche 50-369,83/03/18,8303230717. 


B3032S0949 Submits list of procedures changed to require Independent 
engineering analysis on reactor trips Analysis will use 
reactor trip checklist to ensure appropriate parameters 
considered Performance engineer to document review 
TUCKER, H D Duke Power Co 83/03/20 DENTON.H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branih 
4 2pp IBSSB 224 24X Fiche 30-369,83/03/20.6303230349 


8303310174 PNO-1 1-83-042 Oh S3052t. emp logee injured while prcssurllln( 
inf latable. bladder-ltke pipe plug Rupture of bladder caused 
cmplogee left hand to hit adjacent piping resulting in cuts 
L broken bones Hand decontaminated 

IONA TONIS. A , OtDSBN, A F. Region 2, Office of Director 83/03/23 
2pp 18632-297 24X Fiche 30-369,63/03/23,8305310174 


DOCKET 30-370 WILLIAM D MCOUIRE NUCLEAR STATION. UNIT 2 


E NRC Safety Evaluation Report (SER), supple & correspondence 


8303190032 Forwards response to outstanding environ qualification ittss 
identified in Section 7 8 of Suppl 6 to SER & technical 
evaluation rapt Info supports full power licensing 
TUCKER. HI B Duke Power Co 83/03/12 DENTON.H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Bramk 
4 Spp 16302 038 24X Fiche 50-370,83/03/12,8303190032 
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F SicUFltiii flieiilcali emargency (< flro pratectlon plans 


B30I10403B4 RaliaisB public version of rev to omargencij plan 
taip 1 ement ing procedures 

FELTON. J li Division of Rules end Records 83/04/36 Document 

Kenagtiaent Branch tp 10336 13V 24X Riche SO-369. 83/04/36, 

3309040934 


— 9303040597 Foruards public version of revised emergency plan 
lAplenentlng procedures. Inc lud log Procedures RP/O/A/5700/01 
p» no-ttf Icetlon of unusual event. RP/O/A/5700/02 re alert U 
fiP/Q/A/3700/04 re general emergency 

TUCKER. H E Duke Power Co 83/03/01 DENTON. H R Office of 
Nuclear Reactor Regulatloti. Director ADENSAN. E Q Licensing 
Branch 4 app 18336 140 34X Flche 90-369.83/04/36.8309040584 


— 9303040606 Public version of revised emergency plan implementing 
procedor BBi Inc 1 udlng Procedures RP/O/A/9700/01 re 
not If tea 1 1 on of unusual event. RP/0/A/S700/03 re alert b 
RP/tJ/A/ 3700/04 re general efflergency 

OLOVER. M S Duke Power Co 03/03/34 77pp 18336 142 24X 

Fiche 30-369.83/04/36.0308040384 


9305050133 Forwards Rev 15 to security plan. Inc lud ing Implementation 
af Unit S vital access. safe shutdown facility b deletion of 
tnterlis vital areas Rev withheld (ref 10CFR73 31) 

TUCKER. H D. Duke Power Co 83/04/36 a'REILLV, J P Region 3, 
Office of Director Ip. 10343 339 34X Flche 80-369.03/04/36. 

83090901 39 


B303160SB3 Releases public version of revised emergency plan 
Jyspiemeniing procedures 

FELTON. U M Division of Rules and Records 83/03/03 Document 

Kanagtmcnt Branch Ip 18472 079 24X Flche 30-369,83/03/03, 

0303160393 


— 8305160283 Forwards public version of revised emergency plan 
Implementing proc eduris, includ Ing Procedures RP/0/A/S700/01 
r* notification of unusual event, fiP/0/A/3700/0a re alert b 
RP/O/A/3700/03 re site area emergency 

TUCKER. K 0 Duke Power Co 83/03/39 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAN.E 0 Licensing 
Branch 4 Spp 18473 080 B4X Flche 80-369,83/05/02.0303160383 


— G30316028& Public version of revised emergency plan Implementing 
proctdlureB. includ Ing Procedures RP/0/A/37D0/01 re 
notification of unusual event, RP/O/A/3700/02 re alert & 

RP /0/A/ 5700/03 re site area emergency 

LEONARD. J R , MCCONNELL, T Duke Power Co 03/02/04 139pp 

10473 093 34X Flche 30-369,83/03/02,0303160383 


6303130193 Advises of plan to use public address sys for local fire 
alarms in. reactor bldg Plan meets intent of NFPA 72D-1975 as 
committed In Section E Kal of fire protection review plan 
NVe approval reqursted by 83070i 

TUCKER, H B. Duke Power Co 83/05/06 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAN, E 0 Licensing Dranch 
4 2pp 18439:330 24X FI ch e • 30-369, 83/03/06, 83031301 92 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve lilt encl 

ei&ENHUT.D O Division of Licensing 03/05/11 Consolidated 
Edlsen Co of New York. Inc 16pp 18340 098 34X 

Flche 50-000.93/08/11,8303110034 


9303190020 Gubmlts schedule for installation of RGB cold leg temp 
monitors as Integral part of standby shutdown sys Mod will 
be Implemented no later than startup fallowing second 
refueling outage Exemption may be needed 

TUCKER, H B. Duke Power Co 83/08/13 DENTON, H R Office of 
Nuclear Reactor Ragulatlon. Director ADENSAN.E 0 Licensing Dranch 
4 4pp 18803 017 24X Flche 50-370,83/08/13,8308190020 


B309200S96 Forwards IE Safeguards Insp Repts 50-369/03-10 b 
3D-370/B3-3S on. 830418-32 No none omp 1 1 anc e noted 
OANCE.H C Division of Project b Resident Programs 83/09/17 
TUCKER. K 9 Duke Power Co 2pp 18314 366 24X 

FIcha: 30-369. 93/08/17. B303200S36 


— B30S300965 IE Safeguards Insp Repts 30-369/83-18 b 90-370/03-39 on 
830410-22 No noncompliance noted Major areas inspected site 
orl enta t Ion. revl iw of security organliation b security 
program audit Details withheld <ref 10CFH73 21) 

TILLMAN, A Region 2. Office of Director 83/09/17 Ip 
19914 269 S4X FUht 30-369,03/03/17,0309300396 


G3OS2&0276 Forwards Rsv 7 to spent fuel transportation plan Rev 
withheld (ref 10CFR73 31) 

TUCKER, K a Duke Power Co 03/05/18. DENTON, H R Office of 

Nuclear Roaetor Regulation, Director tp 18392 363 24X 

Flche: 30-369, 83/09/18, 8303230378 


J Insurance b indemnity Information 


0305360261 Forwards Endorsements 53 b 56 to MAELU Pulley MF-6i b 
Endorsement 72 to NELIA Policy NF-102 for Oconee Nuclear 
Station b Endorsements 39 b 20 to NELIA Policy NF-348 b 
MAELU Policy MF— 101 , re spec t i ve 1 y , f or McOulre 

LAH8DN. L T Duke Power Co 83/09/20 SALTZMAN, J Office of 
Resource Management, Director I9pp 18626 130 34X 

Flche 90-000, 03/09/20, 0305260261 


P Operating license stage documents b correspondence 


8303300370 Notification of 030329 meeting w/utll in Dethesda.MD to 
discuss equipment qualification 

DIRKELrR A Licensing Branch 4 03/03/23 ADENSAM, E 0 Licensing 

Branch 4 3pp 17794 286 24 X Flche 50-369,63/03/22,8303300370 


8303060324 Application for amend to License NPF-9 revising 821123 
application re reduceo measurement uncertainty for RCS 
flow rate Amend should also be applied to Unit 3 Tech Epees 
wltliheld <ref IOCFR2 790) Class 1 amend fee enc 1 
TUCKER, H D Duke Power Co 03/04/27 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAN.E Q Licensing Dranch 
4 3pp 1 0343 0S4 24X Flche 30-369,83/04/37.0305060234 


0305040469 Discusses util intentions re performance of requirements 
placed on Westlnghouse for physics testing b surveillance of 
hybrid control rods Estimated critical positions will be 
used thoughout Cycle 1 

TUCKER. H D Duke Power Co 03/04/20 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAN.E O Licensing Branch 
4 Bpp 18321 297 24X Flche 90-370,83/04/38.0303040469 


0305060413 Forwards addl info re monitoring b testing program for steam 
generators concerning preheater mod Installation of mod on 
Unit 2 currently scheduled to begin In mid-June Date 
tentative depending on Westlnghouse schedule 

TUCKER, H D Duke Power Co 03/04/20 OENTON.H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E G Licensing Dranch 
4 9pp 10343 259 34X Flche 50-369,83/04/30.8309060413 


0305020499 Generic Ltr 83-19 to all power reactor b testing licensees 
re new procedures for providing public notice concerning 
issuance of amends to DLs Sve list enc 1 

ElBENHUT, D 0 Division of Licensing 03/09/02 Consolidated 
Erflson Co of New Tori, Inc SOpp 10441 120 24X 

Flche 90-000. 83/08/03. 8309020435 


8303040333 Dciard Notification 83-097 forwards differing prof opinions 
re sys interaction b safety classification Info relates to 
Board Notifications 03—17 b 83—44 re Unresolved Safety Issue 
A- 17 

EISENHUT, D 0 Division of Licensing 83/09/04 PALLADINO, N 
Commissioners 23pp 10337 139 24X Flche 50-000,03/09/04. 

0305040323 


83D51003B3 Requests that G3O410 proposed amend to Tech Specs to revise 
setpoint for upper head Injection accumulator automatic 
isolation be changed to incorporate revised setpoint 
caleulatl on 

TUCKER, H B Duke Power Co 83/09/04 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM.E O Licensing Dranch 
4 Spp 10377 323 24X Flche 90-369,83/09/04,8309100383 


— 0305100390 Revised proposed Tech Specs changing upper head injection 
accumulator automatic Isolation setpoints to Incorporate 
revised setpoint calculation 

4 Duke Power Co 03/OS/O4 Ip 18377 333 24X 

Flche S0'-369, 83/03/04, 0305100303 


B309090659 Generic Ltr 03-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list enc 1 

EISENHUT, D, Q Division of Licensing 03/09/09 Consolidated 
Edison Co of New Vork, Inc 16pp 10627 153 24X 

Flche 90-000,03/09/09,0309090699 


0303170733 Responds to 830311 request for reliaf from ABME Code Section 
XI requirements re performing hydrostatic tests after mods 
by welding on both units associated w/steam generator D 
Approach accep table 

NOVAK, T M Assistant Director for Licensing 83/09/09 TUCKER. H B 
Duke Power Co 4pp 10496 106 34X Flche 90-369.03/09/09, 

B3031707S3 


— 0303170726 BER supporting 030311 request for relief from ASME Code 
Section XI requirements re performing hydrostatic tests 
after mods by welding on both units associated u/steam 
generator D 

* Division of Licensing 83/05/09 3pp 10496 190 24X 

Flche 50-369,03/09/09,8303170723 



276 


DOCKETED ITEMS 


—8303170730 Notice' of granting of relief from certain renolrements of 
ASHE Code Seetlon XI In-earvKe testing requirement* 

ADENSAH. e O Licentlng Branch 4 B3/0S/10 Sfif 1 B4?& t93 SAX 

Flehe 30-3t9i 83/0S/0’?r B303I70733 


0303170277 Foruardi response to dpen items identified In Franklin 
Research Ctr technical evaluation rept re environ 
qualification of electrical equipment 

TUCKER. H 0 Dote Pouier Co, BS/OS/l 1 BENTON, H R Office oP 

ffuclear Reactor Regulation. Director ADENBAH, E Q Licensing Branch 

4 S9pp 104*3 297 24X Flehe 30-3*9, S3f 03/ J t. B305 1 70277 


B3031B0791 Requests addl Clasi I fee for B30311 applic4tlon for relief 
from ASflE Code Section Xt requirements Requirements 
Impractical, 

DtO-DSrR M License Fee Management Branch 83/05/11 TUCKER, H B 
Duke Power Co Ip 18505 345 24X Flcho 50-3*9,83/05/11, 

B303taO791 


0303040044 Board Notification B3-** forwards review of WCAP'10297<P), 
“Droppped Hod Hethodotogg for Negative Flu* Rate Trip 
Plants ” Rod issue resolved bg analgsls in rept Plants 
begond first cgcle mutt perform analgsls Comments end 
ElEENNUT, D O Division of Licensing 83/03/13 PALLADINO, N . 
OILlNSKViV , AHEAHNErJ Commissioners 2tpp 18541:0*0 24X 

Flcha 50-000,83/05/13,8303040044 


8305270154 Forwards IE Insp Repts 50-3*9/03-13 8, 30-370/03-19 M 
830120-0302 No none omp 1 lance noted 

DANCE, H C Division of Project & Resident Programs 83703/27 
TUCKER, H B Duke Power Co 2pp 18*30 034 24X 

Flehe 50-369.03/03/29,8305270154 


— B305270160 IE tnsp Repts 60-369/83-13 8, 50-370/83-19 on B3012<H530a ^ 
noncompl iance noted Major areas inspected operattonii 
survolllance tes t Ing, milnt, pr oc eduree review, TNI requirement 
verification 8< previous outstanding Items 

ORDERS. W , ROOOE.J Region 2, Office of Director IONATONIB.A 
Division of Project 8, Resident Programs, 83/03/20 19pp 
10630 036 24X FI che. 50-369, 83/03/29, 83052701 84 


8305270305 Forwards IE Insp Repts 50-3*9/83-11 8t 50-370/83-14 on 
030216-10 6 0301-04 No none amp 1 lane e noted 

DANCE, H C Division of Project 8, Resident Programs 83/03/29 
TUCKER, H □ Duke Power Co 2pp 18*43 037 24X 

Flehe 30-3*9,83/03/29,8305270385 


—8305270402 IE Insp Repts 80-3*9/83-11 li 50-370/83-14 on 030216-10 b 
0301-04 No noncompl lance noted Major areae inspected eteaa 
generator mod, NDE 8, preservice insp, observation of work 8, 
work activities 

KLEINSOROEiM P , BLAKE, J J Region 2, Office of Director 
93/03/28 llpp 18*43 039 24X Flehe 50-3*9, 03/03/29, 030327ik3«li 


B30S23D499 Notification of 830*08 meeting w/uti 1 in Sethesda.ND to 
dlecuti forthcoming appeal meeting re staff positions for 
standbg shutdown facilitg Process monitoring instruments 
6 source range fJui monitors to be addressed 

SUERMANN, J F Operating Reactors Branch 4 83/05/1* STDLZ. J F 

Operating Reactors Branch 4 2pp 18341 274 24X 

Flehe. 50-000, B3/D3/1&, 8305230499 


8303200430 Forwards Rev 1 to “Ofrelte Dose Calculation Manual “ 

TUCKER. M B, Duke Power Co 03/05/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director A DENS AM, E O Licensing Branch 

4 Ip. 1S5J7 124 24X Flehe 50-369,83/05/17,8305200438. 


— 8309200440 Rev 1 to "Offsite Dose Calculation Manual " 

BIRCH.M L . MCINTOSH, M D , STEWART, J M Duke Power Co 83/04/15 
Bpp 1B5I7 125 24 X Flehe. 50-3*7, 03/05/17. 8305200438 


8305290201 Clarifies commitment to modlfg automatic shunt trip design 
per Salem Task Force generic itudg Implementation schedule 
for independent fuejng scheme for breaker closing circuits 8t 
aualllarg relags will be submitted 

TUCKER, H B Duke Power Co 83/05/20 DENTON. M R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 Ip IB572 361 24X Flehe 50-369,03/05/20.8303230281 


8305250287 Informs of control schema reevaluatlon for hydrogen 
mitigation sgs Switches allowing manual actuation will be 
addod during first refueling shutdown 

TUCKER, H B Duke Power Co S3/05/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E O Licensing Branch 
4. Ip. 18592 075 24X Fiche 50-369,83/05/20,8305250207 


8305250290 Clarifies statements made in 03O9{1 -Ic 12 Itrs re environ 
qua 1 1 f lea 1 1 on of electrical equipment All outstanding stems 
win be resolved 8. will be consistent w/lOCRSO 49igl 
requirements 

TUCKER, H D Duke Power Co. 83/05/20 DENTON, H R Office of 

Nuclear Reactor Reguletlon. Director ADENSAM, E O. Licensing Branch 

4 2pp 18592 196 24X Flcho 5 0-37 O, 83/05/20, 8305250290 


8305270327 Ack receipt of 030325 Itr informing NRC of itspi taken Is 
correct violations noted in IE Imp Repts 50-3*9/03-05 8. 
50-370/03-08 

DANCE, W C Division of Project 8, Resident Programs, 63/04/04 
tucker, H D Duke Power Co Ip 18*42-224 24X 

Flehe 50-3*9.83/04/04,8305270327 


— 8305270366 Respond* to NRC 830224 Itr re violations noted Iti IE Insp 
Repts 50-3*9/83-05 8i 50-370/63-08 Corrective actions 
procedures will be modified by 630401 to verify quantity 
of radioactive matl per App C ti i0CFR20 203 

TUCKERiH D Duke Power Co 83/03/25 O'REILLV, d P Region 2, 
□fflca of Director, 2pp 18*42.225 24X FI che- 50-3*9/ B3/04/04. 

0305270327 


—0305270302 Forwards IE Insp' Rept* 30-369/83-05 8, 50-370/63-08 on 
030131-0204 li notice of Violation. 

DANCE, H C Division of Project 8< Resident Programs, 63/02/24 
TUCKER, K B Duke Power Co 2pp. 10*42.227 24X 

Fiche 50-369,03/04/04,0305270327 


—8303270420 IE Insp Repts 50-3*9/83-05 8, 50-370/83-08 on 630831-0204 
Nancomp 1 lance noted trailer containing more than 10 times 
App C quantity of Ca~*0 not posted per 10CFR20 203i 
ALBRIOHT, R, H , COLUNB, T R Region 2, Office of Director 
BARRiK P Division of Engineering 8, Radiological Safety Pragrtai 

83/02/22 9pp 16442 230 24X Fiche- 50-369, 03/04/04. 830S270M7 


8303040021 IE Info Notice 03-21, “Defective Emergency Us# Rasplret-br * 
9vc lift end 

JORDAN, E L Division of Emergency Preparedness 8i Englnaaring 
Response (Post 830103) 83/04/15 Consolidated Edison Co of Niu 

Vork, Inc 12*pp 18435 155 24X Flehe 50-000,03/04/19.0303040031 


8303040023 IE Info Notice 63-22, “BWR Safety /Rel lef Valve Failures ’ 
Sve list end 

JORDAN, E L Dlvtilon of Emergency Preparedness It Engineering 
Response (Post 030103) 63/04/22 Consolidated Edison Co of Nie 

Vork, Inc 1 12pp 10363.009 24X Flehe 50-000. 03/04/22, 0303040033 


Q Inepectlon reports, IE Bulletins 8. correspondence 


B2120A0365 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Ekotharraic Chemical Reaction ■' Sve list 
enc 1 

TAVLDR. J M Division of Safeguards 8. inspection Programs (Post 
830103) 83/03/21, Consolidated Edison Co of New York, Inc 

112pp 1 0308 3£ 9 24X Flehe 50-000,83/03/21,8212060385 


S30S270I4* Forwards IE tnsp Repts 
830307-10 No nuncomp 1 1 ance noted 
DANCE, K C Division of Project 
TUCKER, H R Duke Power Co, 2pp 
Flehe 90-369/83/03/25, 830527014* 


30-3*9/83-14 8, 50-370/63-21 an 

8. Resident Programs 83/03/25 
18*30 195 24X 


83052701 5 1 IE Insp Repts 50-3*9/63-14 * 50-370/03-21 on 830307-10 

noncomp 1 lance noted Major areas Inspected Unit 2 initial 
fuel loadi rig, preoperat Iona 1 tast results rtvisu U followup 
on previous inspector-identified items 

THOMAS. M Region 2, Office of Director UAPE, F Division of 
Emergency Preparedness 8. Materials Safety. 83/03/24. 4po 
18*30 897 24X Fiche 50-369,83/03/25.830527014*. 


8303040025 IE Info Notice 83-23. “Inoperable Containment Atmoiphert 
Sensit^g Sys “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness 8i Engineering 
Response (Post 030103), 83/04/25 Consolidated Edison Co. of Nse 

York, Inc 119PP 18381 291 24X Flehe 50-000, 03/04/29, 03O3O4OW1 


830S270S11 Forwards IE Insp Repts 50-3*9/83-15 8. 50-370/03-22 on 
030404-00 No nancomp 1 lance noted 

DANCE, H C Division of Project 8, Resident Programs 03/04/27 
TUCKER, H B Duke Power CO. 2pp 10*45.248 24X 

Fiche 50-3*9.83/04/27,8309270511 


—8305270521 IE Insp Repts 50-369/83-19 8< 50-370/83-22 On 830404-00 Ns 
noncompl lance noted Major areae Inspected startup programs 
8i closeout of outstanding items 

BURNETT, P T , JAPE, F Region 2, Office of Director. 83/04/29 
*pp 10*45 250 24X Flchs 50-3*9,03/04/27,8305270911 


8303040026 IE Info Notice 03-24, "Looie Parts in Secondary Side of 
Steam Generators at PNRs, “ 3vc lift end 

JORDAN, E L, Division of Emergency Preparednees & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Hie 

York, Inc U9pp. 10382.047. 24X Fiche 90-000.03/04/26,6303040084 
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B30304I0027 tE Infe Notlci 63-29> “Standby Oas Traatmsnt 8y i Hiater High 
T»«p Trip Sbtpoint Adjuitflient " 8ve list end 
JORDANiE i. Otvltlen sP Emirganey Preparedness & Engineering 
Aaiponta <Pest 630103) S3/04/S8 Consolidated Edison Co of Neu 

Tork. Inc. ttSpp 18383 IdiS S4)( Plche S0~000, 83/04/38. 83030400S7 


8303040036 IE Info Notice 83-3&. "Failure of Safety /Re 1 1 ef Valve 
Dlieharga Line Vacuum Breakers “ Svc list end 
hiOAOANi E L. Dtvieion of Emergency Preparedness t. Engineering 
Response IPost 630103) 83/09/03 Consolidated Edison Co of Neie 

VOPkt Ine. lS3pp 18441 170 S4X Fiche 90-000,83/09/03.8303040028 


8303040030 IE Info Notice 03-27i "Operational Response to Events 
Concerning Oellberete Acts Directed Against Plant 
Equipment. * 8v« list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (l^ost 830103) 83/09/04 Consolidated Edison Co of Neu 

Vorkr Inc. 118pp. 18382.282 24X Fiche 90-000,83/09/04,8303040030 


8303040031 1£ Info Notice 83-20, "Criteria for Protective Action 
Ascomnendation* for Oeneral Emergencies " 3ve list end 
JORDANiE L. Division of Emergency Preparedness (. Engineering 
Afsponse (Poet 830103) 83/09/04 Consolidated Edison Co of Neu 

Tork, Inc. 119pp 18441' 001 84X Fiche 90-000,83/09/04,8303040031 


8303100148 Forwards revised info re steam generator insp program 
following preheater mod installation Attacliment replaces 
page S of end to 830428 itr 

TUCKER. H 8. Duke Power Co 83/09/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director A DENS AM , E 0 Licensing Branch 

4 2pp. 18374 221 24X Fiche 90-369,83/09/09,8309100148. 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Bve list end 

JORDAN, E. L Division of Emergency Preparedness 8 Engineering 
Rssponst (Post 830103). 83/09/06 Consolidated Edison Co of New 

ToPlr Inc, li9pp. 18923.248 24X Fiche 90-000,83/09/06.8303040033 


8303040034 IE Info Notice 63-30, "Misapplication of Oenerie Emergency 
Operating Procedures (EOP) Ouidellnet " Bvc list end 
UORDANiE L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co of New 

Tork, Inc 114pp. 18924:003 24X Fiche 90-000,83/00/11,8303040034 


8309200S96 Forwards IE Safeguards Insp Repts 30-369/83-18 l< 
90-370/83-29 on 830418-22. No noncomp i lance noted 
DANCE.H C Olylelon of Project 1< Resident Programs. 83/05/17 
TUCKER.K B Duke Power Co 2pp 18914 266 24X 

Flehf 90-369, 83/08/17,8309200996 


—8309200969 IE Safeguards Insp Repts 50-369/83-18 t< 50-370/03-29 on 
930418-22 No noneompl lance noted Major areas Inspected site 
orientation. review of security organization 1. security 
program audit. Details wfthhetd (ref 10CFR73 21) 

TILLNAN.A. . URYC. B Region 2> Office of Director MCQUIRE, D R 
Division of Emergency Preparedness (< Materials Safety 83/05/17 
ip. 18914)268 24X Fiche 90-369,83/09/17,8309200996 


8303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program " 
Bvc list end 

JOROAN.E.L. Division of Emergency Preparedness (. Engineering 
Aesponse (Post 830103) 83/09/19 Consolidated Edison Co of New 

Tori, In*. Ii4pp. 10697:009. 24X Plehe 90-000, 83/09/19, 8303040040 


6303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated OH.*' Sve list end 

-JORDAN, E,L. Division of Emergency Preparedness 1, Engineering 
Rasponst (Post 830103) 83/09/26 Consolidated Edison Co. of New 

Tor*. Inc. 114pp. 10647 007 24X Fiche 90-000,83/09/26,8303040046 


R Parlodlc operating reports 1. relate:! correspondence 


8309170938 Forwards monthly operating repts for Apr 1983 

TUCKER. H.B. Duka Power Co. 83/09/13 Director's Office. Office 
of Inspection and Enforcement Ip. 18469' 028 24X 

Fleha: 90-369.03/09/13,8309170936 


— B3O817054D Monthly operating repts for Apr 1903. 

REAVISi J. A. Duke Power Co 83/09/13 7pp 18469 029 24X 

Ftehe* 90-369, 83/09/13, 8309170936 


S. flaportatla occurronces, LERs 8 related correspondence 


8309110437 Part 21 8 deficiency repts re misoperatlon of DS-416 reactor 
trip vndervoltaga devices. Initially reported on 830420 
Attachments win be replaced w/devlces w/wldened grooves 
to aeeonmodaie nau retaining rings Mfg drawings revised 
RAlHE.E P Nestlnghouse Electric Corp 83/04/21, DEYOUNO.R. C. 
Dlractor's Office, office of Inspection and Enforcement. 9pp 
18409-099. 84X Fiche; 90-000, 83/04/21, 83051 10427 


8309030679 Summary of 830419 meeting w/uti I . Bechtel 6 Wesbinghovse in 
Bethesda.MD re failures of undervoltags trip devices 
In reactor trip breakers (Wes t Inghouse Model 08-416) 

BIRKELtR A Licensing Branch 4 83/04/29 Licensing Branch 4 

36pp 18309 199 24X Fiche 90-369.83/04/29,8309030673 


8309(140273 Clarifies info re reactor trip breakers reported In 630228, 
0301 6 22 Itrs Five consecutive failures to (rip reactor 
trip breakers via und ervol tag e attachment considered 
single fa i lur e 

TUCKER, H D Duke Power Co 83/04/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director NOVAK. T H NRC - No Detailed 
Affiliation Otven 2pp 18323:242 24X Fiche 50-369.83/04/28. 

8309040273 


8309090193 Interim deficiency rept re ITT Barton Class IE transmitters 
ezhlbiting thermal nonrepeatability Initially reported on 
821210 Since errors within safety analysis limits, no 
setpoint changes required 

TUCKER. H B Duke Power Co 83/04/28 O'REILLY, J P Region 2. 
Office of Director 2pp 1834 i 398 a4X Fiche 90-370.83/04/28. 
8309090193 


8309060403 Submits add! info requested by 030426-27 tele one re problems 
01/08-416 breaker undervoltage devices Undervoltage devices 
replaced w/neio corrected devices 6 Installation checks to 
verify proper alignment Initiated 

TUCKER, H B Duke Power Co 83/04/88 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Branch 
4. lOpp 18343 177 24X Flch B ' 50-369, 83/04/28. 8305060403 


8305040229 Forwards "Investigation of Unit Trips. “ "Unit Fast 
Rscovery. " "Actions Required for ATWS Event." "Reactor 
Trip." t evaluation re mod ta provide automatic reactor 
trip breaker ae tuat ion, per NRC request 

TUCKER, H 0 Duke Power Co 83/09/02 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 3pp 18323 219 24X Fiche 90-369,83/09/02,8309040229 


—8309040240 Procedure QP/l/A/6100/09, "Unit Fast Recovery " 
» Duke Power Co 83/09/02 9pp 18323 222 24X 

Fiche 50-369,03/09/02.8305040229 


— 8309040246 Procedure AP/O/A/3500/34, "Actions Required for ATUS Event 
PIREBAUOH.L , REESIDE.N O Duke Power Co 82/04/22 3pp 
18323 231 24X Fiche 90-369,83/09/02,8309040229 


— 8305040260 Change O to Procedure AP/1 /A/5500/01, "Reactor Trip 
REESIDE. 0 , FIREBAUOH.L Duke Power Co 82/06/29 Bpp 
18323 234 24X Fiche 90-369,93/09/02,8305040229 


8309130106 PNO-11-03-033 on 830901 . Inadvertent safety Injection 
occurred Caused by spurious signal during tests of steam 
generator D Low power OL received on 830303 (i initial 
critieellty planned during uik 

NEJFELT. 0 > lONATONIS.A. Region 2. Office of Director 83/09/02 
Ip 18440 049 24X FlChe 90-370.83/05/02.8309130186 


6309090472 Discusses 030418 rept re reactor trip breakers (RTB) for 
facility RTB found w/no gap between undervoltage device trip 
arm Sc breaker trip shaft pin on 830331 Problem inadvertently 
omitted In 630418 rept. Proper gaps verified 

TUCKER, H B Duke Power Co 83/09/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 ip 18362 341 24X Fiche 90-369,03/09/03.0303090472 


8309110095 Submits add! info requested in 830427 telcon re failure of 
08-416 breaker undervoltage devices Uestlnghouse 
recommendations Implemented Addl testing will be performed 
1( emend to Tech Spec will be added 

TUCKER, H D Duke Power Co 83/09/03. DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 4pp 18398 062 24X FI e h a ■ 90-369, 83/09/03, 8309 i 1 0089 


6309170898 Forwards LBR 83-004/03L-0 

TUCKER, H 0 Duke Power Co 83/09/06 a'RElLLV, J P Region 2, 
Office of Director. Ip 18465 068 24X Fiche 90-370,63/09/06, 
8309170298 


— 8309170269 LER e3-004/03L-0 on 830406, vent i lation unit condensate drain 
tank released while composite sampler inoperable for more 
than 30 days Caused by personnel error Tank red tagged, 
sampler installed -Ic operation procedure will be mo-dlfted 
NARDOCIiP a Duke Power Co 83/09/06 Region 2, Office of 
Director ip 18469 069 84X Plehe 90-370. 83/09/06. 0305170258 


8309110262 PN0-n-e3-036. On 830508, unit achieved initial criticality 
w/o Incident Actual parameters In close agreement w/ 
predicted conditions 

NEJFELT. 0 M , lONATONIS.A Region 2, Office of Director 83/09/09. 
tp 18393 198 24X FI Che; 90-370, 83/05/09, 830911 0262 
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8303130]SB' Provides dddl ini’o updating 630426 U 0S03 ttrs re recent 
(raPlems w/'D5-4l6 breaker undervoltage devdccs<per NRC 
reguest Actions & codxnttments provide sufficient basis for 
operation Utsi Intends to proceed u/startup per schedule 
TUCKER, H B Duke Power Co 03/03/10 0ENTDN. H R Office of 
Ruclear Reactor Regulatlenp Director ACENSAhFp E 0 Licensing Branch 
4 4pp 1B437 172 24X riche 50-369P 83/03/ 1 0, 03031 30 1 5B 


0305290439 LER 83-0OS/O3L-O On 0304 1 3, p roce d ure review revealed that 
area teeip Aonltorlng surveillance not performed within 12 h 
limit Caused by revs to Tech Specs Surveillance interval not 
recorded Procedures revised W/B305i2 Itr 

NARDOCI.P 0 , TUCKEHpH P Duke Power Co 93/05/12 O'REILLY, JP 
Region 2, Office of Director 2pp 18389 289 24X 

FI Che 30-370, 93/05/12, B3032S0439 


03O32SO499 LER BS-OOph/OSL-O on B304i3p wh 1 1 e in Mode 5 p Control room wide 
range reactor coiojant loop D pressure indicator found low ii 
declared inoperable Caused by air trapped in pressure 
cransfnltter Transmitter bled & loop recatlbr W/B30312 Itr 
NARBaci, P Q , TUCKER, H B Duke Power Co 83/03/12 P 'REILLY, J P 
Region S, Office of Director 3pp 1898S 366 24X 

Fiche 30-370. 83/05/12, a3032904<?9 


B305250S23 Interim deficiency rept re Tech Spec 3 i 1 3 concerning 
operablllti; of containment air lock Investigation 
continuing Complete rep t will be provided by 830603 
TUCKER, H B Duke Power Co 83/09/10 □'REILLY. U P Region 2, 
Office of Director Ip IBSBS 340 24X Fiche 50-370,83/03/10, 

B3D333DS25 


8305090507 Notifies that cofunitment to limit operation of Unit 2 to 
zero power physics testing as result of recent problems 
l,/DB- 41& reactor trip breakers net w/lssuance of safety 
evaluation for Unit i breakers 

TUCKER, H B Duke Power Co 83/05/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 Ip IBSBB 254 24X Flcbe SO-370, B3/05/t 9. B303290307 


B30S230549 Submits lilt of procedures changed to require independent 
engineering analysis on reactor trips Analysis will use 
reactor trip checklist to ensure appropriate parameters 
considered Performance engineer to document review 
TUCKER, H D Duke Power Co 83/05/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAH, E O Licensing Branch 
4 2pp 18508 224 24X Fiche 50-369. 83/03/20, 0309230549 


6303110034 Ceneric Ltr 83-21 to all licensees of operating reactors, 
applicants for OUs U holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EISENKUr, DG Dl vi s 1 on o f L 1 c ens 1 ng 63/09/11 Consolidated 

Edison Co of Neu York, Inc t6pp 18340 099 24X 

Fiche 30-000,83/09/11,0305110034 


0309130149 Ack receipt of B30419 ltr informing NRC of ohjaetlvas (i 
providing scenario outline for 030712 exercise 

PAPERIELLO.C J Region 3, Office of Director 83/09/11 REEOiC 
Commonwealth Edison Co Ip 10437 196 24X Fiche 90-373,03/09/11, 

8309130149 


— 0305130195 Forwards list of objectives, scope of partlc tpation, sc»iitr| 
outline t< narrative summary for emergency exercise scheduled 
for 830712 

SLACKKON, r o Commonwealth Edison Co 03/04/19 HIND, J 
Division of Emergency Preparedness ti Operational Support I9pp 
18437 197 24X FI C h e • 50-373, 83/09/ 1 1 , 83091301 49 


8305170423 Ack receipt of 830419 ltr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Rept 
90-373/83-03 

MILLER. J R Region 3, Office of Director 03/09/12 REED, C 
Commonwealth Edison Co Ip 18469 290 24X Fiche 90-373,63/05/12, 

8309170423 


--0303170425 Responds to NRC 030329 Ur re violations noted in IE 
Safeguards Insp Rept 90-373/03-03 Corrective actions, 
procedures used to test metal detectors 6 proposed change In 
description of metal detectors addressed Details withheld 
FARRAR, D L Commonwealth Edison Co B3/04/19 KEPPL£R,J 0. 
Region 3, Office of Director Ip 18469 291 S4X 
Fiche 30-373, 83/09/18, 0309170423 


0 Adjudicatory cdrrespondence 


0309200481 Advises that time for Commission to review Director's 
Decision 00-83-1 expired Commission declined review Decision 
became final agency action on 630906 

CHILK, 8 J Office of the Secretary Of the Comralasion 83/09/19 
HARTICAN.N I Hindis, State of ROREM, D L Friends of the Earth 
GOOOL, E H Citizens Against Nuclear Power Ip 18913'014 84X 

Fiche 30-373,03/09/19,6305200481 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT I 


F Security, medical, emergency & fire protection plans 


0309240087 AddI response to FDIA request for draft insp evaluation 
repts t< comments on U Koppler 0BO719 ltr re special 
safety insp of facility during Nay-Jul 1982 Forwards App C 
documents 

FELTON, J M Division of Rules and Records B3/03/31 CARDE, B 
Government Accountability Project 2 pp 18993 015 24X 

Fiche 90-373,83/03/31.8309240087 


— '8305250144 Recommends uneaorted access to protected areas for 
R Lipinski tr 0 Chan Raplfac sheet transmitting evaluation 
of technical rapt, "Asseaement of Effects of Nicked 
Reinforcing Steel," enc 1 

KEPPLBR.J O Region 3. Office of Director S2/06/J4 REED.C 
Commonwealth Edison Co 7pp 19593 056 24X 

Fiche 90 -373, 83/03/3 1 , 0303240087 


B30S05D4D3 Farwards request for add! info re fire protection For safe 
shutdown, ba sed on review of Amend 62 to FEAR 
5CHMENCER. A Licensing Branch 2 83/04/28 FARRAR, D L 

Commonwealth Edison Co. 3pp 1B332 046 24X Fiche 50-373,83/04/20, 

B303090402 


830512043B Forwards IE Insp Repts 30-373/82-94 &, 50-374/02-22 on 
021124.26.99. 1201, 14 t< B304I4 & notice of violation 
SPE3SARD, R U Division of Engineering 83/04/20 REED, C 
Commonwealth Edison Co Spp 18431 107 S4X Fiche 50-373.03/04/28. 
8309120430 


—8305120443 Notice of violation from insp on 821124,26,29.1201.14 t< 
830414 

SPE&SARD. R L. Division Of Engineering 03/04/28 Spp 
10431 109 S4X Fiche' 30-373, 83/04/28, 0309 1 204 30 


F Operating license stage documents (< correspondence 


0309190009 Final response to FDIA request for documents re Zael Co &/or 
work performed by Zeck in const of facilities Forwards App A 
documsnts Documents denoted w/asterisk available in PDR App 
B.CrD 6 E doeumenti withheld (ref FOIA Exemption 7) 

FELTON, J M Division of Rules and Records 03/03/11, 

PRENDERDAST. R Prendergast, R J. 17pp 18306' 099 24X 

Fiche 50-000,03/03/11,0309190009 


— E20B250SD6 Trip rept of 020802 aud 1 1, revi ewi ng seismic t< quel iflcation 
file for Tack Go equipment, at Sargent b Lundy Engineers ofc 
in Chicago, IL 

RQSZTOCZV, Z R Equipment Qua 1 1 f 1 cat 1 on Branch. 82/00/06 
SCHNENCER.A Licensing Branch 2 Bpp 10907 201 24X 

Fiche 50-000,03/03/11,0309190005 


— 8309190145 Confirms telcon w/Tongue re Unit 1 switchgear heat removal 
welds Certain welds on Unit 2, Div II switchgear heat removal 
lys may not meet applicable code requirements 
HOLVOAK, R H Commonwsalth Edison Co 62/OS/06 Region 3, 

Office of Director Ip 10907 200 24X Fiche 90-000,83/03/11, 

0309190003 


— 8305190302 Forwards Rev 0 to "Assessment of Btltch Weld Strength In 
HVAC Ductwork Cons t, LaSa 1 1 e County Btation Units I 6 2," DC 
rejectabte welds have sufficient strength to meet design 
requirements of HVAC ductwork & need not be repaired. 

POLLOCK, R H Sargent t< Lundy, Inc 82/00/27 SHELTON.B.R 
Commonwealth Edison Co Ip 10907 317 24X Fiche 30-000, 

03/03/11. 8303190009 


— 0309190303 Rev 0 to "Assessment of Stitch Weld Strength in HVAC 
Ductwork Cons ti LaSal Is County Station Units 1 tt 2 " 

CHO. K L , K18ISEL, I T , (1ELI0I, A V Sargsnt t, Lundy, Inc 
CQD-003490 ROO S2/08/27 27pp 18907 310 24X 

Fiche 90-000,03/03/11,8309190009 


—0305120447 IE Insp Repts 30-373/02-54 «, 50-374/82-22 on 021124,26,29, 
1201.14 U 030414 Noncomp 1 lane B noted failure to (vrlte 
nonconf ormance repts i, failure to comply w/ lOCFRSO, App B, 

Criterion II re housekeeping practices 

RAMSEY.C , ULIE, J , HASSE, R Region 3, Office of Director 

B3/04/27 I9pp 10431-112 24X Fiche 90-373.83/04/26,8309120438 


— 8305190332 Forwards "LaSalle County Station Independent HVAC Review." 
Interim rept Rept alto sent to JG Keppter 
KEMP I AK, A J CF BreuniCo 82/09/15 SHELTON, B R 

Commonwealth Edison Co ip 10907 399 24X Fiche SO-000. 

83/03/i 1,8305190005 
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— BSOSISIOaM FDroiari* TE Watti 331019 & 39 mamqs to CW Schroodar 
ri«j|)an'dlng to R Lonltburg questions i-a hVAC ductuork design 
b tTonsntttlng H»v 0 to Project Instruction PI-LS-42t 
'Rovlau oP QC Documentation for LaSalle County Station " 
SCHRDEDEft.C W Coramonuaa 1 th Edison Co 83/10/27 KEPPLER. J 0 

flag ton 3# Office of Director <7pp 13308 093 24X 

F I c h a 90~000 , 03/03/11. B30S1 90009. 


— 8305190387 Rev 0 to Project Instruction PI-U8-42. "Bevieia of OC 
Oaeumantat ion for LaSalle County Station Units 1 i 2 •' 

• Sargent U Lundy, me 02/10/21 9pp 10306 102 24X 

P I e h •: 80-000. B3 /oa/ 1 1 . 8305 1 90009 


— a30'5i9O3d>& Foruardo Vols 1-4 to "Independent HVAC Revieu.UaBaUe County 
Nuclear Plant.” final rept 

KeHPfAX.A J C F Braun & Co B3/10/S7 SHELTON. 0 B 
Comnonuea 1 th Edison Co Ip 18908 ill 24X Fiche 90-000. 

63/03/ 1 1 . 0309 1 90009 


— B30st903*7 Act receipt of CF Qraun final rept of Independent HVAC 
ravtau at facilities 

PHILLIPS.R.M Region 3< Office of Director 52/10/27 Region 
3. Office of Director Ip 1B90B 118 24/ FUhe 80-000.83/03/11. 

63081 9000S 


— B308190379 Rei^uasts list of results of detailed calculations on rebar 
tfaoiaga for 6.47 concrete elements affecting Unit 1 operation 
{i approved CF Braun proposal for independent HVAC reviaw 
fact Co cbronolegy and. 

OOQOIE.O S Illinois. State of 82/09/07 KEPPLER. J 0 Region 
3. Office of Director 5pp 18911 278 34X FlehO 90-000. 

B3/03/1 1. 8305190009 


— 8305190390 P Donahue show Transcript 08302 re nuclear poipar Safety 
Info ro factlitlBs & Zaeft Co end 

a Multimedia Program Production. Inc 83/03/il 128pp 

lasts iS9 84X Fiche 50-000.83/03/11.8309190009 


0304290034 Reituests documented acceptance of Ooneral Motors 
Elaetro-Motlve Dlv (EMD) MI 9644 mod as acceptable 
alternative to diesel generator prelube oil pump EMO 
clarification of prelube reouiroments enci 

SCHROEDER.C H Commonueal th Edison Co 83/04/86 8CKW&NCER. A 
Ldcpnilng Branch 2 3pp 19269 274 24X Fiche 90-373.83/04/26. 

S304290O34 


6308030161 Confirms discussion ui/A Bournla changing effective dete for 
propoiod Tach Spec re radiation chemistry technician 
gijal 1 f icatlon requirements to 830909 

eCHROEDER. C 6 Commpnuealth Edison Co 83/04/27 8CHMENCER. A 
Ltconslng Branch 2 Ip 18300 269 24X Fiche 90-373.83/04/27. 

83030301 61> 


6305020485 Generic Lkr 03-19 to all power reactor << testing llcensoes 
re new procedures for providing public notice concerning 
issuance of amends to OLs Sve list end 

EI8ENHUT. C O Division of Licensing 83/09/02 Consolidated 
Edison Co of New York. Inc 90pp 18441 120 24X 

Fiche 30-000.03/03/02.8309020499 


8303110002 Foruiards "Test Rept on Verification Testing of Separation 
Between Class IE (. Non-Class IE Power Cables in Raceways " 

Mrltten confirmation of closure of License Condition 
8 C <S4} requested 

3CHR0E0ER.C U Commonwealth Edison Co 83/09/03 SCKWENCER. A 
Licansing Branch S 2pp 18397 239 24X riche 90-373.03/09/03, 

83031 100S2. 


— 03OSI1OOB9 "Test Rept on Verification Testing of Separation Between 
Class IE b Non-Class IE Power Cables In Raceways ■’ 

HAZELTiNE. J ► JOHNSON.F , ROBERTS. W Wyle Laboratories 46911-3 
33/03/38 181 pp 18397 241 24 X Fiche 90-373.83/05/03. 

8309110062 


6308110171 Forwards safety evaluation on drywell to wetwalt vacuum 
breaker valve mods to withstand suppression pool swell phase 
of LOCA Mods acceptable 

BCHUENCfiR. A Licensing Branch 2 83/05/03 FARRAR, 0 L. 

Gonmonwsalth Edison Co 2pp 18434 236 24X Fiche 90-373.83/09/03, 

0305110171 


--8308110173 Safety evaluation on dryweil to wetwell vacuum breaker 
valve mads to withstand suppression pool swell phase of 
LQCA Mods acceptable 

• KRC - No Detailed Affiliation Given 83/09/03 3pp 
18434 230 24X Fiche: 90-373. 83/09/03, 83091 10171 


3309120S80 Forwards Amend 14 to License NPF- 1 1, safety evaluation b 
notlco of issuance 6 availability Amend deletes License 
Condition 5 C (26> 6 Incorporates licensee approved 
alternative to Rad/Chem technical qualifications 
SCHWENCER.A Licensing Branch S 83/09/09 FARRAR. D L 
Commonwealth Edison Co 3pp 10441 319 24X Fiche 90-373,03/09/05, 

8309120980 


— 83091209BS Amend 14 to License NPF-l 1 . del e ting License Condition 
S C <26) h changing Tech Specs to incorporate licensee 
approved alternative to Rad/Cham technical quel 1 f icatlons 
EISENHUT. D 0 Division of Licensing 83/09/03 6pp 10441 322 
24X Fiche 90-373.83/05/09.8303120580 


—8309120909 Safety evaluation supporting Amend 14 to License NPF-l I 
« Office of Nuclear Reactor Regulation. Director 83/09/09 2pp 
18441 388 24X Fiche 90-373.03/05/09.8309120980 


—8303120993 Notice of Issuance availability of Amend 14 to License 
NPF-ll 

SCHUENCER.A Licansing Branch 2 83/09/05 3pp 18441 330 24X 

Fiche 30-373,83/03/03,8305120380 


830S090639 Oonerlc Ltr 83-20 to o 11 operating reactor licensees *. 
holders of CPs re integrated scheduling for implementation 
of plant nods sve list end 

EISENHUT. D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc I6pp, 18627 153 84X 

Fiche 90-000.83/05/09.8309090659 


0309170477 Confirms 830912 enforcaraent conference in Olsn Ellyn. IL 
w/utll to discuss programmatic deficiencies identified in 
surveillance testing program 

NORELIUSi C C Division of Project U Resident Programs 83/09/0? 
REED.C Commonwealth Edison Co Ip 10470 089 24X 

Fiche 90-373.83/09/09.0305170477 


8303200621 Oocuments review of procedures 6 practices used in control 
of design 6 const of Byron Station b highlights Important 
findings Const of Byron meets requirements of FSAR S> 8ER 
(NURE0-0a76) Supporting documantati on end 

REED.C Commonwealth Edison Co 03/09/11 DENTON. H R Office of 
Nuclear Reactor Regulation. Director JOpp 18321 OBS 84X 
Ftchf 90-000.83/09/11. 030320 062 1 


—8309200637 "Energy. Inc/Fergusnn. Inc Audit Rept of Sargent 4. Lundy for 
Comm Ed '* 

CURRAN. R N . HARRIS. R J Energy Incorporated FEROUSDN, R N 
Ferguson. Inc 62/07/06 &5pp 18921 095 24 X 

FUhe 90-000.03/09/11.8305200621 


—0305200647 "Rept on INPO Self-Initiated Evaluation for Byron b 
Braidwood Nuclear Station Const Projects " 

a Commonwealth Edison Co 82/11/17 350pp 10921 160 24X 

Fiche 50-000.83/09/11.0309200621 


— B3092006S9 Rcpt of 810929-30 audit to verify Sargent U Lundy 
conformance to NUREO-0963 re environ qualification of Class 
IE electrical equipment 

MARCUS. o F Commonwealth Edison Co 61/10/06 6pp 10922 190 
24X FUhe 30-000.03/09/11.8309200621 


—8309800669 Kept Of 030307-19 audit to evaluate Sargent 6 Lundy OA 
program Implementation {. adequacy of facility design 
SUMMER FI ELD, T . HARCUS.OT Cemmonwealth Edison Co 83/03/23 
IBpp 189S2 196 24X FUhe 50-000,83/09/11.8303200621 


—0309200679 Rept of 830607-11 audit re Sargent b Lundy OA program 
implementation b evaluation of adequacy of mechanical, 
electrical 8. structural design of facilities Related Info 
end 

MARCUS. 0 F Commonwealth Edison Co 82/06/17 48pp 18922 174 
24X Fiche 90-000.83/09/11.8309800681 


—0305200681 Rev 3 to "Interface Control Agreement. Mestlnghouse Piping b 
Structural Evaluation Program for Byron Station Unit I " 

» Ueotlngh ouse Electric Corp • Commonwealth Edison Co e 
Sargent b Lundy, Inc 02/10/39 I9pp 10922 221 24X 

Fiche 90-000.83/09/11.0309200621 


— B3092006B3 Rev C to Procedure 3 0 4. "Design Control - New Design. 
Byron Station " Description of Hestlnghouse design assurance 
controls for Byron/Brsldwood end 

MHITAKER.U A Nuclear Power Services. Inc 82/11/23 IBpp 
10922 241 24X Fiche 90-000.83/09/11,8309200621 


— 830SS00684 Advises that Uestinghouse OA program implementation 
described In WCAP-B370. Rev 9A, satisf ec tory 

SEYFRIT.K V Region 4, Dallas, Office of the Director <81/03/011 
81/04/30 SLEMOER.R J Nestlnghouse Electric Corp 2pp 
1 Q 982 299 24 X Fiche 90-373. 83/09/11, 8309200621 
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-9303200638 ItPV 0 to "AuiilJary Peoifuatep Sy s Desisn Review flept " 
OA ttatenienfc re verification of adeqoaci^ of design & const 
of Bgron l/nlt i end 

HATTEUET>P L . HEiSTEfii J B . BRAEOER, C 0 Sargent ft l.unt(y. Inc 
OOH-AP'OOi 'BB ROO SO/07/li 84pp 19322 303 84X 

Flefte 30-000. 03/09711.8303800621, 


—8309190097 Reiiuests investlgstlon of Regian III Inadsittjate 

Investigative oversight re OA breetdown 6 poaslble crleiinei 
fe Itl f ieatlon at Zaek Co. K VAC contractor at Aaelllttes AT 
Howat’d ti 8 HarsUo allegations discussed 
DEVINE, T Oovernment Acceuntab 1 1 1 tg Project 92/07/26 
PALLADINO. N J. Comeil ts 1 Oner t llpp 19906' 189 24X 

Flcbe 30-000,93/03/11,0303190005 


-8303800691 “Design Evaluation (Audit) Rept of Sargent 6 Lundy for Contnt 
Ed ■' 

fllOBEE. D I CLRRAN.fi N , FARMAfl, R F Energy Incorporated, 

93/04/04 127pp 19323 037 34X FI Che 5(5-000,93/05/11, 

93 03800621 


—0309190102 Affidavit of 8L Narello re OC breakdown & crialnel 
falsification at lack Ce.HVAC contractor at facilities 
HARELLO. 8 L Affiliation Unknown 02/07/86 22pp 10306 JOg 
24K Flche 30-000,93/03/11,9309190003 


0303200015 Responds to ejtil 930407 regoest to thange Tech Specs 
allowing dilution flow bJowdoun deteraiinatlon by position of 
regulating valve Reiiuest unacceptable Flow rate estlaiata 
still vulnerable to uncertainties 

NOVAK, T H Division of Licensing 93/03/17 FARRAR, D L 
CommonwBalth Edison Co 3pp 18S8B 36(5 24X Ftefie 30-373,03/03/17, 

03O9SOOOI3 


0309230394 Subnlts editorial rev to Specific Action 10 per 921289 
response to Oencrlc Ltr 91-04 re Asasures to minimi le 
intergranular stress corrosion cracking General 6 specific 
corrective actions dlicuised NUREO-0313 compliance achieved 
8CHR0EDER. C U Commonuealth Edison Co 83/03/19 LA1NA6, 0 C 
Licensing Branch 2 4pp 19937.313 24X Ficfie 30-373,93/08/19, 

9303230384 


9309240110 Forwards Tables 39463 9-4A comparing NRC fuel assembly 
load combinations in horldontal p I ane, ver 1 1 cal plane 6 
design basis loads End tables will be Included In F9AR 
Amend 63 to be submitted by 930630 

9CHR0EDER.C W Commonwealth Edison Co 03/03/19 SCHWENCERiA 
Licensing Branch 2 4pp 18940 343 24X Fiche 30-373,03/05/19, 

0303240110 


9303270476 Ack receipt of 630489 Ur informing NBC of steps taten to 
correct violations noted in IE Insp Repts 30-434/03-06 6 
S0-499/S3-05 Actions will be dscidad during pipe whip 
restraint energy absorbing matt tests, 

SPE00ARD, R L Division Of Engineering. 83/09/24 REED, C 
Commonwealth Edison Co Ip 19644 097 84X Fleh* 30-000,93/03/84, 

0308270476 


—8303270301 Rev 1 to “Evaluation of Three Logged Pipe Uhlp Restraint 
fiys ■’ 

MA, J 8 , VANO, H 0 , AMJN, II Bargent 6 Lundy, Inc 8 18 1-0 ROI 
02/09/21 47pp 19644 099 24X Fiche 50-000,83/03/24,9303270476 


6308310086 Notification of 030614 meeting w/utll In BathesdA.HO to 
discuss util OCROR program plan 

GILBERT, R A Operating Raactors Branch 3 03/08/26 CRLITCHFIELD, D 

Operating Reactors Branch 8 2pp 16698 063 24< 

Fiche 30-000, 03/08/26, 8303310086. 


G inspection reports, IE Oulletins 6 correspondence 


03G5I9OOOS Final reiponse to FOIA reguest for documents rs lack Co b/op 
wort performed by lack In const of facllibias Forwards App A 
documents Documants denoted w/astsrisk available in POR. App 
S, C, 0 4< E documents withheld (ref FOIA Etemptlon 7) 

FELTON, N Division of Rules and Records 03/03/11 
FREN0ER0A3T.R Prendargast, R J I7pp 18806 089 24X 

Fiche. 80-000, 03/03/11, 0303190009 


—3303190045 Reguasts vendor Insp ef facilities having contracts w/Zack 
Co due to GA/OC problems at (lid land re HVAC activities 
Zack Co carrtspondance re LaBaile & related info enci 
FIORELLI, G Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch. 80/04/21 POTOPOUS. if Region 4, Dallas, Vendor 
Inspection Branch i2pp 19906 077 24X Ficha 30-000,93/03/11, 

9308190003 


—9309190050 Summarlies 920430 meeting w/presldent of lack Co, HVAC 
contractor at faci 1 1 ttes, rs potential al 1 egatl one, Zac k Co 
planning to terminate savers! employees In document cantrel 
section 

HATES, 0 H Region 9, Office of Director 82/05/12 Region 3, 
Office of Director. Ip 18806,099 24X Fiche- 50-000, 93/03/1 J, 

8305190005 


•'0309190080 Repts allegation ra lack Co falsified docu/nsnts concerning 
HVAC activities at facilities per NBC Nightly News 
broadcast 

* Radio TV Reports, Ine 92/07/24. NflC - No Detailed 
Affiliation Oivan 2pp 18806 124 24X Fiche SO-OOG. 93/03/1 i , 

63G5I90005 


—8308190100 Affidavit of AT Howard re QC breakdown U erlrslnal 
falsification at Zack Co, HVAC contractor at facllitist 
HOHARD, A T Af fl 1 iat ion Unknown 92/07/26 3Spp 10806,163 

24X Fiche: 80-000, 03/03/11, 0308190003. 


— 83a9190lt9 Rapts investigation rs postiblt flawed aguipnint at 
fee 1 1 1 ties, per Eyewitness News broadcast 
♦ Radio TV Reports, Ine 92/07/26 NRC - No 04 tailed 
Afflllatlan Given 2pp 18307 168 24X Fich e- 30-000, 83/03/li, 

0309190005 


—0308190124 Offers assistance 6 eoaperatlon in investigating Zact Ca 
Buggastlons discussed 

DEVINE, T , OARDE.B P Govarnmsnt Accountabl 1 i ty Project 
92/07/27. PALLAOINO, N J Commies loners 2pp 10807-167 Zll 

Fiche 80-000,03/03/11,8308190003 


—0308190129 Forwards outline of investigation rapt re Zack ddcyairiaiii,,, 
concerning HVAC activities Discussion of matl spec It 
mechanical properties for galvanised ihaet steel R stiffener 
hanger 6 support steel 6 L DilGsorgs handwritten notes end 
NORELIUB.C e Region 3, Office of Director 02/07/20. 

KEPRLER,^ 0 , DAVIS. A B , F(3STER, J Region 3, Office of Dlrsctcr. 
2Spp 10907 169 24X Fiche 90-000,03/03/11,9308190005 


--6303190191 Informs of atty general of Stats of IL intention to aliSRl 
NRC S209ti meeting u/utll t. Govt Accountability Project to 
discuss selection of third party to investigate HVAC 
all sgat ions 

VAN VRANKEN, J Illinois, State of 82/00/09. ilEPPLER,UO 
Region 3, Office of Director Ip. 10807.209 24X 

Fleh# 30-000,03/03/11,8308190008 


— 0309190162 Introduction of 020011 public meeting to dieeuss util plirii 
re employment of third party contractor to conduct 
independent review of HVAC sys at facilltlee. 
s NRC - No Detailed Affiliation Given. 02/08/it 2pp 
10507 214 24X Fleh# 80-000.83/03/11,8308190003, 


—8308190167 Requests that all intsrasted partlis be furnished profosil 
contract between util 6 CF Braun for independent 
Invea ti gatlon of facilities 6 bs allowed to submit urlttsn 
comments before agreement finalliad 

VAN VRANKEN, J. Illinois, Stats of 02/00/12. KEPPLER,O.G 
Rsgion 3. Office of Director 2pp 1S507'213. 24X 

Fiche 30-000, 63/03/11, 0303190008 


—9308190179 Requests that Region ill raonitor CF Braun activities in 
Indfpandant review of HVAC sys at' fee 1 1 Itles 6 thAt T Howard 
6 S Harello experience t> knowledge be utlllisd in rsvifw 
process Util 920813 Ur to CF Braun i, Co ancl 

HOWAROiA. T Affiliation Unknown. 92/08/13 KEPPLER, U. 0. Bsglcn 
3, Office Of Director llpp 16807!216 84X 

Fiche 50-000,93/03/11,0308190003 


—9309190164 Confirms 820012 telcon ra telephone call from M Cherry 
concerning Zack investigation t, circumstances surrounding 
terrninatlon of Zack amployaes 

OAVtS.AB Region 3. Office of Director 02/09/16 FITZGERALD, d 
Office of Investigation 2pp 18807 230 24X 

FlChf 80-000,83/03/11,0308190008 


—0308190189 Notification of 020024 meeting w/utll In Olen Ellyit.IU to 
discuss status of llcsnsss Independent HVAC review 
» Region 3, Office of Director 82/08/10. Region 3, Office os 
Director Ip 10907 231 24 X Fiche' 80-000, 93/03/1 1« 03031 WOOS 


— 9305190203 tntr oductlen of 020824 public meeting to discuss util 
prollmlnary plans re Independent rtvlaw of HVAC sys at 
facilities Halting will focus on CF Braun technical 
proposals, , 

# NRC - No Oetailad Affiliation Given 83/08/24. if I9S07'866 
84X Fiche. 30-000, 03/03/11, 8305190008 
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281 


— 8305190389 Forwards T Devine S20Q13 Itr.AT Howard 03Oai3 Itr (< S6 
Karelia BaoaiA Itr for NRR can«ldaretlon In aftettment of 
util proposal on third party review of HVAC sys at 
(Fatuities 

BPE&SAROiR L Division of Project t< Resident Proarems 82/oa/3S 
eiBE-hHUTiD 9 Division of Licensing ip 18507 293 S4X 
Flcha SO-OOO. 83 /03/lli 8305190003 


--8303190393 Advises that AT Howard & 88 Maretle do not object to 
selection of CF Braun to conduct third party investigation 
of charges against lack Coisubj to listed conditions Related 
info and. 

t}£VINE>T. eovernment Accountability Project BS/OS/iS 
KEPPLEH^ J. Region 3. Office of Director lApp 18S07 294 a4X 
Fleha SO-OOO. B3/03/1 li 8305190003 


—830519039* Comments on 820811 meeting u/NRC & util re CF Braun audit of 
facllltlas CF Braun should rept directly to NRC & should 
audit all critical areas at facllltlas 

HARELLQj 8 L. Affi 1 lat ion Unknown 82/03/1* KEPPLER, J Region 
3, Office of Dlroetor Spp 18507 313 24X Fiche 50-000. 

03/03/11* 8305190005. 


— 0305190304 Dlsccisset concerns on behalf of AT Howard b 0 Marello. for 
NAC consideration In review of CF Braun final proposal to 
conduct Independent review of HVAC sys at fac 1 1 1 t 1 es. per 
S30924 (Stating. 

EieviNEtT. Oovernment Accountability Project 83/09/04 
KEPPLER* *J.O Region 3. Office of Director 6pp 10307 345 24X 

Flehe 30-000*83/03/11*8305190005 


— S30S190339 Responds to 030904 Itr containing comments on CF Braun 
[proposal for independsnt verification of HUAC sys at 
facllltlas Comment taken into consideration In NRR review 
of proposal 

KEPPLER* e Region 3. Office of Director 83/09/13 DEVINE. T 
Oovernsiant Accountability Project Ip 18307 357 S4X 
Fiche: 30-000* 83/03/1 1* 8305190003. 


—8305190384 Advises that field Insp of HVAC sys at facility completed. 
Including review of Oovt Aecountabl I ly Project allegations 
agaln.it lack Co No technical basis eitsts for further 
rastrlctlon of facility power level. W/related info 
KEPPLER* U fl Region 3. Office of Director 83/12/03 DENTOh/. H R 
Office of Nuclear Reactor Regulation. Director. Itpp 18312 038 
24X Fiche 30-000183/03/11.8303190003 


—8305190387 Rev 1 to “LaSalle County Station Teclinlcal Proposal." 
including scope of work.work plan to accomplish independent 
HVAC revtaw* organl tatlen chart b resumes of personnel 
assigned to project. List of mail specs for HVAC const end 
* C F Draun b Co 82/08/25. 34pp. 18512’ 153 24X 

Fiche 30-000.83/03/11.8305190005 


— 83051903?* Dlscutsas 830*34 telcon w/B Oarde of Oovt Aecountabl 1 1 ty 
Proifct re allegations concerning Zaek Co QA program at 
facilities. Personally idintifiabla info deleted 

NOR£LIUB*C. E Division of Engineering 82/07/12 Division of 
Engineering. ip 18512-323 24X Fiche 50-000,83/03/11. 

8303190005 


—8305190399 Handwritten notes re meeting u/utll on allegations 
conearnlng Zack Co activities at facilitias. 

DAVIS. A. B. NRC - No Data! led Affiliation Given 82/07/1*. 9pp 
18512.335. 24X Flchf’ 30-000, 83/03/1 1. 8305190005 


83120*0385 IE Info Notice 83-14, "Dewatered Spent Ion Eiehange Reiln 
auscaptiblllty te Exothermic Chemical Reaction " 8vc list 
end. 

TAYLOR**! H Division of Safeguards b Inspection Programs (Post 
8301031 83/03/31. Consolidated Edison Co of New York, Inc 

liapp 18308,319 34X Fiche. 50-000. 83/03/31, 82130*0383 


8305090306 Add! response to FOIA request for all records prepared at 
Region TIl*all Invastigators involved in investigation of 
T Howard >< S HoreLla allegations b all internal records re 
problems discovered at facility Forwards App B documents 
FELTON, a M. Division of Rules and Rscords S3/03/22 GARDE, B 
Gevtrnmant Ateounbab 1 tity Project. Spp 18381' 3t* 24X 

FIC h t' 30-373* 83/03/33* 830509030* 


—8305090313 IE Investigation Repts 30-373/82-51 b 50-374/82-16 on 
820781-1001, No noncompllancs noted Major areas investigated 
followup on allogations re matl proceurement b OA 
deficiencies of HVAC sys Installed by Zech Co 
LANK9BURY.R. 0.* HE8TC0TT* H. H. Region 3* Office of Director 
83/Oa/l* 4pp, 18381(219. 24X Fiche 50-373*83/03/22*830509030*. 


8304120409 Forwards IE Insp Ript 50-373/03-07 on 830215-031 1. No 
noneoMpl lance noted 

LITTLE.U. 8. Regions* Office of Director. 83/03/33 REED. C. 
COMonusalih Edison Co, 2pp, 17932,150. S4X Fiche 50-373*83/03/23* 
8304120409. 


— 8304120413 IE Insp Rept 50-373/83-07 on 830213-0311 No none amp 1 lance 
noted Major areas inspected startup test results b 
previously opened it ems 

MAURA. F A . REVEB.L A Region 3. Office of Director 03/03/23 
4pp 17932 152 24X Fiche 50-373. 03/03/23. 8304120409 


8305240067 Add! response to FOIA request for draft insp evaluation 
repts b comments on U Keppler 82071? Itr re special safety 
insp of facility during May-Jul 1982 Forwards App C 
documsnts 

FELTON, J H Division of Rules and Records 83/03/31 GARDE. 0 
Oovtrnment Accountability Project 2pp I6S93 013 24X 

Fiche 30-373103/03/31.0305340087 


— 8303240098 Five draft summaries of affidavits b statemtntf. draft 
comments on followup of al legations, minutes of Region 
III 830329,0419,0503 b 070* staff meetings b draft 
investigation schedule Personally Identifiable info deleted 
• NRC - No Detailed Affiliation Given 83/03/25 3*pp 
18393 018 SAX Fiche 50-373.83/03/31,8305240007 


— 830S2401SS Discusses actions planned during addl Insp to resolve 
concerns re adequacy of workmanship during const of masonry 
walls R Llplnskl assistance requested to resolve Issues 
starting uk of 820815 

8PE8SARD. R L Division of Project b Resident Progrems 83/08/17 

EISENHUT. D 0 Division of Licensing 2pp 18593 054 24X 

Fiche 50-373,83/03/31,8305240087 


8303040021 IE Info Notice 83-31. "Defective Emergency Use Respirator " 
8vc list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Poet 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 12*pp 18435 153 24X Fiche 50-000. 83/04/1 5, 6303040031 


8303040023 IE Info Notice 03-23. "BUR Safety/Rel ief Valve Failures " 
8vc list end 

JORDANiE L. Division of Emergency Preperedness b Engineering 
Response (Post 830103), 83/04/32 Consolidated Edison Co of New 

York, Inc 112pp 18383 009 34X Fiche 50-000,83/04/23.8303040033 


8303040023 IE Info Notice 63-33, "Inoperable Containment Atmosphere 
Sensing Sys " 8vc list end \ 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/04/35 Consolidated Edison Co of New 

York, Inc 119pp 18381 371 24X Fiche 50-000,83/04/23.8303040023 


8305020094 Confirms 830513 enforcement conference at Region III ofe in 
Olen Ellyn* IL to discuss progremmatlc deficiencies 
identified in surveillance testing programiper 830414 
telcon 

NORELIUS.C E Division of Project b Resident Programs 63/04/35 
REED* C Commonutalth Edison Co ip 18378 247 24X 

Fiche 50-373*83/04/23*8305020094 


8305120413 Forwards IE Insp Repts 30-373/83-13 b 30-374/83-03 on 
030131-0421 No noncomp lienee noted 

LITTLE, M S Region 3, Office of Director 83/04/27 REED.C 
Commonwealth Edison Co 2pp 10434.080 24X Fiche 50-373*83/04/37* 

0303120415 


— 0303120420 IE Insp Repts 50-373/03-13 b 50-374/03-03 on 830131-0431 No 
noncomp i lance noted Major areas inspected as-built ualkdown 
b review of procedures for structural steel items b socket 
weld cracks in main steam drain lines 

KEATING. 0 E * CtLlM0ERO*R L * DANIELSON, D H Region 3* Office of 
Director 83/04/27. *pp. 18434 002 24X Fiche’ 50-373* 03/04/27, 

0305120415 


030304002* IE Info Notice 63-34. "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Bve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Responsa (Post 830103). 83/04/80 Consolidated Edison Co of New 

York. Inc tlSpp 18382 047 24X Fiche' 30-000, 83/04/28.830304003* 


8303040027 IE Info Notice 33-35* "Standby Gas Treatment 0ys Heater High 
Temp Trip Betpolnt Adjustment " Sve list end 
JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/28 Consolldeted Edison Co of New 

York. Inc llSpp 18388 1*5 24X Fiche 50-000*83/04/28.8303040027 


8305120438 Forwards IE Insp Repts 30-373/02-34 b 50-374/02-22 on 
821134.26. 29. ISOt, 14 & 830414 b notice of Videtlon 
SPESSARD.R L Division of Engineering 83/04/28 REED.C 
Commonwealth Edison Co 2pp 10431:107 24X Fiche 30-373.83/04/28* 

8303120438 


—8305120443 Notice of violation from insp on 021124.26,29*1201.14 b 
830414 

SPESSARD.R L Division of Engineering. 63/04/28 3pp 
18431 109 24X Fiche 50-373,83/04/28,8303120438. 
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—8303120447 JE Insp Hepts 30-373/82-34 U 30-374/82-22 otn 82*134.26,29. 
1201.14 t> 830414 None Offlp 1 lance noted failure to oirite 
nonconf orflianc e repte 6 Failure to comply ia/10CFR30> App B. 

Criterion II re Aouseteeplnp practical 

RAMSev.C , OLIE, J . MASSE. R Region 2. OFF ice OF Director 

83/04/27 19pp IB431 112 24X FlcAe 30-373.03/04/29.8303120438 


8303170398 Feruardi IE Imp Repti 50-373/83-11 l< 50-374/83-06 on 
830307-0408 i notice Of violation 

STREETER. vlF Region 3> OFflce of Director 83/04/28 REED.C 
ComeionweaJtl) Edleofl Co 2pp 18489 232 24X Fiche 30-373.83/04/28, 

8303170378 


— 6305170400 Notice of violation from imp on 830307-0408. 

STREETER. JF Region 3, Office of Director 93/04/29 Ip 
18469 234 24K Fiche 30-373, 83/04/28. 83031 70398 


— 9303170403 16 (nip Repte S0-373/B3-^H t, 50-374/83-06 on 830307-0408 
None omp I lance noted failure to have adeatuate preoperat 1 onal 
test procedure to determine end-of-cycle recirculation pump 
trip iy< reiponie time 

CANKSDOHV.B 0 . DUPONT, S 0 . REYES. U A Region 3, Office of 
Director 83/04/28. 3pp 18469 235 24X Fiche 30-373.83/04/29. 

8303170398 


8303040028 IE Info Notice 63-26. “Failure oF 8afety/Relfcf Valve 
Discharge Line Vacuum Sreaters “ Sve list and 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/0S/O3 Consolidated edlton Co. of Neu 

York. Inc 122pp 18441 170 24X Fiche 50-000,83/05/03.9303040028 


S305060S42 Act receipt of 830404 & 09 Itrs informing NRC of steps 
taken to correct violations noted in JE Insp Repts 
50-373/82-40 fc 30-374/82-10 

SPESSARD.R L Division of Engineering 83/05/03 HEEO.C. 
Commonuealtb Edison Co Ip 18348 306 24X Fiche SO-373. 83/03/03, 

8303060542 


— 830S060S94 Responds to NRC 830214 Itr re violatio-ns noted In JE Insp 
Reptt 30-373/82-40 «c 50-374/92-10 Corrective actions 
meetings & discussions held between <9A general mgt & dept 
lead auditor* Oeneral oFcs audited 

REEO.C Commonuealth Ediion Co 93/04/04 KEPPLER. J 0 Region 
3. Office of Director. 17pp 16348 307 24X 

Fiche- 30-373. 83/03/03. B303060342 


— 8305060569 Forwards revised Page 2 to response to noncompl lane e noted 
in IE Inap Repts 50-373/62-40 k 30-374/82-10. per NRC 830214 
Itr 

3CHROECER.C M CommonueaJth Edison Co B3/04/0S KEPPLER, J O 
Region 3. Office of Director 2pp 18348 325 24X 

Fiche 30-373.83/05/03.6303060342 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning OelJherate Acts Directed Against Plant 
Equipment " Sve list encl. 

JORDAMi E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 112pp 18392 282 24X Fiche. 30-000, 03/03/04.8303040030 


8203040031 IE info Notice 83-28. "Criteria for Protective Action 
Recommendations for Oensral Emergenclss " Sve list encl 
JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co. of New 

York. Inc. I19pp 18441 OOI 24X Fi che, 30-000. 83/05/04. 8303040031 


6303040D33 IE Info Notice 83-29. "Fuel Dinding Caused by Fuel Rack 
Deformation " gve list encl, 

JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New 

York. Inc 113pp. 18523 248. 24X Fiche 30-000. 83/03/06, 8303040033 


3309240241 Forwards IE Insp Hept 50-373/93-14 on B30329-0415 b notice 
of violation 

NOREL I U8. C. E Division of Project b Resident Progratns 63/05/06 
REEO.C Comnonwealth Edison Co. 2pp 18548 287 84X 

Fiche 30-373 . 83/0 5/06. 930524 024 i 


-9305240244 Notice of violation from insp on 030329-0415 

NORELItlS. C £ Division of Project & Resident Programs 83/05/06 
2pp. 18548-289 24X FlcbO'30-373. 83/05/06,8305240241 


-8303240247 IE Insp Rept 50-373/83-14 on 930329-0415 Noncomp llane e 
noted failure to’ have adequate surveillance procedures b 
feilure to perform required surveillence test within 
periodic time Interval 

LANKSBURY, R D , OULDEHONO. W B , WALKER, S. P Region 3, Office of 
Director 93/05/06. 7pp. 18546 291. 24X Fiche 30-373, 83/03/06. 

B30S340S41. 


8305130139 Act receipt of 830S04 Hr Informing NRC of steps tall* 1« 
correct violations noted in IE Insp Rapt 30-373/82-47 Bated 
on info supplied, second item of noncompliance remain* 
violation 

SPESSARD.R L Region 3, Office of Director 83/05/10 REeO,C 
Commonwealth Edison Co ip 18436 001 24X Ft Ch a. 50-373. 63/05/13. 

8303130139 


—9303130144 Responds to NRC 630401 Hr re violations noted in IE Ini) 
Rspt 30-373/82-47 Corrective actions Instructlon/revlew 
session by site project const superintendent stressed 
Importance of procedure adherence 

FARRAR. 0 L Commonwealth Edison Co 83/03/04 KEPPLERiJD 
Region 3, Office of Director 9pp 18436002 24X 

Fiche 50-373,83/05/10,8303130139 


0303040034 IE Info Notice 83-30. "Misapplication of Oenerlc Eotrgisii 
Operating Procedures (EOF) Ouidellnes " &vc list and 
JORDAN. E L Division of Emergency Preparedness b Englnstrtng 
Response (Post 830103 ) 83/05/11 Consolidated Edison C4 of Nr/ 

York. Inc 114pp. 18324 003 24X Fiche SO-OOO, 63/03/1 i.eSOaOdOWl 


8305170423 Ack receipt of 830419 Itr Informing NRC of tteps taten to 
correct violations noted In IE Safeguards Imp Rept 
30-373/83-03 

KILLER, J R Region 3, Office of Director 83/03/12 REEO.C 

Commonweal th Edison Co Ip 10469 290 24X Fiche 50-373, 03/OJ/IJ. 

6303170423 


— 9303170425 Responds to NRC 830329 Itr re Violation* noted In IE 
Safeguards Insp Rept 30-373/83-03 Corrective actions 
procedures used to test metal detectors b proposed change In 
description of metal detectors addressed Details withheld, 
FARRAR. DU Commonwealth Edison Co 83/04/19 HEPPLERpJC 
Region 3, Cffice of Director Ip 19469 291 24X 

Fiche 50-373,83/03/12, 8305170423 


B303260329 Forward* IE Insp Repts 50-373/03-13 b 50-374/83-13 «n 
630309-30 b notice of violation 

STREETER, J.F Region 3, Office of Director 83/03/18 REED,C 
Commonwealth Edison Co 2pp 10623 120 24X Fich*' 30-373. 03/M/I7- 

830326032? 


— B30S26O331 Notice of violation from imp on 030309-30. 

STREETER, J F Region 3, Office of Director 83/03/12 Ip 
18625 122 24X Fiche 30-373,83/05/12,8303260329 


—8303260334 IE Insp Repts 30-373/93-15 b 30-374/83-13 on 030309-30 
Nencomp 1 lance noted failure to follow mod package 
procedure* 

HA8SE. R A , CHOULES.N C , FARRELL, R E Region 3, Office of 
Director 93/03/11 16pp 18623 123 24X Fiche 30-373,83/03/1?, 

6303260327 


8303240301 Ack receipt of 930404 b 26 itrs Informing NRC of steps tiltn 
to correct violations noted in IE Insp Repts 30-373/92-55 b 
30-378/62-33 Due to Improvement of Internal communications, 
smoother communication w/residont inspector expected 
NORELIUS, C B Division of Project b Resident Programi* 83/03/17 
REEO.C Commonwealth Edison Co Ip 18348 113 24X 

Fiche 30-373.93/03/17,8303240301 


—8303240309 Respond* to NRC 830823 Itr re violation* noted In IE I«i# 
Repts 30-373/02-33 b 30-374/82-33 Corrective action* onsite 
rsvisw conducted on 830316 b Included dlscueslon of possible 
broad tmpllcettom of noncomp 1 lance 

FARRAR, Dl, Commonwealth Edison Co 83/04/04 KEPPLER. J 0 
Region 3. Office of Director 8pp 1SS48 116 24X 

Fiche 50-373, 83/05/17, 8303240301 


—0303240315 8uppls response to NRC 830223 Hr re vlotatloni noted in 
IE Insp Rept* 30-373/02-55 b 50-374/92-33 Corrective 
ectl one: dep t heads to prepare memo to station superintendent 
summarizing any potential noncompllance 

FARRAR, D L Commonwealth Edison Co. 83/04/26 KEPPLER. J 0 
Region 3, Office of Director 2pp 18546 124 84X 

Fiche 30-373,93/05/17,8305240301 


9303040040 IE Info Notice 83-31, "Error in ABLPIPE Computer Program * 
Sve list encl 

JORDAN. E L Division of Emergency Preperednei* b Engineering 
Response (Post 630103), 83/05/17 Consolidated Edison Co of Hew 

York, Inc ll4pp 18697 009 24 X Fiche. 50-000, 83/05/19. 830304004 B 


9303040046 IE Info Notice 03-33, "Nonrepresentetlve Sampling of 
Contaminated OH *' Sve list end 

JORDAN, E L Division of Emergency Proparedne** b Engineering 
Response (Poet 930103) 83/05/26 Consolidated Edison Co. of «»* 

York, Inc 114pp. 19647 007 24X Fiche 30-0('0, 83/03/26, 03O3O4OO4S 
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R Periodic operating reports (< related correspondence 


Sa03040'3&5 Forwards errata to Part 8 of "Operating Rept of Radioactive 
Effluente for Jul-Dee 1933 " 

OIEDERICHi 0 J Cofflmonuealth Edison Co 53/04/19 KEPPLER> J 0 
Region a. Office of Director Ip 18383 19B 84)( 

FlCfie 90-373. 03/04/191 8305040363 


—6309040371 Errata to Part S of "Operating Rept of Radioactive Effluents 
for Jul-Die 1958 '■ 

• Commoniaaelth Edison Co 83/04/19 6pp 15383 199 84X 

FI Che 30-373.83/04/19.8305040363 


S309110447 Forwards raonthlg operating rept for Apr 1903 

OtEDERlCHiO J Commonwealth Edison Co 53/09/03 Office of 
Resource lianagement. Director Ip 18403 073 S4X 
FI Che 30-373.03/03/03.8303110447 


—S30S1 10493 Konthlg operating rept for Apr 1983 

LINi D 1. Commonwealth Edison Co 83/03/03 i3pp 16403 074 
a4X Flche 90-373.53/03/03,8305110447 


S Reportable occurrences. LERs & related correspondence 


630&19000S Final response to FOIA request for documents re Zack Co i/or 
uork performed bg Zaek In const of facilities Forwards App A 
documents Documents denoted w/asterlsk available in POR App 
BtCiO i E documents withheld (ref FQIA Eiemptlon 7> 

FEUTOtf. J M Division of Rules and Records 53/03/11 
PRENDEROASTi R Prendergest, R 0 17pp 18306 059 a4X 
FlcbO, 30-000. 03/03/11. 8303190005 


—6303190004 RO fire dampers supplied bg American Harming i Ventilation. 
Inc declared inoperative Caused bg dlscrepencg In fuse link 
assemblg site Fuse assemblies will be replaced VV Hinkle Itr 
re news telecast i J Dierbeck note end 

KOCYOAK. R H. Commonwealth Edison Co 08/07/01 KEPPLER. J 0 
Region 3. Office of Director 33pp 15306 091 84X 

Flche 30-000.03/03/11.0305190003 


—8309190113 DiPleleneg rept re errors i discrepancies contained in HVAC 
mail certifications Procurement documentation will be 
rival Idated. document i records mgt program will be developed 
Si QA/QC personnel will be added Also reportable per Part 81 
CALKINS. O.E Zack Co 01/10/83 SlOpp 18306 213 24X 

Flche 90-000.33/03/11.8305190008 


— 6D03190393 Discusses Zaek Co Part 81 rept re dual traveler record sgs 
for fabrication of duct work & hangers at facllitgiper 
680739 tele on w/L DelOeorge i C Reed AT Howard resume end 
HILLIAHS.C. C NRC - No Detailed Affiliation Olven 83/03/11 
LANKBBURY. R D NRC - No Detailed Affiliation Olven 6pp 
lS3lb*3l7 24X Flche 30-000,03/03/11,0303190003 


830!K)SO3»l Forwards LER 03-Oa6/O3L-O 

OlEDERICH. 0 vF Commonwealth Edison Co 83/04/13 KEPPLER. 0 0 
Aaglon 3. Office of Director tp 15274 120 24X 

Flche- 90-373. 03/O4/13i 0303020331. 


—0303020333 LER 83-026/03L-0 on 830321. radwasto discharge process 
radiation monitor declared inoperabla. Caused bg high flted 
level of background radiation Task force formed to resolve 
problems Equipment design under investigation 

ARAND.J J Commonwealth Edison Co. 53/04/13 Region 3i Office 
of Olrtctor Spp 18274 12i S4X Flche 30-373,53/04/13, 
0309020331. 


5303080209 Forwards LER 83-027 /03L-0 

DIEOER ICHi 0. Commonwealth Edison Co 53/04/13 KEPPLER, J 0 
Region 3. Office of Director Ip. 16878 189 84X 

Flche - 90-373, 83/04/19, 8309080809 


—0305020836 LER 83-027/03L-0 on 030380. steam leak on main turbine 
control valve I stem seal leakoff line ITDSOAA 1-/S Inches 
dlfcevertil Caused bg overlap of weldments Helds repaired. 

8PENCER. D. Commonwealth Edison Co 83/04/13 Region 3. Office 
«# Director Spp 18870 190 24X Flche, 30-373, 83/04/19. 

0309020809 


8309080241 Forwards LER a3-02e/03L~0 

DIEDERICH, 0 vl Commonwealth Edison Co 53/04/15 KEPPLER, J 0 
Raglan 3. Office of Director Ip 10877.874 24X 

Flche: 90-373, 83/04/19,5309080241 


—8309020291 LER 83-02S/03L-0 on 530320. steem leak discovered on offgas 
ctean. jet air ejector lA drain lint to turbine bldg 
equipment drains Caused bg defective weldment Hork Request 
LS3380 generated to repair weldment 

SPENCERi D. Commonwealth Edison Co 63/04/19 Region 3. Office 
Df Director. 2pp 10277-879 84X Flche: 90-373, 03/04/19, 

0309020841. 


8309230573 Forwards engineering evaluation rept. "Cracks U Leaks in 
Small Diameter Piping " 

BROHN. E J ReactO’r Operations Analgsls Branch 83/04/19 
SEVFRIT, K V Reactor Operations Analgsls Branch Ip 10341 342 
84X Flche 30-000.83/04/19,0305830973 


— 8309230619 "Cracks ti Leaks in Small Diameter Piping." engineering 
evaluation rept Small pipe leaks associated u/unantl cipated 
vibration problems require addl supports or rerouting of 
piping 

aROMN, E J Reactor Operations Analgsls Branch 03/04/19 9pp 
18341 343 24X Flche 30-000.83/04/19,0303830373 


8303020086 Forwards LER B3-030/03L-0 

DIEDERlCHiQ J. C 0 frimonuiea 1 th Edison Co B3/04/SI KEPPLER. J 0 
Region 3, Office of Director ip 18279 106 84X 

Flche 90-373,83/04/81,8305080056 


— 0303020090 LER 03-O3O/O3L-O on 830324, local leak rate test on CRD 
removal hatch double gasket seals incorrectlg performed 
prior to startup Caused bg personnel error Leak rate test 
reperPormed & new Procedure LTS 100-8 initiated 
HOUSTON. R H Commonwealth Edison Co 83/04/81 Region 3, 
Office of Director 2pp 10879 107 a4X Flche 30-373,03/04/81. 
0305020086 


8303080109 Forwards LER 83-031/03L-0 

DIEDERICH. 0 J Commonwealth Edison Co 83/04/81 KEPPLER. J 0 
Region 3. Office of Director tp 10870 199 24X 

Flche 90-373,03/04/21,0308080109 


— 03&9OSOU4 LER a3-03l/03L-0 on 830324, Val idgne P232 flow transmitters 
Installed near standbg gas treatment failed environ 
qualification testing Caused bg inappropriate location near 
high radiation levels Instruments wilt be relocated 
MARTINOVICH. H Commonwealth Edison Co 83/04/21 Region 3. 
Office of Director 3pp 18278 200 24X Flche 30-373,83/04/81, 

0303080109 


0303180392 Interim deflclencg rept re misapplication of ITE Oould 
circuit breakers In post-LOCA hgdrogon recomblners supplied 
bg Rockwell tntl Inttlallg reported on 830328 Matter under 
Investigation Final rept bg 03OBOB Reported per Part 81 
MANND, S F Niagara Mohawk Power Corp 83/04/86 STAROSTECKt. R 
Region 1, Office of Director 2pp 16433 078 24X 

Flche 30-000,83/04/26,8305180392 


— 8309180404 Part 21 rept re failure of post-LOCA hgdrogon recomblner 
component during IEEE-383 qualification program Circuit 
breaker not properlg selected for specific application Plant 
operators notified of deviation 

ENPEY. D C Rockwell International Corp 83/03/11 COLLINS, J T 
Region 4, Office of Director Spp 10433 074 24X 

Flche 50-000,83/04/86.0309180393 


0309060493 Forwards LER 03-O31/O3L-O 

DIEDERICH. 0 J Commonwealth Edison Co 03/04/27 KEPPLER, J 0 
Region 3. Office of Director Ip 10340 096 84X 

Flche 90-373,83/04/27,0303060493 


— 0309060309 LER 03-O31/O3L-O on 030331 , turbine stop valve limit switch 
for reactor protection sgs found out of spec Caused bg 
improper alignment on Initial Installation Limit switch 
repositioned i< new adjustable actuating arm Installed 
MA8TERS0N. V V Commonwealth Edison Co 03/04/27 Region 3, 
Office of Director 4pp 10340 097 24X Flche 30-373,03/04/27. 

0303060493 


8305060390 Forwards LER e3-033/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co 83/04/80 KEPPLER, J 0 
Region 3, Office of Director Ip 18343 160 24X 

Flche 30-373,83/04/80,0303060398 


—8309060401 LER 83— 033/03L-0. on 830402, during hot shutdown, radwaste 
effluent monitor declared Inoperable Caused bg high fixed 
level of background radiation Liquid radwaste PRM Inner 
chamber coated w/acrgllc resin to prevent radiation buildup 
ARAND, J Commonwealth Edison Co 83/04/88 Region 3, Office of 
Director 2pp 10343 16! 24X Flche 30-373,83/04/28,0303060398 


0308170374 Forwards LER a3-034/03L-0 

DIEDERICH. 0 J, Commonwealth Edison Co 03/03/03 KEPPLER, J 0 
Region 3. Office of Director Ip 10469 200 84X 

Flche 30-373.83/09/03,8305170374 


— 8309170373 LER 03-O34/O3L-O on 030408. dur 1 ng LIS-HP-10, level indicating 
switch ID81-N10(JA as-found setpoint exceeded Tech Spec 
value Caused bg setpoint drift Switch setpoint recallbr 
HOUSTON, fi H Commonwealth Edison Co 03/03/03 Region 3, 

Office of Director 2pp 10469 209 a4X Flche 50-373,03/03/03, 
8303170374 
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83t>3iS0475 PAf-t SI rept r» defect in shielded mul tlcondifctor cehl* 
Installed lit hVAC contral penels MCC Ppuere personnel 
attached hold tsgt to i3 HVAC control panels u/defect 
Evrallietion being conducted 

HALLnD P Illinois Power CO 83/09/04 KEPPLERi vl O Region 3i 
Office of Director Spp 10431 049 S4X FI Che 90-000.83/09/04. 
8305180479 


— 8303120484 Part 31 rept re defect in shielded raultleonductor cable 
installed in HVAC control panels All suspact panels 
Inapocted t. nonconformanc e rapt will be Issued for 
applicable sites 

FAUCONNEAU. 0 Marl Controls Carp. 83/04/IS Dlrector'a Office. 

Office of Inspection and Enforcement Spp 18431 051 24X 

Fiche- 30-000.83/05/04. 8309130473 


8305170383 Forwards UER e3-039/03L-0 

OrEDERICHrO J Comeionuealtli Edison Co 83/09/04 KEPPLER. vf 0 
Region 3. Office of Director ip fS4A9 Si3 24X 
Fiche 90-373. 83/09/04. 8309170383 


— 8309170388 LER a3-035/03{.-Q on 830408. off gas hgdrogen anslyier lA not 
maintaining proper vacuum & analgitr IS not wired propcrIv> 

Caused by dirty flame arrestor on analyzer A Flame arrestor 
claanad Analyzer D rewired 

HOUSTON. R H Commonweal th Edison Co 83/09/04 Region 3. 

Office of Director. 2pp lS4b9 214 24X Fiche 50-373,03/03/04. 

8303170303 


8303240229 LER a3-03a/O3L-0 On 830207. dur 1 t»g performance of Lia-HP-09, 
head correction omitted front callbr test preitwre. leaving 
instrument IEZ2-N013 out of tolerance Caused by 
nisunderstaztding of procedures M/830304 itr 

TAVLOR.R . DIEOERICH. 0. 0. Commonwealth Edison Co 83/09/04. 
KEPPUER. J 0 Region 3. Office of Director 4pp IS948 311. 24X 

F 1 C h e - 90 -373. 03 /09/0 4, 8303 24022 9 


8309240007 flO on 820713. ultraviolet fire detectors taken out of sve 
Due to continued const work. fire detectors to be out of sve 
until Fall 1983 fuel toad 

DtEDERICH. O J Commonwealtli Edison Co. 83/03/10 KEPPI.ER, U 0 
Region 3, Office of Director Ip 18949 038 24K 

Fiche: 50-373. 83/09/10. 8309840007 


8309840318 LER 83-03d,/03L-0 on 030414. weld ing Procedures WPS 1-9-A & 
9-5-A discovered in conflict w/ASME Code. Repai r s to main 
steam drain lint welds niadr using subj procedures Evaluation 
of procedures In process H/a30904 Itr 

SPENCER. D A . DIEDER ICH. O. J Commonwealth Edison Co 83/09/10 
KEPPLEH. J a Region 3, Office of Diractor 3pp 18349 079 24X 

Fiche 90-373. 83/03/ 1 0 . 830984 031 8 


8309240334 LEH 83-037/0aL-0 on 830421. while In cold shutdown. H quid 
radwasta effluent process radiation monitor declared 
Inoperable Caused by not performing acceptable source check 
due to high level of Internal contamination U/B303t0 Itr. 

ARAN0..1 vl . DIEDERICHr 0. 3 Commonuee 1th Edison Co 83/09/10 
KEPPLER. J S Region 3, Office »P Director 3pp. 18373:104 24X 

Fiche: 90-373, 83/09/ i 0, 8303240394 


8309240331 LER 83-040/03L— 0* on 830412. stack wide— range gas monitor 
/nid-range noble gas recorder 0018-8921 produced unusual 
readings Caused by electronic noise Original power supply 
reinstalled in mid-range recorder M/S30511 Itr 
MASTERSON. V . OlEOERlClf. O J Commonwealth Ed i eon Co 83/09/10 
KEPPLER. J. 0. Region 3. Office of Director 4pp 18349 341 24X 

Fiche 30-370,83/09/10,8309240381 


8303240029 LER 83-041/O3L-O on 630414. steam leak In weld fittings on 
instrument line IMS79BA-1 Inch diicovarad caused by 
insufficient weld matl Weld ground out St connections 
rewelded M/830911 lir 

HATFORO.P S . DIEDER ICH. O. J Commonweal th Edison Co 83/09/11 
KEPPLER. 'J O Region 3, Office of Director 2pp 18349 092 24X 

Fiche 90-373, 83/09/1 1 , 0309240025. 


6309240334 NPDE8 noncompl lance notification between 8304J 1-17. compo’Site 
sample b analysis not performed Caused by personnel error 
Personnel to be instructed on proper setup of composite 
sampler M/030912 Itr 

DIEOERICH.Q J cemmonuealtb Edison Co 63/09/12 KEPPLEH, J O 
Region 3. Office of Director 3pp. IBgd? 398 84X 

Fiche: 90-373. 83/09/12, 0303240334 


8309240073 RO on 830424. during survt 1 1 lance. smoke observed coming out 
of diesel fire pump OA valve cavers Pump shipped to 
manufacturer to determine cause of failure New diesel pump 
Installed t, tasted 

DIEDER tCH. 6 J Commonwealth Edison Co. 03/03/13 KEPPLER, -J 0- 

Heglon 3, Office of Director. Ip. 18946 093- 24X 

Fiche' 50-373, 83/03/13, 8303240073 


0309240423 LER 83-039/03L-0 on 830418. during visual Insp. neehanlcsl 
snubbers found locked between hot t< cold settings Caused 
by mevament in etcess of snubber travel range or defective 
snubber Onubber rep laced. U/030917 Itr 

SPENCER, 0 A . OIEDERICH, 0 J Commonwealth Edison Co 03/03/17 
KEPPLER. J 0 Region 3. Office of Director 3pp 18371 098 J4X 
Fiche 90-373. 83/09/17, 8309240429 


0303270237 RO on S30322, scram occurred on low reactor water level. IPCS 
1. RCIC sgs auto initiated duo to low reactor water level 
Caused by receiving rapt of B flow control valve ramping 
open on spurious signal 

DIEOERICH.Q J Commonwealth Edison Co 83/03/17 KEPPLER.J 0 
Region 3, Office of Director ip iab37 198 24X 

Fiche 30-373,03/03/17,8309270237 


8303270195 UER a3-042/03U-0 on 830423, dor Ing MSiy local leek rate tut. 
inboard HSIV found ekeceding allowable leak rate of 29 SCFN 
Caused by lest than perfect seating of disc St seat surfaces. 

Inboard HSIVs. discs it seats tapped & machined H/030320 Itr 
MASTERSON, V , DIEDERICH.O J Commonwealth Edlcon Co 83/09/20 
KEPPLER, J 0 Region 3. Office of Director 4pp lBb37;339 341 

Fiche 90-373,83/09/20,0309270199 


DOCKET 90-374 LASALLE COONTV STATION. UNIT 2 


A App J Ication/conetructlon stage documents It correspondence 


8309190009 Fine! response to FOIA request for documents re lack Ce bfot 
work performed by lack in const of faclllelas Forwards App A 
documents Documents denoted w/asterlek available In POR App 
B.CiD & E documents withheld (ref FOIA Ezemption 7) 

FELTON.J M Division of Rules and Records 83/03/11. 

PRENOEROAST, R Prcndergsst. B J 17pp 18906 099, 24X 

Fiche 90-000,83/03/11.8309190009 


—8208290906 Trip rept of 820802 audit, reviewing seismic ft quel 1 f ichll en 
file for Zack Co equipment. at Sargent ft Lundy Engineers ofc 
in Chicago. IL 

ROSZTOeZY. Z R Equipment Quallf Icatlon Branch 02/08/06 
SCHWENCER, A Licensing Branch 2 8pp 18907.201. 24X 

Flchs 90-000,83/03/11,8305190009 


— 8309190149 Confirms telcon w/Tongue re Unit 1 switchgear haat reabvst 
welds Certain welds on Unit 2. Dlv II switchgear heat ramoval 
sys may not meet applicable code requirements 
HOLVOAK.R H Commonwealth Edison Co. 82/08/06. Reylon 3. 
Office of Director ip 18907 200 24X Fiche' 90-000. 83/03/1 1. 

0309190009 


-0309190302 Forwards Rev 0 to "Assessment of Stitch Meld Strength In 
HVAC Ductwork Conit. LaSal I# County Station Units t ft 2 “ OC 
rcpecteble welds have sufficient strength to meet design 
requirements of HVAC ductwork ft need not be repaired 
POLLOCK. H H Sargent ft Lundy. Inc 02/00/27 SHELTON. B R 
Commonwealth Edison Co Ip 10507 317 24X Fiche 90-000, 

03/03/1 1 , 0309190005 


— 0309190303 Rev 0 to "Asscesment of Stitch Meld Strength in HVAC 
Ductwork Const. LaSalle County Station Units 1 ft 2 " 

CHO.F.L , KISISEL, I T , MEUIOI.A V Sargent ft Lundy, Inc 
CaD-003490 ROO 82/08/27 27pp 18307 318 24X 

Fiche 50-000, 83/03/ i 1 , 8303 190003 


— 0309190332 Forwards "LaSalle County Station Independent HVAC Review. * 
interim rept Rept alto tent to JO Keppler 
KEMPIAK, A J, C F Braun ft Co 02/09/19 SHELTON. B R 
Commonwealth Edison Co ip 18907 399 24X Fiche 90-000. 

83/03/ 1 1 . 8309 1 90009 


-0309190353 Forwards TE Watts 821019 ft 29 memos to CM Schroeder 
responding to R Lanksbury questions re HVAC ductwork design 
ft transmitting Rev 0 to Project Instruction PI-L9-42. 

"Review of OC Oocumentatlon for LaSalle County Station." 
SCHROEDER.C H Commonwealth Edison Co 82/10/27 KEPFLEB, J Q 
Region 3. Office of Director 9pp 18908 093 24X 

Fiche 50-000.83/03/11,8309190005 


— 8303190357 Rev 0 to Project Instruction PI-LS-42. "Review of OC 
OocumoTitetion for LaSalle County Station Units 1 ft S " 
e Sargent ft Lundy, Inc 82/10/21 9pp iSSOS 102 24X 

Fiche 30-000,83/03/11,8305190009 


—8309190363 Forwards Vols 1-4 to "Independent HVAC Re vl eu, LaSal 1 e Counlp 
Nuclear Plant," final rept 

KEMPIAK. A J C F. Braun ft Co 82/10/27 SHELTON, B B 
Commonwealth Edison Co Ip 109O8' lU 24 X Fiche. 90-000, 

03/03/11, 8309190009 
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— a309l9O3*7 Act p^etlpt of CF Braun final rapt of Indspandint HVAC 
ravtaiu at facllltla* 

FHILL.1FS.R » Raglan 3< Office of Director BS/10/S7 Region 
3. Offlc* of Director Ip 1B90Q 113 S4X Flche 90-000. 03/03/ U< 
8303190009 


—830919037? Requeett llet of reiulte of detailed calculation* on rebar 
daaaga for &47 concrete eleniente affecting Unit 1 operation 
A approved CF Braun propoial for Independent HVAC review 
ZacI CO chronolagg end 

eOODirfU B tlllnol*. state of 82/09/07 KEPPL8R. J 0 Region 
a. Office of Director 9pp 18911 278 24X Flche 30-000, 

83/03/1 1 . S30S 1 70009 


— 8309190370 P Donahue ihou Tranecrlpt 0830S re nuclear power eafatg 
Info re facllltla* & lack Co and 

• Multimedia Program Production, Inc 83/03/11 126pp 

18912.189 24X Flche 90-000,83/03/11,8309190009 


S304290034 Raqueat* documented acceptance of Oaneral Hotari 
Ctectro-Hotlv* Olv <EHD) HI 9644 mod a* acceptable 
alternatlVB to diaeel generator preluba oil pump EMO 
clarification of pralubc requlremante end 

SCHROEOEA, C » Commonwealth Edlton Co 83/04/26 SCHUENCERiA 
Llcaniing Branch 2 3pp 18269 274 24X Flche 90-373, 83/04 /26r 

8304270034 


esOSllOOEa Porwarda "Teat Rapt on Verification Testing of Beparatlon 
tetwaan Ciaae IE !■ Non-Clet* IE Power Cablei In Raceway* '' 

Ifrtttan confirmation of closure of License Condition 
S C <24) raquaeted, 

eCHftOEDER.C H Coflifflonwealth Edison Co 83/09/03 8CHHENCER, A 
Llcanalng Branch 2 2pp 18397 239 24X Flche 90-373,83/09/03, 

83091 10082. 


— S3091100B9 "Test Rapt on Verification Testing of Separation Between 
Clats 1£ Ic Non-Class IE Power Cables In Raceways " 

HAZELTINE. J. , JOHNSON.F., ROBERTS, H Uyle Laboratories 46911-3 
83/03/28. 101pp. 18397:241 24X Flche 90-373,83/09/03, 

83091 100B2 


9303070697 Oenarlc Ltr 83-20 to all operating reactor licenieas It 
holders of CPi re integrated scheduling for implementation 
of plant moda Svc list end 

EIBENHUT* D. O. Division of Licensing 83/09/09 Consolidated 
Edison Co op New York, Inc 16pp 18627 193 24X 

Flche. 90-000, 83/09/09, 830909069? 


8309200621 DocuManis review of procedures it practices used In control 
of design Ir const of Byron Station t, highlights Important 
flndlnge Const of Bgron meets requirements of FSAR 8 SER 
4HLRE0-D876). Supper fclng documantatton end 

REED. C. CoMsonwaalth Edison Co 83/09/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director lOpp 18921 089 24X 

Fiche. 50-000, £3/09/11, 8309200621 


— 8309200637 "Energy, Inc/Farguson, Inc Audit Rapt of Sargent h Lundy for 
Comm Ed " 

CURRAN. R ft , HARRIS, R.J Energy Incorporated FER0U8PN, R, N 
Fargvton, Inc, 82/07/06 69pp 18921 099 24X 

Flche, 90-000, 03/09/1 1, B309200621 


— 8309200669 Rapt of 830307-19 audit to evaluate Sargent & Lundy QA 
program implamentatlon I, adequacy of facility design 
BUHMERFIEUO. T. . MARCUS, 0 F Commonwealth Edison Co 83/03/23 
IBff IB922 196 24X Flche 90-000,03/09/11,8309200621. 


— ■B3<)9200673 Rept of 820607-11 audit re Sargent 6 Lundy OA program 
Implamentatp^on h evaluation of adequacy of machanical, 
electrical 6 itructural design of facilities Rslated Info 
end. 

HARCUSiO F. Commonwealth Edison Co 82/06/17 48pp 18922 174 
24X Flche; 90-000,83/09/11.8309200621 


— 8909200671 "Design Evaluation (Audit! Rept of Bargent It Lundy for Comm 
Ed, - 

BIOBEEiD, . CWRRAN.R. N , FAR MAN, R F Energy Incorporated. 

89/04/04 127pp. 18923.027 24X Flche 90-000,83/09/11, 

6309200621 


309230984 Bubnlte editorial rev to Specific Action 10 per 821226 
response to Oanerlc Ltr 81-04 re measures to mlnlmlie 
Intergranular stress corrosion cracking Osneral 6 specific 
COTfactlva actions discussed NURE0-0313 compliance achieved, 
SOKROEEER, C, H. Commonwealth Edison Co 83/09/17, LAINAS.O. C, 
4.1csnstng Branch 2 4pp, ta937'313 24X Flche* 90-373, 83/09/19, 

«3092309e4. 


0303240110 Forward* Table* 3 9 4 & 3 9-4A comparing NRC fuel assembly 
load combinations in h or! lontal p lane, vert i cal plane & 
design basis load* Enc 1 tables ulll be Included in FSAR 
Amend 63 to be submitted by 830630 

eCHROEOERiC U Commonwealth Edison Co 03/09/17 SCHNENCER, A 
Licensing Branch 2 4pp 18348 343 24X Ftcho 50-373.83/09/19, 

8309240110 


B3092401I1 Confirms 830913 telcon re schedule far installation of 
Instrumentation for automatic scram to shut down 
reactor in, event of low pressure scram In control rod drive 

sy* 

SCHROEOER.C W Commonwealth Edison Co 83/09/19 SCHUENCER, A 
Licensing Branch 2 2pp 10940 347 24X Fieho 90-374.03/09/17. 

0309240111 


03O9S7O476 Ac k receipt of 830429 ltr informing NRC of steps taken to 
correct violations noted in IE Inap Rept* 90-494/83-06 6 
90-493/83-09 Action* ulll be decided during pipe whip 
restraint energy absorbing matl tests 

8PEB8ARD, R L Division of Engineering 83/03/24 REED. C 
Commonwealth Edison Co. Ip 10644 087 24X F 1 c he. 90-000, 83/09/24, 

8309270476 


— 8303270901 Rev 1 to "Evaluation of Three Legged Pipe Mhip Restraint 

sy* " 

MA, J S . VAN0.f1 8 , AMIN.M Sargent 6 Lundy, Inc 8 19 1-0 ROl 
82/09/21 47pp 18644 099 24X Flche 90-000,83/09/24,8303270476 


B3033100'a6 Natl flea tlom of 030614 meeting w/util In BetbesdaiND to 
discuss util DCRDR program plan 

OILBERT, R A Operating Reactors Branch 9 83/09/26 CRUTCHFIELD, 0 

Operating Reactors Branch 9 2pp IB698 063 24X 

Flche 90-000,03/09/86,9309310086 


F Security, medical, emergency & Fire protection plans 


8309240087 Ad d 1 response to ,J?OIA request for draft Insp evaluation 
rept* & comevents on J Keppler 820719 ltr re special 
safety insp of facility during May-Jul 1902 Forwards App C 
document* 

FELTON, J M Division of Rules and Records 03/03/31 OARDE.S 
Oovernment Accountability Project 2pp 16393 019 24X 

Flche 30-373,83/03/31,8303240087 


— 0309230144 Recommends unesarted access to protected areas for 
R Llptnski 1, S Chan Raptfac sheet transmitting evaluation 
of technical rapt, "Assessment of Effects of Nicked 
Reinforcing Steel," end 

KEPPLER, U Q. Region 3, Office of Director 02/06/14 FIEEO.C 
Commonwealth Edison Co 7ppt 18993 096 24X 

Flche 30-373,83/03/31, 8309240087 


B30305D402 Forwards request for addl info re fire protection for safe 
shutdown, based on revlasi of Amend 62 to FSAR 
8CHWENCER, A Licensing Branch 2 83/04/28 FARRAR, D L 

Commonwealth Edison Co 3pp 18392 046 24X FI c he. 90-373, 83/04/20. 

8303030402 


8303120438 Forwards IE Insp Repts 90-373/82-94 Hi 30-374/02-22 on 
821124,26,29, 1201,14 t, 830414 1< notice of violation 
SPESSARD, R L Division of Engineering 83/04/28 REED.C 
Commonwealth Edison Co Spp 18431,107 24X Flche* 90-373, 63/04/20, 

8309120430 


—0305120443 Notice of violation from insp on 821124,26,29.1201,14 6 
030414 

SPESBARD.R L, Division of Engineering 83/04/88 3pp 
18431 109 24X Flche’ 90-373, 83/04/20, 8309120438 


—8309120447 IE Insp Repts 90-373/82-94 ti S0-374/B2-22 on 821124,26,29, 
1201,14 6 830414. Noncompliance noted failure to write 
noncon f ormance repts U failure to comply w/10CFR90> App B, 

Crl ter ion It re housekeeping practices 

RAM0EV,C , HILLIArtS.C, C Region 3, Office of Director 03/04/27 
19pp 18431,112 24 X Flche 30-373, 63/04/28, 8309120430 


9309110034 fienerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t< holdars of CPs re clarification of 
accasf to control procodures for law enforcement visits 
Svc list enc I 

EISENHUT.D O, Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18940 099 24X 

Flche* 90-000, 83/09/1 1, 8309110034, 


830913014? Ack receipt of 830417 Ur informing NRC of objectives ti 
providing scenario outline for 830712 exercise 

PAPERIELLO, C. J Region 3, Office of Director. 83/09/11 REED.C 
Commonwealth Edison Co ip 18437* 196 24X Flche 90-373, 83/09/i 1, 

8309130149 
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3309130159 Forui«rds list of mb jec tl ve s^i st ope of p4T tic i patloiti 9C enar i o 
outline h narrativs summai-p for omergenci; B«e-pcl»e echsdulod 
for 030712 

BLACKnQN. T 0 Connonuoa 1 th Edison Co 83/047 1<? HIND. J 
Division of Efflerjenc4 Preparedness U Operational Support 19pp 
19437 197 a4X Flebe 90-373.83/05/11.8303130149 


Ad jud icatorij correspondence 


309200481 Advises that tine for Conunission to revleu Director's 
Decision DD-83-1 expired Conmlisian declined rovleu Decision 
became final agency action on 830S0& 

CHILK.S J Office of the Secretary of the Commission 83/09/19 
HARTIOAN. N Illinois. State of RQREM. 0 L Friends of the Earth 
COSOL. E M Cltiiens Against Nuclear Poiuer Ip 19913 014 S4X 
FI Che 90-373,83/09/17.8305200491 


Inspection reports. IE Dulletins fc correspondence 


309190D09 Final response to POIA request for documents re ZaCt Co b/or 
woric performed by Zack In const of facilities Foruards App A 
documents Documents denoted ui/ast«rlsk available In POP App 
SiC.O b E documents uithheld (ref FOIA Eiempbion 7> 

FELTON. J II Division of Rules and Records 83/03/11 
PREMDEROAST. n Prenderpast. R J 17pp 18904 099 24X 

FiCha SO ' 000. B 3/03/ 11. 83 09 1 90003 


—030.3190049 Re(iuests vendor Inap of facilities having contracts ui/Zack 
Co due to OA/QC problems at Midland re HVAC activities 
Zack Co correspondence re LaSalle b related Info end 
FIQRELLI.C Region 3. Chicago. Reactor Construction tc Engineering 
Support Branch 60/04/21 POTOPOl/S, U Region 4, Dallas. Vendor 
Inspection Branch lapp 1830& 077 24X Fiche 90-000.83/03/11. 

0309190003 


0303190142 Introduction of 020811 public meeting to discuss otll plant 

re emplnyment of third party contractor to conduct 
independent revleei of HVAC sys at facilities 
* NRC - No Detailed Affiliation Given 02/08/11 Spp 
1 B307 a 1 4 24 X Fiche 50 -000. 83/03/ 1 1 . S309 1 90003 


030319014.7 Reiiuestt that all Interested parties be furnished proposed 

contract between otll b CF Braun for Independent 
investigation of facilities b be allowed to submit written 
comments before agreement finalised 

VAN VRANKEN. J Illinois. State of 02/08/18 KEPPLERr .1 0 
Region 3. Office of Director 2pp ISS07 313 24X 

Fiche 50-000.83/03/11.9309190009 


— 0305190179 Requests that Region HI monitor CF Braun activities In 
Independent review of HVAC sys at facilities b that T Howard 
b S Harello experience b knowledge be utilised In review 
process Util 330813 Itr to CF Braun b Co end 

HOHARD. A T Affiliation Unknown 02/08/13 KEPPLER. J 0 Region 
3i Office of Director Hpp 18907 216 24X 

Fiche 90-000.83/03/11.8309190009 


— 8305190184 Confirms 820812 talcon re telephone call from M Cherry 
concerning Zack Investigation b circumstances surrounding 
termination of Zack employees 

DAVlB. A 0 Region 3. Office of Director 02/OS/l* FITZOERALDi U 
Office of Investigation 2pp 10907 230 84X 

Fiche 90-000. 83/03/ 1 1 . 8305 1 90009 


— 8309190583 Introduction of 820824 public meeting to discuss util 
preliminary plans re independent review of HVAC sys at 
facilities Meeting wilt focus on CF Braun technical 
proposals 

• NRC - No Detailed Affiliation 01 von 83/08/24 tp 18307 264. 
24X Fiche 30-000,83/03/11.8303190009 


—0309190030 Summariies 850430 meeting u/presldent of Zack Co, HVAC 
contractor at fac 11 1 ties, re potential allegations Zack Co 
planning to terminate several employees in document control 
section 

HAVES. D M Region 3. Office of Director 32/09/12 Region 3. 
Office of Director tp 10904 087 24X Flchs 30-000.83/03/11. 

8309170003 


— Q305190SB9 Forwards T Devine 020313 Itr. AT Howard 820813 
Marello 820814 Itr for NRR consideration In assessment 
util proposal on third party review of HVAC sys at 
fac 1 1 1 ties 

SPESSARD. R L Division of Project b Resident Programs 
BIBENHUT.O 0 Division of Licensing Ip 18807 293 
Fiche 30-000.83/03/11.8309190009 


Itr b SB 
of 


83/00/29 
24 X 


— 0303190088 Repts allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly News 
broadcast 

* Radio TV Reports, Inc 82/07/24 NRC - No Detailed 
Affiliation Given 2pp 18304 124 24X Fiche 30-000.83/03/11. 

8309170009 


--S303190097 Requests investigation of Region III inadequate 

Investigative oversight re QA breakdown b possible criminal 
falsification at Zack Ce. HVAC contractor at facilities AT 
Howard b S Marello allegations discussed 
DEVINE. T Government Accountability Project 82/07/24 
PALLAOINQ. N J CoisnilsslonBrs Hpp 18904 12S 34X 

FI the 90-000.83/03/11.8309190009 


— 0309190292 Advises that AT Howard b 88 Morel la do not object to 
selection of CF Braun to conduct third party investigation 
of charges against Zack Co. subj to listed conditions Related 
Info end 

DEVINE. T Government Accountability Project 82/00/13 
KEPPLER, J Regions, Office of .Director I6pp 10907294 84X 

Fiche 80-000,83/03/11.830919000^ 

— 0305190296 Comments on Q2O0t 1 meeting w/NRC b util re CF Braun audit of 
facilities CF Braun should rept directly to NRC b should 
audit all critical areas at facilities 

MARELLO. S L Affiliation Unknown 02/00/14 KEPPLER. J Region 
3. Office of Director Spp 10907 313 24X Fiche 90-000, 

83/03/11.8309190003 ' 


—8309190102 Affidavit of SL Marello re OC breakdown % criminal 
falsification at Zack Co, HVAC contractor at facilities 
MARELLO. 8 L Af f 1 1 iat 1 on Un known 02/07/26 22pp 18506 139. 
24 X FI Che 90-000.83/03/11,8303190009 


--8309190108 Affidavit of AT Howard re OC breakdown b criminal 
falsification at Zack Co. HVAC co'ntractor at facilities 
HDNARO.AT Affiliation Unknown 82/07/24 39pp 18904140 
24X Flchb 90-000.83/03/11.8303190005 


--8309190117 Repts Investigation re possible flawed equipment at 
f ac 1 11 t 1 es. per Eyewitness News broadcast 

* Radio TV Reports. Inc 02/O7/&4 NRC - No Detailed 

Affiliation Given Spp 18907 169 24X Fiche 90-000.63/03/11. 

8309190005 


—6303190126 Forwards outline of Investigation rept re Zack documentation 
concerning HVAC activities Discussion of matl spec b 
mechanical properties for galvanlied sheet steel b stiffener 
hanger b support steel & U DelGeorge handwritten notes end 
N0RELIU8. C E Region 3. Office of Director 82/07/28 
KEPPLER. J O , DAVIS. A D . POSTER. J Region 3. Office of Director 
2Spp 169 07 .147 S4X Fiche 90-000. 88/03/11. 6309 190009 


—8309190131 Informs of atty general of State of li. intention to attend 
NRC 820B1I meeting u/uttl b Govt Accountability Project to 
discuss selection of third party to Investigate HVAC 
allegations 

VAN VRANKEN. U Illinois. State of 62/08/09 KEPPLER. J 0 
Region 3, Office of Director Ip 18507 209 24X 

Fiche 50 -000. 83/03 / 1 1 . 8 305 i 90009 


"8305190304 Discusses concerns on behalf Of AT Howard b 0 Marello. for 
NRC consideration in review of CF Braun final proposal to 
conduct independent review of HVAC sys at f ec i 1 1 ties, per 
B20B24 meeting 

DEVINE. T Government Accountability Project 82/09/04 

KEPPLER. U 0 Region 3. Office of Director 4pp 18907 349 24X 

Fleha 90-000,83/03/11,6305190009 


--S30S 190327 Responds to 020904 Itr containing comments on CF Braun 
proposal for Independent verification of HVAC sys at 
facilities Comment taken Into consideretion in NRR review 
of proposal 

KEPPLER, J 0 Region 3. Office of Director 82/09/13 DEVINE. T 
Government Accountability Project Ip. 18907 397 24X 

Fiche 30-000. 83/03/11, 8305190003 


-6303170337 Rey I to "LaSalle County Station Technical Proposal, " 
including scope of work. Work plan to accomplish Independent 
KVAC review, organiiatlon chart b resumes of personnel 
assigned to project List of matl specs for HVAC const encl. 

» C F Braun b Co, 02/08/23 34pp 18312 155 24X 

Flch* 50-000.33/03/11,6303190003 


—0309170394 Discusses Q30434 telcon w/B Garde of Govt Accountability 
Project re allegations concerning Zack Co OA program at 
facilities Personally Identifiable info deleted 

NORELIUS. C E Division of Engineering 02/07/12 Division of 
Engineering Ip 10912 323 a4X Fiche 90-000,03/03/11, 
6309170009 


—8309170397 Handwritten notes re meeting u/utli on allegations 
concerning Zack Co activities at facilities 

DAVIS. A B NRC - No Detailed Affiliation Given 82/07/14 9pp. 
18913 335 24X Fiche 90-000,03/03/11,8303170003 
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03OS 120346 Forward! IE Insp Rapt 50-374/83-07 on 830224-25 No 
noncortiplianca notad 

PAPER lELLOiC J Region 3< Office of Director 03/03/16 REED, C 
Commonuealth Edison Co 2pp 18433 064 24X Flclte 50-374,83/03/16, 

8305120346 


0305120415 Forwards IE Insp Repts 50-373/03-13 $■ 50-374/83-03 on 
830131-0421 No none omp 1 lane e noted 

L1TTI.E,W S Region 3, Office of Director 03/04/27 REED,C 
Commonwealth Edison Co 2pp 18434 000 24X Ftche 50-373, 83/04 /27f 

8305120415 


"8305120353 IE Insp Rapt 50-374/83-07 on 830224-25 No noncomp 1 lane a 
noted Major areas Inspected organl la t Ion, rad lat Ion 
protection procedure s< fae i 1 Iti es, Instruments 6 equipment 6 
progress of certain sys demonstrations 6 tests 

HILLER, D E , OREOER, L R. Region 3, Office of Director 03/03/14 
Spp. 18433 066 24X Fleho 50-374,83/03/16,8305120346 


8212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
avseaptibl 1 Itg to Exothermic Chemical Reaction " Sve list 
and 

TAVLORi J H Division of Safeguards ti Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New Vorlc, Inc 

lt2pp 18308 319 24X Flche 50-000,83/03/21,8212060385 


— 8305120420 IE Insp Repts 50-373/83-13 U 50-374/83-03 on 830131-0421 No 
noncomp 1 lance noted Major areas Inspected as-bullt walkdoun 
6 review of procedures for structural steel items it soefcet 
weld cracks in main steam drain lines 

KEATING, D E , CILIMBERO, R L , DANIELSON, D H Region 3, Office of 
Director 03/04/27 6pp 18434 082 24X Flche 50-373.83/04/27, 

8305120415 


8303040026 IE Info Notice 03-24, “Loose Parts In Secondary Side of 
Steam Generators at PHRi “ Sve list end 

JORDAN, E L Division of Emergency Preparedness «i Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co Of New 

York, Inc llSpp 18382 047 24X Flche 50-000.83/04/28,8303040026 


8305090306 Addl response to FOIA request for all records prtpered et 
Region Ill.all Investigators involved in Investigation of 
T Howard i< 8 Korella allegations t< all Internal records re 
problems discovered at facility Forwards App B documents. 

FELTON, J K Division of Rules and Records 83/03/22 GARDE, B 
Government Accountability Project 2pp 18381 216 24X 

Ftche 50-373, 83/03/22, 8305090306 


— 8305090313 IE Investigation Repts 50-373/82-51 «< 50-374/82-15 on 
820721-1001 No noncompliance noted Major areas invastlgated 
followup on allegations re matl prociurement 6 QA 
deficiencies of HVAC sys installed by 2ach Co 
LANK8BURY, R D , WEBTCOTT, H M Region 3, Office of Director 
82/08/16 4pp lB301'2i9 24X Flche 50-373,83/03/22,8305090306 


0305240087 Addl reiponse to FOIA request for draft insp evaluation 
repts t< comments on J Keppler 820719 Itr re special safety 
Insp of facility during Hay-Jul 1982 Forwards App C 
documents 

FELTON, J M Division of Rules and Records 83/03/31 GARDE, B 
Government Accountability Project 2pp 18593 OtS 24X 
Flche 50-373,83/03/31,8305240087 


—8305240090 Five draft summaries of affidavits (< statements, draft 
comments on followup of allegations, minutes of Region 
II! 020329,0419,0503 tc 0706 staff meetings tt draft 
investigation schedule Pireonally identifiable info deleted 
* NRC - No Detailed Affiliation Given 83/03/25 36pp 
10593 OIB 84X Flche 50-373,83/03/31,8305240087. 


— 8305240125 Discusses actions planned during addl insp to risolve 
concerns re adequacy of workmanship during const of masonry 
walls R Llpinskl assistance requested to reiolve issues 
starting wk of 820815 

SPESBARD.R L Dlvlelon of Project fc Resident Programs 82/00/17 

EI8ENHUT.D 0 Division of Licensing 8pp. 10593' 054 24X 

Fleha, 50-373, 83/03/31 . 8305840087 


8303040027 IE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN,E L Division of Emergency Preparedness «< Engineering 
Response (Post 830103) 83/04/80 Consolidated Edison Co of Mew 

York, Inc 110pp 10362 165 24X Flche 50-000,03/04/28,8303040027 


8305120430 Forwards IE Insp Repts 50-373/08-54 tc 50-374/82-82 on 
821124,26,29, 1201, 14 It 830414 (t notice of violation 
SPESSARD, fi L Division of Engineering 83/04/28 R6E0,C 
Commonwealth Edison Co 8pp 18431 107 84X Flche 50-373,83/04/80. 

830S12043S 


— 8305180443 Notice of violation from insp on 081 184. 26, 29, 1201, 14 & 
830414 

SPESSARD,R L Division of Engineering 83/04/20 3pp 
18431 109 24X FiChe 50-373,83/04/80,8305180438 


--8305I20447 IE Insp Repts 50-373/88-54 6 50-374/82-82 on 821124,26,29. 
1201,14 t< 830414 None amp 1 1 ance noted failure to write 
nonconformance repts 6 failure to comply w/ JOCFRSO, App B, 

Criterion II re housekeeping practices 

RAMSEY, C , ULIE, J , HABSE, R Region 3. Office of Director 

03/04/27 19pp 18431 113 24X Flche 50-373,83/04/88,0305120438 


0305170390 Forwards IE Insp Repts SO-373/03-Ii tc 50-374/83-06 on 
830307-0403 6 notice of violation 

STREETER, JF Region 3, Office of Director 83/04/80 REED, C 
Commonwealth Edison Co 2pp 18469 832 24X Flche 50-373,83/04/28. 

8305170390 


— 8305170403 IE Insp Repts 50-373/03-11 & 50-374/03-06 on 030307-0408 
Noncomp 1 lance noted failure to have adequate p reoperational 
test procedure to determine end-of-cycle recirculation pump 
trip sys response time 

LANKSODRY, fi D i DUPONT, S G , REYES, L A Region 3, Office of 
Director 03/04/28 Spp 10469 235 24X Flche 50-373.83/04/20. 

8305170398 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Sve Hat end. 

JORDAN. B L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp 1B435. 155 24X Flche 50-000,83/04/15,0303040021 


0303040028 IE Info Notice 03-26, "FaUura of Saf e ty/Rel lef Valve 
Discharge Line Vacuum Breakers " Sve list anc 1 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/03 Consolidated Edison Co of New 

York, Inc 182pp 10441 170 84X Flche 50-000.83/05/03.0303040020 


8303040023 lE Info Notice 83-22, "BUR 8af aty/Rol ief Valve Failures." 
sve list end. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/04/22 Consol idattd Edison Co of New 

York, Inc liapp 10383 009 24X Flche 50-000,83/04/22,8303040023 


ea030400ap IE info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys *' 8vc list end. 

JORDAN. E L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/04/25 Consolidated Edison Co of New 

York, Ine ll9pp, 10381 291 24X Flche 50-000,83/04/25,8303040025 


0305120361 Forwards IE Insp Rept 50-374/83-11 
notice of violation. 

LITTLE, N. a Region 3, Office of Director 
Oommonweelth Edison Co 2pp 18431*136, 


on 030322-25 fc 29 J, 30 It 

83/04/26 REED, C 
24X Flche 50-374.83/04/26, 


8305120361 


—8305120364 Notice of violation from insp on 830322-25 6 29 »< 30 
LITTLE, M.S Region 3, Office of Director 83/04/26 ip 
10431.138 24X Flche. 50-374, 83/04/26, 8305120361. 


0305060542 Ack receipt of 030404 it 08 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-373/02-40 t, 50-374/82-10 

SPESSARD. R L Division of Engineering 03/05/03 REED, C 
Commonwealth Edison Co Ip 18348 306 24X Flche 50-373183/05/03, 

8305060542 


"8305060SS4 Responds to NRC 830214 Itr re violations noted in IE Insp 
Repts 50-373/02-40 << 50-374/02-10 Corrective actions 
meetings (t discussions held between OA general mgt tt dept 
lead auditors General ofes audited 

REED, C Commonwealth Edison Co 83/(04/04 KEPPLER, J 0 Region 
3, Office of Director 17pp 10348 ao7 24X 
Flche 50-373,83/05/03,8305060542 


--8305060569 Forwards revised Page 2 to response to noncomp 1 ianee noted 
In IE Insp Repts 50-373/82-40 tt 50-374 /SS- 1 0, p e r NRC 03G214 
Itr 

SCKROEDER.C H Commonwealth Edison Co 03/04/08 KEPPLER. J.O 
Region 3, Office of Director 2pp 1B348 325 24X 

Flche 50-373,03/05/03,8305060542 


"0305120368 IE Imp Rept 50-374/83-11 on 830322-25 fc 29 t, 30 
Noneompliance noted. failure to translate FBAR requirements 
Into instructions t, procedures to establish separation of 
cables belonging to different reactor protection sys. 

NAIDU. KR. , AHMED. I., WILLIAMS, C. C. “1^! 

83/04/22. 7po 18431 139. 24X Flche. 50-374, 03/04/26, 030512 


etor 

20361 


8303040030 IE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, 6 L Division of Emergency Preparedness V Engineering 
Response (Post 8301031 03/05/04 Consolidated Edison Co of New 

York, Inc U2pp 18302 282 24X Flche 50-000, 83/05/04, 0303040030. 
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B303040031 IE Info Notice 63-20^ "Criteria for Protective Action 
Recoffiinendetioni for Oeneral Emergencies ” Svc list enc 1 
JORDANi E L Division of Emsrgencg Preparsdness & Engineering 
Response (Post B30103) 33/Oi/QA Consolidated Edison Co of Neu 

Yorki Inc tl?pp 18441 001 24X Flche SO-OOD. B3/0&/’04i 9303040031 


B303040033 IE Info Notice B3-29j '‘Fuel Binding Caused tig Fuel Rack 
Deformation “ Svc list enc I 

vfOROANi E L Division of Emergencg Preparedness & Eciginaering 
Response (Post 9301031 93/03/06 Consol 1 da ted Edison Co of New 

Vorki Inc 113pp tBSS3 248 24X FI c h e. 30-000. 03/03/06. 9303040033 


8303040034 IE Info Notice 03-30. "M j sapp J 1 ca 1 1 on of Generic Emergency 
Operating Procedures (EOF) Ouidelines “ Svc list end 
JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 83/06/11 Consolidated Edison Co of Neu 

York. Inc 114pp 18324 003 24X Flche 50-000. B3/03/1 1. 9303040034 


8305170322 Ack receipt of 630304 Itr informing NRC of steps taken bo 
correct violations noted in IE Insp Rep t 50-374/63-03 
SPESSARO. R L Division of Engineering 63/03/11 REED. C 
Commonwealth Edison Co ip 19465 232 34X Flche 50-374.93/03/11. 

83031 70322 


--6303170331 Responds to NRC G3D403 Itr re violations noted in IE Insp 
Kept 50-374/83-05. Correc tlve actions requirement for besting 
LPCS sys eicess flow check valve incorporated into nuclear 
boiler Preop eratlonal Test PT-N0-2OI. 

FARRAR. D I. C ommonwea 1 1 h Edison Co 93/05/04 KEPPLER.J 0 
Region 3, OfFlee of Director App 18465 233 24X 

Flche 50-374.83/03/11.8305170322 


0303260329 Forwards IE Insp Repts 50-373/63-15 U S0-374/B3-13 on 
830309-30 t€ notice of violation 

STREETER. J F Region 3. Office Of Dirac Cor 03/03/12 REED. C 
Commonwealth Edison Co 2pp 10625 120 24 X Flche 50-373.63/05/12. 

8303260329 


—8303260334 IE Insp Repts 50-373/93-15 «< 50-374/03-13 on 630309-30 
Noncompliance noted failure to follow mod package 
procedures 

MASSE. R A . CHOUUESiN C . FARRELL. R E Region 3. Office of 
Director. B3/03/I1 I6pp 18625 123 24X Flche. 30-373. 83/03/12. 

B303260329 


B30S240301 Ack receipt of 030404 6 26 1 trs informing NRC of steps teken 
to correct violations noted In IE Insp Repts 30-373/B2-S3 & 
S0-37B/S2-S3 Due to Irnprovement of internal communications, 
smoother communication u/resldant inspector erpected 
NORELIUSiC E Division of Project 6 Resident Programs. 93/05/17 
REED.C Commonwealth Edison Co Ip 18549 115 24X 

Flche 50-373.03/05/17,9305240301 


—8305240300 Responds to NRC 830223 itr re violations noted in IE Insp 
Repts 30-373/62-33 i 50-374/02-33 Corrective ac t 1 ons- ons I te 
review conducted on 930316 i< included discussion of possible 
broad implications of noncompliance 

FARRAR. O L Commonwealth Edison Co 03/04/04 KEPPLER. J O 
Region 3. Office of Director app 10549 116 24X 

Flche 50-373. 03/03/17. 6305240301 


—6305240313 Suppls response to NRC 030223 Itr re violations noted in 
IB Insp Repts 50-373/92-33 U 30-374/92-33 Corrective 
actions dept heeds to prepare memo to station superintendent 
summerlilng any potential noncompliance 

FARRAR. D L Commonweelth Edison Co 03/04/26 KEPPLER. J O 
ftegton 3. Office of Director 2pp 10349 124 24X 

Flche, 30-373, 03/08/17,9305240301 


0303040040 IE Info Notice 93-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JQRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/03/19 Consolidated Edison Co of Ntw 

York. Inc li4pp 18677 009 24X Fi ehe 30-000, 03/05/19, 9303040040 


8303040046 IE Info Notice 93-33, "Nonrepresentative Sampling of 
Contaminated Oil.'* Svc list end 

JORDAN. E L Division of Emergency Preparedness w Engineering 
Response (Post 930103) 03/03/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 24X Flche 50-000,93/05/26.0303040046 


8 Rtpoi*lahle accuTrencei. LERs (« related correspondence 


9305190005 Final response to FDIA request for documents re Zack Co t</or 
work performed by Zact in const of facilities Forwards App A 
documents Documents denoted u/asterisk available in PDR App 
BiC.D 8: E documents withheld (ref FDIA Eremptlon 7> 

FEUTONtO H Division of Rules and Records. 83/03/11 
PRENOERoASTiR Prendergast. R J 1 7pp. 10506 059 24X 

Flche" 50-000, 83/03/1 1,0305190005 


— 9305190112 Deficiency rept re errors b discrepancies contained in HOAC 
matl certlfi cat ions Procurement documentation will be 
re vali dated, document St records mgt program will he developed 
it OA/QC personnel will be added Also reportable per Part 21 
CALKINS, D E ZaCk Co 01/10/23 SlOpp 16506 215 24X 

Flche 50-000,03/03/11,8305190005 


9305120392 Interim deficiency rept re mi sapp llcation of ITE Oould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 630328. Matter under 
investigation Final rept by 630606 Reported per Part 21 
NANNO. 8 F Niagara Mohawk Power Corp 63/04/26 STAROSTECKIi R 
Region 1, Office of Director 2pp 16433 072 24X 

Flche 50-000.63/04/26.8305120392 


—8305180404 Part 21 rept re failure of post-LOCA hydrogen recombincr 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of daviatton 

EMPEY. D C Rockwell International Corp 63/03/11 COLLINS. J T. 
Region 4. Office of Director Spp 10433 074 24X 

Flche 50-000.03/04/26.0305120392 


0305100018 Interim Deficiency Rept S3-0t re temp offset problems 
experienced u/Riley temp switches Installed In leak 
detection sys Callbr procedure modified b switches racalibr 
Final rept will be submitted by 030601, 

e Commonwealth Edison Co 03/05/02 KEPPLER. J 0. Region 3. Office 
of Director Ip 16377 152 24X Flche 50-374,03/05/02,0305100010 


0305100352 Updated interim deficiency rept re offset b module problems 
at Rllty temp indicating switches in leak detection sys 
Cellbr procedure modified Final resolution of module problem 
(hardware mod) in progress Final rapt expected by 030601 
5CHR0EDER.C M Commonwealth Edison Co 03/05/03 KEPPLER, J 0. 
Region 3, Office of Director Ip 10379 092 24X 

Flche 50-374,63/05/03,0305100352 


6305240007 RO on 020715, ul travlolet fire dateeters taken out of fYC 
Due to continued const work, fire deteetari to be out of svc 
until Fall 1963 fuel load 

DIEDERICH, 0 J Commonwealth Edison Co 03/05/10 KEPPLER. J 0 
Region 3. Office of Director ip 16549 038 24X 

Flche 50-373,83/05/10,6305240007 


DOCKET 50-302 MATERFORO CENERATINO STATION, UNIT 3 


A App I Ication/construet ion stage documents b correspondence 


9305020502 Forwards comments on C-E Owners Group calculations re 
daprasfur liatlon b DHR capability of C-E plants w/o 
pressurlzer PORVs, d is cussed at 830112 meeting u/C-E Owners 
Group in Dethesda.MD 

NOVAK,T t1 Assistant Director for Llcens'lng 83/04/19 MAURIN.L V 
Louisiana Power b Light Co App. 18264 333 24X 

Flche 50-302,83/04/19,8305020502 


03OSO2O341 Requests extension of commitment re athropemetric conetm 
w/hlghest row of meters on remote shutdown panel LCP-43 by 
providing permanent metal deck in front pane^l per human 
factors audit findings 

MAURlNiL V Louisiana Power b Light Co. 63/04/25 KNIGHTON, G 
Licensing Branch 3 2pp 10277' 115 24X Flche ' 50-382, 03/04/25, 

0305020341 


0305040323 Board Notlflcatian 83-057 forwards differing prof opinions 
re sgs interaction b safety classification Info relates to 
Board Notifications 63-17 b 03-44 re Unresolved Safety Issue 
A-17 

EISENHUr, OG Division of Licensing. 83/05/04. PALLADINO,N 
Commissi oners 22pp 19337 139 24X Flche 50-000,03/05/04, 

03OSO4O323 


030509065? Oenerlc Ltr 63-20 to all operating reactor licenseas b 
holdari of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

E18ENHUT. D 0, Division of Licensing, 63/05/09 Consolidated 
Edison Co of New York, Inc 16pp 18627" 153 24X 

Flcha SO-OOO, 63/05/09. 8305090659. 


830S130343 Forwards Board Nosirication 63-64 re issuance of AO-yr DL 
EI6ENHUT.D0 Division of Licensing 63/05/10. NDUAK. T. H. 
Assistent Director for Licensing. 2pp 18456 227 84X 

Flche 50-362.83/05/10.0305130343 


—9305130344 Boerd Notification 83-64 forwardi util 030310 request for 
40-yr OL 

NOVAK. T M Assistant Director for Licensing, 83/05/10 Atomic 
Safety and Licensing Board Panel, 6pp. 10456 228 84X 

Flche 50-392,63/05/10,0305130343 
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B309»40S9a Noti(>icatlon of Q30923 «lta viilt to conduct control room 
•udlt & dlfculf revs to anorgencv operatlns procoduro* 

UlLeoN. J H Liontinp Branch 3 83/09/10 KNIOHTON. 0 U Lie anting 

Branch 3 3pp 18993 297 24X Flche 90-383.83/09/10.8305240298 


Q309l804i>B Foruarda ratpentei to NftC concarnt raltad at 830219 meatlno 
y/utll to clota out opan Itama ra amarganeg faaduatar 
control ago. par NURE0-07a7t 8upp 1 1 M/33 ovartlia draulngi 
Apartura carda ara avallabla in FOR 

NAUR IN. L V Loultlana Pouar 8. Light Co 83/09/13 KNIOHTDN. O U 
Li canting Branch 3 31 pp 184BS 131 24X Ftcha 90-383.83/09/13. 

8309180468 


8309390209 Board Notification 93-063 tranamlta memos ra status of DHR 
studlas for C-C plants. u/tmphas is on naad for PORVs In 
currant C-E datigna. 

NOVAK. T H Aaaiatant Dlractor for Licanalng 03/09/18 Atomic 
8afatg and Licanting Board Panal 7pp 18687 107 24X 

Fleha 90-000.83/09/18.8309390209 


"0309390231 Raiiuasts that and documants on atatua of DHR studies for 
C-E plants, y/efliphas Is on naad for PORVt In current C-E 
daelgna.ba provided to A8LB ti A8LAB, 

MATTSON. R.J Olvialon of Sgatams Integration <post 811009) 
83/04/Se EIBENHUTi D 0 Olvialon of Licanalng tp 18627 113. 
24X Ftcha- 90-000. 83/09/18. 9309390309 


--8309390888 Ratponds to Commits ion 830404 request that study of need for 
controlled dapratsurlzatlon capability in C-E plants bs 
acealaratad ft that ACRE vlaws bt eollcltad on iesui prior to 
raportlng back to Commliilon Study to be concluded 830630 
QIRCKS.U J, Office of the Ezacutlva Director for Operations 
83/04/39 CHlLK. 8 J. Offica of tha Saeratary of the Commlstion 
tp. 18637 119 34 X Fleha- 90-000. 83/09/18. 8309390309 


8309310094 Foruarda revised description of NURE0-0737i Item II F 8. 
“InadaRuata Cora Cooling Ini trumantatlon. ■- providing 
aufflctant info to dote Item b corresponding raRUiramant 
in SER. 

DROMflOND. F U Loulalana Power h Light Co 83/09/23 KNtOHTON. 0 M 
Licensing Branch 3 34pp. 18699 039 24X Fleha- 90-388.83/09/23. 

8303310094 


E. NRC Safety Evaluation Report (8£R>. tuppls & correspondance 



8309310094 Foruarda ravtaad daacrtptlon of NUREe-0737. Item II. F 2. 
"Inadequate Cora Cooling Instrumentation. “ providing 
luffleiant Info to dose Item b corraeponding raqulramant 
in 8ER 

ORUMfKINO, F. J Louisiana Pouar b Light Co 83/09/23 KNIOHTON. 0 M 
Licensing Branch 3. 34pp 18699; 039 24X Fleha 90-382.83/09/33. 

8309310094 


F. Sacurlty. medical, amargancy b fire protection plane 


8309110034 Oanarte Ltr 83-31 to all licensees of operating reactors, 
applicants for OLt b holdtrs of CPs ra Clarification of 
access to control procedures for leu anforcaraant visits 
8vc lift and. 

EI8ENHUT.D 0. Olvialon of Licensing 83/09/11. Consolidated 
Edison Co of New vork. Inc 16pp. 18340 093 24X 

Flcho: 90-000. 83/09/11. 830311 0034 


6309340213 Poruards monthly status rapt on offsite emergency 
praparadnasa for OL ravlaut for Apr 1983 

DIRCKS.U. 0 Offica of tha Ekacutiva Director for Operations. 
63/09/13. PALLADINO.N J. Commissioners 9pp 18993 332. 24 X 

Fleha - 90-000. 83/09/13. 8309840213. 


8309800389 Forwards list of NRC amargancy praparadnasa Insp team 
partonnal requiring unescorted b unrestricted access to 
facility on 830923-27, site orientation on isauanca of 
badgea. aaeort duties b smarganey evacuation raqueated 
C0LLIN8.J.T Region 4. Office of Director 83/09/16 NAURlN.L V 
Loulalana Pouar b Light Co 8pp. 18917.069 S4X 
Fleha: 90-383. 83/09/16. 8309300389 


0. Adjudicatory correspondance 


8309120323 Order granting NRC 830419 motion to correct 830308-11 
hearing tranacrlpt, 

WOLFE. 8 J. Atomic 8afaty and Licanting Board Panel 83/09/11 
Office of tha Eiacutlva Legal Olraetor tp 18433-366 24X 
Ficht! 90-382. 83/09/11. 8309120333. 


8309180429 Advises that all sirens within amargancy planning tone ulll 
be tasted by pariah offlelalt for rotational function. output 
ti audibility at parlmatar of each siren affective range 8vc 
Hat and, 

RIDOWAY. D. A 8haw. Pittman. Potta b Trouhrldga. RIDOWAV.D, A 
Loulalana Power b Light Co 83/09/16 TURK. S E Hoarlng Branch 1 
4pp. 10489:294 34X Fleha. 90-383. 83/09/16. 8309180439 


8309200643 Corrects statements made at 830419 ora] argument Neither 
NRC nor FENA will Independently verify accuracy of siren 
maaiuraments NRC method for verifying siren coverage 
adequacy delineated 

TURK, a E Hearing Branch 1 83/09/18 EILPER1N.6 F > KOHL. C N ■ 

JOHNSON. M R Atomic Safety and Licensing Appeal Panel 6pp 
18930 139 24 X Flche 30-382.83/09/16,8309200642 


8309270634 Second partial Initial decision in OL hearing Requests that 
NRC ascertain that changes &/or mods to preemergancy public 
info brochure Imp lamanted 

JORDAN, U H , FOREMAN. H . MDLFE. 8 J Atomic Safety and Licensing 
Board Panal 63/03/26 34pp 1 8646 364 24X Ficha 90-382. 

83/09/36, 8309270634 


H Oantral corraspondance 


8309170290 Informs that corr tap endence signed by FJ Drummond. RP 
Barkhurst b TF Oerrets should be accepted as valid 
subml ttals 

CAUANAUOH. W Louisiana Pawar b Light Co 83/03/13 KNIOHTON, O U 
Licensing Branch 3 tp 18469 338 84X Fleha 90-382.03/09/13, 

0309170290 


0 tnapaction raporte. IE Bulletins b correspondsnee 


0212O6D30S IE Info Notlct 83-14. "Dawatered Spent Ion Eichanga Resin 
auBccptlbllity to Ezathermlc Chemical Reaction " Sve list 
and. 

TAYLOR. J H Division of Safeguards b Inspection Programa (Post 
830103) 83/03/31 Coned Ida ted Edison Co of New York. Inc 

llSpp 18308.319 24X Flcba 90-000.83/03/21,8312060383 


0303040021 IE Info Notlct 03-21, ''Defective Emergency Use Respirator " 
Bve lift ancl 

JORDAN.E L Division of Emergtncy Pr eparedness b Engineering 
Response (Post 830103) 83/04/19 Coneolldated Edison Co of New 

York, Inc 186 pp 18439 199 84X Fiche 90-000.83/04/19.8393040021 


8309200190 Informs that 830316 order imposing civil penalty b 
accompanying info should be transmitted to ASLB b parties, 
ptr Ofc Ltr 19 proesdures 

ElSENHUr. D 0 Division of Licensing 83/04/19 NOVAK. T Assistant 
Dlractor for Licensing Ip 18976-133 34X Flche 90-382. 83/04/19, 

8309200190 


— 8309200199 Board Notification 83-92 notifies that order imposing civil 
penalty Issued to util on 030316 resulting from breakdown in 
QA/QC program 

NOVAK. T N Aasl start Director for Licensing 83/04/19. Atomic 
Safety and Ulcanslng Board Panel. 4pp 18376 134 24X 

Fleha 90-302,83/04/19,8309200190 


0303040023 IE Info Notice 83-22. “BUR Baf ety/Ra 1 ief Valve Failures " 
Bve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383.089 24X Flche 90-000. 83/04/22. 8303040023 


8303040029 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Bys •' Sve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co. of New 

York. Inc li9pp 18381 291 24X Fiche- 90-000. 83/04/29. 3303040023 


8303040026 IE Info Notice 03-24, "Loose Parts In Secondary Side of 
Btcam Oenerators at PMRi. -' Sve list end 

JORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Pott 030103). 83/04/20 Consolidated Edison Co of New 

York, Inc 119pp 10382 047 24X Fiche 90-000.83/04/28.8303040026 


8303040027 IE Info Notice 03-29. "Standby Oac Treatment Sys Heater High 
Temp Trip Setpoint Adjustment ” Sve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/04/28 Consolidated Edison Co of New 

York. Inc liepp 10382 163 24X Fleha 30-000.83/04/28.8303040027 


8309170004 Forwards IE tnsp Rept 30-302/83-16 on 830328-31 No 
noncompl lance noted 

MADBEN, 0 L Region 4. Office of Director 03/04/29 KAURIN. L V 
Louletena Power b Light Co 2pp 18466 242 24X 

Flche- 30-382.83/04/29. 0305 170004 


— 8309170009 IE Insp Rept 30-302/83-16 an 030328-31 No noneompUance 
noted, Major areas Inepected safety-related record t. s 1 te- 
related design activities b potential conet deficiency re 
emergency feedwater turbine-driven pump 

QBERO. C R , CR08SMAN, U A Region 4. Office of Director. 83/04/29. 
9pp 18466 244. 24X Flche 90-302.83/04/29.8309170004 



290 


DOCKETED ITEMS 


9303D4003B IE Info Notice 33-2*. "Failure of Saf e t y/Re 1 1 ef Valve 
Dlecharge Line Vacuum Dreaker* " Bvc list end 

JOROAN.E U Blvision of Emergencg Preparedness «. Engineering 
Response (Post B3D103> 33/05/03 Consolidated Edison Co, of New 

York. Inc IZapp 13441 170 a4X Flcfie 30-000,33/03/03.3303040023 


3303040030 IE Info Notice 33-27, "aperational Response to Events 
Concerning Oelllierate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergencg preparedness & Engineering 
Response {Post S30103I 33/05/04 Consolidated Edison Co of New 

York, Inc 112pp 10382 232 a4X Fiche 50-000,33/05/04,3303040030 


B303040031 IE Info Notice 33-28, "Criteria for Protective Action 
Rec ommendations for Oeneral Emergencies " Svc list encl 
JOROAN.E L Division of Emergencg preparedness Jj Engineering 
Response (Post 3301031 33/05/04 Consolidated Edison Co of New 

York, Inc 119pp IB441 001 24X FJc^e 80-000,33/05/04,8303040031 


830SS00351 Fortiiards IE Investigation Rept 50-382/82-0'? on 320329-051* 
it notice of Violation 

HAD8EN.D L Region 4, Office of Director 83/05/04 HAURIN, L V 
Louisiana Power fc Light Co 2pp 13517 067 24X 

Fiche* 50-303, 03/05/04, 8305200231 


— 0305200253 Notice of violation Prom Investigation on 020329-0516 

s Region 4, Office of Director 33/05/04 Ip 13517*069 24X 

Fiche 50-332,03/05/04.8305200251 


830S0204I1 Final Significant Const Deficiency 64 re lou safety 
Injection tanks. di scharge flou rates during preoperational 
testing C-E analysis psrformed per Nonconformance Rept 
U3-4636 Flow rates acceptable 

MAURiNi L V Louisiana Power & Light Co 83/04/25 COLLINS. J.T. 
Region 4, Office of Director 3pp 10273 097 24X 

Fiche 50-302,03/04/25,8305020411 


0305020450 Final Bignlflcant Const Deficiency Rept 69 re failure of 
Crosby Valve it Oauge Co Stellite Alloy 6B discs to meet 
AEME requirements Solid Stellite 6D valve discs meet all 
A8ME Code Section 3 requirements 

MAURiNi L V Louisiana Power it Light Co 83/04/25 COLLINS. J T 
Region 4, Office of Director Ip 18281 249 24X 

Fiche 30-382,03/04/25,0305020430 


0305020479 Flret interim rept of Significant Const Deficiency 76 re 
damage to pressurlzer heaters during precore hot functionai 
testing Initially reported on 030311 ifnacceptab le heaters 
will bo rep laced/reuorked Nest rept ekpected by 030715 
NAUR IN, L V Louisiana Power & Light Co 83/04/25 COLLINS, J T 
Region 4, Office of Director 2pp 10203 268 24X 

Fiche 50-309,83/04/25,0305020479 


B30S060425 Forwards rev to seismic qualification completion schedule. 
MALfH IN, L V Louisiana Power << Light Co 03/04/27, KNIOHTON, 0 H 
Licensing Branch 3 32pp 18343 193 24X Fiche 50-382,83/04/27. 

8305060425 


—9305200936 lE Investigation Rept 50-382/82-09 on 320329-0516 
Noncompliance noted individual in plant metrology lab 
performed equipment calibr w/o being properly qualified 
ORISKILL.DD . JON MS ON, E H Region 4, Office of Director 
03/03/10 12pp 18517 070 24X FIthe 30-382.83/03/04.3303200231 


8303060566 Final Deficiency Rept 110 re dhmage to main steam piping 
supports Initially reported on 630323 Evaluation completed 
Condition determined not reportable Hydraulic transient 
attributed to Improper operation of ays 

NAURlN. L V, Louisiana Power t< Light Co 83/04/27 COLLINB. J T 
Region 4. Office of Dirsetor 2pp. 18349' 033 24X 

Fiche 50-382,03/04/27,8303060366 


0303040033 IE Info Notice 83-29. “Fuel Binding Caused by Fuel Hack 
Deformation " Svc list encl 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 63/03/06 Consolidated Edison CP of New 

York, Inc llSpp 18523 248 24X Fiche 50-000.83/05/06,8303040033 


8303040034 IE Info Notice 83-30. "Misapplication, of Oenerie Emergency 
Operating Procedures (EOP) ouidelines " Svc list encl 
JDRDAN.E L Division of Emergency Preparedness 8, Engineering 
Response {Post 830103) 83/05/11 Consolidated Edison Co of New 

York. Inc I14pp 13524 003 24X Fiche 30-000,33/05/11.3303040034 


8303200285 Forwards list of NRC emergency preparednose insp team 
personnel requiring unescorted 1. unrestricted access to 
facility on 030523-27 Site orientation on issuance of 
badges, escort duties & emergency evacuation requested 
COLLINS, J T Region 4. Office of Director 33/03/16 MAUKIN.L V 
Louisiana Power 6 Light Co 9pp 18517,063 24X 

Fiche 30-332.83/05/16.8305200283 


0303040040 IE Info Notice 33-31, “Error in ADLPIPE Computer Program " 
Svc list end 

JOHDAN.E L Division of Emergency preparedness & Engineering 
Response (Post 330103) 33/05/19 Consolidated Edison Co, of Wen, 

York. Inc 114pp 18697 009 24X Fiche 30-000,33/05/19,3303040040 


8303040046 IE Info Notice 33-33, "Nonrapresentat 1 ve Sampling of 
Contaminated Oil " Svc list encl 

JORDAN.E L Division of Emergency Preparedness S' Engineering 
Response (Post 830103) 33/05/26 Consolidated Edison Co of New 

York, Inc U4pp 18647 007 24X Fiche 50-000,83/05/26,3303040046 


R Periodic operating reports it related correspondence 


8303030017 Forwards nuclear organization staffing status rept as of 
630415 Z. status rept of personnel commitments contained In 
810420 Itr 

MAURIM. L V Louisiana Power 1. Light Co 83/04/20 WILSON, J NRC - 
No Oetallad Affiliation Oiven 3pp 13338 331 24X 

Fiche 50-382,83/04/20,8305030017 


a Reportable occurrences. LERs & related correspondence 


0303060008 Board Notification 83-40 notifies of applicant commitment to 
periodically survey industrial L transportation activities 
in plant area to maintain awareness of significant product 
changes. per preliminary notification dtd 830322 

NOVAK. T H Assistant Director for Licensing 33/04/22 Atomic 
Safety and Licensing Hoard Panel 4pp 10354 292 24X 

Fiche 50-332.03/04/22.8305060008 


0305060367 First Interim Significant Deficiency Rept 70 re Insufflcien 
documentation from American Bridge for reactor auxiliary 
it fuel handling bldgs bolting S. welding Nonconf ormence 
repts Issued Next rept by 330630 

HAURlNi L V Louisiana Power (i Light Co 83/04/28. COLLINS. J T 
Region 4, Office of Director 3pp. 10344 140 24X 

Fiche 50-302,83/04/20,3303060367 


0303060337 Third Interim Significant Const Deficiency Rept 33 re 
possible failure of OE Type HFA relays. Bubml ttal of final 
rapt delayed until 030613 due to plant testing 

KAURIN. L V Louisiana Power & Light Co 33/04/29 COLLINS, J T 
Region 4, Office of Director, ip 10349 010 24X 

Fiche 50-302,83/04/29,8303060387 


8305130019 NPDES none omp 1 lane e notification on 330317-19. approx 
200.000 gallons of condenser hotwell water released from 
NPDES outfall Number 002 Caused by necessity t0 drain 
secondary sys 6 Units 1 it S waste treatment ponds full. 

MAURIN.L V Louisiana Power It Light Co 83/05/06 KNIOHTON. 0 M 
Licensing Branch 3 4pp 10437 149 24X Fiche 50-302.83/05/06. 

8305130019 


8305170223 Second Intprlm Const Deficiency Rept 72 re radiation 
monitoring sys RH-23 control modules Initially reported on 
830321 Corrective action scheduled for completion by 830615 
Final rept will be submitted by 830630, 

MAURIN.L V Louisiana Power t< Light Co 83/05/11 COLLINS. J T 
Raglon 4. Office of Director ip 18466 340 24X 

Fiche 30-332,03/03/11,8303170223 


3305170265 Second interim Significant Const Deficiency Rept 8CD 71 re 
failure to property review condition Identification <k work 
authorization for reportabllity Initially reported on 
030211 Forms being reviewed Final rept expected by 830015 
MAURlNrL V Louisiana Power 6 Light Co 03/03/11 COLLINB, J.T 
Region 4. Office of Director 2pp 1046S'O10 24X 

FI Che 50-302. 83/05/ 1 1 , S30S17026S. 


8305170327 First Interim Const Deficiency Rept 79 re unqualified 
components in hydrogen analyzers Initially reported on 
830415 Field insp by Ebasco determined that pump bearings 
contained grease qualified for LQCA environ 

MAURIN.L V Louisiana Power t< Light Co 83/OS/lt. COLLINS.J T 
Region 4, Office of Director. 4pp 18465 169. 84X 

Fiche 50-382, 83/05/11,0305170327. 


8305170351 Sixth interim rept of Significant Const Deficiency Rept 35 
re matl properties of tube track it welding fittings JC White 
fittings tested by Luclous Pltkins, Inc Corrective actions 
will be completed 830630.Final rept by 830720 

MAURIN'L V Louisiana Power it Light Co 03/05/11. COLLINS, J.T. 
Region 4, Office of Director Ip 10465 266. 84X 

Fiche 30-382,03/05/11.83051703^1 



DOCKETED ITEMS 


291 


03O317O4B4 Third Interim Const Deflclencg Rept 60 re turnover 
doeumentetlon tnadequete hanger utld problems Inltlallg 
reported on 830S14 Corrective actions 9S'A complete Pinal 
rapt ullt he submitted bg 830719 

MAURINiU V Louisiana Pouer tc Light Co 63/09/11 O'RElLLVrJ P 
Region 2t Office of Director ip 18470 067 24X 

Fieha- 90-382, 83/09/11, 8309170484 


B309170472 Second Interim Const Deflclencg Rept 70 re 08 4B0-volt trip 
colls not dropping out after tripping Inltlallg reported on 
830321 Corrective actions scheduled for completion bg 
830601, Final rept will be submitted bg 830622 

MAORIN, L V Louisiana Power ti Light Co 83/09/11 COLLINS, J T 
Region 4, Office of Director ip 18470 094 24X 

Flcho! 90-382, 83/09/11, 8309170492 


8309170900 Sixth Interim Const Deflclencg Rept 33 re chilled water 
piping supports Inltlallg reported on 830307 Hardware mods 
complete Review of supporting documentation underwag Final 
rapt will bt submitted bg 830630 

MADRIN, L V. Louisiana Power & Light Co 83/09/11 COLLINS, J T 
Region 4, Office of Director Ip 18470 039 24X 

Flcha 90-308.83/09/11,0309170900 


8309200942 Sixth Interim rept re Significant Const Deflclencg Rept 94 
on tube steel {HT~166) lamlnetlon Corrective action 
completed bg replacing 240 ft of tube steel installed 
In lafetg-pelated sgs Final rept delaged until 830623 
DRUHHOND, F. J Louisiana Power & Light Co 83/09/16 COLLINS, ,1 T. 
Region 4, Office of Director Ip 18919 399 84X 

Flcha, 90-382. 83/09/16, 8309200942 


8309270138 Interim Significant Oaflctencg Rept 80 re unsettsfactorg 
stroking of emargancg fiedwater pump turbtni steam shutoff 
valves Inltlellg reported on 830420 Vendor rept submitted 
on 830429 2 springs replaced Next rept bg 830729 
DRUMMOND, F.O Louisiana Power & Light Co 83/09/20 COLLINS, J T 
Region 4. Office of Director 2pp 18638 163 S4X 
Flcha 90-382.83/09/20,8309270138 


8309270147 Sixth interim dtficiencg rept re Incorrect structural 
calculations far holdup it boric acid make up tanks 
Corraetlva action schtdultd for completion bg 830931 Final 
rapt will be delaged until 830621 

DRUMMOND. F J Louisiana Power 6 Light Co 83/09/20 COLLINS, J T 
Region 4. Office of Director Ip 18638 160 24X 

Flcha* 90-382, 83/09/20, 8309270147 


B309270194 Second interim Significant Const Deflclencg Rept 77 re 
Inadaiiuate containment purge valve closure time 6 flow 
rata. Hardware corrective ection complete Final rept will be 
submitted bg 830630, 

DRUHMOND.F J Louisiana Power h Light Co 83/09/20 COLLINS, J.T 
Region 4. Office of Director Ip. 18637.343 24X 

Flcha 90-382. 83/09/20, 8309270194. 


8309270373 Significant Const Deflclencg Rept 73 re American 
Bridge reactor containment bldg structural steel welding 
defects. Ralnsp scheduled Corrective action rework will be 
coMplatad. Next rept will be provided bg 830B19, 

DRUHMOND.F J. Louisiana Powar b Light Co 63/09/20 COLLINS, J T 
Region 4. Office of Director Ip, 18642 336 24X 

Fiche; 90-3B2, 83/09/20, 8309270373 


DOCKET 90-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F, Security, medical, amorgsncg b fire protection plans 


B309080289 Raltasts public virslon of tamporarg change to tmergancg 
plan procedure 

FELTON, U.M Division of Rules and Records 83/04/29 Document 
Management Branch. Ip, 18392' 070 24X Flcha 90-387,83/04/29, 

6309090289 


-•-'9309090289 Forwards public version of Tamporarg Change 83-979 to 
Emergencg Plan Procedure EP-IP-044, "Emergencg Environ 
Sampling.'' Raeelpt form and 

» Pannsglvanla Power i< Light Co. 83/04/14 SCHWENCER.A NRC - 
No Detailed Affiliation 01 van 3pp 18392:071 24X 

Flcha* 90-387, 83/04/29. 8309090289 


9309030144 Forwards application for proposed Amend 23 to Lleansa 
NPF'-t4. changing License Condition 2. C (S8>(g)(t) to extend 
completion date for safetg parameter dlsplag egs to 831230. 
at part of N0R60-0737, Item III. A, 1.2 (Oenerlc Ltr 82-33). 

CURTIS. N.W Pannsglvanla Power 1, Light Co 83/04/29 BCHWENCER, A, 
(.leanslng Branch 2. Ip 18306 328 24X Flcha 90-387,83/04/29, 

8309030144. 


"83030301S3 Application for proposed Amend 23 to License NPF-14i 
changing License Condition 2 C C2e)<g)(l) to extend 
completion date for safetg parameter dlsplag sgs to 831230, 
as part of NUREO-0737, I tern III A 1 2 

CURT1S,N H Pannsglvanla Power & Light Co 63/04/29 2pp 
18306 3S9 84X Fiche 90-387,83/04/29.8309030144 


8309130310 Releases public version of rev to emergencg plan 
Implimantlng procedure 

FELTON, J M Division of Rules and Records 63/09/02 Document 
Management Branch Ip 16496 237 24X FlChe 90-387,83/09/02, 

6309130310 


—3309130311 Forwards public version of Rev 1 to Emergencg Plan 
Implementing Procedure EP-lP-030, "Activation 6 Functional 
Operation of Emergency Operations Facility b Transfer of 
Control From Technical Support Ctr “ 

* Pennsylvania Power «< Light Co 83/04/20 SCHWENCER, A NRC - 

No Detailed Affiliation Given Ip 18496 238 24X 

Fiche, 50-387, 83/09/02, 8309130310 


—8309130314 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-lP-030, '‘Activation b Functional Operation of 
Emergencg Operations Facility h Transfer of Control From 
Technical Support Ctr " 

# Pennsylvania Power b Light Co. 03/04/20 96pp 18496 239 
24X Fiche 90-307,83/09/02,8305130310 


8309200091 Forwards request for addl info re Re*/ 6 to emergency plan, 
needed to complete review Info requested bg 830920 
8CHHENCER, A Licensing Branch 2 83/05/09 CURTIS, N W 

Pennsylvania Power b Light Co 9pp 18940 398 24X 

Fiche 90-307,83/09/09,8309200091 


8309110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, D 0 Division of Licensing S3/05/i 1 Consolidated 

Edison Co of New York, Inc 16pp 18940 099. 24X 

Fiche 90-000,83/09/11,8309110034 


K Utility Final Safetg Analysis Report IFSAR) & amonds 

8309110097 Forwards application for Amend 94 to OLs containing Rev 33 
to FSAR 

CURTIS, N N Pennsglvenla Power «< Light Co 83/09/09 SCHUENCER,A 
Licensing Branch 2 6pp 18409 ICO 24X Fiche 90-387,83/09/09, 
8309110097 


—8309110104 Application for Amend 94 to OLs containing Rev 33 to 
FSAR 


* Pennsylvania Power & Light Co 
Fiche 90-387,03/09/09,8309110097 

63/09/09 

If 

1&409 107 ! 

’-8309110108 Rev 33 to F8AR 

* Pennsylvania Power t< Light Co 

63/04/30 

323pp 

18409 108 


84X Fiche 50-387,03/09/09,8309110097 


P Operating license stage documents & correspondence 


8303300772 Forwards addl guidance re reporting offsite radiation doses 
to public 

SCHNENCER.A Licensing Branch 2 83/03/24 CURTia,N W 

Pennsylvania Power h Light Co 4pp 17769 244 24X 

Flcho 90-387,03/03/24,0303300772 


6309040669 Forwards 8ER on BUR Owners Group generic response to 
NUREO-0737> Item 11 K 3 18, '‘Mod of Automatic 
Dapressur 1 latlon Sgs (ADS) Logic " Response acceptable u/ 
stipulated conditions Response requested expediently 
SCHMENCER.A Licensing Branch 2 83/04/29 CURT 1 8, N W 

Pennsylvania Power b Light Co lOpp 16336 33S 24X 

Fiche 90-387,83/04/29,8309040669 


8309110160 Forwards 467 overslie drawings, per Reg Guide 1,70 
Drawing transmittal list end Aperture cards are available 
in PDR 

MOLCHANV, U J Pennsylvania Power b Light Co 03/04/23. 
SCHNENCER.A Licensing Branch 2 20pp 18406 318 24X 

Fiche 90-387,83/04/29,8309110160 


8309040946 Requests remittance of Class III fee for 621110 eppllcation 
re nonconformance w/NUREO-0737, 1 tem 11 E 4 2 an containment 
isolation dependability 

DIGGS, R M License Fee Management Branch 83/04/27 CURTIS, N.W 
Pennsylvania Power b Light Co tp, 18391 230 24X 

Fiche 90-387,83/04/27,8309040946 
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8303020337 Retpondi to NRC B30303 b 0330 questions rc firoposed 5RP 
Amand 19 No need exists to erbitrarllv Increase Initial 
pouer to account tar uncertainty In pouer level Errata sheet 
8i transient summary of feeduater controller failure end. 

CURTIS, H N Pennsylvania Pouer b Light Co 83/04/26 SCHMENCER.A 
Licensing Branch S 4pp IS27& 314 24X Ftchi 30-387.83/04/20. 

8303020307. 


8303030144 Poruards application for proposed Amend 23 to License 
NPF-t4, changing License Condition 2 C (2ai<gKll to extend 
conpletion date for safety parameter display sys to 831230. 
as part of NUR 80-073 7, Item III A 1.2 COenerlc Ltr 82-33) 

CURTIS. M U Pennsylvania Pouer tc Light Co 83/04/29 SCHWENCER.A 
Licensing Branch 2 Ip 183D& 328 24X Flcha 90-387.83/04/29. 

8303030144 


—8303030133 Application for proposed Amend 23 to License NPF-14. 
changing License Condition 3 C t2S)(g)<l) to extend 
completion date for safety parameter display sys to 831230. 
as part of NUREO-0737. Item 111 A I 2 

CURTIS. N tr Pennsylvania power b Light Co 83/04/29 2pp 
18306339 24X Flche 90-387,83/04/29,8303030144 


8309020433 Oenarlc Ltr 83-19 to all power reactor b testing licansees 
re new procsdureS for providing public notice concerning 
Issuance of amends to OLt 6vc list encl 

EISENHUT.D 0. Division of Licensing 83/03/02 Consolidated 

Edison Co of New York. Inc 90pp. 18441.120 24X 

Flche 50-000.83/03/02.8303020433 


8303040616 Ack completion of action required by Amend 7 to License 
NPF-14. Paragraph 3 by initiating OOE negotiations 
concerning disposal of high level waste or spent nuclear 
fuel. 

BCHUENCER.A Licensing Branch 2 83/09/02 CURTIS, N M 

Pennsylvania Power b Light Co 2pp 18391 223 24X 

Flche. 30-387, 83/03/02. 8309040616 


8309100016 Forwards proposed Amend 24 to Licensa NPF-14. c hang Ing App A 
Tech Specs re circuit breaker 1 oca tl on. gaseous release type, 
bypass damper leakage b reactor vessel level 
Instrumentation 

tlENYON.B 0 Pennsylvania Power b Light Co 83/09/04 SCHHENCER.A 
Licensing Branch 2 4pp 18377 126 24X Flche- 90-387. 83/09/04. 

8309100016 


— 0303100019 Proposed Amend 24 to License NPF-14. changing App A Tech 
Specs re circuit breaker I ocat 1 on. gaseous release type, 
bypass damper leakage b reactor vessel level 
Instrumentatton 

KENYON. 8 D. Pennsylvania Power b Light Co 83/03/04 Ip 
18377 130 24X Flche 30-387.83/03/04,8303100016 


— 8305100021 Proposed changes to App A Tech Specs. includ Ing Tables 
4 II 2 1 2-1.4 4, 6 1 3-1 i 3. 3 9-2. Spec 4. 7 2 b lb Section 
8 0 

e Pennsylvania Power b Light Co 83/03/04 lOpp 18377 131 
24X Flche 30-387.83/03/04,8303100016 


8309100308 Forwards "Offsite Dose Calculation Manual. '' 

CURTIS. N H Pennsylvania Power b Light Co 83/09/03 8CKUENCER.A 
Licensing Branch 2 Ip 18370 004 24X Flch e • 30-387, 03/09/03. 

0309100308 


— 8303100317 "Offsite Dost Calculation Manual ” 

e Pannsylvanla Power b Light Co 83/04/27 76pp. 10370:003 

24X Flche 30-387.83/09/09.8309100308 


8309110097 Forwards application for Amend 94 to OLs containing Rev 33 
to F8AR 

CURTIS, NW Pennsylvania Power b Light Co 83/09/09. SCHMENCER, A 
Licensing Branch 2 6pp. 18409 100 S4X Flche 90-387.83/09/09. 
83031 10097 


—8303110104 Application for Amend 94 to OLs containing Rev 33 to 
F8AR 

a Pennsylvania Power b Light Co 83/09/09 Ip 18409 107 24X 

Flche 30-387.03/09/09.8309110097 


8303090699 Otneric Ltr 83-20 to all operating reactor ticanseas h 
holders of CPs ra infeagrated schaduling for Implementation 
of plant mods svc list end. 

EtSENHUT. 8 0. Division of Licensing 83/09/09 Consolidated 
Edison Co of Mdw York. Inc 16pp 18627,193 24X 

Flche- 90-000. 83/09/09. 8309090699 


3309130114 Forwards responsas to questions ro ultimata haat sink test 
plan Callbr tamp maasurlng davice will be used to measure 
teap In main stllUng well in pumphouse Tests will he 
performed during Jol or Aug 1983. 

CURTIS, N M Pennsylvania Power b Light Co 83/09/10, SCMWENCER. A 
Licensing Branch 2, 7pp. 18438 0 B 2 24X Flche 90-387.83/09/10, 

8309130(14 


0309200176 Approves llcansae 030229 eubmlttal w/descrlption of 
perminant mods to 12-lnch gas plpallna near facility, 
limiting flow b precluding flammebla Mlsture at facility air 
Intakes 

8CNUENCER. A Licensing Branch 2 83/09/iO CURTIS. N H 

Pennsylvania Power b Light Co 2pp 18340-232 24X 

Flcha 80-387. 83/05/10. B309200 1 76 


8309190289 Advises that util participating In BWR Owners Oroup 
Committee to address fast scram ieeuat Due to delaye 
caused by addl testing. BMR rept will not be received In tlMS 
for ratponee in Second Quarter 1903 

CURTIS. N U Pennsylvania Power b Light Co 83/09/16 SCHMENCER. A. 
Llcanelng Branch 2 Ip 18301 147 24X Flcha 90-387,03/09/16. 

83091 90283 


8309190299 Forwards drawing of mod to resolve essential svc water 
single failure Issue Hod allows manual shutoff valves in RHR 
room b corrects loss of both RHR pumps In one div 

CURTI8.N H Pennsylvania Power b Light Co 83/09/16 SCHMENCER. A. 
Licensing Branch 2. 3pp 18900 218 24X Flcha: 90-387. 83/09/16. 

8309190299 


8303230941 Advises that util endorsas BWR Ounars Group rept NEOO-2209. 
"Analysis of Scram Olscharga Vol Sys Piping Integrity " 

Proposed amend to License NPF-14 will be submitted to 
reflect position. 

CURTIS. NH Pennsylvania Power b Light Co 83/03/19 SCHHENCER.A. 
Licensing Branch 2. 2pp 18937-333 24X Flche 30-387.93/09/19. 

8309230941 


8309270064 Forwarde equipment qualification summary rapt Summery Info 
submitted complete for Unit I but only partially complete 
for Unit 2 Next rev of rept will contain complete Info for 
Unit 2. 

CURTI8.N H Pennsylvania Power b Light Co 83/09/20 SCHHENCER.A. 
Licensing Branch 2 766pp. 10639-099. 24X Flcha. 90-387. 83/09/20. 

8303270064. 


8303310208 Fowards check In payment of review re nonconformance w/ 
NUREO-0737. Item II E. 4 2, per 830427 request 

CURTIS. N.H Pennsylvania Power b Light Co 83/03/23 SCHHENCER.A 
Licensing Branch 2. Ip. 186SS 133 24X Flche 30-387.83/09/29. 

8309310208 


Q Inspection reports. IE Bulletins b corrsipondance 


82120603B3 IE Info Notice 83-14. “Dewatered Spent Ion Exchange Resin 
Susceptehlllty to Exothermic Chemical Reaction " Svc list 
«nc 1 

TAYLOR. J.H Division of Safeguards b Inspection Programs (Post 
330103). 83/03/21 Consolidated Edison Co of Now York. Inc. 

112pp 10303-319 24X Flcho- 90-000. 33/03/21,8212060309. 


B303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator. " 
Svc list end 

UOROANi E L Division Of Emorgoncy Proparcdnesi b Enginoorlng 
Responso (Post 830103) 83/04/19 Consolidated Edison Co, of New 

York. Inc 126pp 18439 199 24X Flche. 90-000, 83/04/19, 8303040021. 


8303040023 IE Info Notice 83-22. "BWR Bafety/Rel lef Valve Failures “ 
avc list end 

UORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 089 24X Flche 90-000,83/04/22.8303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sye " 8vc list end 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103} 83/04/29 Consoltdetcd Edison Co. of New 

York, Inc 119pp. 18381.291 24X Flche. 90-000. 83/04/29, 8303040023 


8309090366 Orante util 630303 prasarvicc imp relief raqueste. Encl 
technical evaluation will be incorporated Into future euppl 
to BER 

SCHHENCER.A Licensing Branch 2 83/04/29 CURTIS.N H 

Penneylvanla Power b Light Co 2pp 18392-026, 24X 

Flche, 90-307. 83/04/29, 8309090366, 


— 8309090373 Supplemental 8ER. supporting presarvlce Insp relief request 
« NRC - No Dotal led Affiliation Given 83/04/29. 17pp 
18392' 023. 24X Flche 90-387,83/04/29.8309090366 


B303040026 IE Info Notice 83-24. "Loose Parts In Secondary Side Of 
Bteam Oenaretore at PURs " Svc list and 

JORDAN, E L. Division of Emergoncy Preparedneet b Engineering 
Raepontc (poet 330103}. 83/04/28. Consolidated Edison Co. of New 

York. Inc 119pp. 18382-047. 24X Flche. 90-000, 83/04/28. 0303040026. 
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8303040027 IE Info Notlct 83~29> "Btandbij 0«« Treatment Sys Haatar High 
Tamp Trip Batpolnt Adjuatmant " Svc Hat and 
JOHDANt E L Olvlalon of Enargancy Praparadnaaa & Englnaarlng 
Roaponaa iPoat 830103) 83/04/28 Conaolldatad Edlaon Co of Nau 

Yorh, Ine llBpp 18382 168 24X Fieha 90-000. 83/04 /28< 8303040027 


8309110149 Notification of 830917 aiaatlng u/wtll onalta to dlacuaa 
raaulta of 8ALP 

MCCABE.E C Raglen 1. Offlca of Dlractor 83/04/29 Ragion 1. 
Offlca of Dlractor. Ip 18421 346 24X Flcha; 90-387. 83/04/29. 

8309110149 


8309060943 BubMlta addl Info ra IE Bullatln 82-Ol.Rav l.Suppl 1. 
‘Altaratlona of Radlographa of Ualda In Piping 
Subaaaaiabl lai. " par 830330 ra^uaat Threa radlographa 
dlapoaltlonad par PSl ultraaonle a>an. ASME Coda Sactlen Xt 
CURTIS. N M. Pannaylvanla Powar 1. Light Co 83/09/02 ALLAN. U M 
Ragion 1. Offlca of Dlractor 3pp 18347 306 24X 

Flcha 90-387) 83/09/02. 8309060943 


8303040028 IE Info Notlc# 83-26. “Fallor# of Baf aty/ftal iaf Valva 
Dlacharga Lina Vacuum Braakara “ Svc Hat and 
UQRDAN.E L Dlvlalon Of Eaarganey Praparadnaaa fc Englnaarlng 
Raiponaa (Poat 830103) 83/09/03, Conaolldatad Edlaon Co of Naw 

York. Ine 122pp. 18441 170 24X Flcha 90-000. 83/09/03. 830304 0028 


8303040030 IE Info Notlca 83-27. “Oparational Roaponaa to Evanta 
Concarntng Dallbarata Acta Olractad Agalnat Plant 
Egulpaiant " 8vc Hat and 

JOROAN.E L. Dlvlalon of Emargancy Praparadnaaa t. Englnaarlng 
Raiponaa (Poat 830103) 83/09/04 Conaolldatad Edlaon Co, of Naw 

York. Inc 112pp, 18382:282. 24X Flcha* 90-000. 83/09/04.8303040030 


8303040031 IE Info Notlca 83-28, -Criteria for Protactlva Action 
RfcOMMandatloni for Oanaral Entrganelai " 8ve Hat and 
UORDAN) E L Dlvlalon of Enarganey Praparadnaaa li Englnaarlng 
Roaponaa (Poat 830103), 83/09/04 Conaolldatad Edlaon Co of Naw 

Verb. Ine U9pp. 18441 001 24X Flcha 90-000.83/09/04.8303040031, 


8303040033 IE Info Notlca 83-29. -Foal Binding Cauaad by Fual Rack 
Daformatton. - Svc Hat and 

JORDAN. E L Dlvlalon of Emorgancy Praparadnaaa I. Englnaarlng 
Ratponta IPoat 830103). 83/09/06, Conaolldatad Edlaon Co. of Naw 

York. Ine H9pp. 18923 248 84X Flcha. 90-000. 83/09/06. 8303040033. 


8303040034 IE Info Notlca 83-30. -Mlaapp Hcatlon of Oanarle Emarganey 
Qparatlng Procaduraa (EOP) Ouidallnaa ” Svc Hat and 
JQROAN.E.L, Dlvlalon of Enarganey Praparadnaaa (. Englnaarlng 
Raapanaa (Poat 830103), B3/09/H. Conaolldatad Edlaon Co of Naw 

York. Inc. H4pp. 18924*003, 24X Flcha* 90-000, 83/09/11, 8303040034, 


8309290971 Forworda IE Inap Rapt 90-387/83-10 an 830314-19 No 
noneoMpltanco notad. 

HAHTiN.T T. Dlvlalon of Engineering 6 Technical rrograeia 83/09/13 
KENYON. B.D Pannaylvanla Power ti Light Co. 3pp 18988. 211 24X 

Flcha: 90-387. 83/09/13, 8309290971. 


—8309290979 IE Inap Rapt 90—387/83—10 on 830314—19 No noncomp Hence 
noted. Major aroaa Inapactad. open Itama from IE Inap Rapt 
90-387/82-36 re radiographic docunantatlon tc NDE. 

KERCH. H Ragion 1. Offlca of Director. 83/04/20 3pp. 
18988:213 24X Flcha: 90-387. 83/09/13. 8309290971 


8303040040 IE Info Notlca 83—31. "Error In ADLPIPE Computer Program " 
Bve Hat and, 

JORDAN. E.L. Dlvlalon of Emergency Praparadnaaa k Engineering 
Reaponaa <Poat 830103), 83/09/19, Conaolldatad Edlaon Co. of Naw 

York. Ine, 114pp. 18697:009. 24X Flche* 90-000, 83/09/19, 8303040040. 


8309270299 Forwerda roaponaa to Enforcement Action 83-26 k payment of 
civil penalty, Suparvlaer of operatlona conducted training 
eeeelona w/each ehlft to anaure all algniflcant aapacta of 
event undarateod 

KENYON.B. D. Pannay.lvanla Power k Light Co. 83/09/20. DEYOUNO.R C. 
Dlractor'a Office. Office af Inapactlon and Enforeemint Bpp. 

18637; 141. 24X Flcha: 90-387. 83/09/20,8309270299 


8303040046 IE Info Notlca 03-33. "Nenrapraaantative Sampling of 
Contaminated Oil. " 8ve Hat and, 

JORDAN.E.L. Dlvlalon of Eiaarganey Praparadnaaa k Engineering 
Raapanaa (Poat 830103), B3/09/26, Conaolldatad Edlaon Co. of Naw 

Yerk, Inc. H4pp. 10647*007. 84X Flche: 90-000, 03/09/26, 8303040046. 


8. Reportable occurraneaa. LERa k related corraapondenea 


8309030334 Forwarda LER B3-091/03L-0, 

KEISERiH. H, Pannaylvanla Powar k Light Co. 83/04/21 ALLAN. J. H 
Region 1, Office of Dlractor. Ip. 18297:141, 24X 

Flcha: 90-387, 83/04/21, 8309030334. 


—8309030338 LER e3-091/03L'0 on S30322.RCtC turbine tripped on 
electrical overapaed ilgnel Cauaad by alow operation of 
governor valve RCIC quick tectlng frequency Increiaed to 
monthly 

KUCZYNSKI.L A Pennaytvanie Power k Light Co B3/04/2I. Raglan 
1. Office of Director 2pp 18297 142 24X Flche 90-387, 

83/04/21 , B309030334 


8303120422 Forwarda updated LER B2-001/01X-L 

KEISER.H U Pennaylvenla Powar k Light Co B3/04/21 ALLAN. J It 
Region 1, Office of Director Ip 18433 23B 24X 

Flche 90-307,83/04/21,0309120422 


—8309120430 Updated LER B2-001/01X-1 on 020710, linear Indlcationa found 
on radreulatlon rlaer weld A-llH Cauaad by alag Inctualon 
in A-llM wtld k partial cold lap on 1/4 Inch A-13 weld Held' 
areaa excavated k repaired 

TODD.J T Pannaylvanla Power k Light Co 03/04/21 Ragion 1, 
Office of Director 2pp 10433 239 24X Flcha 90-387.83/04/2!. 

0303120422. 


0309110241 Forwarda LER 83-092/03L-0 

KEISER.H H Pannaylvanla Power k Light Co 83/04/22 ALLAN. J M 
Ragion l. Offlca of Director, tp 18406 340 24X 

Flcha: 90-307. 03/04/22. 0309110241 


-8309110247 LER a3-092/03L-0: on 830329, during aurvelUance taat.CREOASS 
train A tripped Cauatd by fan balta coming off fan puHay 
Belta replaced k baarlnga k fan pulley realigned 

KUCZYNSKI.L A Pannaylvanla Power k Light Co 83/04/22 Raglan 
1. Office of Director Ip. 10406:341 84X Flche* 90-387. 83/04/22. 

8309110241 


0303110340 Forwarda LER a3-093/03L-0 

KEISER.H H Pannaylvanla Power k Light Co. 83/04/29 ALLAN. J N. 
Raglen 1. Offlca of Olraetor. Ip. 18404.349 24X 

Flcha 90-307,03/04/29,0309110348 


—0309110398 LER 83-093/03L-0 on 030326 k 30. containment hydrogen k 
oxygen analyier B declared inoperable dua to erratic 
raadlnga Inveetlgatton underway. Air In-laakaga auapactad 
KUCZYNSKI.L A Pannaylvanla Power k Light Co. 03/04/29 Region 

1, Office of Director 2pp 18404 390 24X Flche 90-307, 

83/04/29.8309110348 


B303H042I Forwardf LER B3-094/03U-0 

KEISER.H U Pennaylvenla Power k Light Co 33/04/20 ALLAN. J. M. 
Region 1, Office of Director Ip 10404 396. 24X 

Flcha: 90-387, 03/04/28, 83091 10421 


— 8309110430 LER 83-094/03L-0 on 030401. one hydraulic control unit found 
w/preaaure below allowable limit. Cauaad by leaking 
eonnectiona Procedural changaa Inatltuted to recharge any 
accumulator w/low preafure.but above alarm point 
PIEHONTESE.A P Pannaylvanla Power k Light Co. 03/04/20 
Region 1. Office of Director tp. 18404 397 24X 

Flche 90-307,83/04/20,0309110421 


0309060442 LER B3-097/0tP-0 confirm! 030428 teleon re Incident 
concerning bypaaa leakage calculation! for feedwater 
following DBA LOCA 

KEISER.H U Penntylvania Power k Light Co 03/04/29. ALLAN. J.M 
Region 1. Office of Director ip. 10343 146 24X 

Flche. 90-307.83/04/29, 0309060442 


0309060992 Forward! LER 03-O99/O3L-O, 

KEISERiH H Pannaylvanla Power k Light Co, 03/04/29. ALLAN. J.H 
Region 1. Office of Director Ip 10349 000 24X 

Flche 90-307. 03/04/29. 0309060992 


—0309060990 LER 83-09S/03L-0 on 030409. while cal tbr aafety relief valve 
acouatic monitoring aya.ene monitor did not indicate that 
raapactlve valve open Faulty indication cauaad by broken pin 
on accelerometer connecter Connector replaced. 

KUCZVNBKI.L A Pennaylvenla Power k Light Co 03/04/29. Region 
1, Office of Director Ip 10349*009. 24X Flche 90-387,83/04/29, 

8309060992 


8309160140 Corrected RQ on B21221. aetua 1 total activity relaaaad uaa 14 
uCl at concentration of 1 37E-9 uCl/nl Instead of 4 02 uCl 
at concentration of 4. 7E-6 uCi/ml Releaae figuraa well below 
required reporting llmita, 

KEISER.H H, Pennaylvenla Power k Light Co. 63/04/29. ALLAN.J.M 
Region 1, Office of Olrector, Ip. 10446*104 S4X 
Flcha, 90-387, 03/04/29,8309160140 


0309160132 RO. on 030212. ECC8 ac tuatod. r etui ting in reactor aeran on 
main turbine control valve faat cloture Event occurred again 
on 030322 when raaetor tcrammtd due to main tteana line high 
radiation Planned HPCI injectlona Initiated 021229-030404. 

KEIBER.H U, Pennaylvenla Power k Light Co 03/09/04. ALLAN.J.M 
Region 1. Office of Olrceter 2pp 18446.100 24X 

Flche* 90-387,03/09/04,0309160132 
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6305330471 Forwards LEB Qa-OSWCaL-O 

KEt&ERi H M P«onay)vanld Power 6 Light Co 03/05/04 ALLANi J (1 
Raglan ii Office of Oirector Ip 1S537 194 34X 

F I e h B 30-337, 33 / 05/0 4 . 030 5 23047 1 


— 8305230477 LER 03-0541 /03t-0 on B30404. fo 1 lowing full MBIV isolation, 
taat data shoi/ed Livel I acceptance criteria for one vaivs 
not mat Event under investigation Updated LER to be 
faruarded shortlii 

PIEKONTESE. A P Pennsglvania Power e> Light Co 03/05/04 
Region 1> Office of Director 3pp 10337 193 24X 

Ftche 50-307.83/05/04.0303230471 


0305160124 Forwards LER 03-O50/O3L-O 

KEfSERiH W Pennigtvanl a Pauer * Light Co 83/05/06 ALLAN, J M 
Region 1. OfPico of Director ip 1044B 103 24X 

F 1 c h e 30-387 >03/03/06.03051601 24 


— 8305160151 LER S3-0S8/03L-0 on 830409. during scheduled surveillance 
tests. two reactor pressure vessel water level switches 
found out of tolerance Caused bg setpoint drift Engineering 
evaluation re use of analog transmitters underusg 

KUC2VNSK1.L A pennsglvania Power 6 Light Co 03/05/06 Region 
1. Office Df Director Ip 10440 184 24X Flche 50-387.03/09/06. 

8305160124 


8305190319 Interim deficiency rept re failure of OE reactor Mode switch 
to actuate reactor protection sys channel Initially reported 
on 030407 Franklin Inst test & analysis rept on 030322 
switch failure end Final rept for Unit 2 by 031001 
CURTIS.N W Pennsylvania Power 6 Light Co 83/05/06 ALLAN. J M 

Region 1. Office of Director 2pp 10301 023 24X 

Fi c h e S0-3B7. 83/05/06. 030 91 903 1 9 


—8305190322 '’Susguehanna Unit 1 Reactor (lode Switch Failure Kodcs 6 
Heehanlsnis. final rept 

• Franklin Instltute/Frankil in Research Center F-A9SI0-I 
03/04/29 OOpp JB30i 027 24XFich« 30-307,83/03/06,0309190319 


8305200355 Forwards LER 83-063/03L-0 

AEIBER. H U Pennsylvania Power & Light Co 03/09/11 ALLAN. J M 
Region I, Office of Director Ip 10314 237 24X 

Fiche 30-307,03/05/11/0305200555 


— B305200S6I LER B3-063/03L-0 on B304ll.nain steam line drain valve 
lealagr eiceeded Tech Spec limit Cause not stated Seal ring 
replaced, outboard valve lapped !< valves reassembled 
TOOD, J T Pennsylvania Power & Light Co 83/03/11 Region 1 
Office of Director Ip 18914 258 24X Fiche 50-387. 83/05/ It. 

8303200555 


8305200640 Forwards LER 03-O6O/O3U-O 

KEISER.H U Pennsylvania Power & Light Co 03/05/11 ALLAN. U M 

Region 1, Office of Director ip (8920 ISO 24X 
Fiche 30-3 87, 83 /03/ J 1 , 030 9200640 


— 0305200646 LER e3-060/03L-0 on 0304 1 1 , reac tor protection sys actuation 
caused Dlv II of RHR to Isolate while In shutdown coollnQ 
mode Caused by const worker bumping breaker handle for 4tV 
safeguard LC X-fmr Cause unknown LER will be updated 
KUCZVNSKI.L A Pennsylvania Power U Light Co 03/03/11 Region 

i. Office of Director Ip 10520 1 51 34X Fiche 90-307,03/03/11. 

8303200640 


DOCKCr 90-383 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 2 


A Appl 1 cetion/cons tructi on stage documents 6 correspondence 


03OSO4O669 Forwards SER on BHR Owners Oroop generic response to 
NUREG-0737. 1 tem II K 3.18. "Mod of Automatic 
Ospressvr i lat ion 8ys <A03k Ldgic " Response acceptable w/ 
stipulated conditions Response requested expediently 
SCHWENCER.A Licensing Oranch 2 83/04/25 CURTIS.N H 

Pennsylvania Power 6 Light Co lOpp 10336 338 a4X 
Fiche 30-307.03/04/85,0303040669 


0305110160 Forwards 467 oversixe drawings. per Reg Guide 1 70 
Drawing transmittal list end Aperture cards are available 
In PDR 

KOLCHANV.U J Pennsylvania Power 6 Light Co 03/04/29 
SCHNENCER.A Licensing Branch 2 20pp ia406 318 24 X 

Fiche 50-3 07, 03/04/25, 0305110160 


0303100426 Notification of 030323-27 Meetings w/util In Luierne County. 
PA to assess status of const & completion schedules Meeting 
on 830923 open to public Agenda enc] 

PERCH. R Licensing Branch 2 03/05/03 3CHUEMCER. A Licensing 

Branch 2 Ip 10621 194. 24X Fiche 30-308. 03/03/05, 8305100426 


0305110097 Forward* application for Amend 34 to OLs containing Rev 33 
to FEAR 

CURTIS. N H Pennsylvania Power 6 Light Co 03/05/03 SCHMEMCEiN.A 
Licensing Branch 2. 6pp 10405 100 24X Flchc 90-387.03/08/09. 

030 31 10097, 


— 0305110104 Application for Amend 94 to QL» containing Rev 33 to F8AR 
• Pennsylvania Pouel’ 6 Light Co B3/09/09 Ip 10409 107 84X 

Fiche 90-30 7. 03/03/09. 030 S 1 1 0 097 


9303090639 Saner Ic Ltr 83-20 to all operating reactor licensee* 6 
holders of CPs re integrated scheduling for impipoientetlon 
of plant mods Sve list end 

EIEENHUT.O 0 Division of Licensing, 03/03/09 Consolidated 
EdlsO'n Co of New Vork. Inc 16pp 19627 153 24X 

Fleh* 30-000. G3/03/09, 0309090639 


0309130114 Forwards responses to questions re ulttlmatf heet sink test 
plan Callbr temp measuring device will be used to measure 
temp In main stilling well in pumphouse 'Tests will be 
performed during Jul or Aug 1983 

CURTI3.N M Pennsylvania Power 1< Light Co 03/09/10 SCHWENCER.A, 
Licensing Branch 2 7pp, 10430 002 24X Fiche 50-307.03/09/10. 

0303130114 


8308190233 Advises that util participating in BUR Owners Group 
Committee to address fast screm Issues Due to delays 
causad by addl testing. BUR reft will not be received In time 
for response in second Quarter 1983 

CURTIS. N U Pennsylvania Fouar I. Light Co 03/03/16 SCHWENCER.A 
Lleenslng Branch 2 Ip IBSOl 147 84X Fiche 30-3S7, 03/09/ 14. 

8303190205 


0309230541 Advises that util endorses BUR Owners Croup rept NEDO-SSOy, 
"Analysis of Scram Discharge Vol Sys Piping Integrity " 

Proposed amend to License NPF— 14 util be submitted to 
reflect position. 

CURTIS. N H Pennsylvania Potiiar 6 Light Co 03/09/19 SCHWENCER.A 
Licensing Branch 2 Spp 1B937 339 SAX Flcha 90-387.83/09/19. 
0308230941 


8309270064 Forwards equipment qua 1 if 1 cation summary rept Summary info 
submitted complete for Unit I but only partially complete 
for Unit 3 Next rev of rept will contain complete info for 
Unit 2 

CURT IS. N H Pennsylvania Pouer it Light Co 03/03/20 BCHMENCBH.A 
Licensing Branch 2 766pp 18639,095 24X Fiche 90-307,03/09/80, 

0303270064 


F Security, medical, emergency & fire protection plans 


8305090293 Releases public version of temporaTy change to emergency 
plan procedure. 

FELTON. U M Division of Rules and Records 83/04/29 Oocu/nent 
ilinag ament Branch. Ip. 10333 070 24X Fiche 50-307,03/04/29, 

8309090203 


— B30S0902B9 Forwards public version of Temporary Change 03-373 to 
Emergency Plan Procedure EP“lP-044i "Emergency Environ 
aampllng. " Receipt form encl 

* Pennsylvania Power U Light Co 03/04/14 SCHWENCER.A NRC - 

No Detailed Affiliation Given 3pp 10382 071 24X 

FUh« 50-387. 03/04/29. 0309050203 


B30S130310 Releases public Version of rev to emergency plan 
Implementing procedure 

FELTON. U M Division of Rules and Records 83/05/02 Document 
Management Branch Ip 18496-237 24X Fiche 30-307,03/03/02, 

0309130310 


—0305130311 Forward* public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-IP-030. "Activation ti Functional 
Operation of Emergency Operations Facility b Transfer of 
Control Prom Technical Support Ctr " 

a Pennsylvania Power 6 Light Co 83/04/20 SCHWENCER.A NRC - 
Mo Detailed Affiliation Given Ip 10496 830 34X 

Fiche 90-307. 03/03/02.03091 303 1 0 


— 8309130314 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP~030. "Activation 6 Functional Operatton of 
Emergency Operations Facility 4c Transfar of Control From 
Technical Support Ctr ” 

» Pennsylvania Power 4 Light Co 03/04/20 96pp. 10496 239 

24X Fiche 90-307.03/05/02,0309130310 


0309110034 Ornerlc Ltr 83-21 to all licensees of operating reaetors, 
applicants for OUs *< holders of CPs ro clarification of 
accass to control procedures for law enforcement visits 
3v< list end 

EtSENHUr. D. O Division of Licensing 83/09/11 Consolidated 
Edison -Co of Now York, Inc. 16pp 10340 093. 24X 

FtC h o. 90-000, 03/09/ 1 1 , 0303 110034 
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K UtllttM Final Bafatg Analgsi« Report <FSAR> t. amends 


6309110077 Foruiards application for Amend 94 to OLt containing Rev 33 
to FBAR 

CURTI8.N W Pennsglvanla Power «< Light Co 83/09/09 SCHMENCER.A 
Licensing Branch S 6pp 18409 100 34X Flche 90-387. 03/09/09. 

0309110097 


—0309110104 Application for Amend 94 to OLs containing Rev 33 to 
FOAR 

# Pennsglvanla Power & Light Co 83/09/09 Ip 10409 107 24X 

Fleha 90-387.03/09/09,8309110097 


-0309110108 Rev 33 to F8AR 

* Pennsglvanla Power t Light Co 83/04/30 323pp 18409 lOB 

24X Fiehe 90-307.03/09/09,8309110097 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused bg Fuel Ract 
Deformation “ Svc list end 

JORDAN. E L Division of Emergoncg Preparedness Engineering 
Response (Post 8301031 03/05/06 Consolidated Edison Co Of Neui 

York, Inc llSpp 10923 S48 SAX Fiehe 90-000.83/09/06,8303040033 


8303040034 IE Info Notice 83-30. "Misapplication of OeneriC Emargencg 
Operating Procedures <EOP} Ouidellnes “ Svc list enc 1 
JORDAN. E L Division of Emergeneg Preparedness *t Engineering 
Response (Post 0301031 03/09/11 Consolidated Edison Co of Neu 

York. Inc llApp 10924 003 SAX Fiehe 90-000,83/09/11,8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Cotnpi/ter Program " 
Svc list end 

JORDAN, E L Division of Emergoncg Preparedness 4c Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 SAX Flche 90-000,03/05/19,030304(5040 


a Inspsction reports, IE Bulletins & correspondence 


BS1S0603B5 IE Info Notice 83-14, "Dewatered Spent Ion Ecchange Rtsln 
Suseeptab 1 11 tg to Ecethermic Chemical Reaction " Svc list 
ene 1 

TAYLOR, J.M Division of Safeguards l< Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

liSpp 103O0'319 24X Flche 90-000,83/03/21,8212060389 


8303040021 IE Info Notice 83-21, "Defective Emergencg Use Respirator " 
Svc list and, 

JORDAN, E L Division of Emtrgencg Preparedness tc Englnetrlng 
Response (Post 830103) 83/04/19 Consolidated Edison Co of Neu 

York, Inc 126pp 18439 199 24X Flche 90-000,83/04/19,0303040021 


8303040023 IE Info Notice 83-22, "6NR Saf e tg/Rel lef Valve Failures " 
Bve list end 

JORDAN, E ti Division of Emergencg Preparedness Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co. of New 

York, Inc 112pp 18383 089 24X Flche 90-000,83/04/22.8303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing 6gs " Svc Hit end 

JORDAN.E L Division of Emergencg Preparedness Enginstrlng 
Risponie (Post 830103) 83/04/29 Consolidated Edison Co. of New 

York, Inc 119pp 18381 291 84X Flche 90-000,03/04/29,8303040025 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondarg Side of 
Bteam Oensratori at PNRs " Svc list and 

JORDAN.E L Division of Emergencg Preparedness ti Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc, 119pp 18382 047, 24X Flche 90-000,83/04/28.8303040026 


0303040027 IE Info Notice 83-29, "Standbg Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDANiE L Divlilon of Emergencg Preparedneis t< Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc, llSpp 18382,169, 24X Fiehe 90-000,83/04/28,8303040027 


0309110149 Notification of 030917 meeting u/util onsite to discuss 
results of 8ALP 

MCCABE, E C Region 1, Office of Director 83/04/29 Region 1, 
Office of Director ip 18421 346 24X Flche 90-387.83/04/29, 

0309110149 


8309060943 Submits addl info re IE Bulletin 82-01, Rev l.Buppl 1, 
"Alterations of Radiographs of Helds In Piping 
Subassemblies,” per 830330 raciuast Three radiographs 
dlsposltloned per PSI ultrasonic sxam, A8ME Code Section XI 
CURTIS, N W Pennsglvanla Pousr (c Light Co B3/09/02 ALLAN, J M 
Region 1, Offtea of Director 3pp 18347 306 24X 

Flche: 90-387, 83/09/02, 8309060943 


0303040020 IE Info Notice 83-26, "Failure of 8afetg/Rel lef Valve 
Discharge Line Vacuum Breakers ” Svc list end, 

JOROANiE. L. Division of Emergencg Preparedness t< Enginstrlng 
Response (post 830103) 83/09/03 Consolidated Edison Co of Neu 

York, Inc. 122pp 18441 170 84X Flche 90-000,83/09/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment,” Sve list and 

JOROANtE, L Division of Emergencg Preparedness & Enginterlng 
Response (Post 830103) 83/09/04 Consolidated Edison Co. of Neu 

York, Inc, U2pp 183B2-282 24X Flche 90-000,83/09/04,8303040030 


0303040031 IB Info Notice 83-28, "Criteria for Protective Action 
Recommendations for (Jeneral Emergencies " Sve list end, 

JORDAN.E L, Division of Emergencg Preparedness ti Engineering 
Response (Post 830103) 83/09/04 Consolidetid Edison Co of New 

York, Inc. Il9pp. 18441 ;00l, 24X Flche, 90-000, 83/09/04, 0303040031 


8303040046 IE Info Notice 03-33, "Nonrapresentatlve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergencg Preparedness 4, Engineering 
Response (Post 83(5103) 83/05/26 Consolidated Edison Co of New 

York, Inc llApp 18647 007 24X Flche 50-000,83/09/26,8303040046 


S Reportable occurrences, LERs (< related correspondence 


B30S160140 Corrected RO on 021221 , act ual total activltg released uae 14 
uC 1 at concentration of 1 37E-S uCl/ml Instead of 4 02 uCl 
at concentration of 4 7E-6 uCl/ml Release figures well bBlo[u 
re<iulred reporting limits 

KEtSER.H W Pennsglvanla Power & Light Ctj 03/04/29 ALLAN.J M 
Region 1, Office of Director ip 18446 104 24X 

Flche 90-387,83/04/29,8309160140 


8309110298 PNO-I-03-047 on 030504, contractor emplogeo entered ropod-off 
area for radiographic etams of pipe welds b received approx 
40 mrem dose No overexposure Identified Industrial 
radlographg suspended pending completion of evaluation 
MCCANN, MCCABE Region 1, Office of Director 83/09/09 Ip 
10393 290 24X Fleha 90-388,83/09/09,8309110298 
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E NRC Sefetg Evaluation Report (SER). suppls 6 correspondence 


8309020990 Forwards Suppl 3 to SER H/o end 

KNIOHTON.e W Licensing Branch 3 83/04/20 UHRIO.R £ Florida 

Power b Light Co 2pp 18284 230 24X Fiehe 90-389.83/04/20. 

8309020990 


F aecurltg, medical, emergencg L fire protection plans 


8309270289 Forwards IE Insp Rept 50-389/83-17 on 830301-04 No 
noneompl lance noted 

DANCE, H C Division of Project b Resident Programs 83/03/29 

UHRIO.R E Florida Power b Light Co 2pp 18638 352 2AX 

Fiehe 90-389,83/03/29,0309270209 


—8309270293 IE Insp Rept 90-389/03-17 on 830301-04 No noncomp I lane e 
noted Major areas Inspected fire protection 

MILLER, H H , CQNLON, T E Region 2, Office of Director 03/03/20 
7pp 10638 394 24X Flche 30-309,03/03/29,8309270289 


8309270090 Forwards IE Insp Rept 50-309/03-30 on 830329-0402 Mo 
noncompllanca noted. 

BANCE.H C Division of Project b Resident Programs 83/04/19 
UHRIO.R E Florida Power S, Light Co 2pp 18662 129 24X 

Flche. 90-389, 83/04/19, 8303270098 


—8309270101 IE Insp Rept 90-389/03-30 on 030329-0402 No noncomp I lance 
noted Major areas inspected cable fire stop s, rad iati on 
monl tors , rclag coordination studg. IE bulletins 6 0A audits 
HUNT.M, D Region 2. Office of Director CONLON, T E Division of 
Engineering b Radiological Safetg Programs 03/04/19 9pp 
18662 127 24X Flchs 50-389,03/04/19,0309270098 


8303030231 Releases public Version of revised offnorma) k emergencg 
operating procedures 

FELTON, J M Division of Rules and Records 83/04/22 Document 
Management Branch Ip. 10310 077. 24X Flche 50-309.83/04/22, 

8309030231 


— 0309030240 Forwards public version of revised offtiormal b emergency | 
operating procedures, including Procedures 2-0120(539 re 
pressurlicr pressure b level b 2-0960030 re dc ground 
Isolation 

HETHY.C M Florida Powtr b Light Co 03/04/06 Director's 
Office, Office of Inspection and Enforcement. Ip. iBSlOiOTO 
Flchs 90-389,83/04/22,8309030231 


24X 
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**-0305030244 Public version of revised ofPnermal U smergencg operating 
procedures) Inc lud Ins Procedures 3-0120035 re pressuriier 
preesure ft level ft 3-0960039 re <fc ground Isolation 
* Florida Power ft Light Co G3/04/05 7Spp 1S310 077 24X 

riche 30-389, 83/04 723 > 8303030231 


83092004B7 Forwards safeguards Info re devitalization of certain 
snolpBient Info withheld (ref 10CFB73 211 

UHBIO.R E Florida Power ft Light Co 83/04/22. O'REILLV.J P. 
Region 2, Office of Director Ip 18313 007 34X 

Flche 30-333)83/04/22,8303200489 


8303160279 Releases public version of revised emerBeneg plan 
inpleinent Ing procedures 

FELTOMi J. II Division of Rules and Records 63/03/02 Document 
Manasemont Branch Ip 16473.011 24X Flche 30-389,83/03/02, 

8303160279 


— 63O31602B2 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure 2-0030143, "Total Loss of AC Power" 
ft Rev 1 to 2-0120037) "Reactor Coolant Oae Vent Sys 
Qft-Normal Operation." 

UETHV, C H Florida Power ft Light Co 83/04/1? Director's 

Office, Office of Inspection and Enforcement Ip 1B47S 012 24X 

FI Che 30-38?) 83/03/02.6305160279 


—8303160204 Public version of Rev 1 to Emergency Plan Implementing 
Procedure 2-0930143, "Total Loss of AC Power" ft Rev 1 to 
2-0120037) "Reactor Coolant Oas Vent Sgs Off-NOrmal 
Operation " 

s Florida Power ft Light Co 83/04/14 2 Spp 16473 013 24X 

FI Che 30-389)83/03/02, 8303160279. 


0303170141 Suaimary of B30419-'22 meetings u/uttl at site re physical 
security vital area analysis 

NERGES) 9 Licensing Branch 3 63/03/03 Licensing Branch 3 

6pp 18493.323 24X FI Che 30-335,83/03/03,8305170141 


S30327O2B7 Forwards IE Insp Repts 50-333/83-11 ft 30-389/63-27 on 
830407-09 Ho noncomp llanc a noted 

DANCE, H C Division of Project ft Resident Programs 83/05/06 

LmniO. R E Florida Power ft Light Co 2pp. 18641 179 24X 

Flchs 30-335) 63/03/06, 83052702B7 


—0305270297 IE Insp Repts 30-333/83-11 ft 50-369/03-27 on 830407-09 No 
noncompllence noted Major areas Inspcc ted. emergency 
preparedness In technical support cfcr. 

HUFFMAN, G.N Region 2, Office of Director. 83/05/03 4pp 
1B641 18 J 24X Flchs 30-335,83/05/06)8303270287 


6305110034 Oeneric Ltr 83-21 to all licensees of operating raactors, 
applicants for OLs ft holders of CPs re clarification of 
access to control procedures for law enforcemant visits 
SVC list end 

E18ENNUT, 0, 8 Division of Licensing 83/05/11. Consolidated 
Edison Co of New York, Inc 16pp 18540*099. 24X 

Flche* 30-000)83/03/1 1, 8305110034. 


8303170356 Informs that changes to security plan, per 83D405 ft 06 Itrs 
ft 030418-22 security meeting commi tments, transmi t t »d on 
830311 Reevaluatlon of vital areas for safety-safeguards 
Interface performed. 

UHRIO, R E Florida Power ft Light Co 63/03/11 EISENWT) D 0 
Division of Licensing Ip 18466*104 24XFlcho 30-389,83/03/11, 
0305170356 


6305200346 Forwards revised Chapters S ft 6 to security plan Chapters 
withheld Cref 10CFB73 21) 

UKRIO.R E Florida Power & Light Co 83/05/11 O'REILLY, J P 
Region 2. Office of Director. 2fP 18516 231. 24X 

Flche 90-335.03/05/11.8305200346 


6309240213 Forwards monthly status ropt on offsite emergency 
preparedness for OL reviews for Apr 1963 

DtRCKB, U J Office of the Eitcutlve Director for Operations, 
83/03/13 FALLADINO.N J. Commi is 1 Oner i Spp 18393 322 24X 

Flche 30-000, 83/03/13, 8305240213 


J Insurance ft indemnity Information 


8309030016 Forwards License NPF-16 authorising operation at 554 powoT, 

FR notice. Amends 8, 9 ft 10 to Indemnity Agreement B-76 ft 
asseiiment of license duration 

E16ENHUT. D 0 Division of Licensing 83/04/06 UHRIO, R. E Florida 
Power ft Light Co. Spp, 18310 290 24X Flche 50-389,83/04/06, 

0309030016 


8309030379 Forwards Endorsement 1 to NELIA Certificate N-a9 ft 
HAELU Certificate M-B? 

DUCR.J.fl Nersh ft McLennan, Inc. 83/04/23 SALTZMAN, J Aselsfcant 
Director for State ft Licensee Relations 16 pp 18308 200. 24X 

Flche. 50-389, 83/04/23, 8305030379 


0309040186 Forwards Endorsements 47 ft 37 to NELIA Policy NF-BST ft 
MA6LU Policy MF-B8, respectively 

DUCK, J R Marsh ft McLennan, Inc 83/04/29 BALTZMAN, J AlSietant 
Director for State ft Licensee Relations Ip 18621 191. 24X 

Flche 90-339)03/04/29,8309040186 


0309100103 Forwards esecutid Amends 8, 9 ft 10 to Indemnity Agreement 
B-76, adding Orlando Util Commission of City of Orlando, FL ft 
Florida Municipal Power Agency ft deleting Item 3 of 
attachment to indemnity agreement, reepectlvely 
UKRIO.R E Florida Power ft Light Co 83/09/03 EI8ENHUT. D 0. 
Division of Licensing 4pp IB374 290 24X Flche 90-333,83/05/09, 

0309100182 


P Operating license stage documents ft correspondence 


0305030016 Forwards License NPF-16 authorizing operation at 3X power, 

FR not ice, Amends 0, 9 ft 10 to Indemnity Agreement B-76 ft 
astiesment of license duration 

EISENHUT. D 0 Division of Llcansing 03/04/06 UHRIO, R.E Florida 
Poutr ft Light Co 9pp 18310*290 24X Flche* 50-389, 83/04/06, 

0309030016 


— 630903001? License NPF-16, authorl zing operation at 5X power 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
63/04/06 49pp 18310 295 24X Flche 90-389,83/04/06,8303030016 


— 8303030022 Notice of tsfuance of License NPF-16 

KNIGHTON, 0 N Licensing Branch 3 83/04/06 Spp. 18310*340 

24X Fiche. 90-389,83/04/06, 8309030016 


8309060290 Forwards Amtnd 1 to License NPF-16, safety evaluation ft 
notice of lisuencs ft evallablllty. Amend changes channel 
functional test surveillance requirements for wide-range 
logarithmic neutron flux monitor 

KNlOHTONiO. H Licensing Branch 3 83/04/22 UKRIO.R E Florida 

power ft Light Co, 2pp 16393 060 34X Flche 50-309,83/04/22, 

0309060290 


— B309060303 Amend 1 to License NPF-16, changing channel functional test 
■urvalltance rsquiremante for wlda-ranga logarithmic neutron 
fluz monitor 

KNI6HT0N, 0 » Llcsnilng Branch 3 83/04/22. 7pp 18393.070. 

24X Flche 30-389,63/04/22,8305060298 


— 6309060300 Safety evaluation supporting Amend 1 to License NPF-16. 
a Office of Nuclear Reactor Regulation, Director. 83/04/22. ip 
18333 077 24X FI c he* 30-389, 83/04/22, 8303060298 


— 6303060312 Notice of Issuance ft availability of Amend 1 to License 
MPF-16 

BUCKLEY, B. Licensing Branch 3. 83/04/22 Sop. 18333*078 24X 

Flche 50-389, 83/04/22, B3O3O6O290, 


8309020499 Osnsrfe Ltr 63-19 to ell power reactor ft teetlng llcenieea 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list end. 

EIGENHUT.O O Division of Licensing 83/09/02 Coneolldattd 
Edison Co of New York, Inc 30pp 18441.120 24X 

Fiche 90-000,83/09/02,0309020459 


8309040323 Board Notification 83-097 forwards differing prof opinions 
re sys Interaction ft safety classif ication Info relatee to 
Board Notifications 83-17 ft 83-44 re Unresolved Safety leeue 
A-17, 

EIGENHUr.DO Division of Licensing. 03/09/04 PALLADINO.N. 
Commissioners 22pp 18337.139 24X Fiche' 30-000, 83/03/04, 

8303040323 


8303090699 Generic Ltr 83-20 to all operating raactor licaneeas ft 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list and 

EI8ENHUT, D 0 Olvlsion of Llcansing 63/03/09 Consol Idatad 
Edison Co of Now York, Inc 16pp 18627 193. 24X 

Flcha; 90-000, 03/09/09, 8309090639 


8309130118 Advlsas that mods to purga sys not raquirad, Suf f Iclant 
margin exists to allow chad valva to parform Intandad 
aafaty function Item elotas out 9X of rated thermal power 
portion of License Condition 2 C 8 

UHRlOiR E. Florida Power ft Light Co 83/09/10 EISENHUT) D Q 
Division of Licensing 2pp. 18438.097. 24X Flche* 90-389, 83/09/10, 

83091301 18 


8305270291 Forwerds revised FSAR Table 7.3-9 Indicating af facta ESF 
actuation sy» devices have on plant operation Table will be 
Incopporatad into Amend 14 to FSAR scheduled for 830808. 

UHRIO, R E Florida Power ft Light Co 83/05/14. EISENHUT, D.O 
Division of Licensing. 3pp. 10637.149 24X Flcha* 50-389, 83/09/14, 

830927023 1 
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8S09S90499 Confirmi that OE AK-2 scram brsatars used at San Onofra also 
In uss at fac 1 1 1 t^ 

UHRtO. R E Florida Powtr (< Light Co 63/09/20 EI8ENHUT< 0 0 
Division at Llcanslng Ip 18969 210 24)( Fiche 90-389, 63/09/20. 

6309290499 


8309290472 Foruards "St Lucia Units 1 b 2 t< Turkag Point Units 3 b 4 
Dstailad Control Room Daslgn Rtvltus Program Plan, " par 
630419 comailtmant ra Suppl 1 to NUREO-0737 

UKRIO. R E Florida Powar b Light Co 83/09/20 EISENHUT, D 0 
Division of Llcanslng Ip 18966 333 34)( Fiche 90-000,83/09/20, 

6309290472 


—6309290491 "St Lucia Units 1 S< 2 b Turkey Point Units 3 b 4 Dstailad 
Control Room Daslgn Rtvlaws Program Plan “ 

a Florida Power b Light Co 83/04/30 34pp 16988:334 24X 

Flcha 90-000,83/09/20,0309290472 


8309260381 Requatts remittance of two Class III fees for review of 
830422 application to amend Llcenaa NPF-I61 changing 
raqulramants for primary b secondary coolants b raqulramants 
for ulda-range logarithmic neutron flux monitor 

OIOOS, R M Llcente Fee Management Branch 83/09/20 UHRIO.R F 
Florida Power b Light Co. Ip 18647 249 24X Fiche 90-389, 

83/09/20, 6309260381 


6309870104 Forwards lummary of calculations performed to determine 
flood level Inside containment, In response to NRC request 
for addl Info re util 830910 Itr 

UHRIO, R E Florida Power b Light Co 83/09/29 EISENHUT, D 0 
Division of Licensing 6pp 18638 244 24X Fiche 90-389,83/09/29, 

8309270104. 


8309270189 Forwards resolution of item I C re remote shutdown 
demonstration prior to Initial cr itlcal Ity, per Region II 
request Item closed Requests Region II be notified of 
concurrence fallowing review 

UHRIO.R E, Florida Power b Light Co. 83/09/29 EISEHHUT, D 0 
Division of Licenilng 3pp 18638' 218 24X Fiche 90-389,83/09/29, 

8309870189 


8309270193 Forwards addl info re turbine trip circuitry at facility 
Turbina manual trip Inltlatid in control room by deprastlng 
pushbutton PB/170 located on RTO board 201 

UHRIO.R E Florida Power b Light Co 83/05/29 EISENHUT, 0 0 
Division of Licensing. 3pp 18638.196 24X Fiche 90-389,83/09/29, 

8309270193 


8309310164 Forwards list of resolved license conditions for Initial 
criticality Post-fuel load initial test program initiated. 

Including criticality b low power testing described in 
Chapter 14 to F6AR 

UHRIO.R E Florida Power b Light Co 83/09/26 EIBENHUT, D. 0. 
Division of Licensing 6pp 1B69B 162 24X Fiche 90-389,83/09/26, 

8309310184 


0. Inspection reports, IE Bulletins b correspondence 


8212060389 lE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8ve list 
end 

TAYLOR, U.M Division of Safeguards b Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of Niw York, Inc 

lt2pp 16308 319 24X Fiche' 90-000, 83/03/21, 8212060389 


8309270289 Forwards IE Insp Rapt 90-389/03-17 on 830301-04 No 
neneompltance noted 

DANCE.H C Division of Project b Reeldent Programt 83/03/2? 

UHRIO.R E Florida Power b Light Co 2pp 18638 392 24X 

Fiche. 90-389, 83/03/29, 8309270289 


—8309270293 IE Imp Rapt 90-389/83-17 on 830301-04 No none ompl lance 
noted Major areat inspected’ fire protection, 

MILLER. W.H.. CONLON, T, E Region 2, Office of Director 83/03/28 
7pp. 16638,394 24X Fiche: 90-389, 83/03/29, 8309270289. 


8309270310 Forward 1 IE Imp Rapt 90-389/83-18 on 830308-11 No 
noneompllanee noted 

DANCE.H. C. Division of Project b Resident Programs 63/03/30 
UHRIO.R E. Florida Peuar b Light Co Spp 16641' 167 S4X 
Flcha: 90-369. 63/03/30. 6309270310 


— 6309270319 IE Imp Rapt 90-389/83-18 on 830308-11 No noneompllanee 
noted Major areat Inspected' seismic analysis for as-bullt 
safety-relatsd piping sys, 

ANO. H P. , BLAKE. J U Region 2. Office of Director. 83/03/29 
4pp. 16641*169 84X Fiche 90-389. 83/03/30, 8309270310 


8309270447 Forwards IE Insp Rept 90-3B9/B3-19 on 830307-11 No 
noneompllanee noted 

DANCE, H C Division of Project b Resident Programs 83/04/04 
UHRIO, R £ Florida Power b Light Co 2pp 18642 249 24X 

Fiche 90-309,83/04/04.8309270447 


— 8309270493 IE Insp Rept 90-389/83-19 on 030307-11 No noneomplianea 
noted Major areas Inspected plant b malnt procedure review, 
evaluation of tntograted hot functional test results b 
reactor protection sys test results evaluation 

TAYLOR, P A Region 2, Office of Director JAPE.F Division of 
Engineering b Radiological Safety Programs 83/03/30 6pp 
18642 247 24X Fiche 90-389,83/04/04,0309270447 


0309270961 Forwards IE Insp Repts 90-339/83-10 b 90-389/83-29 on 
830316-18 No noneompllanee noted 

DANCE, H C Division of Project b Resident Programs 83/04/06 
UHRIO.R E Florida Power b Light Co 2pp 18649 321 24X 

Fiche- 90-339, 83/04/06, 8309270961 


—8309270976 IE Insp Repts 90-339/03-10 b 90-389/03-89 on 030316-18 No 
noneompllanee noted Major areas Inspected Unit 1 plant tours 
during refueling outage b Unit 2 followup of licensee 
actions on Inspector identified items 

WRAY.J fi , BARH.K P Region 2, Office of Director 83/04/09 
Spp 18649 323 84X FI che 90-339, 83/04/06, 0309270961 


8309270999 Ack receipt of 830331 Itr informing NRC of stepe taken to 
correct violations noted In IE Insp Repts SO-339/83-02 b 
90-309/83-09 

LEMIS.R C Division of Project b Resident Programs 83/04/14 

UHRIO.R E Florida Power b Light Co Ip 18647 127 24X 

Fiche 90-339. 83/04/1 4, 8309270999. 


"8309270579 Forwards IE Insp Repts 90-333/83-02 b SO-3B9/83-09 on 
830124-28 b notice of violation 

UEHIB, R C Division of Project b Resident Programs 83/03/01. 

UHRIO.R E Florida Power b Light Co 2pp 18647 133 24X 

Flehe 90-335,03/04/14.8309270999 


—0309270994 IE Insp Repts 50-339/83-02 b 50-309/83-09 on 830124-20 
Noneompllanee noted failure to follow procedures required by 
training programs b failure of licensed operators to be 
cognisant of facility deelgn, procedures b license changes 
BELIGLE, 0 A , BKINNER, P H , UPR lOHT. C M Region 2, Office of 
Director 83/02/24 9pp 18647 137 24X Fiche 50-339.83/04/14, 

B309270999 


B303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
eve lilt end 

UOROAN.E L Division of Emergency Preparedness b Engineering 
Responie (Post 030103) 83/04/19 Consolidated Edison Co, of New 

York, Inc 126pp 18439 159 24X Flehe- 90-000, 83/04/19, 8303040021 


8309270240 Forwards IE Insp Rept 90-389/83-24 on 830321-24 No 
noneompllanee noted 

DANCEiH C Division of Project b Resident Programs 83/04/19 

UHRIO.R E Florida Power b Light Co 2pp 18637 162 24X 

Fiche. 90-389,83/04/19, 0309270240 


—8309270249 IE Imp Rept 90-389/83-24 on 830321-24 No noneompllanee 
noted Major areas inspected test results far integrated ESF 
test.RCS leakage monitoring test b plant tour 

TAYLOR, P A Region 2. Office of Director JAPE.F Division of 
Project b Resident Programs 83/04/19 3pp 10637 164 24X 

Flehe 90-389,83/04/19,8309270240 


6309270098 Forwards IE Insp Rept 90-389/83-30 on 830329-0402 No 
noneompllanee noted 

DANCE.H C Division of Project b Resident Programs 83/04/19 
UHRIO.R E Florida Power b Light Co 2pp 18662 129 24X 

Fiche 90-389,03/04/19,8305270098 


—8309270101 IE Imp Rept 50-389/03-30 on 830329-0402 No noneompllanee 
noted Major areas Inspected. cable fire s tope, radiation 
monitors, relay coordination study, IE bulletins b OA audits 
HUNT, M D Region 2, Office of Director CONLON. T. E, Division of 
Engineering b Radiological Safety Programs 83/04/19 9pp 
18662 127 24X FI chi. 90-389, 83/04/19, 8309270090 


8309270349 Ack receipt of 630330 Itr Informing NRC of eteps taken to 
correct violations noted In IE Insp Rept 90-309/03-06 
LEWIS. R C. Division of Project b Resident Programs 03/04/19 

UHRIO.R E Florida Power b Light Co Ip 18642 113 84X 

Flehe. 90-389, 83/04/19, 0309270349 


—8309270360 Responds to NRC 830301 Itr re violations noted In IE Imp 
Rept 90-389/83-06 Corrective actions bolting repts from 
inception of const completion group to 830218 being 
reviewed b civil eenet activity DA Insps reviewed 
UHRIO.R E, Florida Power b Light Co 83/03/30 O'REILLY.d. P 
Region 2, Office of Director, 4pp 18642’ 114 24X 

Flehe- 90-389,83/04/19, 8309270349 
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— 0303370363 Forward i IE Insp 


Rapt 30-339/03-06 orv 030110-27 & notice 


of violation 

LEWIS. R C Division of ppoiect S< Resident 
UXRIO.R E Florida Power !< Light Co 3pp 
Fiche S0-3B9. 03/04/19. 8303270349 


Programs 83/03/01 
18642 IIB 24S( 


8303040030 IE Info Notice e3-27i “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E u Division Of Emergency Preparedness b Engineering 
Response (Post 830103* 83/05/04 Consolidated Edlion Co of Ntu 

Vorli, Inc 112pp 18382 282 24XFlche 50-000.83/05/04.8303040030 


— 8305270371 Notice Of violation from insp on 030110-27 

• Region 2. Office of Director 03/03/01 2pp- 18642 120 24X 

Flehe 30-389, 83/04/1 ?i 8303270349 


— 8305270379 IE Insp Kept 30-309/83-06 on 830110-27 Noncomp 1 lenc e 
noted Inadequate procedure For accomplishing final civil 
structural turnover I* failure to follow procedures for Insp 
of structural steel, 

LENAHAN. J J , COMLON. T E Region 2. Office of Director 83/02/18 
6pp 18642 122 24X Flehe 30-389.83/04/19.8305270349 


8303040023 IE Info Notice 03-22, “BUR Ba f o ty /He 1 i ef Valve Failures " 
Sve list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York. Inc 112pp, 18333 0B9 24X FlChe 50-000,03/04/22.0303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Benting Sys “ Sve Hit end 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York, Inc ) 19pp 18331 891 24X Flehe 50-000, 83/04/25, B303040025 


0305270359 Forwards IE Insp Repts 50-333/83-07 & 50-389/83-21 on 
830314-18 No nonComp 1 lance noted 

DANCEiH C Division of Project h Resident Programs 83/04/86 
OHRIO.R E Florida Power U Light Co 2pp 18642 128 24X 

Flehe 50-335,83/04/26.8305270359 


— 8305270367 IE Insp Repts 50-335/03-07 «< 50-389/83-21 on 830314-18 No 
noncompliance noted Major areas inspected local leak rate 
testing, snubber testing 6 review of Unit 1 procedures re 
refueling operations 

HHITENER. H L , MATHIS. J . JAPE, F Region 2, Office of Director 
03/04/21 6pp 18642 130 24X Flehe 30-335,83/04/26,8305270359 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Sve list end 

JORDAN, E L Dlvlsinn, of Emergency Preparedness * Engineering 
Response (Post 830103) 03/04/20 Consolidated Edison Co of New 

York. Inc 115pp 18392 047 24X Flcha 50-000.03/04/28,6303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Bys Heater High 
Temp Trip Setpoint Adjustment " Sve list enc I 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc llBpp 10302 165 24X Flehe 50-000.83/04/28,0303040027 


8305270507 Ack receipt of 830408 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-339/83-13 
LEWIS. R C Division of Project 6 Resident Programs 03/05/02, 

UHRIO. B E Florida Power b Light Co Ip 10645 256 24X 

FlChe 30-3B9, 83/03/02, 8305270507 


— 8305270320 Responds to vlolatloitl noted in IE Insp Rept 30-339/83-13 
Corrective actions QC Inspector given verbal b written 
reprimand b nee)! for strict compliance discussed at weekly 
electrical Inspectors meeting 

UHRIO, R E Florida Power b Light Co 03/04/08 O'REILLY, J P 
Region 2. Office of Director 2pp 18645 257 24X 

Flehe 50-389,83/05/02,8305270507 


— 8305270529 Forwards IE Insp Rept 50-399/83-13 on 830201-04 b notice of 
violation 

LEMI9, R C Division of Project b Resident Programs 83/03/08 
UHRIO. R E Florida Power b Light Co 2pp 18645 259 24X 

Fiche 50-309,83/05/02,8305270507 


— 8305270535 Notice of violation from insp on 830201-04 

S Region 2, Office of Director 83/03/08 tp 10645 S61 24X 

FUhe 50-309,83/05/02.0305270507 


— 8305270542 IE Insp Rept 50-389/83-13 on 830201-04 Noncompliance noted 
failure to follow procedures far Insp of safety-related 
cables 

MERH J WEATHER. N , BIBBONS, T D Region 2, Office of Director 
CONLON. T E Division of Project b Resident Programs 83/03/03 
1064 5 262 84X Flehe 50-389,03/05/02, 0305270507 


e Info Notice 83-26, “Failure of Saf e ty/Rel lef Valve 
.ine Vacuum Breakers “ Sve list end 

Division of Emergency Preparedness b Engineering 
■ost 8301031. 83/05/03 Consolidated Edison Co, of New 

I22pp 18441.170 a4X Flehe 50-000,83/05/03,0303040028 


8303040031 JE Info Notice 83-20. "Criteria for Protective Action 
RecommendationiB for General Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Cansolldated Edison Co of New 

York, Inc 119pp 18441 OOt 24X Flehe 50-000,03/05/04,8303040031 


8305270176 Forwards IE Insp Rept 50-309/83-28 on 830405-08 No 
noncdmpl lance noted 

DANCE, H C Division Of Project b Resident Programs. 83/05/05 

UHRIO, R E Florida Power b Light Co 2pp 18638 024 24X 

FlChe 50-389,03/05/05,0305270176 


— 0305270179 IE Insp Rept 50-399/83-28 on 830405-00 No noncompliance 
noted Major areas Inspected nonconformance control sys b 
review of as-bullt drawings 

COLEY, J L , WRIGHT, R W , HERDT, A R Region 2, Office Of Director, 
83/05/02 5pp 10638 026 24X Flehe 50-309,83/05/05,9305270176 


8305270232 Forwards IE Insp Rept 50-389/83-31 on 830309-10 b 0402 b 07 
No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 83/05/05 

UHRIO, R E Florida Power b Light Co 2pp 18637,200 24X 

Flehe 50-389,83/05/05,8305270232 


— 8305270236 IE Insp Rept 50-389/03-31 on 830309-10 b 0402 b 07. No 
noncompliance noted Major areas Inspected civil turnover 
program, p Ip Ing analysis b cable tray bolting requirements 
LENAHAN, J J , CONLON, T E. Region 2, Office of Director 03/05/02, 
4pp 18637 202 24X Fiche 50-389,83/05/05,8309270232. 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/06 Cansolldated Edison Co of New 

York, Inc 115pp 10923 240 24X Fi C h e 90-000, 03/09/06, 8303040033 


8305270287 Forwards IE Imp Repts 50-335/03-11 b 90-309/83-27 on 
830407-09 Na noncompliance noted 

DANCE, H C Division of Project b Resident Programs 83/09/06 
UHRIO, Ft E Florida Power b Light Co 2pp 18641 179 24X 

Flehe 50-335,83/05/06,0305270287 


— 0305270297 IE Insp Repts 50-335/83-11 b 90-389/83-27 on 830407-09 No 
noncompliance noted Major areas Inspected emergency 
preparedness In technical support ctr 

HUFFMAN, G N Region 2, Office of Director JENKINS, O R Division 
of Emergency Preparedness b Materials Safety '03/05/03, 4pp. 

18641 181 24X Fiche 90-335,03/05/06,8305270287 


8309270329 Forwards IE Insp Repts 50-335/83-13 b 50-389/83-33 on 
630412-19 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 83/05/06 

UHRIO, R E Florida Power b Light Co 2pp 18641 131. 24X 

Fiche 50-335,83/05/06,8305270329 


— 8305270339 IE Insp Repts 50-339/03-13 b 90-389/83-33 on 830412-15 No 
noncompliance noted Major areas Inspected inservlce Insp 
(Unit D.core barrel/thermal shield damage (Unit l)>weldlng 
b NOE (Unit 1) b preservice insp (Unit 2) 

CROWLEY, Q R , SLAKE, J J Region 2, Office of Director 83/09/02 
9pp 18641 133 24X Fiche 50-335,83/05/06,8309270329 


8303040034 IE Info Notice 83-30, “Hiiapp 1 lea t Ion of Generic Emergency 
Operating Procedures (EOP) Guidelines " 8vc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co. of New 

York, Inc iI4pp 18924 003 24X Fiche* 50-000. B3/09/1 1, 8303040034 


8303040040 lE Info Notice 83-31, “Error In ADLPIPE Computer Program " 
8vc lift end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc H4pp 18697 009 24X FI Ch a * 90-000, 83/09/19, 0303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentative Bampling of 
Contaminated Oil " Sve list end. 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/26, Consolidated Edison Co. of New 

York, Inc U4pp 18647 007 24X Fi che, 90-000. 63/09/86, 8303040046 



DOCKETED ITEMS 


R Parlodic operating reports & related correspondence 


630S030341 Foruards Vols 1 b S to "Annual Nonrad 1 olog 1 ca 1 Aquatic 
Monitoring Raptil9es " 

UHRIO. R E Florida Power b Light Co 03/04/88 MULLER. D R NRC - 
No Dstallfd Affiliation Olven Ip 10307 OOl S4X 
Ffch* 90-339< 83/04/801 B309030341 


--8309030347 Volt 1 b 8 to "Annual Nonrad lolog leal Aquatic Monitoring 
Rapt. Ifaz " 

» Applied Biology. Inc AB-442 83/03/31 406pp 18307 004 

84X Flcha 90-339.03/04/28.0309030341 


B Reportable occurreneci. LERt b related correspondence 


6309030306 Final Deficiency Rept 03-009 re condensate storage tank 
damage Initially reported on 830322 Caused by condensation 
of steam creating local vacuum conditions Double butt welded 
plates inital led. cracks sealed b designs Improved 
UHRIO. R E Florida Power b Light Co 83/04/21 O'REILLY. J P 
Region 2. Office of Director 4pp 18296 194 24X 

Flche 90-389. 83/04/21. 8309030306, 


8309030604 Interim deficiency rept re Uestlnghouse gate valve 
premature indication of valve closure Initially reported on 
B30223.Utll evaluating condition b will submit final rept 
by 630904 

IfHRIO.R E Florida Power b Light Co 63/04/29 O'REILLY. 0 P 
Region 2. Office of Director ip 10303 342 24X 

FI ch • 90-389. 03/04/29. 8309030604 


6309100088 Interim deficiency rept re failure of two safety-related 
Agaetat relays to time out properly b installation of 
incorrect Agastat relay on diesel generator Initially 
reported on 830330 Investigation ongoing 

UHRIO. R E Florida Power b Light Co 83/04/29 O'REILLY. 0 P 
Region 2. Office of Director 2pp 1037? 223 24X 

Ficha 90-309.03/04/29,0309100080 


8309100227 Final daficiency rept re loss of continuity on mineral 
Ineulated cabla asiembltes initially reported on 830330 
Tuenty-three cable assemblies w/defectlve connectors 
repaired Deficiencies not reportable per 10CFR90 99<e) 

UHRIO, R E Florida Power b Light Co B3/04/29 O'REILLY, J P 
Region 2. Office of Director 2pp 18373 286 24X 

Flche 00-309,03/04/29,0309100227 


8309100269 Forwards LER 83-OOl/OlT-O 

UILL1AH5. J H. Florida Power b Light Co 83/09/02 O'REILLY. J P 
Region 2. Office of Director Ip 18371 331 24X 

Fichf 90-389. 03/09/02, 8300100269 


“B30S100878 LER 83-OOi/OtT-O on 030416, during fuel movement, both 
emergency generators discovered out-of-sve Caused by 
personnel error in establishing out of sve log Logs reviewed 
h parlodic surveillance procedure revised 

UALLINO, 0 E. Florida Power Corp 83/09/02 Region 2, Office of 
Director 3pp, 18371 332 24X Fiehe 90-389.03/09/02.0309100269 


6309170191 Forwards LER B3-003/03L-0 

WILLIAMS. J W, Florida Power & Light Co 03/09/09 O'REILLY, J P 
Region 2, Office of Director ip 18466-326 24X 

Flche, 90-389. 83/09/09, 8309170191 


"6309170197 LER 83-003/03L-0 on 030412. Pol lowing initial eort load. low 
pressura safety injection pump A tripped off Condition 
resulted in lots of operation of shutdown cooling loop A 
Ceuaed by ptrsonnal error Technician relnstructed 
VALOEa.S A Florida Power b Light Co 83/09/09. Region 2, 
Office of Director ip 10466 327 24X Flche. 90-389. 63/09/09. 

6309170191 


9309170310 RO 389-83-009- on 830907. safety injection tank Isolation 
valves closed w/plant in Mode 4 above 276 psla Caused 
fay psrsonnal error, Procedural step overlooked during plant 
heatup Valves immediately opened 

WETHY. C. M Florida Power b Light Co 63/09/09. O'REILLY. J P 
Region 2. Offica of Director ip 10463- 187 24X 

Flche; 90-389, 03/09/09. 8309170310 


6309S00181 Final diflclancy rapt re premature indication of valve 
closure of Meetinghouse gate valves Initially reported on 
630223. Configuration ripresents normal design condition 
Condition not reportable per 10CFR90 99(e) 

UHRIO.R, B Florida Powar b Light Co. 63/09/11 O'REILLY, J P 
Region 2. Offica of Director 3pp 16319 064 24X 

Flche; 90-309, 63/09/11, 0309200181 


0309200430 PNO- 1 1 -83-040 on 0309 I 3, two util employ ses b one former 
employee arrested for cocaine b marijuana possession Arrest 
occurred offsite Employees not Involved In licensed 
operator activities 

LANDIS, K D . DANCE. H C Region 2. Office of Director 03/09/17 
Ip 18517 190 24X Flche 90-335,83/09/17,8309200430 


0309290416 Clarifies 830410 final deficiency rapt re diesel generator 
start relay defect Addl Indication provided to indicate to 
control room when master control swi tch, 1 oca tod In diesel 
generator bldg, it in stop position 

UHRIO, R E Florida Power b Light Co 03/09/19 O'REILLY, J P 
Region 2, Office of Director Ip 10903 399 a4X 
Flche 90-389,83/09/19,8309290416 


DOCKET 90-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A App 1 Icat lon/constructlon stage documents b correspondence 


8309030121 Forwards three oversize flow diagrams illustrating mo-ds to 
chemical feed lines, in response to NRC request 
MILLS, L M Tennessee Valley Authority 03/04/22 ADENBAM. E 
Licensing Branch 4 2pp 18290 130 24X Flche 50-390.83/04/22. 

0309030121 


9309030606 Foruards response to Generic Ltr 03-tOC re program for 
resolution of NUREO-0737, Item 1 1 K 3 9. "Automatic Trip 
of Reactor Coolant Pumps " Pump trip can be achieved 
safely b reliably by operator, when required 

MILLS, L M Tennessee Valley Authority 83/04/22 ADENSAM, E 
Licensing Branch 4 0pp 10303 172 24X Fiehe 50-390.63/04/22, 

8309030606 


8309030041 Forwards responses to 821201 request for addl info re 
Items 1 b. 1 g< 9 a b 9 c of Branch Technical Position C8D 
6-4. Info includes opening supply b eihaust lines b seismic 
design category of debris screens 

MILLS. L M Tennessee Valley Authority 83/04/26 ADENSAM. E 
Licensing Branch 4 4pp 10300 392 24X Fiehe 50-390,83/04/26, 

8309030041 


8309030434 Foruards comments on LLL preliminary sys interaction results 
from diagram matrix analysis of safety injection sys 
Terminology used in rept not common to industry b should be 
defined at first ref 

MILLS, L M Tennessee Valley Authority 03/04/36 ADENSAM. E 
Lleeniing Branch 4 3pp 10292 191 24X Flche 30-390,03/04/26, 

8309030434 


8309040293 Informs that consequences of unmitigated boron dilution 
event meets acceptance criteria for postulated accidents. 

Control room contains adequate audible b discrete info to 
determine boron dilution event 

MILLS. L M Tennessee Valley Authority 03/04/29 ADENSAM. E 
Licensing Branch 4 2pp 10323 247 24X Fiehe 90-390.03/04/29, 

8309040293 


0309090699 Oenerlc Ltr 03-20 to all operating reactO'r llconsees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods Bve list end 

EtSENHUT, D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 34X 

Flche 30-000,83/09/09,8309090699 


S309800325 Forwards evaluation results re potential for liquefaction 
of soils beneath essential raw cooling water pipelines 
81 te-spec ( f ic ground motion b modified seed b Idriss (1981) 
procedure discussed Proposed 830920 meeting agenda end 
MILLS. L M Tennessee Valley Authority 83/09/17 ADENSAM. E 
Licensing Branch 4 3pp 10917 043 24X Fiehe 90-390.83/05/17. 

S30520032S 


8305240660 Notification of 030919 meeting u/util in Silver Spring, MO to 
discuss proposed application of watch tower power block 
concept 

KENYON. T J Licensing Branch 4 83/09/17 ADENSAM. E <3 Licensing 

Branch 4 4pp, 18993 174 24X Fiehe 90-390,83/05/17,0309240660 


B30S230624 Recommends meet ing, wl th in 30 days receipt of ltr. to 
discufs util plane for completing environ qualification 
program 

NOVAK. T M, Assistant Director for Licensing 83/05/10 PARRIS. H 0 
Tennassae Valley Authority 3pp 18943 035 24X 

Fiehe 50-390,03/09/18,8309230624 


8305290429 Responds to 830401 ltr re environ qualification of 
saf ety-re lated mechanical equipment located in harsh environ 
areas. Schedule proposed by NRC for list of mechanical 
equipment 1 month prior to site audit. cannot be supported 
MILLS. L M Tennessee Valley Authority 83/09/19 ADENSAM, E 
Licensing Branch 4 3pp 10589 269 24X Fiehe 90-390.83/05/19. 

8309290429 



DOCKETED ITEMS 



E NHC Safety Evaluation Refiort <SER)> supple & correspondenct 


030903054-3 Foruards list of safety-rs lated eloctrical eonponento 
respective functioni & sumnary of data used to eetobllsh 
setpoi nts for balanc*~of’*plant eq.uipintentj per SER Section 
7 13 1 Info coispletes action per SER Confirmatory Item 21 
KA.HMER. D S Tennessee Valley Authority 83/04/23 A0EN9AM.E 
Operating Reactors Branch 4 32&pp 18302 OOl 24X 

Fiche; 9a-3y0>83/04/29i 8303030943 


Q Tnepectlon report«> IE Bulletins k correspondence 


8305270133 Suppls 830117 response to notice of violation contained in 
IE Insp Bepts 30-390/82-39 i 30-391/82-32 Corrective 
actions any nscetsary revs to operating dlv instructions 
(111 1 1 be made as appropriate 

MILLSiL M Tonnassee Valley Authority 83/03/18 O'REILLY. J P 
Region 2. Office of Director 2pp 18638 208 24X 

Flche 90-390.83/03/18,8309270133 


B3D3130O2O Foruards addl justification required by SER CNVREO-0847) 
shoving that research -i. test results in area of hydrogen 
control capabilities Independent of containment spray 
condlittans or boundary pressure retai-nlng capabilities 
MILLS. L K Tennessee Valley Authority 83/09/10 ADEN8AM. E 
Licensing Branch 4 4pp 10437.129 24X Flche 90-390. 83/09/ lO. 

8305130020 


8212060383 IE Info Notice 83-14. “Deoiatored Spent Ion Exchange Rssln 
Susceptibility to Exothermic Chemical Reaction " Sve list 
anc 1 

TAYLOR. J M Division of Safeguards C. Inspection Programs (Post 
830103) B3/03/21 Consolidated Edison Co of Nsu York. Inc 

llSpp 1S3D8 319 24X Flche 90-000.83/03/21.8212060389 


8309310039 Foruards Info re schedule for steam generator mods, per SER 
(NURE0-0e47l design changes. 

KILLS. L M Tennessee Valley Authority 83/09/27 AOENSAH, E 
Licensing Branch 4 2pp 18633 307 24X Flche 90-390.83/09/27. 

8309310039 


8309270290 Forwards IE Insp Repts 30-390/83-06 t. 30-391/83-09 on 
030122-0222 No noncomp 1 lance noted 

VERRELLI.D M Division of Project t. Resident Programs S3/03/23 
PARRtS.N Q Tennessee Valley Authority 2pp 18643 344 24X 

Flche 30-390,83/03/23.8303270290 


F Security, medical, emergency lx fire protection plans 


8303090409 Foruiards IE Safeguards Insp Rapt 90-390/83-12 on B3041B-22 
No nancompliance noted 

VERRELLI.D Division of Project & Resident Programs 83/09/06 
PARRIS, H 0 Tennessee Valley Authority 2pp 18363 062 24K 
Flche 90-390,83/09/06.830909040? 


— 830S090418 IE Safegueriis Insp Rept 90-390/83-12 on 830418-22 No 
noncomp 1 i ance noted. Major areas inspec ted. stcur 1 ty plan 
requirements re barrier betueen facilities S. proposed 
uatchtoieer s Details withheld (ref 10CFR73 21) 

MOORE. 0 E. Region 2, Office of Director. MCGUIRE, O R Division 
of Emergency Preparedness 1« Materials Safety. 83/03/06 Ip 
18363 064. 24X Flche 90-390,83/09/06,8309090409. 


8309110034 Oencrlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 1< holders of CPs re clarification of 
access to control procedures for laie enforcement visits 
8vc list end 

EISENHUT,!) 0. Division of Licensing 83/05/11 Consolidated 
Edison Co of Hsu York. Inc 16pp 18340 099 24X 

Flche 90-000.83/03/11,8305110034 


8309240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKS. H. ij Office of the Exacutive Director for Operations 
83/09/13. PALLADINQ.M J ConwllsslonBrs 9pp 1 0993 322 24X 

FICha 30-000,83/03/13,8303240213 


B309270228 Act receipt of 830309 ltr informing NRC of steps taken to 
correct violations noted in IE insp Repts 30-390/82-20 t. 
90-391/82-20 

VERRELLIfO M Division of Project h Resident Programs. 83/03/19 
PARRIS, M Q Tsnnessse Valley Authority Ip 18637 199 24X 

Flche: 90-390, 93/09/19, 8309270228 


—8303270233 Responds to NRC 821216 ltr re violations noted In IE Insp 
Repts 90-390/82-20 l< 50-391/BS-20 Corrective actions 
deficient fire dampers replaced or determined to be 
ad'equate Two dampers not In compliance 

KAMHER, D B. Tennessee Valley Authority. 83/09/09 O'REILLY, J. P 
Region 2, Office of Director 8pp 18637 196 24X 

Flche 90-390,83/05/19.8309270228 


— 0309270303 lE Insp Repts 30-390/83-06 6 50-391/03-03 on 830122-0222 No 
noncomp 1 lane e noted Major areas Inspected folloieup on 
licensee Identified 1 tarns, 1 Icensea action on previous 
enforcement matters & independent insp offort 

HEATHERLY, T L > SUAN, M Region 2, Office of Diroctor. QUICK. 0 
Division of Project L Resident Programs 83/03/22 9pp 
10645 346 24X Flche 30-390,03/03/23.8309270290 


8309270651 Forwards IE Insp Repts 30-390/83-09 «< 30-391/83-04 on 
830228-0304 ti 19-18 No noncompliance noted 

VERRELLI.D Id Division Of Project 6 Resident Programs, 83/04/11 
PARRIS, H 0 Tennessee Valley Authority 2pp 18646:344 24X 

Flche 90-390.83/04/11,8305270631 


— 8303270659 IE Insp Repts 30-390/83-05 C, 50-391/83-04 on 830220-0304 t. 
13-18 No noncompliance noted Major areas Inspected licensee 
action on previous enforcement matters, Independent Insp 
efforts, preservico insp L safety-related structures 
COLEY, JL,. BLAKE, JJ Region 2. Office of Director 83/04/06 
12pp 1B646'346 24X Flche 30-390.83/04/11,8303270631 


8303040021 IE Info Notice 83-21, ''Defective Emergency Use Respirator " 
8vc list end 

JORDAN.E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of Neu 

York, Inc i26pp 18433 195 24X Flche 50-000,83/04/19.8303040021 


8309270940 Forwards IE Insp Rept 90-390/83-09 on 830329-0401 No 
noncompliance noted 

VERRELLIiD M Division of Project & Resident Programs 83/04/19 
PARRIS.H e Tennessee Valley Authority 2pp 18646 332 24X 

Flche 30-390, 83/04/13, 8309270540 


— 8303270962 IE Insp Rapt 90-390/83-09 on 830329-0401 No noncomp I ience 
noted Major areas Inspected. preoperational test procedure 
review, preoperat i onal test witnessing It followup on 
previous snforcement matter 

THOMAS.M . MATHIS. JL , JAPE. F Region 2, Office of Director 
83/04/14 4pp 18646 334 24X Flche 50-390,83/04/19,8309270940 


6303040023 IE Info Notice 83-22, "BWR Safety/Relief Valve Failures " 
9vc list encl 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc U2pp 18303 089 24X Flche 50-000,83/04/22.8303040023 


0309310187 Forwards physical security plan Plan withheld 
(ref 10CFR7a 21 ) Revs requested within 40 days of ltr 
rscalpt 

ADEN8AH.E 0 Llcanslng Branch 4 83/09/24 PARRIS.H 0 Tenn< 

Valley Authority. 2pp, 18691-002. 34X Fiche- 90-390, 83/09/24. 

8303310187 


0. Advisory Committee on Reactor Safaguards reports b correspondence 


8303130290 Summary of 268th ACRB meetings on 820812-14 in 
Hashington. DC 

e ACRS - Advisory Coeuntttee on Reactor Safeguards, 83/09/09 
ACR8 - Advisory CemmJttaa on Reactor Safeguard i. 529pp. 18498,223 

24X Flche - 50-000, B3/OS/05. 8305130290 


B303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Sve list encl 

xiORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York. Inc, 119pp 18381 291 24X Flche 90-000,83/04/29,8303040029 


8303040026 IE Info Notice 83—24. "Loose Parts in Secondary Side of 
Steam OeneratoTs at PWRs " Sve list end 

UORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 03/04/88 Coneolldated Edison Co. of New 

York, Inc. 113pp, 10382 047 24X Flche 30-000,83/04/28.0303040026 


8303040027 IE Info Notice 83-29. "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment “ 8vc list end 
JORDAN. E L Division Of Emergency Preparedness b Engineering 
Response fPost 8301031 83/04/28. Consolidated Edison Co of New 

York. Inc llSpp 18382 169 24X Fi che- 90-000, 83/04/28, 8303040027 
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8309870997 Act ficalpt of 630411 Itr informing NRC of stept takan to 
corrpct violationi noted in IE Intp Repts 90-390/88-20 & 
90-391/82-20 

VERRELLliO M Divltion of Project 4i Resident Programs 03/09/08 
PARRI8;H 0 Tennessee Valley Authority Ip t864/> 116 24X 

Ftch# 90-390,83/09/08,8309270997 


“0309870967 Second supplemental response to NRC B21216 Itr re violations 
noted in IE Insp Repts 90-390/62-80 & 90-391/82-80 
Corrective actions drawings will be revised to reflect mark 
numbers of as-lnstalled dampers by 030430 

M1LI.8,L n Tennessee Valley Authority 83/04/11 O'REILLY, J P 
Region 2, Office of Director ip 10646 117 24X 

FlChe 90-390,03/09/02,0309270957 


0303040028 IE Info Notice 83-86, "Failure of 8af ety/Rel 1 ef Valve 
Otspharge Line Vacuum Breakers " Sve list enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 63/09/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24X Flche 90-000,03/09/03,8303040028 


0303040030 IE Info Notice 83-87, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

JORDAN, E L Division of Emergency Preparedness & Englnesrlng 
Rssponse (Post 030103) 03/09/04 Consolidated Edison Co of New 

York. Inc tt2pp 18382 282 24X Flche 90-000,83/09/04,6303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Racommandatlons for Oeneral Emergencies " Sve list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Retpontc (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Ine Hfpp 18441 001 24X Flche 90-000,83/09/04,8303040031 


0303040033 IE Info Notice 03-29. "Fuel Binding Caueed by Fuel Rack 
Deformation " 6vc list and 

JORDAN, E, L Division of Emergency Preparedness U Engineering 
Reeponse (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc. tl9pp 10923 240 24X Flche 90-000,83/09/06,8303040033 


8309090409 Foruerds IE 8afeguardi Insp Rept 90-390/03-12 on 030410-22 
No noneompllanee noted 

VERRELLI,0 Division of Project 4, Resident Programs 83/09/06 
PARRIS, H 0 Tannesset Vallty Authority 2pp 18363 062 24X 
Flche. 90-390, 03/09/06, 8309090409 


— 0309090418 IE Safeguards Insp Rapt 90-390/03-12 on 030410-22 No 
noneompllanee noted. Kajor areas Inspected security plan 
raqulramants ra barrier between facilities i< proposed 
watchtowers Details withheld (ref 10CFR73 21) 

MOORE. 0 E Region 2, Office of Director MCQUIRE, D R Division 
of Emergency Preparednese (, Materials Eafaty 03/09/06 Ip 
18363. 064 24X Flche. 90-390, 83/09/06, 0309090409. 


0309270413 Forwards IE Insp Rapts 90-390/03-10 4i 90-391/03-00 on 
830411-19 No noncompl lance noted. 

VERRELLI.D M Division of Project & Resident Programs 03/09/09. 
PARRIS, H 0. Tannestaa Valley Authority. 2pp. 18642.299 24X 

Flche 90-390,83/09/09,8309270413 


—8309270420 IE Insp Rapts 90-390/83-10 b 90-391/83-08 on 830411-19 No 
noneompllanee noted Major areas inspected' I Icenstt action 
on previous tnforcamant matters, lictnsae identified Items, 

Inspector followup Items b Independent Insp effort 

01BB0N8, T. D, , CONLDN, T. B, Region 2, Office of Director 83/05/06. 

4pp 18642.301 24X Flche. 90-390, 83/09/09, 8309270413 


8303040034 IE Info Notice 83-30, "Mliepp I icetion of Generic Emergency 
Operating Procedures (EOP) Guidelines " 8vc list end 
JORDAN, E.L Division Of Emergency Preparedness b Engineering 
Retponee (Post 830103). 83/09/11 Consolidated Edison Co of New 

York, Inc. 114pp. 18924.003 24X Flche, 90-000, 83/09/1 1, 8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
8vc list end. 

JORDAN, E, L Division of Emergency Preparednett b Engtnaarlng 
Retponee (Post 830103), 83/09/19 Consolidated Edison Co of New 

York, Inc. 114pp 18697 009. 24X FI ehe: 90-000, 83/09/19, 8303040040. 


8309870820 Ack receipt of 830909 Itr informing NRC of eteps taken to 
correct vloletloni noted In IE Insp Repts 90-390/88-20 b 
90-391/88-20 

VERRELLI, D. M, Division of Project b Resident Programs. 83/09/19, 
PAHRie.H G. Tannassaa Valley Authority Ip 18637.199. 24X 

Flche: 90-390, 83/09/19, 8309870828. 


“0309270233 Responds to NRC 021216 Itr re violations notad in IE Insp 
Rapts 80-390/88-20 b 90-391/98-20, Corraetlva actions 
defleiant flra dampars raplaeed or datarminad to bt 
adaquatf Two dampars not in compllanca 

HAMMER, D.B Tannassaa Vallay Authority 03/09/09 O'REILLY, J.P 
Regldn 8, Office of Director 2pp 18637.196, 24X 

Flche. 90-390, 83/09/ 19, 8309270828 


8303040046 IE Info Notice 63-33i "Nonrepresentative Sampling of 
Contaminated Oil " Sve list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/26 Cansolldated Edison Co of New 

York, tnc 114pp 18647 007 24X Flche SO-000. 03/09/86, 0303040046 


8 Reportable occurrences, LERs b related correspondence 


8305110487 Part 21 b deficiency repts re mlsoperatlon of D8-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devices u/widened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAKE, E P Westlnghouse Electric Corp 03/04/21 DEYOUNG. fi C 
Director's Office, Office of Inspection and Enforcement 9pp 
18409 099 24X Flche 90-000,03/04/21,8309110427 


8309030072 First interim deficiency rapt re loose mail In steam 
gtnerator Initially reported on 630329 All loose items b 
matl determined detrimental removed from generators Neit 
rept expected by 030008 

MILLS, L M Tennessee Valley Authority 03/04/29 Q'REILLV.JP 
Region 2, Office of Director 2pp 18300 349 24X 

Flche 90-390,83/04/29,8305030072 


8305030082 Second interim deficiency rept re incorrect insulation 
weights used in piping analysis Initially reported on 
020329 QA documents being prepared to substantiate 
Insulation data Next rept expected by 830921 

MILLS, L M Tennessee Valley Authority 03/04/29 O'REILLY, JP 
Region Si Office of Director 8pp 10397 239 84X 

Flche 90-390.03/04/89,0309030002 


8309030978 First Interim deficiency rept re Inaccurate results from 
ANCHORS computer program Initially reported on 030329 
Program being modified to automatically calculate direction 
cosines Next rept to be submitted by 030923 

MILLS, L M Tennessee Valley Authority 83/04/26 O'REILLY.J P 
Region 2, Office of Director 2pp 18303 309 24X 

Flche 90-390.03/04/26.0309030978 


8309090067 Ninth Interim deficiency rept re seismic qualification for 
ch I Hars/coolers b deficient piping of HVAC sys b improper 
classification of ERCU sys piping b components Initially 
reported on 010324 b 0907, respec t 1 ve ly Next rept due 830829 
MILLS, L M Tennessee Valley Authority 03/04/87 O'REILLY, JP 
Region 2, Office of Director 4pp 18342 062 24X 

Flche 90-390.83/04/27,8309090067 


8309090192 Final rept for Deficiencies A b D re procurement control 
activities which could lead to shipment of defective 
equipment b adversely affect plant safety Initially reported 
on 810316 

MILLS, L M Tennessee Valley Authority 83/04/27 O'REILLY.J P. 
Region 2, Office of Director 3pp 18341 083 24X 

Flche 90-000,83/04/27.8309090192 


0309090232 Second combined Interim deficiency rept re alternate 
analysis piping program Significant breakdown of program 
requires reverif Icatton of alternate analysis Full review 
program underway Next rept expected by 030930 

MILLS, L.M Tennessee Valley Authority 83/04/87 O'REILLY.J P 
Region 2, Office of Director 9pp 10337 329 24X 

Flche 90-390,83/04/27.8309090232 


6309090078 First Interim deficiency rept re spacing b clearance In high 
pressure fire protection sprinkler sys In auxiliary bldg 
Initially reported on 630331 Evaluation in progress Next 
rept will be sent by 630624 

MILLS, U.M Tennessee Valley Authority 03/04/88 O'REILLY, J.P 
Region 2, Office of Director 2pp 18342.190 24X 

Flche' 90-390, 83/04/20, 0309090070 


6309090100 First Interim deficiency rept re tubaline matls supplied 
by Capital Pips not mfg per OA program Initially reported on 
630329 Investigation of involvad carbon steel fittings b 
flanges continuing Next rept expected by 630706 
MILLS, L M Tennessee Valley Authority 03/04/28 O'REILLY.J P 
Region 2, Office of Director 2pp 18341 076 24X 

Flche. 8O-OOO1 83/04/28, 8309090188 


8309090243 Third Interim oeflclency rept re high point venting in ERCM 
sys Initially reported on 020930 Performance evaluation 
ongoing. Next rapt will be submitted by 830729 

MILLS, L M Tennessee Valley Authority 83/04/20 O'REILLY.J P 
Region 2, Office of Director ip 18338 096 24X 

Flche, 90-390, 83/04/28, 8309090243 


0309090047 Fourth Interim deficiency rept re questionable patches of 
plestlc cement mortar. Initially reported on 820429 Three 
of 90 supports detsrmlned to be In violation of Const Spec 
0-32. Next rept will be submitted by 030009 

MIULO.L M Tennessee Valley Authority 83/04/29 O'REILLY, JP 
Region 2, Office of Director tp 18330 330 24X 

Flche' 90-390,83/04/29, 8309090047. 
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S309I10317 S»verHh interim defieieney rept re leek of documentation for 
rock fupported itructore* for 1-inch differential 
eettlcment. Initially reported on S10707 Design criteria 
being prepared Neit rept by 630925 

HILLS. L M, Tenneseee Valley Authority B3/05/04 O'REILLY. J P 
Region S. Office of Director 3pp 18393 183 24X 

Flehe 90-390. 83/08/04,83031 1031 7 


6309110319 First Interim rept re Deficiencies 1,2 fc 3 QA program per 
TVA Personal Svci Contract TV-49510A ui/OIlbert Assoc Written 
instructions L procedures not provided tO’ contractor in 
performlng/doeuinantlng piping analysis Review underway 
MILLS, L M Tannassee Valley Authority 83/09/03 O'REILLY. J P 
Region a. Office of Director 3pp 10393 181 24X 

FIche 90-000. 83/03/03. B30S1 1031 9 


6309130133 Supplemental info to final deficiency rept re Insufficient 
daeumentaiion for protective devices Initially reported on 
810313 Completion date for corrective actions delayed until 
330331 One field change request remains 

HILLS, L H Tennsstee Valley Authority 83/09/01, O'REILLY, J P 
Region 2, Office of Director Ip 18437 279 24X 

Flehe 90-390,83/05/08,8303130133 


8309130317 Addl Info to final deficiency rept re noncensarvative 
calculation mathed for general Const Spec 0-32 Initially 
reported on 820928 Rev to Design Std DS-C6 1 will be Issued 
by 8301,30 

MILLS, L M Tennessee Valley Authority 83/09/06 O'REILLY, J.P 
Region 2. Office of Director Ip 18440 089 24X 

Flehe 90-390, 03/09/06, 830913021 7 


8309170288 Second Interim deficiency rept re incorrect use of Category 
I fLl supports on pipes near water chillers Initially 
rep or tad on 830117 Scope of Investigation expanded to 
Include generic Implications Next rept expected by 630922 
MILLS, L M Tennessee Valley Authority 83/09/09 O'REILLY, J P 
Region 2. Office of Director 2pp 18463 071 24X 

Flehe 80-390, 83/03/09, B30917O28B 


8309170299 Final deficiency rept re lack of support for reactor bldg 
annulus floor drain sump Initially reported on 921207 Pipes 
analysed t, appropriate seismic supports designed undtr 
Engineering Change Notice ECN 3234 

MILLS.L M Tennessee Valley Authority 83/09/09 Q'REILLY.J P, 
Region 2, Office of Director 2pp, 18469 066 24X 

Flehe 90-390,83/09/09,8303170299 


8309200274 Revised final deficiency rept re unqualified control 
equipment Initially reported on 800922 Control equipment 
seismic qual 1 f Icatl on test requirements will be rsvleued 
HILLStL M Tennessee Valley Authority 83/09/11 O'REILLY, J P. 
Region 2, Office of Director 2pp 10318 094 24X 

Flehe. 90-390^ 83/09/ H, 8303200274 


S30S20027S Eighth interim deficiency rept re retrievable Info used In 
piping analysis Initially rsportad on 810316 New Englnetrlng 
Proeadura SWP-EP 43 22 written Drawings containing reviewed 
& updated quality Issued, 

iilLLSiL, H Tennessee Valley Authority 83/09/11 O'REILLY, J P. 
Region 2, Office of Director Ip 18916 318 24X 

Flehe 30-390,83/09/11,8309200279 


8309200343 Suppl to final dtficlency repts ra Class IE elictrleal 
components for ERCW traveling screens Initially reported on 
810918 Qualified motor search continues Corrections to be 
completed by 831001 

MILLS.L M Tennessee Valley Authority, 83/09/11 O'REILLY, J P. 
Region 2, Office of Director Ip 18916 232 24X 

Flehe- 90-390, 83/09/ 1 1, 8303200343 


830S230S7S Final deficiency rept re missing seismic design 
documentation for auxiliary bldg platform. Ini t tally reported 
on 8204S6 Required drawing revs complt ttd. Field mods will be 
completed by 830801 t* 840214 for Units 1 I, 2, resp tc tlvai y 
MILLSiL M Tennessee Valley Authority 83/09/13 O'REILLY, 0 P. 
Region 2, Office of Dlrscter 2pp 18937 309 24X 

Flehe: 90-390, 83/09/13,8303230979, 


8309200387 Second revised final deflcltney rept re attachment of 
conduit i< piping supports to cable tray supports Initially 
reported on 820607 Previous decision re nonappl 1 cabl 1 tty 
of 10CFR9O 99(e> sustained 

MILLS.L H Tennessee Valley Authority 83/08/16 Q'REIl.LY, J P. 
Region 2, Office of Director. 2pp 18919,086, 24X 

Flehe. 90-390. 83/09/16,83 09200387 


8309230482 Third intsrlm deficiency rept re incorrect lupperti in 
analytis of S-lnch chemical vol (, control sys line Initially 
roported on 830909 Addl problems Identified Field mods 
required. Next rept will be submitted by 830922 
MILLS.L-M Tennessee Val ley Authority 83/09/17 0'RE1LLY,U.P 
Region 2, Office of Director 2pp 18937 149 24X 

Flehe* 90-390, 83/09/ 17, 0309230482 


8309230433 Final deficiency rept re inadequate frieio protection 
Initially reported on 810413 Piping to ERCW pump motor 
coolir redesigned to be self-draining 

MILLS, L M Tennessee Valley Authority 83/09/18 O'REILLY, J P 
Region 2, Office of Oiroeter 2pp 18938 212 24X 

Flehe 30-390,03/09/18,0309230433 


8309230447 Second Interim deficiency rept re auxiliary Instrument room 
fire door failure Initially reported on 821229 Lower flush 
bolt net engaged In etrlke plate at floor Acceptonea 
criteria establiehad for max room praisuras 

MILLS, L M Tannatioe Valley Authority 83/09/10 O'REILLY, OP. 
Region 2, Office of Director 2pp 18938 194 24X 

Flehe 90-390,83/09/18,8309230447 


8309230969 Fifth Interim deficiency rept re exceitlve movement of 
containment penetration bellows Initially riported on 
811204 Analysis Problams N3-63-7A t, N3-74-1A reanalyiad 
Support mods required Next rept due by 830930 

MILLS.L. M Tennessee Valley Authority 83/09/18. O'REILLY, J.P 
Region 2, Office of Director Ip 18936 318 24X 

Flch# 90-390,83/09/18,8309230969 


8309290421 Firet interim deficiency rept re qual 1 f tcatlon of noiile 
loads In reactor coolant loop Initially roported on 830421, 

Rtvltw of analytis problems In progress. Nest rept by 830921, 
MILLS.L M Tennessee Valley Authority 83/09/19 O'REILLY, J P. 
Region 2, Office of Oireeier 2pp 18989 263 24X 

Flehe 90-390, 83/09/19, 8309290421. 


8309290439 Final rapt re deficiencies In Ameron cement mortar lining. 
Initially reported on 820921 Corrections to each deviation 
listed Also reportable per 10CFR21, 

MILLS, L.M Tennessee Valley Authority 83/09/20 O'REILLY. JP 
Region 2. Office of Director 6pp 18989 293 24X 

Flehe' 90-390. 83/09/20, 8309290439 


8309310172 Second interim deficiency rept re failure of curtain-type 
fire dampere to cloee Initially raportad on 821029 
Englntering change notice Iteued to add negator closure 
springs L positive latehee 

MILLS.L M Tennetiet Valley Authority. 83/09/23 O'REILLY.J.P 
Region 3, Office of Director Ip, 18698' 149 24X 

Flehe 90-390,83/09/23,8309310172 


DOCKET 90-391 WATTS BAR NUCLEAR PLANT, UNIT 2 
A App 1 icatlon/cone tructlon etage dacumcnlc tc correepondence 


8309030121 Forwards thras overt! se flow diagrams Illustrating mods to 
ehamteal feed lints, in retpontt to NRC requast, 

MILLS.L M Tennessat Valley Authority 83/04/22. ADENBAH, E 
Licensing Branch 4 2pp. 18298' 138 24K Flehe* 90-390, 83/04/22, 

8309030121. 


8309030606 Forwards rttponsa to Oenarte Llr 83-lOC re program for 
resolution of NURBO-0737, 1 tem II K 3.9, "Aulomatlc Trip 
of Reactor Coolant Pumpe, '• Pump trip can ba achieved 
safely tt rtliably by operator, when required. 

MlLLSiL M Tennessee Valley Authority 83/04/22 ADENSAM.E, 
Licensing Branch 4.. Bpp 18303:172 24X Flch a. 90-390, 83/04/22, 

8309030606 


8309030041 Forwards rtiponsti to 821201 raquest for addl info ra 
Items 1. brl g.9 a I, 9 e of Branch Technical Position C8B 
6-4 Info Includes opening supply Ic exhaust liras 8 seismic 
design category of debris screens 

MILLS.L M Tennessee Valley Authority 83/04/26 ADENSAM.E. 
Licensing Branch 4, 4pp 18300,392. 24 X Flch a. 90-390, 83/04/26, 

8309030041 


8309030434 Forwards comments on LLL preliminary sys Intaraction rasults 
from diagram matrix analysis of safety injection sys. 

Terminology used In rept not common to industry t, should ba 
defined at first ref 

MILLS.L M Tennassse Valley Authority, 83/04/26, ADEN6AM, E. 
Licensing Branch 4 3pp 18292:191 24X Ft e hi i 90-390, 83/04/26, 

8309030434 


8309040293 Informs that contaquencei of unmitigated boron dilution 
event meets acceptance criteria for postulated accidents. 

Control room contains adequate audible I, discrete Info to 
determine boron dilution event 

MILLS.L M. Tanniseee Valley Authority 83/04/29. ADENSAM.E 
Licensing Branch 4. 2pp 18323 247. 24 X Flch a. 90-390, 63/04/29, 

8309040293 


8309090699 Osnerle Ltr 83-20 to all operating reactor lleonsaas I, 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Sve list end 

EISENHUT, D, 0 Division of Licensing, 83/09/09 Consolidated 
Edison Co. of New York, Inc, 16pp. 18627 193. 24X 

Flehe' 90-000, 83/09/09, 8309090699 
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aaOSBOOSaS Foruards evaluation results re potential for liquefaction 
of aolts beneath essential rate cooling uater pipelines 
ai te-*poc I f Ic ground motion (< modified seed it Idrlss <1901) 
procedure discussed Proposed 830320 meeting agenda enc I 
MILLS. L M Tennessee Valley Authority B3/09/17 ADENSAM. E 
Licensing Branch 4 3pp 1BS17 043 24!< Fieha 30-390, 63/03/171 

830S2003S9 


030*240660 notification of S30319 meeting u/util in Silver Spring, MO to 
discuss proposed application of uatch tower power bloct: 
concspt 

KENYON, T J Licensing Branch 4 83/03/ 17 ADENSAM, E 0 Licensing 

Branch 4 4pp 10593 174 24X Flche 30-390,03/03/17,8303240660 

030*230624 Recommends meet ing, wi t h In 30 days receipt of ltr,to 
discuss util plans for completing environ qualification 
program 

MQVAK. T M 'Assistant Director for Licensing 03/05/18 PARRIS, H O 
Tennessee Valley Authority 3pp 18343:039 24X 

Flche 90-390, S3/09/18, 830S230624 


0309290429 Responds to 830401 Itr re environ qualification of 
sefety-relatsd mechanical equipment located In harsh environ 
areas. Schedul B proposed by NRC for list of mechanical 
equipment 1 month prior to site audit, cannot be supported 
MILLS, L N Tennessee Valley Authority S3/03/19 ADENSAM, E 
Licensing Branch 4. 3pp 18383 263 24X Flche 30-390,03/03/19. 

0309290425 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


fl Inspection reports, IE Bulletins ft correspondence 


8305270133 Suppls B301t7 response to notice of violation contained in 
IE Insp Repts 50-390/82-33 & 30-391/82-33 Corrective 
actions any necessary revs to operating div instructions 
will be made as appropriate 

MILLS, L M Tennessee Valley Authority 83/03/18 Q'REILLY.J P 
Region 2, Office of Director 2pp 18638 208 24X 

Fiche 30-390, 03/03/10, 0303270133 


8212060383 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J H Division Of Safeguards 1< Inspection Programs {Post 
8301031 83/03/21 Consolidated Edison Co of New York. Inc 

il2pp 18308 319 24X Flche 30-000,83/03/21.8212060389 


8303270290 Forwards IE Insp Repts 50-390/83-06 & 50-391/83-03 on 
830122-0222 No noncompliance noted 

VERRELLIiD M Division of Project !< Resident Programs 83/03/23 
PARRIS. H 0 Tennessee Valley Authority 2pp 18643 344 84X 

Flche 30-390.83/03/23,8303270290 


— B305270303 IE Insp Repts 50-390/B3-06 «, 30-391/83-03 on 830122-0222 No 
noncompliance noted Major areas inspected followup on 
licensee identified 1 terns. 1 icenseo action on previous 
enforcement matters 8, independent insp effort 

HEATHERLY, T L . SVJAN, U Region 2, Office of Director QUICK, 0 
Division of Project (, Resident Programs 83/03/22 9pp 
18643 346 24X Fiche 30-390,83/03/23,8303270290 


8309030943 Foruards list of safety-related electrical components, 
reepeetive functions & summary of data used to establish 
satpolnts for balance-of-p lant equipment, per SER Section 
7 1.3 1. Info completes action per SER Confirmatory Item 21 
KAMMER.D 3 Tennessee Valley Authority 83/04/29 ADENSAM, E 
Operating Reactors Branch 4 326pp 18302 OOl 24X 

Flche' 90-390, 83/04/29, 8303030943 


8309130020 Forwards addl justification required by SER (NUREO-0047) 
showing that research t, test results in area of hydrogen 
control capabilities independent of containment spray 
conditions or boundary pressure retaining capabilities 
MIULa.L M Tennessee Valley Authority 83/03/10 ADENSAM, E 
Licensing Branch 4 4pp 18437 129 24X Flche* 50-390, 83/03/10. 

3309130020 


0309310039 Foruards info re schedule for steam generator mods, per SER 
<NUREO-O047) design changes 

MILLS, L.H Tennessee Valley Authority 03/03/27 ADENSAM, E 
Licensing Branch 4 2pp 18633 307 24X Flche 30-390,83/03/27, 

0303310039. 


F. Secui ity> medical, emergency L fire protection plans 


030327065! Forwards IE Insp Repts 30-390/B3-OS «, 30-391/83-04 on 
830228-0304 t< 13-18 No none omp 1 ianc b noted 

VERRELLI.O M Division of Project t< Resident Programs 83/04/11 
PARRIS, H 0 Tennessee Valley Authority 2pp 18646 344 24X 

Flche' 30-390, 83/04/1 1 . 6303270631 


—8303270639 IE Insp Repts 30-390/83-03 «. 30-391/83-04 on 830228-0304 «. 
13-18 No noncompliance noted Major areas Inspected licensee 
action on previous enforcement matters, ind apendent Insp 
efforts, preservice insp l< safety-related structures 
COLEY, J L . BLAKE, d J Region 2. Office of Director 83/04/06 
i2pp 18646 346 24X Flche 30-390,03/04/11.6303270691 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18433 153 24X Flche 30-000,83/04/13.8303040021 


8303040023 IE Info Notice 03-22, "DWR Saf e ty/Re 1 ie f Valve Failures 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 089 24X Flche 30-000.83/04/22.8303040023 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t< holders of CPs re c lar 1 f Icatlon of 
access to control procedures for law enforcement visits 
Svc list end 

CISENHUT. 0. 0 Division of Licensing 83/09/11 ConsoHdeted 
Edison Co of New York, Inc 16pp 18940 099 24X 

Fiche 30-000,83/03/11,8309110034 


8309870228 Ack receipt of 830309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/82-20 >< 
90-391/82-80 

VERRELLl, D M Division of Project ti Resident Programs 83/09/19 
PARRIS.H 0 Tennessee Valley Authority Ip. 18637' 193. 24X 

Flche' *0-390, 83/03/19, 0303870220 


— 8303270233 Responds to NRC 821216 ltr re violations noted In IE Insp 
Repts 30-390/82-20 tt 30-391/88-20 Corrective actions 
deficient fire dampers replaced or determined to be 
adequate. Two dampen not in compliance 

KAMKER, D 8 Tennessee Valley Authority 83/03/09 0 'REILLY, J. P. 

Region 2, Office of Director 2pp, 18637*196 24X 

Fiche 90-390,83/03/19,8303870228 


8309310107 Forwards physical security plan. Plan withheld 
(ref 1DCFR73 21) Revs requested within 40 days of ltr 
receipt. 

ADENSAM, E a Licensing Branch 4 83/09/24. PARRIS, H.O Tennessee 

Valley Authority 2pp 18691 002 24X Flche* 90-390, 83/09/24, 

8309310107 


0. Advisory Committee on Reactor Safeguards reports 6 correspondence 


8309130290 Summary of 86Bth ACR8 meetings on 620812-14 In 
Hashing ton, DC 

» ACRB - Advisory Committee on Reactor Safeguards 63/03/09 
ACRS — Advisory Committee on Reactor Safeguards. 929pp. 10496:829 

24X Fiche: 30-000, 63/03/03, 6303130290. 


8303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineer ing 
Response (Post 830103) 03/04/23 Consolidated Edison Co of New 

York, Inc I19pp 10381 291 24X Flche 50-000.83/04/29.8303040025 


S303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oenorators at PWfis " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 630103) 83/04/26 Consolidated Edison Co of New 

York, Inc 115pp 18382 047 24X Flche 30-000,83/04/28,8303040026 


8303040027 IE Info Notice 03-23, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 03/04/23 Consolidated Edison Co of New 

York, Inc llBpp 10302 163 24X Flche 50-000.83/04/28,8303040027 


8309270337 Ack receipt of 830411 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/82-20 8. 
50-391/02-80 

VERRELLl, 0 M Division of Project S< Resident Programs. 83/05/02 
PARRIS, H 0 Tennessee Valley Authority Ip. 18646-116 24X 

Plche 30-390,03/05/02,63032/0937 


— 6303270967 Second supplemental response to NRC 821216 ltr re violations 
noted in IE Insp Repts 90-390/62-20 t, 30-391/02-20 
Corrective actions drawings will be revised to reflect mark 
numbers of as-installed dampers by 630430. 

MILLS, L M Tennessee Valley Authority 83/04/11 O'REILLY. J P 
Regions, Office of Director Ip 16646: 117 24X 

Flche 90-390,63/03/02,8303270397 
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S3030400as IE Info Noticr “Failure nf Safety/Rellel’ Valve 

Oi*cliarge Line Vacuum Breakere " Sve list end 
JORDAN'E L Division of Emergenev Preparedness S< Engineering 
Response (Post 8301031 83/03/03 Consolidated Edison Co of Ncu 

York. Inc laapp 18441 170 S4X FlcAe 30-000.83/03/03.8303040028 


8303040030 IE Info Notice 83-27. “Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '* Sve list enc 1 

JOROAMi E L Division of Emergency Preparedness (< Engineering 
Response (Post 0301031 83/03/04 Consolidated Edison Co of Now 

York. Inc U2pp 10382 282 24X Fiche 50-000. 83/03/04. 8303040030 


B303040031 IE Info Notice 83-28. “Criteria for Protective Action 
Recommanda tlons for General Emergencies " 3vc list end 
OOROAM.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neie 

York. Inc llOpp 10441 001 24X Fiche 30-000.83/03/04.8303040031 


8303040033 IE Info Notice 03-29. “Fuel Dinding Caused by Fuel Rack 
Deformation “ Sve list end 

JORDAM.E L Division of Emergency Preparedness t- Engineering 
Response <Post 830103) S3/05/0A Consolidated Edison Co of New 

York. Inc ItSpp 18323 248 24X Fiche 50-000.83/03/06.8303040033 


8303270413 Forwards IE fnsp Repts 50-390/83-10 tc 50-391/83-08 on 
830411-13 No noncompliance noted 

VERRELLl.D M Division of Project ti Residont Programs 83/03/09 
PARRIS.H O Tennessee Valley Authority 2pp 10642 299 24X 

Fiche 50-390.03/05/09.83052704(3 


—8303270480 IE Insp Repts 30-390/83-10 «< 30-391/03-00 on 830415-13 No 
noncompliance noted Najor areas Inspected licensee action 
on previous enforcement matters. 1 icensee Identified items, 
inspector followup items & independent insp effort 
GIBBONS. T D , CONLON. r E Region 2, Office of Director 03/05/06 
4pp 10642 301 24X Fiche 30-390.83/05/09.8303270413 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines '* Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) SS/OD/ll Consolidated Edison Co of New 
York, Inc 114pp 18524 003 24X Fiche 50-000.83/03/11.8303040034 


8303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program “ 
Sve list end 

JORDANrEL Division of Emergency Preparedness it Engineering 
Response (Post 030103) S3/03/19 Consolidated Edison Co of New 

York. Inc ]14pp 10697 009 24X Fiche 50-000,83/03/19.8303040040 


830S2703S8 Act receipt of B30S09 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/82-20 C< 
30-391/02-20 

VERRELLl.D M Division of Project & Resident Programs 83/05/19 
PARRIS.H G Tennessee Valley Authority tp 10637.195 24X 

Fiche 30-390,83/05/19,0305270226 


— 8303270233 Responds to NRC 821316 Itr re violations noted In IE Insp 
Repts 30-390/02-20 (« 30-391/B2-20 Corrective actions 
deficient fire dampers replaced or determined to be 
adequate Two dampers not In cumpl lance 

KAMMER.D a Tennessee Valley Authority 83/03/09 O'REILLY. J P 
Region 2. Office of Director 2pp 18637 196 24X 

Fiche 30-390, 83/05/ 1 9. 8303270228 


6303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " 8vc list end 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/03/26 Consolidated Edison Co of New 

York, Inc tl4pp 18647 007 24X Fiche 30-000.83/05/26.8303040046 


S Reportable occurrences. LERs (. related correspondence 


8303110427 Part 21 & deficiency repts re mtsoperation of DS-416 reactor 
trip uiidervo 1 tage devices Initially reported on 830420 
Attachments will be replaced w/devices u/uldened grooves 
to accemiiiDdate new retaining rings Mfg drawings ravised 
RAHE.E.P Uesttnghouse Electric Carp 83/04/21 DEYOUNOtR C 
Director's Office. Office of Inspection and Enforcement, 5pp 
18403 093 24X Fiche 30-000,83/04/21.8303110427 


8303030072 First interim deficiency rept re loose matl in eteam 
generator Initially reported on 630323 All loose items l< 
matl determined detrimental removed from generators Nest 
rept expected by 830808 

MILLS.L M Tennessee Valley Authority, 83/04/23 O'REILLY, J P 
Region S, Of Flee of Director 2pp 18300,34? 24X 

Fiche 50-390, 83/04 /23, 030 3 03007 Z 


8303030082 Second interim deficiency rept re incorrect Insulation 
weights used in piping analysis Initially reported on 
020823 OA documents being prepared to substantiate 
insulation data Next rept expected by 830921 

mills, L M Tennessee Valley Authority 83/04/23 0 'REILLY. J P 

Region 2. Office of Director 2pp 10397 239 24X 

Fiche 30-390, 83/04/23, 8303030082 


8309030378 First interim deficiency rept re inaccurate results from 
ANCHORE computer program Initially raported on 030329 
Program being modified to automatically calculate direction 
cosines Next rept to be submitted by 830923 

mills, L M Tennessee Valley Authority 83/04/26 O'REILLY, J P. 
Region 2. Office of Director Spp 18303 309 24X 

Fiche 90-390,83/04/26,8303030378 


8303030067 Ninth Interim defieiency rept re seismic qualification for 
ch 1 1 lers/cDolers it deficient piping of HVAC sys it improper 
classlf Icatlon of ERCU sys piping & components Initially 
reported on 810324 it 0507, respectively Next rapt due 830829, 

HILLS. L M Tennessee Valley Authority 03/04/27 O'REILLY. J P 
Region 2, Offlca of Director 4pp 18342 062 24X 

Fiche 30-390, 83/04/27, 8305030067 


0303030132 Final rept for Deflclenclea A *< D re procurement control 
activities which could lead to shipment of defective 
equipment It adversely affect plant safety Initially reported 
on 810316 

MILLS.L M Tennessee Velley Authority 83/04/27 O'REILLY, J P 
Region 2. Office of Oireetor. 3pp 18341 083 24X 

rich# 30-000,83/04/27,8303030132 


8305030232 Second combined interim deficiency rept re alternate 
analysis piping program Significant breakdown of program 
requires revarif Icetlon of alternate ana lysl s. Ful 1 review 
program underway Next rept expected by 830930. 

mills. L M Tennessee Valley Authority 83/04/27 O'REILLY. J. P, 
Region 2, Office of Director Spp 18337 329 24X 

Fiche 30-390.83/04/27.8303030232 


8303030078 First interim deficiency rapt re spacing & clearance In high 
pressure firs protection sprinkler tys in auxiliary bldg. 

Initially reported on 830331 Evaluation in progress Next 
rept will be sent by 830624 

mills. L M Tennestea Valley Authority 83/04/28. 0 'REILLY, J. P. 

Region 2. Office of Director 2pp 18342 130 24X 

Fiche 30-390.83/04/28.8303030078 


8303030188 First interim deficiency rept re tubaline matls supplied 
by Capital Pipe not mfg per OA program Initially raported on 
830329 Investigation of involved carbon steel fittings It 
flanges continuing Next rept expected by 830706, 

MILLB, L M Tennessee Valley Authority 83/04/28 0 'REILLY, J. P. 

Region 2. Office of Director 2pp. 18341 076 24X 

Fiche 30-000,83/04/28.8303030188 


8305030243 Third interim deficiency rept re high point venting In ERCU 
sys. Initial ty reported on 820930 Performance evaluation 
ongoing Next rept will be submitted by 830729. 

MILLS.L M Tennessee Valley Authority 83/04/20 O'REILLY, J P 
Region 2, Offlca of Director Ip 18338 036 24X 

FiChs 30-390, 83/04/28. 8303030243. 


B3O50SOO47 Fourth interim deficiency rept re questionable patches of 
plastic cement mortar Initially reported on 820429 Three 
of 30 supports determined to be in violation of Const Spec 
0-32 Next rspt Will bs submitted by 830803, 

MILLS.L H. Tennessee Valley Authority. 83/04/29. O'REILLY. J P. 
Region 2. Office of Director. Ip 18338.330 84X 

Fiche 30-390. 83/04/29,8303090047. 


8303110303 Final deficiency rept re Incorrectly wired ERCN flow control 
valves. Initially reported on 830403 Event determined 
tsoteted condition caused by misinterpretation of conduit 
drawings Operators rewired t. personnel relnstructed 
MILLS, L M Tennessee Valley Authority 83/03/03 0 'REILLY. J. P. 

Region 2. Office of Director 2pp 18403.046 24X 

Fiche* 30-391, 83/03/03. 8303110303 


8303110317 Seventh interim deficiency rept re lack of documentation for 
rock supported structurec for 1-inch differential 
settlement Initially raported on 810707. Design criteria 
being prepared Next rapt by 830922 

MILLS.L M Tennessee Valley Aul;horlty 83/03/04. O'REILLY, J P 
Region 2, Office of Director Spp 18393*183 34X 

FI C h e * 30-390. 83/03/04 , 0303 1 1 03 i 7, 


8303110319 Flret interim rept re Deficiencies 1.2 t. 3 QA program per 
TVA Personal sves Contract TV-49310A w/OIlbert Assoc. Written 
Instructions & procoduret not provided to contractor in 
perTormlng/documantlng piping analysis. Review underway 
MILLS.L M Tennettoe Valley Authority 83/05/03 O'REILLY. J P 
Regions. Office of Director. Spp 18393*181, 84X 

Fiche 30-000. 83/03/03. 8303110319. 
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030S130133 Supplemental in#o to final deficiency ropt re Insufficient 
documentation for protective devices Initially reported on 
310313 Completion date for corrective actions delayed until 
830931 One field change request remains 

MlUUa.t, M Tennessee Valley Authority 83/05/06 Q'REILLV, J P 
Region 3. Office of Director Ip 18437 379 34>C 

Flehe 90-390.83/05/0618309130133 


8309130S17 Addl info to final deficiency rept re nonconservative 
calculation method for general Const Spec G-33 Initially 
reported on 830538 Rev to Design Btd DS-C6 1 lulll be Issued 
by 830630 

MILLS.L 11 Tennessee Valley Authority 83/05/06 O'REILLV. J P 
Region S. Office of Director tp 18440 089 34X 

Flehe 50-390.03/05/06,8305130317 


B30S170SSB Second Interim deficiency rept re Incorrect use of Category 
I(L> supports on pipes near uater chillers Initially 
reported on 830117 Scope of Investigation expanded to 
include generic implications Next rept expected by 830932 
MILLS,!. M Tennessee Valley Authority 83/05/09 O'REILLY, J P 
Region 3, Office of Director Spp 18465 071 S4X 
Flehe 50-390,83/05/09,8305170308 


0305170299 Final deficiency ropt re lack of support for reactor bldg 
annulus floor drain sump Initially reported on 831307 Pipes 
analyied & appropriate seismic supports designed under 
Engineering Change Notice ECN 3334 

MlLLSiL M Tennessee Valley Authority 83/05/09 O'REILLY, J P 
Region 3> Office of Director Spp 18465 066 34X 

Fiehe 80-390,83/05/09,8305170299 


8309200374 Revised final deficiency rept re unqualified control 
equipment Initially reported on 600923 Control equipment 
ffiemlc qualification test requirements util be revieued 
MILLSiL M Tennessee Valley Authority 83/05/11 O'REILLY, J P 
Region 3. Office of Director 3pp 18518 094 S4X 
Fiche 50-390, 83/05/1 1 , 8305300274 


6305200375 Eighth Interim deficiency rept re retrievable info used in 
piping analysis Initially reported on 610316 Neu Engineering 
Procedure BHP-EP 43 23 written Drawings containing reviewed 
b updated quality Issued 

MILLS.L M Tennessee Valley Authority 83/05/11 O'REILLY, J P 
Region 2, Office of Director ip 18516 318 34X 

Fiche 50-390,03/05/11,8305200375 


Q30S200343 Suppl to final deficiency repts re Class IC electrical 
components for ERCN traveling screens Initially reported on 
810S1S Qualified motor search continues Corrections to be 
completed by 831001 

MILLS.L M Tennessee Valley Authority 83/05/11 O'REILLV, J P 
Region 2. Office of Director Ip 18516 232 24X 

Fiche 50-390, 83/05/11, 830520034L 


0305230575 Final deficiency rept re missing seismic design 
documentation for auxiliary bldg platform Initially reported 
on 820426 Required drawing revs completed Field mode will be 
completed by 830801 b 840214 for Units 1 b 2, respec t Ivel y 
MILLS.L M Tennessee Valley Authority 83/05/13 O'REILLV, J P 
Raglan 2, Office of Director 2pp 18537 30? 24X 

Fiche 50-390, 83/05/13, 8305230575. 


0305200337 Second revised final deficiency rept re attachment of 
conduit b piping supports to cable tray supports Initially 
raported on 820607 Previous decision re nonapp 1 ieab 1 1 ity 
of 10CFR90 9S<e) sustained 

MILLS.L M Tennessee Valley Authority 83/05/16 O'REILLY. 0 P 
Region 2. Office of Director, 2pp 1BS19 086 24X 

Fiche 50-390,83/05/16,8305200387 


0309230483 Third interim deficiency rept re incorrect supports in 
analysis of 3-lnch chemical vol b control sys line Initially 
reportad on 830909 Addl problems Identified Field mods 
rtqulrad, Nex t rept will be submitted by 830922 

MILLS.L M Tennesiee Valley Authority. 83/09/17 O'REILLY, J P 
Region 2, Office of Director 2pp. 18937 149 24X 

Fiche. 50-390, 83/05/17, 8309230482 


B30S2304Q3 Final dtflclancy rept re inadequate freeze protection 
Initially raportad on 810413 Piping to ERCM pump motor 
cooler redesigned to be self-draining 

MILLS, L M Tenntstee Valley Authority 83/09/18 O'REILLY, J, P. 
Region 2, Office of Director , 2pp 18938 212 24X 

Flehe. 90-370, 83/09/18, 8309230433 


8309230447 Second Interim deficiency rept re auxiliary Instrument room 
fire door failure Initially reported on 821229 Lower flush 
bolt not engaged In strike plate at floor Acceptance 
criteria established for max room prassures 

MILLS.L M Tennatsee Valley Authority 83/05/18 O'REILLY.U.P 
Regions. Office of Director Spp 18538-194. 24X 

Flehe 90-390,83/09/18,8305230447 


8309230969 Fifth interim deficiency rept re eicessive movement of 
containment penetration bellows Initially reported on 
011204 Analysis Problems N3-63-7A I, N3-74-1A reanalyted 
Support mods required Next rept due by 830930 

MILLS.L M Tennessee Vallay Authority 83/05/18 O'REILLY, J P 
Region 2, Office of Director Ip 18536 318 24X 

Fiche 50-390,83/05/18,8305230569 


0305250421 First interim deficiency rept re qualification of nozile 
loads in reactor coolant loop Initially reported an 830431 
Review of analysis problems in progress Next rept by 830921 
MILLS.L M Tennessee Valley Authority 03/05/19 O'REILLV. JP 
Region 3, Office of Director Spp 18585 363 24X 

Fiche 50-390,83/05/19,8305390431 


8309290435 Final rept ro deficiencies in Ameron cement mortar lining 
Initially reported on 830531 Corrections to each deviation 
listed Also reportable per lOCFRSl 

MILLS.L M Tennessee Valley Authority 83/09/20 O'REILLY, J P 
Region 2. Office of Director 6pp 18989 293 24X 

Flehe 90-390.83/05/20,8309390439 


0305310173 Second Interim deficiency rept re failure of curtain-type 
fire dampers to close Initially reported on 821039 
Engineering change notice issued to add negator closure 
springs b positive latches 

MILLS.L M Tennessee Valley Authority 63/09/23 O'REILLV.J P 
Region 3, Office of Director Ip 10658 149 24X 

Fiche 50-390.83/09/33,8305310173 


DOCKET 90-395 VIROIL C SUMMER NUCLEAR STATION, UNIT 1 


E NRC Safety Evaluation Report (SER), sgppts U correspondence 


8305200913 Summarlies 830910 te Icon, c lari fy ing SER description of 
feedwater mod isolation logic Reverse flush valves provided 
w/Class IE Trains A b D closure signals 

DIXON, 0 W South Carolina Electric b Oas Co 83/09/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 18516 086 
24X Fiehe 50-399,83/05/12,9305200913 


F Security, medical, emergency b fire protection plans 


8309030010 Advises that position concerning nonestablishment of 
backup emergency operations facility (EOF) unacceptable 
Plant to establish EOF by 830601 must be submitted b must 
meet NURE0-0737i Bupp 1 1 (Generic Ltr 62-33) criteria 
618ENHUT, DO Division of Licensing 83/04/29 DIXON, QW South 
Carolina Electric b Gas Co 3pp 18310 393 34X 

Flehe 90-399,83/04/29,0303030010 


8305050311 Releases public version of rev to emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Records 83/04/25 Document 
Management Dranch ip 10352 105 24X Fiche 50-395,03/04/29, 

8309090311 


"0309090317 Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure EPP-003, "Communication b 
Notification" b Change 1 to Rev I of EPP-030, "Emergency 
Personnel Exposure Control " 

DIXON, 0 M South Carolina Electric b Oas Co 83/03/29 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 2pp 

10392 106 24X Fiche 50-399,83/04/29.8309090311 


--8309090321 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPP-002, "Communication b Notification" b Change t 
to Rev 1 of EPP-020, "Emergency Personnel Exposure Control " 
COUNTS.H > DRADHAM.A 8 South Carolina Electric b Oat Co 
83/03/ 1 5. 40pp 18393 188 24X Fiche 90-399,83/04/29.8305090311 


8309270436 Forwards IE Intp Rept 90-399/83-07 on 030314-17 No 
noncompliance noted 

VERRELLti D M Division of Project b Resident Programs 83/04/29 
DIXON, 0 U South Carolina Electric b Oas Co Spp 18663 119 24X 

Fiehe- 90-395, 03/04/25, 0305370436 


— 9305270446 IE Intp Rept 90-395/83-07 on 030314-17 No noncompliance 
noted Major areas inspected coordinated emergency response 
exercise 

CLlNEiU E , STANSBERRY, N N Region 2. Office of Director 
UENKINS, 0 R Division of Emergency Preparedness b Materials 
Safety 83/04/14. 8pp 18662 117 34X Fiche 50-395,83/04/29, 

8305370436 


8305060130 Forwards Amend 15 to License NPF-13, safety evaluation b 
notice of Issuance b avaiiablllty Amend changes Tech Spec 
to reflect addl fire protection equipment installed b 
actual location b number of fire detectors. 

ADENSAM, E 0 Licensing Branch 4 83/04/27 DIXON, 0 N South 

Carol Ina Electric b Gas Co 3pp 18359 310 24X 

Flehe 90-395,83/04/27,8305060130 
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"03OSO6O2B2 rtmefid IS to License NPF-t2j chanjlng Tech Spec to reflect 
addl fire protection equipment ins tal led p actual location & 
nombcr of fire detectors b location of u-ater sprag S> 
sprinkler sys 

ADENSftH, E 0 Ulcenslnp Branch 4 03/04/37 15pp 18339 313 

24X Fiche 30-3951 03/04/27. B305O60130 


— 83090603B9 Safety evaluation supporting AineniJ 13 to License NPF-13 
s Office of Nuclear Reactor Regulation. Director B3/D4/27 Spp 
10339 327 24X Fiche 30-393.93/04/37,8303060130 


— B3DSD60393 Notice of issuance t< avajiahiJitv of Amend 13 to License 
NPF- 1 3 

ADENSAM.E O Licensing Branch 4 03/04/27 3pp 10359 329 24X 

Fiche 50-393. 03 /04 /27. 0305060 1 30 


83050904 34 Foriuards IE Safeguards Insp Rept 50-393/03-13 on 020903- 
030406 No noncomp 1 1 ancs noted 

O'HEILLV. JR Region 2. Office of Director 83/03/06 DIXON, 0 U 
South Carolina Electric & Oas Co. Spp 18362 261 24X 

Fiche: 30-39 5. 83/05/06. 9303090454 


—8303090461 IE Safeguards Insp Rept 30-395/03-13 on 820903-030406.1/0 
noncompliance noted Major areas Inspected licensee 
revalldatlon of preemployment screening records Details 
ulthhcld (ref 10CFR73 21) 

TOBIN, U J . PERNT. C . LANKFORD, J Region 2, Office of Director 
03/03/04 ip 18362 263 24X Fiche 50-393,83/05/06.0303090454 


0305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants fer OLs b holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Svc list end 

EISENHUr. D O Division of Licensing 03/05/11 Consolidated 
Edison Co of Neu York. Inc 16pp 18540 093 24X 

Fiche 50-000.03/05/11,0303110034 


03O318D373 Requests osemption from Oeneric Ltr 02-33 requiring backup 
emergency operations facility to be located ulthln 10 to 20 
miles of plant site Approval requested to have backup 
emergency operations facility at corporate o f c 

OIXOM. O N South Carolina Electric & Oas Co 83/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 10406 357 
24X Fiche 50-395,03/05/16,0305180373 


P Operating license stage documents b correspondence 


E305040D10 Informs that relief from presorvlce hydrostatic tests 
required by A5ME Code Section IX justifiable Alternative 
program incorporating NRC evaluation ul 1 1 provide acceptable 
level of structural integrity SER b PR notice forwarded 
NOVAK. TM Assistant Director for Licensing 03/04/22 D1XON.0 N 
South Carolina Electric b Oas Co 2pp 18351 216 24X 

Fiche 50-395,03/04/22,8303040010 


— 8305040016 Safety evaluation supporting util request for relief from 
preservice hydrostatic test required by ASHE Code Section 

IX 

e NRC - No Detailed Affiliation Given 03/04/22 4pp 
18351 210 24X Fiche 50-395.03/04/22,0305040010 


— 03O5O4OO21 Notice of granting of relief from certain requirements of 
ASMS Code Section IX Inservice (testing) requirements 
ADENSAM. E O Licensing Branch 4 03/04/22. 3pp 10351:222 24X 

Fiche 30-393, 03/04/22. 0305040010 


8303030014 Requests remittance of Class III fees for 030127 b 0218 
applications requesting relief from requirements of ASME 
Coife Section XI re hydrostatic testing of feeduater tys 
OlOOB.R M License Fee Management Branch 83/04/26 DIXON, 0 U 
South Carolina Electric b Oas Co !p 10310:348 24X 

Fiche 30-393,83/04/86,0303030014 


8305060130 Fortuards Amend 13 to License NPF— 12, safety evaluation b 
notice of Issuance b availability Amend changes Tech Spec 
to reflect addl fire protection equipment installed b 
actual location & number of fire detectors 

ADENSAM.E0 Licensing Orhnch 4 03/04/27 DIXDN.OU South 

Ceroltna Electric b Sas Co 2pp 10339 310 24X 

Fiche- 50-393.03/04/27,8305060130 


— B30S060282 Amend 15 to License NPF- 18, c hang 1 ng Tech Spec to reflect 
addl fire protection equipment ins tal 1 ed. ac tual location b 
number oP fire detectors fc location of mater spray b 
sprinkler sys 

ADENSAM, E Q Licensing Branch 4 03/04/27 ISpp 1S3S9 312 

24X Fiche 60-393.03/04/27,8305060130 


— 03O5O6O2BB Safety evaluation supporting Amend 15 to License NPF-12 
a Office of Moelear Reactor Regulation, Director 03/04/27 8pp 
18339 327. 24X Fiche. 30-393, 03/04/27, 0303060130 


— 8303060295 Notice of issuance b availability of Amend IS to License 
NPF-12 

ADENBAM. E 0 Licensing Branch 4 03/04/27 3pp 10339 329 24X 

Fiche 30-393,03/04/27,8303060130 


8305020453 Oeneric Ltr 03-19 to ell power reactor b testing licensees 
re neu procedures for providing public notice concerning 
issuance of amends to OLs Eve list oncl 

EtSENHVT, 0 0 Division of Licensing 63/03/02 Consolidated 
Edison Co of New York, Inc 50pp 18441’ 120 24X 

Fiche 30-000,83/03/02,8305020433 


8305060617 Discusses steam generator mod to OL Conditions 2 C(14> b 
2 C(32> Loose parts monitoring program b monitoring of 
feeduater inlet pressure oscillations c larlf led, per 830413 b 
0214 1 trs, respectively 

DIXON, 0 N South Carolina Electric b Oas Co 83/05/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16340 333. 
24X Fiche 30-395,83/03/03,0305060619 


8303110136 Advises that action required by 630203 on Amend 9, Paragraph 
3, to License NPF-12 b Generic Ltr 03-07 completed', based on 
util negotiating u/DOE re disposal of high level ueste or 
spent nuclear fuel 

ADENSAM. E 0 Licensing Branch 4 83/05/03 DIXON, OW South 

Caroline Electric b Oas Co ■ 2pp 18421 233 84X 

Fiche 30-393,83/05/03,8303110136 


0303100301 Informs of completion of evaluation of piping associated w/ 
feeduater mod, piping break b loudoun, pipe whip, jet 
impingement b reactive forces to assure FSAR commitments 
unc hanged 

DIXON, □ U South Carolina Electric b Oas Co, 83/05/04 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director 2pp 10971.249 
24X Fiche 50-393.83/05/04,8303100301 


B303200113 Forwards request for addl Info on util rept, ''Beitmle 
Confirmatory Program for Equipment b Components for 
VC 8ummer Nuclear Station - Feb 1903," submitted In response 
to OL Condition 2 C(23> 

ADENSAM, E 0 Licensing Branch 4 83/03/04. DIXON, 0 U Soutll 

Carolina Electric b Oas Co 3pp 18340 310 24X 

Fiche 50-395,08/03/04,0303200113 


B3O510OO12 Forwards Amend 16 to License NPF-12, safety evaluation b 
notice of Issuance b avalleblllty Amend permits operation of 
modified Model D-3 steam generators 

ADENSAM, E 0. Licensing Branch 4 03/03/03 DIXON, 0 U South 

Carolina Electric b Oas Co 4pp 10497. 130 24X 

Flchi 30-393,03/05/03,0303100012 


— B30S1B0015 Amend 16 to License NPF-12, permitting operation of tnodlfiid 
Model D-3 steam generators 

EI6£NHUT<0 O Division of Licensing 83/03/03 3pp. 16497 142. 
24X Fiche 30-395,83/03/05,030310(3012 


--,0305180020 Dafety evaluation supporting Amend 16 to License NPF-IS 
* Office of Nuclear Reactor Regulation, Director 03/03/05 
lOpp 10497 147 24X Flcha 90-393,83/03/03,0305100012 


— 0305100023 Notice of issuance b availability of Amend 16 to License 
NPF-12 

ADENSAM, E 0. Licensing Branch 4 03/05/05 3pp 10497 137. 24X 

Fiche 30-393,03/03/05,8305100012 


0303090659 Generic Ltr 03-20 to all operating reactor licensees b 
holdirs of CFs re Integrated scheduling for Implementation 
of plant mods. Svc list and 

EtSENHUT, D 0 Division of Licensing. 03/05/09. Consatldated 
Edison Co of Neu York, Inc 16pp 10627 153 24X 

Fiche 30-000,83/03/09,8303090659 


0303100442 Forwards feet for reviews of two separate requests for 
relief from ASME Code Section XI requirements 

DIXON, 0 W South Carolina Electric b Oas Go 83/03/12 DIOGB.R W 
License Fee Management Branch 2pp 10486 101 24X 

Flcha 30-393,03/03/12,0305100442 


B3OS2S0492 Forwards list of Class IE electric equipment important to 
safety, per tOCFRSO. 49, Schedul e for environ qual if ication of 
remaining equipment end 

DIXDN, 0 N South Carolina Electric b Oat Co 03/03/17 DENTON.H R 
Office of Nuclear Reactor Regulation, Dlractor 30pp. 18300.303. 

24X fiche 30-395,83/05/17,0303230492 


8303310224 Requests addl fee bated on Class III determination for 
Amend 16 to License NPF-12, parml ttlng operation of modified 
Model 0-3 steam generators, 

PIOOS, R M Llcanse Fae Management Branch 83/03/24 DIXON, O.N 
South Carolina Electric b Oat Co Ip 18662 260 24X 

Fiche; 30-395. 83/03/24, 8303310224. 
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Q Inspection rsporttf IE Oultstins i< correspondence 


8S120A0389 IE Info Notice 83-14i "Deuatered Spent Ion Exchange Resin 
Buic f p tlb i 1 1 ty to Exothermic Chemical Reaction " Sve list 
end 

TAYLORi <J II Division of Safeguards & Inspection Programs (Post 
S30103) 63/03/21 Consolidated Edison Co of Neui Vorlii Inc 

llSpp 1830B 319 S4X Plche 90-000, B3/03/21 1 821 2060339 


8309270412 Act receipt of 330329 Itr informing NRC of steps taken to 
correct vlslatlons noted In IE Imp Rept 90-393/33-01 
LENIS.R C Region 2, Office of Director 33/04/11 DIXONiO » 
South Carolina Electric U Oas Co Ip 13642 001 24X 

Flche 90-399,33/04/11,3309270412 


~B309270422 Responds to NRC 830301 Itr re violations noted In IE Insp 
Rept 90-399/33-01 Corrective actions cross-ref table being 
prepared Identifying reactor trip h ESF actuation sys 
instrumentation test procedures 

DIXON, □ N South Carolina Electric & Oas Co 83/03/29 
0'RE1L.UV,J P. Region 2, Office of Director 3pp 13642-002 24X 

Flehe 90-399,83/04/11,8309270412 


—0309270433 Forwards IE losp Rept 90-395/83-01 on 830109-31 & notice 
of violation 

LEWIS, R C Division of Project t< Resident Programs 83/03/01 
DIXON, 0 W South Carolina Electric «< Oas Co 2pp 18642 009 
24X Flche 90-399,83/04/11,3309270412 


™830927'0443 Notice of violation from insp on 330109-31 

« Region 2, Office of Director 83/03/01 Ip 18642 007 24X 

Fieh# 80-399,33/04/11,8309270412 


—8303270462 IE Insp Rept 90-399/83-01 on 830109-31 Noncomp 1 lance noted 
failure to comply u/actlon statement for ESF actuation 
6K0L03, J L Region 2, Office of Director DROWNLEE, Y L Division 

of Project & Resident Programs 83/02/18 8pp 18642 008 24X 

Flche 90-399, 03/04/11, 3309270412 


8309270431 Act receipt of 830314 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-399/83-04 
VEflRELLIiD M Division of Project 8, Resident Programs 83/04/13 
DIXON, 0 W South Carolina Electric & Oas Co Ip 18641 346 84X 

Flche. 90-395, 83/04/13, 8309270431 


—8309270441 Responds to NRC 330214 violations noted in IE Insp 
Rept 90-399/83-04 Corrective actions containment eiiulpment 
hatch area will be posted u/rlgld sign 

DIXON, O W South Carolina Electric t, Oas Co 83/03/14 
O'REILLYiJP Region 2, Office of Director 2pp 18641 347 24X 

Flche 90-399,33/04/13,8309270431 


— 8305270449 Forwards IE Insp Rept 90-399/03-04 on 830110-20 Sc notice 
□f violation 

DANCE, H C Division of Project t, Resident Programs 83/02/14 
DIXON, O W South Carolina Electric S, Oas Co 2pp 18641-349 
84X Flche, 90-399,83/04/13,8309270431 


■-8309270452 Notice of violation from insp on 830118-20 

e Region 2, Office of Director 83/02/14 Ip 18641 351 24X 

Flche 90-399,83/04/13,3305270431 


—8309270458 IE Insp Rept 90-399/83-04 on 030118-20 Noneomp I lance noted 
failure to properly post radiation area 

PEERV, W W , BARR, K P Region 2, Office of Director 83/02/09 
4pp 18641 392 24X Flche 90-399,83/04/13,8309270431 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Bve list oncl 

JORDAN, E L Division of Emergency Preparednees (i Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 13439 199 24X Flche 90-000,33/04/19,3303040021 


8309270091 Forwards IE Insp Rept 90-399/83-12 on 830322-29 No 
none ompl lane e notsd 

VERRELLIj 0 N Division of Project *< Resident Programs 83/04/18 
orXONiOW. South Carolina Electric «, Oas Co 2pp 18638-186. 84X 

Flche. 00-399, 33/04/18, 8309270091 


—8309270094 IE Insp Rept 80-399/83-12 on 830322-29 No noncompliance 
note^ Major areai Inspected seismic analysis for as-bullt 
safety-related piping sys (IE Bulletin 79-14) (< Tech Bpee 
compliance. 

ANOiW.P Region 2, Office of Director BLAKE, J J Division of 
Emergency Preparedness 1< Materials Safety 83/04/14 9pp. 
18638)188 24X Flche 90-399,03/04/10,0309270091 


3309270033 Forwards IE Insp Rept 30-395/83-11 on 630329-31 No 
noncomp 1 lance noted 

UERRELLIiD M Division of Project t. Resident Programs 03/04/20 
DIXON, W 0 South Carolina Electric b Gas Co 2pp 16638 171 24X 

Flche 50-399,03/04/20,3303270083 


— 33OS27OO06 IE Insp Rept 50-395/03-11 on 830329-31 No none omp I lanc e 
noted Major areas Inspected radiochemical Instrument callbr, 

QC program (, records (, capability tests for measurement of 
radioactive effluents 

EVANS, C D Region 2, Office of Director HDNTOaKeRY.D Division 
of Emergency Preparedness !< Materials Safety 63/04/19 Bpp 
13636 173 24X Flche 90-399,63/04/20,3305270083 


3303040023 IE Info Notice 83-22, "BUR Bafety /He 1 1 ef Valve Failures " 
Sve list end 

JORDAN, E L Division of Emergency Preparedness (, Engineering 
Response (Post 330103) 63/04/22 Consolidated Edison Co of Neu 

York, Inc 112pp 13383 069 24X Flche 90-000,63/04/22.8303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 330103) 03/04/29 Consolidated Edison Co of New 

York, Inc 119pp 10361 291 24X Flche 50-000,83/04/25,8303040029 


8309270436 Forwards IE Insp Rept 60-399/83-07 on 330314-17 No 
non c omp 1 lane e noted 

VERRELLI.D l-l Division of Project t, Resident Programs 33/04/29 
DIXON, 0 Ul South Carolina Electric h Gas Co 2pp 18662 119 24X 

Flche 90-399,03/04/29,6305270436 


—0309270446 IE Insp Rept 50-395/03-07 on 830314-17 No noncomp I lance 
noted Major areas inspected coordinated emergency response 
exerc 1 se 

CLINE, W E , STANSBERRY, U 14 Region 2, Office of Director 
JENKINS, 0 R Division of Emergency Preparedness {» Materials 
Safety 83/04/14 Bpp 18662 117 24X Flche 90-395,83/04/29, 

8309270436 


8303040026 IE Info Notice 33-24, "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs " 8vc list oncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York, Inc. llOpp 18382 047 24X Flche 30-000.03/04/26,0303040026 


8303040027 IE Info Notice 03-29, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 33/04/28 Consolidated Edison Co of New 

York, Inc liapp 10382 169 24X Flche 90-000,83/04/20,0303040027 


0303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 03/09/03 Consolidated Edison Cg of New 

York, Inc 122pp 10441 170 24X Flche 50-000, 03/09/03, 0303Q4002B 


3303040030 IE Info Notice 33-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
E(iuipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc 112pp 10382202 24X Flche 90-000,03/09/04.0303040030 


0303040031 IE Info Notice 03-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list encl 
JORDAN, E L Division of Emergency Proparedness t. Engineering 
Response (Post S30103) 03/09/04 Consolidated Edison Co of New 

York, Inc 119pp 10441 001 a4X Flche 50-000,03/09/04.8303040031 


8309270464 Forwards IE Insp Rept 50-399/83-14 on 030412-19 No 
nencompl lance noted 

VERRELLI.D M Region 2, Office of Director 03/09/09 DIXON, 0 M 
Gouth Carolina Electric (< Gas Co 2pp 10644 097 24X 

Flche 90-399,83/09/09,8305270464 


—8309270478 IE Insp Rept 90-399/83-14 on 830412-19 No noncompl lance 
noted Major areas inspected steam generator mod<weldlng 
program J< NOB program 

KLEINSOROE.W P Region 2, Office of Director BLAKE. J J 
Division of Engineering t, Radiological Safety Programs 63/09/04 
t9pp 10644 099 84X Flche 90-399,33/09/09.3309270464 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc 119pp 18923 248 24X Flche 50-000,33/09/06,3303040033 
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8305090434 Forwards IE Saftsuarda Insp Rapt 90-395/03-13 on 020903- 
030406 No noncoinpliance notad 

O'ReiLLV. J P Region 2. Office of Director 83/09/06 DIXON. 0 M 
South Carolina Electric b Oas Co 2pp 10362 261 24X 

Flehe 50-395. 03/09/06. 0305090454 


—8309090461 IE Safeguards Insp Rapt 90-399/03-13 on 020903-030406 No 
noncompl lance noted Major areas inspected licensee 
revalldation of preenp loijment screening records Details 
withheld <ref I0CPR73 21) 

TOOIN.W J. . PERNY. C . LANKFORD, J Region 2, Office of Director 
03/05/04 Ip 10362 263 24X Flehe 50-399.03/05/06,03090904 54 


0305270912 Ac* receipt of 030904 Itr informing NRC of steps taken to 
earraet violations noted In IE Insp Rept 90-399/03-05 
LEUIS.R C Division of Project b Resident Programs 03/05/10 
DiXaN>0 W South Carolina Electric b Gas Co Ip 10646 090 24X 

Flehe 50-399,03/05/10,0309270912 


— 0309270919 Forwards IE Insp Rept 50-399/03-05 on 030201-0304 b notice 
of violation 

LEWIS, R C Division of Project b Resident Programs 03/04/04 
OIXON, 0 W South Carolina Electric b Oas Co 2pp 16646 051 
24X Flehe: 90-399, 03/09/10, 0309270912 


— 8305270522 Notice of violation from Insp on 030201-0304 

* Replan 2, Office of Director 03/04/04 2pp 10646"O93 24X 

Flehe 90-399,03/09/10,0305270512 


— 8309270532 IE Insp Rept 90-395/83-09 on 030201-0304 NoneompHane e 
noted failure to follow procedures for waste monitor tank 
by not flushing discharge line b control room fan 
Inoperable 

BKQLOS.J L Region 2, Office of Director CANTRELL, F 8, Division 

of Project b Resident Programs 83/03/30 lOpp 18646 059 24X 

Flehe 50-399.83/09/10,8309270512 


8303040034 IE Info Notice 63-30, “Mi sap p 1 1 ca 1 1 on of Oanerlc Emergeneg 
Oparating Procedures <EOP) Guidelines " Bve list end 
JDRDANtE L Division of Emergeneg Preparedness b Engineering 
Response tPost 030103). 03/09/11, Consolidated Edison Co of New 

York, Inc 114pp 10924 003 24X Flehe 90-000, 03/09/1 1, 8303040034. 


9305180465 Forwards 030117 divers rept on sve water intake etrueturs 
b Oilbsrt Commonwealth Assocs engineering evaluation of 
dlvars insp. In rasponst to NRC 830324 Itr Sve water Intake 
structure eescntielly stablllied 

DIXON, OM South Carolina Electric b Gas Co 03/05/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 1B4B3 086 
24X Flehe 50-395,83/09/11.0309180469 


—8309160466 "Divers Rept 8vc Water Intake Tunnel Insp " 

EASON, T D. Eason Diving b Marine Contractors, Inc 63/01/17 
Ilpp 18463 090 24X Flehe 50-399,63/09/11.6309180469 


8309800311 Forwards Rev S to Emergency Operating Procedure EOP-9, 
"Recovery From Reactor Trip," In rasponse to IE Bullatlns 
83-01 b 03-04 Procedura revised to require manual reactor 
trip upon automatic reactor trip condition 

DIXON, 0 W South Carolina Electric b Oas Co 63/05/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 18516 199 
24X Flehe 90-399,63/05/12,8305200311 


—8309200352 Rev 5 to Emergency Operating Procedure EOP-3, "Recovery 
From Reactor Trip " 

POOLE, J W South Carolina Electric b Oas Co 63/04/27 i4pp 
10916 204 24X Flehe. 90-395, 83/09/12, 8309200311 


8303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
Sve list end 

JORDAN. E L Division Of Emergency Preparedness b Engineering 
Raspanse (Post 030103) 63/05/19 Consolidated Edison Co of Mew 

york. Inc IMpp 16697 009 24X Flehe 90-000. 63/09/19. 8303040040 


8303040046 IE Info Notice 63-33, "Nonrepresentative Sampling of 
Centsmlnatad Oil " 8vc list end 

JORDANtE L Division of Emergency Preparedness b Engineering 
Raspanse tPsst 030103) 83/09/26 Consolidated Edison Co of New 

York, Inc IHpp 10647 007 24X Flehe 90-000. 03/09/26, 8303040046. 


a. Raportable occurrences, LERs b related corret pendence 


8309110427 Part 21 b deficiency repti re mlsoperation of D6-416 reactor 
trip urdervoltage devices Initially reported on 830480 
Attachments will be replaced w/deviees w/widened grooves 
t« accommodate new retaining rings Mfg drawings revised 
RAHE, E P Hesttnghouse Electric Carp 03/04/21, DEVOUNO, R. C, 
Director's Office, Office of Inspection and Enforcament Spp 
18409! 099. 24X Flehe 90-000,83/04/21,8305110427 


8309030627 Forwards LER B3-031/03L-0 Detailed event analysis and 
OIXON,0 H South Carolina Electric b Oat Co 83/04/22 
O'REILLY, J P Region 2, Office of Director Spp 10303,328 84X 

Flehe 90-399.03/04/22,8309030627 


8309030637 LER 83-03 1/03L-0 on 030325, ECCS mechanical water chiller 

XHX-OOIB tripped Caused by Intermittently falling valva 
control switch Switch repaired 

FIELDS, H C South Carolina Electric b Gee Co 03/04/22, Region 
2, Off lea of Dirac tor Ip 18303 331 84X Flehe 90-399,83/04/22, 

8309030627 


8309090097 Forwards LER B3-033/03L-0 Detal lad evant analytU end 
DIXONrO H South Carolina Electric b Oa# Co 83/04/29 
O'REILLY, J P Region 2, Office of Director 2pp 18342 066 24X 

Fieha 90-399,83/04/29,8309090097 


— 8309090061 LER e3-033/03L-0, on 830331. While In Mode 5, source range 
detectors N-31 b N-32 lost for apprec 5 minutes Caused by 
malnt personnel error In placing trains of solid state 
protection syt In wrong position Personnel cautioned 
FIELDS, H C South Carolina Electric b Oas Co 83/04/29. Region 
2, Office of Director Ip 10342 068 24X Flehe 90-395,83/04/29. 

8309090097 


8309090233 Foruerds LER B3-032/03L-0. Detal 1 ad avant analysis and. 
DIXON. 0 W South Carolina Electric b Gas Co. 03/04/29 
O'REILLY. J P. Region 2. Office of Director 2pp I8338'057. 24X 

Flehe 90-399,83/04/29.8309090233 


— 8309090239 LER 8a-032/03L-0 on 030331 , de tee tlon Zone NNN in control 
bldg failed to respond to simulated smoke condition during 
Investigation of alarm Alarm previously received on 030329 
Caused by short In smoke detector Dectector reinstalled. 

MCKINNEY, C J. Booth Carolina Elaetrlc b Oas Co 83/04/29. 

Region 2, Office of Director. Ip. lB33a'099. 24X 

Flehe 90-399,83/04/29,8309090233 


8309100089 Forwards LER a3-034/03L-0 Data! lad event analysis and. 
DIXONrO W South Carolina Electric b Oas Co 03/09/02 
O'REILLY, J, P, Region 2, Office of Director 2pp 18377:220 24X 

Flehe 90-395, 83/09/02, 8309100089. 


— 8309100091 LER e3-034/03L-0, on 830409,motar junction bos cover on RHR 
pump 0 found w/burned area, Caused by electrical short to 
ground rasuttlng from Insulation fallurt Termination retaped 
b pump returned to operable status 

MCKINNEY, C J South Carolina Electric b Oat Co. 83/09/02, 

Region 2. Office of Director Ip 18377' 222, 24X 

Flehe 90-399, 83/05/02, 8309100089. 


8309110313 Part 21 rept re blow-out panel In east b west penetration 
areas. Initially reported on 830906. Structural framing syt 
designed to protect flow transmitter b related Instrument 
tubing, 

BARKER, N.R Oilbert/Commonwealth Cos 83/09/09. DEYQUNOiR, C. 
Director's Office, Office of Inspection and Enforcemant 2pp 
18393 196 24X Flehe. 90-395, 83/09/09, 83051 10313 


8309110322 Part 21 rept re ring duct stiffener failure Initially 
reported on B30906, Design change to eliminate alrfleui- 
Induced vibration b redesign of ring stiffener submitted 
to util. 

BARKER, N R 01 1 ber t/Commonweal th Cos 83/09/09 DEYDUNOiR.C. 

Dirsetor's Office, Office of Inspection and Enforcemant, Spp. 
18393.177. SAX Flehe' 90-399, 83/09/09, 83091 10322. 


8309110399 PNO-I I-B3-03S' on 830907, fire detected In circuitry of one 
of three component cooling water pumps. Licensee declared 
alert Caused by faulty relay. Relay replaced b pump restored 
to operability 

BUTCHER, R C , CANTRELL, F, 8, Rag Ion 2, Of flea of Director. 03/09/09. 
ip. 10406,189 24X Flehe' 90-399, 83/09/09, 0305110399. 


8309200626 Forwardi LER a3-03a/03L-0 Detailed evant analyile and. 
DlX0N>0 W. South Carolina Elaetrlc b Oat Co. 83/09/12. 
0'REILLY,J.P Region 2, Office of Director. Spp, 18919:326 SAX 
Flehe 90-399, 83/09/12, 8305200626. 


—8309200633 LER 83-03e/03L-0, on 830419, pr essurl itr pressure transmitter 
IPT-497 found out of toleranee Caused by itro b span shift 
of test Instrument used in caltbr of transmitter. Transmitter 
recalihr 

BOUKNIGHT, R. J. South Carolina Electric b Gas Co 83/09/12. 

Region 2, Office of Olreetor Ip 18919 328. 24X 

Flehe. 90-399, 83/09/12, 8309200626 


8309200910 Forwarde LER B3-036/03L-0 Detal lad event analysis end. 
OlXONiO.W South Carolina Electric b Oas Co 83/05/13. 

O'REILLY, J.P, Region 2, Office of Director Spp. 18913:070. SAX 
Flehe' 90-399, 03/09/13, 0309200910, 
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-“B30820091S LER B3-036/03L-0 on 0304 1 4i d ur i ng performance of channel 
cal i br> preisur 1 zer eafttij valve position Indication on 
valvas failed to function properl>j Caused bg excessive 
current flow during contact closure Switch assembly changed 
MCKINNEY, C J Sooth Carolina Electric S. Oas Co 83/09/13 
Region 8, Office of Director Ip 18913 081 S4X 
Flche 90-395,83/09/13,8309800910 


8309100110 Responds to 830413 Itr ra TMI Action Item II K 3 18, "Mods 
to ADS Sga Logic " One of two options (8 or 4) uilll be 
Implemented Choice bated on benefit to design Impact on 
schedu ie, aval labl 1 1 tg of hardware & analgsls ti total cost 
0OUCHEV, 0 D Washington Public Power Supplg Sgstem 03/09/04 
SCHWENCER.A Licensing Drench 2 Ip 10379 032 24X 

Flche 90-397,03/09/04.8309100110 


8309290349 LbR BJ-039/03L-0 on 830420, horl z ontal fire barrier ebove 
fvc water booster pump A found damaged Caused bg maint 
activities in immediate area of fire barrier Damaged barrier 
replaced W/B30920 Itr 

DIXON, O W . BOUKNIOHT.R J South Carolina Electric t< Oas Co 
03/09/80 O'REILLY, J P Region 2, Office of Director 2pp 
18992 102 24X Flche 90-399,83/09/20,8309290349 


DOCKET 90-396 WNIV OF VIROINIA CAVALIER REACTOR 


p Operating license stage documents (t correspondence 


B309230948 Application for amend to License R-123i chang Ing Tech Specs 
to remove Item 3 2 b re sober Itlcal 1 tg w/slngle rod inserted 
l< to modify Section 9 1 re fuel elements 

DRENIZER.JS Virginia. Unlv of, Charlottesville, VA 03/09/10 
THOMAS, C.O Standardization U Special Projects Branch 2pp 
18937 083 24X Flche 90-396,83/09/10,8309230948 


8309090699 Generic Ltr 83-20 to all operating reactor licensees i< 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EISENHUT, D 0 Division of Licensing 63/09/09 Consolidated 
Edison Co of New York, Inc t6pp 18627 193 84X 

Flche 90-000,03/09/09,8305090639 


3309170156 Forwards Burns 8, Roe Drawing H901 defining jurisdictional 
boundary between NF (, AI8C for supports W/o end 
BOUCHEY, 0 D Washington Public Power Supplg Sgstem 83/09/11 
BCHWENCER,A Licensing Branch 2 Ip 18466 341 24X 

Flche 90-397,03/09/11,8309170196 


8309290261 Notification of 830606-09 meetings w/util t< UA9L 
onsite to discuss control room human factors reviews 
AULUCK.R Licensing Branch 2 03/09/18 SCHHENCER, A Licensing 

Branch 2 9pp 18999 338 24X Fleho 90-397,83/09/18.8309290261 


£ NRC Safety Evaluation Report (8ER), suppls t, correspondence 


DOCKET 90-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A Appl Icatlon/construetton stage documents t, correspondence 


8309130262 Notification of 830924 meeting w/util In Walnut Creek. CA 
to review program statup of eng Ineer Ing, 1 Icenslng, const, 
etartup, (lual i ty vsrl fleet Ion, equipment qualification 
(environ (, selsmld & emergency planning 

* Region 9, Office of Director 83/04/09 Region 9, Office of 
Director 2pp 18439 242 24X Flche 90-397,83/04/09,8309130262 


0309030324 Forwards summary review of actions taken to assure quality 
of safety-related const 6 to meet commitments made to 
Commission in 800717 ltr, per i0CFR90 94(f) Actions Included 
In restart b quality verification programs 

CARLISLE, C S Washington Public Power Supply Bystem 83/04/18 
MARTIN, J D Region 9, Office of Director 20pp IB297 163 24X 

Flche 90-397,83/04/18,8309030324 


8309040289 Advises that effective 830418, JJ Stefano designated 
Licensing Review Oroup II program project manager Change 
will help expedite reviews on disposition of remaining 
generic Issues 

NOVAK, T M Assistant Director for Licensing 83/04/26 
HOLTZBCHER.D L Illinois Power Co 2pp 18326 343 24X 

Flche: 30-000> 83/04/26, 0309040289 


8309190046 Commends representatives of DWR/6 utils participating in 
Llctnslng Review Oroup II for efforts In resolving Issues 
generic to BWR/6 OL applicants 

EISENHUT, D 9 Division Of Licensing 83/09/03 EDELMAN.M R 
Cleveland Electric Illuminating Co 2pp 1 8923' 198 24X 

Flchi; 90-000, 83/09/03, 8309190046 


--8309190094 Commends representatives of BWR/6 utils participating in 
Licensing Review Group 11 for efforts In resolving Issues 
generic to BWR/6 OL applicants 

EISENHUT, D.O Division of Licensing. 83/09/03. HALE, D P 
Illinois Powir Co. 2pp 18923 200 24X Flche 90-000,83/09/03, 

8309190046 


— 8309190060 Commends representatives of OWR/6 utils participating In 
Llctnslng Review Oroup II for efforts In resolving Issues 
generic to OWR/6 OL applicants 

EISENHUr.D.O Division Of Lleanstng. 83/09/03 FER0U80N, M R 
Washington Public Power Supply System Spp 18923,202 84X 

Flche 90-000,83/09/03,8309190046 


--8309190068 Commends representatives of BWR/6 utils participating In 
Llcaniing Rtvltw Oroup II for efforts in resolving Issues 
gtnsrlc to BWR/6 OL applicants 

EI8ENHUT, D 0 Division of Llctnslng. 83/09/03. MCOAUOKY.JF. 
Mississippi Power b Light Co 2pp 18923’ 204 24X 

Flcht 90-000,83/09/03,8309190046 


0309120460 Requests info ro issue solutions accepted by NRC which have 
& have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Reviou Group 
1 1 generic Issue 

STEFANO, J J Licensing Branch 1 03/09/02 HOLTZSCHBR.D L 

Illinois Power Co 2pp 18443 173 24X Flche 30-000.83/09/02, 

8309120460 


—8309120470 Requests info re issue solutions accepted by NRC which have 
& have not been addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Oroup 
1 1 generic 1 ssue 

STEFANO, J J Licensing Branch t B3/05/02 POWELL. P Washington 
Public Power Supply System Ip 16443 174 24X 

Flcht 90-000,83/09/02,8309120460 


— 8309120477 Requests Info re Issue solutions accepted by NRC which have 
b have not been addressed In SER/supp lementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO, J J Licensing Branch 1 83/09/02 REED. W J Gulf 

States utilities Co Ip 18443 179 24X Flche 90-000,83/09/02, 

8309120460 


— 6309120469 Requests info re issue solutions accepted by NRC which have 
b have not been addressed In SER/suppIemental SERs Info 
needed to documant evaluation on each Licensing Review Group 
1 1 generic 1 ssue 

STEFANO, J J Licensing Branch 1 33/09/02 RICHARDSON, J D 

Mississippi Power b Light Co Ip 18443 176 S4X 
Flche 50-000,83/09/02,8309120460 


—8309120491 Requests info re issue solutions accepted by NRC which have 
b have not been addressed In SER/supp lementel SERs. Info 
needed to document evaluation on each Licensing Review Oroup 
1 1 generic 1 ssue 

STEFANO, J J, Licensing Branch I 33/09/02 DUZZELLI.EM 
Cleveland Electric Illuminating Co Ip 18443 177 24X 

Flche 30-000,83/09/02,8309120460 


8309160041 Forwards marked-up FSAR pages describing equipment for 
eampllng b monitoring process b effluent streams during 
postulated accidents Submittal closes out commitment In 
Section 1192 (Page 11-14) of 8ER, NUREO-Oe92 
BOUCHEY, G 0 Washington Public Power Supply System 63/09/10 
SCHWENCER.A Licensing Branch 2. 20pp. 10444 009 24X 

Flche 90-397,83/09/10,0309160041 


8305250062 Forwards Suppl 3 to SER <NUREG-0a92) W/o end 
SCHWENCER.A Licensing Branch 2 83/05/19 FERGUSON. R L 

Washington Public Power Supply System 2pp 1S996 307 24X 

Flche 90-397,03/09/19.8309290082 


F Security, medical, emergency & fire protection plans 


—8305190077 Commcndi representatives of BWR/6 utils participating In 
Licensing Review Group II for efforts In resolving Issues 
generic to BWR/6 OL appltcents. 

EISENHUT, D 0. Division of Licensing. 83/05/03 CAHILL, J Oulf 
States Utilities Co, 2pp 18523:206 24X Flche’ 50-000, 83/05/03, 

8305190046. 


8305130262 Notification of 830924 meeting u/utll In Walnut Creek, CA 
to review program itatus of eng Ineerlng, 1 icenslng, c onst, 
startup, quality verlf Icat ion, equipment qual if Icetlon 
(environ b seismic) b emergency planning 

e Region 9, Office of Director 83/04/09 Region 9, Office of 
Director 2pp. 18439-242 24X Flche 50-397,83/04/09,8309130262. 
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B30M 10034 Generic Ltr 63-Sl to all licensees of operating reactars> 
applicants for OLs It holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
5vc list end 

ElSENHUr.DO Division of Licensing Q3/0S/] 1 Cons d 1 idated 

Edison Co of Meu Vork. Inc Ifipp 1 B340 099 24X 

Flche 90-000, 33/0 9 /-111 0303 110034 


8303240213 Foruiards monthly status rept on offsite emergency 
preparedness for OL. revleuis for Apr 19B3 

DlRCKSi U J Office of the Eiecutlve Director far Operations 
B3/09/13 PALLADIMO.N J Commissioners Spp 18993 32B 24X 

Ficha 30-000,83/09/13.0309240213 


0 Adjudicatory correspondence 


B3032903B2 Brief In o-pposltlon to Coalition for Safe POiuer appeal from 
ABLB 830222 memorandum ti order dismissing B20223 petition to 
intervene Petitioner failed to part leu lari i e & support 
contentions Certificate of Sve end 

REYNOLDS, N S Hashing ton Public Pouer Supply System REYNOLDS, N S 
Debevotse t< Liberman B3/03/25 Atomic Safety and Licensing 
Appeal Panel 23pp 17724 021 24X Ftche 90-397,63/03/29, 

B303290382 


8303260174 Advises that time for Commission to revieu ALAB-722 expired 
Commission declined review Decision became final agency 
action on B30923> 

CHILKiB J Office of the Secretary of the Commission 83/09/25 
Atomic Safety and Licensing Board Panel tp 13599 272 24X 

Flche 30-397,03/05/25,0309260174 


K Utility Final Safety Analysis Report (FSAR) t< amiends 


8305120233 Forwards Amend 2? to FSAR 

BOUCHEYf G D Washington Public Power Supply System B3/03/19 
BCHUENCER, A Licensing Branch 2 2pp tB424 226 24X 

Fiche- 30-397, 03/03/19, B309I20233 


—3309120236 Amend 29 to FBAR 

• Washington Public Power Supply System 03/03/31 992pp 

18424 220 24X Fiche 90-397, 03/03/15,8305120233 


Q Inspection reports, IE Bulletins U correspondence 


6212060335 IE Info Notice 83-14, "Dewatered Spent Ion. Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYLOR, J M Division of Safeguards t> Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Co of New Yart, Inc 

I12pp 18306 319 24X Flche 90-000,83/03/21,8212060365 


8303040021 IE Info Notice 63-21, "Defective Emergency Use Respirator " 
8vc list end 

JDRDAN.E L Division of Emergency Preparedness 1< Engineering 
Response CPost 6301031 83/04/15 Consol Idated Edison Co of New 

Yort, Inc 126pp. 16439 199 24X Fiche 50-000,83/04/15,8303040021 


6309170379 Forwards IE Insp Rept 30-397/83-10' on 030301-31 No 
noncompl lance noted 

STERNBERG, 0 H Region 9, Office ef Director 03/04/18. 
CARLISLE, C B Washington Public Pouer Supply System 2pp 
18469 191 24 X Flche 90-397,63/04/18.8309170373 


— B30S1703BI IE InSp Rept 90-397/83-10 on 830301-31 No n one omp 1 lane e 
noted Major areas inspacted pipe support records, const 
duality rover if Icatlon activities t, const mgt topics 
TOTH, A D < DODDS, R T Region 9. Offica of Director 83/04/19 
i4pp 18469 193 24X Flche 90-397.83/04/18,8309170379. 


6309170346 Forwards IE Imp Rept 30-397/63-13 on 830404-08 No 
noncomplience noted. 

BTERNBERO, D M Region 9, Office Of Director 83/04/19 
CARLISLEtC 8 Nashington Public Power Supply system 2pp 
IB469 268 24X Flche 30-397,83/04/19,8309170346 


— 8309170349 IE Imp Rept 90-397/83-13 on 830404-08. No noncompl lance 
noted Major areas inspected preoperat lonal teat program, open 
Items. IE bulletin/circular response, TMI <NUREG-0737) 
activities 1, independent insp 

U3LLETT.D J . DODDS, R T Region 9, Office of Director 03/04/19. 

3pp 10469 270 24X Ftc he; 90-397, 83/04/19, 83091 70346 


8303040023 IE Info Notice 83-22, "BHR Safety /Re lief Valve Failures ■' 
Sve list and 

vIOROAN, 6 C.. Division of Emergency Preparedness 6 Engineering 
Response iPest 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc. It2pp. 18303 089 24X Flche 90-000,83/04/22,8303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Banting Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/29 Consolidated Edison Co of New 

York, Inc 119pp 18301 291 24X Flche 90-000,03/04/29,8303040029 


6309130245 Forwards "HNP-B Project Review of Completed Safety-Related 
Work," fourteenth progress rept for Jan-Mar 1983, per util 
800717 commitments In response to notice of violation (< addl 
info In accordance W/10CFR90, 941 f ) 

CARLISLE, C 5 Washington Public Power Supply System S3/04/26, 
MARTINiJ D Region 9, Office of Director I7pp 18439 199 24X 

Flche 90-397,03/04/26,8305130249 


8309170436 Forwards IE Insp Rept 90-397/83-12 on 830301-31 No 
noncompl lance noted 

STERNBERG, D M Region 5, Office Of Director. 83/04/26 
CARLISLE, C S Haihington Public Power Supply System 2pp 
18469 177 24X Pi c h i • 50-397. 83/04/26, 8309170436 


— 0305170439 IE Insp Rept 50-397/83-12 on 030301-31 No noncomp 1 1 ance 
noted Major areas Inspected preoperatlonal test procedure 
review, witness ing & Independent imp effort 

FEIL.R A , TOTH. A 0 , DQDD0, R T Region 5, Office Of Director 
83/04/24 7pp 18469 17? 24X Flche 50-397,83/04/26,8309170436 


8303040026 IE Info Notice 83-24, “Loose Parts In Secondary Side of 
Steam Generators at PURi. “ 8vc list end. 

JORDAN, E L Division of Emergency Prapercdneii ti Engineering 
Response (Post 830103) 83/04/28 Cortsol idated Edison Co of Ntu 

York, Inc llSpp 10382 047 S4X Flche 90-000,63/04/28,8303040026 


8303040027 IE Info Notice 83-25, “Standby Oai Treatment Sys Heater High 
Tamp Trip Setpoint Adjustment " 6vc list encl 
JORDAN, E L Division Of Emergency Preparedness t, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of Nsu 

York, Inc llSpp 18382 169 24X Flche 90-000,83/04/28,8303040027. 


8303040028 IE Info Notice 83-26, “Failure of Saf ety/Rel ief Valve 
Discharge Line Vacuum Breakers “ 8vc list end. 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103), 83/09/03 Consolidated Edison Co. of Ntu 

York, Inc I22pp 1 844 1 170 24X Flche 90-000,03/09/03,8303040028. 


83050S019? Forwarda Vol 4 to "HPP8S Nuclear Project 2 Preservlct Imp 
Program Plan, Summary Rept," documenting completion of approx 
9BX of volumetric 6 surface exams, repairs t, replacemants t, 
including Request for Relief PSl-2-001 

BOUCHEY, 0 D Haahlngton Public Power Supply System 83/09/03 
SCHHENCER, A Licensing Branch 2 3pp 18341.121. 24X 

Flehs 50-397,83/09/03,6309090199 


— 8305090164 Vol 4 to “MPP88 Nuclear Project 2 Preiarvlce Insp Progrea 
Plan, Summary Rept ” 

PORTER, D U I MARTIN, J Washington Public Power Supply System 
83/04/27 !96pp 18341 123 24X Flche 90-397,83/09/03, 

8309090199 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list encl 

JORDAN, E L Division of Emergency Preparednais ti Cnglnatrlng 
Response (Post 030103) 03/09/04 Coneolldated Edison Co. of New 

York, Inc 112pp 18382 282 24X Flche 90-000,83/09/04,8303040030. 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Rscommendetlont for Gensral Emergencies " 8vc list encl 
JORDAN, E L Division Of Emergency Preparedness h Engineering 
Response (Post 830103). 83/05/04 Consolidated Edison Co, of Nsw 

York. Inc 119pp 18441 001 24X Flche 50-000,83/05/04,8303040031. 


B309I7033S Forwards IE Insp Rept 50-397/63-16 on 830418-22 No 
noncompliance noted 

BOOK.H E Region 9, Office of Director, 83/09/09. CARLISLE, C. 8 
Haahlngton Public Power Bupply System 2pp 18469,126 24X 

Fiche 90-397,83/09/09,8309170339 


— 8309170343 IE Insp Rept 90-397/83-16 on 830418-22. No noncompl lance 
noted Major arses Inspectad raduasta mgt sys, Including 
rsvlaw of preoperatlonal test program t, status of gas, liquid 
ti solid waste treatment sys 

YUHAS. O P . WENBLAWSKI.F A , BOOK, H E Region 9, Office of 
Director 83/09/04 9pp 18469 128 24X Flche 90-397,83/09/09, 

8309170339 


83092602S2 Requests unrestricted access for team members to site during 
NRC const assessment team intp scheduled for 830916-27 ti 
0606-16 

BTERNBERO, D. M Region 9, Office of Director. 03/09/09, 

CARLISLE, C 8 Uashlngton Public Power Supply System. 8pp 
16626' 108 24X Fiche 90-397,83/09/09,8309260292 
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— -BSOSSAOSSS Licts t«am mvmbers tt areas at assignment for NRC const 
Assessment Insp schaduted for 8309t&-37 h 060A-ld> 

HElSHMANi R F Reactor Construction Branch 83/04/S6 Reactor 
Construction Branch tp 18&26 1 tO 34X Fichs 30-397.83/09/03. 
8309S&0233 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Dsformatlon '' Sve list incl 

JORDANj E L Division of Emergeneg Preparedness t, Engineering 
Rssponse (Post 830103) 83/09/06 Consolidated Edison Co of Neu 

York, Inc 119pp 18923 248 24X Flche 90-000.83/09/06.8^03040033 


8309230720 Forwards list of utils responding to requests for cost 
figures on backfltting 

TOURTEUUOTTE. J Regulatorg Reform Task Force S3/04/lt 
PALLADINO.N J Commissioners 2pp 18342 272 24X 

Fiche SO-000, 83/04/1 i. S303230720 


8309170377 Forwards request for design documents to co-ntlnue NRC 
review 

KNIOHTON.G M Licensing Branch 3 03/04/21 UTLEV. E E Carolina 

Power tt Light Co 3pp 10496 117 24X Flche 30-400,83/04/21. 

0309170377 


6303040034 IE Info Notice 83-30, ''Misapplication of Oenerlc Emergeneg 
Operating Procedures (EQP) Ouidellnes " Sve list end 
JORDAN^ E i. Division of Emergeneg Preparedness tt Enginesrlng 
Response (Post 830103) 83/09/11 Consolidated Edison Co of New 

York. Inc 114pp 18924 003 24X Flche 90-000,83/09/11.8303040034 


8303040040 IE Info Notice 83-31. “Error in ADLPIPE Computer Program " 
Bve list end 

JORDANrE L Division of Emergeneg Preparedness & Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of Neu 

York, Inc. 114pp 18697 009 24X Fiche 90-000, 83/09/19, 8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentat J ve Sampling of 
Contaminated Oil “ Sve list end 

JORDANtE L Division of Emergeneg Preparedness 8< Englnserlng 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Nsu 

York, Ine U4pp 10647 007 24X Flche 90-000.83/09/26,8303040046 


R. Periodic operating reports & related correspondence 


8309130249 Forwards ■'ViNP-2 Project Review of Completed 8af etg-Related 
Horfci ” fourteenth progress rept for Jan-Kar 1963. per util 
800717 c ommltmsnts in rtsponse to notice of violation (> addl 
info In accordance iu/10CFR90 94(f) 

CARLISLE. C 8 Mashing ton Public Power Supptg Sgstem 83/04/26 

HARTtN.J D Region 9, Office of Director t7pp 18439 199 24X 

Fiche 90-397,03/04/26,8309130249 


S Reporteble occurrences. LERs t. related correspondence 


8309030300 Pert 21 ript re linear indications Identified In 8A 106 
grade pipe Initlallg reported on 830413 Caused bg mfg 
process error b ultrasonic exam Inadequadae All seamless 
pipe put on hold It magnetic particle examined 

CARLISLE. C 9 Washington Public Power Bupplg Sgstem 83/04/15 
martin. J Q Region 9. Office of Director 18pp 18297 070 24X 

Flche! 90-397, 83/04/19. 8309030300 


8309090699 Oenerlc Ltr 83-20 to all operating reactor Licensees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EISENNUTiD 0 Division of Licensing 83/09/09 Conso,! Idated 

Edison Co of New York. Inc 16pp 18627 193 24X 

Flche 90-000,03/09/09.0309090699 


0309120467 Forwards "Conformance H/Tltle 10 of CFR Parts 20.30 b 100." 
per 811125 request b 820630 schedule Requirements of 
applicable regulations met Addl verification provided bg 
independent NRC review 

MCDUFFIE, (1 A Carolina Power b Light Co 83/09/09 DENTON, H H 
Office of Nuclear Reactor Regulation. Director 13pp 18431 058 
24X Flche 50-400,83/05/09,0305120467 


8305170282 Forwards changes to corporate QA prog rem, c urrent Ig provided 
In Section 1 0 of P8AR 

MCDUFFIE, M A Carolina Power b Light Co 03/05/09 DENrON.H R 
Office of Nuclear Reactor Regulation, Director Ip. 18465 329 24X 

Flche 90-400,03/05/09,8305170282 


—8305170283 Changes to Section 1 8 (OA program) of P8AR 

« Carolina Power b Light Co 83/05/09 14pp 18465 330 24X 

Flche 90-400,83/09/09,0309170282 


0 NRC Draft/Final Environmental Statements, suppls b correspondence 


0309170149 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
8HEAR0N HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2 Docket Nos 
8TN 90-400 And STN 90-401 (Carolina Power And Light Compang) 

* Office of Nudoar Reactor Regulation, Director NUREO-0978 
83/04/30 220pp 10477 216 24X FlCho 90-400,83/04/30.8309170149 


6309200122 Forwards DE8 b FR notice W/o OES 

KNIOHTON.G W Licensing Branch 3 83/05/12 UTLEY. E E Carolina 

Power b Light Co 2pp 18928 346 24X Fiche 90-400.03/09/12, 

6309200122 


6309030907 Final b interim defldencg repts re Class IE cables in 
Belsmlc Categerg 1 raceuags b standbg ijas treatment sgs 
damper Next rapt bg 030718 

CARLISLE. C S Washington Public Power Supplg Sgstem 03/04/18 
KARTIN.if B Region 9, Office of Director llpp 18299 098 24X 

Flche 80-397.03/04/18,0303030907 


B3Q9030900 Interim defldencg repts re IE Circular 81-09, "Swag Strut/ 
Snubber End Bushings" b Anaconda flexible conduit Initlallg 
reported on 821202 b 830321, resp ectlvelg Guarterlg updates 
will contlnui to be provided Next rept expected bg 830720 
CARLISLE, C. S Washington Public Power Supplg Sgstem 83/04/20 
MARTIN. J. 8. Region 9, Office of Director 9pp 18306 349 24X 

Flche 90-397.83/04/20,8309030900 


"8309200129 Notice of avallabilltg of DES 

KNIGHTON, 0 W Licensing Branch 3 83/03/12 2pp 10928 348 

24X Flche 90-400,83/09/12.8303200122 


8309200197 Forwards draft EIS b FR notice W/o end 

KNIGHTON. 0 W Licensing Branch 3 83/09/12 Dutxel b Kass 

EBERT.P Affiliation Unknown 3pp 18976 191 24X 

Flche 90-400,83/09/12,8309200197 


8309200205 Forwards, for comments, OES b notice of avaLlabllltg W/o end 
KNIOHTON.G W Licensing Branch 3 83/03/12 WILSON. K 

Environmental Protection Agencg 2pp 10940 219 24X 

Flche 90-400,83/09/12.8309200209 


6309130106 Interim defldencg repts on Condition 221 re NAMCO EA-IBO b 
EA-740 limit switches b Condition 226 re t29-volt dc motor 
operator connseted to 290-volt de power source Next rept 
bg 630726 

CARLI8LE, C.8 Weshlngton Public Power Supplg Sgstem B3/04/26 
MARTIN. J.Q Region 9, Office of Director 4pp 16430.093 24X 

Flche- 90-397. 83/04/26, 8305130106. 


DOCKET 90-400 8HEARDN HARRIS NUCLEAR POWER PLANT, UNIT 1 


A Appl icatlon/constructlen stage documents b correspondencs 


6309230283 Forwards capital cost analgsis for backfltting expendlturss 
reflecting both actual costs b estimates for mods planned or 
In progresB 

SMITH, 8 H Carolina Power b Light Co 63/03/22 TOURTELLOTTE, J 
Regulatorg Reform Task Force 13pp 18343 277 24X 

Flche: 90-000, 63 / 03 / 22 , B3O923O203. 


8309020906 Forwards raquist for addl Info re personnel training to aid 
In review performed bg Licensee Ouallfications Branch. 

KNIGHTON, O.W Licensing Branch 3 83/04/11 UTLEY, E E Carolina 

Power b Light Co 4pp 16284 329 24X Flche 90-400,83/04/11, 

6309020906 


8309200209 Forwards, for review b comment, DEB Comments due within 43 
dags after FR publication W/o one 1 

KNIGHTON, 0 M Licensing Branch 3 83/09/12 WOOD, U M Commerce, 

Dept of, Natl aceanograph le b Atmospheric Administration 4pp 
18940 211 24X Flche 90-400,83/09/12,830520020? 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8309020124 Forwards responses to draft SER Open Items 0 b 9 for 
Meteorological b Effluent Treatment Branch Wind loads far 
winds faster than 117 mph considered In sve load 
combinations for containment design (F9AR Table 3.8 1-2) 
MCDUFFIE.M.A Carolina Power b Light Co 83/04/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp. 10278 231 
24X Flche 90-400,83/04/27,8309020124. 


8309230296 Forwards OA Branch b Mat Is Engineering Branch requaets for 
addl Info not addressed in Fob 1983 draft SER Info 
requssted bg 630701 

KNIGHTON, 0 W Licensing Branch 3 83/05/03 UTLEY, E E. Caroline 

Power b Light Co 7pp 18943 292 24X Flche 50-400.33/09/03, 

0309230296 
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83030&09S9 Foruiard$ reaponies to draft SER Open Item* 34> 33t 40< 4S Sc 44 
MCDUFFIEcM A Carolina Power & Lljht Co B3/05/04 DENTONtH R 
Office of Nuclear Reactor Repulationc Director 9pp 1S348 293 
24X Fleho 30-400. 83/03/04, 83050&0535 


0303110346 InPorme that draft SER Open Item 67 re deelpn of normal 
containment purge «ifs closed Sys adequate Issue of time sijs 
alloued to operate to be addrovsed during Tech Spec 
preparation 

HCOUPFIE. H A Carolina Poceer <• Light Co 03/09/07 DENTON, H R 

Office of Nuclear Reactor Regulation. Director Ip 18406 339 24X 

Flche 30-400,83/05/09.8305110243 


8303110294 Confirms 8304S6 telcon closing out draft SER Open Items 
296 l< 299 per Generic Utr 82-i4 Responses to other open 
items lui 1 1 be submitted shortly 

KCDIfFFIE. N A Carolina Power & Light Co 83/09/0? DENTON. H R 

Office of Nuclear Reactor Regulation. Director ip 18393 307 24X 

Flche 30-400. 83/03/09. 83031 10294. 


8305160017 Forwards response to draft SER Open Item 59 re containment 
sys Reactor cavity subcompartment analysis conservative 
KCDUFFIE. N A Carolina Power & Light Co 83/09/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 18493 163 
24X Fiche 30-400.83/03/11.6309160017 


8303160021 Forwards response to draft SER Qpon Item 294 concerning 
refueling water storage tank (RUST) Two RUST vent lines are 
protected from freeiing by redundant ambient sensing heat 
tracing on each vent line 

MCDUFFIE. H A Carolina Power *> Light Co 83/03/11 DENTON. N R 
Office of Nuclear Reactor Regulation. Director 2pp 18432 347. 
24X Flche 30-400.83/09/11.6303160021 


8305160109 Advises that draft SER Open Items 48 li 74 closed per Oenerlc 
Ltr 82-14 No anticipatory reactor trip mod proposed 
MCDUFFIE. H A Carolina Power & Light Co 83/03/11 DENTON. N R 

Office of Nuclear Reactor Regulation. Director ip 18444 029 24X 

Flche 90-400. 83/03/11,8303160109 


6309160400 Forwards response to draft SER Open Item 191 rc closing of 
cooling water surge tank vent valve upon radiation alarm 
annunciation Vent valve automatically closes upon receipt of 
signal from cooling watar monitor 

MCDUFFIE.H A Carolina Power t< Light Co 83/03/16 DENTON. H R. 
Office of Nuclear Reactor RegulatlO'n. Director 2pp 18486 012 
24X Flche 30-400.83/05/16.8309180400 


8305200442 Advises that draft BER Open Item 128 closed per S303S9 
telcon Dascrlptlon of new fuel pool antisiphon svcs will be 
provided in response to Open Item 130 

MCDUFFIE. M A Carolina Power & Light Co. 83/03/16 DENTON, H R, 

Office of Nuclaar Reactor Regulation. Director Ip 18917 123 24X 

Flche 30-400,63/03/16,8303200442 


8303200329 Forwards responses to Procedures Ik Sys Review Branch draft 
SER on Open Items 200.203 6 206 re proposed method for 
measuring process~to-aensor response time 

MCDUFFIE.H A Carolina Power k Light Co 83/03/18 DENTON, H. R 
Office of Nuclear Reactor Regulation. Director 9pp 18917 046. 
24X Flche 90-400, 83/09/18. 8303200329 


8309200384 Forwards response to draft SER Open I terns 32 t> 33 re 
Irradiatlon-f trengthened Zlrcaloy yield strengths 6 
predicted cladding collapse time exceeding lifetime of fuel, 
resp actively 

MCDUFFIE.H A Carolina Power tc Light Co 83/09/18 DENTON, H. R 
Office of Nuclaar Reactor Regulation. Director 9pp 18318 160 
24X Flche 30-400.03/09/18.8303200384 


8303830494 Documents 830421 telcon re draft SER Open Items 12.19 b 16 
concerning environ 6 hydrologic engineering, per Centric Ltr 
82-14 Items considered closed as result of info submitted 
in 821104 ltr 

MCDUFFIE. li A Carolina Power h Light Co 83/09/22 DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director tp. 18983 394 24X 

Flche. 30-400, 83/03/28, 8305890494 


03O327OD23 Forwards responses to draft Chemical Engineering Branch BER 
Open Items 149 I, 148 re TM! Item II. B 3, "Post-Accident 
Simpllng Bye" i< operator training requirements for post- 
accident sampling sys. respsc tlv* 1 y. 

MUDUFFIE, M A Carolina Power «, Light Co. 83/05/33 DENTON, H. R. 
Office of Nuclear Reactor Ragulatlon, Director 3pp, I8633'349. 

84X Flche 30-400,83/05/23.8303270083. 


8303260S34 Informs that draft Radiological Assssimcnt Branch SER Open 
Item 166 closed per 830910 telcon on FSAR Ones t ton 471 21. 

Rtsponsss to other open Items In draft SER expected shortly 
MCDUFFIE.H A Caroline Power h Light Co 03/03/24 DENTON, H.B. 

Office of Nucleer Rsector Regulation, Director ip 18999 339 24X 

Flche! 30-400, 03/03/24. 8303260234. 


F Security, medical, emergency & fire protection plans 


8309110034 Oenerlc Ltr 83-81 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EI8ENHUT. D 0 Division of Licensing, 63/09/11 Consolidated 
Edison Co of New York. Inc 16pp 18940 099 24X 

Fiche 90-000. 83/03/1 1. B303H0034 


8309240213 Forwards monthly status rapt on offslka omsrgtncg 
preparodness for OL roviows for Apr 1983 

OIRCKS. N J Office of the Executive Director for Operations 
83/09/13 PALLADINO, N J, Commissioners Spp 16993 322 24X 

Flche 90-000.83/03/13,8303240213 


0 Adjudicatory corrsspondonce 


8303040479 Requests axtansion by 1-wk of dsadline rs briefs on proposed 
security plan experts Tima notded due to largo number of 
doposltlons & late scheduling of depositions Related 
corraspondenct 

CARROU.H Carolina Powar «< Light Co 83/04/28 KELLEY, U L. , 

BRIGHT, 0 0 , CARPENTER, J H Atonic Qafaty and Licensing Board Panel. 
2pp 18322 163 24X Flche 30-400,63/04/28,8303040479 


— 8309040489 Answers to general Interrogatories & intarrogatorlas on 
Contentions 82A, 22B, 79, 80, 83, 84 S< 132, first sot Related 
correspondence. 

CARROU.H Carolina Power «< Light Co 83/04/28 EDDLEHAN.W 
Eddleman, N. 63pp 16322 169 24X Flcha' 90-400. 83/04/28. 

8309040479 


— 8309040492 Response to request for production of documents Certificate 
of 8vc end 

CARROU. H Carolina Power s. Light Co 83/04/28 EDDLEMAN, U 
Eddleman, W 4pp 18322 228 24X Flche- 90-400, 83/04/28. 

8309040479 


— 8303040498 Response to first request for admission re Eddleman 
Contention 22-B Certificate of Svc end 

CARROU.H Carolina Powar «i Light Co 83/04/28 Eddleman, H 
4pp. 18322 232 24X Flche 90-400, 03/04/28, 8309040479 


8303060471 Forwards LI Loflln affidavit to be Included In util 83042S 
answers to U Eddleman first set of Interrogatories on 
Contsntlons 22 A, 22B, 73, 80, 83, 84 «c 132 Svc list end. 

CARROU.H Carolina Powar t< Light Co 83/09/02 KELLEY, U L. , 

BRIGHT, O O , CARPENTER, J H Atomic Safety and Licensing Board Panel. 
4pp. 18391 179 24X Fiche 90-400,03/09/02.8309060471. 


B3090604B9 Contentions based on util site emergency plan Certificate of 
Svc end 

EDDLEMAN.U Eddlsman, W 83/09/02 Atomic Safety and Licensing 
Board Panel 4pp 18340 139 24X Fleho: 30-400. 83/03/02. 8303060409. 


6305060932 Answer to NRC 930420 motion to compel Conservation Council 
of North Carolina to respond to discovery Council Is willing 
to negotiate Council unable to answer all NRC discovery 
requests U/Certif icate of Svc Related correspondence 
RUNKLEtU Conservation Council of North Carolina RUNKLE, J 
Runkle. J D 83/09/02, lOpp 18347 293 24X 

Flche 90-400,03/09/02.8309060932 


8303040412 Memorandum tt order confirming withdrawal of Citizens Against 
Nuclear Power as formal party 

KELLEY, J.L Atomic Safaty and Licensing Board Panel 83/09/03 
Cltlisns Against Nuclaar Power Ip 18319,398 84X 

FIthf . 30-400. 03/03/03, 8303040412. 


— 8309040421 Advises of Citizens Against Nuclear Power withdrawal as 
formal party 

NEUMAN, P T . NEWMAN, 8. E Citizens Against Nuclear Powar. 
83/04/28. KELLEY, U L Atomic Safety and Licensing 8oard Panel 
tp 18319 399. 84X Flche; 90-400. 83/09/03. 8309040412 


8309090479 Motion to compel applicant to respond to Conservation 
Council of North Carolina Interrogatories 4-1 through 4-9 (i 
4-14 (first sat) rs Contention 4 concerning cumulative 
effects of transshipments Certificate of Svc and, 

RUNKLE, U Conservation Council 'of North Carolina 83/09/03, 6pp. 
18360:829 24X Flche 90-400.83/03/03.0309090479, 


8309110149 Affidavit of U Eddleman certifying nagotatloni w/NRC re 
response to NRC first sot of Interrogatories, 

EDDLEMAN.U Eddlsman, U 83/09/06. 2pp. 16393.342 24X 

Fichs; 90-400, 83/09/06, 8303110149. 
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sg091l0222 Retpondf to NRC first sat of Interrogotorlas Relotod 
c orratpondonea 

EDOLEHAN. U Eddltmjn. U 83/09/Of> Atomic Safety and Licensing 

Board Panal IRpp 10407 076 24X Fiche 3O-4O0 j B3/03/06. 

0309110222 


8309110361 Rasponsa to applicant third sat of first round 
Interrogator las Certificate of Sve end Related 
corraspondencs 

EDDLEMAN.M Eddltmsn. U 83/03/06 Carolina Poieer t> Light Co 

lapp. 10406 207 24X Flcha 30-400.83/03/06,0303110361 


0309110366 First sat of Intarrogatorl es Reply requested before 030529 
Ralatad correspondance 

EDBLEMAN. W Eddlaman. W 03/03/06 Office of the Executive Legal 
Director lOpp 18406 269 24X Flche 30-400.83/03/06.0309110366 


0309120288 Ruhmletion of Contention 161 re DB-416 circuit breakers for 
safe shutdoun defects & possible malfunction Documents from 
which basis derived unavellable until 030420 Certificate of 
Sve enc 1 

EDDiLEMAN.H Eddlemen. W 03/09/07 Atomic Safety and Licensing 
Board Panel 2pp 18424 120 24X Fleho 90-400.83/09/07,0303120283 


0309130079 Responds to R Wilson Intorrogatorles Certificate of Sve fc 
affidavit end Related correspondence 

CARROWtH Carolina Power 6 Light Co 83709/10 Wilson. R 19pp 
10436:277 24X Flche 90-400.03/09/10,8309130079 


0309130080 Response to R Wilson request for production of documents as 
contained In interrogatories to applicant Documents will be 
made .available at mutually agreeable time Certificate of 
Sve end Related correspondence 

CARROM, H Carolina Power b Light Co 83/09/10 WILSON.R Wilson, 

R 4pp 10437090 24X Flche 50-400,83/09/10,0309130088 


0309170477 Responses to first set of general Interrogatories & 
Interrogatories on Contantlons 41 & 69 Certiflcats of Sve 
and. Related correspondsnee 

BAXTER. T A Carolina Power b Light Co. BAXTER,? A Shaw, Pittman, 
Potts & Trowbridge 83/09/12 EDDLEMAN. W Eddlaman, W 96pp 
18467 299 24X Flche 90-400.03/09/12,0309170497. 


0309170490 Response to flrel set of requests for production of 
documsnto on Contentions 41 b 69 

BAXTER,?. A Carolina Powsr b Light Co BAXTER,? A 8hau, Pittman, 
Potts b Trowbrldgs. B3/09/13 EDDLEMAN. W Eddltman, U. 3pp 
10469:319 24X Flehs 90-400,83/09/13,8309170490. 


8309170496 Rssponss to 830318 Interrogatories Related correspondence 
WILSON.R. Wilson, R 03/09/13 Office of the Executive Legal 
Director 9pp 10467:209 24X Fleho 30-400.83/09/13,0309170496 


8309I704B6 Clarification b supplementation of 030303 responsas to 
030131 Interrogatories b request for production of 
documsnts Csrtlflcats of Sve encl Related correspondence 
WILSON, R Wilson, R. 83/09/13 Carolina Power & Light Co 4pp 

10470:069 24X Flche 90-400,03/09/13.8309170486 


0309170491 Second set of Interrogator Its Related correspondence, 

WlLSONiR Wilson. R 03/09/13 Carolina Power t, Light Co 2pp. 
10470.006. 24X Flche- 90-400. 83/09/13, 8309170491 


0309170928 Buppl to Contantlons 190 - 161 re five factors for late 
filing of contentions Balancing of factors not required 
sines contentions bated on previously unavailable Info 
certificate of 8vc encl 

CODLEHAN, W Eddlemon, W 83/09/14 Atonic Safety and Licensing 
Board Panel Spp 10467 392 24X FI c he- 90-400, 83/09/14. 8309170328 


0309240900 Response to flrct set of Interrogatories on Joint 
contention II, Certificate of Sve ancl.Aelated 
correspondence 

PAYNE, M T. Hudiu Alliance. PAYNE, M. T Edetsteln b Payne. 
83/03/16. Carolina Power b Light Co 21pp 18373 200 24X 

Flehs 90-400, 83/03/ 1 6, 8303240300 


0309240907 First set of 1 nterrogator lot on Contantlons 111,1V b V. 
Certiflcats of Sve end. Related correspondence 
PAYNE, M T Kudiu Alliance PAYNE. M. T, Edelsteln b Payne. 
83/09/16. Carolina Power b Light Co. 19pp. 18971 244. 24X 

Fleho. 90-400. 83/09/16, 8309240907. 


8309190231 Brief on qualifications of ultnosioi proffered as expert In 
sccurltfi planning, tOCFR73, Parts of plans r# expertise of BJ 
Tuggle, JR Maples, LW Stevens b ER Bleacher should bs made 
available to experts W/Certtflcats of Sve, 

BARTHiC. A Hearing Branch 1 83/09/17, 13pp 1B900 107. 24X 

Flche: 90-400, 03/09/17, 8309190231 


0303200630 Request for extension until 830603 to respond to U Cdd 1 
030302 contentions on util site emergency plan Counsel has 
numerous conflicting obligations Certificate of Sve sncl 
O'NEILL, J H Carolina Power b Light Co O'NCILL, J H Shaw, 
Pittman. Potts b Troubridge 03/09/17 Atomic Safety and 

Licensing Board Panel 3pp 18520 153 24X Fiche 90-400.83/09. 

9309200630 


B30324O446 Drlef re qualifications of persons proffered by Interval 
as experts to evaluate facility security plan All five 
intervenor witnesses fall to display sufficient expertise b 
should be uithdraten Certificate of Sve one 1 

FLYNN, S F . CARROW, H Carolina Power b Light Co 03/05/17 29( 

18374 091 24X Flcha 50-400,83/03/17,8305240446 


8309240951 Motion requostfng J liackie be withdrawn as proposed expt 
Witness Applicant deprived of right to depose Hackle 
Benefit of having conducted cross— examination not afforded 
Certificate of 8vc encl Related correspondonce 
FLYNN.S F , CARROW. H Carolina Power b Light Co 03/03/17 
Atomic Safety and Licensing Board Panel 3pp 18375 276 24X 

Flche 30-400,03/03/17,8303240351 


0303240990 Response opposing Conservation Council of North Carolina 
830303 motion to compel applicant to respond to discovery 
Contention 4 does not encompasB cumulative effects of fuel 
shipment M/Certl f Icatlon of Counsel b Certificate of Sve. 

O'NEIL, J H Carolina Power b Light Co O'NEIL, J H Shaw, Pitts 
Potts b Trowbridge 03/09/18 Atomic Safety and Licensing Doe 

panel 12pp 18973 284 24X Flche 30-400,03/09/18,0303240930 


K Utility Final Safety Analysis Report IFSAR) b amends 


0303200676 Forwards Amend 6 to F9AR Amend revises poiltions re rep 
guides In Section 18b OA organliation b responsibility 
revs In Sections 13 I b 17 2, per 830311 final rule 
MCDUFFie.M A Caroline Power b Light Co 83/09/13 DENTON. 11 R 
Office of Nuclear Reactor Regulation, Director 2pp 10919-119 
24X Flche 30-400.03/03/13.8309200676 


— 0309200679 Amend 6 to FSAR 

* Carolina power b Light Co 83/09/13 23pp 18919 121 24> 

Fiche 90-400,83/09/13,0303200676 


8303240417 Forwards revised distribution 1 1st, ref let ting changes In 
title. name b address of persons receiving copies of Amend 
6 to F8AR. per request 

ZIMMERMAN, a R Carolina Power b Light Co 83/09/20 EI8EMHUT, D 
Division of Licensing 4pp, 18971 032 a4X Flche 90-400.83/09/2 
8303240417 


O Inspection reports, IE Bulletins b c orruspond ones 


0212060395 IE Info Notice 83-14. “Dewatered Spent Ion Exchange Resin 
susceptibility to Exothermic Chemical Reaction “ Sve list 
sne 1 

TAYLOR. J M Division of Safeyuapds b Inspection Programs (Post 
0301031 03/03/21 Consolidated Edison Co of Nsu York, Inc 

112pp 18300 319. 24X Flche 90-000.03/03/21.8212060389 


8305270341 Forwards IE Insp Repts 50-400/83-11 b 30-401/03-11 on 
030309-11 No none amp 1 1 anc t noted 

VERRELLI.B M Division of Pro.fect b Resident Programs 83/03/31 

UTLEY, E E Carolina Power b Light Co ip 18641-358 24X 

Flche 30-400,03/03/31,8303270341 


—0309270340 IE Insp Repts 50-40O/B3-1I b 90-401/83-11 on 830308-11 
noncompl lance noted Major areas Inspected structural design 
activities b TE Dulletln 79-02 b 79-14 followup 

LENAHAN, J J Region 2, Office of Director CONLON, T E. Dlvlsl 
of Engineering b Radiological Safety Programs 83/03/30. 4pp 
18641 399 24X Flcha 90-400.03/03/31,0309270341 


8303270946 Forwards IE Insp Repts 50-400/03-09 b 90-401/83-09 on 
030314-18 No noncompliance noted 

VERRELLIiO. M Division of Project b Resident Programs 03/04/09 
UTLEY, E. £ Carolina Power b Light Co 2pp 18649 276 24X 

Flehs- 30-400. 83/04/0 9, 0309270946 


— 0309270951 IB Insp Repts 90-400/83-09 b 30-401/83-09 on 030314-18 t 
noncomp 1 lanes notad Major areas Inspocted structural 
concrete b steal 

HARRIS, J R , CONLON, T, E, Region 2 , Office of Director, 03/04/0^ 
Spp 10645270, 24X Flche 30-400,83/04/03,0305270346. 


0309270377 Ack rtcolpt of 630331 Itr Informing NRC of steps taken to 
corrset violations noted In IE Imp Repts 30-400/03-03 b 
30-401/83-03 

VERRELLl. 0 M Division of Project b Resident Programs. 03/04/14 
UTLEY, E E Carolina Powar & Light Co Ip 10642 187 84X 

Flcha 30-400,03/04/14,8303270377 
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— 03OS27O303 Reeponiis to NRC 830302 1 tr ro violation's noted in IE In»p 
Rapt 90-400/83-03 Correettva actions preservlce imp 
Procedure NES-B0AS03S revised to Include surface eiegnetlc 
particle ln»p for Weld l-SH-RV-OlS 

PARSONS. R M Carolina Pouer & Light Co 83/03/31 □ 'REILLY. J P 

Region 2. Office of Director 2pp 18642 189 24X 

FicJie 50-400,83/04/14.8305270377 


— e3032703‘?l Foruardi IE Insp Repts 90-400/83-03 50-401/83-03 on 

830124-27 tt notice of vlolatioi) 

VEBfiELLl.D H Division of Project b Resident Program* 03/03/02 
UTLEY, E E Carolina Pouer i Light Co 2pp 18642 190 24X 

Flehe 30-400.83/04/14,8305270377 


“-03OS27O397 Notice of violation from insp on 830124-27 

• Region 2, Office of Director 83/03/02 ip 18642 192 24X 

Flche 50-400.83/04/14,8305270377 


— 8305270406 IE Insp Repts 50-400/83-03 6 50-401/83-03 on 830124-27 
Non coeipl lance noted failure to establish adequate measure* 
to control purchated >vc> 

KLEINSOROE. N P . BLAKE, J J Region 2, Office of Director 
83/02/28 llpp 18642 193 24 X Flche 50-4001,83/04/14,8305270377 


8303040021 IE Info Notice 03-21, "Defective Emergency Use Siiplrator " 
Svc ll»t end 

JORDAN, E L Division Of Emergency Preparedness ft Engineering 
Response (Post 8301D3> 83/04/15 Consolidated Edison Co. of Neui 

York. Inc 126pp 18435 155 24X Flche 50-000,83/04/15,8303040021 


8303040023 IE Info Notice 83-22, "BHR Saf ety/fiel ie f Valve Failures “ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response IPost 8301031 83/04/22 Consolidated Edison Co of Neu 

York. Inc n2pp 18383 089 24X Flche 50-000,83/04/22,8303040023 


0303040025 IE Info Notice 83-23, "rnoperable Containment Atmosphere 
Senilng 8ys " svc list end 

OORDAN.E L Division of Emergency Preparedness 6 Englncarlng 
Response IPosb 830103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc 119pp 18381 291 24X Flche 50-000,83/04/25.8303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830t039. 83/04/28 Consolidated Edison Co of Neu 

York, Inc ItSpp 18382 047 24X Flche 50-000.83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sye Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JOROAN.E L Division Of Emergency Preparedness k Engineering 
Response (Post 830103). 83/04/28 Consolldatad Edison Co. Of Neu 

York, Inc llSpp 18382 165 24X Flche SO-DOOi 83/04 /2Bi 8303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 8301031. 83/05/03 Consolidated Edison Co of Neu 

Yorki Inc t22pp 10441 170 24X Flche 50-000,83/05/03,8303040020 


8305270623 Foruards IE Imp Repts 50-400/03-14 & 50-401/83-14 on 
830413-15 No noncompl (ence noted. 

VERRELLIiD )i Division of Project & Resident Programs. 83/05/03 
UTLEY, E E Carolina Pouer It Light Co 2pp 18645 269. 34X 

Flche - 50-400, 83/05/03, 8305270623 


— 8305270632 IE Insp Repts 50-400/83-14 & 50-401/83-14 on 830413-15 No 
noncoffip 1 lance noted Major areas inspected geotechnical 
design activities, lakes, dams 6 canals, qual 1 ty records It 
safety-related dam/dfke operatienal Insp program 

LENAHAN'J j . CONLON, T E Region 2, Office of Director 03/04/29 
4pp 10645:271. 24X Flche 50-400,03/05/03. 0305270623 


8303040030 IE Info Notice 03-27, "Operational Response to Eventi 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAN, E L Division Of Emergency Preparedneis k Engineering 
Reipenie (Post 030103) 03/05/04. Consolidated Edison Co of Neu 

York. Inc. 112pp 18302 282 24X Flch e 50-000, 83/05/04, 0303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendation* for General Emergenciei " Svc list end 
JORDAN, E L Division of Emergency Preparednes* it Engineering 
Response (Post B30IO3) 03/05/04 Consolidated Edison Co. of Nfu 

York. Inc I19pp 18441 001. 24X Flche. 50-000, 83/05/04. 8303040031 


8305270484 Foruards IE Imp flepti 50-400/03-13 I, 50-401/93-13 on 
8304tt-i9 No noncompliance noted 

VERRELLIiD M Division of Project te Resident Program* 83/05/04. 
UTLEY. E E Carolina Pouar It Light Co 2pp 18644' 024 24X 

Flche' 90-400, 83/05/04, 8305270484 


“8305270492 tE Insp Repts 50-400/83-13 & 50-401/03-13 on 83041 1-19. Ho 
noncompliance noted Major areas Inspectad contalnmant steal, 
reactor vessel & safety-related structures 

YORK, J W , LtUiW C Region 2, Office of Director. BLAKE, J J 
Division of Engineering I, Radiological Safety Programs 03/05/03. 
6pp 10644 026 24X Flche 50-400,03/05/04,0305270484 


0303040033 IE Info Notice 83r29, "Fuel Binding Caused by Fuel Rack 
Dtf ormation " Svc list and 

JOROAN.E L Division of Emergency Preparedness !< Engineering 
Response (Post 630103) 83/05/06 Coniolldated Edison Co of Neu 

York, Inc 115pp 18523 248 24X Fiche 50-000,83/05/06,8303040033 


0305270609 Ack receipt of 830426 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-400/83-06 It 
50-401/03-06 

VERRELLI.D M Division of Project 6 Resident Programs 03/05/10. 

UTLEY.E E Carolina Pouer 6 Light Co Ip 18647 146 24X 

Flch* 90-400,83/09/10,0305270609 


— 8305270619 Reeponds to NRC 030401 Itr re vlolatlone noted In IE tnsp 
Rapt 50-400/03-06 Corrective action* addl support* added to 
tuo svc water piping spool plica* to comply u/procadural 
riqulraments, NP-iOO, App A 

PARSONS, R M Carolina Pouer It Light Co 83/04/26 O'REILUY, J.P. 
Region 2, Office of Director 2pp 10647 147 24X 

Flche 50-400,83/09/10,8305270609 


—8305270620 Foruards IE Insp Repts 90-400/03-06 It 90-401/03-06 on 
830120-0220 It notice of violation 

VERRELLIiD M Division of Project ti Raiidant Program! 83/04/01 
UTLEY.E E Caroline Power 6 Light Co 2pp 18647' 149 24X 

Fichi 90-400,83/05/10,8309270609 


—8309270626 Notice of violation from imp on 830120-0220 

* Region 2, Office of Director 83/04/01 2pp 18647.191 24X 

Flch* 90-400,83/05/10,8305270609 


—0309270631 IE Insp Repts 90-400/83-06 6 90-401/03-06 on 830120-0220. 
Noncomp 1 lance no ted' fal lure to support piping per procedural 
requirements 

MAXWELL, 0 F Region 2. Of flea of Diractor BEN19, P. Division of 
Projict it Rasldtnt Programs 83/04/01 6pp 10647 193 24X 

Flche 90-400, 83/05/10, 8309270609 


0303040034 IE Info Notice 83-30, “Misapplication of Ganarlc Emargency 
Operating Procedures (EOP) Guideline* " Svc list end, 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 630103) 83/09/11 Coneolldated Edison Co, of Neu 

York, Inc. 114pp 18924 003, 24X Flch* 90-000,83/05/11,8303040034 


B30S270271 Ack raceipt of 030503 Itr informing NRC of stap* taken to 
correct Vlolotlan* noted in IE Insp Repts 90-400/83-12 6 
90-401/83-12 

VERRELLIiD M Division of Project 6 Resident Progrem*. 83/09/16. 
UTLEY.E e Caroline Pouer 6 Light Co Ip 18641.313 24X 

Flche 90-400, 83/09/16, 8309270271. 


—8305270281 Responds to NRC 830404 Itr re violations noted In IE Insp 
Repts 9D-400/B3-12 6 50-401 /03-12. Correc t ive action*' 

Procedure CQC~2 re nhnconformanc* control revlied on 030389 

to provide guideline* for deficiency rept iteuance 

PARSONS, R M Carolina Pouar I, Light Co 83/09/03. 0 'REILLY, J P 

Region 2, (Office of Director 3pp. 18641 314 24X 

Flche' 90-400, 83/09/16, 8309270271 


—0305270292 Forward* IE In*p Rept* 90-400/83-12 & 90-401/83-12 on 
830220-0320 6 notice Of Violation 

VERRELLIiD M Division of Project h Resident Programs. 83/04/04. 
UTLEY.E. E. Carolina Power 6 Light Co 8pp 18641:316 24X 

Flch# 90-400,83/09/16,8309270271 


— B309270301 Notice of violation from Insp on 830220-0320 

a Region 2, Office of Director. 83/04/04 Ip 18641:318, 84X 

Flche 90-400,83/09/16,8309270271 


—0309870308 IE Insp Rept* 90-400/83-12 I, 90-401/83-12 on 830820-0380. 
Noncomp 1 ience noted' Deflc iency Disposition Rept 1301 not 
evaluated during 14-day period 

MAXWELL, GF Region 2, Office of Director BEMI8, P. Division of 
Project tc Resident Programs *83/04/04, 7pp ie641'319 24X 

Flche. 90-400, 83/09/16, 8309870871, 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Progrem," 
Bve list end 

JORDAN, E L Division of Emergency Preparedneis li Engineering 
Response (Post 830103), 83/09/19 Consolidated Edison Co. of Neu 

York, Inc. ll4pp 10697.009 84X Flche 90-000,83/09/19,8303040040. 
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S303040046 IE Info Notice 63-33i "Nonr epi-eeentatl ve Sampling of 
Contamlna ted Oil " 8vc ll«t end 

JOnOiAMi E L Olvlilon of Emergencg Pvepjrednee* & Engineering 
Reaponta (Poet 030103) S3/0S/36 Consolidated Edison Co of Mbu 

Yor*. Inc tl4pp 18647 007 34XFlch6 30-000, 83/09/26. 8303040046 


R. Periodic operating reports & related correspondence 


8303020163 Foruarda "Quartarlg Seismic Monitoring Rept for Jan~Mar 
1983 “ 

ZIMMERMAN, B R Carolina Power 6 Light Co 83/04/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director Ip 18284 060 24X 

Fi Che 80-400, 83/04/27, 8309020163 


— 8309020172 "Sciemlc Monitoring Program Quarterly Data Rept Jan-Mar 
1903 " 

* Carolina Power «< Light Co 83/04/27 Ip 18294 061 24X 

Flche 90-400,83/04/27,8303020163 


Reportable occurrencea, LERs (. related correspondence 


)30428a299 PN0-I I-BO-030 on 801104, bomb threat received from unknown 
female caller Const site not evacuated State of NC b local 
law enforcement agencies notified, 

MALL.B L , MCOUIHE, D Region 2, Atlanta. Office of the Director 
80/11/04 ip 18233 330 24X Fi Che 30-400, 80/1 1 /04, 8304280299 


3309110427 Pert 21 & deficiency repts re mlsoperation of D8-416 reactor 
trip undervoltaga devices Initially reported on 830420 
Attachments util be replaced u/davlces u/uldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.E P. Ueetlnghouse Electric Corp 03/04/21 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
18409,099 24X Fiche. 90-000, 83/04/21 , 83091 10427 


309030601 Final deficiency rept re weld daflclsncios In Class IE 
transfer panels Initially reported on 830401 Deficiency not 
rtporteble per 10CFR90 99(e> 

CHIANOI.N J Carolina Power t, Light Co 83/04/23 O'REILLY, J P 
Rag ion 2. Office of Director Ip 18306 088 24X 

Flche. 90-400, 83/04/23. 8309030601. 


309090124 Final deficiency 6 Part 21 repts re pressure boundary matl 
supplied by Tube Line Corp falling to meet Tech Specs, 

Item 123 Initially reported on 830330 Items returned to 
vendor. New fittings purchased 

PARSONS, R n Carolina Power & Light Co 83/04/28 O'REILLY, J P 
Region 2, Office of Director 4pp 18341.343 24X 

Flche' 90-400, 83/04/20, 8309090124 


309090189 Interim deficiency b Part 21 repts re base metal defect In 
spool piece supplied by Southwest Fabricating b Melding Co 
Znltfally reported on 830126 Vendor directed t'o show 
preventive meaiuret Final rept by B30801 

PAR80NB.R ft. Carolina Power b Light Co 83/04/29 Q'REILLY.V P 

Region 2, Office of Director 4pp 18342 240. 24X 

Flche. 90-400, 83/04/29, 8303090183 


309090299 Final deficiency b Pert 21 repts rs 4B0-vott switchgear 
design defect In secondary disconnects Initially reportsd on 
821102. Sr oun-Bovart completed change-o.ut of all old style 
statto-nary eecondary disconnects 

PARSONS. R M Cerolina Power b Light Co 83/04/29 O'REILLY.J P 
Region 2, Office of Director 4pp 18338 016 24X 

Flche 90-400,83/04/29,8309090299 


109130027 Part 2t b final deficiency repts (Item 106) re tncorract 
design of 480-volt switchgear on secondary disconnects 
Disconnects Installed In breaker cradle will be replaced 
PARSONS, R. W. Carolina Power b Light Co 83/04/27. O'REILLY.J P 
Region 2, Office of Director 4pp 18437’ 129 24X 

Flchei 90-400, 83/04/29, 8303130027 


OS1L0292 Interim deficiency rept re conduit installed in structural 
concrete not in accordance u/ACl-SlB initially reported on 
830401. Evaluation datarmlnad Item not reportable per 
1OCFR90. 3S(e), 

CHIANOI.N. J Caroline Power b Light Co 03/09/03 O'REILLY.J. P 
Region 2, Office of Director Ip. 10406 338 24X 

Flche; 90-400, 83/03/09, 8303110292 


09130080 Deficiency rept re Class IE motor control ctrs from ITT 
Sould containing weld defects Initially raportsd on 
830408. Vendor avaluatton to be completed by Jul 1983, 

Extension until 830713 requested, Also reported per Part 21 
PARSONS, R. fl, Carolina Powar b Light Co. 83/09/06 O'REILLY, J.P 
Region 2, Office of Director. Ip. 18436 264. SAX 
-Iche: 90-400, 83/03/06, 8303130080, 


8309130216 Interim rept re deficient welds on emergency sve water self- 
cieanlng strainers Initially reported on 830408 Evaluation 
of pressure boundary welds not espectsd to be completed 
until June 1983 Nett rept will be submitted by 830617 
PARSONS, R M Carolina Power b Light Co 83/03/06 O'REILLY, J P 

Region 3. Office of Director Ip 10437 327 24X 

Flche 30-400,03/03/06.0303130216 


0303130113 Part 21 rept re lour natural frequency of c ounterfaa lance 
aseembly. resulting in unacceptable stresses on baetdreft 
damper counterbalance ariii Seismic qualification criteria not 
fully met Investigation b testing underway 

HILL. T 0 Ruskin Manuf ac tur ing Co 03/03/10 Director's Office, 

Office of Inspection and Enforcement 7pp 18438 001 24X 

Flche 30-400.83/03/10,0303130113 


8303230442 Final deficiency rept. Item 67, ra omission of protective 
coating behind pad attachment inside containment dome liner 
Initially reported on 811228 Uork on ueepholes completed 
using Keeler b Long 6948-8 epoxy surfacer 

parsons. R rl Carolina Pawer b Light Co 83/03/13 O'REILLY.J. P 

Region 2, Office of Director 4pp 18938 196 24X 

Fiche 30-400,83/03/13.8309230442 


T Hearing transcripts on nan-antitrust matters 


8303240077 Forwards transcript of Tug g le, Map 1 esr flacli le, Slsac her b 
Stevens depositions as eiperts of (f Eddleman on security, per 
830920 tel con U/o end 

DARTH.C A Hearing Branch I 03/09/20 EDDLEMAN, M Eddleman, M. 
Ip 18349 094 84X Flche 30-400.83/09/20,0303240077 
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A Application/construction stage documents b carres pondence 


8309020906 Forwards request for addl Info re personnel training to aid 
In review performed by Licensee Qua 1 i f ications Branch. 

KNIOHTON.O If Licensing Branch 3 83/04/11. UTLEY. E E Carolina 

Power b Light Co 4pp 18284 323 24X Flche 30-400,83/04/11, 

8309020306 


8303230720 Forwards list of utils responding to requests for cost 
figures an backflttlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11. 
PALLADINO. NO Commissioners 2pp 18942 272 24X 

FI che 90-000, 83/04/11, 8309230720 


8303170377 Forwards request for design documents to continue NRC 
revlsu 

KNIOHTON.O H Licensing Oranth 3 83/04/21 UTLEY. E E Carolina 

Power b Light Co. 3pp 16496 117 24X Flche 90-400,83/04/21, 

830.9170377 


8303090637 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EIEENHUT, D Q Division Of Licensing 03/03/09 Consolidated 
Edison Co af New York, Inc 16pp 18627 133 24X 

Flch* 30-000,83/03/07,8303070699 


63031204A7 Forwards "Conformance W/Tltle lO of CFR Parts 20,90 b lOO, " 
par 811123 request U 820630 schedule Requirements of 
applicable regulations met Addl verification provided by 
independent NRC review 

MCDUFFIE, M A Carolina Powar b Light Co 83/09/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 13pp 18431 098 
24X Flche 90-400,83/09/07,8309120467. 


B309170282 Forwards changes to corporate QA program, currently provided 
in Section I 8 of P8AR 

MCDUFFIE. M A Carolina Power b Light Co 03/05/09 DENTON. H R 

Office of Nuclear Reactor Regulation, Director Ip 18469’'329 24X 

Flche 90-400,03/09/09.8303170282 


—8309170289 Changes to Section 1 8 ( OA program) of P6AR 

* Carolina Power b Light Co 83/09/09 I4pp 18469-330 24X 

Flche 30-400,03/03/09,8303170282 


D NRC Draft/Final Environmental Statements, suppls b correspondence 


8303170149 DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
6HEAR0N HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2. Docket Nos 
8TN 30-400 And 6TN 90-401 (Carolina Power And Light Company) 

» Office of Nuclear Reactor Regulation, Director NUREO-0972. 
83/04/30 220 pp 18477 216 24 X Flche 90-400,63/04/30,8303170149. 
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saossooisa Foruardt DBS ti FR notica U/o 0E8 

KNIOHTOM, 8W Licentlng Branch 3 B3/05nS UTLEV. B E Carolina 

Pouar ti Light Co app IBSSS 34& 34X Fit ha 50-400» 83/09/ t2i 

8303200123 


"33092001SS Noblca of availability nf DBS 

KNIOHTON. QH LUanalng Branch 3 83/03/12 3pp IBSSS 34a 

34X FI Che 90-4001 83/09/ 12> 8309300123 


8303300197 Foruardt draft EIS & FR noblca H/o and 

KNIOHTONiO U Llcanatng Branch 3 83/03/13 Butial 1< Kacs 

ESERT. P Affiliation Unknown 3pp 18976 19t S4X 
Ficha 90-400,83/09/12.8309800197 


8309800S0S Foruardf, for coffioiantt, DES «< noblca of avallabltltg U/o and 
KNIOHTQN. OU Ltcaniing Branch 3 B3/09/13 UILSON, K 

Envlronmantal protactlon Aganeg 3pp 18940 S19 24X 

F 1 c h a . 90- 400,83/09/13, 8309300209 


B309300809 Foruardi, f or ravlau it commant.DES Comnianbi dun uibhln 49 
daga aftar FR publication U/o and 

KNIOHTON, 0 u Llcanatng Branch 3 83/09/12 WOQD.O 14 Ccnunarca, 

Oapt of, Natl Ocaanographic h Atmospbarlc Admlnlatrablon 4pp 
10940:311 24XFtcb« 90-400,83/09/12, 830930030? 


E NRC Safety Evaluation Report (SER), aupplt & corratpondance 


B309Q201S4 Forward! reaponaac bo draft 5ER Open Ibama Q «< ? for 
Habaor ologlca 1 & Effluent Treatment Branch Mind loada for 
ulnds faatar than 117 mph conildarad In eve load 
comblnablona for cantalnment daalgn (FSAR Table 3 8 1-2) 
KCDUFFIE.M.A Carolina Power «< Light Co. B3/04/27. DENTON, M R 
Office of Nuclear Reactor Regulation, Director 4pp. 1B27Q 331. 
a4X FI Che 90-400,83/04/37,8309020134 


8309330S76 Foruarde QA Branch k Katie Engineering Branch raqvaete for 
addl info not addraetad In Fab 1?83 draft 8ER Info 
T aquae ted hy 830701 

KNIOHTON, 0 U Llcenting Branch 3 83/09/03 UTLE?, E. E. Carolina 

Power «, Light Co 7pp 1S943'2?S 84X Flcha 90-400,83/09/03, 

8309330296. 


8303060993 Foruarde raiponeae to draft SER Open I tame 34,39,40,43 t, 44 
KCDUFFIE.M.A Carolina Power k Light Co 83/09/04 DENTON, H R 

Office of Nuclaar Reactor Ragulatton, Dlractor 9pp 18348* 293 
24X Flcha 90-400,83/09/04,8309060999. 


8309110348 Informi that draft SER Open Item 67 ra d4flgn of normal 
containment purgt age cloetd Sg« adequate laeua of tin* egt 
allouad to operate to ha addraiaad during Tech Spec 
preparation 

MCDUFFIE, H A Carolina Power k Light Co 03/09/0? DENTON, H R 

Office of Nuclear Reactor Regulation, Director. Ip 1B406. 339 24X 

Flcha 90-400,03/09/09.8309110248 


83CS1 10394 Conftrme 830438 t a Icon cloning out draft SER Open ttame 
290 k 299 par Oanartc Ltr 02-14 Raeponiai to other open 
ttami will be lubnittad ehortlg 

MCDUFFIE, H A Carolina Power k Light Co OS/OS/O? DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 18393 307 24X 

Flcha 90-400. 03/09/09,0305110294. 


8309160017 Foruarde raiponia to draft HER Open Item 99 re contalnmant 
lyi Reactor cavttg aubcompar tmant analytle conearvatlva 
MCDUFFIE, M A. Carolina Power k Light Co 83/09/11. DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 8pp. 18433; 163 
24X Flcha* 90-400,83/09/11,6309160017. 


8309160021 Foruarde raeponea to draft SER Open Itatn 294 concerning 
rafualtng water etoraga tank (RMS T>. Two RUBT Vant llnaa an 
protected from fraatlng bg redundant antilant aanclng heat 
tracing on each vant Una 

MCDUFFIB.M A Carolina Power k Light Co. 83/09/11. DENTON, H. R 
Office of Nuclear Reactor Ragulatton, Director Spp, 18492.347. 
2 4X Flcha: 90-400, 83/09/ U < 63031 60081 


830916010? Advlaai that draft SER Open Itene 48 k 74 clot ad par Saner ic 
Ltr 82-14. No anticipatory reactor trip nod prtpoaad 
MCDUFFIE.M A Carolina Power k Light Co. 83/09/11. DENTON, H R 

Office of Nuclear Reactor Regulation, Dlractor Ip. 10444:029. S4X 

Flcha* 90-400,03/09/11,8309160109 


8309180400 Forwardt raaponaa to draft sER Span Item 191 ra cloning of 
cooling water eurga tank vent valve upon radiation alarm 
annunciation Vent valve automat 1 call g cloiao upon recotpt of 
olgnat from cooling water monitor. 

MCDyFFIE<M A. Carolina Power k Light Co. 83/09/16. DENTON, H R 
Office of Nuclaar Reactor Regulation, Director 2pp. 18486,012. 
a4X Flcha. 90-400, 83/09/ 16, 8309 1 8Q400 


8309300443 Advleee that draft SER Open Item 138 eloaad par 830339 
taleon Dsecriptlon of nau fuel pool antielphon even will be 
provided In raeponea to Open Ita/n 130 

MCDUFFIE, M A Carolina Pouar k Light Co 83/09/16 DENTON, H R 

Office of Nuclaar Reactor Regulation, Director Ip 18917.133 24x 

Flcha 30-400, 83/09/ 1 6, 8309300443 


830920038? Foruarde raeponeae to Procadurae k Sga Review Branch draft 
8ER on Open Itene 200,209 k 306 ra propoiad method for 
maaiurlng procaac-tb-ianBor raeponea time 

MCDUFFIE, M A Carolina Power k Light Co 83/09/18 DENTON, H R. 
Office of Nuclear Reactor Raguiotlen, Director ?pp 18917.046 
24 K Flcha 90-400,83/09/18,830320032? 


0309200384 Forwardt raeponea to draft SER Open itame 32 k 33 ra 
Irradiatlon-etrangthanad Zlrcaloy glald etrangtha k 
predicted cladding collapia tine eeeaeding llfatima of fuel, 
raapaetivatg 

MCDUFFIE, M A Carolina Pouar k Light Co 83/09/18 DENTON; H R. 
Office of Nuclear Reactor Regulation, Director Spp 18918 160 
24X Flcha 90-400,83/09/10,8309200384 


9309290494 Documantt 830431 taleon ra droft SER Open I tame 12, 19 k 16 
concerning environ k hydrologic engineering, par Oanarle Ltr 
03-14 Itame coneldarad cloiad an raeult of Info eubmlttad 
in 821104 ltr. 

MCDUFFIE, H A Carol Ino Power k Light Co B3/0S/38. DENTON, HR. 
Office of Nurlaar Reactor Regulation, Director Ip. 18983*394. 84x 

Flcha: 90-400. 83/09/22, 8309290494 


8309270023 Forward i reap one at to draft Chemical Engl nearing Branch SER 
Open Itame 149 k 140 ra TMl Item II B 3, ''Poat-Acc Idant 
SaApllng Sye“ k operator training raquiramante for poit- 
aceldant eampllng eye, roepacttvaly. 

MU0UFF1E,M. A Carolina Power k Light Co 83/09/23 DENTON, H R. 
Office of Nuclaar Reactor Regulation, Director Spp. 18633,349. 

24X Flcha 90-400,83/09/23.8309270033 


8309260234 Infurma that draft Radiological Aaeoeement Branch SER Open 
Item 16B cloned par 830910 taleon on FSAR Ouaetlon 471 21. 

Raeponeae to other open Itamt in draft eER aapactad ehortlg. 

MCDUFFIE, H. A Carolina Power k Light Co 83/09/24 DENTON, H R 
Office of Nuclear Reactor Rogulatton, Dlractor Ip. 18999 339. 84X 

Fi Che 90-400. 83/09/24, 8309360234 


F. Bacurity, medical, emergency k fire protection plane 


8309110034 Qanaric Ltr 83-21 to all llcaneaac of operating reactor*, 
appllcante for OLa k holder* of CP* ra clarification of 
accaet to control procedural for law anforcamant vlaltf 
8vc llet and 

EI8ENMUT, 0 Q Dtvlaion of Llcantlng 83/09/11 ContoUdatad 
Edtaon Co. of New York, Inc 16pp 18940 099 84X 

FI Che* 90-000, 83/09/11, 83091 10034 


0. Adjudicatory corroepondanca 


9309040479 Raqueet* axtanelon by I-wk of daadltno ro brief* on propeiid 
laeurttg plan expert* Tima naadad due to largo number of 
dapoittlone k lata achadultng of dapoiltloni Related 
corr atpond anca 

CAHROH, H Carolina Power k Light Co 83/04/39 KELLEY, J.L , 
BRIOHTiO (3 I CARPENTER, J. H Atomic Safety and Llcantlng Board Panel. 
3pg 18323*163 24X Flcha. 90-400, 03/04/39, 8309040479. 


— 8309040489 Antuari to general Intarrogatortai k intarrogatorla* on 
Contantlona 334,338,79,80,83,84 k 138, f tret eat Related 
corratpondanca. 

CARRau,H Carolina Pouar k Light Co 83/04/38. EDDLEHAN,H. 
eddlaman, U 63pp 10322*169 84X Flcha. go-400, 83/04/38, 

8309040479 


—0309040493 Raeponea to raqueet for production of documanta. Certificate 
of 8vc ancl. 

CARROH, H. Carolina Power k Light Co 83/04/29. EDDLEMANiU 
eddlaman, W 4pp 18322.228 24X Flcha* 90-400, 83/04/28. 

8309040479. 


—8309040490 Raeponae to firat requatt for admietlon ra Eddlaman 
Contantton 22-8 Certificate of 8vc ancl. 

C ARROW; H Carolina Power k Light Co 83/04/28. Eddlaman; U. 
4 p p 1 8332* 232. 24 X P 1 e h a . 90-400, 83/04 /80, 8309040479. 


03O9O6O471 Foruarde LI LoPlln affidavit to be Included In Util 830428 
anewara to M Eddlaman flret eat of Interrogatorlaa on 
Contantlona 22A, 22B, 79, 80; 83, 84 k 132. sve Hit end 
CARRDHiH. Carolina Pouar k Light Co 83/09/08. KELLEY, J. L. , 
BRTOHTiO. O , CARPENTER; J H Atomic Safety and Llcantlng Board Panel. 
4pp. 19391.179. 24X Flcha. 90-400; 83/09/02; 8309060471. 



DOCKETED ITEMS 


317 


8309060405 Contintlon* basitf on util »its emirgonty plan Cartlfleate of 
Svc and 

EDSLEMANi M Ed(fltnian< H 03/09/02 Atomic Saf«ty and LUanatng 
B0<ar4 Pantl 4pp 18340 139 24X FI Che g0-400i B3/09/02. 53090604Q9 


8309060932 Aniyen to NRC 030420 motion to compel Conservation Council 
of Month Carolina to respond to discovery Council is ullllng 
to negotiate Council unable to ansuer all NRC discovery 
negueets W/Certi f leate of Svc Related correspondence 
RUNKLEi J Conservation Council of North Carolina. RUNKLEi J 
RuntlOi J D 83/09/02 lOpp 10347 893 24X 

Flche: 9O-400i 83/09/02. 0309060932 


8309040412 Memorandum t< order confirming ulthdrauial of CltUans Against 
Nuclear Power as formal party 

KELCEV. J L Atomic Safety and Licensing Board Panel 03/09/03 
Citliens Against Nuclear Power Ip 18319*398 24X 

Flche 90-400.83/09/03.8309040412 


— 8309040421 Advises of Citliens Against Nuclear Power withdrawal as 
formal party 

NSHMAN. P T . NEWMAN. S E Citliene Against Nuclear Power 
83/04/28 KELLEV.J L Atomic Befety and Licensing Boerd Pans! 
Ip 18319' 399 24X Ficha 90-400.83/09/03.8309040412 


8309090479 Motion to compel epplleent to respond to Conservetlen 
Council of North Cerollne Interrogatories 4-1 through 4-9 & 

4-14 tflrst set) re Contention 4 concerning cumulative 
effccti of tranesh ipmentf Certificate of Svc end 

RUNKLE. J Conservation Council of North Carolina 83/09/03, 6pp 
18360:229 24X Flche 90-400.83/09/03.0309090479 


8309110149 Affidevlt of H Eddlemen certifying negotatlons w/NRC re 
response to NRC first set of interregetories 
EDDCEHAMiW Eddlemen. W 83/09/06 2pp 18393.342 24X 

Flche' 90-400. 83/09/06. 83091 10149 


8309110222 Responds to NRC first set of Interrogatories Related 
corTacpendence 

EOOLEHAN. W Eddliman. W 83/09/06 Atomic Safety end Licensing 
Board Pansl t9pp. 10407 076 24X Flche 80-400.83/09/06. 

8309110222 


8309110361 Response to epplleent third set of first round 
Interrogator! ss Csrtlflcate of Svc and Related 
eorreependence 

EDDCEHAN. W Eddlemen. W 83/09/06. Carolina Power 1. Light Co 
ISpp 10406 287 24X Flche 90-400. 03/09/06. 8309110361. 


8309110366 First set of Interrogatories, Reply requeeted before 830929 
Related correspondence 

EDOLEHAN. W Eddlemen. W 03/09/06 Office of the Executive Legal 
Director lOpp 18406-269 24X Flche- 90-400. 83/09/06. 8309110366 


8309120288 Subinlsslon of Contention 161 re D8-416 circuit breakers for 
cafe shutdown dsfects ti possible malfunction, Documents from 
uhleti basis derived unavailable until 830420 Certificate of 
Svc end, 

EODLEHAN. W Eddlemen. W 83/09/07 Atomic Safety end Licensing 
Board Panel. 2pp 18424 120 24X Flche 90-400.03/09/07.0309120288 


8309130079 Responds to R Wilson Interrogator let Carttfteati of Svc tc 
affidavit and Related correspondence 

CARRON.H Caroline Power 6 Light Co. 83/09/10. Wilton. R 19pp 
ie43&'S79 84X Flche 90-400.83/09/10.8309130079 


8309130088 Response to R Wilton requeet for production of documents at 
contained In Interrogatoriee to applicant Documents will be 
made avalleble at mutually agreiabl# time Certlficati of 
Svc and Related correspondence 

CARROW. H Carolina Power b Light Co 83/08/10 WILSON. R Wilson. 
R. 4pp. 18437.090. 24X Flche 90-400.83/09/10.8309130088 


8309170497 Responses to first set of general Interrogetorles 1. 
Interrogatories on Contentions 41 tc 69 Certificate of Svc 
and Related correspondence 

BAXTER. T. A Carolina Power t. Light Co BAXTER. T A Shew. Pittman. 
Potts t( Trowbridge 83/09/12. EDOLEMAN. W, Eddlemen. W 96pp 
18467 299. 24X Flche- 90-400. 83/09/18. 9309170497 


8309170490- Response to first set of requests for production of 
documents on Contentions 41 t. 69 

BAXTER. T A. Caroline Power «< Light Co. BAXTER. T A. Shew. Pittman. 
Potts t Trowbridge 83/09/13, EDDLEHAN. W Eddlemen. W, 3pp 
18469*319 84X Flche- 90-400, 83/09/13. 8309170480 


8309170496 Response to 830318 Interroge tar i as. Related correspondence, 
WILSONrR. Wilson. R 83/09/13 Office of the Executive Legal 
Director 9pp 18467:289. 24X Flche. 50-400. B3/09/13, 8309170496 


0309170486 Clarification h supplementation of 830303 rssponsee to 
830131 Interrogatories it request for production of 
documents Certificate of Svc end Related correspondence 
WILSON. R Wilson. R 83/09/13 Carolina Power f< Light Co 4pp 
10470 069 34X FI c h e. 90-400. 03/09/ 13, 83091 70486 


0309170491 Second set of Interrogatories Related correspondence 

WILSON. R Wilson, R 03/09/13 Carolina Power b Light Co 2pp 
10470 006 24X Flche 90-400.83/09/13,0309170491 


8309190209 Package of seven requests to make limited appearance 
Statement at OL hearings 

OAOE, J , HI/BOARD. K 3 . QREENQAUH, R L APflliatlon Unknown 
03/09/13 NRC - No Detailed Affiliation Olven 7pp 10902 188 
24X Flche 90-440,83/09/13.8309190209 


8309170920 Suppl to Contentions ISO - 161 re five factors for late 
filing of contentions Balancing of factors not required 
elnce contentions based on previously unavailable info 
Csrtlflcate of Svc enc 1 

EODLEMAN, W Eddleman. W 83/09/14 Atomic Safety and Licensing 
Board Panel 3pp 10467 392 24X Flche 30-400,03/09/14,8309170928 


83O9240S00 Response to first set of interrogatories on Joint 
Contention 1 1 Cert! flcate of Svc end Related 
correspondence, 

PAYNE, M T Hudju Alliance PAYNE. M T. Edelsteln & Payne 
83/09/16 Caroline Power U Light Co. 21pp 10979 200 24X 

Plche 90-400,03/09/16.0309240900 


0309240907 First set of interrogatories on Contentions ni. IV 8. V 
Certl flcate of Svc ene 1 . Related correspondence. 

PAYNE. H T Kudiu Alliance PAYNE, ti T Edelsteln 6 Payne 
83/09/16 Cerollna Power t< Light Co. 19pp 18971 244 24X 

Flche 90-400.83/09/16,0309240907 


8309190231 Brief on quel i fleet ions of witnesses proffered as expert In 
security planning. tOCFR73 Parts of plans re expertise of BJ 
Tuggle. JR Maples. LW Stevens 6 ER Bleacher should be made 
available to experts W/Cart i flcate of Svc 

BARTH. C A Hearing Branch I 03/09/17 13pp 18900 £87 24X 

Flche 90-400,83/05/17,0309190231 


8309200630 Request for extension until 830603 to respond to W Eddleman 
S30S02 contentions on util site imergency plan Counssl has 
numerous conflicting obligations Certificate of Svc enc 1 
O'NEILL. J H Carolina Power «< Light Co. □ 'NEILL, J H Shaw, 
Pittman. Potti L Trowbridge. 03/05/17 Atomic Safety and 
Licensing Board Panel 9pp 10920.193 24X Flche 90-400.83/09/17. 

8309200630 


8309240446 Brief re qual 1 fi cat ions of persons proffered by Intervenors 
as experts to evaluate facility security plan All five 
intervener witnesses fail to display sufficient expertise & 
should be withdrawn Certificate of Svc end 

FLYNN. 8 F , CARROW. H Carolina Power L Light Co. 03/09/17 aypp 
18974 091 24X Ftche 90-400.83/09/17.8309240446 


0309240991 Motion rtquasting J Hackle be withdrawn as proposed expert 
wl tness, App 1 leant deprlvad of right to depose llackie 
Benefit of having conducted cross-examination not afforded 
Certificate of Bve and. Related correspondence 
FLYNN, 8 F , CARROW, H Carolina Power L Light Co 83/09/17 
Atomic Safety and Licensing Doard Panel 9pp 18979 276 24X 

Flche 90-400.83/09/17, 0309240991. 


0309240990 Response opposing Conservation Council of North Carolina 
830903 motion to compel applicant to respond to discovery 
Contention 4 does not encompass cumulative effects of fust 
shipment W/Certifl cation of Counsel b Certificate of Svc 
O'NEIL, J H Carolina Power b Light Co O'NEIL. J.H Shew. Pittman, 
Potts L Trowbridge 83/09/IB Atomic Safety and Licensing Board 
Panel 12pp 18979 204 24X Flche 90-400.03/09/10,8309240990 


K Utility Final Safety Analysis Report IFSAR) b amends 


0309200676 Forwards Amend 6 to FSAR. Amend revises pesltians re reg 
guides in Section 1, 0 L OA organliation b responsibility 
revs in Sections 13, 1 L 17 2, per 830311 final rule 
MCDUFFIE. M A. Carolina Power L Light Co 83/09/13 DENTON. H R 
Office of Nudtar Reactor Regulation. Director 2pp 18919*119 
84X Flche 90-400.83/09/13,8309200676 


—0309200679 Amend 6 to F8AR 

e Carolina Power & Light Co 83/09/13 23pp 18919 121 24X 

Flche 90-400,83/09/13,0309200676 
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DOCKETED ITEMS 


6305240417 Forwards revised distribution J is ti re f I ec t Ing fhangss In 
titlOfname & address of persons receiving copies of Amend 
'A to FS'Ani pet* request 

ZIMMERMAN. 8 H Carolina Power & Light Co 03/05/80 EI8ENHUT, D 0 
Division of Licensing 4pp 18571 OS2 34X Flche 50-400. 03/OS/2Oi 
6305240417 


0 Inspection reportsj IE Qulletlns & correspondence 


6212060395 IE Info Notice 83-14. ''Dewatered Spent Ion Eichange Resin 
Suscep tibil itg to Eietheririle Chemical Reaction " Svc list 
one 1 

TAYLORrd M Division of Safeguards 6 Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

112pp 16306-317 84X Flche 50-000. 63/03/21. 8218060309 


6309270341 Forwards IE Insp Repts 50-400/63-11 t« 50-401/03-11 on 
930308-11 No noncompl 1 ance noted 

WERRELLl.DM Division of Project S. Resident Programs 03/03/31 

UTLEY, e E Carolina Power (< Light Co tp 18641 358 24X 

Flche 50-400. 63/03/31, 8309270341 


—9303270348 IE Insp Repts 90-400/03-11 «. 50-401/03-11 on 830300-11 No 
noncamp 1 lance noted Major areas Inspected structural design 
activities & IE Bulletin 79-02 & 79-14 followup 

LEMAHAN.J J Region 2, Office of Director CONLON. T E Division 
of Engineering h Radiological Safety Programs 03/03/30 4pp 
18641 399 24X Flche 50-400,03/03/31.8305270341 


8309270546 Forwards IE Insp Repts 50-400/63-09 fc 50-401/03-09 on 
930314-16 No noncompliance noted 

VSRRELLIi 0 H Division of Project & Resident Programs 03/04/09 
UTLEY, E E Carolina Power t< Light Co 2pp 10645 276 24X 

Flche 50-400, 63/04/05, 8309270546 


— 8309870531 IE Insp Repts 90-400/03-07 8. 90-401/03-09 on 030314-10 No 
noncomp 1 lance noted Major areas Inspected structural 
concrete t. steel 

HARRIS, J R , CONLON, T E Region 2. Office of Director 03/04/04 
9pp 16649 276 24X Flche 90-400,83/04/05,0305270946 


6305270377 Aek receipt of 030331 itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-400/03-03 Ic 
50-401/83-03 

VERRELLI.D M Division of Project & Resident Programs 83/04/14 

UTLEY. £ E Carolina Power 4c Light Co Ip 10642 167 34X 

Flche 90-400, 83/04/14. 6309870377 


-6309270391 Forwards IE Insp Repts 50-400/03-03 i< 50-401/03-03 on 
930124-27 b notice of violation 

VERRELLI.D M Division of Project b Resident Programs 83/03/02 
UTLEY, E E Carolina Power b Light Co 2pp 18642 190 S4X 
Flche 90-400,83/04/14,0309270377 


— 8309270406 IE Imp Repts 90-400/03-03 b 50-401/03-03 on 030124-27 
Moncompl lane e noted failure to establish adequate cneasures 
to control purchased sves 

KLEINSORSE, M P. > BLAKE, J J Region 2, Office of Director 
83/02/28 Ilpp. 19642 173 24X Flche 90-400,03/04/14,0309270377 


6303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator " 
Svc list end 

jDRDANiE L Division of Emtrgeneg Preparedness b Engineering 
Response CPost 630103} 63/04/19 Consolidated Edison Co of New 

York, Inc 126pp. 10435 199 24X Flche 90-000,63/04/19,0303040021 


6303040083 IE Info Notice 03-22, "BUR Baf etg /Rel lef Valve Fellurcs. " 
Svc list end 

UORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post B301O3). 63/04/22 Consolidated Edison Co of New 

York, Inc ll8pp. 18383 089 24X Flche 50-000,83/04/22,0303040023 


0303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys *' Svc list end 

JOROANiE L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/04/29 Consolidated Edison Co of New 

York, Inc 1 19pp. 16301 291 84X Flche 90-000,03/04/29,0303040029 


6303040086 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oanerators at PHRs " Bve list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 6301039. 63/04/20 Consetldated Edison Co of New 

York, Inc 113pp. 16382 047 24X Flche 50-000,83/04/28,6303040026 


0303040087 IE Info Notice 03-25, "Btandby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
UDRDANiE L Division of Emergency Preparedness b Engineering 
Response (Pest 030103). 63/04/26 Consolidated Edison Co of New 

York, Inc U6pp 18382 169 84X Fi eho 90-000. 83/04/28, 8303040027 


0303040020 IE Info Notice 03-26, "Failure of Saf ety/Rcl lof Valvo 
Discharge Line Vacuum Dreakart " 8vc list end 
UOROAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 63/05/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Ficho 50-000,03/05/03,0303040028. 


0305870683 Forwards IE Insp Repts 50-400/63-14 b 50-401/03-14 on 
830413-15 No noncomp 1 lance noted 

VERRELLI, D M Division of Project b Resident Programs. 83/09/03 
UTLEY, E E Carolina Power b Light Co 2pp 10649’ 269 24X 

Flche 50-400,03/09/03,6305270623 


--6305270632 IE Insp Repts 90-400/83-14 b 90-401/83-14 on 630413-19 No 
noncomp llance noted Major areas Inspected* geotechnical 
design ac tivl ti es< lakes, dams b canals, qual 1 ty records b 
safety-related dam/ dike operational Imp program 

UENAHAN, J J , CONLON, T E Region 2, Office of Director. 83/04/29. 
4pp 10649 271 24X Flche 90-400,83/09/03,8309270623 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Agelmt Plant 
Equipment " Svc list enel 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of New 

York, Inc Il2pp 18382 262 24X Flche 50-000,83/09/04,6303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Osnerat Emergtncles " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/09/04 Consolidated Edison Co of New 

York, Inc U9pp 18441 001 24X Flchs 90-000,83/09/04,8303040031. 


0305270404 Forwards IE Insp Repts 50-400/03-13 b 50-401/83-13 on 
630411-19 No noncompl lance noted 

VERRELLI, 0 M Division of Project b Resident Programs 03/09/04 
UTLEY, E E Carolina Power b Light Co 2pp 10644 024 24X 

Flche 50-400,83/09/04,0309270404 


“0309270492 IE Insp Repts 90-400/03-13 b 90-401/03-13 on 830411-19 No 
noncompliance noted Major areas inspected containment steel, 
reactor vessel b safety-related structures 

YQRK.J N > LIU, H C Region 2, Office of Director. BLAKE, J J 
Division of Engineering b Radiological Safety Programs 63/09/03 
6pp 18644 026 24X Flche 90-400,83/09/04,8309270484 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " 8ve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/09/06 Consolidated Edison Co. of New 

York, Inc llSpp 18923 248 24X Flche 90-000, 83/09/06, 8303040033 


8309270609 Ack receipt of 930426 Itr informing NRC of steps taken to 
correct violations notsd In IE Insp Rapts 50-400/83-06 b 
50-401/83-06 

VERRELLI.D M Division of Project b Resident Programs 83/09/10 

UTLEY, E E Carolina Power b Light Co, Ip 18647*146 24X 

Flche* 90-400, 83/09/10, 8309270609 


—8309270620 Forwards IE Insp Repts 90-400/83-06 b 50-401/83-06 on 
830120-0220 b notice of violation 

VERRELLI, D M Division of Project b Resident Programs 83/04/01 
UTLEY, E E Carolina Poutr b Light Co 2pp 18647*149 24X 

Flche 50-400,03/08/10,0309270609 


—0305270631 IE Insp Repts 50-400/03-06 b 90-401/03-06 on 830120-0220 
Noncomp 1 lance noted failure to support piping per procedural 
requirements 

MAXWELL, 0 F Region 2, Office of Director BEMIS.P, Dlvliion of 
Project b Resident Programs 03/04/01. 6pp 10647*153 24X 

Flche 90-400,03/09/10,0305270609 


6303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EDP) Guidelines." Svc list enel 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/09/11 Consolidated Edison Co of New 

York, Inc 1 14pp 18924 003, 24X Flche* 90-000, 83/09/1 1, 8303040034 


8305270271 Ack receipt of 630903 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-400/83-12 b 
90-401/83-12 

VERRELLI, 0 M. Division of Project b Resident Progrems. 83/09/16 
UTLEY, E E Carolina Power b Light Co Ip 18641*313 84X 

Flche 90-400,83/09/16,8309270271 


— 8309270281 Responds to NRC 830404 Itr re violations noted In IE Insp 
Repts 90-400/83-12 b 90-401/83-12 Correetlvs actions 
Procedure Cac-2 re nonconformance control revised on 830329 
to provide guidelines for deficiency rept Issuance. 

PARSONS, R M Carolina Power b Light Co 83/09/03 0 'REILLY, J P 

Region 2, Office of Director 2pp. 18641 314 24X 

Flche 90-400,83/09/16,8309270271 
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— 8308270292 Forward* IE Imp Rapt* 90-400/03-12 8. 90-401/03-12 on 
830220-0320 natica of violation 

VEHBELLIi-D M Division oF Project It Resident Programs 03/04/04 
UTLEV. E E Carolina Power U Light Co 2pp 10641 316 24X 

Flcha 50-400,03/09/16,0309270271 


— 8305270308 IE In*p Rapt* 90-400/83-12 8, 50-401/03-12 on 830220-0320 
Noncomp 1 ianca noted Daftclancg Disposition Rept 1301 not 
■valoated during i4-dag period 

MAXWELL,© F Rtglon 2, Office of Director 0EMISi P Division of 
Project *< Resldant Program* 03/04/04 7pp 10641 319 24X 

Flehe 90-400,83/09/16,0309270271 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
SVC Hat enci, 

JORDAN.E L Division of Emergencg Preparedness 8< Engineering 
Reaponae IPoat 030103) 03/09/19 Consolidated Edison Co of New 

Vort. Inc ll4pp 10697 009 24X Flehe 90-000.03/09/19,8303040040 


8303040046 IE Info Notice 03-33, "Nonrepre sentat 1 ve Sampling of 
Contaminated Oil " Svc list end 

JORDANtE U Division of Emergencg Preparedness 8, Engineering 
Reaponae (Poet 030103) 03/09/26 Consolidated Edison Co of Neu 

York, Inc I14pp 10647 007 24X Flehe 90-000,83/09/26,8303040046 


R, Periodic opereting reports 8, related correspondence 


8309020165 Forwards "Quarter Ig Seismic Monitoring Bept for Jen-Mar 
1983 

ZIMMERMAN, S R Carolina Power 8< Light Co 83/04/27 DENTON.H R 
Office of Nuclear Raaetor Ragulatlon, Director Ip 1B284 060 24X 

Flehe 50-400, 83/04/27, 8309020169 


— 8305020172 "Seiamie Monitoring Program Quarterlg Data Rapt Jan-Mar 
1983 " 

« Carolina Power S, Light Co 83/04/27 Ip 18204 061 24 X 

Flehe 90-400,03/04/27,8309020165 


B Reportable occurrences, LERs 8i related correspondence 


8304200299 PN8-1 1-80-030 on 801104, bomb threat racelvad from unknown 
fernala cellar Const site not evacuated State of NC 8< local 
law enforcement agencies notified 

HALL, 8 L , MCQUIRE, 0 Region 2, Atlanta, Offtco of the Director 
00/11/04 Ip. 10899'33O 24X Flehe 90-400,80/11/04,8304200299 


83^9110427 Part 81 8, diflcleneg repts re mlsoperetlon of 03-416 reactor 
trip '.undtrvo 1 toga divlcts Initial Ig reported on 030420 
Attachme^nta will be rtplacad w/devices w/wldanad groovaa 
to accom'modata new retaining rings Mfg drawings raviaad 
RAHE, E P Weatlnghouaa Electric Corp B3/04/21 DEVOUNO, R.C 
Director 'a Office, Office of Inspection and Enforcement 5pp 
1040!) 099 24X Flehe 90-000,03/04/21,0309110427 


8309030601 Final daflclencg rapt re weld deficlenclea in Class IE 
transfer panels Inltlallg reported on 830401, Daflclencg not 
reportable par 10CFR90 99(e) 

CHlANOliN yJ Carolina Power & Light Co 03/04/29 O'REILLY, J P 
Region 2, Office of Director Ip 18306 088 24X 

Flehe 90-400,83/04/29,0309030601 


0309110292 Interim daflclencg rept re conduit tnabalLed in structural 
concrete net In accordance w/ACI-318 Inltlallg reported on 
830401. Evaluation determined Item not reportable per 
10CFR90 9S<e> 

CHIANOI, N. J Carolina Powir 8< Light Co 03/09/03, O'REILLY, J.P 
Region 2, Office of Director Ip, 18406 338 24X 

FIChO’ 90-400, 03/09/03, 0309110292 


8309130000 Deflelancg rept re Clast IE motor control ctra from ITT 
Oould containing wtld dafacta Inltlallg raported on 
830408 Vendor evaluation to be completed hg Jol 1983 
Eatenalon until 830713 raqueatad Also reported par Part 21 
PARaONa. H M Carolina Power 8, Light Co 83/09/06 O'REILLY, J P 
Region 2, office of Director, ip. 18436' 264 24X 

Flehe: 90-400, 83/09/06, 8309130080 


B3O9130216 Interim rapt re deficient welds on emergencg tve water self' 
cleaning etralnars. Inltlallg reported on 830400 Evaluation 
of praeaura boundarg walda not expected to be completed 
until June 1783, Next rept will be submitted bg 830617 
PARSaN3,R M Carolina Power 8, Light Co 83/09/06 O'REILLY, J.P 
Raglan 2, Office of Director. tp 10439 329. 24X 

Flch e; 90-400, 83/09/06, 8309130216 


8309130113 Part 21 rept re low natural fraqueneg of counterbalance 
eeaemblg, resulting In unecceptebla atressaa on beckdraft 
damper counterbalance arm Seismic qualification crltirla not 
fiitlg met Investigation 8, testing underwag 

HILL, T. D Ruakln Manufacturing Co 83/09/10. Dlractor's Office. 
Office of Inspection and Enforcement. 7pp 18430 001 24X 

Flehe 90-400,83/09/10,8309130113 


T Hearing transcripts on non-antl trus t matters 


8309240077 Forwards transcript of Tugg le, Map las, Mac h 1 e, 01 each er 8< 
Stevens depositions as experts of U Eddleman on securltg.per 
030920 telcon U/o end 

BARTH, C A Hearing Branch 1 83/03/20 EODLEMAN, W Eddleman, N 

Ip 10949 094 24X Fiche 90-400,03/09/20,0305240077 


DOCKET 90-402 6HEAR0N HARRIS NUCLEAR POWER PLANT. UNIT 3 


A App 1 Ication/c onstruc t ion stage documents & correspondence 


8309230720 Forwards list of utils responding to requests far coat 
figures on backflttlng 

TQURTELLOTTE, J Regulatorg Reform Task Force 83/04/11 
PALLAOINO.N U Commissioners 2pp 18942 272 247 

Fiche 90-000,03/04/11,0309230720 


8 Reportable occurrences, LERs 8, related correspondence 


0304280299 PNS-Il-BO-OSO on B01104, bomb threat received from unknown 
female caller Const site not evacuated State of NC tt local 
law enforcement agencies notified 

HALL, B L Region 2, Atlanta, Office of the Director 80/11/04 Ip 
24X Fiche 90-400,00/11/04,0304200299 


DOCKET 90-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


8 Reportable accurrences, LERs 8, related correspondence 


0304280299 PNS-I 1-00-030 on 001 104, bomb threat received from unknown 
female caller Const site not evacuated State of NC 8, local 
taw enforcement agencies notified 

HALL, B L Region 2, Atlanta, Office of the Director BO/li/04 ip 
24X Fiche 90-400,80/11/04,0304230299 


DOCKET 90-407 UNIV OF UTAH RESEARCH REACTOR 


C Utllltg Environmental Report (ER), amends & correspondence 


8309190349 Application for renewal of License R-126 Including financial 
Info, revised Tech Specs, environ data operator 
requal If Icatlon program 8, revised emergencg plan Application 
reiubmission of 030300 application apparentlg lost In moll 
BRDPHY, U U Utah, Unlv of 83/09/12 Office of Nuclear Reactor 
Regulation, Director 20pp 10500 321 24X Fiche 90-407,83/09/12. 

0309190349 


—0309190369 Environ rept 

e Utah, Unlv of 83/03/07 4pp IB901 019 24X 

Fiche 90-407,03/05/12,0309190349 


I Financial Information 


8309190349 Application for renewal of License R-126 including financial 
info, revised Tech Specs, environ data operator 
requa 1 If Icatlon program l< revised emergencg plan Application 
resubmtsslon of B30308 application apparentlg lost In mall 
DROPHY.U J Utah, Unlv of 03/09/12 Office of Nuclear Reactor 
Regulation, Director 20pp 10900 321 24X Fiche 90-407,83/09/12, 

0309190349 


P Operating license stage documents 8< correspondence 


8309060660 Advise* that License R-126 for TRIOA reactor not considered 
expired, as renewal application dtd S3O3O0 apparentlg lest in 
malls 

EISENHUT.D 0 Division of Licensing 83/09/03 BRORHY.J J Utah, 
Unlv of ip 18397 396 24X Fiche 90-407, 83/05/03, 9309060660 


6309190349 Application for renewal of License R-126 including financial 
Info, revised Tech Specs, environ data operator 
requal If icatlon program 8i revised emergencg plan Application 
resubmisstnn of 030308 application apparentlg lost In mal 1 
BRDPHY, J J Ulih, Unlv. of 83/05/12 Office of Nuclear Reactor 
Regulation, Director. 20pp 10900 321. 24X Fiche. 90-407.83/09/12, 

0309190349 


—0309190360 Proposed Teel) Specs 8, bases for TRIOA reactor 
» Utah, Unlv of 03/09/12 37pp 10900 341 24X 

Fiche 90-407,83/09/12,8309190349 


—8309190369 Environ rept 

e Utah, Unlv of 83/03/07 4pp 10901 019 24X 

Flch* 90-407,83/09/12,8305190349 
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—8309190380 Revised reacto^ aperator req,ual 1 f ica 1 1 art pragraiti 

SAN&OUIST. 0 M ytaJi, Unlv of 03/01/31 4pp 10901 019 24X 

FUlie 90-407.83/03/12. B 303 19034 9 


V Operator Etaminatlons 


0305190349 Appltcation tor renewal of License R-12& Including financial 
Info, revised Tech Specs. environ data operator 
reiiua 1 1 f Icatlon program & revised emergencl plan Application 
retubmlsslon of 030308 application apparently lost in mail 
BftDPHV. J J Utah, Untv of 33/03/12 Office of Huclear Reactor 
Regulation. Director 20pp 1B900 321 24X FI che. 90-407, B3/09/12, 

8309190349 


— 8309190330 Revised reactor operator requal 1 f Icat Ion program 

SANBOUIST. 0 M Utah, Unlv of 03/01/31 4pp 10901 019- 24X 

Flcfit 30-407.03/09/12.8309190349 


DOCKET 90-409 LA CROSSE BOIL 1 MO HATER REACTOR 


F Security, medical, amergency & fire protection plans 


B30911029B Forwards LACBU3 onsite meteorological data from Mar 1902 - 
Fed 1903 

WEISS. D Dairyland Power Cooperative 63/05/02 FAIRDBENT, J. 
Division of Systems Integration (post 611009) 199pp 10392 343 

24X Flche 90-409, 03/09/02. 63091 1 0293 


B3O910OOSO Responds to 030426 telcon requesting written confirmation of 
330419 verbal agreement to Install free-s tand 1 ng metal 
barrier between HPSH/flre protection diesel driven pumps In 
crlhhouse.to act as radiant shield 

LIWDER.F Dairyland Power Cooperative 63/09/09 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 10493 OIB 24X 
Flche 90-409.83/09/09,8305100090 


0309110034 Generic Ltr 03-21 to all licensees of operating reactars. 
applicants for OLs t, holders of CPs re c lar 1 f lea t Ion of 
access to control procedures for law enforcement visits 
Sve list end 

eiBENHUTiD-a Division of Licensing 33/09/11 Consolidated 

Edison Co of New Yorlii Inc 16pp. 13940 095 24X 

Flche 50-000.03/09/11,0309110034 


8309240327 Forwards response to unresolved Item Identified during 
820920-34 insp Response withheld (ref 10CFR73 21) 

LIMDER.F Dairyland Power Cooperative 83/05/13 CRUTCHFlELDi D 
Operating Reactors Branch 9 Ip 10973 172 24X 

Flche 50-409,03/09/13.0305240327 


0309170416 Notifies that onsite t< offsite emergency preparedness 
adequate NURE(i-0737. Item III A 2 i. "Emergency Preparedness, 
Upgrade Emergency Plans to App E. tOCFR90. " comp lets, 

CRUTCHFIELD. D Operating Reactors Branch 9 83/09/16 LIMDER.F 

Dairyland Power Cooperative 3pp. 10469,290, 24X 

Flcfit. 30-409.83/09/16, 0309170416 


6309190016 Responds to 821020 ltr re changes to physical security, 
safeguards contingency 1, guard training ti qualification 
plans Certain proposed changes unacceptable End comments 
withheld (ref 10CFR73 21) 

CRUTCHFIELD, D Operating Reactors Branch 9 63/09/17 LINDER, F 

Dairyland Power Cooperative Ip, 16901-393. 24X 

Flche. 90-409. 03/09/17, 3309190016 


6309310169 Forwards listed changes tn EPP-2, Iisut 9. "Dr g«nl let 1 on I, 
Oparatlons During Emergencies " Ack Of receipt requested. H/o 
encl. 

LIMDER.F Deiryland Power Cooperative 63/09/23 Region 3, 

Office of Director Ip. 18692' 296 24X Flche 90-409,83/09/23, 

0309310169 


0 Adjudicatory correspondence 


6309100214 Discusses A5LB 030421 initial dec is ion, d ec [ding show cause 
proceeding re liquefaction potential at faclllty.SSE of 
0 12 g adequate & conservative d escr ip t Ion, Dewater i ng sys 
need not he installed to preclude 1 1 quefec t ton 

CUMNINOHAH. o H Office of the Eiecutlva Legal Director 63/04/20. 
DENTOM.H R Office of Nuclear Reactor Regulation. Director 
DEYOUNG, R, Director's Offlcs, Office of Inspection and Enforesment, 
Spp 18374:109 24X Flche 90-409,63/04/26,6305100214 


8309800492 Forwards ASLP Initial Decision 60-449-01 SC re liquefaction 
potential at LACBUR Util neither required to submit detailed 
detlgn proposal fonnor make operational, s 1 te dewatering 

sys. 

CRUTCHFIELD. D Operating Reactors Branch 9. 63/09/1? LINDER, F. 

Dairyland Power Cooperative. 3pp 16913.023. 24X 

Flche 30-409, 83/09/19,6305200492 


J Insurance (< indemnity Information 


9309230029 Forwards Endorsements 90 t, 91 to NELIA Policy NF-217 
DEVINE.H F Dairyland Power Cooperative 63/09/16 OINITZ, I 
Office of Nuclear Reactor Regulation, Director 2pp 10939: 197, 
24X Flche 90-409,83/05/16,8309230029 


P, Operating license stage documents t, correspondence 


8309040662 INTEGRATED PLANT 9AFETY ABSESSMENT REPORT, aVSTEMAT 1C 
EVALUATION PROORAM - LACROSSE BOILING HATER REACTOR Docket 
No, 90-409 (Dairyland Power Cooperative) 

* Division of Licensing NUfiE0-0B27 93/04/30 494pp 18334- 142 

24X Flche 90-409,03/04/30,8309040682 


6309020495 Generic Ltr 83-19 to all power reactor I, testing licensees 
re new procedures for providing public notice concerning 
Issuance of amends to OLs Sve list encl 

EISENHUT, D o Dlvifton Of Licensing 83/09/02 Consolidated 
Edison Co of New York, Inc 90pp 16441 120 24X 

Flcht 90-000,63/09/02,6309020499 


8309100025 Forwards Class II fee for 620609 application to amend 
License DPR-4S, In response to NRC 830116,0314 6 0412 Itrs 
Util maintains that fee not apprepriata, as described In util 
630315 ltr 

LIMDER.F Dairyland Power Cooperative 33/09/02 MILLER, H 3 

License Fee Management Branch. ip 18377 119 84X 

FI eha- 90-409, 83/09/02, 6309100029. 


6305120066 Confirms pumping tims/fuel consumption of emergency syc 
water supply syi pumps using flooding bases similar to 
alternate core spray sys, per Dudley 830420 telcon Specific 
cates discussed 

linger, F Dairyland Powar Cooperative, 63/05/02 CRUTCHFIELD, 0 
□pirating Reactors Branch 5 3pp 18431.024 24X 

Flche 50-409,63/05/02,6305120066 


630509065? Generic Ltr 83-20 to all operating reector llcantaes (, 
holders of CPe re Integrated scheduling for implementation 
of plant mods Sve list encl, 

EISENHUT, D G Division of Licensing. 83/05/0? consolidated 
Edison Co. of New York, Inc 16pp 18627 193 24X 

Flche- 90-000, 63/05/09, 0305090699 


B309230398 Forwards response to 830330 request for c lar If Icati on of 
Items identified In 8ER on environ qualification of 
safety-related electrical equipment Request for setension to 
1984 rifueling outage schedule repeated per 830311 ltr 
LINDER, F Dairyland Power Cooperative. 63/09/16 CRUTCHFIELD, D. 
Operating Reactors Branch 5 4pp. 18938 228, 24X 

Flche- 90-409, 63/09/16, 8309230398 


0309260002 Advises that facility design acceptable TMl Action Item 
II K. 3 23, "duel 1 f Icatlon of Accumulators on Automatic 
Depressurl latl on 6ys Valves, " resolved Safety evaluation 
end. 

CRUTCHFIELD, D Operating Reactors Branch 9 83/09/24 LINDER, F 

Dairyland Power Cooperative 9pp 18999,302 24X 

Flche 90-409, 63/09/24, 8309260062. 


8309270002 Forwards SER aceipting llcensis actions In response to TMt 
Action Plan Item II K 3 29, "Effect of Loss of AC Power on 
Pump Ssals " Seal injection will continue even If offsite 
power lost 

CRUTCHFIELD. D Operating Reactars Branch 9 83/09/29 LINDER, F. 

Dairyland Power Cooperative. 3pp. 18633 346 24X 

Flche 90-409, 63/09/25, 8309270002 


Q Inspection reports, IE Bulletins L correspondence 


0212060389 IE Info Notice 83—14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemlcel Reaction " Sve list 
enc 1. 

TAYLOR, J M, Division of Safeguards fc Inspection Programs (Poet 
8301031 03/03/21, Consolidated Edison Co. of New York, Inc 

tlSpp 18308 319 24X Flche- 90-000, S3/03/21i B212060369 


9303040021 IE Info Notice 63-21, "Defective Emergency Uee Respirator." 
6vc 1 1st end 

UORDANi E L. Division of Emergincy Preparedness ti Engineering 
Response (Post 630103) 63/04/19 Consolidated Edison Co of Mtw 

York, Inc. t26pp 18439-199 24X Ficha- 90-000, 63/04/19,8303040031 


8303040023 IE Info Notice 63-82, "BHR Safe ty/Ral lef Valve Fallurae, " 
6vc list end. 

JORDAN, E, L. Division of Emergency Preparedness li Engineering 
Response (Post 630103) 63/04/22, Consolidated Edison Co. of New 

Vork, Inc 112pp, 16363-069 24X Flche- 90 - 000 , 63/04/23, 6303040023 



DOCKETED ITEMS 


321 


8303040025 iE Info Notico 83-23< “Inopfrab 1 e Containnsnt Afcmoipher* 
Sfnilnp Sv« “ Svc li*t and 

JORDAN I E C Dlvltlon of Enitrgcncy PrcpareOnot* -St Englnttring 

Rtopontt (Poit 830103) 83/04/23 Consol i dot ad Edison Co of Nebi 

Vorkt Inc 119pp 18381 S91 24X Elche 30-000.83/04/23.8303040025 


B303040026 IE Info Notico 83-24. "Looso Parts in Socondarg Slda of 
Stoan Oanarators at PURs ■’ 8vc list end 

JORDAM.E L Division of Emergencg Preparedness t. Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co of Neu 

Yorkt Inc USpp 18382 047 S4X Flche 30-000. 83/04/28. e30304002& 


8303040027 IE Info Notice 83-23. “Standbg <}as Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Sve list and 

JORDAN. E l~ Division of Emergancg Preparedness U Engineering 
Responee (Pott 830103) 83/04/2B Consolidated Edison Co of Ncu 

York. Inc Itepp 183B2 lf>3 S4X Flcha 30-000,83/04/28.8303040027 


8303040028 IE Info Notice 83-26. "Failure of Safetg/Relief V/alve 
Slscherge Line Vacuum Qraakars " 8vc list end 
JORDAN, E. L Division of Emergcncg Preparedness tt Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neiii 

York, Inc l22pp 18441 170 S4X Flche 50-000,83/03/03,8303040028 


8303040030 IE Info Notice 83-27, “Opare tlonel Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Ei^uipmant " Syc list and 

JORDAN, E L Division of Emergancg Preparedness t< Engineering 
Responee (Post 830103) 83/03/04 Consolidated Edison Co. of New 

York, Inc il2pp 18382 282 24X Flche 30-000,83/03/04,8303040030 


8303040031 IE Info Notice B3-2B, "Criteria for Protective Action 
Recoismendations for Oaneral Emirgendes “ Sve list end 
JORDAN, E. L Olvltlon of Emergancg Preparedness tt Engineering 
Responee (Post 830103) 83/03/04 Consolidated Edison Co of New 

York, Inc 119pp 18441 001 C4X Flche 30-000,83/03/04,8303040031 


6309130298 Informs that draft "Regulatorg Improvement Program, " 
submitted w/utll 830404 Itr, responsive to NRC concerns 
Program implementation will be monitored Info re changes to 
program milestones requested 

KEPPLER. J 9 Region 3, Office of Director 83/09/03 LINDER. F H 
Delrgland Power Cooperative Ip 18439 220 24X 

Flche 90-409,83/03/03.8303130238 


— 8309130267 Forwards draft "Regulatorg Improvement Program " Draft 
darlved Prom maatlngs w/Rcglon III & reviewed bg H Drach. 
resident inspector 

TAYLOR, J U Delrgland Power Cooperative 83/04/04 KEPPLER, J 0 
Raglan 3, Office of Director Ip 18439 222 24X 

Flche. 30-409, 03/05/05, 8303130298 


— 8309130271 Draft Procedure 032483JUT, “Regulatorg Improvement program " 
» Dalrgland Power Cooperative. 83/04/04 19pp 18439 223 24X 

Flcha 30-409,83/05/09,8305130298 


8303040033 IE Info Notice 83-29, "Fuel Dindlng Caused hg Fuel Rack 
Deformation “ Sve list end 

JORDAN, E.L. Division of Emergancg Preparedness & Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of New 

York, Inc llSpp 18923.248 S4X Flcha 30-000,03/09/06,8303040033 


6309130109 Ack receipt of 630419 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-409/83-02 
BHAFERiM. D Region 3, Office of Director 03/03/10. LINDER, F U. 
Dalrgland Power Cooperative Ip. 18437 360 24X 

Flche. 90-409, 83/03/10, 8303130109. 


--B303130112 Responds to NRC 830330 Itr re violations noted In IE Insp 
Rapt 90-409/83-02. Corrective actions’ contract issued to 
Nuclear Energg Svet, Inc for eves including applicable 
10CFR90, App B it Part 21 reiluiraments 

LINDER, F Dalrgland Power Cooperative 83/04/19 STREETER, J, E 
Region 3, Office of Director 2pp 18437:361 24X 

Flcha 90-409,83/03/10,8303130109 


8303040034 IE Info Notice 83-30, "Hlfappllcatlon of Oanertc Emergancg 
Operating Procedures (EOP) Ouidellnes " avc list end 
JORDAMrE L. Division of Emtrgencg Preparednoss Engineering 
Response (Post 830103) 03/09/11. Consolidated Edison Co, of New 

York, Inc. 114pp. tB934-003 C4X Flche. 30-000, 83/09/11,8303040034 


8309260296 Forwards IE Insp Rapt 90-409/83-04 on 830411-19 No 
noncompllancB noted 

STREETER, J.F Regions, Office of Director. 83/03/12 LINDER, F W 
Dalrgland Power Cooperative 2pp 18626:111 24X 

Flcha' 90-409, 83/09/12, 8309260296. 


— 8303260238 IE Insp Rept 30-409/83-04 on 830411-15 No none nmp 1 1 anc e 
noted Major areas Inspected licensed it unlicensed omplogoe 
tra inlng, 1 iccnsed operator requa 1 i f i cat i on training A OA 
audits of training program 

SUTPHIN. R N , HAWKINS, P C Region 3, Office of Director 
83/03/12 7pp 18626 113 24X Flche 30-409,83/03/12.8303260236 


S30S240327 Forwards response to unresolved item identified during 
820920-24 insp Response withheld (ref 10CFn73 21) 

LINDER. F Dalrgland Power Cooperative 33/03/13 CRUTCHFIELD. D 
Operating Reactors Branch 3 Ip 10373 172 24X 

Flche 30-409.83/05/13.8305240327 


8303040040 IE Info Notico 03-31. "Error in ADLPIPE Computer Program " 
8vc list end 

JORDAN. E L Division of Emorgeneg Preparedness 6 Engineering 
Response (Poet 830103) 83/03/19 Consolidated Edison Co. of New 

York. Inc IHpp 18697 009 24X Flche 30-000.83/03/19,8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil " Sve list end 

JORDAN. E L Division of Emergencg Preparedness & Engineoring 
Response (Post 830103) 03/03/26 Consolidated Edison Co of New 

York. Inc 114pp 18647 007 24X Flche 30-000.83/03/26,8303040046 


R Periodic operating reports h related correspondence 


8309110298 Forwards LACOWR onsite meteorological data from Mar 1982 - 
Feb 1993 

WE188, 0 Dalrgland Power Cooperative 83/09/02 FAIROBENT, J 
Olvislon of Bgstems Integration (post 811003) 139pp 18392 343 

24X Flche 30-409,83/05/02,8309110290 


8303310134 Forwards annual environ radloactivitg monitoring ropts for 
1982 W/o end 

MCDONNELL. L J Wisconsin. Stete of NRC-OS-Ba-273 83/03/23 
KEPPLER. J O Region 3. Office of Director Ip 18639 140 24X 

Flche 30-000.83/03/23.8303310134 


8 Reportable occurrences. LERs t, related correspondence 


8303020146 Forwards LER 83-001 /03L-0 i updated LER 82-O20/O3X-I 
Detailed event analgsls encl 

LINDER, F Dalrgland Power Cooperative 03/04/21 KEPPLER, J 0 
Region 3. Office of Director 3pp 18278 194 24X 

Flche 30-409,83/04/21.8303020146 


— 6305020170 LER 83-001/03U-0 on 830323, fo 1 loul ng low reactor water 
level scram, IB HPC8 pump observed not running. Caused bg 
backward Installation of current transformer in HPCS pump 
breaker ground fault trip device 

OOODMAN, L 8 Dalrgland Power Cooperative 83/04/21 Region 3, 

Office of Director Ip 18278 197 24X Flcha 30-409,83/04/21. 

8303080146 


—8303020182 Updated LER B2-020/03X-1 on 821119-20. on three occasions 
vacuum pump which maintains Isokinetic flow rate to stack 
actlvltg monitors tripped Caused bg pump It motor 
overheating Motor thermal overload fuses upgraded 

OODDMANi L S Dalrgland Pouei Cooperative 83/04/21 Region 3. 
Office of Director Ip 10270 196 24X Flcho 30-409.83/04/21, 

8303020146 


T Hearing transcripts on non-antltrust matters 


8303100164 Transcript of ACRS LACDUR SEP Subcommittee 630S06 hearing In 
Washington. DC Pp 1-166 Supporting documentation encl 
» ACRS - Advisorg Committee on Reactor Safeguards 83/03/06 
229pp 18370 263 24X Flche 30-409.83/05/06.8303100164 


DOCKET 30-410 NINE MILE POINT NUCLEAR STATION, UNl, 2 


A Appl tcatlon/constructlon stage documents correspondence 


6303090633 Forwards FR notices of receipt of OL app 1 Icat ion, not 1 ce of 
avallabilitg of environ ropt, notice of consideration of 
issuance of OU it notice of opportunitg for hearing 
BCHUENCER.A Licensing Branch 2 83/03/02 RHDOE. O K Niagara 

Mohawk Power Corp 4pp 18367 307 24X Fiche 30-410.83/03/02. 

8303090633 


— 8303090646 Notice of receipt of application for OL, notice of 
avallabilitg of environ rept, notice of consideration of 
Issuance of OL It notice of opportunitg for hearing 

SCHWENCER, A Licensing Branch 2 83/03/02 7pp 18367 311 24X 

Flche. 30-410, B3/05/02, 0303090633 
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--0309090658 Notice of opportunity for public participation in propoteii 
NRC licancing application by Niagara Mohaub fouar Corpi 
et al^ for Nin* Milo Point Station. Unit 2 
• NSC - No Datallad Affiliation, Given 93/05/03 App 
1036? 310 24X Flttie 30-410,03/05/02,9309090633 


9305110315 Application for Amend 2 to OL application (filed in PDR 
Category A), coni latlng of Amend 3 to FSAR (filed in PDR 
Category K) & Suppl 1 to environ rept — OU stage (filed in 
PDR Category C) Affidavit of Svc encl. 

MANOAN, C V Niagara Mohauk Punier Corp 03/05/05 EISENHUT, D 0 
Division of Licensing 6pp 1B394 001 S4X Fiche 30-410,83/09/03, 
0303110319 


B305180D94 Summary of 930420 meeting (J/util,C9 & AE in Bethesda, MD re 
licensing revieu of QL application U specific review issues 
HAUOHEir. H F Licensing Branch 2 83/05/05 Licensing Drench 2 

(9pp 10499 330 24X Flche 50-410,83/05/03,8309180034, 


630309069? Generic Ltr 63-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for imp 1 emen ta 1 1 on 
of plant mods Svc list encl 

EtGENHUTiD 0 Division of Licensing 03/05/07 Cansolidetfd 

Edison Co of New Vorkj Inc 16pp 18627 133 24X 

Fiche 90-000,03/03/09.8303090659 


9303230974 Forwards repts in response to FSAR & environ rept - OL stage 
acceptance review questions par NRC request for addl info to 
630419 submittal re OL application List of repts submitted 

enc 1 

MANOAN. C V Niagara Mohawk Power Corp 83/05/13 EISENHUT, D O 
Division of Licensing 3pp 10600 001 SAX Fiche 30-410,03/05/13, 
0303230374 


— 93052305B2 Forwards add] infp re FSAR & environ rept - OL stage per NRC 
63032? request List of repts submitted encl 

RHODE. G K Niagara Mohawk Power Corp 83/04/1? EISENHUT, D O 
Olvlsion of Licensing 3pp 10600 004 24X Fiche 50-410, 

63/03/13, 0303230574 


—8305230585 ‘■316(a> Demonstration Bub mi s s 1 on , NPDES Permit NV 0001015 " 
• Niagara Mohawk Power Corp 83/05/13 S24pp 10600 007 24X 

Fiche 50-410,83/05/13,0305230574 


— 8303230507 “Evaluatiun of Angeled Screen Fish Divers Sys at Oswego 
Steam Station Unit 6," Interim rept 

• Lawler. Mabusky t Skelly Engineers LMSE-62/00911<l 91-050 
82/04/30 B2PP 10600 231 24X Fiche 50-410,83/05/13,8305230574 


—8305230592 ■'316ia) Demonstration Submission Permit NY 0020109 ’• 

« Power Authority of the State nf New York 03/05/13 2t7pp 
186(30 306 24X Fiche 30-410,83/05/13.0303230374 


—8303230599 "316{bJ Demonstration Submission Permit NV 0080109 " 

* Power Authority of the State of New York 83/05/13 323pp 

16601 165 24X F ic h e; SO-4 1 0, 83/03/ 13, 8303230574 


—8303230603 “Fish Tag Rept Summary 1972-76 " 

STORRiJ F Storr. U F 76/13/31 ?3pp 106OS 130 24X 

Fiche 60-410.83/03/13.8305230374 


— 8303230607 Vol t to “Nine Mile Point Aquatic Ecology Studies, Summary 
Plank ton. Denthois. Fishr 1973 '' 

* Quirk. Lawler & Matusky Engineers 74/08/31 391pp 

18602 323 24X FI che- 30-410, 83/03/13, 0303230374 


— 8303230614 Vol II to "Nine Mile Point Aquatic Ecology Studies, Fish 
Impingement, Mater Quality, 1973 “ 

a Quirk, Lawler b Matusky Engineers 74/08/3 1 26Bpp 

IB604 096 94X Flcha 30-410,83/03/13,0303230374 


— 8305230622 Vol III to “Nine Mile Point Aquatic Ecology Studios, Part 1, 
Apps I-III (a-d) Methods 6 Ma t Is, Stat 1 st f cal Procedures, 

Plankton. 1973 " 

» Quirk. Lawler it Matusky Engineers 83/05/13 SOBpp, 

18603 0(71 24X Fiche 30-410,83/05/13.8309230374 


—8305230620 Vol III to “Nine Mile Point Aquatic Ecology Studics/Part 2, 
App 111 (b-p>, Plankton, 1973 " 

• Quirk. Lawler b Matusky Engineers 83/03/13 S77pp 
18606 149 24* Fiche 30-410,83/05/13,8309230574 


--8305230637 Vol III to “Nine Mile Point Aquatic Ecology Studies.Part 3, 
Apps IVfV.Vl Benthos, Fish, Fish Imp Ingement, 1973 ■' 

* Quirk. Lawler & Matusky Engineer* 83/03/13 396pp. 

18608:006 24X F I C h e: 30-4 1 0. 83/05/13, 8303230574. 


— 8303230644 Vol III to “Nine Mile Point Aquatic Ecology Studies.Part 4. 
App VII Water Quality, 1973 '• 

« Quirk, Lawler 6 Hatusky Engineers 83/09/13 291pp 

10610 013 24X Fiche 30-410.83/03/13,8305230574 


— 8305230630 Vol I to "Nine Mile Point Aquatic Ecology Studies, Chapters 
I-IV, 1974 " 

* Lawler, Matusky 6 Skelly Engineers 75/12/31 333pp 

18609 042 24X Flche 50-410,03/03/13,0305230574 


— 8305230656 Vol II to "Nine Mile Point Aquatic Ecology Studies, (Chapters 
Vll-Xli 1974 " 

« Lawler, Matusky 6 Skelly Engineers 73/12/31 20Opp 
10610 306 24X Flche 30-410,03/03/13,8303230574 


— 8305230661 "Nine Mile Point Aquatic Ecology Stud 1 es, 1973. '* 

* Lawler, Matusky (, Skelly Engineers LM5E-76/OOBlI,191-033 
76/05/31 497pp 10611 226 24X Flche 30-410,83/03/13, 

B305230574 


— 8305230666 Vol 1 to "Nine Mile Point Aquatic Ecology Studies. 1976 “ 
* Lawler, Matusky & Skelly Engineers 77/09/31 489pp 

10613 001 24X Fiche 50-410,03/03/13,8303230574 


— 8305230678 Vol II to "Nine Mile Point Aquatic Ecology StudleSiApp 1-lX, 
1976 " 

* Lawler, Matusky t, Skelly Engineers, 77/03/31 6Slpp 
10614 130 24X Fiche 50-410,83/03/13,8303230374 


—8305230600 "Nine Mile Point Aquatic Ecology Studies, 1977 " 

* Texas Instruments, Inc 78/03/31 873pp 18616 061, 24X 

Flche 50-410,03/03/13,8305230374 


— 0305230681 "316(a) Demonstration Submlss Ion, NPDE8 Permit 070 0X2 2 
000632 NV (00032121 " 

« Niagara Mohawk Poluer Corp 83/03/13 ISOpp 18618 216 24X 

Fiche 50-410,83/03/13,8303230374 


—0305230604 “Intake Cons id erat 1 on*, NPDES Permit 070 0X2 2 00632 NV 
(0003212) " 

» Niagara Mohawk Power Corp 03/03/13 SOpp 18619.006. 34X 

Flche 30-410.03/03/13,8309230374 


—0305230687 "316(a) Demonstration 9ubmIi*lon NPDES Permit 070 0X2 2 
000633 NV (0003221) " 

« Niagara Mohawk Power Corp LM8E-79/0363bl9 1/029. 83/09/13 

i32pp 10619 093 24X Fi che • 90-4 10, 83/09/ 13, 8309230374 


—0305230691 "Intake Con* Iderat ions NPDES Permit 070 0X2 2 000633 NY 
(0003221) " 

« Niagara Mohawk Power Corp 83/09/13 90pp 18619' 209. 24X 

Fiche 50-410,83/09/13,8303230374 


—8305230696 "3f6(A) Demonstration Submission NPDES Permit NY 0002186." 
« Niagara Mohawk Power Corp 83/03/13 460pp 18619 24? 24X 

Fiche 50-410,83/09/13,8305230374 


— B30S230699 “Intake Considerations NPDES Permit NY 0002186 " 

» Niagara Mohawk Power Corp 83/03/13 149pp 18620 349 24X 

Fiche 50-410,83/09/13,8305230374 


—8309230701 "Studies to Alleviate potential Fish Entrapment at Unit 6 - 
Oswego Steam Station " 

« Stone b Webster Engineering Corp 77/03/31. 32pp 18621*138 
24X Flche 50-410,83/03/13,8303230374 


63OS34O4?0 Responds to 830419 Generic Ltr 83-18 requesting addl Info 
re review of BWR Owners Group control room survey program 
Info addressed In 830414 ltr to NRC. 

HANGANiC V Niagara Mohawk Power Carp 83/09/18 EISENHUT, D. G. 
Division of Licensing Ip 18372 068 24X Flche' 30-410, 83/05/18, 

0309240490 


C Utility Environmental Report <ER)> amends It correspondence 


8305090633 Forwards PR notices of receipt of OL appl icatton, notice of 
availability of environ rept, n'otlce of consideration of 
issuance of OL b notice of opportunity for hearing 
8CHUENCER.A Licensing Branch 2 83/05/02. RHODE, O K Niagara 

Mohawk Power Corp 4pp 18367 307 24X Fiche- 30-410, 83/05/02, 

83Q5090633 


— 8305090648 Notice of receipt of application for OL, notice of 
availability of environ rept, notice of con* Ideration of 
issuance of OL b notice of opportunity for hearing 
SGHWENCER, A, Licensing Branch 2 83/03/02 7pp 18367:311. 24X 

Flche 30-410,83/03/02,8309090633 
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B3D91103i9 Fopwards Suppl 1 to envirpn rept - OU stage (filed In 
PDR Category C) 

HANOANi C V Niagara Nohauk Power Corp B3/03/03 EtSENHUTi D 0 
Division of Licensing 6pp 18374 001 24X Flche 30-4 10< 83/03/03i 

8309110319 


—8305230679 Vo I tl to "Nine Mile Point Atluatic Ecology Studies. App I-IX. 
1776 " 

• L asi 1 e Pi Ma tus k y S. Skelly Engineers 77/03731 691pp 

18614 130 P4X Fieiie 30-410,83/05/13,8303230374 


“■—BGOSl 10357 Suppl 1 to environ rept - QL stage 

* Niagara Mohawk Power Corp 83/03/31 77pp 18394 007 24X 

Fiche 50-410,03/03/03,8303110313 


—0303230680 "Nine Wile Point Aquatic Ecology Studios, 1777 " 

« Texas In s trunxen 1 3 > Inc 78/03/31 S73pp 10616 061 &4X 

Flche 50-410,83/03/13.0303230374 


0305230574 Forwards repts In response to FSAR U environ rept - OL stage 
acceptance review questions per NSC request for addl info to 
030419 submittal re OL application List of repts submitted 
■ nc 1 

MANOAN, C V Niagara Mohawk Power Corp B3/0S/13 EISENHOT, D <3 
Division of Licensing 3pp 18600 001 24X Flche 30-410,83/05/13, 

B30S23OS74 


■83092309B5 "316(a> Demonstration Submission, NPDES Permit NY 0001013 " 
* Niagara Mohawk Power Corp 83/05/13 284pp 18600 007 24X 

Flche 50-410,03/03/13,8305230574 


•B309230587 "evaluation of Angeled Screen Fish Divers Sos at Oswego 
Steam Station Unit 6, " Interim rept 

e Lawler, Matosky 6 Skelly Engineers LMSE-B2/00711il7l-03B 
82/04/30 B8pp 18600 231 24X Flche 90-410,83/05/13,8303230374 


■8309230392 "316(a) Demonstration Submission Permit NY 0020109 " 
e Power Authority of the State of New York 83/03/13 21?pp 

18600 300 24X Flche 90-410,83/03/13,0303230374 


— 0303230601 ''316<a) Oe mens tra 1 1 on Subm 1 ss 1 on. NPDES Permit 070 0X2 2 
000632 NY (0003212) " 

a Niagara Mohawk Power Corp 83/03/13 ISOpp 18618 216 24X 

Flche 30-410,03/03/13.8303230574 


—0305230604 "Intake C ons 1 d era 1 1 on s , NPDES Permit 070 0X2 2 00632 NY 
(0003212) " 

» Niagara Mohawk Power Corp 03/05/13 30pp 10619 006 24X 

Flche 30-410,03/03/13,3303230374 


— 8303230687 "3t6(a) D emo n s tra 1 1 on Submission NPDES Permit 070 0X2 2 
000633 NY £0003221 ) " 

« Niagara Mohawk Power Cnrp LMSE-7S/0363icl91/029 83/03/13 

152PP 10619033 24X Flche 50-410,03/03/13.0303230374 


— 0305230691 "Intake Cone 1 der a 1 1 a n s NPDES Permit 070 0X2 2 000633 NY 
(0003221) " 

# Niagara Mohawk Power Corp 03/03/13 30pp 10617 203 24X 

Fiche 30-410,03/03/13,8303230374 


■ — 830323C379 ’‘316(b> Demanstra 1 1 on Submission Permit NY 0020109 '* 
a Power Authority of the State of New York 83/03/13 323pp 

18601 165 24X Flche 50-410,03/03/13,0303230374 


—0303230676 "316(A) Demons tra 1 1 an Submission NPDES Permit NY QOO2106 
# Niagara Nohawk Power Corp 83/03/13 460pp 10619 249 24X 

Flche 30-410,03/03/13,8303230374 


0309230603 "Fish Tag Rept Bummary 1772-76 " 

8T0R8/J F atorr, J F 76/12/31 73pp 10602 130 24X 

Flche: 50-410, 83/05/13, 0303230374 


— 8305930679 "Intake Considerations NPDES Permit NY 0002106 ” 

« Niagara Mohawk Power Corp 83/05/13 147pp 10620 349 24X 

Flche 50-410,03/05/13,0305230574 


"•“0309230607 Vol I to "Nine Mile Point Aquatic Ecology 
Plankton. Benthos, Fish, 1973 " 

* Quirk, Lawler fc Metusky Engineers 74/00/31 
10602 225 24X Fiche 50-410,03/03/13,0305230574 


Studies, Summer 
591 pp 


7 


— 8305230701 "Studies to Alleviate Potential Fish Entrapment at Unit 6 - 
Oswego Steam Station " 

« Stone h Nebstsr Engineering Corp 77/05/31 S2pp 10621 138 
24X Flche 50-410,03/05/13.8309230374 


0309230614 Vol 11 to "Nine Mile Point Aquatic Ecoloati Btudles.Flsh 
Imp Ingsment, Hater Quality, 1973 " 

* Quirk, Lawler b Matusky Engineers 74/08/31 260pp 

10604:096 24X Flche 50-410,03/09/13,0305230974 


0309260006 Forwards Affidavit of 9vc Indicating that Amend 2 tq FSAR 
b Suppl 1 to environ rept - OL stage, provided to appropriate 
parties delineated In 03032? Itr Distribution lists end 
MANOAN.C V Niagara Mohawk Power Corp 03/03/23 EISENHUT, D G 
Division of Licensing 3pp 10599 309 24X Flche 50-410.03/03/23, 

8309260086 


-8305230622 Vol m to "Nino Milo Point Aquatic Ecology Studies, Part 1. 
Apps l-III (a-d> Methods b Ma 1 1 e, Stay 1st leal Procedures, 

Plankton, 1773 " 

» Quirk, Lawler b Matusky Engineers 83/03/13 SOSpp 
18603:001 B4X Flche 30-410,83/05/13,0305230374 


-3309230620 Vol m to "Nine Milo Point Aquatic Ecology atudlei,part 2, 
App III <e-p> Plankton, 1973 " 

Matuiky Engineers 83/03/13 377pp 

18606 147 B4X Flche 50-410,83/05/13,0305230974 


D NRC Draft/Finel Environmental Statements, suppls b correspondence 


0305110296 Discusses draft EIS received on 030415 which Indicated no 
known historic significant sitee will be directly 
affected by plant operation Cnuncil must be afforded 
opportunity to comment prior to granting license or permit 
KLIMAi 0 L Advisory Council on Historic Presorvation 83/05/07 
□VKOSKi.L Biting Analysis Dranch t7pp 18393 236 24X 

Flche 50-410.03/05/09.0303110276 


"8309230637 Vol III tq "Nine Mile Point Aquatic Ecology Studies, Part 3, 
App* Vf VI B*ntho»4 Fi»h* FI »h Imp ing^monti 1973 
a Quirk, Lawler fc Metusky Engineers 03 / 03/13 376oe 

10600 006 24X Flche 30-410, 83/03/13, B303230374 


-8305230644 Vol III -to "Nine Mile Point Aquatic Ecolo 
App VIl, Hater Quality, 1973 " 

• Quirk, Lawler b Matusky Engineers 03 / 09/13 
10610:019 24X Flche 90-410.83/09/13.0309230974 


gy Stud 
271pp 


let, Part 


4, 


F Security, medical, emergency b fire protection plana 


B30903051S Forwards revised meteare log lea 1 data tape for facility 
Physical specs of data tape unchanged from previous 
submittal Tape will be included In next FBAR amend 
H/o end 

MANOAN, C V Niagara Mohawk Power Corp 03/04/29 SCKUENCER, A 
Licensing Branch 2 Ip 10300. 337 24X Flche 50-410.03/04/27, 

8305030513 


— a309a30690^Vol I to "Nine Mile Point Aquatic Ecology 

e Lawler, Matusky b Skally Engineers 75 / 12 / 31 . 
18609:042 84X Flche 90-410,03/05/13,9305230974, 


Studies, Chapters 
333p p , 


1774 '"” "Nine Mile Point Aquatic Ecology Stud lei, (Chap ten 

Engineers, 75/12/31 20Opp 
18610-306 24X Flche 50-410,03/05/13,0309230574 


0305110034 Generic Ltr 03-21 to all Licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve 1 1st enc 1 

EISENHUT, DO D1 Vi s i on o f L 1 cen s ing 03/05/11 Consolidated 

Edison Co of New York. Inc. 16pp 10940 095 a4X 
Flche 50-000.03/09/11,0309110034 


0, Adjudicatory correspondence 


0305230661 "Nine Mile Point Aquatic Ecology Studies, 1975 " 
ea./nSyi?’'' Engineers, LMaE-76/0081bl91-033 
0305830974 ®26 24X Fiche 50-410,03/09/13, 


—0309230666 Vol I to 
* Lawl or, Matusky 
10613 OOl 84X Fi 


Nine Mile Point Aquatic Ecology Studies, 1976 
b Skelly Engineers. 77/09/31 489pp 

Che, 90-410, 83/09/13, 8309230374 


0305090633 Forwards FR notices of receipt of OL app 1 lea tlon, not ic e of 
availability of environ rept, notice of consideration of 
Issuance of OL b notice of opportunity for hearing 
SCHHENCER.A Licensing Branch 2 03/05/02 RHODE. 0 K Niagara 

Mohawk Power Corp 4pp 18367 307 2+X F1 che. 30-4 10, 83/05/02, 

0305070633. 
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—8303090646 Mot let of receijtt of afip Heat Ion for 0L> notice of 
availability of environ repti notice of coniideratl on of 
laauance of OL It notice of opportunity for hearing 

SCKUENCEn. A Licensing Branch 2 83/05/03 7pp IS367 311 34X 

Ftche 50-410, B3/0S/03r 8308090633 


K Utility Final Safety Analysie Report (FBAR) 1> amende 


8304810336 Forwards Amend 1 to FSAR, cons i sting of SRP deviation 
statements, page changes 1, 1,470 oversiie drawings 
KAMOAMiC V Niagara Mohaul: Power Corp 83/04/13 £I8ENHUT> D 0 
Division of Licensing Spp 18090 373 34X Fiche 50-410,63/04/13, 

6304310338 


—6304310340 Amend 1 to FSAR M/1, 316 oversiie drauings «, 354 overslia 
figures Aperture cards are available In PDR 

e Niagara Hoheuk Power Corp 83/04/30 397pp 16090.374 S4X 

Flchs 50-410,63/04/13,8304310336 


6305110315 Forwards Amend 3 to FSAR (filed in PDR Category K) 

U/Sl oversize drawings Aperture cards are available In 
PDR 

KANSAN, C V Niagara Mohawk Power Carp. 83/05/03 EISENHUT. D 0 
Division of Licensing 6pp 18394 001 34X Fiche 50-410,83/05/05, 

8305110315 


— 8305110373 Amend 2 to FSAR M/31 oversize drawings Aperture cerds 
are evallable In PSR 

e Niagara Mohawk Power Corp 83/05/31 136pp 16394 065 34X 

Fiche 50-410.83/05/05,8305110315 


&3032&0086 Forwards Affidavit of Sve indicating that Amend 2 to FSAR 
it Suppl 1 to environ rept - OL stage, provided to appropriate 
parties delineated in 830339 Itr Distribution lists end 
KANOAN.C V Niagara Mohawk Power Corp. S3/OS/S3 E18ENHUT, D 0 
Division of Licensing Spp 18599 309 84X Fiche 80-410,63/05/33, 

6305260066 


H Antitrust correspondence 


8305130036 Forwards addl info retiuastsd on 830321 re antitrust review 
of OL application 

KANSAN, C V Niagara Mohawk Power Corp. 83/05/09 RESAN, N H Bite 
Analysis Branch 31pp 18437 104 34X Fiche 50-410.83/05/09, 

6305130036 


8 Inspection reports, IE Bulletins A correspondence 


8313060365 IE Info Notice B3-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Eiethermic Chemteel Reaction " Sve list 
enc 1 

TAVLOR.J K Division of Safeguards te Inspection Programs (Past 
630103) 63/03/31 Consolidated Edison Co of New York, Inc 

il3pp 18300 319 34 X Fiche 50-000,83/03/81,8313060385 


6305S30S39 Forwards sipurgated stataments not previously submitted w/IE 
InvesttgetlDn Rept 50-410/83-078 re Improper use of QC 
Inspector trainses by ShM 

8TAR08TECK1, R Division of Project A Resident Programs. 83/03/34 
RHODE, 0 K Niagara Mohawk Power Corp 86pp. lBS37l 039. 24X 

Fiche 50-410.83/03/24,8305330539 


8303040031 IE Info Notice 83-31, "Defective Emergency Use Respirator " 
8vc lilt end 

JORDAN, E L Division of Emirgancy Preparedness h Enginterlng 
Rtspensc (Post 630103). 83/04/15 Coniolldated Edison Co of New 

York, Inc i36pp. 10435: 155 34X Fiche 50-000,83/04/19,0303040031 


8303040033 IE Info Notice 83-32, "BMR Safety/Rellef Yalva Fatlifras. " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness t, Enginterlng 
Response (Post 830103), 83/04/33 Consolidated Edison Co, of Now 

York, Inc ItSpp 18383 089 24X Flch# 50-000,83/04/88,8303040033. 


8303040033 IE Info Notice 83-23, "Inoperable Contalnmsnt Atmosphere 
asnslng Sys " Sve list end 

JORDAN, E L Division of Emergency Prsparedness A Englneirlng 
Respontf (Post 830103). 03/04/35 Consolidated Edison Go of Ntw 

York, Inc 119pp 18381 391 34X Fiche; 50-000, 83/04/35, 8303040085 


6303040026 IE Info Notice 83-34, "Loose Parts in Secondary Side of 
Steam Oeneretors et PMRs " 8vc list end 

JOftOANiE L Division of Emergency Preparedness A Engineering 
Response (Post 830103). 83/04/38 Consolldatsd Edison Co. of Now 

York, Inc llSpp 16383’ 047 84X Flchs- 50-000, 63/04/38, 8303040036 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 8301031 83/04/38 Consolidated Edison Co of New 

York, Inc llBpp 18382 165 34X Fiche 50-000,83/04/30,8303040037 


8303040038 IE Info Notice 83-26, "Failure of Safety/Rellef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Division of Emergency Preperednast A Engineering 
Response (Post 830103) 83/05/03 Consol Idated Edison Co of New 

York, Inc 132pp 18441 170 34 X Fiche 50-000,83/05/03,8303040036. 


8303040030 IE Info Notice 03-37, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plank 
Equlpmint " 8vc list and 

JORDAN, E L Division of Bmirgeney Preparedness A Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc U3pp 18383 382. 34X Flchs 50-000,83/05/04,8303040030. 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Rscommendations for Oanaral Emergencies " 6vc list end 
JORDAN, E.L Division Of Emergency Prepersdnesi A Engineering 
Rtfponse (Poet 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 18441.001 84X Fleho 50-000,83/05/04,630304003) 


8305160093 Responds to request for addl Info re IE Bulletin 82-0i,R#v 
l,6uppl 1. Three welds inaccesilblt for rcred iogrephy 
currently under evaluation Two addl welds u/enhanced 
radiographs found satisfactory 

KANNO, 6 F Niagara Kohawk Power Carp 83/05/04 BTAROSTECKI, R 
Division of Project A Resident Pragrams 2pp 16453 013 24X 

Fiche- 30-410, 63/05/04, 6305160093. 


8305190331 Forwards IE Insp Rept 50-410/83-04 on 830314-0415, No 
noncompliance noted 

BTAROSTECKI, R Division of Project A Resident Programs 63/05/04 
RHODE, 0, K Niagara Mohawk Power Corp Spp 18500’ 305, 34X 

Flch# 50-410,83/05/04,8305190331 


-8305190334 IE Insp Rept 90-410/83-04 on 830314-0415 No noneomplianc* 
noted Major areas inspected, safety-related p ip ing, 1 Icintte 
survel 1 lance, contractor audits, Instrumentation tubing 
support! A structural steel 

BCHULZ.R D , KI8TER,H. B. Region 1, Office of Director. 63/09/03 
llpp. 10500:307 34X Fiche- 50-410,83/05/04,6305190331 


6303040033 IE Info Notice 83-29, "Fuel Binding Cauted by Fuel Reek 
Deformation." Sve list end. 

JOROAN.E L Diviflon of Emergency Preparednees A Engineering 
Response (Post 830103). 63/05/06. Consolidated Edison Co. of New 

York, Inc 115pp. 18533 348 S4X Flchs. 50-000, 83/09/06,6303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Operating Procedures (EOF) Quidellnes," 8vc list end 
JORDAN, E.L Division of Emergency Preparedness A Engineering 
Response (Post 830103). 83/09/11. Consolidated Edison Co of New 

York, Ine 114pp 18924*003 24X Fiche, 90-000, 83/09/11, 8303040034. 


8303040040 IE Info Notice 83-31, "Error In AOLPIPE Computer Program," 
Sve llet end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 630103) 83/09/19 Consolidated Edison Co of New 

York. Inc. 114pp. 10697.009 34X Fleho 90-000, 83/09/19,8303040040. 


8309270636 Ack receipt of 830426 Itr Informing NRC of stepe taken to 
correct violations noted In IE Insp Kept 90-410/83-03 
BTAROSTECKI, R. Division of Project A Resident Programs 03/09/19 
RHODE, 0 K Niagara Mohawk Power Corp Ip 18646' 307. 24X 

Fiche- 90-410, 63/09/19,6309370638 


—6309370649 Responds to NRC 630328 Ur ro violations noted In IE Insp 
Rept 90-410/83-02 Corrective actions corroet process 
planner wee obtained before roitertlng work A foremen A 
superintendent retrained 

KANNO, S.F Niagara Kohawk Power Corp, 83/04/36 STAROBTBCKI.R 
Region 1, Office of Director Spp 18646.306 24X 

Fiche 50-410, 63/05/19,8305370638. 


8303040046 IE Info Notice 63-33, "Nonrepresentatlvo Sampling of 
Contaminated Oil " Bve list end 

JORDANiE. L Divition Of Emergency Preparednese A Engineering 
Response (Poet 830103). 83/09/Sf6. Coneolldated Edison Go. of New 

York, Inc 114pp. 18647-007 24 X Flchs. 90-000, 63/09/36,8303040046 
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R Ptrlodlc aparAtlng raportt (t ralated correap ond anc » 


aa03230974 Foruprdi rapti In rB»pon«e to F9AR b environ rept - OL stage 
acceptance revleu (lueitlons per NRC requeit for add! info to 
830419 lubnittal re OL application List of repts submitted 
end. 

HANOAW. C V Niagara Mohauik Power Corp 83/09/13 E18ENHUT. D Q 
Olvlslon of Licensing 3pp iO&OO 001 S4X Fiche 90~410« 63/03/13t 
B30SS30974 


— 8309330587 "Evaluation of Angeled Screen Fish Divert 8gs at Osuego 
Staam Station Unit 6i " Interim rept 

* Lauil ar> Ma tusky ti Skelly Engineers LM3E-BS/OO91kil91“O80 
83/04/30 B3pp 18&00 S31 34X Fiche 90-4 lOj 83/09/ 13i 8309330974 


“a309330&03 "Fish Tag Rept Summary 1973-7A " 

STORR. J F Storr. J F 7A/12/31 99pp ISAOS 130 34X 

Fiche. 50-410. 83/09/13. 8309330974 


— 8308S30&07 Vol I to "Nine Mile Point Aquatic Ecology Studies. Summary 
Plankton. Banthos. Fish. 1973 " 

• Quirk. Laular ti Matusky Engineers 74/08/31 991pp 

18603.329 34X Fiche 90-410.83/09/13.0309830974 


—8305330614 Vol II to "Nine Mile Point Aquatic Ecology Studies. Fish 
tfflplngamant. Hater Duality. 1973 " 

a Quirk. Lauter 6 Matusky Engineers 74/08/31 86Bpp 
18604 096 24X FI eh e. 90-410. 83/05/ 13. 8309330974 


—9309330632 Vol tit to "Nine Mile Point Aquatic Ecology atudies.Part 1. 
Appa I-tll (a-dl.Methods 6 Matl a. Statistica 1 Procedures. 

Plankton. 1973. '< 

• Quirk. Lawler 6 Matusky Engineers 83/09/13 506pp 

10609:001 34X Fiche 90-410.03/09/13,8309330974 


—8303330638 Vol III to "Nina Mile Point Aquatic Ecology Studies. Part 3. 
App III <a-p» Plankton. 1973 " 

e Quirk. Lawler 6 Matusky Engineers 83/09/13 977pp 

18606 149 34X Fiche 90-410,03/09/13.8309330974 


—0309330637 Vol III to "Nine Mile Point Aquatic Ecology atudies.Part 3, 
Apps IV, V.VI Benthos, Fish, Fish Impingement, 1973 " 
s Quirk. Lawler & Matusky Engineers 83/09/13 396pp 

18608:006 S4X Fiche 90-410,83/09/13.8309330974 


—8309330644 Vol 111 to "Nine Mile Point Aquatic Ecology atudies.Part 4. 
App Vll' Hater Quality. 1973 " 

» Quirk. Lawler 6 Matusky Engineers 03/09/13 391pp 

18610' 019, 84X Flehe.90-410, 83/09/13, 8309330974 


—8309830690 Vol I to "Nine Mile Point Aquatic Ecology Studies. Chapters 
r-IV, 1974 " 

» Lawler, Matusky 1. Skelly Engineers 79/13/31 333pp 

18609,043, S4X Fteha- 90-410, 83/09/13. 8305230974. 


— 8309330696 Vol II to "Nina Mile Point Aquatic Ecology Studies. (Chapters 
VII-X>.1974 " 

» Lawlar.Matutky t< Bkslly Engineers 79/13/31 SBOpp 
13610 306 S4X Fiche' 90-410.83/09/13. 8309230974 


—8309330661 "Nina Mila Point Aquatic Ecology Btudias. 1979. " 

a Lawler. Matusky 6 Skslly Engineers LM6E- 76/00016191-033. 
76/09/31. 497pp 18611.336 24X Fiche, 90-410. 83/09/13. 

8309330974. 


— 8309120404 Part 31 rept re failure of post-LOCA hydrogen recombiner 
component during IEEE— 323 qua 1 1 f 1 ca 1 1 on program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEV, 0 C Rockwell International Corp 03/03/11 CQLLINS.JT 
Region 4. Office of Director 3pp 18433 074 24X 

Flehe 90-000,83/04/36.8309130392 


8309130334 Interim deficiency rept re QE control rod drive sys clamps 
Initially reported on 030409 Clamps not ASMS qualified Final 
rept will be submitted by 830839 

MANNOi 6 F Niagara Mohawk Power Corp 03/09/04 8TAROSTECM.I. R 
Division of Project & Resident Programs 3pp 10433 292 24X 

Flcha 90-410,03/09/04.8305120334 


8309290430 Suppls 020403 final deficiency rept re Power Strut spring 
nuts Corrective actions completed Nuts Prom Field Purchase 
Order 12113 returned to vendor S6H OA Insp Plan 
N2OEO6IAFA00a revised to ensure use of proper spring nut 
MANN0.8F Niagara Mohawk Power Corp 83/09/16 STAROgTECK!, R 
Division of Project & Resident Programs Ip 18989 386 S4X 
Fiche 90-410,03/09/16.8309290430 


DOCKET 90-412 BEAVER VALLEY POWER STATION, UNIT 2 


A App 1 teat 1 on/cons tr uctl on stage documents 6 correspondence 


6309330730 Forwards list of utils responding to requests for cost 
figures on backfltting 

TQURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLAOINO.KJ Commissioners 3pp 18542372 S4X 
Fiche: 90-000. 83/04/ 11, 0309230720 


8309330363 Informs of NRC determination that probability of 
unacceptable damage due to turbine missiles acceptably low. 
provided turbine missile generation probability maintained 
as specified 

KNIGHTON. 0 H Licensing Branch 3 83/04/38 HOOLEVER.E J 

Duqueene Light Co 3pp 18943 298 24X Fiche 90-412.83/04/28, 

8309230263 


8309090699 Generic Ltr 03-20 to all operating reactor licensees fc 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

eiBENHUT. D 0 Olvlslon of Licensing 83/05/09 Consolidated 
Edison Ca of New York. Inc 16pp 18627 133 24X 

Fiche 90-000,83/09/09.8309090699 


C Utility Environmental Report <£R). amends 6 corretpandence 


8309170199 Summary of 030323 meeting u/utll 6 B6H in Oethesda. MD re 
environ rept OL stage 

LAZO. L Licensing Drench 3 83/09/10 Licensing Branch 3 34pp 

18496' 144 a4X FI che ' 90-4 12, 83/09/ 10, 8309 1 701 99 


8309180999 Forwards environ rept for Beaver Valley Power Station. Unit 
S. 

HOOLEVER.E J Duquasne Light Co 83/09/16. DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 18990 001 24X 

Fiche 90-413.83/09/16,0309100999 


— 8309180976 Environ rept - OL Stage for Beaver Valley Power Station, 
Unit S Errata one 1 

* Ouqueene Light Co 83/09/16 701pp 18968 119 24X 

Fiche 90-413.83/09/16,8309180999 


— 8309330666 Vol I to "Nine Mile Point Aquatic Ecology 0todles,1976 " 
o Lawler. Matusky 6 Skally Engineers 77/09/31 489pp 

18613.001 S4X Fiche: 90-410, 83/09/13. 8309330974 


— 8309330670 Vol II to "Nine Mile Point Aquatic Ecology Studies, App I-IX. 
1976. " 

fr Lawler. Matusky ti Skelly Engineers. 77/09/31, 691pp, 

1 06 1 4: 1 30. 34 X F i c h e : 90-4 1 0, 83 /09/ 1 3. B309S30974 


F Security, medical, emergency t, fire protection plans 


B3090S04S6 Informs of mod to Unit 1 emergency preparedness plan to 
include Unit 3 Units will have one emergency plan & 
separate sets of implementing procedures 

HOOLEVER.E J Ouquesne Light Ca 83/04/2B DENTON. K R Office of 
Nuclear Reactor Regulation, Director 4pp. iBS73 192 24X 

Fiche 90-412,03/04/30,8309080426 


— 83Q9S306B0 "Nine Mile Point Aquatic Ecology Studies. 1977 " 

e Tesas Instruments. Inc, 78/09/31, 879pp 18616.061 24X 

Fiche; 90-410. 83/09/13, 8309330974 


8309170186 Summary of 030317 meatlng u/utll in Qethesda.HD re physical 
security plan Plan required by Q30731 

LAZO. L Licensing Branch 3. 83/05/10 Llcanslng Branch 3 4pp 

18496 140 24X Fiche 50-412,83/09/10,8309170186 


8. Reportable occurrences. LERs 6 related correspondence 


8309120398 Interim deficiency rept re misapplication of ITS Oould 
circuit breakers in post-LOCA hydrogen rscomblners supplied 
by Rockwall Inti Initially reported on 830338. Matter under 
Investigation Final rept by 830808 Reported per Part 31. 

KANNO.S. F. Nlagere Mohawk Power Corp 83/04/26. BTAROSTECKl, R 
Region 1. Office of Director, 2pp 18433:072. S4X 
FlChel 90-000, 83/04/36, 8309180392, 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for lau anforcement vlslti 
Bve list end 

EISENHUT. 0. 0 Division of Licensing 03/09/11 Consolidated 
Edison Co of New York, Inc 16pp ia340;09S. 34X 

Fiche 90-000, 83/09/ it, 83091 10034 
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B305310834 Summary o# 830411 meeting lu/util In aethasda.MO ro schedule 
for completing items sn ©enor 1 c Ltr a2-33tSuppl 1 to 
NUREG-0737 requirements for emergency response capability 
LAZOiU Licensing Branch 3 83/03/11 Licensing Branch 3 12pp 

18662234 24X Flche 50-412,83/03/11,8305310234 


8303180236 Forwards ''BBaver Valley Power Station Unit 8 Fire Protection 
Evaluation Rept " Act of receipt requested 

WQOLEVERrE J Duquesne Light Co 83/03/16 DENTON. H R. Office of 
Nuclear Reactor Regulation, Director 2pp IB490 3SS 24X 
FiChs 30-412,83/03/1618303180236 


— 8305180259 "Beaver Valley Power Station Unit 2 Fire Protection 
Evaluation Rept " 

* Duquesne Light Co 83/05/16 S76pp 18490 337 S4X 
Fleha 50-412,83/03/16,8303180256 


K Utility Final Safety Analysis Report (FSARl 6 amends 


8303180283 Forwards Amend 1 to FEAR 

MQDLEVER. E J Doquesne Light Co 83/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 18487 285 S4X 
Flche 50-412,83/05/16,8303180283 


— 8303160287 Amend 1 to FBAR H/seven overs Ite figures Aperture cards 
are available in PDR 

• Duquesne Light Co 83/03/31 062pp 18487 230 24X 

Flche 50-412183/03/16,8303180283 


8305180559 Forwards FBAR fc environ rept (filed In PDR Category C> for 
Beaver Valley Power Station, Unit 2 

WD0L6VER, E J Duquesne Light Co 83/03/16 DENTON, H R Office of 

Nuclear Reactor Regulatlonr Director. 2pp 18530 001 24X 

Flche 3D-4£2, 83/03/16, B303180SS9 


—8305100369 FSAS for Beaver Valley Power Station, Unit 2 Errata end 
» Duquesne Light Co, 83/03/16 2. a79pp 18530 003, 24X 

Fleha 50-412, 83/03/1 6, 8303180559 


—8305160385 Chapter I tO Beaver Valley Unit 2 FSAR, "Introduction & 
Oeneral Description of Plant " 

• Duquesne Light Co 83/03/16 269pp 18330 014 24X 

Flche 50-412,83/03/16,8 30318 0559 


— 8305180392 Chapter 2 to Beaver Valley Unit S FSAR. "Site 
Characteristics ’’ 

a OuqUBSne Lish t Co. 83/05/16 SOOpp 18330 203 24X 

Flche 50-412,83/05/16,0303180539 


—8305180596 App 2. 3A to Beaver Valley Unit 2 FSAR, "Balt U Mater Drift 
a Duquesne Light Co 83/03/16 ISpp IBSOt 153. 24X 

Flche 50-412,83/05/16,8303(00559 


—6305180606 App 2 SB to Beaver Valley Unit 2 F8AR, "Visible Plume 
Model " 

• Duquesne Light Co, 03/05/16 0pp. 10SS1 167. 24X 

Flche 30-412,63/03/16,0303180359 


--830S1B06I3 App 2 SC to Beaver Vallog Unit 2 FBAR, "Beaver Valley Power 
Station Joint Fraquancy Distribution at 33-Ft Level 
(Jan 1976 - Dee 1980} " 

• Duquesne Light Co. 83/03/16 117pp 18351 174 24X 

Flche 80-412,83/03/16,0303180359 


--8303180623 App 2 3D to Beaver Valley Unit 2 FSAR, "Beaver Valley Power 
Station Joint Frequency Distribution at 500-Ft Level 
(Jan 1976 - Dec 1980). " 

» Duquesne Light Co. 83/03/16 lB3pp 18331 291 84X 

Fithe 30-412,63/03/16,8303180359 


—8303180634 App 2 4A ts Beaver Valley Unit 2 FBAR, "Analysis of Flood 
HeightsiOhio River at Shipp ingport, PA Hydrologic Englnearlng 
inveetlgation ’• Aperture card available In PDR. 
s Duquesne Light Co 83/05/16 ISSpp 10332 114 24X 

Flche 30-412,83/03/16,8303180359 


— 6303180641 App 2 SA to Beaver Valley Unit 2 FBAR, "Ohlp River 
Elevations 1, Pleioaieter Data " 

» Duquesne Light Co 03/03/16 44pp 18332 299 24X 

Flche 50-412,83/03/16,8303100359 


•8303180630 App 2,38 to Beaver Valley Unit 2 FSAR, "Boring Logs," 
Aperture cards available in PDR 

e Duquesne Light Co 83/03/16 4Bpp, 10332 347. 24X 

Flche 30-412,83/03/16,8305180859 


— 8303180655 App 2 SC to Beaver Valley Unit 2 FSAR, "Relative Denelty 
Plots for Verification Borings, Terra Probe Dens! f leatton 
Main Intake Structure " 

» Duquesne Light Co B3/03/16 31pp. 18333 035 24X 

Flche 50-412,83/05/16,8303180339 


— S3031S0661 App 2 SD to Beaver Valley Unit 2 FBAR, “Lab Teat Sate In 
Situ Soils " 

a Duquasna Light Co B3/03/16 ISBpp 18353 083 24X 

Flche 50-412,83/03/16,0303180339 


—8305180666 Chapter 3 to Beaver Valley Unit 2 FSAR, "Design of 
Struc turesi Components, Equipment & 8ys " 

« Duquesne Light Co 83/03/16 1, 147pp 10333 283. 24X 

Flche 30-412,83/03/16,8303180339 


— 8305180673 App 3A to Beaver Valley Unit 2 FSAR, "Computer Program fsr 
Dynemlc I, Static Analytle of aelimtc Category t structuraa. 
Equipment t< Components " 

e Duquesne Light Co 83/03/16 lS7pp 10536 290, 24X 

FI Che. 50-412, 03/05/16, 0303180559 


--8303180681 App 3B to Beaver Valley Unit 2 FSAR, "Study of Pfobabillly 
of Aircraft Colttelen M/Oeaver Vallay Power Station - 
Unit 8 " 

e Duquesne Light Co. 83/05/16 6Spp 18337.087 84X 

Flche. 30-412,83/05/16, 8303100359 


— 0305100683 Chapter 4 to Beaver Velley Unit 2 FSAR, "Reactor " 
• Duquesne Light Co 83/03/16 231pp 1833? 170 24X 

Flche 30-412,83/03/16,8303180339 


—0303180693 Chapter 3 to Beaver Valley Unit 2 FSAR, "RC8 I, Connactel 
8ye " Four aperture earde available in PDR 
« Duquesne Light Co 83/03/16 2S2pp. 18338 041 84X 

Flche- 30-412, 03/03/16, 6303180339 


—0303180693 App SA to Beaver Valley Unit 2 FBAR. "Cold 8hutrieun 
Capability " 

« Duquesne Light Co 83/03/16 12pp 18338 293 24X 

Flche 30-412,83/03/16,8303180339 


—8305180697 Chapter 6 to Beaver Valley Unit 2 FBAR, "EBF. " Aparturi 
cards available in PDR, 

* DUqueine Light Co 03/03/16 460pp 18350 332 24X 

Flche- 50-412, 83/05/16, 0303180359 


— 0305180703 Chapter 7 to Beaver Valley Unit 2 FSAR, "Inttrumentatlen b 
Centroli, " 

* Duquesne Light Co 83/03/16 6B2pp 18560 072. S4X 
Flche 50-412,83/03/16,6303180559 


—8305180708 Chapter a to Beaver Valley Unit 2 FSAR, "Electric Fewer * 
» Duquesne Light Co. 83/03/16 laOpp (8562:034. 24X 

Flche. 30-412, 83/03/16, 630S1BOSS9 


—8305180715 Chapter 9 to Beaver Valley Unit 2 FSAR, "Auxiliary Sye • 
Aperture cards available In PDR, 

e Duquesne Light Co 03/05/16 4eOpp 18562! 214 24X 

Flche- SO-412, 83/03/16, 8303180539 


—8303180720 Chapter 10 to Beaver Valley Unit 2 FSAR, "Steam 6 Power 
Conversion Sye." Aperture cards available In PDR 
e Duquesne Light Co 03/03/16 il4pp 18563-334. 84X 

FUhe' 50-412, 83/03/16, 830318035? 


—8305180728 App lOA to Beaver Valley Unit 2 FSAR, "Auxiliary raedwater 
Sye Slmpllfird Reliability Analysis " 

« Duquesne Light Co. 83/05/16. 77pp 18364.088. 24X 

Flche 50-412,83/03/16,8303100559 


—0305100733 Chapter H to Beaver Valley Unit 2 FSAR, “Radwaett Hgt. ■ 
Aperture cards available In PDR 

« Duquesne Light Co 83/03/16 143pp 10364 176 24X 

Flche- 30-412, 83/03/16, 0305180339 


—8305100740 App llA to Beaver Valley Unit 2 F8AR. “Summary of Annuel 
Radiation Oosea, " , 

e Duquesne Light Co. 03/03/16. 26pp 18364-319. 24X 

Flche! 30-412, 83/03/16, 0303180339. 


—8305100746 Chapter IS to Beaver Valley Unit 2 FSAR, “Radiation 
Protection " 

« Duquesne Light Co. 03/03/16 19Spp. 18364.332. 24X 

Flche- 30-412, 83/03/16, 6303180339 
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— 0309130749 C^•[(ter 13 to Be«v«r Valloy Unit 2 FSAR, "Conduct of 
□p«ratlans " 

• Ouqireonc Light Co 03/09/16 117pp 10363 104 S4X 

Flth» 90-410.03/09/16.8309180339 


— 33091007 95 Chapter 14 to Beaver ValUy Unit 2 FSAR. "Initial Test 
Program " Four aperture cards available In POP 
a Duqoeine Light Co 83/03/16 ISSpp 18963 301 24X 

Flcha 50-412.83/09/16.8309100959 


— 0309180760 Chapter 15 to Beaver Valley Unit 2 FSAR. “Accident 

Analytes " 

• Duquesne Light Co 83/05/16 461pp 18966 124 24X 

Flche 90-412.03/03/16.8309180999 


— 0309100764 App 13A to Beaver Valley Unit 2 FSAR. "Dose Methodology 
« Duquesne Light Co 83/09/16 Qpp 18967 225 24X 

Flcha 90-412.03/05/16,8309180999 


— 0309180767 Chapter 16 to Beaver ValUy Unit 2 FSAR, "Tech Specs 
* Duquesne Light Co 83/09/16 7pp 1BS67 234 24X 

Flche 30-412.03/09/16,8309180999 


— 83D9180769 Chapter 17 to Beaver ValUy Unit 2 FSAR, "OA " Errata 
end 

• Duquesne Light Co. 83/03/16 31pp 18967 240 24X 

Flche. 50-412, 83/05/16. 8305180559 


0305240249 Forwards affidavit certifying distribution of FSAR Amend 1 
HOOLEVER, E J. Duquesne Light Co 83/05/19 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 10548 304 24X 

Flche: 90-412, 83/03/19. 8303240240 


a Inspection reports. IE Bulletins 6 correspondence 


8218060305 IE Info Notice 03-14. “Deuatired Spent ton Eichenge Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
and 

TAVLOR.U H Division of Safeguards & Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New Vork. Inc 

112pp. 10308 319 24X Flche 90-000. 83/03/81.8212060309 


B303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Svc list encl 

JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of Neu 

Vork. Inc 126pp 10433 199 B4X Flche 30-000.83/04/19.0303040021 


8303040023 IE Info Notice 03-22, "BUIR Safety/Relief Valve Failures 
Bvc list encl 

JORDAN. E. L Division of Ertiergcncy Preparedness 6 Engineering 
Response (Post 030103). 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18303009 24X Flche 90-000,03/04/22,8303040023 


8303040025 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing 0ys " Bvc list encl 

JORDANiE. L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York. Inc tt?pp 18381.291 24X Flche 50-000.83/04/29,8303040025 


8303040026 IE Info Notice 03-24. "Loose Parts in Secondary Side of 
Steam Oenarators at PWRs " Svc list encl, 

JORDANiE L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc ItSpp 18302:047 24X Flche 50-000,03/04/20,0303040026 


B303040027 IE Info Notice 83-29. "Standby Oas Treatment 0ys Meatar High 
Temp Trip Setpoint Adjustment." Svc list encl 
JORDANiE L Division of Emergency Preparedness tt Engineering 
Rasponia (Post 030103) 83/04/28 Consolidated Edison Co. of Neu 

York! Inc. ItSpp. 18382,169 24X Flche 90-000.83/04/20,8303040027 


8303040028 IE Info Notice 83-26, "Failure of 8af ety/Rel lef Valve 
Discharge Lina Vacuum Breakers " Svc list encl 
JORDANiE L Dlvtilon of Emergency Preparedness & Engineering 
Rasponia (Post 030103) 83/09/03. Consolidated Edison Co, of Neu 

Yorkr Inc. 122pp 18441.170. 24X Flche 90-000,83/09/03,8303040028 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equlpmant. " 8vc list and 

JORDAN, E L Division of Emergency Preparedneet l< Engineering 
Rasponia (Poet 030103). 83/09/04 Consolidated Edison Co. of Neu 

York! Inc ll2pp 18382' 282. 24X Flche 90-000, 83/03/04. S3 0304 0030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Raconmendattons for Oenoral Emergencies." Bvc list encl 
JORDAN. E. L Division of Emergency Preparedneie 6 Engineering 
Responta (Post 830103) 83/09/04 Consolidated Edison Co, of New 

York. Inc. Il9pp 18441.001, 24X Flche 90-000,03/09/04,8303040031 


0303040033 IE Info Notice 83-29, "Fuol Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of New- 

Vork, Inc llSpp 10923 248 24 X Flche 30-000,83/05/06,8303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Ouldelines " Svc list encl 
JC)RDAN,E U Division of Emergency Preparedness 6 Engineering 
Response (Post 6301031 83/09/11 Consolidated Edison Co of Neu 

York. Inc 1 Hpp 18924 003 24X Flche 50-000.83/05/11.8303040034 


6303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Sve list encl 

JORDAN. E L Division Of Emergency Preparedness (< Engineering 
Responso (Post S30I03) 83/05/19 Consolidated Edison Co of New 

York. Inc U4pp 10697 009 24X Flche 50-000,03/09/19.8303040040 


8309290408 Ac k receipt of 030904 Itr informing NRC of steps taken to 
correct violations noted in IE Jnsp Ropt 50-412/83-01 
MARTIN.! T Division of Engineering 6 Technical Programs 03/09/20 
NOOLEVER.E J Duquesne Light Co Ip I0SB9 035 24X 

Flche 90-412,03/05/20,8305250488 


— 8309290498 Responds to NRC 030210 Itr re violations noted in IE tnsp 
Hept 50-412/03-01 Corrective actions three steam generator 
cold leg noulo uoids will be repaired by end of Dec 1983 
Steam generator technical manual uill be revised 
UODLEVER. E J Duquesne Light Co 03/09/04 STAROSTECKI, R 
Division of Project & Resident Programs 6pp 18909 036 24X 

Flche 90-412,03/09/20,8305230488 


8309270656 Ack receipt of 830404 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 90-412/81-09 
STAROSTECKIiR Division of Project 6 Resident Programs 83/09/24 
HOOLEVERiE J Duquesne Light Co Ip 18646 398 24 X 

Flche 90-412,03/09/24,8309270696 


—8309270662 Revises 02O31D response to NRC 020209 Itr r« violations 
noted In IE Insp Rept 90-412/01-07 Corrective actions nuts 
6 bolts In duct connection uilll be replaced u/neu nuts, bolts 
6 flat washers to ensure proper bearing surface area 
UOOLEVER.E J Duquesne Light Co 03/04/04 STAR85TECKI, R 
Division of Project 6 Resident Programs 3pp 10646 399 24X 

Flcha 90-412,83/09/2410309270696 


0303040046 IE Info Notice 03-33, "Nonrepr Bsontat 1 ve Sampling of 
Contaminated Oil " Svc list encl 

JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/09/26 Consol Idatad Edison Co of Neu 

York, Inc 114pp, 10647 007 24X Flche 90-000,03/09/26,0303040046 


S Reportable occurrences. LEHs ii related correspondence 


0309100104 Interim Significant Deficiency Rept 83-02 re QC acceptance 
of conditions In nonconformance w/lnep plan attributes 
Initially reported on 030318 QC supervisor 6 lead inspectors 
retnstructed Next rept uill be submitted by B30B01 

NOOLEVERiE J Duquesne Light Co 03/04/29 HAYNES. R C Region 1. 
Office of Director 4p p 10374 390 24X Fiche 90-412.83/04/29, 

0309100104 


0309110299 Interim Significant Deficiency Rept 03-01 re inc(»rrect 
Ussttnghouse EMD gate valve position indication Initially 
reported on 030112. Rept of results of evaiuatUn uill be 
submitted by 830931 

.HOOLEVER, E J Duquesne Light Co 03/04/29 HAYNES, R C Region 1, 
Office of Director 9pp 10393 273 24X Flche 90-412,83/04/29. 

0309110299 


8309200429 Final Significant Deficiency Rept 02-06 re failed sheared 
pinion kays in LUltorque motor operators supplied by 
Nestlnghouse All deficient keys replaced Also reportable 
per Part 21 

WOOLEVER.E J Duquesne Light Co 83/03/10 ALLAN, J Region 1. 
Office of Director 9pp 18917 149 24X Flche 90-412,03/03/10, 

0309200429 


DOCKET 90-413 CATAWBA NUCLEAR STATION, UNIT 1 


A App 1 tee tion/construc 1 1 on stage documents (i correspondence 


6309020326 Forwards addl Info re containment pressure boundary fracture 
toughnass. In response to NRC 020904 Itr U/four overslxe 
drawings Aperture cards are available In PDR 

PARKER, U 0 Duke Power Go 62/06/03 DENTON, H R, Office of 
Nuclear Reactar Regulation, Director AD E NS A hr, E 0 Licensing Branch 

4 8pp 10276.220 24X Flche 90-413.02/06/03,8309020326 
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S309090008 FoTuiri)* "Conit Pro/ect Evaluation tOT Catauib4 Muclaar 
Station " 

OWEN.WH Duko Pouar Co 03/18/30 Q'HElLUVjJ P Rtjlon 2. Office 
of Director. to 18337 110 84* Flelie 30-4131 02/1 a/30i 3309050008 


"BSOSOSOOH "Contt Project Evaluation for Catauba Nuclear Station ” 
e Duke Pouer Co 82/10/31 Z02pp 16339 111 84X 

Flche 50-413,82/18/30.3309050003 


8309020996 Approves request to (uithtata "Reactor Cavltv Asqirunstric 
Loads" from public disclosure per 10CFR2 790 

ADENSAM.C 0 Licenslnj Branch 4 B3/04/H6 TOCHER, H B Duke Power 

Co 2pp 18284.247 24X Flche 90-413,83/04/86,6309020996 


8309090699 Generic Utr 83-20 to ail operating reactor licensees 6 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EI8ENHUT.0 0 Division of Licensing. 83/09/09 Consolidated 

Edison Co of New York, Inc. ld>PP 18627 193 24X 

Ficfte 90-000.83/05/09,8309090699 


6309270009 Forwards proposed Tech Specs In form of marted-up Rev 4 to 
NUREO-0492, "BT8 for WestlnghOOSe PWRs ■' 

TUCKER, H 0 Duke Power Co 83/09/80. DENTON.H. H Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 741pp 18630 001 24X Flche 90-413.83/09/20,8309270009 


E NRC Sefetg Evaluation Report (SERI, suppls t< correspondence 


B3O9O2002O Forwards comments on SER Section 9. 9 1 rt fire protection 
program, issued bg NRC on 830222. H/ four overtlie drawings. 

List of room descriptions also enc 1 . Aper ture cards arc 
available In FOR. 

ruCKER.H 0. Duke Power Co B3/04/M. DENTON.H A. Office of 
Nuclear Reactor Regulation, Director AOENSAM, E O, Llcenelng Branch 
4 14pp. 18276 222 24X Flche 90-413,83/04/14.8303020020 


8309080028 Notification of 830304 meeting u/utll In Dathasda.MD to 
discuss SER Conflrnatoru Item 17 re Tgpe C leak rate testing 
of certain Isolation valves. 

^1ASB0UR.K N Licensing Branch 4 83/04/29 ADENSAN.E.O Licensing 

Branch 4. 3pp 18308 302 24X Flche: 90-413, 83/04/23. 8303020028 


8303170712 SAFETY EVALWATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION.UNITS 1 AND 2 Docket Nos 90-413 And 30-414 
(Duke Power Companv,et al ) 

e Division of Licensing NUREO-0994 SOI 83/04/30. S6pp. 

Available at NRC *4 73 18481.126 24* FI c he- 30-413, 83/04/30, 

8305170712 


8309160196 Forwards Hydrologic Engineering Section request for addl 
Info re SER Conflrmetorg Item I on local flooding analysis 
Response requested by 830610 

ADENSAN.E 0 Licensing Branch 4 83/09/06 TUCKER, H B Duke Power 

Co 4pp. 10471 339. 24X Flche- 90-413,83/03/06,8309160196 


8303170619 Forwards Suppl 1 to SER. U/o end. 

NOVAKrTM Division of Licensing 83/03/13 TUCKER, H B Duke 
Power Co. 3pp 18497-017. 24X Flche 90-413. 83/05/ 13, 8309170615. 


8303240021 Notification of B30S2S meeting w/utll It Nestlnghouse In 
Bethttda, ND to discuss resolution of SER Open Item 9 
re conformance to R8B 9-1 6 steam generator tube rupture. 

JABBOUR.K N Licensing Branch 4 83/03/13 ADENSAM. E 0 Licensing 

Branch 4 3pp 18577 311. 24X Flche 30-413.83/09/13,83-09240021 


8309800401 Requests SER Section 9 5 3 be revised to accurately reflect 
design of emergency lighting sye at facility Emergency 
lighting portion of Open item 19 should be closed based on 
end discussion 

TUCKER.H B Duke Pouer Co 83/05/16. DENTON.H. R Office of 
Nuclear Reactor Ragulation, Director, ADENSAH.E O Licensing Branch 
4 4pp 18917 297. 24X Flche. 90-413. 83/05/16. 8309200401. 


8309200476 Forwards revised pages to F8AR addressing Open Item 19, 

Conf Iraiatory Iteme 2, 5 6 10 6 License Condition 4, pop SER. 

Revised pages will be Included in Rev 6. 

tucker, H B Duke Power Co 83/09/16 DENTON.H R. Office of 

Nuclear R«actor Ragulation, Director ADENBAM, E. 6 Licensing Branch 
4 llpp 18512 347 24X Flche: 90-413. 83/03/16. 8305200476 


8305310300 Informs of plena to perform mods to (festlnghouse Nodal 
P2/D3 steam generators per SER (NURE-0966} Issued on 
830316. Ptant-spectflc etod details end 

tucker. M B. Duke Power Co. 83/03/18 DENTON, H. R, Office of 

Nuclear Reactor Regulation, Director. ADEN8AK, E, 0. Licensing Branch 
7pp. 18691 014 24X Flche; 90-413, 83/09/18, 8303310200. 


F Security, medical, emergency 6 fire protection plans 


B305020020 Forwards commants on SER Section 9 9 1 re fire protection 
program. Issued by NRC on 830222 u/four overside drawings 
List of room description* also end Aperture cards ere 
available Iti PDR 

TUCKER.H B Duke Power Co 83/04/14 DENTON.H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4. 14pp 18276 222 24X Flche 90-413,83/04/14,8303020020 


0303270393 Forwards IE Insp Repts 90-413/83-06 ti S0-414/B3-06 on 
830403-08 No noncomp 1 lance noted 

DANCE, H C Division of Project 6 Resident Programs 83/04/21 
TUCKER.H a Duke Power Co 2pp 18642 173 24X 

Flche 90-413,83/04/21,8309270393 


— 8309270404 IE Insp Repts 90-413/B3-06 <( 90-414/83-06 on 830409-00. Ne 
nonconpliancc noted Major area Inspected- fire protection. 

HILLER, N H. , CONLON, T E Region 2, Office of Director 83/04/19 
6pp 10642 177 24X Flche 90-413,83/04/21.8305270393. 


&309I60292 Releases public version of evacuation time esttaietes. 
FELTON, U H Division of Rules and Records 63/09/02 Document 
Kanagenant Branch ip 18462 238 24X Flche 90-413,83/09/02, 

8309160292. 


— 8303160293 Forwards public version of "Evacuation Tims Estleiattt ’ 
TUCKER.H B Duke Power Co 83/04/20 DENTON.H. R Office of 
Nucloer Reactor Ragulation, Director ADENSAM, E 0 Licensing 
Branch 4 ip 18462.239 24X Flche. 90-413, 83/09/02, 0309160293. 


"8309160299 Public version of "Evacuation Tima Estimates " 

* Planning Research Carp 83/04/30. 94pp 18462:240 24X 

Flche 90-413.83/09/02,8309160292 


03-09170296 Forwards storage 6 In-translt security plan for BNK of low 
strategic significance Plan withheld (ref 10CFR73 60), 

TUCKER.H. B Duke Power Co 83/09/10 DENTON, H. R. Offtco of 
Kuclier Reactor Regulation, Director, Ip 18469-078. 84X 

Flche 90-413,83/09/10.0309170296 


8303110034 Oanerlc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t. holders of CPs re clarification of 
access to control procedures for law enforcament visits, 

Bve lilt and 

EtSENHUT. D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18340 099 24X 

Flche 90-000,83/09/11,8303110034 


8309240213 Forwerdt monthly ctatus rept on offelt* energency 
preparednoes for OL review* for Apr 1983 

DlRCKSiU J Office of the Executive Director for Operation* 
83/03/13 PALLADINO.N. J. Commits loner* 9pp 18993:322. 24X 

Flche: 90-000, 83/09/13, 8309240213 


8309200401 Requeets SER Section 9 9 3 be revteed to accurately reflect 
design of emergency lighting tys at facility Emergency 
lighting portion of Open Item 19 ehould be cloeed bated an 
and discussion 

TUCKER.H B Duke Powgr Co. 83/09/16 DENTON.H R. Office of 
Nuclear Reactor Regulation, Director ADENSAH.E 0. Licensing Branch 
4 4pp 18917*297. 24X Flche* 90-413, 83/09/16, 8309200401 


0, Adjudicatory correspondence 


8309030904 Advises that NRC will not serve responsive pleading to 
Palmetto Alllanco 830411 motion to compel discovery from 
applicant*. NRC Is not party to discovery dispute. 

JOHNSON, O E Hearing Branch 4 83/04/29. KELLEY. J. L , FOSTER, R.F.. 

CALL 1 HAN, 0 Atonic Safety and Licensing Board Panel, Ip 

18299:304 24X Flche 90-413,83/04/29,8309030904. 


8303040930 Motion to compel Palmetto Alliance response to util 
Interrogatories t< request* to produce re Palmetto Alliance 
Contentions 6,7.8.16 li 44, Responses Inadequate to date. 
Certificate of Svc end. Related correspondence, 

MCOARRY, J H. Duke Power Co. MCDARRY, J M. Sobevolee h Liberman 
83/04/29 Atomic Safety end Licensing Board Panel. 69pp, 

1 832 1 : 1 92 S4 X Flche 90-4 1 3 , 83/04 /29, 8309040938 


8303030976 Followup Intarrogeturles t, related document requests on 
Co.6tantlans 6,8.16.27 4, 44. Certificate of Svc ond, 

JOHNSON, 6. E. Hearing Branch 4. 83/09/02 Palmetto Alliance. 

IDpp 18306,100. 84X Flche; 90-413, 83/09/02, 8309030976 


8308060292 Responees to 830418 Interrogatories b requests to produce r* 
DE8 Contention* 11,17 (i 19. Related corraepondenc*. 

GUILD, R Palmetto Alliance. RILEY, J L. Carolina Environmental 
Study Group. GUILD, R. Guild, R 83/09/02 Duke Power Co SIpP 
18349. 197. 24X Flche; 90-413, 83/09/02, 0309060232. 
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030909-0000 Rsnawsd motion to compel Palmetto 
to interropatorlef on Contention 7 Aneuisrs 
onfuere evatlve Certl-fieate of Sve end 
JOHrf80N.O E Hearlnj Branch 4 83709/04 

Ltcenslnp Board Panel 13pp 18342 135 
8309090080 


Alliance full aneuiere 
t< <upp 1 ementa 1 

Atoml c Saf e tg and 
84X Flche 90-413103/09/04, 


8309240469 Fol loujp 1 n t er r 0 g at or 1 B« re OES Contentions 11,17 & 19 
Certificate of Svc enc 1 Bolatail correspondence 

MCOARRY, J M Duke Poioor Co MCOARRY, J M Debevolse ti L-iberman 
83/09/10 Palmetto Alliance I 6 pp 1 8972 317 24X 

Flche 30-413.83/09/18,8305240485 


8309090468 Advliei that emergencg operating procedures mailed to 
intarvenors per ASLB 820309 U 1201 orders Thlrtg-dag period 
for filing contentions should start on 830909 

CARR. A V Duke Power Co 83/09/04 KELLEY, J L , CALL 1 HAN, A D , 
FOSTER. R F Atomic Safetg and Llceneing Board Panel tp 
18362 298 24X Flche 90-413.83/09/04.8309090468 


8309100282 Forwards notices of deposition for N McAfee, NR Hooplngarner 
l< M Lowe re Palmetto Alliance contentions Related 
carretpendence 

CARR^A V Duke Power Co 83/09/04 OUILD, R Oulld, R Ip 
10371 261 84X Flche 90-413,83/09/04,8309100282 


B30923D093 Forwards addl documentation ro util welding Insp task force 
rep t Documen t s mag fall within scope of Os nor a 1 
Interrogatory 4 (first set) Documents Identified In response 
to FOIA request W/o end 

JOHNSON, 0 E Hearing Dranch 4 83/03/19 OUILD, R Palmetto 

Alliance GUILD. R Ouild. R Ip 18939 176 24X 

Flche 90-413.83/09/19,8309230099 


8309310029 Forwards 630317 b 20 Itrs from HD Tucker to JO Davis & 
HR Den ton, respect Ive Ig, per request H/o enc 1 

CARR. A V Duke Pouor Co 83/05/24 OUILD, R Ouild. R ip 
18653 310 24X Flche 90-413.83/09/24,8309310023 


"8309100289 Notice of U HcAfaa deposition in Columbia.SC re Palmatto 
Alliance Contention 6 & 810722 affidavit 

HCOARRV. J H Duke Power Co MCOARRY. J M Debevolse 1. Liberman 
83/08/04 ip 18371 262 24X Flche 90-413,83/09/04,8309100282 


--8309100297 Notice of NR Hooplngarner deposition in Columbia.SC re 
Palmatto Alliance Contention 6 b 810722 affidavit 
MCOARRY. J M Duke Pouar Co MCOARRY. J M Debevolse 1. Liberman 
03/08/04 ip 10371.263 24X Flche 30-413,03/08/04,8308100282 


--6309100308 Nbttce of M Lowe deposition In Columbia.SC re Palmetto 
Alliance Contentions 6.7,8.16.27 b 44. 

HCOARRY. J M Duke Power Co MCOARRY. J M Debevolse b Liberman 
83/08/04 tp 18371 264 24 X Flche 80-413,83/08/04,8308100282 


8308100342 Followup interrogator 1 ce to Palmetto Alliance Contentions 6 . 
7i S. 16 ti 27 Answer must be filed bg 830820 Certificate of 
Svc and Related correspondence 

CARR. A. V. Duke Power Co 63/08/04 Atomic Safetg and Licensing 
Board Panel 16pp 18378 196 24X Flche 80-413,83/08/04. 

8309100342 


8309100418 Advises of filing of followup Interrogatories on Palmetto 
Alliance Contentions 6.7.8.16 t, 27 Applicant has received 
no answers from Palmetto Alliance to interrogatories on 
Cantentlon 44. so no followup available at present time 
CARR. A V Duke Power Co 03/03/04 KELLEY. J L Atomic Safetg and 

Licensing Board Panil CALLIHANi A D Union Carbide Corp 

FOSTER.fi F Affiliation Unknown Ip 18378 080 24X 

Fleha. 90-413, 83/08/04. 8308100418 


8308090911 Discussas 830902 telcon re racordlng of applicant 1. Palmetto 
Alliance depositions on Contentions 27,16,8.44.6 8 . 7 Draft 
stipulation end 

MCOARRY. J M Debevolse b Liberman 83/08/08 OUILD, R Ouild, R. 
7pp. 18362 146 24X Flche' 80-413, 83/08/08, 830809031 1 


S309100332 Responds to Duke Power Co motion to establish deadline for 
control room design review contentions NRC does not oppose 
motion to extent contentions filed bg 830831 Certificate of 
Svc end 

vfOHNSONi 0 B Office of the Executive Legal Director 63/03/09, 
Atomic Safetg and Lleanslng Board Panel Spp 18374 122 24X 

Flcfie 90-413.83/08/09.8303100232 


8309110462 Retponit to Carolina Environ Studg Oroup (CEBO) Contention 
18 ti DE9 Contention 17 Interrogatory 10 of Contention 17 
irralavant. Affidavits, Certificate of Counsel ti Certificate 
of five end 

»f0HNB0N,0 E. Hearing Branch 4 83/09/10 Atomic Safetg and 

Liea-nslng Board Panel 29pp 18409.017 24X Flche 90-413,83/03/10, 

8309110462 


8309130096 Advtsas that NRC wilt make NRC technical staff members 
available for deposition on 830816-18 In Bethasda.ND No 
written notice of deposition received 

JOHNBON, 0 E Hearing Branch 4 83/09/11 OUILD. R. Ouild, R 

OUILD. R. Palmetto Alliance. 2pp 18436.333 24X 

Flche' 90-413, 83/09/11,8303130086 


8309170472 Memorendum b order ruling on util 830429 motion to compel 
Palmetto Aillence further responses to util Interrogatories 
*1 raqvasts to produce re Palmetto Contentions 6.7.8,16 b 44 
Listed requests grantid 

KELLEY, JL Atomic Safstg and Licensing Board Panel 83/03/13. 
Duka Power Co I 3 pp 10470' 099 24X FI che- 80-413, 83/08/13, 

8308170472. 


8309170996 Forwards 8 ER Buppl 1 (NUREO-0934) M/o and 

JOHNSO-M.O E. Hearing Branch 4 83/09/16. KELLEY. J L . FOSTER, R F. , 

C 6 LLIHAN 1 D Atomic Safetg and Licensing Board Panel ip 
184681160. 24X Flche 90-413.83/03/16.8309170386 


8308310039 Lists post-discovery administrative matters requiring 
resolution Remaining documents should be Identified in 
response to ASLB 830913 order, by 830931 

GIBBON, R L Duke Power Co 83/09/24 GUILD. R Palmetto Alliance 
GUILD, R Ouild. R 2pp 18693 211 24X Flcho 90-413,03/05/24, 

8309310039 


8309310199 Motion to establish discovery schedule on QA Contentlo'n G 
Certificate of Svc end 

GUILD. R Palmetto Alliance 83/09/29 Atomic Safety and 

Licensing Board Panel 21 pp 18693 1013 24X Flche 80-413,83/09/29. 

8309310199 


H General c orrespondenc e 


8308040489 Forwards documents Identified In 830414 Itr per 030420 
telcon U/o ends Related correspondence 

GIBSON, R L Consumers Power Co 83/04/2? GUILD, R Palmetto 
Alliance Ip 18322 143 a4X Ficha 90-413,83/04/29.0308040439 


Q Inspection reports, IE Bulletins b correspondence 


0312060385 IE Info Notice 63-14, “Dewatered Spent Ion Exchange Resin 
Bute apt! bl i 1 ty to Exothermic Chemical Reaction “ Svc list 
enc 1 

TAYLOR, J M Division of Safeguards b Inspection Programs (Post 
030103) 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 10300319 24X Flche 90-000,83/03/21,0212060309 


8309270324 Forwards IE Insp Repts 90-413/83-03 b SO-4 14/03-03 on 
830126-0229 No noneomp 1 1 ance noted 

DANCE, H C Division of Project 6 Resident Programs 83/03/29 
TUCKER, H D Duke Power Co 2pp 18648 03? 24X 

Flche 90-413,83/03/23,0303270324 


—8308270334 IE Insp Rapts 30-413/83-03 b 80-414/83-03 on 030126-0228 Mo 
noncompliance noted Major areas Inspected IE Bulletin 02-04 
f 0 1 towup, el DC tr lea 1 companenb b sgs nonconformance items, 
pipe welding b electrical cables b terminations 
VANDOORN, P. K Region 2, Office of Director lONATONIOiA J 
Division of Project b Resident Programs 03/03/22 app. 

18642 061 24X Flcho 80-413,83/03/89,0308270324 


8309270890 Forwards IE Insp Repts 80-413/03-03 b 90-414/03-09 on 
830286-0326 No none omp 1 1 ane e noted 

DANCE, H C Division of Project & Resident Programs 83/04/13 
TUCKER, H.B Duke Power Co 2pp 10646 103 84X 

Flche 90-413,83/04/13,0305270390 


— 8308270602 IE Insp Repts 90-413/03-08 b 90-414/83-08 on 830226-0326 Mb 
noncompliance noted Major areas Inspected reviews of 
I Icensee QA serve 1 1 lance repts b authorlied nuclear 
Inspector problem repts 

VANDOORN, P, K . IGNATQNIS, A J Region 2, Office of Director 
83/04/12 9pp 18646 108 84X Fiche 80-413,03/04/13,8309270990 


8303040021 IE Info Notice 83-21, ''Defective Emergencg Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

York, Ine 126pp 18439 189 24X Flche 50-000,83/04/19,0303040021 


0305270393 Forwards IE Insp Repts S0-413/S3-O6 b 80-414/03-06 on 
830409-08 No noncompliance noted 

DANCE, H C Division of PrO'ject & Resident Programs 83/04/21 
TUCKERiH D. Duke Power Co 2pp 18642 179. 24X 

Flche; 90-413, 83/04/21, 0309270393 


— 8309270404 IE Insp Repts 50-413/03-06 b 90-414/83-06 on 030409-00 No 
noncompl 1 anct noted. Major area t nspec ted . fire protaction 
MILLER, H H , CONLON, T E Region 2, Office of DlTeetor 83/04/19 
6 pp 16642 177 24X Flche 80-413,03/04/21,0309270393 
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B3&3040023 IE Info Notice 03-22, ''BWH 3afet(j/«e 1 Isf Valve Fa 1 lures " 
Sve 1 1 St enc t 

ODRDfiVN, E t- Division of Emerjeney Preparedness fc GnyineBring 
Response (Post 830103) 03/04/22 Consolidated Edison Co OP New 

York. Inc U2pp 13383 009 a4X Flche &0-0O(5. 83/04/22, B303O40O23 


9303040023 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

vIORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of Now 

York. Inc ll9pp 18381 291. a4X Fjche 30-000,83/04/25,8303040023 


B30304002i IE Info Notice 83-24. “Loose Parts In Secondary Side of 
Steam Generators at PMRs " Sve list end 

JORDAN,E L Division of Emergency Preparedness S< Engineering 
Response IPost 830103) 03/04/28 Consolidated Edison Co of Mew 

York, Inc llSpp 19382 047 24X Flche 30 - 000 . 03/04/28, 8303040026 

B303040027 IE Info Notice 83-25. “Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 

JDRDANiE L Division of Emergency Preparedness *. Engineering 
Response IPost 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc 1 ISpp I03B2 165 24X Flche 30-000,93/04/23,8303040027 


0303040020 IE Info Notice 03-26. "Failure of Eafety/Rellef Valve 
Discharge Line Vacuum Oreakers “ Sve list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/03 Consol Idatod Edison Co of New 

York, Inc 122pp 10441 170 24X Flche 30-000,03/05/03,8303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
EAuipment " Sve list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York, Inc 1 12pp 18302 282 24X Flche 50-000.83/05/04,8303040030 


0303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list encl 
JORDAN.E L Division of Emergency Preparedness ?. Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc 1 19pp 18441 001 24X Flche 50-000,83/03/04.8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Pnst 930103) 03/05/06 Consolidated Edison Co of Mew 

York. Inc lispp 18523 248 24X Flche 50-000,83/05/06,8303040033 


8303040034 IE Info Notice 83-30. "Misapplication of Genoric Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/05/11 Consolidated Edison Co of New 

York. Inc ll4pp 18324 003 24X Flche 30-000.83/03/11.8303040034 


8305250211 Requests comments on encl draft NRR SALP Input for 
June 1902 ~ Apr 1903 Comments received by 830323 will be 
considered in final rept 

JABBOUR, K N Licensing Dronch 4 03/03/18 EISENHUT. D O Division 

of Llcsnslng MATTSON, R Division of Systems Integration (post 
811005) VOLLMER.R Division Of Engineering 6pp. 10627 117 24X 

Flche 30-413,63/05/18.9303230211 


9303040040 IE Info Notice 83-31, “Error In ADLPIPE Computer Program '• 
Sve list encl 

JORDANiE U Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York. Inc 114pp, IB697 009 24X Flche 50-000.83/05/19,8303040040 


0303040046 IE Info Notice 83-33, "Monrepresentative Sampling of 
Contaminated Oil “ Sve list end 

JDRDANtE L Division Of Emergency Preparedness t. Engineering 
Response (Post 030103) 03/05/26 Consolidated Edison Co Of New 

York, Inc 114pp 18647 007 24X Flche 30-000,03/09/26,0303040046 


S Reportable occurrences, LERs 6 related correspondence 


8309110427 Part 21 & deficiency repts re misoperation of D8-416 reactor 
trip undervoltago devices Initially reported on 830420 
Attachments will be replaced w/devlces w/uldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.E P Nestinghouse Electric Corp 83/04/21 OEVOUNO, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
18403 095 24X Flche 50-000,63/04/21,8305110427 


8303170292 Final Significant Deficiency Rept SD 413-414/83-23 re 
violation of const procedures for mlilng t( placing 
StkaTop lii!2 during drill hole repair Initially reported on 
821208 Test program concluded SlkaTop 122 acceptable 
TUCKER, H 8 Duke Power Co 03/05/06 O'REILLY, J.P Region 2, 
Office of Director 3pp 18465 339, 24X Flche 90-413*83/03/06, 

0303170292 


0303230282 Significant Deficiency Rept SD 413/83-07 re vent valve 
LNDI05 not installed in accordence u/deslgn S, const 
criteria Initially reported on 830414 Valve will be 
corrected to conform u/drawlng In June 1983 

TUCKER, H 0 Duke Power Co 83/05/13 O'REILLY, J P Region 2. 
Office of Director 2pp 18392 339 24X Flche 30-413, e3/09/13i 

8305230282 


0303270069 Final Significant Deficiency Rept SD 413-414/02-27 re crack) 
In cell containers of nickel cadmium batteries mfg by 
Transamerlca Delaval Initially reported on 821220 Caused by 
contact w/unknown solvent used for cleaning 

TUCKER, H C Duke Power Co 83/03/17 O'REILLY. J P Region 2, 
Office of Director 3pp 10638 279 24X Flche 30-413,03/09/17, 

0305270069 


docket 50-414 CATAWOA NUCLEAR STATION, UNIT 2 


A Appl Icatlon/canstructlon stage documents b correspondence 


8305020326 Forwards addl Info re containment pressure boundary fracture 
toughness. In response to NRG 820504 Itr H/four overslie 
drawings Aperture cards are available In PDR 

PARKER, W 0 Duke Power Co 82/06/03 DENTON, H R Office Of 
Nuclear Reac tor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp 19276 220 24X Flche 30-413,82/06/03,8305020326. 


0303030008 Forwards "Const Project Evaluation for Catawba Nueldar 
Station ” 

OUEN.U H Duke Power Co 82/12/30 O'REILLY, J P Region 2, Of fits 
of Director Ip 18339.110 24X Flche 30-413, 82/12/30, 0305050009. 


— B30S0S0014 "Const Project Evaluation foi Catawba Nuclear Station. " 
» Duke Power Co 82/10/31 202pp 18339*111 24X 

Flche 50-413.82/12/30,8303050008 


8303020356 Approves request to withhold "Reactor Cavity Aeymmetrlc 
Loads" from public disclosure per 10CFR2 790 

ADENSAH.E 0 Licensing Branch 4 83/04/26 TUCKER, H B. Duke Power 

Co. app 10284 247 24X Flche 50-413,83/04/26,8305020336. 


0303090639 Oenorlc Ltr 03-20 to all operating reactor licensees 1> 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list encl 

EI&ENHUT. 0 a Division of Licensing 03/05/09. Consolldatsd 
Edison Co of New York, Inc 16pp 18627. 133 24X 

Flche 30-000.83/03/09,8303090639 


E NRC Safety Evaluation Report (8ER>, suppls l< corraspondtnee 


8303020020 Forwards comments on SER section 9. 3 1 re fire protection 
program, Issued by NRC on 830222 U/four oversiia drawings. 

List of room descriptions alio and Apsrture cards ars 
available in PDR 

TUCKER, N 0 Duke Power Co 83/04/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director AOENSAM, E O Licensing Branch 
4 I4pp 1B276 222 24X Flche 30-413, 03/04/14, 8303020020. 


8303020028 Notification of 030304 moating w/utll In Bethesda.HD to 
discuss SER Confirmatory Item 17 ra Type C leak rats tasting 
of certain isolation valves 

JABBOUR, K N Licensing Branch 4 63/04/25. ADEN8AH, E. 0 Licensing 

Branch 4 3pp 18300 302 24X Flcha* 30-413, 83/04/23, 8303020028 


0303170712 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAHBA 
NUCLEAR STATION. UNITS 1 AND 2 Docket Nos. 30-413 And 30-414 
(Duke Power Company, et al ) 

e 01 vision of Llcsnslng NUREO-0934 801 83/04/30 96pp. 

Available at NRC »4 75 10481 126 24X Flche. 30-413, 83/04/30* 

0303170718 


9305160196 Forwards Hydrologic Engineering Section request for addl 
info re SER Confirmatory Item 1 on local flooding analysis 
Response requested by 830610 

ADENSAH.E 0 Licensing Branch 4 83/09/06. TUCKER, H. B Duke Power 

Co 4pp 18471*335 24X Fleh# 30-413,83/09/06,8303160196 


8303170615 Forwards Suppl 1 to SER W/o encl, 

NOVAK, T M Division of Licensing 83/05/13 TUCKER, H. B Duke 
power Co, 3pp 18497 017 24X Flche: 30-413, 83/05/13, 830317061 5. 


8309240021 Notification of 83032S meeting w/utll ti Ueitlnghoui e In 
BethasdaiMD t« discuss resolution of SER Open Item 9 
re conformance to RSB 9-1 b steam generator tube rupture 
JABBOUR, K.N Licensing Branch 4 83/03/13 ADENSAM, E 0 Licensing 

Branch 4 3pp 18977 311 24X Flche 30-413,83/09/13,8303240021 
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B303300401 Reiiuests SER Section 9 S 3 be revised to aecuretely reflect 
daelgn of emergencg lighting sgs at facllitg Emergency 
lighting portion of Open Item 13 should be closed based on 
•ncl discussion 

TUCKER. H D Duke Pouei Co 83/03/16 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Dranch 
4 4pp 18317 397 S4X Flche 30-413.83/05/16.8303200401 


830SS00476 Foruards revised pages to FSAR addressing Open Item IS. 

Conf Irmatory Items 2. 3 1. 10 (< License Condition 4. per SER 
Revised pages uill be included in Rev 8 

TUCKER. H 0 Duke Pouer Co 83/03/16 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Dranch 
4 llpp 10312347 24X Flche 30-413.83/03/16.8303200476 


8303310200 Informs of plans to perform mods to Wesfcinghouse Model 
D3/D3 steam generators per SER (NURE-0966> issued on 
a3031& Plant-specific mod details end 

TUCKER. H S Duke Pouer Co 83/03/18 DENTON. K R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E 0 Licensing Dranch 
4 7pp 18631 014 24X Flche 30-413.83/03/18.8303310200 


F aecurlty. medical, emergency ti fire protection plans 


8303020020 Foruards comments on SER Section 9 3 1 re fire protection 
program, issued by NRC on S302S2 M/four oversize draulngs 
List pf room deseriptioni also end Aperture cards are 
available in PDR 

TUCKER. H 0 Duke Pouer Co 83/04/14 DENTON. H R Office of 
Nuelaar Reactor Regulation. Director 14pp 18276 222 24X 

Flcha 30-413.83/04/14.8303020020 


8303270393 Forwards IE Insp Repts 50-413/83-06 & 50-414/83-06 on 
830403-08 No noncomp 1 lance noted 

DANCE. H C Division of Project t< Resident Programs 03/04/2) 
TUCKER. H D Duka Pouer Co 2pp 18642 173 24X 

Flcha 30-413.83/04/21.8303270393 


—8303270404 IE Insp Repts 30-413/83-06 8. 50-414/83-06 on 830403-00 No 
noncomp 1 lance noted Major area inspected fire protection. 

HILLER, U H Region 2. Office of Director 83/04/19 6pp 
18642 177 24X Flche 30-413.83/04/21.8303270393 


3303160292 Releases public version of evacuation time estimates 

FELTON. J, M Division of Rules and Records B3/03/02 Document 
Hinagament Branch Ip 18462 238 24X Flche 30-413,83/03/02. 

8303160292 


--8303160293 Forwards public version of "Evacuation Time Estimates " 
TUCKER, H B. Duke Power Co 83/04/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM. E O Licensing 
Branch 4 Ip 18462 239 24 X Flche 50-413,83/03/02.8303160292 


—8309160293 Public version of "Evacuation Time Estimates " 

* Planning Research Corp 83/04/30 94pp 18462 240 24X 

Flcha 30-413,83/03/02,8303160292 


3303110034 Oenerlc Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
acccs* to control procedures for law enforcement visits 
Sve list end, 

EI8ENHUT. D 0 Division of Licensing 83/03/1 i Consolidated 
Edison Co of Neu York, Inc t6pp 18340 093 24X 

Flcha: 30-000. 83/05/1 1, 83091 10034 


B30S200401 Requests SER Section 9 5 3 be revised to accurately reflect 
daslgn of emergency lighting eye at facility Emergency 
lighting portion of Open Item 13 should be closed based on 
and discussion 

TUCKER. H D Duke Pouer Co 83/03/16 DEN TOM. H R Office of 
Nuelaar Reactor Regulation. Director 4pp 18317 297 24X 

Flcha; 30-413, 83/03/16, 8305200401 


0 Adjudicatory correspondence 


S303030304 Advises that NRC will not serve responsive pleading to 
Palmetto Alliance 630411 motion to compel discovery from 
applicants NRC is not party to discovery dispute 

JOHMBQN.O. E. Hearing Branch 4 83/04/29 KELLEY, J L , FOSTER, R F . 

CALLIKANi D Atomic Safety and Licensing Board Panel ip 
18293 304 24X Fiche 30-413,83/04/29.8303030304 


B303040S3G Motion to compel Palmetto Alliance response to util 
interrogatories h requests to produce re Palmetto Alliance 
Cantantiens 6. 7. 8. 16 h 44 Responses inadequate to date 
Certificate of Sve end Related correspondence 

MCOARRY. J M Duke Power Co. MCOARRY. J M Debevolse «, Liberman 
83/04/29 Atomic Safety and Licensing Board Panel 63pp, 
18321.132 84X Flche 50-413,83/04/29,8303040338 


8303030976 Followup in torr oga t or 1 es L related document requests on 
Contentions 6.3,16.27 2. 44 Certificate of Sve end 
JOHNSON. 0 e Hearing Branch 4 03/03/02 Palmetto Alliance 

lOpp 10306 lOO 24X Ficha 30-413.83/03/02.8303030576 


8303060233 Responses to 830418 i n ten oga to r i e s U requests to produce re 
OSS Contentions 11.17 Sc 19 Related correspondence 
OUILD. R Palmetto Alliance RILEY. J L Carolina Environmental 
Study Group OUILD, R Guild, R 83/03/02 Duke Power Co 2Ipp 

1B34S I?’ 24X Fiche 30-413,83/03/02,8305060232 


8303030080 Renewed motion to compel Palmetto Alliance full answers 
to interrogatories an Contention 7 Answers 6 supplemental 
answers evasive Certificate of Sve end 

JOHNSON. 0 E Hearing Dranch 4 83/05/04 Atorniic Safety and 

Licensing Board Panel I3pp 10342 133 24X Flche 30-413.83/03/04. 

8303050080 


8303090468 Advises that emergency operating procedures mailed to 
interveners per A8LH 820303 & 1201 orders Thirty-day period 
for filing contentions should start on 030309 

CARR, A V Duke Power Co 83/03/04 KELLEY, J L , CALLIHAN.A D , 
FOSTER. R F Atomic Safety and Licensing Board Panel Ip 
18362 230 24X Flche 30-413,83/03/04,8303090468 


8303100282 Forwards notices of deposition for if McAfee.NR Hooplngarner 
U li Lowe re Palmetto Alliance contentions Related 
correspondence 

CARR, A V Duke Power Co 83/03/04 OUILD, R Guild. R Ip 
18371 261 24X Flche 30-413,83/03/04,8303100282 


— 0303100289 Notice of W McAfee deposition in Columbia, SC re Palmetto 
Alliance Contention 6 & 810722 affidavit 

MCOARRY. J N Duke Power Co KCQARRV. J M Debevolse 6 Liberman 
83/05/04 Ip 10371 262 24X Flche 30-413,83/03/04.8303100282 


—8303100297 Notice of NR Hoopingarner deposition in Columbia. SC re 
Palmetto Alliance Contention 6 tc 810722 affidavit 
MCOARRY. J M Duke Pouer Co MCOARRY. J M Debevolse & Liberman 
83/09/04 Ip £8371 263 24X Fiche 50-413,83/03/04.0303100282 


— 8303100305 Notice of M Loue deposition In Columbia. SC re Palmetto 
Alliance Contentions 6.7.8.16,27 6 44 

MCOARRY. J W Duke Power Co MCOARRY. J M Oebevoiss ti Liberman 
83/05/04 ip 18371 264 24X Flche 30-413.83/03/04.8303100282 


6303100342 Followup interrogatories to Palmetto Alliance Contentions 6. 
7.8,16 Si 27 Answer must be filed by 830520 Certificate of 
Bve end Related correspondence 

CARR. A V Duke Power Co 03/03/04 Atomic Safety and Licensing 
Board Panel i6pp 18378 196 24X Flche 30-413,83/03/04. 

8303100342 


8305100415 Advises of filing of followup interrogatories on Palmetto 
Alliance Contentions 6.7,8.16*1 27 Applicant has received 
no answers Prom Palmetto Alliance to Interrogatories on 
Contention 44. so no follouup available at present time 
CARR. A V Duke Power Co 03/03/04 KELLEY. J L Atomic Safety and 
Licensing Board Panel CALLIHAN.A D Union Carbide Corp 
FOSTER, R F Affiliation Unknown Ip 18378 080 24 X 

Flche 30-413,03/03/04,8305100413 


8305090311 Discusses 030302 telcon re recording of applicant t< Palmetto 
Alliance depositions on Contentions 27.16.8.44.6 tc 7 Draft 
stipulation one 1 

MCOARRY, J M Debevolse &< Liberman 83/03/03 GUILD. R Guild. R 
7pp 18362146 24X Fiche 30-413,83/03/03.8303090311 


8303100232 Responds to Duke Power Co motion to establish deadline for 
control room design review contentions NRC does not oppose 
motion to eitent contentions Piled by 830931 Certificate of 
8vc end 

JOHNSON. 0 E Office of the Executive Legal Director 83/03/09 
Atomic Safety and Licensing Board Panel 3pp 18374 122 24X 

Fiche 30-413,83/09/09,8303100232 


8303110462 Response to Carolina Environ Study Group ICESG) Contention 
18 *> DES Contention 17 Interrogatory 10 of Contention 17 
irrelevant Affidavits. Cert I ft cate of Counsel tt Certificate 
of Sve end 

JOHNSON. 0 E Hearing Branch 4 83/03/10 Atomic Safety and 

Licensing Board Panel 29pp 10403 017 24X Flche 30-413.03/03/10, 

8303110462 


8303130056 Advises that NRC will make NRC technical staff members 
available for deposition on 830316-10 in Batheeda.HD No 
written notice of deposition received 

JOHNSON. 0 E Hearing Branch 4 83/03/11 GUILD. R Guild, R 

OUILD, R Palmetto Alliance 2pp 18436 333 24X 

Flche 30-413.83/03/11,8303130036 
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830917047S Hemordnduin It erdsr ruling an util 830489 nation to compel 
Palmetto Alliance Further responies to util interroga tori a* 

<1 requests to produce re Palmetto Contentions <bi 7i 8i 16 & 44 
Listed requests granted 

KELLEY.J L Atomic Safetg and Llcsnsing Doard Panel 83/09/'l3 
Duke Power Co 13pp 18470 099 24X Pic he 90-4t3. 83/09/13. 

S309170472 


B309170536 Forwards SER 3oppl I {NURE0-O9S4) H/o end 

JOHNSON.O E Hearing Branch 4 83/09/16 KELLEV. sF L . FOSTER, S F , 

CALLIHAN. 0 Atomic Safety and Licensing Board Panel Ip 
[846fl 160 34X Flche 50-413,83/05/16,8303170956 


8309240485 Followup interrogatories re DE8 Contentions 11,17 6 19 
Certificate of Bve end Related corra spondenee 

MCOARRYivf M Duke Power Co KCOARRY, J N Debevolse It Liberman 
B3/09/I8 Palmetto Alliance 16pp 18972 317 24X 

PlChe 90-413.83/05/18,8305240483 


8309230059 Forwards addl documentation re util welding inep task force 
rept Documents may fall within scope oP Oeneral 
Interrogatory 4 (first set) Documents identified in response 
to FOIA request H/o end 

JOHNSON.* B Hearing Branch 4 83/09/19 GUILD. R Palmetto 

Alliance OUILD.R Guild, R Ip 18339 176 24X 

FiCha 90-413.83/03/19,830923 0 035 


8309310023 Forwards 030317 ti 20 Itrs from HS Tucker to JG Davis I, 
HR Denton. respectlvily, per request W/o end 

CARR, A V Duke Power Co 83/09/24 GUILD, R Guild, R Ip 
18693 310 24X Flche 90-413,83/09/24,8309310029 


8309310035 Lifts post-d Isc Dvery administrative matters requiring 
resolution Remaining documents should be identified In 
response to ASLB 830913 order, by 830331 

GIBSON, R L Duke Power Co 83/03/24 GUILD. R Palmetto Alliance 
GUILD, R Guild, R 2pp 18653 211. 24X Flche 90-413,83/09/24, 

8309310039 


8309310159 Kotlon to estabUfh discovery schedule an GA Contention O 
Cartiflcate of Sve end 

OUILD.R Palmetto Alliance 83/09/29 Atemle Safety end 

Licensing Board Penal. 21pp 18693 019 24X Flchf 90-4 1 3. 83/09/29, 

8309310199 


H Oeneral correspondence 


8309040493 Forwards documents Identified In 830414 Itr per 830428 
tficon U/o ends Related cor rispondanc a 

GIBBON, R L Consumers Power Co 83/04/29. OUILD.R Palmetto 
Alliance ip 18322 143 24X Flche 90-4 13, B3/04/2?, 8309040499 


8 Inspection reports, IE Bulletins ti carraspondenee 


8212060389 IE Info Notice 83-14, “Deuaterad Spent Ian Exchange Resin 
Suf c spt 1 b 1 lit y to Exothermic Chemical Reaction *' 8vc Hit 
and 

TAYLOR, J f( Division of Safeguards it Inspection Programs (Pest 
830103) 83/03/2) Consol idated Edison Co of New York, Inc. 

112pp 18308 319 24X Flche 30-000.83/03/21.8212060389 


3309270324 Forwerdt IE Insp Repts 90-413/83-03 t, 30-414/83-03 on 
830126-0225 No noncompl lance noted 

DANCE.H C Division of Project l< Resident Programs 83/03/29 
TUCKER, H B. Duke Power Co 2pp 18642.09? 24X 

Ficha 90-413.83/03/29,6303270324 


—8309270334 IE Insp Repts 90-413/83-03 L 90-414/83-03 on 830126-0229 No 
noncompllenet noted Major areas inspected IE Bulletin 82-04 
followup, a 1 ectrical component 4 ays nonconformance items, 
pipe welding 4 electrical cables 4 terminations 
VANDOORN.P K Region 2, Office of Streeter IGNATONtB,A J 
Dlviiion of Project 4 Reel dent Programs. 83/03/22 9pp 
18642 061 24X Flche 90-413,83/03/23,8309270324. 


8309270990 Forwards IE Insp Rapts 90-413/83-03 4 90-414/83-09 en 
830226-0326 No noncompl lance noted 

DANCE, H C Division of Project 4 Resident Programs 83/04/13, 

TUCKER, H B. Duke Power Co 2pp 18646 103 24X 

Flche 90-413.83/04/13,8303270990 


—8309270602 IE Imp Repts 90-413/83-09 4 30-414/83-09 on 830226 >0386 No 
nancomp Ilance noted Major areas Inspected ravlewi of 
licensee QA survelllanct repts 4 authorlxsd nuclear 
inspector problam repte 

VANDOORN.P. K , 10NAT0NI8,A J. Region 2, Office of Director 
83/04/12 3pp 18646*109. 84X Ficha. 30-413. 83/04/13, 8309270990, 


8303040021 IE Info Notice 83-21, “Defective Emergency Use Respirator,* 
Sve list end 

JORDAN, E L Division of Emerginey Preparedness 4 Engineering 
Response (Pest 830103) 83/04/13 Consolidated Edison Co. af New 

York, Inc I26pp 18433 133 24 X Fiche 90-000,83/04/19.830304002). 


8309270393 Forwards IE Insp Rapts 30-413/83-06 4 30-414/83-06 on 
830409-08 No noncompl ianei noted 

DANCE, H C Olvlslen of Project 4 Resident Programs 83/04/21, 
TUCKER, H B Duka Power Co 2pp 18642 179 24X 

Ficha 90-413,83/04/21,8309270393 


—0309270404 IE Imp Repts 90-413/83-06 4 90-414/83-06 on B3O409-0B. No 
neneofflp 11 anc e notad Major area Inspected fire protaetlon 
MILLER, H H , CONLON, T E Region 2, Office of Director 83 / 04/19 
6pp 18642 177 24X Fiche 90-413,83/04/21,8309270393 


8303040023 IE Info Notice 83-22, “BUR Safety/RoUef Valve Falturif. • 
Sve list end 

JOROAN,E L Division of Emergency Preperedneis 4 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Hew 

York, Inc 112pp 18383.089 24X Flche 90-000, 83/04/22, B303040023 


8303040023 IE Info Notice 83-23, “Inoperable Containment Atmosphere 
aensing Sys. " Sve list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/29 Consalidated Edison Co. of Hew 

York, Inc il9pp 18381 291 24X Flche. 90-000. 83/04/29, B30304002b 


8303040026 IE Info Notice 83-24, “Loose Parte in Saeendary Side of 
Steam Oinaraters at PURs, “ Sve list end. 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Reiponie (Post 830103) 83/04/28 Consolidated Edison Co. of Hew 

York, Inc llSpp, 18382*047 24X Fleht 90-000, 83/04/28. 83D30400'24 


8303040027 IE Info Notice 83-29, “Standby Gas Traatmant Sye Haatir High 
Tamp Trip Satpoint Adjustmant “ 8vc list and 
JORDAN,E L Division of Emtrgency Prtparodnass 4 Englnaertng 
Rasponit (Post 830103), 83/04/28 Consolldatad Edison Co, of New 

York, Inc llBpp 18382 169 Z4X Fiche 90-000, 83/04/28. 8303040427. 


8303040028 IE Info Notice 83-26, “Failure of 9af ety/Ralief Valve 
Dlschargt Line Vacuum Briakars, “ Sve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/09/03 Consol Idatid Edison Co, of New 

York, Inc 122pp. 18441.170. 24X Flcho 90-000,83/09/03,8303040428 


8303040030 IE Info Notice 63-27, ''Operational Rtsponst to Events 
Concerning Oellberati Acte Directed Against Plant 
Equipment “ 8vc list inc 1 

JORDAN, E L Division of Emergency Prsparidnass 4 Engineering 
Response (Poet 830103). 83/09/04. Consol Idotfd Edison Co. pf Mew 

York, Ine 112pp. 18382:282 24 X Flche 90-000.83/09/04.8303040030 


8303040031 IE Info Notice 83-28, “Criteria for ProtactlYa Action 
Reeommendatione for Gtnaral Emergenelat “ Sve list and. 

JORDAN, E L, Division of Emorgency Praparadnass 4 Engineering 
Raeponea (Post 830103), 83/09/04 Coniolidatad Edison Co. of New 

York, Inc, 119pp 18441 001 24X Flche* 90-000, 83/09/04,8303040031. 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Rack 
Deformation “ 8vc list end, 

JORDAN, E L Dlviiion of Emergency Praparadnass 4 Englnscrlng 
Responst (Post 830103) 83/09/06 Consolldatad Edison Co. of New 

York, Inc llSpp. 18923 248 24X Flche 90-000,83/09/06,8303040033. 


8303040034 IE Info Notice 83-30. “Mi tapp licet ion of Ganerle Emargineii 
Operating Procedurts (EOP) Guidelines " Sve list and. 

JORDAN, E L Division of Emergency Praparadnass 4 Englniering 
Response (Post 830103) 83/09/11 Consolldatad Edison Co of New 

York. Inc tt4pp 18924 003 24X Fiche 90-000.83/08/11,8303040014 


8309390211 Requests comments on end draft NRR 9ALP Input for 
Juno 1982 - Apr 1983. Commonts raetivsd by 830923 wilt ba 
eonfldirad In final rapt. 

JABBOUR, K N Licensing Branch 4. 83/09/18 E18ENHUT, D. G. OlvIiUn 

of Licensing MATT80N.R Division of aystems Integration (post 
811009), VOLLNER.R Division of Englnasrtng 6pp. 18687:117. 341 

Ficht 90-413,83/09/18,8309290211. 


9303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer PTogram * 
Bve list tnc) 

JORDAN, E L, Division of Emergency Preparedness 4 Engineering 
Raspence (Poet 830103). 83/09/19. Coniolldated Edlion Co. of New 

York, Inc 114pp 10697 009 24X Flche: 90-000, 03/09/19, B3G3G4CKH(1. 


9303040046 IE Info Notice 83-33, “Nonrepresentative Sampling df 
Contaminated Oil “ Sve list and 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/09/86 Consolldatad Edison Co. of New 

Yort, Ine. 114pp. 18647 007 84X Flche 90-000,03/09/86,0303040046 
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S RBiportAbIr bccurrancet) LER« (> related correspondence 


B3091 104S7 Part 31 & deficiency repts re mlsoperation of D8“41i reactor 
trip undervoltage devices Initially reported on B304S0 
Attachments will be replaced w/devlces tu/uldened grooves 
to accomaiadate neu retaining rings Mfg drawings revised 
RAHEjE P Hestinghouse Electric Corp 83/04/21 OEYOUNO. R C 
Director's Offlcet Office of Inspection and Enforcement 9pp 
10409 099 24X Flche 90-000,83/04/21.0309110437 


8309170292 Final Significant Deficiency Rept SO 413-414/82-23 re 
violation of const procedures for miring tc placing 
SlfcaTop 122 during drill hole repair Initially reported on 
821308 Test program concluded SlkaTop 122 acceptable 
TUCKER, H D Duke Fewer Co 83/09/06 O'nEILLy, J P Region 2, 
Office of Director 3pp 18469 399 24X Ftche 90-413,83/09/06, 

8309170292 


B30SS90449 Significant Dtficlaney Rept 3D 414/83-09 re tact wild found 
on shaft/rotor assambly of Limitorque operator motor 
Initially reported on 830419 Shaft ro tor /assemb 1 y to be 
rapalrad or replaced Final rept expected by 030603 
TUCKER. H Q Duke Power Co 83/09/13 O'SElLur, J P Region 2. 
Office of Director 2pp 18989 284 24X Flcha 90-414,83/09/13, 

8309290449 


8309270069 Final Significant Daficitney Rept 80 413-414/82-27 ra cracks 
in cell containers of nickel cadmium batteries mfg by 
Transamerlca Delaval Initially reported on 821220 Caused by 
contact (d/unknown solvent used for cleaning 

TUCKER, H 0 Duke Power Co 83/09/17 0 'REILLY, J P Region 2, 

Office of Director. 3pp 18638 279 24X FUhe 90-413,83/09/17, 

8309270067 


DOCKET 90-416 ORAND OULF NUCLEAR STATION, UNIT I 


A Applicatlon/eonstruetion stage documents tc correspondence 


8309240294 Partial response to FOIA request for three categories of 
doci/ments re Reactor Safety Study Methodology Application 6 
Interim Ral lability Evaluation Program repts Forwards 
App A documents Search for addl documents in proyrass 
FELTON, U M Division of Rules and Records 03/03/31 8H0LLV, 8 C 
Union of Concernid Scientists 2pp 18993 179 24X 

FIclie. 90-000. 83/03/31, 8309240294. 


--8I03300276 Comments on draft "RaactoT Safety Study Methodology 
Applications Program Results for Orand Oulf 1 BUR Powar 
Plant " Omissions 6 simplifications overstate risk of 
facility operation. 

HODOES.W Reactor Systems Branch 01/03/24 CURRY, U Office of 
Nuctoar Regulatory Research, Director 3pp 18993.292 24X 

FIcht. 90-000, 83/03/31, 8309240294 


E NRC Bafaty Evaluation Report (6ER), suppis ti correspondence 


8309120460 Requests Info re issue solutions accepted by NRC which have 
6 hava not been addressed in SER/supp temental 8ERt Info 
needed to document evaluation on each Licensing Review Oroup 
II gaitaric issue 

STEFANq, J J Licensing Branch 1 83/09/02. HOLTZSCHER, D. L. 

Illinois Ppwtr Co. 2pp 18443 173 24X Flche 90-000,83/09/02, 

3309120460. 


— 0309120470 Requests info re issue solutions accepted by NRC which have 
& hava not been addresseil In SER/supp lemental BERs. Info 
naadad to document evaluation on laeh Licensing Review Oroup 
II generic issue. 

BTEFANO, J 0 Licensing Branch 1 83/09/02 POWELL, P Washington 

Public Pouar Supply Systam. ip 18443 174 24X 

Flcha 90-000,83/09/02,8309120460 


— 0309120477 Raquasti info re Issue solutions aecaptad by NRC which have 
6 hava not been addressed in SER/supplemental BERs. Info 
naadad to document evaluation on each Licanslng Revltw Oroup 
11 generic issue 

STBFANO, U J Lleenilng Branch 1 03/09/02 REED, U. J. Oulf 

States Utilities Co Ip. 10443.179 24X FI che ■ 90-000, 83/09/02, 

8309120460 


— 8309180409 Requests Info re Issue solutions accepted by NRC which have 
1. hava not been addrasstd In SER/iupplamantal SERs Info 
naadad to document evaluation on each Licanslng Revltw Group 
ir generic Issue. 

STEFANO, vl U Licanslng Branch 1 83/09/02 RICHARDSON, J. D. 

Mlaaitslppi Power it Light Co tp 18443’ 176. 24X 

Flcha' 90-000, 03/09/02, 8309120460 


— 8309120491 RequBSts info re Issue solutions aeceptod by NRC which have 
& have not been addreiiod In SER/supp I omenta 1 SERs Info 
needed to document evaluation on oech Licensing Review Oroup 
1 1 gener 1 e issue 

STEFANO. J J Licensing Branch 1 83/09/02 BUZZELLI.E M 

Cleveland Electric Illuminating Co Ip 1 B443 177 24X 

Fiche 90-000,03/09/02,3309120460 


F Security, medical, emergency & fire protection plana 


8309050075 Forwards Rev 6 to physical security plan Rev withheld 
{ref 10CFR2 790) 

MCOAUGHY.J P Mississippi Power 6 Light Co 03/02/21 

O'REILLY, J P Region 3, Office of Director 2pp 18343 092 24X 

Flche 90-416.83/02/21,8309030079 


8309090077 Forwards revised pages 6 response to NRC comments re 
physical security plan, Revs 7 4, 9, res pec 1 1 vely Ends 
withheld (ref 10CFR2 790) 

MCOAUGHY.J P Mississippi Power «< Light Co 03/03/13 

O'REILLY, J P Region 3, Office of Director app 18342 140 34X 

Flche 90-416,03/03/19,0309090077 


8309270409 Notifies that IE Insp Rept 50-416/83-03 was Inadvertently 
assigned wrong numbtr Correct number Is 90-416/03-07 
Reissued IE Insp Rept 90-416/83-07 end 

VERRELLI.D M Division of Project 6 Resident Programs 83/03/30 
RICHARD. J D. Mississippi Power & Light Co Ip 1B642 309 24X 

Flche 90-416.83/03/20,0305270409 


—8309270417 Forwards IE Insp Rept S0-416/S3-O7 on 830124-27 No 
nonrompllance noted 

VERBELLI, D f1 Division of Project & Resident Programs 03/03/SB 
RICHARD, J fl Mississippi Power N Light Co 2pp 18642 306. 24X 

Flche 50-416,03/03/80,8309270409 


— B30S270427 Corrected IE Insp Rept 90-416/83-07 on 930124-37. No 
noncemp 1 1 ance noted Major areas inspected emergency 
preparedness exercise 

CLINE.U E. Region 2, Office of Director JENKINS.O R Division 
of Emergency Preparedness 6 Materials Safety 83/03/29 9pp 
18643309 34X Flche 90-416,83/03/38,0309270409 


8304200037 Application, for amend to License NPF-13 re sealed source 
contemlnatl on, report ing, fire pro'tection 6 trip setpoints 
MCOAUGHY.J P Mississippi Power «i Light Co 83/04/39 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 18391 192 
24X Flche 90-416,83/04/29,0304280037 


—8804290049 Proposed Tech Specs re sealed source contamination, 
reporting, fire protection & trip setpoints 

* Mississippi Power U Light Co 83/04/29 14pp 1BS91 161 84X 

Flche 90-416,03/04/29,8304880037 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t, holders of CPs re clarification of 
access to control procedures for taw enforcement visits. 

6vc list end 

EIBENHUT, D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp 18940 099 84X 

Flche' 90-000, 03/09/11,8309110034 


0309240213 Forwards monthly status rept on offsite Bmergerev 
preparedness for OL reviews for Apr 1983 

DIRCKB, W J Office of the Executive Director for Operations 
03/09/13 PAULADINO, N J Commissioners 9pp 18993 322 34X 

Flche* 90-000, 03/09/13, 0309240213 


8309870020 Confirms NRC position re use of manual ly-entered codes I, 
entl-passbeck features for control of access to vital areas 
Devices may unduly rsstrlct movement during safety-related 
emergencies Response requested by 830630 
SCHMENCERiA. Licensing Drench 2 03/09/23 MCOAUOHY. J P 

Mlsiistlppi Power 1, Light Co 2pp 18662 109 24X 

Flche' 90-416. 03/09/23, 0309270020 


J. Insurence tt Indemnity Information 


8309190019 Forwards ANI Oerti floats M-79 6 MAELU Certificate M-79 for 
secondary flneneiel coverage 

OALE.L F, Mississippi Power 6 Light Co 03/09/11 KERR,0 W 
Office of State Programs, Director ISpp 18901.340 24X 

Flche 90-416,83/09/11,0309190019 


0 Advisory Committee on Reactor Safeguards reports fa eorrespondance 


8309130290 Summary of S6Sth ACRS meetings on 820012-14 in 
Hashing ton, DC. 

e ACR9 - Advisory Committee on Reactor Safeguards. 83/09/09 
ACRS - Advisory Commlttes on Reactor Safeguards 929pp 18498:229 

84X Flche 90-000,83/09/09,8309130290 
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DOCKETED ITEMS 


P Oparattng licence itage documents (< conres p ondenc e 


G309330608 Provides lump sun number representing direct cost impact of 
regulatory proliferation during appros period from NHC CP to 
lou-peuer □L> in response to B30S0S request re becifltting 
costs 

LUTKEN. D C Mississippi Pouer U Light Co 83/03/04 

TOURTELLOTTE. J Regulatory Reform Tast Force 2pp 1B941 340 SiX 
Fiche 30-416. B3/03/04.a305230iOa 


B309240249 FOIA request for three categories of docu-ments ro Reactor 
Safety Study Methodology Application Program 
(MUREO/CR-1637. Vols l-4> & Inter Itn Re 1 lab 1 1 1 ty Evaluation 
Program tNUnEO/CR-891 5. 2787 6 2S02) 

8H0LLY.S C Union of Concerned Scientists 83/03/11 FELTQNrU M 
Division of Rules and Records ip 1S993 176 S4X 
Fiche 90-000.83/03/11.8309240349 


8303240260 Foruardt util comments on Reactor safety Study Methodology 
Applications program results Risks associated u/OHR/6 plant 
design misrepresented 

CESARE.G NRC - No Detailed Affiliation Given 81/03/17 CURRY. J 
NRC - No Detailed Affiliation Oiven 9pp 18393 19S SAX 
Fiche 30-000.83/03/31.8309240294 


— 8305240369 Discusses concerns re Reactor Safety Study Methodology 
Applications Program IRBSMAPl evaluation conducted by Sendia 
Natl Labs Eicesslvely conservative calculations used Related 
correspondence end 

DALE.L F Mississippi Power 8. Light Co 01/01/23 BERMEHO. R M 
Office of Nuclear Regulatory Research. Director 49pp. 18993 200 

24X Fiche 90-000. 03/03/31 . 8309240294 


8304110321 Forwards application to amend License NPF-13 Amend revises 
surveillance procedure review - Package 2 & miscellaneous 
Tech Specs re responsibility for auditing station 
activities 

MCOAUSHV, JP Mississippi Power & Light Co 83/04/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 17911 031 
24X Fiche 90-416.83/04/07.8304110321 


— 8304110328 Application for amend to Llcanse NPF-13. revising 
surveillance procedure review - Package 2 ti miscellaneous 
Tech Specs re responi its 1 1 1 ty for auditing station 
activities 

MCOAUOHY.J P Mississippi Power & Light Co 83/04/07 12pp 
17911 033 24X Flch» 90-416.83/04/07.8304110321, 


— 8304110335 Proposed Tech Spocs re prompt notification w/writt»n 
f ol louup. reac tor protection sys instrumentation & RC8 
surveillance requirements, reactor vessel matl surveillance 
program-withdrawa I schedule & area temp monitoring 

« Mississippi Power t> Light Co 83/04/07 34pp 17911 049 24X 

Fiche 30-416.83/04/07.8304110321 


8309230720 Forwards list of utils responding to requests for cost 
figures on bactflttlng 

TDURTELLOTTE. J Regulatory Reform Task Force, 83/04/11 
PALLADlNOiNJ Commissioners 2pp 18942 272 24X 

Flchs 90-000,83/04/11,8305230720 


8304190378 Forwards corrected 830413 1 tr providing update to 830128 1. 
820610 ttrs re Category 1 masonry wells tc temp monitoring In 
HPC8 diesel generator room 

DALE.L F Mississippi Power & Light Co 83/04/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 18096 063 
24X Fiche. 30-416. 83/04/13. 8304190378 


83042B0037 Application for amend to License NPF-13 re sealed source 
contamination, reporting, fire protection t. trip setpoints 
HCOAUCHV, J. P Mississippi Power & Light Co 83/04/29 OENTON.H.R 
Office of Nuclear Reactor Regulation, Director 9pp 10291 192 
24X Fiche 30-416.83/04/29.8304280037 


— 8304280049 Proposed Tech Specs re sealed source contamination, 
reporting, fire protection 6 trip setpoints 

» Mississippi Power t< Light Co 83/04/23 14pp 18291 161 24X 

Fiche 30-416, 83/04/29. 8304280037. 


8303040289 Advises that effective 830418, UJ Stefano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on dlspositloit of remaining 
generic Issues 

NOVAK. T.H Assistant Director for Licensing 83/04/26 
H0LT2SCHER.D L Illinois Power Co 2pp 10326-343 24X 

Fit he 30-000. 83/04/26, 8303040289 


8303020455 Oenerlc Ltr 83-19 to all power reactor & testing licensees 
re new procedures for providing public notice conesrning 
Issuance of amends to OLs Sve list end. 

EIBENHUT. D D Division of Licensing. 83/09/02 Consolidated 
Edison Co of New York, Inc 30pp 18441 120 24X 

Fiche 30-000.83/05/02.8303020499 


8309240496 Forwards "Safety Relief Valve Discharge Test." final rept 
for Kuosheng Nuclear Power Station. Including Apps A-T Rapt 
withheld (ref 10CFR2 790) Info submitted per OL Condition 
2 C(49) 

DALE.L F Mississippi Power t, Light Co 83/09/02 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 96189*386 
24X Fiche 30-000.83/09/02.8303240496 


B3O9I9G046 Commends representatives of BUR/6 utils participating In 
Licensing Review Group It for efforts In resolving issues 
generic to DUR/6 OL applicants 

EISENHUT.D G Division of Licensing 83/09/03 EOELHAN. M R 
Cleveland Electric Illuminating Co 2pp 18923 178 24X 

Fiche 90-000. 83/09/03.8309170046 


— 8309190034 Commends representatives of BMR/6 utils participating In 
Llctnsing Revlsw Group II for efforts in resolving Issues 
generic to DUR/6 OL applicants 

EISENHUT.D 0 Division of Llcsnslng 83/09/03 HALE. D P 
Illinois Power Co 2pp 18923 200 24X Fiche 30-000.83/09/03. 

8309190046 


— 8309190060 Commends representatives of BUR/6 util's participating In 
Licensing Review Oroup II for efforts In resolving Issuss 
generic to BUR/6 OL apptlcents 

EISENHUT.D O Division of Licensing 83/09/03 FEROUSON.H.R 
Washington Public Power Supply System 8pp. 16923 202 24K 

Fiche 30-000, 83/ 09/03, 0309 1 70046 


— 8309190068 Commends representatives of BWR/6 utils participating In 
Licensing Review Oroup II for efforts In resolving Issues 
generic to BUR/6 OL applicants. 

EISENHUT.D G Division of Licensing 83/09/03 MCOAUOHV.U P 
Mississippi Power & Light Co 2pp 18323 204 24X 

Fiche 30-000.83/09/03.8303190046 


— 8309190077 Commends representatives of 8UR/6 utils participating In 
Licensing Review Oroup II for efforts In resolving Issues 
generic to BHR/6 OL applicants 

EISENHUT.D 0 Division of Licensing. 83/03/03 CAHILL, J Oulf 
states Utilities Co 2pp 18323 206 24X Fiche 90-000,83/03/03. 

8305190046 


630909D6S9 Oenerlc Ltr 83-20 to all operating reactor licensees It 
holders of CPs rs integrated scheduling for implementation 
of plant mods 8vc list and. 

EISENHUT.D G Division of Licensing 83/05/09. Consolidated 
Ed lion Co. of Now York. Inc 16pp 18627 193 24X 

Fiche 90-000, 83/03/07. 8303090699, 


8309130186 Forwards response to questions Included lit 830203 ltr re 
Hydrogen Control Owners Oroup program Oucstions S ti 9 must 
b* addressed on plant-specific basis Tentative errengements 
made for meeting w/Contalnment Sys Brench on 030602 
RICHARDSON, U 0 Hydrogen Control Owners <}roUp, dliR-6 Mark 111 
RICHARDSON, J D Hlssisiippi Power b Light Co 83/09/11 
HOUSTON, R U Division of Systems Integration (post 811009). 29pp 
18437 231 B4X Fiche 30-416. 83/09/11. 8309130126 


8309890190 Natl fleet! on of 830603 meeting w/BUR-Hydrogen Control Owniri 
Oroup In Bethesde.MD to dlscues hydrogen control program b 
emergency procedure guidelines 

HOUSTON, D Llcsnslng Branch 2. 83/09/17 SCHUENCER, A Licensing 

Branch 2. 4pp 18996.191. 84X Fiche. 30-416. 83/09/17, 8309230190 


8309240143 Forwards qualification status b compllanc# sunnarg par 
10CFR90 49 re environ qualification of alactrical 
equipment Important to lefety, Updated equipment list b 
qualification status for relevant componants end. 

DALE.L F Mississippi Power b Light Co 83/09/20, DENTON, H R 
Office of Nuclear Reactor Regulation. Director. 61pp t8349r 176, 
24 X Fiche 90-416.83/03/20,8303240143 


a Inspection reports. IE Bulletins b correspondence 


0212060389 IE Info Notice 83-14, "Deuetered Spent Ion Eichenge Resin 
Busceptlbi llty to Exothermic Chemical Reaction," Svc list 
enc 1 . 

TAYLOR, J M Division of Safeguards b inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co. of New York. Inc 

1 18pp. 18308 319. 24 X Fiche 90-000.83/03/21,8212060383 


8309870409 Notifies thet IE Insp Rept 30-416/83-03 was tnadvar tentlg 
assigned wrong number. Correct number Is 30-416/83-07, 

Rel Slued IE Insp Rept 30-416/03-07 end, 

VERRELLl.D, M Division of Project b Resident Programs 83/03/28. 
RICHARD. U 8. Mississippi Power b Light Co. Ip 18642.309 24X 

Fiche 90-4 1 6, 83/03/28, 8309270409, 



DOCKETED ITEMS 


•B309270417 Forwards IE Insp Rept 30-416/03-07 on 030124-27 No 
noncomp lianct notad 

VERRELU1>D M Division of Project U Resident Programs 83/03/SB 
RICKARD. J B Mississippi Power & Light Co 2pp 10642 306 S4X 
Flche S0-416< 83/03/20. 03OS27O4O9 


B3O3O4OO20 IE Info Notice 83-26. "Failure of Saf e tg /Re 1 1 ef Valve 
Discharge Line Vacuum Drsakers " 5vc list end 
JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) B3/0S/O3 Consolidated Edison Co of Neu 

York, Inc 12app 1B441 170 24X Flcho 50-000.83/03/03.8303040029 


—8303270427 Corrected IE Insp Rept 30-416/83-07 on 030124-27 No 
none amp llanci noted Major areas inspected emergency 

preparedness exercise 

CLINE, W E Region 2. Office of Director JENKINB, 0 R Division 
of Emergency Preparedness & Materials Safety 83/03/23 9pp 
10642 30B 24X Flche 80-416,03/03/28.8303270409 


8303270300 Forwards IE Insp Rept 30-416/83-11 on 030310-13 No 
noncotnpllance noted 

VERRELLltD M Division of Project & Resident Programs 03/03/30 
RICHARD. J a Mississippi Power & Light Co Spp 10641 173 24X 

Ftelie 30-416,83/03/30.8303270300 


—8309270306 IE Insp Rept 30-416/83-11 on 830310-13 No noncomp 1 ianc e 
noted Major area Inspected drywell suppression pool bypass 
leakage testing 

BROOKS. E H . JAPE, F Region 2, Office of Director 83/03/23 
4pp 18641 173 24X Flche 30-416,83/03/30,8303270300 


8305270463 Forwards IE Insp Rept 90-416/83-09 on 830314-10 No 
noncompllance noted 

VERRELLI.D M Division of Project 8 < Resident Programs 03/04/03 
RICHARD, J B Mississippi Power 6 Light Co 2pp 10644 074 24X 

Fiche 90-416,83/04/03,8303270463 


—8309270470 IE Insp Rept 30-416/83-09 on 830314-18 No noncompliance 
noted. Major areas inspected review of startup procedures 6 
acceptable test packages 

BURNETT. P T , JAPE, F. Region 2, Office of Director 83/03/30 
9pp. 18644 076 24X Flche 80-416.83/04/03,0309270463 


B303040021 IE Info Notice 83-21, "Defective Emergency Uee Respirator " 
Sve list end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Pest 830103) 83/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18433' 199 24X Flche 90-000,83/04/19,8303040021 


8303040023 IE Info Notice 83-22, "BUR Saf e ty /Rel lef Valve Failures," 
Sve lilt end 

JORDAN.E L Division of Emergency Preparednees t( Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc 112pp 18383 009 24X Fiche 90-000,83/04/22,8303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Bye " Sve list end. 

JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103), 03/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flcho 30-000,83/04/23,8303040023 


8309270989 Approves issuance of SALP Rapt 30-416/82-43 for Jul 1931 - 
Aug 1982 Discussion of commsnt submitted In util 830302 Itr 
provided. 

O'REILLy. J P Region 2, Office of Director 83/04/23 LUTKIN, D C 
Mississippi Powsr 6 Light Co Spp 18644 187 24X 

Flehs; 30-416, 03/04/23, 8303270385, 


—8303270993 Comments on SALP Board Assessment 90-416/82-43 for Jul 
1981 - AU 0 1982. Plant to upgrade performance wilt be 
submitted In Mar 1983 

MCOAUOHV, J P Mississippi Power 6 Light Co 83/03/02 

O'REILLY. J P Region 2, Office of Director. Bpp, 10644 190 24X 

Flche 90-416,83/04/29,0303270303 


■8303270996 Forwards SALP Board Assessment 80-416/02-43 for Jul 1981 - 
Aug 1982. 

LEWIS, R C Division of Project b Resident Programs 83/02/03 
STAHPLEY. N L Mississippi Power & Light Co 2pp 10644.198 24X 

Fiche 30-416,83/04/23,8309270309 


—8303270639 SALP Boerd Assessment 30-416/02-43 for Jul 1981 - Aug 1902 
» Region 2, Office of Director 83/04/29 2Spp 18644.200 24X 

Flche 90-416.03/04/23,8303270983 


8303120969 Discusses guidelines devolopod to aid in review of IE 
Bulletin 79 -13 re long-term operablllti/ of deep draft pumps 
Alternate qualification method incorporating vibration 
monitoring b std plant test procedures proposed end 
NOVAK, T M Assistant Director for Licensing 83/09/03 
HOUTZSCHER.D L Licensing Review Oroup II HQLTISCHER. D L 
Illinois Power Co 6 pp 18440 336 24X Flche 30-000.83/09/03. 

030312036? 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Oellberata Acts Directed Against Plant 
Equ i pment “ Sve list end 

JORDAN.E L Division Of Emergency Preparedness it Engineering 
Response <Post 030103) 83/03/04 Consolidated Edison Co of Neu 

York. Inc 112pp 18302 282 24X Plche 30-000.83/03/04,0303040030 


8303040031 IE Info Notice 83-20, “Criteria for Protective Action 
Recommendations for Ooneral emergencies “ Sve list end 
JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neu 

York. Inc ll9pp 18441 001 24X Flche 30-000,83/03/04,0303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JORDAN.E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 83/09/06 Consolidated Edison Co of Neu 

York, Inc llSpp 18323 240 24X Flche 30-000.03/09/06,0303040033 


B303040034 IE Info Notice 63-30. “Misapplication of Osneric Emergency 
Opsr a t Ing Procedures <EOP ) Guidelines " Sve list one 1 
JORDAN.E L Division of Emergency Preparedness (i Engineering 
Response (Post 030103) 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 24X Flche 90-000. OS/OS/ll, 8303040034 


8305270279 Forwards IE Enforcement Conference Rept 30-416/03-13 on 
030420 

O'REILLY, JP Region 2. Office of Director 83/03/12 RICHARD, JB 
Hisslsslppi Power & Llgltt Co 2pp 10644 29? 24X 

Flche 90-416,03/03/12,0303270273 


—0309270283 IE Enforcement Conference Rept 50-416/83-13 on 630420 Major 
areas discussed en force men t issues resulting from 
inadequate control of mods & malnt b inadequate corrective 
ac tlons 

VERRELLIiD M Division of Project b Resident Programs 83/09/12 
4pp 18644 301 24X Flche 90-416.83/03/12,8305270279 


B303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
Sve list enc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/09/19 Consolidated Edison Co of Neu 

York. Inc 114pp 18697 009 24X Fiche 90-000,83/09/19,8303040040 


8309270300 Ac k receipt of 030401 b 0910 Itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Rept 
90-416/03-04 

VERRELLI.D M Division of Project b Realdent Programs 03/03/19 
RICHARD, J B Mississippi Power b Light Co ip 10643 023 24X 

Fiche 30-416,03/09/19,0309270308 


—0309270400 Responds to NRC 030304 Itr re violations noted in IE Insp 
Rept 90-416/83-04 Corrective actions personnel informed of 
significance of correct positioning of bandswitches 
MCOALfOKY, J P Mississippi Pauer b Light Co 03/09/10 

O'REILLY, J P Region 2, Office of Director 2pp 96207 303 24X 

Flche 50-416,03/09/19.0309270380 


—0305270410 Responds to NRC 830304 Itr re violations noted in IE Insp 
Rept 90-416/03-04 Corrective actions DOT label covered b 
correct label posted, addl training seminar on posting held 
on 030120 & handswltches moved to standby 
MCOAUOHY, J P Mississippi Power b Light Co 03/04/01 

O'REILLY, J.P Region 2, Office of Director 3pf 18643 026 24X 

Fiche 50-416,83/05/19.0309270380 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Bide of 
Steam Osnerators at PHRs, " Bve list end 

JORDAN.E L Division of Emerginey Preparsdness b Engineering 
Reiponsf (Post 030103) 03/04/20 Consolidatsd Edison Co, of New 

York, Inc llSpp. 18362; 047 24X Fiche: 30-000, 03/04/20, 0303040026 


—0309270418 Forwards IE Insp Rept 30-416/03-04 on 830117-0219 b notice 
of violation 

VERRELLI.D. M Division of Project & Resident Programs 83/03/04 
STAMPLEY, N L Mississippi Power & Light Co 2pp 10643-029. 24X 

Fiche 30-416,83/09/19,0309270388 


8303040027 IE Info Notice 03-25, "Btandby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Sve list end. 

JORDAN. E.L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 03/04/20 Consolidated Edison Co, of New 

York. Inc 11 Bpp 10302 169 24X Flche. 90-000, 03/04/20, 8303040027 


—0309270424 Notice of violation from Insp on 830117-0219 

a Region 2, Office of Director 63/03/04 Ip 10643*031 24a 

Flche 90-416,83/09/19.0309270303 
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•a30SS70438 FE ln«p Kept 30-416/83-04 an 83011 7-091 S Noncompl tsnce 
notad failure to mahe Pdrt SO potting t< to follaiu procfdur* 
pt hand s mi tell ef 

MAONER.A O . SCOTT. D E . CANTRELL. F 8 Raglon 2. OdFtce oF 

OlrvctoT 83/03/0S Spp 18643 03S 24 X Flcha 90-416.83/09/19. 

B309270388 


8303040046 16 Info Notlca 83-33. “Nonr*pre»*nta tlve Sairpllng oF 
Contain Inated Oil " Sve lltt end 

.IORDAN. E L. Olvitlon of Emapganeg Frapapadnstt & Cnginaerlng 
Ftatpsnir <Pos.t 830103) 83/09/26 Contolldated Edtaon Co Pf Now 

York. Inc 114pp 18647 007 24X Ficbo 90-000.83/09/96.8303040046 


R Ftrlodlc op«rating rtpnrtt U rvlated corratpondanct 


8309290072 Monthly operating rapt For Apr 1983 14/830913 Itr 
RICHARDSON. U D . KCOAUeHY. 0 P MlsoltBlppl Poidor & Light Co. 
83/09/13 OEYOUNO. R C Director's OF Flea. OFF ice of Intpactlon and 
En For cenetit 7pp 18989 103 24 X Flchs 90-416.83/09/13.8309290072 


S Reportable occurrencet. LERs & related correepondenci 


8303270915 Interim doFlciency rept re deFeettve contact button In 
Liberty Control telephone relays. Inl tial ly reported on 
830217 Investigation of app 1 Icabl 1 1 ty to Unit 8 underuay 
DoFlcioncy not reportable For Unit 1 Final rept by 830418 
nCOAUOHY.J P nittlstlppl Pouer & Light Co. 83/03/18. 

□ 'REILLY. J P Region 2. OFFlce oF Director. 6pp. 18646.121 24X 

Flcha 90-416.83/03/18.8309270919 


8309030953 RQ 83-024/0 on 630319 6 30. Several smoke detectors In 
control room Zones 1-18 tc auxiliary bldg corridors. el avat Ion 
139 ft. respectively, covered to prevent actuation during 
welding Fire uatcAes established 

NCOAUCKY.U P Mississippi Power «< Light Co 83/04/29 

O'REILLY. J P. Region 2. OFflce oF Director 8pp. 18303*337 24X 

Flchf- 90-416. 83/04/29, 8309030993 


8309030962 RO 83-023/0.00 030312, tuo smoke detectors In standby gas 
treatment filter train room. Zone 2-19 covered during welding 
activities to prevent actuation. Similar event occurred on 
630319. Detector operability to be restored by 830319. 

HCOAUOHV.J P Mississippi Power & Light Co 83/04/23 

Q'REtLLY.J P Region 2. Office OF Director. Ip. 18306*129. 24X 

Flche 90-416.83/04/29.8309030962 


6309090296 Farmer ds UER 83-061 /03L-0 

RICHARDS, J Mleslstippl Power & Light Co 83/04/27. O'REILLY. J P 
Region 2, Office of Director Ip 18338 OSO 24X 
FI Che. 90-416, 83/04/27, 8309090296 


— 8309090261 LCR 63-061 /03L-0* on 830328, one solenoid operated Freon valve 
found u/bloian gasket. Caused by defective ALCO Controls 
solenoid operated gasket Valve reworked w/valve repeir kit 
6 new gasket Installed 

ROHRER.H V. . 6H1N0LE70N,E. B Mississippi Power & Light Co 

83/04/27 Region 2, Office of Director Ip 18338:021 84X 

Flche. 90-416, 83/04/27,8309090296 


8309090131 RO 63-026/0 on 830327, security aecsse card reader to fire 
doer 1A318, Elevation 166 Ft, in auxiliary bldg malfunctioned 
Caused by fire door blocked to allow personnel eccest. Card 
reader reworked t> returned to tve 630409 
FtCOAUOHY. J P Mlselteippl Power 6 Light Co 83/04/28 

8 'REILLY. J P Region 2, Offlco of Director. Ip 18342.201. S4X 

Flche 90-4 1 6, 83/04/28. 83090901 3 1 


B309090167 Forwerds LER 03-O6O/O3L-O 

MCeAUOHY, J P Mitslfslppi Power L Light Co 83/04/28. 

O'REILLY, JP Region 2, Office of Director Ip 18341,066 24X 

Flche: 90-416, 83/04/28.8309090167. 


—0309090178 LER 83-060/03L-0 on 830329. during cold shutdown, load 
shedding 6 Dlv I LSS sequencing panel Failure alarm 
actuated Caused by Failure of i9-volt dc power supply used 
to power solid state electronics For sys logic. 

BYRO.R. Mississippi Power 6 Light Co. 83/04/28. Region 2, 
Office of Director 2pp. 18341.087. 24X Flche: 90-416, 83/04/28, 

8309090167 


8309090227 RO 83-029/0 on 830322, Fire rated penetrattone opened to 
implement design change packages Hourly fire watches 
established within I h 6 will be maintained for duration of 
planned maint ectivltiae. tfork to be completed by 830610 
MCOAUeiHV. cl P. Mlsslstlppl Power fc Light Co 83/04/28 

O'REILLY, .i.P Region 2, Office of Director 2pp. 18338:094. 24X 

Flche 90-416, 83/04/26, 8309090227. 


8309110279 Forwards LER S3-091/O3L-O 

DALE.L F Mississippi Pouer fc Light Co. 83/04/29. 0 'REILLY. J. P. 

Region S, afftco «f plreetor. Ip 18393:148 24X 

F 1 C h o ; 90-4 1 6, 83/04 /29, 8309 1 1 0279. 


—6309110279 LER 83-091/03L-0 on 830401, control room emergency 91117011011 
fubeystem taken out of eve to allow performance of 
corrective malnt Task completed fc subsystem energized on 
030404 

ROHRER.M V . SHINOLETON. E B Mississippi Power 6 Light Co 
83/04/29 Region 2, Office of Director 2pp 16393 149 24X 

Flche 90-416,83/04/29.8309110279 


8309110418 RO 83-027/0 on 830321, during performance of seismic 
monitoring sys functional test, operation of chert racordere 
6 spectrum analyser determined unecceptebla Cause not 
stated Investigation undarway Next rept expected by 830619 
DALE, L P Mlttisslppl Power 6 Light Co 83/04/29. O'REILLY, JP 
Region 2, Office of Director Ip 18393 001 24X 

Flche 90-4 1 6, 63/04/29, 6309 11 04 1 0 


8309110291 Special Rept 63-028/0 on B30329, f Ir* penetrations oponei t» 
Implement design change packages Fire watches establlihad, 

Mark tasks ixpccted to be completed by 830701 

MCOAOOHY, J Mlssliflppl Power 6 Light Co 83/09/04 O'REILLY. J.P 
Region 2. Office of Director Spp 18393 142 24X 

Flchs 90-416, 63/09/04. 630911 029 1 


6309130194 Forwards updated LER e2-t79/99X-l 

MCOAUOHY, J P Hltslssippi Power fc Light Co 83/09/06 

O'REILLY. J P Region 2. Office of Director. Ip 18440:071. 24X 

Flche 90-416, 03/09/06, 83091301 94 


—8309130200 Updated LER S2-179/99X-1 * on 821213, fire barriers in conlre) 
room panel discovered open Caused by breaking fir* barriers 
to accomodate design change in panel Barriers restored on 
830412 

BYRO.R. Mississippi Power 6 Light Co 83/09/06 Region 2. 
Office of Director Ip 18440,072 24X Flche 90-416,83/09/06, 

03OS13OI94 


0309170424 Forward • LER 83-048/017-0 
MCOAUOHY, J P Mississippi Power 6 Light Co 83/09/09. 

O'REILLY. J P Region 2, Office of Director Ip. 18469.299 24X 

F 1 e h 0 90-4 1 6. 03/09/09, 8309 1 70424 


—8309170426 LER 83-048/017-0 On 830423, suppression pool level 
Instrumentation discovered not functionally tasted since 
630409 Cause under Investigation Instrumtntatlon tatted 
satisfactorily within 8 h 

ROHRER.M V . 8HINOLETON. E B Mississippi Power 6 Light Co. 
83/09/0? Region 2, Office of Director. Ip. 18469 296 24X 

Flche. 90-416. 83/09/09.8309170424 


8309170427 Forwards updated LER 83-031 /?9X-1. 

MCOAUaHY. U. P Mississippi Power 6 Light Co. 83/09/09. 

0 'RE ILLY. J P Region 2, Office of Director. 2pp. 16469: 292. 24X 

Flche* 90-416, 83/09/09. 8309170427 


-8309170431 Updated LER 03-031 /99X-1. on 830113, fire rated Door OC104 
blocked open to route temporary discharge hose from hot 
machine shop sump to turbine bldg floor drain sys Caused by 
Inadequacy of present sys Hod to be completed by Sept 1983. 

BYRO.R Mississippi Power 6 Light Co 83/09/09 Region 2. 
Office of Director Ip. 18469 294. 24X Flcha. 90-416, 83/09/09, 

8309170427 


S3091 70430 Forwards updated LER 83-004/0 IT-O. 

MCOAUOHY. J P Mississippi Pouer 6 Light Co. 83/09/09. 

O'REILLY. J P Region 2, Office of Otr actor. 2pp 18467:291. 24X 

Flche 30-416,83/09/09.8309170430. 


—8309170433 Updated LER 83-004/01 T-1 * on 8301 10, pane tret ton AP-72B found 
open 6 had baen open since 821213 Caused by planned melnt 
work It personnel irror Hourly fire watch established. 

Penetration to be restated by 830630. 

BYRD.R. Mississippi Power 6 Light Co. 83/09/09 Region 2, 
Office of Director. 2pp 18467*293 24X Fiche: 90-416, e9/0»/09> 

8309170430. 


2309200260 Forwards LER B3-049/03L-0, 

MCOAUOHY, J.P Mississippi Power ti Light Co. 83/09/09. 

O'REILLY, J.P Region 2, Office of Director, ip. 18916-263. 24X 

Flche; 90-416, 83/09/09. 8309200280 


— 8309200286 LER 83-049/03L-0 on. 830409, during cold shutdown, d lose 1 
genorator 12 auto start not available when alarm actuated. 

Cauead by condensate drain valve downstream of tank C not 
Fully closed. Compressors reworked. 

BYRD.R Hlsflsslppl Power h Light Co. 83/09/0? Region 2, 
OFflce of Director Spp 18916.264 24X Flche. 90-416, B3/09/09, 

8309200260 
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e309SQO&04 RO 83-087/0 on 8304SS< SO-itie ter ulnd direction reeding did 
not Agree u/lO-nieter reeding Caueod by incorrectly leirod neu 
tensor* located in Design Clienge Package 62-308 Uirlng 
dlagrem corrected 

MCOAUOHV. J P Hlstltsippi Power & Light Co 03/03/09 

O'REILLV.J P Region 8. Office of Director Ip 10314 089 24X 

Fiehe 30-416. 63/05/09, 0305200604 


8303200383 Forward* LER a3-058/03L-0 

HCOAVOHY,./ P Missittlppi Power U Light Co 03/03/11 

O'REILLV.J P Region 2, Office of Director Ip 10316 043 24X 

Fiche 30-416,83/03/11,8303200323 


— 6305800532 LER 83-0S8/03L-0 on 03O4U, while reviewing vessel head 
Installation work pac kage, d Iscovered head flange/vessel 
flange thermocouples not physically reinstalled during 
Insulation installation Cause under evaluation 

ROHRER.M (/ Mississippi Power 6 Light Co 03/03/11 Region 2. 
Office of Otrector ip 10316 044 24X Flchc 30-416,03/05/11, 

8303200323 


0305200484 Forwards LER B3-046/03L-0 

MCOAUOHV.J P Mississippi Power & Light Co 03/03/12 

0'REll.l.VpJ P Region 2, Office of Director Ip 10313 000 24X 

Fich* 90-416,83/03/12,8303800484 


—8309800493 LER B3-046/03L-0 on 030412, month ly functional surveillance 
for Diw I chlorine detection sys not performed by 030410 
Catitad by pereonnel error 

ROHRER.M V Miieiseippl Power & Light Co 03/05/12 Region 2, 
Office of Director 2pp 18313 009 24X Flcho 30-416,03/03/12, 

Q30S200484 


0303890363 RO 03-032/0 on 030413, etno ke detector* In control room 
covered to prevent alarm condition white welding performed 
Detectore uncovered on 030301 ?< sys returned to normal 
operation 

HCOAUOMV. J P Mississippi Power t< Light Co 03/09/17 

O'REILLV.J P Region 8, Office of Director Ip 10389 330 24X 

Fiehe 30-416,83/05/17,8303230363 


8303290409 Final RO 03-002/1 on 030201, smoke detectors on Elevation 
119 ft of auxiliary bldg covered to perform planned maint 
Hourly fire watch established Detectors restored to eve on 
830909. 

HCOAUOMV, J P. Mississippi Power l< Light Co 83/03/17 

O'REILLV.J P Region 2. Office of Dlractor ip 10303 332 24X 

Fich*. 90-416,63/09/17, 6303230403 


0303230434 RO 03-031/0 on 030413, fire doors blocked open for 21 days, 
exceeding 7-day time limit Doors closed t, restored to 
operation 

MCOAUOMV, J P Mississippi Power & Light Co 83/03/17 

□ 'REILLY. J P Region 2, Office of Director 2pp 10303 291 24X 

Fiehe: 30-416, 63/03/17, 0309830434 


0309390913 RO 03-033/0 on 63041 1, fir e-ra ted penetration* opened to 
implement d**ign change packages Hourly fire watehe* 
established within 1 h (< will be maintained for duration of 
plannad maint activities 

KCOAUOHV, J P Mississippi Power t< Light Co 03/03/17 

O'REILLV.J P, Region 2, Office of Director 2pp 16303 332 24X 

Fiehe 90-416,83/09/17,6305230313 


0309310146 Updated RO 03-006/1 on 030210, fire penetrations AE-3e2C L 
AE-304C opened to permit planned maint work Initially 
reported on 630310 Maint work order not completed 
Restoration date estimated for 830614 

MCOAUOHV, J P Mississippi Power 1< Light Co 03/09/17 

O'REILLV.J P. Region 8, Office of Director Ip 18691 208, 24X 

Fiehe 90-416.83/05/17,0305310146 


8309310207 Updated LER e2-027/99X-3 on 630787, seal AV-8D discovered not 
Installed In spare HVAC penetration to containment exhaust 
filter train room due to current drawings not req.uirlng 
penetrations to be sealed 11/030917 Itr 

ROHRER.M V,, BHINOLETON, E D , MCOAUOHV, J P Mississippi Power L 
Light Co 83/09/17 O'REILLV.J P Region 8. Office of Director 
Spp ia691'00S 24X Fiehe 90-416,03/09/17,6309310207 


0309290487 Updated LER 63-04B/01X-1 on 630439, survei 1 lance coordinator 
found that suppression pool levsl Instrumentation not 
functionally testsd before exceeding Tech Spec late date 
Caused by personnel error M/63091B Itr 

ROHRER.M. V.> MCOAUOHV, J P Hlstltsippi Power 6 Light Co. 03/09/18 
O'REILLV.J. P Region 2, Office of Director Spp 10908.200. 24X 

Flcho: 90-416, 83/09/10, 8309290407 


030323037? Updated LER 03-OOl/OlX-l or 830107, two wall penetrations 
(aukiliary bldg to turbine bldg) not previously opened 
Caused by personnel error Hourly fire watch established L 
personnel relnstructed ro Tech Specs W/83O3I0 Itr 
OVRD. R , MCOAUOHV, J P Mississippi Power U Light Co 03/03/10 
O'REILLV.J P Region 2, Office of Director 4pp 18300 207 24X 

Fiehe 30-416,83/03/10.6303230379 


0305270473 RO on 0304 1 0, smoke detectors N604 A,Q h C a t elevation 139 
ft in auxiliary bldg covered to prevent continuous alarm 
condition from welding performed for planned maint activity 
Detectors uncovered U returned to sve on 030 309 
MCOAUOHV, J P Mississippi Powei S, Light Co 83/03/10 

□ 'REILLY. J P Region 3, Office of Director Ip 18644 146 24X 

Flcho 30-416,83/03/10,8303870473 


0303310065 Updated LER 88-OB0/01X-8 on 881004, cap s c rew, securing roar 
crankcase cover to engine blnck, found cracked t, breaking 
during torque check Caused by fatigue during engine 
operation M/03OSI0 Itr 

ROHRER.M V , 0HIMGLETON, E D , MCOAUOMV, J P Mississippi Power t< 
Light Co 83/04/18 O'REILLV.J P Region 2, Office of Director 
Spp 18633 206 24X Fiehe 30-416,83/03/10,0303310063 


0303310204 Updated LER 02-ta8/99X-l on 621 1 12, several duct covers 
could not bo Installed while performing approved maint work 
on control room floor grid seals I, duct covers Caused by 
cables extending through ducts H/6303C6 Itr 

nVRD, R , MCGAUGHV, J P Mississippi Power h Light Co 03/03/18 
O'REILLV.J P Region 2, Offico of Director 2pp 18631 006 24X 

Fiehe 50-416, 03/05/18, 0303310204 


8303310069 Updated RO 63-013/1 on 83031 1 , d urlng special insp of 
fire-rated a ssemb I les, three open penetrations identified 
Correct mat! nonconformance rept numbers should be 00162-03. 
00163-03 «< 00163-83 Restoration set for 830930 
MCOAUOHV, J P Mississippi Power tc Light Co 93/03/19. 

O'REILLY, J P Region 2, Office of Director 2pp 16633 804 24X 

Fiehe 90-416.63/03/19,6303310069 


6303310196 RO 03-034/0 on 830413, Fire Door 1A312 alarmed & would not 
reset Cause un known Door functionally tested 6 returned 
to SVC 

MCOAUOHV, J P Mississippi Power & Light Co 03/09/20 

O'REILLV.J P Region 2, Office of Director 2pp 10696 160 a4X 

Flcho 30-416. 03/09/20, 830S3I0196 
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A App 1 lea t lon/c onstruc 1 1 on stage documents & correspundenee 


8303840834 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application U 
Interim Reliability Evaluation Program repts Forwards 
App A documents Search far addl documents In progress 
FELTON, J M Division of Rules and Records 83/03/31 SKOLLY. 0 C 
Union of Concerned Scientists 2pp 18593 179 a4X 
Fiehe 50-000,03/03/31,8305240294 


—0309240263 Discusses concerns re Reactor Safety Study Methodology 
Applications Program (R0SMAP1 evaluation conducted by Sandia 
Natl Labs Excessively conservative calculations used Related 
correspondence end 

DALE, L r Mississippi Power 6 Light Co Ql/Ol/23 0ERNERO, R M 
Office of Nuclear Regulatory Researehi Director 49pp 18993 800 
84X Fiehe 30-000,83/03/31,0303240234 


8308230780 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELUOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.N J Commissioners 2pp 10342272 24X 

Fiehe 30-000,03/04/11,0303830780 


0304190370 Forwards corrected 030413 Itr providing update to 830188 ti 
820610 Itrs re Category I masonry walls (r temp monitoring In 
HPC8 diesel generator room 

DALE, L F Mississippi Power 6 Light Co 03/04/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 10056 063 
a4X Fiehe 30-416,03/04/13,0304190370 


0303040889 Advises that effective 030418, JJ Slefano designated 
Licensing Review Group It program project menagar Change 
ultl help expedite reviews on disposition of rema t ning 
generic Issues 

NOVAK, T M Assistant Director for Licensing 03/04/26 
HOLTZSCHER.D L Itlinols Power Co 2pp 18326 343 24X 

Fiche 30-000,03/04/26,6303040809 
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03O919OO46 ComniBiids representatives of BWH/6 otils partlc tpating in 
Licensing RbvIbu Croup II for efforts in resolving issues 
generic to □UF)/f> CU applicants 

EISENHUT.D 0 Division of Licensing B3/09/03 EDELMAN, M R 
Cieveland Electric Illuminating Co 2pp 18523 J98 S4K 
FicJie 50-000, B3/'03/03,830SI90046 


— 9303190054 Commends representatives of BWR/6 otils participating in 
Licensing Review Group II for efforts in resolving Issues 
generic to BUH/6 OL applicants 

EISENHUT.D S Division Of Licensing 03^05/03 HALE.D P 
Illinois Power Co 2pp 10523 200 24X Fi c h o: 30-000. 03/03/03, 

83051900441 


— 8309190060 Commends representatives of BWR/6 utils participating in 
Licensing Review Group 11 for efforts in resolving issues 
generic to DWR/6 OL applicants 

EISENHUT.D G Division of Licensing 03/O3/'O3 FEHGU3DN, M R 
Uaihtngton Public Power Supply System Spp 19523 202 a4X 
F 1 c h e 50-000. 83/05/03. 93051 90046 


— 8305190068 Commends representatives of DHR/6 utils partlc Ipatlng in 
Licensing Review Group II for efforts in resolving issues 
generic to BUR/6 OL applicants 

EISENHUT.D 0 Division of Licensing, 83/03/03 MCOAUQHY, J P 
Mississippi Power t Light Co 2pp 10523 204 2411 

Flche 50-000.03/05/03,8303190046 


— 8305190077 Commends representatives of BHR/6 utils participating in 
Licensing Review Group II for efforts in Fesoivlng issues 
generic to BUR/6 OL applicants 

EISENHUT.D G Division of Licensing. 03/09/03 CAHILL. U Qulf 
States Utilities Co 2pp 1B323 206 24X Flche 50-000,03/05/03, 

83DS1 90046 


9305090699 Generic Ltr 83-20 to alt operating reactor licensees & 
holders of CPs re Integrated scheduling for imp lementa tier 
of plant mods Svc list end 

etSENHUT. 0 G Division of Licensing 83/09/09 Con so 1 idate d 

Edison Co of Neu Vort. Inc 16pp 18627 153 24X 

Flche: 30-000, 83/05/09. 8305090699 


8305130126 Forwards response to i^uestions included in 830203 ltr re 
Hydrogen Control Owners Group program Questions 869 must 
be addressed on plant-specific basis. Tentative arrangemeritt 
made for meeting u/Conteinment 5y s Branch on 830602 
RICHARDSON. U 0 Hydrogen Control Owners Group. 0UR-6 Hark 111 
RICHARDSON, U D Mississippi Power f. Light Co. 83/05/11. 

HOUSTON, R U Division of Systems Integration (post 8110031, S3pp 
10437 231 24X Fit he. 50-416. 83/03/ 1 1 . 83051 30126 


8303240143 Fpruards qualification status St compliance summary per 
10CPR30 49 re environ qualification of electrical 
equipment important to safety Updated equipment list t, 
qua 1 i Pica tion status for relevant components end 
DALE.L F Mississippi Power k Light Co 83/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 61pp 18549 176 
24X Flche 30-416,83/03/80,0309240143 


E NRC Safety Evaluation Report (SERI, suppli 6 correepondance 


0305120460 Requests info re issue solutions accepted by NRC which have 
k have not been addressed in SER/supp Icmenta 1 BERs Info 
needed' to document evaluation on each Licensing Revieui Oroup 
It generic issue 

3TEFAND. J J Licensing Branch 1 83/09/02. HDLTZBCHER.D L 

Illinois Power Co 2pp 18443 173 24X F 1 c h e. 50-000. 83/05/02, 

8305120460 


— 8303120470 Requests info re issue solutions accepted by NRC which have 
k havB not been addressed in SER/sirpp t emen ta 1 EERs Info 
needed to document evaluation on each Licensing Revltu Oroup 
II generic issue 

STEFAND, J O Licensing Branch 1 83/05/02 POHELL. P Uashington 

Public Power Supply System ip. 18443 174 24X 

Fiehe 5 D -00 O, 83/03/(72, 0309120460 


— S303120477 Requests Info re Issue solutions accepteit by NRC which heve 
k hava not been addressed In SER/supp lemental 9ERs Info 
needed to document evaluation on each Licensing Revieie Oroup 
II generic issue 

STEFANOiJ 3 Licensing Branch I 83/03/02 REED. H J Gulf 
States Utilities Co ip 18443 175 24X Flche 30-000.83/05/02. 

8305120460 


— 8305120485 Requests Info re issue solutions accepted by NRC which have 
k have not been addressed In SER/supp lemental SERs Info 
needed ta document evaluation on each Licensing Review Oroup 
II generic issue 

STEFANO. d J Licensing Branch I 83/03/02 RICHARDSON. J D 
Mississippi Pohltr k Light Co ip 18443 176 24X 

Flche 30-000.03/09/02,8305120460 


— 8303120491 Requests info re issue solutions accepted by NRC which have 
& have not bean addressed in SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFAND, Jd Licensing Branch 1 83/03/02 BUZ2ELL1.EM. 

Cleveland Electric Illuminating Co tp 10443 177. 24 X 

Flche 30-000,03/03/02,8303120460 


F Security, medical, emergency 6 fire protection plans 


0305050075 Forwards Rev 6 to physical security plan Rev withheld 
(ref 10CFR2 790) 

MCOAUGHY, d P Hlsilsslppl Power «, Light Co 83/02/21 

□ 'REILLY, d P Region 2, Office of Director 2pp 18342 052 24X 

Fiche 50-416.83/02/21,8305050073 


8305090077 Forwards revised pages k response to NRC comments re 
physical security plan. Revs 7 k 5. respectlvaly Ends 
withhold (ref 10CFR2 790) 

MCCAUOHY, d P Mississippi Power t. Light Co 83/03/15 

□ 'REILLY, d P Region 2, Office of Director 2pp '18342 148. 241 

Flche 30-416.83/03/13,8305050077 


0303110034 Generic Ltr 83-21 to all licensees of operating rtactors. 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc list end 

EISENHUT. D 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New Yorl,. Inc I6pp 10340 093 24X 

Flche 30-000.83/03/11.8303110034 


0303270020 Confirms NRC position re use of manually-entered codes t, 
antl~passbac k features for control of access to vital areas 
Divices may unduly rastrlct movement during safety-related 
emergencies Response requested by 830630 

SCHWENCER.A Licensing Branch 2 83/09/23 MCGAUOHY.d P 

Mississippi Power k Light Co 2pp 18662 103 24X 

Fiche 30-416,83/05/23.0309270020 


d Insurance S, Indemnity information 


0305190015 Forwards ANI Certificate N-79 6 MAELU Certificate M-79 for 
secondary financial coverage 

DALE, L F Mississippi Power 1, Light Co 83/03/11 KERR.G. M 
Office of State Progremii Director IBpp 18301.340 24X 

Fiche- 50-416, 83/OS/n. 8303190013 


0 Inspection reports. IE Bulletins k correspondencs 


8212060385 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 9vc list 
end 

TAYL[3fI,d M Division of Sofeguards k Inspection P’rogrems (Post 
830103) 03/03/21 Consolidated Edison Co, of Neu York, Inc 

112pp. 18308 319 24X Fiche 30-000,03/03/21,8212060309 


8303040021 IE Info Notice 83-21. "Defective Emergency Use Reip Irator, ^ 
8vc 1 lot end 

dORDAM, E L Division of Emergency Preparedness t. Engineering 
RBsp(rneB CPosb 030103). 83/04/15 Consolidated Edison Co, of Nsu 

York. Inc 126pp 10435 155 24X Fiche 50-000,83/04/19,8303040021 


9303040023 IE Info Notice 83-22, "BHR Safety /Re lief Valve Falluree, •• 
Svc lilt end 

dORDAN. £ L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co, of Neu 

York, Inc 112pp 18383 089. 24X Flche 90-000,83/04/22,8303040023 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end 

dOROAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co. of New 

York, Inc 119pp 18381,291 24 X Flche' 30-000, 83/04/23, 8303040023 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Oaneratore at PURs " Svc list end 

dORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of New 

York. Inc 113pp 18382 047 24X Fiche 90-000,83/04/28,8303040026 

8303040027 IE Info Notice 83-23, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment," Svc list end 
dORDAN, E L. Division of Emergency Preparedness li Englnearing 
Response (Post 830103) 83/04/28 Consol Idatsd Edison Co of Nsu 

York. Ine liBpp 18382 163 24X Fiche 30 - 000 , 83/04/20, 8303040027 


8303040D28 IE Info Notice 93-26. "Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
dORDAN.E L Division of Emergency Preparedness (. Engineering 
Response (Post 830103). 83/09/03. Consolidated Edison Co. of Mew 

York. Inc, lP2pp, 18441 170 24X Flche 30-000,83/03/03,8303040029 
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B309IS0969 Discusses guidelines developed to aid in revleu of IE 
Bulletin 79-19 re long-term operability of deep draft pumps 
Alternate gual 1 f 1 cetl on method incorporating vibration 
monitoring b std plant test procedures proposed enc 1 
NIOVAKi T M Assistant Director for Licensing 03/03/03 
KOLTZSCHER.D L Licensing Review Group II HOLTZSCHER. D L 
Illinois Poioer Co bpp 10440 3St 24X Flche 50-000,83/05/03, 
03OS12O9&9 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Bvc list end 

vIOROAMi E L Division of Emergency Preparedness b Engineering 
Response (Post 830103} 03/03/04 Consol Ida tod Edison Co of Neu 

Yorkt Inc 112pp 10302282 24X Flche 30-000,83/03/04,0303040030 


6303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " 8vc list end 
JORDAMi E L Division of Emergency Preparedness b Engineering 
Response IPost 830103) 03/03/04 Consolidated Edison Co of Note 

York. Inc U9pp 10441 001 24X Fiche 30-000,83/03/04,0303040031 


6303040033 IE Info Notice 03-29, "Fuel Olndlng Caused by Fuel Rack 
Deforraatlon " Sve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of Neu 

York, tnc llSpp 10323 240 24X Flch e 30-000, 03/09/06, 8303040033 


8303040034 IE Info Notice 83-30, "Ml sapp 1 1 ea t Ion of Generic Emergency 
Operating Procedures (EOF) Guidelines " Svc list end 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/11 Consolidated Edison Co of Neui 

York, Inc U4pp 18924 003 24X Flche 90-000,83/09/11,6303040034 


3303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
Sve list end, 

JORDAN,£ L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/19 Consolidated Edison Co, of Neu 

York, me 114pp 10697 009 24X Flche 90-000.03/09/19,8303040040 


0303040046 IE Info Notice 83-33, "Nonrepre aentati ye Sampling of 
Contaminated Oil " Svc list end 

JDRDANiE L Division of Emergency Preparedness b Engineering 
Reeponia (Post 030103) 03/09/26 Consolidated Edison Co of New 

York, Inc ii4pp 10647 007 24X Flche 90-000,83/09/26,8303040046 


8 Reportable occurrences, LERs b related correspo,ndence 


8309270919 Interim deficiency rept re defective contact button in 
Liberty Control telephone relays Initially reported on 
830217 Investigation of applicability to Unit 3 underway 
Deficiency not reporteble for Unit 1 Final rept by S3041B 
MCOAUGHV. -J P Mississippi Power b Light Co 83/03/18 

O'REILLViJ P Region 2, Office of Director 6pp 16646 121 24X 

Flche 30-416,83/03/18,8309270919 


DOCKET 90-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A Application/construction stage documents b correspondence 


0309060648 Forwards request for addl Info to complete evaluation of 
application for OL FSAR should be amended to Include Info 
requested Response requested by 030001 

YOUNOBLOODiB J Licensing Branch 1 03/09/03 COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 31pp 
18390 006 24X Flche 90-423,83/09/03,0309060648 


— 830317O13S Forwards Dlv of Engineering proposed program to address U308 
clarification re seismic design earthquakes on eastern US 
aaaboard. Proposed program will complete ongoing PRA reviews 
VOLLMERtR. H Division of Engineering 03/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9tpp 18390 037 
24X Flche 90-423,83/09/03,0309060648. 


8309090699 Oenerlc Ltr 03-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for imp lementetl on 
of plant mods Svc list end 

EISENHUT, D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, Inc i6pp 10627 193 24X 

Flche 90-000,03/09/09,0309090699 


B309290189 Summary of 830412 meeting u/util b Day, Berry b Howard in 
Bethesda, liD re licensing review items Viewgraphs end 
DOOLITTLE, EL Licensing Branch 1 83/09/12 Licensing Branch I 

7pp 18626 348. 24X Flche 90-423,83/09/12,8309290189 


8309200307 Requests info re NRC contingencies built into current OL 
application review schedule to support Fuel load date, per 
030412 meeting 

COUNBlL, U 0 Northeast Utilities 83/05/ I 3 YOUNOBLOCD, 0 J 
Licensing Branch 1 Ip 18514 246 24X Flche SO-423. G3/0S/13, 

0309200587 


F Security, medical, emergency V fire protection plans 


0303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs ro clarification of 
access la control procedures for law enforcement visits 
Svc list enc 1 

EISENHUTiD Q Division of Licensing 83/05/11 Consolidatod 

Edison Co of New York, Inc 16pp 18340 099 24X 

Fiche 90-000,83/03/11,8303110034 


0303240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews far Apr 1983 

DIRCKS, W J Office of the Executive Director for Operations 
83/03/13 PALLADINO, N J CommI a s 1 one r 9 9pp 18393 322 24X 

Flche 30-000.03/05/13.0303240213 


1 Financial information 


8309020093 Forwards "Annual Rept of Electric Uti 1 s, Lie onsoes b Others 
(Class A b Class B), " FERC Form 1 

BISHOP, R W Northeast Utilities 83/04/26 Office of Nuclear 

Reactor Regulation, Director !32pp 18279 109 24X 

Flcho 90-243,03/04/26,8303020093 


F. Utility Final Safety Analysis Report (FSAR) b amends 


8305030069 Forwards receipt ack form b corrected pages inadvertently 
omitted from FSAR Amend 2 package 

EMERSON, W Stone b Webster Engineering Corp 83/04/20 NRC - No 
Detailed Affiliation Given Sp p 18342 094 24X 

Flche 30-423, 03/04/20, 8303030069 


Q Inspection reports, IE Bulletins b correspondence 


6212060389 IE Info Notice 83—14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J H Division of Safeguards b Inspection Programs (Post 
630103) 83/03/21 Consolidated Edison Co of Mew York, Inc 

tl2pp 18308 319 24X Flcho 90-000,03/03/21,8212060333 


8303040021 IE Info Notice 83—21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/15 Consolidated Edison Co of New 

York, Inc 126pp 18438 193 24X Flche 30-000,03/04/19,0303040021 


8303040023 IE Info Notice 83-22, "DWR Saf ety/ftel 1 ef Valve Failures " 
Svc ] 1st end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

York, Inc 1 t2pp 18383 089 24X Flche 90-000.83/04/22,8303040023 


8303040025 IE Info Notice 83-83, "Inoperable Containment Atmosphere 
Seneing 8ys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b; Engineering 
Response (Post 830103) B3/04/29 Consolidated Edison Co of New 

York. Inc 119pp 18381 291 24X Flche 30-000,83/04/23,8303040029 


8303040026 IE Info Notice 63-24, "Loose Parts in Secondary Bide of 
Steam Gonorators at PWRs " Bvc list enc I 

JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post 830103 ) 83/04/28 Conso 1 1 dated Edison Co of New 

York, Inc n9pp 18382 047 24X Flcho 90-000,83/04/28,8303040026 


0303040027 IE Info Notice 83-29, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Risponie (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 165 24X Ftcha 30-000,83/04/28,8303040027 


0303040028 IE Info Notice 83-26, "Failure of Saf eky /Rel i ef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of New 

York, Inc 122pp 10441 170 24X Flche 90-000,83/09/03.8303040020 


6303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 83/09/04 Consolidated Edison Co of New 

York. Inc lt2pp 18382 282 24X FI che, 90-000, 83/09/04, 8303040030 
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B303040031 IE Info Notice 03-&ai "Criteria for Protective Action 
Reco'fnaendatlariiS for General Emergencies " Svc list end 
JORDANiE L Division of Emergency Preparedness S' Engineering 
Response (Post 830103) B3/03/04 Consolidated Edison Co of Naui 

YoTt< Inc 119pp 18441 001 74X Pi Che SO-OQO. B3/a5/04i S303040031 


9303040033 IE Info Notice a3'27. "Fuel Dlnding Caused tg Fuel Rack 
Deformation " Svc list end 

JORDANiE L Division of Emergencg Preparedness fc Engineering 
Response (Post 830103) 83/03/0d> Consolidated Edison Co of Neiii 

Yorki Inc ItSpp 18383240 24t Flche 30-000.63/03/06.8303040033 


8303040034 IE Info Notice 33-30. "Hi »app 1 lea t i on of Generic Emergency 
Operating Procedures (EOP ) Guidelines " Svc list enc 1 
JORDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 63/03/11 Consolidated Edison Co of Nru 

York. Inc U4pp 1S5S4 003 241C Ficlie 30-000,83/03/11.6303040034 


8303040040 IE Info Notice 63-31. "Error In ADLPIPE Computer Program " 
Svc list end 

JORDAN. E I. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 33/03/1? Consolidated Edison Co of Neu 

York. Inc 114pp 10697 00? 34X Fictie 50-000.83/03/19,3303040040 


6303370033 Ad receipt of 930427 1 tr informing MRC of steps taken to 
correct violations noted in IE Insp Rept 30-433/63-04 
MARTIN, T T Division of Engineering t. Technical Programs 63/03/20 
COUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
l/tllltles) Ip 16638 341 34X Fiche 50-423, 63/OS/20, 8303370033 


— 6303370037 Responds to NRC 830336 Itr re violations noted In IE Insp 
Rept 30-433/63-04 Corrective actions equipment storage 
history cards updated to reflect vendor roguirements on 
spraying electrical contacts u/CRC S-36 every 3 yrs 
COUNSlL.U 0 , SEAR8.C F Northeast Nuclear Energy Co (sulis of 
Northeast Utilities) COUNStL. U G Northeast Utilities 
83/04/27 MARTIN, T T Division of Englnoering & Technical 
Programs 3pp IB63B 342 24X Flche 30-433,83/03/30.8303370033 


6303040046 IE Info Notice 83-33. "Nonrepresen tat 1 ve Sampling of 
Contaminated Dll " Svc list end 

JDRDANrE L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 63/03/26 Consolidated Edison Co of Neu 

York, Inc 114pp 10647 007 24X Flche 50-000.83/05/26,8303040046 


S Reportable occurrences. LERs Ic related correspondence 


6309110437 Part 21 h deficiency rapts re ml sap erat 1 on of D8-416 reactor 
trip undervoltage devices Initially reported on B3Q420 
Attachments uiiJ] be replaced lu/devlces ur/uldened grooves 
to accommadate neu retaining rings Mfg drawings revised 
RAHE.E P Uestlnghouse Electric Corp 93/04/31 DEVOUNO.R C 
Otrector's Office. Office of Inspection and Enforcement Spp 
18403 0 9 3 34X Flche 30-000. a3/'04/3l . 63051 10427 


8309060433 Interim deficiency rept re inadvertent uncoupling of pvl 1- 
apart tarmtnal blocks In Oiould mator control ctrs Initially 
reported on 830329 Development of prototype hraefcets 
underway Final rept expected by 830701 

COUNSli-. M 0 , SEARS.C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) C0UN5IL.W O Northeast Utilities 83/04/29 
ALLAN.^ M Region I. Office of Director Ip 18331 198 34X 

Flchs: 30-433, B3/04/2Q. 8305060459 


6305200933 Interim Significant Deficiency Rept 8D-36 re design ft const 
In main control board uetds Initially reported on 830413 
Meeting ui/utll ft engineer scheduled for 6309(7 to discuss 
necessary corrective actions 

COUNSIL.U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. U 0 Northeast Utilities. 63/05/13 
ALLAN, J M Region I. Office Of Director 3pp 10916 029 24X 

Flche 90-423,83/09/13.8305200533 


9305270036 Final Deficiency Rept SD-37 ro possible mlsop era tlon of 
Uestlnghouse OS-416 reactor trip switchgear undervoltage 
attachments Initially reported on 830430 Undervoltage 
attachments mill be replaced w/neu design 

COUNSILi U 0 . SEARS.C F Northeast Nuclear Energy Co. tsuhs of 
Northeast Utilities) C0UM8IL, H O Northeast Utilities 03/05/20 
ALLAN, J ri Region 1. Office of Director Spp 18630 306 34X 

Flche 90-423. 83/03/20. 8305270036 


DOCKET 50-434 ALVIN M VOOTLE NUCLEAR PLANT. UNIT I 


A Appl Ication/canstructlon stage documents ft correspondence 


6309030086 Notifies that update to PSAR Cliapter 17 outlining OA 
organl lational change will be provided by June 1983 per 
tOCFRSO 54 

DUTTON. D E Oeorgla Power Co 83/04/31 EI8ENHUT,D O Office of 
Nuclear Reactor Regulation, Director tp 10342 036. 24X 

Flche 5(?-424, 83/04/21,8303090086 


6309090659 Generic Ltr 83-20 to all operating reactor licensees ft 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUT. 0 o Division of Licensing 63/09/09 Consol 1 dated 
Edison Co of New York. Inc 16pp 18627 193 S4X 
Flche SO-000. 83/09/09. 6305090699 


F Security, medical, emergency ft fire protection plant 


8309110034 Generic Ltr 83-21 to all licensees of operating reactori. 
applicants for OLs ft holders of CPs re clarification of 
access to control procedures for laul enforcement visits 
Svc list end 

EI5ENHUT. D 0 Division of Licensing B3/09/1I Consolidated 

Edison Co of New York. Inc 16pp 10940 099 24X 

Flche 90-000,63/09/11,0309110034 


H General correspondence 


8309030261 Requests Changes in correspondence routines due to recent 
mgt changes 

OUCUA. L T Oeorgla Power Co 83/04/28 DENTON. K R OfflCO of 
Nuclear Reactor Regulation, Director Ip 1B300 046 24X 

Fiche 90-000,83/04/20. 830903026 1 


0 Inspection reports. IE Bulletins ft correspondence 


8312060389 IE Info Notice 03-14. “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc I 

TAYLOR, J H Division of Safeguards ft Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc. 

112pp 18308 319 24X Flche 90-000. 03/03/31. 821S06O389 


6303270330 Forwerds IE Insp Repts 90-424/83-07 ft 90-429/83-07 on 
830119-0306 No noncamp 1 lance noted 

OANCE.H C Division of Project ft Resident Programs 83/03/26 

KELLY.R J Georgia Power Co 2pp 18641 112 24X 

Flche 90-434,83/03/26.8309270330 


—8309270337 IE InSp Repts 90-424/83-07 ft 90-429/83-07 on 830115-0308X1 
noncompl lance noted Major areas inspected lifting ft 
Installation of NSS8 components, automatic welding of pipe ft 
electrical control terminations 

SANDERS, U F Region 2, Office of Director BROWNLEE, V L 
Division of Project ft Resident Programs 83/03/28. 6pp 
18641 114 24X Flche* 90-424, 83/03/28, 8309270330 


B303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator.* 
Svc list end 

JDROAN.E L Division of Emorgeney Preparedness ft Engineering 
Response (Post 830103) 63/04/19 Consolidated Edison Co of Niu 

York, Inc 126pp 18439 199 24X Flche 90-000,* ^3/04/19, 8303040021. 


8303040023 IE Info Notice 83-22, "BWR Safety/Rellof Valve Failures • 
Svc list end 

JORDANiE L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Ntw 

York. Inc ll2pp 18383 089 24 X Flche 90-000.83/04/22,8303040023 


8303040029 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) S3/04/29 Consolldeted Edison Co, of New 

York, Inc lt9pp 18361:291 24X Fiche 90-000,83/04/29.8303040029 


8303040026 IE Info Notice 83-24. "Loose Parts In Becondary Side of 
Steam Generators at PURt " Svc list end 

JORDANiE L Division of Emergency Preparedncis ft Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co. of Now 

York. Inc tlSpp 10382,047 24X Flche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater Hlglt 
Temp Trip Setpoint Adjustment " Svc list end. 

JORDANiE L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co. of Hew 

York, Inc U8pp 18382 169 24X Flche* 90-000, 83/04/80, 0303040027. 


8303040028 IE Info Notice 83-26, "Failure of 8af ety/Rel lef Valve 
Discharge Line Vacuum Breaker! " svc Hit end. 

JORDANiE L Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 63/09/03 Consolidated Edison Co. of Hew 

York, tnc. 182pp 18441,170 24X FI cho 90 - 000 , 83/09/03, 8303040023. 


8303040030 IE Info Notice 03-27, "Opurational Response to Events 
Concornlng Deliberate Acts Directed Against Plant 
Equipment." Svc list and. 

JORDAN.E L. Division of Emergency Preparedness ft Englnesrlng 
Response (Post 630103). 03/09/04 Consolidated Edison Co. of New 

York. Inc llEpp. 18382.288 24X Flche 90-000,83/09/04,830304003(1 
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6303040031 IE Info Notice 63-SB< "Criteria for Protective Action 
Recommendati ont for General Emergencies " Svc list enc 1 
■JORDANi E L Division of Emergencg Preparedness «c Engineering 
Ratponse (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 119pp 10441 001 24X Fiche 50-000.83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Dinding Caused bg Fuel Rack 
Oefornation ” Bve list end 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Raaponia (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York< Inc lispp 1B523 248 24X Fiche 50-000,83/05/06,8303040033 


8309270320 Forwards IE Insp Repts 50-424/83-00 t, 50-429/03-00 on 
630309-0412 No noncompliance noted 

DANCE. H C Division of Project t, Resident Programs 03/09/10 

KELLY, R J Georgia Pouer Co 3pp 18642 217 24X 

riche 90-424, 83/09/10, 0305270320 


“B3O927O320 IE Insp Repts 90-424/83-00 «< 90-429/03-00 on 030309-0412 No 
nancompl lance noted Major areas inspected general 
observations of uorit in progress, observations of prtmarg 
pipe tiialdlng & preparations for heavg lifts 
aANDERS, W F Region 2, Office of Director DRONNLEE. 7 L 
Olvlilon of Project <. Resident Programs 03/05/09 4pp 
10642 219 24X Fiche 50-424,83/05/10,0309270320 


8303040034 IE Info Notice 03-30, "Misapplication of (Jenerlc Emergencg 
Operating Procedures (EOP) Guidelines " Bvc list end 
JORDAN. E L Division of Emergencg Preparedness b Engineering 
Retponae (Post 830103) 83/09/11 Consolidated Edison Co of Neu 

York. Inc H4pp 18924003 24X Fiche 90-000,83/09/11,0303040034 


B303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program ” 
Svc 11 at end 

JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Pest 030103) 83/09/19 Consolidated Edison Co of Neu 

York. Inc 114pp 1B697 009 24X Fiche 90-000,83/09/19.8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentatlve Sampling of 
Contaminated Oil," Svc list end 

JORDAN.E L Division Of Emergencg Preparedness b Engineering 
Ratponse (Post 030103) 03/09/26 Consolidated Edison Co of Neu 

York. Inc 114pp 10647007 24X Fiche 90-000,03/09/26,8303040046 


0. Reportable occurrences, LERs b related correspondence 


0309110427 Part 21 b deficiency repts re ml soperat ion of 00-416 reactor 
trip undervoltege devices Initially reported on 830420 
Attachments ulll be replaced u/devices u/uldened grooves 
to accommodate neu retaining rings Mfg drawings revised 
RAHE, E P Westinghooie Electric Corp 03/04/21 DEVaONO, R C, 
Diracter'i Office. Office of Inspection and Enforcement Spp 
10409:093 84X Fiche 90-000,03/04/81,8305110427 


0309100161 Interim deficiency rept re pipe support design calculations 
Initially reported on 830329 Engineering evaluation will not 
ba complatad until end of yr Schedule for completion of 
evaluation expected by 031201 

FOSTER, D 0 Georgia Power Co 83/04/29 O'REILLV, J P Region 2, 
Office of Director tp 10374 271 24X Fiche 90-424,03/04/99, 

0309100161 


0309290492 Advises that final rept ra sheared pinion keys in Llmitorque 
motor operators will be submitted by 830610 

FOSTER. D 0. Georgia Power Co 83/09/16 O'REILLY, J P. Region 2, 
Office of Director Ip 18589211 24X Fiche 90-424,03/09/16, 

0309290492 


DOCKET 90-489 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 2 


A App llcatlon/eonstructlon stage documents b correspondence 


0309090086 Notifies that update to P8AR Chapter 17 outlining QA 
opganlxatlonal change will be provided by June 1983 per 
10CFR90 94. 

OUTTON.D E. Georgia Pouar Co. 83/04/21 EI8ENHUT, 0 0. Office of 
Nuclaar Reactor Regulation, Director. Ip 18342 026 24X 

Ftcho 90-424,03/04/21,0309090006 


8309090699 Generic Ltr 83-20 to all operating rtactor llcensaas b 
holdars of CPs ra integrated scheduling for Implementation 
of plant mods Sve list end 

EtSENHUT, 0 0 Diviiion of Licensing. 03/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18687 193 24X 

Ficha- 90-000, 03/09/09, 0309090699 


F Security, medical, emergency b fire protection plans 


B30S110034 Generic Ltr 63-21 bo all licensees of operating reactors, 
applicants for OLs b holders of CPs rp c lar 1 f 1 ca 1 1 on of 
access to control procedures for law enforcement visits 
Svc list enc 1 

EISENHUT, D 0 Division of Licensing 83/09/1 1 Consolidated 

Edison Co of New York. Inc 16pp 16940 095 24X 

Fiche 90-000,63/09/11,8305110034 


H Oeneral correspondence 


6309030261 Requests changes In correspondence routines due to recent 
ngt changes 

GUCHA. L T Georgia Power Co 83/04/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 18300 046 24X 

Fiche 80-000.03/04/20,8305030261 


Q Inspection reports, IE Dulletina b correspondence 


8212060305 IE Info Notice 03-14, "Dewatered Spent Ion Excliange Resin 
Susceptibility to Exothermic Chemical Reaction “ 0vc list 
enc 1 

TAYLOR, J M Division of Safeguards b Inspection Programs (Post 
030103) 83/03/21 Consolidated Edison Co of New York, Ine 

1 12pp 10300 319 84X Fiche 50-000.63/03/21,0218060305 


0309270330 Forwards IE Insp Repts 50-424/03-07 & 50-429/03-07 on 
S301I9-030B No none ompl lane e notod 

DANCE, H C Division of Project b Resident Programs 83/03/20 

KELLY, R J Georgia Power Co 2pp 16641 112 24X 

Fiche 90-424,63/03/28,6309870330 


—6309270337 IE Insp Repts 30-424/93-07 b 30-429/03-07 on 630119-0308 No 
noncomp Itance noted Major areas inspected lifting fc 
installation of NSSS c amp onents, au toma tic welding of pipe b 
electrical control terminations 

SANDERS, N F Region 2, Office of Director BROWNLEE, V L 
Division of Project b Resident Programs 03/03/28 6pp 
18641 114 24X Fiche 90-424.83/03/26,0305270330 


0303040081 IE Info Notice 03-21, "Defective Emergency Use Respirator “ 
Eve list enc 1 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post SOOIOS) 03/04/19 Consolidated Edison Co of Neu 
York, Ine 126pp 18435 199 24X Fiche 50-000.03/04/19,6303040021 


6303040023 IE Info Notice 03-28, "BMR BaPety/Rellaf Valve Failures " 
Bvc list end 

JORDAN.E L Division Of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co df Neu 

York, Ine il8pp 1B3B3 009 84 X Fiche 90-000,63/04/82.6303040023 


8303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list enc I 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/25 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 84X Fiche 90-000,83/04/29,8303040089 


6303040026 IE Info Notice 63-24, "Loose Parts in Secondary Sida of 
Bteam Oenorato.rs at PHRs " Bvc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/80 Consolidated Edison Co of New 

York, Ine llSpp 18382 047 84X Fiche 90-000.83/04/28,8303040026 


0303040027 IE Info Notice 63-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of New 

York, Inc 118pp 18382 169 84 X Fiche 90-000,03/04/20,6303040087 


8303040028 IE Info Notice 63-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/09/03 Consolidated Edison Co of New 

York, Ine 122pp 18441 170 24X Fiche 90-000,83/09/03,8303040028 


8303040030 IE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN.E L Division of Emergency Preparednees b Engineering 
Raeponse (Post 830103) 63/05/04 Consolidated Edison Co of Neu 

York, IhC tl2pp 18382.262 24X FI c he: 90-000, 63/09/04, 6303040030 


8303040031 IE Info Notice 33-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies.*' Svc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc 119pp 18441 001 24X FI che: 90-000, 63/09/04, 6303040031 
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S3O3040O33 IE Inpo Natlc« B3-5?. “Fuel Dlndlng Caused by Fuel Reck 
DeFarisat I on ' 5vc list end 

JORDAN, £ U Division of Emergency Preparedness & Engineering 
Response (Post S30103) B3/0'^/0b Consolidated Edison Co of Neid 

York. Inc llSpp 18920 24B 24X Fit he 5O~OO0. 03/O5/O6« 0303040003 


0309270320 Forma rrfs IE Insp Rap ts 30-424/83-00 «. 9O-42S/83-0B on 
SBOSDR-O-* 12 No nDncompIlanCB noted 

DANCE.H C Blvislon of Project It Resident Programs B3/OS/10 

KECLV^R J Georgia Pouer Co 2pp 1S642 217 S4X 

Flche 30-424,03/05/10,0303270320 


— 8303270326 IE Insp Rspts 50-424/03-00 & 90-423/S3-0S on 830309-0412 No 
noncompl lance noted Hajer areas Inspected general 
observations of work In progress, ob serve 1 1 ons of primary 
pipe ueldlng I, preparations for heavy lifts 
SANDERS. H F Region 2, Office Of Director DRQWNLEE. V U 
Division of Project !< Resident Programs B3/0&/09 4pp 
10*42219 2eX Flche 30-424,03/03/10,6303270320 


6303040034 16 Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures lEOP) Ouldellnas " Sve list end 
JORDAN, E L Division of Emergency Preparedness % Engineering 
Response {Post 8301031 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18304 003 24X Flebe 50-000,63/05/11.6303040034 


0303040040 IE Info Notice 83-31. "Error jr ADLPIPE Computer Program " 
Sve list end 

JORDAN. E 1. Division of Emergency Preparedness t. Engineering 
Response (Post 8301031 B3/0S/1? Consolidated Edison Co of Neu 

York, Inc 114pp 18*97009 24X Flche 50-000,63/05/19,0303040040 


8303040 D4A IE Info Notice 83-33, "Noprep rese n tat i ve Sampling of 
Contaminated Oil " Sve List end 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Rasponse {Post 830103) 63/05/2* Conso 1 1 da te d Edison Co of Neiii 

York. Inc U4pp 18647007 24X Flche 50-000,83/03/36,830304004* 


S Reportable occurrences, LERs h related c orr e Spend e nc e 


8303110427 Part 21 U deficiency repts re mlsoporatlon pf D3-4i* reactor 
trip undervoltage devices Initially reported on B304S0 
Attachments iviii te replaced ui/devlces u/iijidered grooves 
to accommodate neu retaining rings Mfg draulngs revised 
RAHEfE P Wes ting house Electric Carp 03/04/21 DEYOUNG, R C 

Director's Office. Office of Inspection and Enforcement Spp 
18403 093 24X Flche 50-000, 03/04/21 . 0305 1 1 0427 


83031001*1 Interim defideticy rept re pipe support design ca 1 cula t ions 
Initially reported on 63D323 Engineering evaluation mill not 
ba completed until end of yr Schedule for completion of 
evaluation expected by 631201 

FOSTER, P D Oeorgla Power Co 03/04/29 D'REIL1*Y, J P Region 2. 
Office of Director Ip 1B374 271 g4X Flche 50-424.83/04/59, 
83031001*1 


8303250432 Advises that final rept re sheared pinion keys In Llmltorgue 
motor operators ulll be submitted by 830*10 

FOBTER, D 0 Georgia Power Co 03/03/16 O'RErLUY, J P Region 2, 
Office of Director Ip 18383 211 24X Flche 50-424,83/03/16, 

83032SD452 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A Appi Icati on/cons true t Ion stage documents & correspondence 


8303040323 Roard Notification 63-057 forwards differing prof opinions 
re sys Interaction t< safety ciaisl fication Info relates to 
Ooard Notifications 83—17 U 83-44 re Unresolved Safety Issue 
A-17 

EISEMHUT, D G Division of Licensing 03/09/04 PALLADINO. N 
comralsiloners gapp 10337 139 24X F1 c he* 50-000, 83/05/04 , 

Q30S0 40323 


F Security, medical, etnergency 6 fire protection plans 


8305110034 Generic Ltr 83—21 to all licensees of operating reactors, 
applicants for oLs fc holders of CPs re clarification of 
access to control procetfurBS for lay enforcement visits 
Sve list end 

EISENHUT, D G Division of Licensing 83/05/11 Consolidated 

Edison Co of New York, Inc lEpp 18540 099 24X 

Flche 50-000,83/05/11,8309110034 


docket 30-436 DELLEFONTE NUCLEAR PLANT, UNIT 1 


A App 1 ication/construe tion stage documents ti correspondence 


83030309S6 Advises that applicable recommendations contained In BtU 
Topical Rept DAW-1564, "Integrated Control Sys Reliability 
Analysis," ulll be Implemented prior to fuel loading to 
fulfill Teyulraments of NUREO-0737, I tem II K 2 9 
MILLB.LM Tennessee Ualley Authority 83/04/26 A DENS AM, E 

Licensing Dranch 4 Ip 16303 299 24X Flche 50-438.83/04/26, 

6305030359 


6309100336 Forwards addl documentation re Code Case N-192 for use of 
flexible metal Instrumentation hose W/one overtlie 
proprietary drawing Drawing withheld (may contain company 
sensitive Infol Aperture card In Central Files 
ftILLB, L M Tennessee Valley Authority 83/03/04 ADENBAMiE 
Licensing Dranch 4 Ip 18377 275 24X Flche 30-438,83/09/04, 

8303 1 00338 


—0305100369 "Design Spec BNP-DS-1940-4809-R0 Flekible Metal 
Instrumentation Hoses For Instrumentation ti Control Sgi “ 
DELTZ, I L Tennessee Valley Authority 80/09/0d 7pp 
1B37V 277 24X Flche 50-439,83/09/04,9305100359 


— 8305100392 Rev A to "Documentation of Compliance for MBC Part 70191 t* 
Requirements of ASME Bectlon til NC-3649 & Cods Case N-92 (t 
N- 108-1 " 

NYSTRpM.R H Metal Bellows Corp CR 730 RA 00/10/17 Spp 
10377 264 24X Flche 50-436, 83/03/04, 8303100396 


— B309100395 Rev A to "Design Rept for Hose Assembly Fleilbie Metal Pet 
A8ME Doller 6 Pressure Vessel Code Section III, Subset tIon 
NC, Class a " 

NVSTRdm, R H Metal Oetlows Corp CR 729 RA 60/10/17 Slpp 
18377 292 24X Flche 30-438,83/05/04,0303100358 


8309100S40 Forwards response to Unresolved Safety Issue* A-1, A-9i A-l 1, 
A-12, A'17, A-40, A-43, A-44, A-45, A-46, A-47, A-40 «< A-49 
Responses support position that plant can be operated safety 
until resolution of open Items 

MILLS, L H Tennessee Valley Authority 83/09/09 A DENS AH, E 

Licensing Branch 4 2*pp 18372 298 24 X Fleha 50-438. 83/09/09. 

0309100240 


0303090639 Generic Ltr 03-20 to all operating reactor licensees ii 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list end 

EtSENKUTiD 0 Division of Licensing 83/09/0? Consol iditid 
Edison Co of New York. Inc l*pp 18627 193. 24X 

Flche 30-000,83/09/09,0303090659 


F Security, medical, emergency tt fire protection plans 


0305110034 Generic Ltr 03-21 to all licensees of operating reactorsi 
applicants for OLs L holders of CPs re clarification of 
access to control procedures for law enforcement visits. 

Bve list end 

EISENHUT, D 0 Division of Licensing 03/03/11 Consol tdeted 
Edison Co of New York, inc, l*pp 10940 099 24X 

Flche 50-000,83/03/11,8305110034 


8309240213 Forwards monthly status rept on offsite emergency 
preparedness for DC reviews for Apr 1903 

DIRCK8, U J Office of the Executive Director for Operations 
83/05/13 PALLADIND, N J. Commissioners 9pp 10593 322. 24X 

Flche 30-000,63/09/13,8303240213 


Q Inspection reports, IE Bulletins ti correspondsnee 


63120*0339 IE Info Notice 83-14, ''Dewatered Spent Ion Ekehangs Resin 
Susceptibility to Ekothermic Chemical Reaction " Sve list 
end 

TAYLOR, J. M Division of Bafeguards U Inspection Programe (Post 
630103) 03/03/21 Consolidatsd Edison Co of New York. Inc. 

112pp 10306 319 24 X Flche* 90-000, 83/03/21, 02120*0385 


8303270924 Forwards IE Imp Repts 50-438/83-09 »i 90-439/83-09 on 
030316-17 No noncompliance noted 

VERRELLl, D M Division of Project fc Resident Programs 63/04/11. 
PARRIS, H 0. Tennessee Valley Authority. 3pp. t8646'17S, 24X 

Flche 90-438,83/04/11,0309270924 


— 0303270337 IE Insp Repts 90-430/83-09 «< 30-439/83-09 on 830316-17 Rt 
noncompliance noted Major arcai Inspected item reported by 
licensee under 10CFR90 S5(e) re excfeslve vibration of ERCN 
pump /mo tor 

LIU.WC , BLAKE, J.J Region S, Office of Director 03/04/07 
3pp 18646 177 24X Flche. 30-430, 83/04/11, 8309270924. 
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8303040021 IE Info Notice B3-21i "Defective Emergency Use Respirator " 
Sve Hat enct 

JORDAN) E L Division of Emergency Preparedness U Engineering 
Rasponso (Post Q30103) 83/04/13 Consolidated Edison Co of Neu 

Torki Inc 12iipp 18433 153 SAX Flche 50-000. 83/04/lSi 8303040021 


8303040023 IE Info Notice 83-23, "BUR Saf ety /Rel i ef Valve Failures “ 
avc Hat end 

JORDAN. E U Division of Emergency Preparedness 4i Engineering 
Rasponse (Post 8301031 83/04/33 Consolidated Edison Co of Neu 

Tort. Inc H3pp 18383 089 34X Fiehe 50-000.83/04/33.8303040033 


8303040025 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sanslng Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Rasponae (Post 8301031 83/04/35 Consolidated Edison Co of Neu 

York. Inc H9pp 18381 291 34X Fiche 50-000.83/04/35,8303040035 


8303040021) IE Info Notice 83-24, “Loose Parts in Secondary Side of 
Staam (Jenerators at PURs " 8vc list one 1 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Rasponse (Post 8301031 83/04/28 Consolidated Edison Co of Neu 

Yorkj Ine IlSpp 16382 047 24X Flche 50-000.83/04/28,8303040026 


8303040027 IE Info Notice 83-35, "Standby Oas Treatment Sys Heater High 
Ta/np Trip Setpoint Adjustment " Sve list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Raaponae (Pest 830103) 83/04/38 Consolidated Edison Co of Neu 

York. Inc llSpp 18383 165 24X Flche 50-000,33/04/38.8303040037 


8308270SS9 Ack receipt of 830331 S. 0418 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Repta 
5(5-438/83-02 t< 50-439/83-03 

VERRELLI, D M Division of Project it Resident Programs 83/04/29 
PARflIS.H 0 Tennessee Valley Authority 2pp 18646 315 24X 

Fiehe 30-439.83/04/39,8305270509 


"8303270597 Addl response to NRC 830335 Itr re violations noted in IE 
tnap Repta 50-438/83-03 b 50-439/83-02 Item 8 of 
nancomp Hence in area of flushing b hydrostatic testing b 
raleted procedures disputed 

MILLS, L M Tennessee Valley Authority 83/04/18 O'REILLV.J P 
Region 2. Office of Director 3pp 18646 217 34X 

Flche 30-430,83/04/29,8305370589 


—8303270608 Responds to NRC 830325 Hr re violations noted in IE Insp 
Repta 30-438/83-08 b 50-439/83-02 Corrective actions 
document control unit performing revleu of craft draulngs 
b Will resolve discrepancies 

MILLS, L 11 Tennessee Valley Authority 83/03/31 O'REILLY. J P 
Region 2, Office of Director 4pp 18646 220 24X 

Flche 30-438,83/04/29,8305270589 


--e303SJ706l6 Foruards IE Insp Repts 50-438/83-02 b 50-439/83-02 on 
830101-31 b notice of violation 

VERRELLI, D.M Division of Project b Resident Programs 83/02/25 
PARRIS.H 0 Tinnessae Valley Authority 2pp 18646 224 24X 

Flche 30-430,83/04/29,8305270589 


--8303270619 Notice of violation from insp on 830101-31 

» Region 2, Office of Director 83/02/23 2pp 18646 226 24X 

FtCh# 30-438,03/04/29,8303270589 


--8303270629 IE Imp Rapts 30-430/83-02 b 30-439/03-02 on 830101-31 
Noncompliance noted failure to control installation of 
supports for remote valve operators, inadequate drawing 
control it Inadequate const operating instructions 
MILCOX, J D Region 2, Office ef Director FREDRICK80N, P 
Division of Project b Resident Programs 83/02/23 t4pp, 

18646 228. 24X Fi che’ 30-430, 83/04/29. 8303270889 


8303040028 IE Info Notice 83-26, "Failure of Baf e ty/Re 1 lef Valve 
Discharge Line Vacuum Breakers " 8vc list end 
JORDAN, E L Dlvlalen of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York, Inc 122pp tB441 170 84X Fiche 30-000,83/03/03,8303040028. 


8303040030 IE Info Notice 03-27, "Operational Rasponse to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment." 8vc Hit end, 

JORDAN, E.L. Division of Emergency Preparedness b Engineering 
Response (Post B30t031 83/03/04 Consolidated Edison Co, of New 

York, Inc. 112pp. 18382 282 24X Flche 30-000,83/03/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Racomnendatlons for Oeneral Emergencies " Sve list end 
JORDAN) E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neu 

York, Ine. Il9pp 10441 OOI 24X Flche 30-000)83/03/04,8303040031 


03OS27O372 Ack receipt of 830422 Hr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-436/03-03 b 
50-439/83-03 

VERRELLI, D H Division of Project b Resident Programs 83/05/04 
PARRIS.H 0 Tennessee Valley Authority ip 18642 337 24X 

Fiche 30-438,80/05/04.8305270372 


— 8305270386 Responds to NRC 830325 Itr re violations noted In IE Insp 
Repts 50-438/83-03 b 30-439/83-03 Corrective actions 
inspector reinstructed to verify concrete patch curing 
record completion 

MILLS, L M Tennessee Valley Authority 33/04/22 O'REILLY, J P 
Region 2, Office of Director Spp 18642 330 24X 

Flche 30-438,83/03/04,0305270372 


— 8305270396 Forwards IE Insp Repts 50-438/03-03 b 30-439/83-03 on 
930207-10 b notice of violation 

VERRELLI, D M Division of Project b Resident Programs 03/03/25 
PARRIS.H O Tennessee Valley Authority 2p p 18642 343 24X 

Flche 50-430,83/05/04,8305270372 


—8305270398 Notice of violation from insp on 830207-18 

a Region 2. Office of Director 03/03/25 2pp 18642 345 24X 

Flche 50-430,03/05/04,8305270372 


— 0305270415 IE Insp Repts 30-430/83-03 b 50-439/03-03 on 830207-10 
Noncompliance noted failure to properly cure concrete repair 
patch b failure to train electrical craft foremen in 
procedure Por structural steel installations 

HARRIS, J R Region 2, Office of Director CONLON. T E Division 

of Project b Resident Programs 83/03/23 llpp 18642 347 24X 

Flche 50-430,83/05/04,0305270372 


0305270582 Ack receipt of 830425 Hr Informing NRC oP steps taken to 
correct violations noted in IE Insp Repts 30-430/83-04 b 
50-439/83-04 

VERRELLI, D H Division of Project b Resident Programs 83/03/05 
PARRIB.H 0 Tennessee Valley Authority ip 10646 301 24X 

Flche 50-430,83/05/05,8305270582 


— 0305270592 Responds to NRC 830325 Itr re violations noted in IE Insp 
Repta 50-430/03-04 b 50-439/03-04 Corrective actions cable 
reconfigured to produce acceptable band radius b proper 
torque values for side bolting obtained from vendor 
KAMMER.D B Tennessee Valley Authority 83/04/25 O'REILLY, JP 
Region 2, Office of Director 3pp I0646-3O2 24X 

Fiche 50-438.83/05/05)8305270582 


— 8305270601 Forwards IE Insp Repts 30-438/83-04 b 50-439/83-04 on 
830207-10 b notice of violation 

VERRELLI, D M Division of Project b Resident Programs 83/03/25 
PARRIS, H 0 Tanneesee Valley Authority 2pp 18646 307. 24X 

Fiche 00-430, 03/05/05, 0305270502 


— 0305270607 Notice of violation from insp on 830207-10 

• Region 2. Office of Director 03/03/25 Ip 10646 309 24X 

Flche 50-438,83/05/03,0305270502 


--0305270618 IE Insp Repts 50-438/83-04 b 50-439/83-04 on 830207-10 
Noneompliance noted bend at trays TY3-A649-A, TYSA56I-B b 
TY4AA91-A exceeded Oeneral Const Spec 0-38 mln radius 
RtIFF.A 0 Region 2, Office oP Director CONLON. T E Division of 
Project b Resident Programs 83/03/23 I4pp 18646-310 24X 

Fiehe 50-438,03/05/05,0305270502 


8303040033 IE Info Notice 83—29. "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of Neu, 

York, Ine tlSpp. tes23 248 84X Flche: SO-OOO, 83/03/06, 8303040033 


8303040034 IE Info Notice 83—30, "Hisappl Icat ion of Generic Emergency 
Operating Procedures (EOPl Guidelines " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc I 14pp 18524 003 24X Fiche 50-000,03/05/11,8303040034 


6303040040 IE Info Notice 03—31, "Error in ADLPIPE Computer Program " 
Sve 1 ist end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/05/19 ConsoHdated Edison Co. of Neu 

York, Inc 114pp 18697 009 24X Flche 50-000,83/05/19.0303040040 


8303040046 IE Info Notice 03-33, "Nonrepresenta t Ive Sampling of 
Contaminated Oil " 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Ca. of Neu 

York, Inc I14pp 18647 007 24 X Flche 50-000,93/05/26,8303040046 
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S Reportable occurrences> LCRs & related correspondence 


9303030252 Final Defleientij Repk NCR 1690 re nonconforming seiimlc 
support luge on 2-lneh or lees steel pipe Initlallij reported 
on 0U22S Designs & procedures modified U fabrication 
tschniques changed to reduce uielding 

MILLBiL M Tennessee Valley Authority B3/04/25 O-REIULY. J P 
Region 2> Office of Director 3pp iSaOO 05i 24X 

Fiche 30-439.03/04/23.93050302 52 


0305030370 Seventh interim deficiency rept re failure of holts 6 nuts 
to meet ASTM specs Initially reported on B10924 Results of 
analysis of bolting matt ulll be evaluated Nect rept ulll be 
submitted by 930707 Alto reported per 1DCFR21 

MIULSi L M Tennessee Valley Authority B3/04/25 O'REH-LyfiJ P 
Region 2. Office of Director 2pp 10306 217 24X 

Fiche 50-438.93/04/23.9305030370 


9303030120 Second interim deficiency rept re improporly qualified 
noiile loads Initially reported on 030124 Fifty-five 
problems identified & 63 problems remain to be investigated 
Neit rept espected by 931017 

MILLS. i. M Tennessee Valley Authority 33/04/27 O'REILLY. JP 
Region 2. Office of Director 2pp 19337 133 24X 

Fiche S0-43B. 93/04/27. 9303050120 


Q30S0501S2 Final rept for Deficiencies A ti D re procurement control 
activities uhich could lead to shipment of defective 
equlpmont h adversely affect plant safety Initially reported 
on 010316 

MILLS. L M Tonnessee Valley Authority 03/04/27 O'ftElLLY, JP 
Region 2. Office of Director 3pp 1S341 083 24X 

Fiche 50-000.93/04/27.0305050132 


6305050122 Second interim deficiency rept re uniiualified flei-hose 
connections Initially reported on S21027 Problems 
reanalyied t> flex-hose qualifications performed Also 
reportable pep Part 21 

KILLS. L K Tennessee Valley Authority 03/04/29 O'REILLV.J P 
Region 2. Office of Director 2pp 18342 198 24X 

Fiche 50-439.93/04/28.9305050122 


8303050189 First interim deficiency rept re tubeline mails supplied 
by Capitol Pipe not mfg per OA program Initially reported on 
830329 Investigation of involved carbon steel fittings 4; 
flanges continuing Neit rept espected by 030706 

MILLS, L H Tennessee Valley Authority 83/04/20 O'ReiLLV. JP 
Region 2. Office of Director 2pp 18341 076 24X 

Fiche 30-000,93/04/23.0303050100 


83031 10304 First interim deficiency rept re outdated design criteria 
for DHR & core flooding sys Initially reported on 630403 
Latest approved B&H descriptions ravleuied to determine 
adequacy of latest util design Next rept by 831123 
HILLS. L M Tennessee Valley Authority 83/05/02 O'REILLV.J P 
Region 2. Office of Director 2pp 1B393 23S 24X 

Fiche 50-430, 83/03/02. 83031 10304 


8303110406 Third Interim deficiency rept re underslisd fillet bcelds 
made before mld-1980 Initially reported on 820722 Craftsmen 
(i inspectors not In possession of fillet gauges to determine 
proper ueld site Insp continuing Next rept by 831203 
MILL9.L M Tennessee Valley Authority 63/03/02 O'REILLV.J P 
Region 2. Office of Director 2pp 18406 187 24X 

Fiche 30-439. 83/03/02. 8303110406 


9303110319 First Interim rept re Deflcianeies 1,2 4 3 QA program per 
TVA Parsonal Svcs Contract TV-49510A u/Ollbert Assoc Written 
Instructions I. procedures not provided to contractor in 
per f ormlng/documentlng piping analysis Revieu undercuay 
MILLS. L H Tennessee Valley Authority B3/0S/D3 O'REILLV.J P 
Region 2. Office of Director 3pp 10393 181 24X 

Fiche 50-000,93/05/03.0305110319 


0303130147 Second Interim deficiency rept re baclfloui not considered 
for ERCW booster pump shutoff Initially reported on 821230 
Design criteria diagram for ERCW modified to Include check 
valves Next rept ulll be submitted by 840719 

H1LL8.L M Tennessee Valley Authority 03/05/06 O'REILLV.J P. 
Region 2, Office of Director 2pp 1B43B 122 24X 

Fiche 50-438,03/05/06,8303130147 


B3031S01S4 First interim deficiency rept re defects in pipe clamps mfg 
by ITT Orlnnell Initially reported on 830406 Util requested 
vendor to provide response re action taken to prevent 
recurrence of problems Also reportable under Part 21 
MILLS.L M Tennessee Valley Authority 83/05/06 O'REILLV.J P 
Region 2. Office of Director 3pp. 18437 102 24X 

Fiche 30-430103/05/06,0305130154 


0303200569 Fourth Interim deficiency rept re implementation of DA test 
documentation on radiation monitoring equipment Initially 
reported on 920924 OA Technologies ulll field test monitor 8i 
reiurlte test travelers Next rept by 831220 

HILLS, L M Tennessee Vallay Authority 93/05/11 O'REILLV, JP 
Region 2. Office of Director Ip 10514 277 24X 

Fiche 50-430,03/05/11,8303200569 


8305200187 Final deficiency rept re unauthorixed use of QC stamp 
Initially reported on 921216 Identification markings on 
items cited by rept have been obliterated tt items scrapped 
QC personnel trained on proper use S. security 

MILU9. L M Tennessee Valley Authority 83/09/16 O'REILLV.J P 
Region 2. Office of Director 2pp 18319 001 24X 

Fiche 30-438.93/03/16.9303200107 


8303200319 First Interim deficiency rept re inedoquate Calculation 
TI-ECB-47, "Common Zone t< Fuel Handling Area Tornado 
Depressuri 1 atl on Analysis " Initially raported on 830414 
Initial revleiu Indicated Jails & floors maintain Integrity 
HILLO.L H Tennessae Valley Authority 93/03/16 O'REILLYiJ P 
Region 2. Office of Director 2pp. 18316 083 24X 

Fiche 30-439,93/03/16.9303200319 


9303230345 Second interim rept re generic deficiencies at Consol Idatsi 
Controls Corp Initially reported on 820916 Evaluation 
Indicates DC problems corrected t< equipment failures random 
Also reported per Part 21 Next rept by 831117 

MILLS.L M Tennessee Valley Authority 93/03/18 O'REILLV, JP. 
Region 2. Office of Director 2pp 18337 095 24X 

Fiche 30-439.03/05/18,9305230545 


0305230531 Third interim deficiency rept re lack of environ 
qualification for equipment in auxiliary bldg due to 
potential failure of startup t> rclrculation sye Initially 
reported on 920422 Design work ongoing Next rept by 840217 
MILLS.L M Tennessee Valley Authority 93/03/18 O'REILLY, JP 
Region 2, Office of Director 2pp 19337 333 24X 

Fiche. 30-438,93/03/18. 8303230331 


9305230365 Final deficiency rept re use of unqualified TVA-designed 
fillet uelds on piping lugs Initially reported on 820619. 
Calculation package for tugs complete Procedures for 
designing f 1 1 1 e t-uelded lugs Incorporated 

MILLS.L M Tennessee Valley Authority 83/05/18, O'REILLV, J.P 
Region St Office of Director 2pp 16337 092 24X 

Fiche 30-438,83/05/10,8303230363 


9303310138 Seventh Interim deficiency rept re inconsistency bitwcin 
assumptions for pips brtak in LOCA t< structural analysis 
for connecting pipes In affected loop Initially reported on 
901121 Next rept by 831118 Also riported par Part 21, 

MILLS.L M Tennessae Valley Authority 93/03/23 O'REILLV. J.P 
Region 2. Office of Director 2pp 1B6S6 123 24X 

Fiche 30-438,93/03/23.8303310139 


8303310193 First Interim deficiency rept re power cable bend radii in 
vertical to horixontal trays Initially reported on 830422 
Vendor assistance will be requested to determine min 
ac cep tab le bend radius 

MILLS.L M Tsnnssiea Valley Authority 83/05/23 O'REILLV. JP 
Raglon 2. Office of Director 2pp 18681.004 24X 

Fiche 30-438,93/03/23,8303310193 


9303310214 Eighth Interim deficiency rept re BLH nonconservetive 
analysis of neutron flux. Initial ly reported on 801103, Also 
reportable per Pert 21 Util awaiting results of BLU 
analysis Next rept will be submitted by 831024 
MILLS, L.M Tennessee Valley Authority 83/05/23 O'REILLV. J.P 
Region 2. Office of Director 2pp 18658 i46 24X 

Fiche- 30-438, 83/03/23, 9303310214 


DOCKET 50-439 BBLLEFONTE NUCLEAR PLANT, UNIT 2 


A App 1 ice t lon/cons true t Ion stage documents Si correspondtnet 


8305030559 Advises that applicabli recommendations contained in BhU 
Topical Rept 8AM-1364. “Integrated Control Sys Reliabtlity 
Analysis." will be Implemented prior to fuel loading to 
fulfill requirements of NUREO-0737, Item II K 2.9. 

MlLLe.L H Tennessee Valley Authority 93/04/26 ADENBAH. E 
Licensing Branch 4 ip. 18303 29? 24X Fleha. 50-438.93/04/26. 

9305030339 


8308100339 Forwards addl documentation re Coda Case N-198 for use ef 
fltkibls metal instrumentation hpse M/one ovtrslie 
proprietary drawing Drawing withheld (may contain company 
sensitive info! Aperture card in Central Files 
MILLS.L M Tennessee Valley Authority 83/03/04 ADEN9AM.E 
Licensing Branch 4 Ip 18377' 275 24X Fiche. 30-438. 93/03/04, 

9305100350 
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—0303100369 "Dellgn Spec 
Instrumentation Hoses 
SELTZi 1 L Tennessee 
18377 277 24X Flche 


DNP-D8-1940-4809-RO Flexible Metal 
for Instrumentation & Control Sys 
Valley Authority 80/09/03 7pp 
S0“43e, 83/03/04, 8305100338 


8303040027 IE Info Notice 83-85. "Standby Saa Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 5vd list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 6301031 93/04/28 Consolidated Edison Co of Nbm 

York. Inc liapp 18302 165 24X Flche 50-000.83/04/28,9303040027 


--8309100388 Rev A to "Documentation of Compliance for M0C Part 70153 to 
Raqulrcments of ASME Section III NC-3649 t< Code Case N-92 t< 

N-isa-i " 

NVSTROMiR H Metal Bellous Corp CR 730 RA 00/10/17 8pp 
18377 284 24X Flche 50-438.83/03/04,8309100330 


—8309100399 Rev A to “Design Rept for Hose Assembly Flexible Metal Per 
ASME Boiler (i Pressure Vessel Code Section 1 1 1, Bubsee 1 1 on 
hICf Class 2 " 

hiyaTROH.R H Metal Bellous Carp CR 729 RA 80/10/17 31pp 
18377 298 24X Flche 30-438.83/05/04.8303100398 


8309100240 Forwards response to Unresolved Safety Issues A-l, A-S, A-1 1. 
A-ia, A-17, A-40, A-43, A-44, A-49, A-46, A-47. A-48 & A-49 
Raiponses support position that plant can be operated safely 
until resolution of open Items 

HILLSil. M Tennessee Valley Authority 83/09/09 ADENSAM. E 
Uleanslng Branch 4 26pp 18372 298 24X Flche 80-430,83/03/09, 

8309100840 


S309090699 Otnsrlc Ltr 83-80 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for Implementation 
of plant mods eve list end. 

eiSEKIHUT. D e. Division of licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 SAX 
Flche: 90-000, 83/09/09, 0305090639 


F Sfcurity, medical, emergency U fire protection plans 


8303270309 At k receipt of 030331 U 0418 Itrs informing WRC of steps 
taken to correct violations noted In IE Insp Repts 
90-438/83-08 t, 50-439/03-02 

VERRELLI.D M Division of Project Sc Resident Programs 83/04/29 
PARRIS. H 0 Tennessee Valley Authority 2pp 18646 219 24X 

Flche 30-430,83/04/29,0309270969 


— 0309270597 Addl response to NRC 830223 Itr re violations noted In IE 
Insp Repts 90-430/03-02 S. 90-439/03-02 Item 0 of 
noneomp 1 lance In area of flushing 8, hydrostatic testing 8< 
related procedures disputed 

MILLB. L M Tennessee Valley Authority 03/04/10 O'REILLY. J P 
Region 2. Office of Director 3pp 10646 217 24X 

Flche 30-438,03/04/29,0309870389 


—0309870600 Responds to NRC 030829 Itr re violations noted In IE Insp 
Repts 90-438/03-02 l« 90-439/03-02 Corrective actions 
document control unit performing review of craft drawings 
Sc will resolve discrepancies 

MILLS, L M Tennessee Valley Authority 85/03/31 O'REILLY, J P 
Region 2, Office of Director 4pp IB646 220 24X 

Flche 90-438,03/04/29,0303270989 


—8309270616 Forwards IE Insp Repts 90-438/03-02 & 90-439/83-02 on 
830101-31 Sc notice of violation 

VERRELLI.D M Division of Project Sc Resident Programs 83/02/29. 
PARRIS, H 0 Tennessee Valley Authority 2pp 18646 224 84X 

Flche 50-438,03/04/29,0309270989 


8309110034 Oenertc Ltr 03-21 to all licensees of operating reactors, 
applicants for OLt 6 holders of CPs re c lar 1 f teat Ion of 
access to control procedures for law enforcement visits 
Bve list end 

EI8ENHUT. 0 S Division of Licensing B3/03/11 Consolidated 
Edison Co of Niw York, Inc. 16pp 10940 099 24X 

Fieh*. 90-000, 63/09/11, 0309110034 


0 Inspactlon reports, IE Bulletins tc correspondence 


0218060389 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, vl M Division of Safeguards 6 Inspection Programs (Post 
830103). 03/03/21 Consolidated Edison Co of New York, Inc 

tl2pp. 18300 319 24X Flche 50-000,83/03/21,8212060389 


8309870924 Forwards IE Insp Repts 50-430/83-09 t. 90-439/83-09 on 
030316-17. No noneomp 1 lance noted 

VERRELLl.O M Division of Project t, Resident Programs. 03/04/11, 
PARRIS, H 0 Tsnnessie Valley Authority 2pp 18646:179 S4X 
Flelia. 90-430, 83/04/11, 8309270924 


—8309270937 IE Insp Repts 90-438/83-09 It 30-439/83-09 on 830316-17 No 
noneomp Hence noted Major areas inspected item reported by 
llceneee under tOCFRSO 99Ce) re excessive vibration of ERCN 
pcimp/motor 

LIU, W. C. , BLAKE, J J Region 2, Office of Director. 03/04/07 
9pp. 10646 177. 24X Flche 30-438,03/04/11,0309270924 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator." 
Sve list end 

\fORDAN, E L Division of Emergency Preparedness 6 Engineering 
Retpenss (Poet 830103), 03/04/19 Consolidated Edison Co, of New 

York, Inc t26pp 10439 199 24X Flche 90-000,03/04/19,8303040021 


8303040023 IE Info Notice 63-22, "BNR Safe ty/Rel lef Valve Failures " 
Sve list end. 

VOROAN, E. L. Dlvlelon of Emergency Preperedness 6 Engineering 
Reeponea (Post 830103) 83/04/22 Consolidated Edison Co of New 

YoPh. Inc. H2pp. 18383 089 24X Flche 90-000,83/04/22,8303040023. 


0303040029 IE Info Notice 83-23, "Inopereble Containment Atmosphere 
Sensing Bys " 6vc list end 

JORDAN, E. L. 'Dlvlelon of Emergency Preparedness It Engineering 
Response (Poet 830)03). 83/04/29 Consolidated Edlton Co. of New 

York, Inc H9pp, 10381 291, 24X Flche 90-000,83/04/29,8303040029 


B303<}40026 IE Info Notice 83-24, "Looie Parts In Secondary Bide of 
Btaars Senapators at PNRe " Sve list end 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Reeponea (Poet 830103). 83/04/26 Consolidated Edison Co of New 

York, Inc. liSpp 18382 047 24X Flche 90-000,83/04/28,8303040026 


—0309270619 Notice of violation from insp on 830101-31 

» Region 2, Office of Director 93/02/29 2pp 18646 226 24X 

Flche 30-430,83/04/29,6309270909 


—0309270629 IE Insp Repts 50-438/83-02 6 90-439/03-02 on 630101-31 
Noneomp 1 lance noted failure to control installation of 
supports for ramote valve opera tors, Inadequate drawing 
control & inadequate const operating instructions 
WILCOX, J D Region 2, Office of Director FREDR ICKSON, P 
Division of Project (< Resident Programs 83/02/29 14pp. 

10646 228 24X Flche 90-430,83/04/29.8303270989 


8303040028 IE Info Notice 83-26, "Failure of Saf e ty /Rel lef Valve 
Discharge Line Vacuum Breakers " 6vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/03 Consolidated Edison Co of Now 

York, Inc 122pp 18441 170 24X Flche 90-000, 83/09/03, 8303040020 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JOROANiE L Division of Emergency Preperedness t< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc H2pp 18302 262 24X Flche 90-000,83/05/04,8303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies." Sve list end 
JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co. of New 

York, Inc H9pp 18441 001 24 X Flche 90-000,83/03/04,8303040031 


8309270372 Ac k receipt of 830422 ltr informing NRC of steps taken to 
correct violations noted In IE Imp Repts 90-438/83-03 6 
90-439/83-03 

VERRELLI,D M Division of Project 6 Resident Programs. 83/09/04 
PARRIS, H 0 Tennessee Valley Authority Ip 10642 337. 24X 

Flche 90-438,83/09/04,8309270372 


— 0309270386 Responds to NRC 630329 ltr re violations noted In IE Insp 
Repts 90-438/83-03 6 90-439/83-03 Corrective actions 
Inspector reinstructed to verify concrete patch curing 
record completion 

MILLS, L M. Tennessee Valley Authority 03/04/22 □'REILLY. J, P 
Region 2, Office of Director 9pp 18642 338 24X 

Flche 90-438,03/05/04,8309270372 


—8305270396 Forwards IE Insp Repts 90-438/83-03 6 90-439/83-03 on 
830207-18 It notice of violation. 

VERRELLIiD. M Division of Project 6 Resident Programs 83/03/29 
PARRIS, H 0, Tennessee Valley Authority 2pp ie642'343 24X 

Flche' 90-438, 83/05/04, 0309270372. 


—8309270398 Notice of violation from insp on 330207-18 

a Region 2, Office of Director 83/03/29 2pp LB642<34» 24X 

Flche 90-438, 83/09/04, 8305270372. 


348 


DOCKETED ITEMS 


— 8309370415 IE Insp Reptt 50-430/83-03 U 50-439/03-03 an 030207-18 
Noncanp I lanes noted failure to propsrlv cure concrete repair 
patch tt failure to train electrical craft foremen In 
procedure for -structural steel installations 

MARRISiJ R Region a> Office of Director CONLONi T E Division 

of Project tt Resident Programs 83/03/33 llpp 1064? 347 84X 

Flch* 50-439,83/03/04,8309370373 


8305370983 Ack receipt of 830439 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-438/03-04 8, 
90-439/03-04 

VERRELLlrD H Division of Project 6 Resident Programs 83/05/09 
PARRISiH 0 Tennessee Valletj Authority ip 19646 301 24X 

Fich c 30-438, 83/05/09, 0305270903 


— B309270592 Responds to NRC 030333 Itr re violations noted In IE Insp 
Repts 90-438/83-04 tt 90-439/03-04 Corrective actions cable 
reconfigured to produce acceptable bend radius & proper 
torgue values for side bolting obtained from vendor 
KAMMER.D S Tennessee Valleg Authority B3/04/29 O'REILLY. J P 
Region 2, Office of Director 5pp 10646 302 34X 

FI Che 50-430,83/09/09,8309370902 


— 8305270601 Forwards IE Insp Repts 90-438/83-04 it 90-439/03-0,4 on 
830207-16 & notice of violation 

VERRELLIiD H Division of Projact t. Resident Programs 83/03/35 
PARRIS.H 0 Tennessee Valley Authority 2pp IS646 307 24X 

Fiche 50-438,93/09/05,8309370382 


— 630,5270607 Notice of violation From insp -on 830307-18 

• Region 3, Office of Director 83/03/33 Ip 18646 309 24X 

Fiche 30-438. 93/09/09, 8309270962 


—8305270618 IE Imp Repts 50-438/83-04 6 90-439/83-04 on 030307-18 
Noncoaipl lance noted bend at trays TY9-A649-A, TY9A361-B (, 

TY4AA91-A eiceeded General Const Spec 0-38 min radius 
RUFF, A 8 Region 3a Office of Director CONLQN, T E Division of 
Project tt Resident Programs 83/03/23 14pp 18646 310 24X 

Fiche 50-438.83/05/0318309270982 


8303040033 IE Info Notice 83-29, xFuel Binding Caused by Fuel Rack 
Deformation " 8vc list end 

dOROAN.C L Division of Emergency Preparedness (< Engineering 
Response (Post 030103} 83/09/06 Consolidated Edison Co of Neiu 

York, Inc llSpp 18923 24B 24X Fiche 90-000,83/03/06,8303040033 


0303040034 IE Info Notice 83-30, ''Misapplication of Oeneric Emergency 
Operating Procedures (EOP) Guidelines " Bve list end 
VORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/11 Consolidated Edison Co of Ntsi 

York, Inc I14pp 18524 003 24X Fiche 50-000,83/05/11,8303040034 


8303040040 IE Info Notice 83-31. "Error In ADLPIPE Computer Program “ 
Sve list enc I 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post 030103) 83/09/19 Consolidated Edison Co. of Neui 

York, Inc 114pp 18697 009 24X Fiche 50-000,03/09/19.8303040040 


8303040046 IE Info Notice 83-33. "Nonrepresentalive Sampling of 
Contaminated Oil " Sve list enc I 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/09/36 Consolidated Edison Co of Ntui 

York. Inc 114pp 18647 007. 24X Fiche 90-000.83/09/26,8303040046 


8 Reportable occurrences, LERs |i related correspondence 


8309030293 Final Deficiency Rept NCR 1690 re nonconforming seismic 
support lugs on 2-lnch or less steel pipe Initially reported 
on 811823 Designs & procedures modified 6 fabrication 
techniques changed to reduce welding 

MILLS, L H Tennessee Valley Authority 63/04/25 O'REILLY, J P 
Region 2, office of Director 3pp 18300 051 34X 

Fiche 90-438. 83/04/23, 8305030292 


6309030370 Seventh interim deficiency rept re failure of bolts & nuts 
to meet ASTH specs. Initially reported on 6109S4 Results of 
analysis of bolting matl util be evaluated Next rept util be 
submitted by 830707 Also reported par I0CFR81 

MILLS, L M Tennessee Velley Authority 83/04/29 O'REILLY, JP 
Region 2, Office of Director 2pp 18306 217 34X 

Fiche 90-433.83/04/29,8303030370 


8309OS01S0 Second interim deficiency rept re Improperly qualified 
not tie loads Initially reported on 830134 Fifty-five 
problems identified b 62 problems remain to be investigated. 

Nett rept expected by 831017 

MILLS.L M Tennessee Valley Authority 03/04/37 D'REILLY, JP 
Region 2, Office of Director 8pp 18337 133 24X 

Fiche 30-43B,B3/04/S7i 8305030120 


8303090152 Final rept far Deficiencies A 6 D re pro c ur e leant eahtrol 
activities which ceuid lead to shipment of defective 
equipment 6 adversely affect plant safety Initially reported 
on 810316 

MILLS.L M Tennessee Valley Authority 03/04/27 O'RE’ILLY, J P. 
Region 2, Office of Director 3pp 10341 083 24K 

Fiche 30-000.83/04/27,8309090192 


8309090122 Second interim deficiency rept re unqualified flex-hose 
connections Initially reported on 821087 Problems 
reanalyied & flei-hose qualifications performed Also 
reportable per Part 21 

MILLS, L M Tennessee Valley Authority 83/04/20 O'REILLY, J P 
Region 2, Office of Director 2pp 10342 198 24X 

Fiche 90-430,83/04/20,8309090122 


8309030188 First Interim deficiency rept re tubellne mails suppllsd 
by Capital Pipe not mfg per QA program Initially raportad on 
830329 Investigation of involved carbon steel fittings l< 
flanges continuing Next rept expected by 830706 

MILUB.L M Tennessee Valley Authority 83/04/20 O'REILLY, J p 
Region 2, Office of Director 2pp 1S341 076 24X 

Fiche 90-000.83/04/28,0303050188 


8309110292 Third Interim deficiency rept re linear indications In Nail 
Valve ti Mfg Co spool pieces Initially reported on S20924. 

Vendor requested to supply list of spool pieces w/Heat Code 
L636B7 Util awaiting reply Also reportable per Part 21. 

NILLB.L M Tennessee Valley Authority 83/09/02. O 'REILLY, J. P. 
Region 2, Office of Director 2pp 18393 294 24X 

Fiche 30-439, 03/05/02, 8309! 10292 


8305110304 First interim deficiency rept re outdated design criteria 
for DHR b core flooding tys Initially reported on 830409. 

Latest approved B&H descriptions reviewed to determine 
adequacy of latest util design Next rept by 831123. 

MILLS.L M Tennessee Valley Authority 83/09/02 O'REILLY, J.P 
Region 2. Office of Director 2pp 18393 239 24X 

Fiche' 90-438. 83/09/02. 8309110304 


8309110406 Third interim deficiency rept re underslied fillet welds 
made before nid-t9eo Initially reported on 620722 Craftsmen 
b inspectors not in possession of fillet gauges to datarmlne 
proper weld slic Insp continuing Next rept by 831209 
MILLS.L M Tennessee Valley Authority 83/09/02 O'REILLY. JP. 
Region 2. Office of Director 2pp 18406 187. 24X 

Fiche 90-430. 83/09/02. 83091 10406 


8309110441 Final deficiency rept re faulty relays mfg by Brown Beverl 
Electric in auxiliary power distribution sys Initially 
riportcd on 820528 Four relays returned to vendor For 
repair 6 reinstalled at facility Also rsported per 10CFR21, 

MILLS.L H Tennessee Valley Authority. 83/05/02. O'REILLY.J.P 
Region 2, Office of Director 2pp 18393 348 S4X 
Fiche 50-439,03/05/02,8309110441 


8305130089 First Interim deficiency rept re drawing discrepancy far 
in-core monitor tank sleeves Initially reported on 830409 
Use of tank sleeves in present configuration undar 
Investigation Next rept will be submitted by 831222 
MILLS.L M Tennessee Velley Authority 83/09/04. a'REILLY.O P 
Region 2i Office of Director 2pp 18437 296 24X 

Fiche 90-439,83/05/04.8309130089 


8309110319 First interim rept re Deficiencies 1,2 4. 3.04 program per 
TVA Personal 8vcs Contract TV-495I0A u/Ollbert Assoc Urittan 
instructions ti procedures not provided to contractor In 
performing/documenting piping analysis Review undaruay 
HILLS, L M Tennessee Valley Authority 83/09/05. O'REILLY, J P 
Region 2, OfFlct of Director 3pp 10393 181 24X 

Fiche 90-000, 83/09/09, 0305 110319 


8309130147 Second Interim deficiency rept re backflow not considered 
for Ercu booster pump shutoff Initially reported on 021230. 

Osslgn criteria diagram for ERCk) modlried to include check 
valves Next rept will be submitted by 840719 

MILLS.L M Tennessee Velley Authority 83/09/06 O'RetLLY, JP 
Region 2. Office of Director. 2pp 18438-123. 24X 

Fiche 90-438. 83/09/06, S309130 147 


8303130194 First Intepioi deficiency rept re defects In pipe clamps Mf| I 
by ITT Orinnell Initially reportsd on 830406 Util rsquaitsd 
vendor to provide reiponec re a.ction taken to prevent 
rscurrtncs of problems Also reportable under Part 2i 
MILLS, L M Tsnnossse Valley Authority 83/09/06. O'REILLY.JP 
Region 2, Office of Director 3pp. 18437 182 24X 

Fiche- 90-438, B3/09/06, 8309130194 


B30S200S69 Fourth Interim deficiency rept re Implementation of OA test r 
documentation on radiation monitoring equtpmant Initially 
reported on B20824. OA Technologies will field test monitor 4, 
rewrite test travelers Next rept by B31328. 

MILLS.L M Tennessee Velley Authority 83/09/11. O'REILLY.J.P. 
Region 2, Office of Director tp 18514 277 24X 

Fiche 50-438,83/05/11,8309200969 ’ 
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8309S0O1Q7 Final daficiincu rapt Te unauthariied use of OC stamp 
Inlilallij reported on 021216 Identification markings on 
Items cited bg rept have been obliterated & items scrapped 
ac personnel trained on proper use Si securitg 

MILLS. L M Tennessee Valleg Authority 03/05/16 O'REILLY, J P 
Region 2. OFfice of Director 2pp 10919 001 24X 

Fielie 90-438.03/09/16,0305200187 


8309200919 First Interim deficiency rept re inadequate Calculation 
TI~BC8-47i “Common Zone fc Fuel Handling Area Tornado 
Oepr iSBur 1 latlon Analysis " Initially reported on 830414 
Initial ravleu indicated ualls 6 floors maintain integrity 
HILLS. L M Tennessee Valley Authority 03/09/16 O'REILLViJ P 
Region 2> Office of Director 2pp 18916 003 24X 

Fiche 90-438.03/09/16.8309200919 


8309230949 Second Interim rept re generic deficiencies at Consolidated 
Controls Corp Initially reported on 020916 Evaluation 
indicates QC problems corrected t. equipment failures random 
Also raportad per Part 21 Next rept by 031117 

MILLS. L M Tennessee Valley Authority 03/09/10 O'REILLV, J P 
ftaglon 2. Office of Director 2pp 10537 089 24X 

Fleha 90-438.83/09/18,8309230945 


0309230991 Third Interim deficiency rept re lack of environ 
qualification for equipment in auxiliary bldg due to 
potential failure of startup t< rclreulatlon sys Initially 
raparted on B20422 Design work ongoing Next rept by 840217 
HILLS, L M Tennessee Valley Authority 83/09/18 O'REILLV, J P 
Region 2. Office of Director 2pp 18937 333 24X 

Flehe 90-438,03/09/18,8309230991 


0309230969 Final deficiency rept re use of unqualified TVA-designed 
fillet uelds on piping lugs Initially reported on 820019 
Calculation package for lugs complete Procedures for 
daajgnlng f illet-uelded lugs incorporated 

MILLB.L M Tennessee Valley Authority 83/09/18 O'REILLV, J P 
RagJon 2. Office of Director 2pp 18937 092 24X 

Fiche 90-438.83/09/18,8305230969 


8309310130 Seventh Interim deficiency rept re Inconsistency betuieen 
assumptions for pipe break in LOCA 6 structural analyses 
for connecting pipes in affected loop Initially reported on 
801121, Next rept by 831110 Also reported per Part 21 
MILLS, L M Tennessee Valley Authority 83/05/23 O'REILLViJ P 
Region S. Office of Director 2pp 18696 129 24X 

Flcha 90-438, 83/09/23i 0309310138 


8309310193 First interim deficiency rept re poyer cable bend radii In 
vertical to horliontal trays Initially reported on 830422 
Vendor assistance will be requested to determine min 
acceptable bend radius 

HXULB.L n Tennessee Valley Authority 83/09/23 O'REILLY, JP 
Raglan 2. Office of Director 2pp 18691 004 24X 

Fiche: 90-438, 03/09/23, 0309310193 


8309310214 Eighth Interim deficiency rept re BbU nonconservative 
analysis of neutron flux Initially reported on 001103 Also 
reportable per Part 21 Util auialtlng results of BtiU 
analvsls. Next rspt uil 1 1 be submitted by 831024 

MILLS. L M Tennessee Valley Authority 83/09/23 O'REILLV, J P 
Raglan 2, Office of Director 2pp 1869S 146 24X 

Flcha, 90-438, 03/09/23, 0309310214 


DOCKET 90-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A Applleatlon/eonstructlon stage documents 1, correspondence 


8303280099 Foruards seismic qualification tt pump valve operability 
Info, par 030203 request Repts on floor response spectra, 
seismic Bummary 1 1 sting, revised PVORT tt seismic 
qualification revtey team forms Included 

EDELMANi M R Cleveland Electric Illuminating Co 83/03/16 
YOUNOBLOOD, 0 J Licensing Branch 1 1, 704pp 17701 OOt 24X 

Fiche* 90-440, 83/03/16, 8303280099 


8309040289 Advises that effective 630410, JJ Stefano designated 
Licensing Review Oroup II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK, T M Assistant Director for Licensing. 03/04/26, 
HOLTZSCHER. D L, llllnelt Power Co 2pp 18326 343 24X 

Fiche ■ 90-000, 83/04/26, 8309040269 


S309190096 Advises of NRC evaluation findings of automatic 
dapresaurl xatlon syi logic mod options in response to TMI 
Action Item II K. 3 10 Util should advise NRC of which action 
will bo implemented (c furnish necessary design h info 
YOUNOBLOOD. 0 J. Licensing Branch I 83/04/27 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 18923 194 24X 

Fiche 90-440, 03/04/27, 8309190096 


0303090277 Forwards Board Notification <0N> B3-S0 previously 
transmitted iis I)N 83- 1 3, f oruiar d 1 ng EO&G draft rept, 

"Identification J, Ranking of Nuclear Plant Stroc tures, Sys t> 
Components L Graded QA Guidelines " W/o DN 63-58 

NOVAK. T M Assistant Director for Licensing 83/05/02 Atoimic 

Safety and Licensing Board Panel 6pp 10366 279 24X 

Fiche 90-440,03/09/02,0305090277 


8305190046 Commends representatives of BWF(/6 utils participating In 
Licensing Review Group It for efforts in resolving issues 
generic to QWR/6 OL applicants 

EISENHUT.D G Division of Licensing B3/05/03 EDELMAN. f1 R 
Cleveland Electric Illuminating Co 2pp 18523 190 24X 

Fiche 90-000,03/09/03,0305190046 


— 0309190054 Commends representatives of DWR/6 utils participating In 
Licensing Review Group tl foi efforts in resolving issues 
generic to BWR/6 CL applicants 

EISENHUTi D 0 Division of Licensing 83/09/03 HALE, D P 
Illinois Power Co 2pp 10923 200 24 X Fiche 90-000,83/05/03, 

0305190046 


— 0309190060 Commends representatives of DWR/6 utils participating In 
Licensing Review Oroup II for efforts In resolving issues 
generic to DWR/6 OL applicants 

EISENHUT.D G Division of Licensing 83/05/03 FERGUSON. M R 
Washington Public Power Supply System 2pp 10S23 202 24X 

Fiche 50-000,83/05/03,8309190046 


—8303190063 Commends representatives of BWR/6 utils participating in 
Licensing Review Group tl for efforts In resolving Issues 
generic to OWR/6 OL applicants 

EISENHUT.D G Division of Licensing 03/09/03 MC0AU8HY, J P 
Mississippi Power 1, Light Co 2pp 10923 204 24X 

Fiche 50-000,83/05/03,0309190046 


— 0303190077 Commends representatives of DWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to DWR/6 OL applicants 

EISENHUT.D G D 1 vl 5 1 on of L 1 e ens 1 ng 83/09/03 CAHILL. J Gulf 
States Utilities Co 2pp 10323 206 24X Fiche 90-000,83/09/03, 

8309190046 


0309040323 Doard Notification 83-057 forwards differing prof opinions 
re sys Interaction 6 safety e lassi fleet ion Info relates to 
Board Notifications 03-17 i 03-44 re Unresolved Safety Issue 
A-17 

ElBENHUT, D Q Division of Licensing 83/05/04 PALLADIND, N 
Commissioners 22pp 10337 139 24X Flcha 90-000,83/05/04. 

8309040323 


8303090699 Generic Ltr 03-20 to all operating reactor llconsees L 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list enc 1 

EISENHUT.D Q Division of Licensing 03/09/09 Consolldatod 
Edison Co of New York, Inc 16pp 18627 193 24X 

Fiche 90-000,83/09/09,8305090699 


8303230143 Responds to 821214 t, 830401 requests for addl info re safety 
relief valve piping & quencher device it sa f b ty-rela ted 
piping supports Info will be provided 830630 for Ouestions 
210 10 S, 210 11 t, 040630 for Question 210 9 
EDELMAN, M R Cleveland Electric Illuminating Co 03/09/16 
VOUNOBLODD, B J Licensing Branch 1 Ip 10939 187 24X 

Fiche 90-440,83/09/16,8305230143 


0305290189 Notification of 830526 meeting u/utll t, Gilbert Assoea In 
Bethteda.MD to discuss design for containment purge 
STEFANO, J J Licensing Branch 1 03/09/16 YQUNOBLOaD, D J 

Licensing Branch 1 3pp 18999 399 24X Fiche 90-440.03/09/16. 

8309290189 


0309230290 Forwards addl info re environ equipment qualification 
program & plant readiness far audit, in response to 830323 
Ouestions 270 1-270 13 Safety-related equl pment, per TMI 
Items II 0,3 L 11 F l.wlll be added prior to fuel load 
EDELMAN, M R Cleveland Electric Illuminating Co 03/09/17. 
YOUNGBLDDD. D J Licensing Branch 1 23Bpp 18329 OOt 24X 
Fiche 30-440,03/03/17,8309230390 


E. NRC Safety Evaluation Report (SER), supple t> correspondence 


0304060126 NUS-4336i "Description of Perry Nuclear Power Plant 
Emergency Offsite Dote Calculations " 

WlLKGNSON NUS Corp 83/04/30 44pp 17858 021 24X 

Flehe 90-440, 83/04/04, 8304060118. 


0309040664 Forwards 8uppl 3 to SER <NUR £0-08871. W/o end 

YOUNOBLOOD, B J Licensing Branch 1 03/04/27 EDELMAN, H R 

Cleveland Electric Illuminating Co 2pp 16336 266 24X 

Flehe 90-440,83/04/27,0305040664 
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3309170096 BAf=^ETV EVALUATION REPORT RELATED TO OPERAtrON OF THE PERRV 
NUCLEAR POWER PLANT, UNITS 1 AND S Docket Nos 50-440 Anrf 
}0~441 (Cleveland Electric 1 1 1 irOiti-a ting Compervijl) 

• Office of Nuclear Reactor Regulatloti, Director NUREO-0837 ED3 
83/04/30 75pp 10492 303 gAXFlche 50-440, 83/04/30, 8305 1 70096 


0309120460 Reiiuesti info re Issue solutions accepted tg NRC which have 
$c have not teen addressed In SER/supp leniental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO, J O Licensing Branch i 03/09/02 H0LTZ6CNER, D L 
Illinois Power Co 2pp 18443 173 24X Ftche 50-000,83/09/02, 

0309120460 


— 0309120470 Reiiuesti Info re issue solutions accepted bg NRC which have 
& have not been addressed in SER/supp 1 emental SERs. Info 
needed to document evaluation on each Licensing Review Group 
11 generic issue 

STEFANO, U J Licensing Branch 1 03/09/02 POWELL, P Washington 

Public Power Supply System Ip. 18443 174 24X 

FI Che 30-000,83/05/02.0305120460 


— 8305120477 Requests info re issue solutions accepted by NRC which have 
t> have not been addressed in SER/suppI ementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
1 1 gener 1 c is sue 

STEFANO.JJ Licensing Branch 1 S3/O5/02 REED, W J Qulf 

States Utilities Co Ip 1B443 179 24X Flche 50-000, 83/09/02, 

8305120460 


— 0305120489 Requests info re issue solutions accepted by NRC which have 
& have not been addressed in SER/supplementa 1 SERs Info 
needed to document evaluation an each Licensing Review Group 
II generic issue 

STEFANO, JJ Licensing Branch 1 03/09/02 fl ICHAHDSON, J D, 

mssisslppl Power St Light Co Ip 10443 176. 24X 

Flche 50-00 0< 03/05/02, 8309120460 


— 8305120491 Requests Info re issue solution# accepted 6y NRC which have 
6 have nat been addressed in SER/i upp 1 emen ta t SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFAN□,^f J, Licensing Branch 1 83/05/02 BUZZELLl.E M 

Cleveland Electric Illuminating Co Ip 18443 J 77 24X 

Flche 90-000. 03/09/02, B309i:20460 


8309110300 Forwards response to Human Factors 821112 In-progress audit 
rept re SER Outstanding Issue 7, control room design rtvitw 
EDELMAN.M R Cleveland Electric Illuminating Co 83/09/04 
YOUNOBLOOOr D. J Licensing Branch i 2tpp 18393 312 24X 

Flche 90-440. 83/09/04. 0309110300 


8309230649 Forwards request for addl info re SER Section 13 9 2 2. 
“Reanalysis of Transients N Accidents Development of 
Emergency Operating Procedures “ Schedule requested within 
7 days of receipt of Itr, 

yOUNOBLOOD, a J. Licensing Branch 1 83/09/06 EDELMAN, M. R 

Cleveland Electric Illuminating Co 6pp I0S42;394 24X 

Flche 50-440, 83/09/06, 8303230649 


8309230645 Forwards NWREO-OaB?, SuppI 3 to SER M/o end 

VOUNGBLDOD.B J Licensing Branch I 83/09/09. EDELNAN.H R 
Cleveland Electric Illuminating Co 3pp 18942 360. 24X 

Flche 50-440,03/05/09,0309230645 


8305230106 Forwards curves showing gamma dose rate vs time t 
Instructions for use re SER Outstanding Issue 19 Curve# 
d>p#nd#nt on amount of fuel Inventory released Rtviied 
response to Round 8 Question I 2 lubmitted on 830404. 
EOELHAN, M R Cleveland Electric Illuminating Co 83/03/13 
YOUNOBLOOD, B ^f, Licensing Branch 1 4PP 18939 180. 84X 

Flche 90-440.03/09/13, 0309230106. 


8309260267 Forwards response to 030307 request for clarification* 6 
addl info re FEAR Tabl# 3 2-1 Bupp] 3 to SER Issued in Apr 
rafarenced same question# as outstanding Issus 23. Info 
should resolve Outstanding Issue 23 In next SER suppl, 

EDELMAN, M R Cleveland Electric Illuminating Co 03/09/19. 
YOUNGBLOOD, B J Licensing Branch (. tlpp 18626 200 24X 

Flchs 90-440,03/09/19,8309260267 


F. Security, medical, emergency & fire protection pleni 


830923064? Forwards request For addl Info re aCR Section 13.9 8.2, 
"Reanalysts of Transient* 6 Accidents. Development of 
Emergency Opsretlng Procedures." Schedule requested within 
7 days of receipt of Itr 

YOUNOBLOOD, B. J Licensing Branch 1 83/09/06 EDELMAN.M R. 

Cleveland Electric Illumlrvating Co. 6pp 16542-354. 24X 

Flche. 50-440.03/09/06, 8309230649 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re clarification of 
access to control procedures for law enforcement visit# 

Sve list ene 1 

EISENHUT, 0 o Division of Licensing 03/09/11 Consol Idatsd 
Edison Co of New York, Inc 16pp 10940 099 24X 

Flche 50-000.03/09/11,0309110034 


8305230106 Forwards curves showing gamme dose rats vs time 4i 
instructions for use re SER Outstanding Issue 19 Curves 
dependent on amount of fuel Invantory reltassd Rsvlsed 
response to Round 2 Question I 2 submitted on 830404 
EBELMAN, W R Cleveland Electric Illuminating Co 83/09/13 
VaUNGBLOOD, D. J Licensing Branch 1 4pp 1893? 180 24X 

Flche 90-440,83/09/13,0309230106 


8309240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

BIRCKS.W •J Office of thi Ekecutlvs Director for Operattoni. 
03/09/13 PALLADINO, N J Commissioners 3pp 10393 322 B4X 
Flche 50-000,03/09/13,0309240213 


0 Adjudicatory correspondence 


8305020470 Answer opposing Ohio Citizens fop Rtsponilble Energy 83041B 
motion to hold record open on OA issue Notion based on mere 
speculation that intervener witnesses may become available 
Certificate of Sve end 

8ILBER0, J E Commonwealth Edison Co SILDERO. J E Shaw. Plttaan, 
Potts & Trowbridge 83/04/27 Atomic Safety and Licensing Boari 
Panel 7pp 18283 300 24X Fich# 90-440,83/04/27,8389020470 


830S04D92B Motion for summery disposition of OL appllcetion oh growsdt 
of matl false stetement In amend to environ rept Certificate 
of Sve encl Related correspondence 

HIATT, 3 L Ohio Citizens for Responsible Energy 83/04/28. 

Atomic Safety and Licensing Board Panel 18pp 18321.217 24X 

Flche 90-440,03/04/23,0309040920 


8309040941 Motion to stay proceeding pending ruling on OH Cltlieni for 
Rsiponsible Energy 830428 motion for summary disposition of 
OL application Certificate of Sve encl Related 
correspondence 

HIATT, 8 L Ohio Citizens for Responsible Energy 83/04/28. 

Atomic Safety and Licensing Board Panel, 3pp 18321,276 24X 

Fiehs, 90-440, 83/04/20, 8309040941 


03OSO4O944 Response opposing unmirltabl* motion for rsconslderatlon t 
clarification of ASL6 630330 msmorandum 6 ordsr granting NRC 
motion for summary disposition of Issus 9 on polymer 
degradation W/Certl fleets of Sve Related corrsspondsnes 
HIATT, 8 L Ohio Citizens for Rsiponslbls Energy 63/04/28 
Atomic Safety and Licensing Board Panel 4pp 18321-272 24X 

Flche 90-440,83/04/20,8309040944 


8305020477 Answer opposing Ohio Citizens for Responsible Energy 630418 
motion to hold record open on OA Issue Motion premature It 
grounded on sheer speeuletlon Certificate of 8vc end 
CUTCHIN, J H Hearing Branch 4 83/04/29 Atomic Safety and 

Licensing Board Panel 4pp 18202 399 24X Flche. 90-440, 03/04/29. 

0309020477 


8309040329 Brief supporting Ohio Citizens for Respontibla Energy notion 
to hold record open on QA lisue Applicant li moving back 
const completion date of own volition 

MlLTiD D Sunflower Alllsnce B3/04/29 Atomic Sifaty and 
Licensing Board Penal. 2pp 10323-293 24X Flch*' 90-440, 83/04/29. 

8303040329 


8309040467 Application for subpoenas directed to CM Shuster.of Util 6 
to J Ksppler.NHC Region III administrator Proof of 8vc and. 

MILT. 0 D. Sunflower Alliance UILT, D D Wilt, 0.0 83/04/29. 
Atomic Safety and Licensing Board Panel 3pp 18319,270 24X 
Flche. 90-440, 83/04/29, 8305040407 


8309040948 Request for NRC Ic util to stlpulats to authenticity of 
documents to be Identified by 030510 6 request to admit 
documents as evldenc* Proof of 8vc and 

WILT, D 0 Sunflower Alliance WILT-D D Wilt, D D 03/04/29, 
Atonic Safety and Licensing Board Pantl. Ip 18321 271 SAX 
Flcha 90-440,83/04/29,8309040940 


8303040307 Rasponse opposing Sunflower A1 1 lance, Inc, et el 030429 astlen 
which requests applicant to stipulate to authenticity of 
unidentified documents 4c requests admission of documents as 
evidence Certlfieets of 6vc end 

BfLBERO.vr E Cleveland Electric Illuminating Co SILBERO.J E. 

Shew, Pittman, Potts i, Trowbridge 83/09/02. Atomic Safaty and 
Licensing Board Panal 3pp. 10323.303, 24X Flche; 50-440. 83/05/02. 

0309040307 
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Q305090487 Inform* ASLD that retiuestsd documents re matter* mentioned 
In NRC prefiled testlmong on Issue 3 ulll be provided CE 
NereltU* 820910 Itr re special const Insp forwarded QA Insp 
rapt forthcoming Evaluation end 

CUTCHIN, J M Hearing Drench 4 03/OS/O6 BLOCH, P B , BRIGHT, 0 0 , 

KLINE, J A Atomic Safety and Licensing Board Panel 2pp 
18361 193 24X Flche 90-440,83/09/06,8309090487 


— 8309090490 Forward* "Self-Initiated Evaluation," assessing project I< 
committing to maintaining highest quality stds 
EDELMAN, H A Cleveland Electric Illuminating Co 82/12/07 
KEPPLER, J 0 Region 3, Office of Director Ip 18361 196 84X 

Flche 90-440,83/09/06,8309090407 


—8309090493 "Self-Initiated Evaluation *' 

a Cleveland Electric Illuminating Co 02/10/31 213pp 

10361 197 24X Flche 80-440,03/09/06,0309090487 


8303100294 Amended application for tubpeona directing attendance of 
CM Shutter tt JO Kepptir at 830903 hearings on Issue 3 re 
nonconformance trend analyels lys Proof of 8vc end 
MILT.O.O Sunflower Alliance M1LT,DD Hilt, DD 83/09/06 
SHUSTER, C H Cleveland Electric Illuminating Co KEPPLER, J 0 
Rag Ion 3, Office of Director 3pp 18370 139 24X 

Flche 90-440, 83/09/06, 8309100294 


B309100367 Srief in support of Ohio Cltlions for Responsible Energy 
830428 motion for summary disposition of OL application t, 
motion for stay of prociidlngs Appropriate sanctions should 
be Imposed on applicant Proof of Svc end 

UILTrO 0 Sunflower Alliance HILT, D D Hilt, D 0 83/09/06 

Atomic Safety and Licensing Board Panel 7pp 18379 042 24X 

Flche 50-440, 83/09/06, 8309100367 


8305160196 Requests to make limited appearance statement at OL 
haarlngs 

MCCLU6KEY. 0 Affiliation Unknown 83/09/08 NRC - No Detailed 
Affiliation Olvin Ip 18446 086 24X Flche 90-440,83/09/08, 

8309160196 


8309100163 Forwards BER,Suppl 3 (NUREO-Ose?) H/o end 

CUrCHlN.J M Hearing Branch 4 03/09/08 BLOCH, P B , BRIGHT, 0 D. , 

KLINE, J R. Atomic Safety and Licensing Board Panel Ip 18374 273 
24X Flche 90-440,83/09/09,8309100168 


8309120304 Requests to meke limited appearance etatement at 830923 OL 
hearings 

RENNER.A E Affiliation Unknown 83/09/09 NRC - No Detailed 
Affiliation Olven Ip 18424 206 24X Flche 90-440,83/09/09, 

8309120304 


8305160122 Requests to make limited appearance statement at OL 
hearings 

COOKiO S Affiliation Unlnouin 83/OS/lO NRC - No Detailed 
Affiliation Olven ip 18490 130 24X Flche 90-440.83/09/10, 
8309160122, 


8305160153 Requests to make limited appearance statement at OL 
hearings, 

«LEI88EN,A Affiliation Unknown 83/09/10 NRC - No Detailed 
Affiliation Olven Ip. 18446 087 24X PUha 90-440, 03/09/10, 

8309160193 


B30517030S Object* to eharac terl jatlon of Ohio Clttiene for Reiponsible 
Energy member* as persons advocating disruption, 
demonstration 6 disrespect for law<as stated In Sunflower 
Alliance 830906 brief In support of motion 
HIATTiS L Ohio Cltisene for Responsible Energy 03/09/10 
HILT. D 0 Hilt, D, D Ip IB469’ 079, 24X Flchf 90-440, 03/09/10, 

8309170309 


6309170341 Motion to file content Ians, ob ject Ing to SNM lleent* itsuanct 
unless 6 until OL granted S< facility ready to load fuel 
Certificate of Svc end. 

HIATT, 8. L. Ohio Citliene for Responsible Energy 83/09/10 
Atomic Safety end Licensing Board Panel, 21pp 18469 096. 24X 

Flche: 90-440, 83/09/10, 8309170341. 


8309170497 Requests opportunity for staff member to make limited 
appearance statement at 830923 haarlng 

ECKART, 0. E, House of Rap 03/09/11 STUCKY, 8 Office of the 
Secretary of the Commission Ip. 18470 141. 24X 

Flche. 90-440,83/09/11, 8309170497. 


8309170461 Requests to make limited appearance etatement at 630923 St 31 
hearings in Palnesvlll* 

WALDORF, E.U Affiliation Unknown, 83/09/11 Office of the 
Eecratary of the Commission ip 18469-318 S4X 
Flche 90-440,83/09/11,8309170461 


8309170464 Requests to make limited appearance statement at OL 
hear Ings 

DIHQeR.n M Affiliation Unknown 83/09/12 NRC - No Detailed 
Affiliation Given Ip 10469 361 24X Flche 30-440.03/09/12, 

8305170464 


8309170452 Requests to make limited appearance statement at OL 
hearings 

RAJKI.S Affiliation Unknown 03/05/13 Docketing t< Services 
Branch Ip 10469 207 24X Flche 50-440,03/09/13,0309170492 


8309190209 Package of seven requests to make limited appearance 
statement at DL hearing* 

GAGE, J , HUBBARD, K 8 , GREENDAUM, R L Affiliation Unknown 
03/09/13 NRC - No Deteiled Affiliation Given 7p p 10902 IBS 
24X Flche 90-440.03/09/13,0309190209 


8309190214 Requests to make limited appearance statement at DL 
hearings 

RUDD.C C Affiliation Unknown 83/09/14 NRC - No Detailed 
Affiliation Given Ip 18902 237 24X Flche 90-440,83/09/14, 
8309190214 


8309240912 Requests to make limited appearance statement at DL 
hearings 

O'NEILL, K Affiliation Unknown 83/09/19 NftC - No Detailed 
Affiliation Olven Ip 18971 109 24X Flche 90-440.03/09/18, 

8309240912 


8309200696 Requests to make limited appearance statement at OL 
hearings 

ZIVKOVICH, E A , HANDDOV, L , HARCLDUD, J Af f 1 1 la 1 1 on Unknown 
83/09/17 Office of the Secretary of the Commission 6pp 
10919 312 84X Flche 90-440,83/09/17,0305200696 


0309200998 Requests to make limited appearance statement at OL 
hearings 

DEVINE, A . THOMPSON, D . MAST, L Affiliation Unknown B3/09/I9 
Docketing tt Services Branch 2pp 1B914 104 24X 

Flche 90-440,03/09/19,0309200998 


6309240919 Update to util 830309 answer to Interrogatory 3 of Sunflower 
Alliance 811202 first set of Interrogatories All three 
counties have submitted draft plans to Ohio Disaster 8vct 
Agency Svc list end Related correspondence 
SHIGER.M A Shaw, Pittman, Potts t, Trowbridge 8HIGER, N A 
Cleveland Electric Illuminating Co 83/09/19 WlLTiO.D Sunflower 
AUlaneo HILT, D 0 HIU, DD 7pp 18371 128 24X 

Flche 90-440,03/05/19.8309240918 


0309240944 Requests to make limited appearance statement at QL 
hearings 

FLAOO, D M , FlNKiJ , REED, J R Affiliation Unknown 83/09/19, 
Office of the Secretary of the Commisslan 3pp 10976 040 24X 

Flche 90-440,83/09/19,0309240944 


H General correspondence 


8309310031 Notifies that DD Hilt no longer represents Sunflower 
Alliance, Inc due to irreconcilable differences & 
prof responsibility 

HILT.D T Hilt, DD 03/09/23 BLOCH, P . KLINE. J fl. , BSIOHT.O 0 
Atomic Safety and Licensing Board Panel Ip 18693 130 S4X 
Flche 90-440,03/09/23,8309310031 


Q Inspection reports, IE Bulletins St correspondence 


B212060389 Ig Info Notice 03-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
enc 1 

TAYLOR, J tl Division of Safeguards St Inspection Programs (Post 
8301031 83/03/21 Consolidated Edison Cg of New York, Inc 

112pp. 18308 319 24X Flche 90-000,83/03/21,8212060383 


8304180362 Forward* IE Insp Repts 90-440/03-09 6 90-441/83-08 on 
830314-17 No noncompliance noted 

LITTLE, H S Region 3, Office of Director 03/04/01 EDELMAN, N R 
Cleveland Electric Illuminating Co 2pp 17982 129. 24X 

Flche 90-440,03/04/01,0304190362 


— 8304190364 IE Insp Repts 90-440/03-09 ti 90-441/83-08 on 830314-17 No 
noncompliance noted Major areas Inspected licensee actions 
on 10CrR90 99<e) items 

HARDiK D , CILIMQERG.R, L , DANIELSON, D H Region 3, Office of 
Director 83/04/01 9pp. 17902 131 24X Flche, 90-440, 03/04/01, 

0304190362 
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83030^0I>31 IE Info Notlc*’ "Defective Emergency Use nesp^irator. " 

Svc list enc 1 

JOHDAM. E L Division of Emergency Preparedness ti Engineering 
flesponse (Pest 830103) 83/04/15 Cansalldated Edison Co of Neu 

Vortii Inc 126pp 18435 155 24* Fiche 50-000,83/04/15.8303040021 


8303040023 IE Info Mot lee 83 - 22 , "EWR Saf et y /Re 1 i e f Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness {< Engineering 
Response IPost 830103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc U2pp 18383 087 24X Fiche 50-000,83/04/22,8303040023 


830304DD25 IE Info Notice 83-23, ^'Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp 10381 271 24!C Fiche 50-000,03/04/23,8303040025 


8303040026, IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oonerators at PWRs " Svc list encl 

JORDAN.E L Division of Emergency Preparedness 1, Engineering 
Response (Post 8301031 83/04/28 Consolidated Edison Co of New 

York, Inc 113pp 18382 047 24X Fiche 50-000,93/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Sas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28. Conso 1 1 da teri Edison Co of New 

York, Inc llBpp 18382 165 24X Fiche 50-000.93/04/28,8303040027 


6303040028 IE Info Notice 83-26, "Failure of 3a f e ty /flei 1 e f Valve 
Discharge Line Vacuum Breakers " Svc list encl 
JORDAN, E U Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/03/03 Consolidated Edison Co of Neu 

York, fnc I22pp 18441 170 24X Fiche 30-000,03/05/03,8303040023 


630512056? Discusses guidelines developed to aid in review of IE 
Bulletin 77-15 re long-term operability of deep draft pumps 
Alternate qualification msthed Incorp oratl ng vibration 
monitoring S, std plant test procedures proposed encl. 

NOVAK. T (1 Assistant Director for Licensing 63/03/03 
HOLTZBCHER, D L Licensing Review Oroop II, HQLTZSCHER, D L 
Illinois Power Co 6pp. 18440 356 24X Fiche 50-000,83/05/03, 

83051 20S69 


8303040030 IE Info Notice 83-27, '‘Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list and 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) B3/DS/04 Censolldated Edison Co of Neu 

York, Inc 112pp 16382 292 24X Fiche 50-000,83/05/04,0303040030 


8303040031 IE Info Notice 03-28. "Criteria for Protective Action 
Recommendations for General Emergencies." Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response tPost 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc U7pp 1B44I'00'1 24X Fiche 50-000,63/05/04,8303040031. 


8305120130 Summary of 830426 meeting u/util in Perry, OH re containment 
weld deficiencies addressed in IE insp reps Acceptability 
study ongoing 

BTEFANO.J J Licensing Branch I 83/05/04 YOUNSBLDOD, B J 
Licensing Branch 1 5p p 18435 353 24X Fiche 50-440,83/05/04, 

8305120130 


—8305260243 IE Insp Repts 50-440/83-11 i> 50-441/83-10 on 830320-0401 
None orap 1 lance noted turnover reviews of purchase orders It 
instellation/fabrlcation packages performed u/o controlling 
proc edure 

MERRIWEATHER.N < CONLON- T E Region 2. Office Of Director 
03/04/18 5pp 10597 350 24X Fiche 50-440.83/05/09.0305260234 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Carrgenev 
Operating Procedures (EOP) OUidelines " Svc list end 
JORDAN, C L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of 

York, Inc 114pp 18524 003 24X Fiche 50-000, 83/05 /1 1. 83 03<MI(»34 


8305260221 Forwards IE Insp Rapt 50-440/83-07 on 830215-18 & 0414-15 N» 
none orap 1 lance noted 

STREETER, J F Region 3, Office of Director 83/05/12 EDELMANjR A 
Cleveland Electric Illuminating Co 2pp 18622' 120 S4X 
Fiche 50-440,83/05/12,8305260221 


—8305260224 IE Insp Rept 50-440/83-07 on 830215-18 It 0414-tS.Na 
noncompl lance noted Major areas inspected procedures fo-r 
control of preoperatlonal testing, turnover controls I, 
jurisdictional control of equipment 

REJMANN, F U , LANKSDURY, R D , REYES, L A Region 3, Office 4f 
Director 83/05/12 5pp 18622 122 24X Fiche 50-440,83/05/12. 

8303260221 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer PrograA * 
svc list encl 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 63/05/17 Consolidated Edison Co. of Niu 

York, Inc 114pp 10697 007 24X Flcha 50-000, G3/OS/1 7, B303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Samp Ling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness I, Enginetrlng 
Response (Post 830103) 83/05/26 Confolldated Edlion Co of Hfv 

York, Inc 114pp 18647 007 24X Fiche 50-000,83/05/26,8303040044 


S Reportable occurrences, LERs I, related correspondence 


8305020500 Second Interim deficiency rept re linear Indications on pifs 
wlilp restraint bracket welds for BS1/B33 sys Initially 
reported on 821228, Brae kets will ba ramoved ti structural 
steal brackets reworked Nest rept by 630701 

EDELHAN, M R Cleveland Electric Illuminating Co 83/04/15, 

KEPPLER.J 0 Region 3, Office of Director 2pp 18281 245 241 

Fiche 50-440,83/04/15.8305020500 


8305130222 Part 21 rept re potential A8ME Section III 6 V violation 
Initleliy reported on 830412 Scope 6 condition of 
nonconformance under investigation 

WHEATON. W R Borg-Warner Corp 83/04/15 MARTIN, J B Region 5. 
Office of Director 4pp 18439 336 24X Fiche- 50-440. 83/04/15, 

8305130222 


8305020300 Revised final deficiency rept re incomplete fill datectsd In 
biological shield wall concrete of reactor bldgs Due to 
const schedul Ing, Unit I It 2 repairs will be completed 
by 030831 t, 1231, respectively 

EOELKAN, M R Cleveland Electric Illuminating Co. 83/04/19. 

KEPPLER, J O Regions, Office Of Director Ip 18277.175. 24X 

Fiche 50-440,83/04/19,8305020308 


8305170203 Advises that liquid penetrant testing utlllled as 
alternative to magnetic testing on containment vessel 
penetration welds per lE Bulletin 80-08 response 
EDELMAN, h R Cleveland Electric Illuminating Co 03/05/05 
l^EPPLER, O O Region 3. Office of Director Ip 10466 350 24 X 

Fiche 30-440.03/03/05,8305170203 


830S0404B6 Interim deficiency rept re nonconforming condition on 
Class IE low voltage switchgear mfg by Broun Bovcrl 
Electric Initially reported on 821222 Welding fix planned 
for cubicle SF2C05 Final rept will ba submitted by 831130 
EDELMAN, N R Cleveland Electric Illuminating Co 83/04/27. 

KEPPLER. J 0 Region 3, Office of Director 2pp 18319 3 5 3 24X 

Fiche 50-440,83/04/27,8303040486 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list encl 

JORDAN, E. L Division of Emergency Preparedness 8i Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison CD of Neu 

York. Inc llSpp 10523 24S 24X Fiche 50-000,83/03/06,8303040033, 


8305260236 Forwards IE Insp Repts 50-440/83-11 & 50-441/83-10 on 
830329-0401 ft, notice of Violation 

LITTLE.H S Region 3, Office of Director 83/05/07 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp. 18577 347 24X 

Fiche 90-440. 83/09/07, 8305260236 


■8305260239 Notice of violation from Insp on 830320-0401 
LmuE, W S Region 3, Office of Director. 03/05/10 tp 
10599 347. 24X Fiche 50-440,83/05/09,8309260236. 


8309040496 Final deficiency rapt re potential breach 
of hydrogen Igniter Model 6043 glow plug component 
by Pouer Sys Initleliy reported on 830207 Igniters 
Also repartabls per Part 21 

EDELMAN, M R, Cleveland Electric Illuminating Co 
KEPPLER, J O, Region 3, Office of Director 2pp 
Flcha 90-440, 83/04/27, 8309040496. 


of laat iiitagrltg 
supp I lad 
repaired. 

83/04/27 
18317; 396 24X 


0305100374 Interim deficiency rept me failure of Johnson Controls, Inc 
to adsquately verify acceptability of Unlstrut Corp QA 
program implementation Initially reported on 030327. 

Corrective action request It nonconformance rept Issued. 

EDELMAN, H R Cleveland Electric Illuminating Co, 83/04/28. 

KEPPLER, J.O Region 3, Office of Director 2pp 18377 357. 24X 

Fiche' 50-440, 83/04/28, 8305100374 
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e30S040463 lnt#rlm d»ficUneij rept re incorrec tlij ilied reactor 
preiiure vessel water level transmitters Roplacoment of 
tt’ansmltters eipected by B30501 Final rept will be submitted 
upon work completion 

EDELMANiH R Cleveland Electric Illuminating Co 83/04/29 
KEPFLER.J 0 Region 3i Office of Director Ip JB319 39S 24X 

Fleh* 30-440. 03/04/29. B305040469 


S30S1O0013 Second Interim deficiency rept re defective Bailey 720 util 
•tatlon devices installed in OE supplied balance-of-p lant 
pAnels. Initially reported 010626 Seventy of 71 devices 
raturnad to OE for rework Final rept due by 031201 
EDELHAN.rt R Cleveland Electric 11 lomlnating Co 83/04/29 

HEFPUER.J 0 Region 3. Office of Director 2pp 10421 244 24X 

Flehe 90-440.83/04/29,0308100013 


B30SI00333 Second Interim deficiency rept re ASHE Code Section III. 
Class 3 piping supports supplied by Transamerlca Oelaval. 

Inc u/o matl certification Initially reported on 030328 
Supports reanalyied Ne>t rept by 830701 

EDEtMAN.M R Cleveland Electric Illuminating Co 83/04/29 

KEPFLER.J 0 Region 3, Office of Director 2pp 18379 008 24X 

Fiche 90-440.03/04/29.8308100333 


8309130236 Final Deficiency Rept RDC 71<03> re breakdown in OA program 
of Carbolina.Co Initially reported on 030400 Program 
Inadequate to meet requirement of 10CFR90iApp B Carbollne 
Co Initiated new changes to OA program 

EDEUMAN.M R Claveland Electric Illuminating Co 03/08/06 

KEPPLERjJ 0. Region 3. Office of Director 2pp 10439 318 24X 

Flcba 90-440. 83/09/06. 8309130236 


8309130240 Interim Deficiency Rept RDC 70(03) re restart of control 
coatples chlllir following loss of offsite power or LQCA 
Initially reported on 830407 Final rept expected by 030318 
Alio reported par Part 21 

EOELMAN. N R Claveland Electric Illuminating Co 03/08/06 

KEPPLER.J 0 Region 3. Office of Director 2pp 10439 212 24X 

Flcha 90-440.83/08/06,0308130240 


T Hearing transcripts on non-anti trust matters 


830S030S26 Forwards Region HI testimony re OA Issues of fact 
contained in A8LB 021222 order 

CUTCHIN.J, M Hearing Branch 4 03/08/02 BLOCH, P D , DRIOHT, 0 0 , 

KLINE, J R Atomic Safety and Licensing Board Panel Ip 18292 117 
a4X FlCha - 90-440, 83/09/02, 8309030926 


—8309030937 Testimony of Region III panel consisting of JE Konklln.CC 
Nil Hams, OF Makwell & ML Otldner re OA Issues of fact 
contained in ASLB 821222 order. Discusses const activities & 

Imp lemsntat ion of OA program H/prof qua 1 1 f ica t ions 

KONKLIN, J. E . WILLIAMS. C.C , MAXWELL, O F Region 3, Office of 

Director 83/09/02 33pp 10292 118 84X Fiche 90-440.03/09/02, 

6308030926 


6309040806 Forwards tsstimony of MR Edelman 6 OR Laidlch ra QA program 
for control of saf sty-re lated contractors (Issue 3> 
srLBER(?>./ E , OLA88P1EOEL.H 0haw, Pittman, Potts 6 Trowbridge 
03/09/02 BLOCH.P B , KLINE, J R , DRIOHT, 0 0 Atomic Safaty and 
Licensing Board Panel 2pp 18322*069 24X Fiche 80-440.83/09/02, 

0308040906 


— 0309040916 Testimony of HR Edelman 6 OR Leidleh re util QA program for 
control of safety-related contractors (Issue 3). 

EDELMAN, M R , LEIDICH, 0 R Cleveland Electric Illuminating Co 
03/09/02 38pp 18322.071 24X Flehe 90-440,83/09/02,8309040906 


8309110004 Transcript of 830909 telephone conference in Dtthesda, MD 
Pp, 009-803 

* Atomic 0afety and Licensing Board Panel 83/09/09 70pp 
18408 2B9 24X Piche 90-440,03/09/09,8309110004 


83O9S6O093 Transcript of 030923 hsarlng in Palnesvi 1 le, OH. Pp 084-994 
Supporting documentation end 

a Atomic Safety and Licensing Beard Panel. 83/09/23 128pp. 

18622.182 24X Fiche 90-440,83/09/23,8309260093 


6309310137 Transcript of 030924 hearing in Palnesvi 1 le, OH Pp 996-1,226 
eupportlng documentation end 

* Atomic Safety and Licensing Board Panel 83/09/24 272pp 

18697’ 120 24X Fiche 90-440,83/09/24,0309310137 


DOCKET 90-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Application/construction stage documents 6 corresp ondencs 


8303200099 Forwards seismic qualification t, pump valve operability 
info. per 030203 request Repts on floor response spectra, 
seismic summary 1 i s ting , r e vis od PVQRT t, seismic 
qua 1 1 f i cation review team forms included 

EDELMAN, M R Cleveland Electric Illuminating Co 03/03/16 
yaUNOBLOOD, 0 J Licensing Branch 1 1 , 704pp 17701 001 24X 

Fiche 90-440,03/03/16.0303200099 


8309040289 Advises that effective 830418. JJ Stsfano designated 
Licensing Review Group II program project manager Change 
will help expedite reviews on disposition of remaining 
generic issues 

NOVAK, T M Assistant Director for Licensing 83/04/26 
HOLTZSCHER. D L tUinols Power Co 2pp 16326 343 24X 

Fiche 90-000.83/04/26,8309040289 


8309190096 Advises of NRC evaluation findings of automatic 
depressurliatlon sys logic mod options in response to TMl 
Action Item 11 K 3 IB Util should advise NRC of which action 
will be Implemented & furnish necessary design U Info 
VaUNOBLOOD, D J Licensing Branch 1 83/04/27 EDELMAN, M R 

Cleveland Electric Illuminating Co 2pp 16923 194 24X 

Fiche 90-440.83/04/27.8305190096 


6309090277 Forwards Board Notification (DN) 83-SB previously 
transmitted as ON 03-13. forward Ing EQhO draft rept, 

“Identification 6 Ranking of Nuclear Plant Structures. Sy > & 
Components 6 Graded QA Guidelines '' U/o DN 03-93 

NOVAK. T M Assistant Director for Licensing 03/09/02 Atomic 
Safety and Licensing Doard Panel 6pp 18366 27S 34X 

Flehe 90-440.83/09/02,8309090277 


8309190046 Commends representatives of 0UR/6 utils participating in 
Licsnslng Review Oroup It for efforts in resolving Issues 
generic to DWR/6 OL applicants 

EISENHUT.D 0 Division of Licensing 83/09/03 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 18923 198 24X 

Fiche 90-000,83/09/03,0309190046 


—0309190094 Commends representatives of DWn/6 utils participating in. 
Licensing Review Oroup II for efforts in resolving Issues 
gsntric to 0WR/6 OL applicants 

EISENHUT.D G Division of Licensing 03/09/03 KALE. D P 
Illinois Power Co 2pp 18923 200 24X Fiche 90-000.83/09/03. 

8309190046 


—8309190060 Commends representatives of BWR/6 utils participating in 
Licensing Review Oroup II for efforts In resolving issuts 
generic to BWR/6 OL applicants 

EISENHUT.D S Division of Licensing 83/09/03 FERGUSON, M R 
Washington Public Power Supply System 2pp 18923 202 24X 

Flehe* 90-000, 83/09/03. 8305190046 


—6309190068 Commends representatives of DWR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to nWR/6 OL applicants 

EI9ENHUT,0 0 Division of Licensing 83/09/03 HCGAUGHV. J P 
Mississippi Power k Light Co 2pp 10923 204 24X 

Flehe 90-000.03/09/03,0309190046 


— 8309190077 Commends representatives of DWR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to BWR/6 OL applicants 

EISENHUT.D O Division of Licensing 83/09/03 CAHILL, J Gulf 
States Utilities Co 2pp 18923 206 24X Plch e. 90-000. 83/09/03. 

8309190046 


6309040323 Board Notification 83-057 forwards differing prof opinions 
rs sys interaction b safety classification info relates to 
Board Notifications 63-17 tt 03-44 re Unresolvsd Safety time 
A-17 

EISENHUT.D 0 Division of Licensing 03/09/04 PALLAOINO.N 
Commissioners 22pp 18337 139 24X Fiche 90-000,03/09/04. 

8309040323 


8309090699 Osnerlc Ltr 03-20 to all operating reactor licensees fc 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT.D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 10627 193 24X 

Fiehe. 90-000, 03/09/09, 8309090699 


8309230143 Responds to 821214 t, 830401 requests for addl Info re safsty 
relief valve piping b quencher device b safety-related 
piping supports Info will be provided 630630 for Questions 
210 10 b 210 11 & 840630 for Question 210 9 
EDELMAN, M R Cleveland Electric Illuminating Co. 83/09/16 
YOUNGBLOOD, B 0 Licensing Oranch i tp 18939 187 24X 

Fiehe 90-440.83/09/16,8309230143 
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B30S290ie9 Nat 1 f Icat 1 on 8309S6 u/utll ti Oiitert Attocc in 

B-ithiidjiHO to dilcuai ddaigni for contatnmant pvrge 
STSFANQ, J vJ Llc«i>ilns Branch I 83/09/1^1 VOLiNOGLOOO. B J 
Ltcensinj Branch i 3pp 18393 359 24X Flche 50-4401 63/03/ 16. 

6303250139 


S305230S9D Foriiiard* aifdl In^o rt environ cqi/lpnent qualification 
projiram & plant raadlnaic for audit, in reaponce to 630323 
Ouvitiont 270 1-270 13 Safety-related equlpna nt. per TMI 
Iteiffli 11 0 3 li II F Irulll be added prior to fuel load 
EOEtnAN.fl n Cleveland Electric 11 1 uffilnatlny Co 83/03/17 
VOUNOBLODl), B J Llcenilng Branch 1 239pp 18329 001 24X 

FIche 50-440.83/03/17. 830 52308 90 


E NRC Safety Evaluation Report (SERI, supple & correipondenee 


8305040664 Foruiardt Supp 1 3 to SER (WUREO-OSS/l M/o end 

VOUNOBLOOD. B J Llcenilng Branch I 83/04/27 EOELMANj H R 
Cleveland Electric II 1 u-ailna t tng Co 2pp 18336 366 24X 

FI Che 50-440, 03/04/27. B30S040664 


8303170096 SAFETY EVALUATION REPORT RELATED TO OPERATION OF THE PERRY 
NUCLEAR POUER PLANT. UNITS 1 AND 8 Docket No* 90-440 And 
90-441 (Cleveland Electric 1 1 1 unil natlng Company) 

• Office of Nuclear Reactor Regulation. Director NUREO-0087 603. 
83/04/30 79pp 18492 303 24X Fiche 90-440.83/04/30.8309170076 


8309120460 Requette info re issue solutions accepted by NAC uhlch have 
tc have not been addraesed in SER/suppIemental SERs Info 
needed to document evaluation on each Licensing Review Croup 
It generic issue 

3TBFAN0.J d Licensing Branch 1 63/05/02 H0LT26CHER. D L 

rtlinols Pouer Co 2pp 18443 £73 84X FIcha 90-000.83/03/02, 

8303120460 


— 6305120470 Requests info re Issue solutions accepted by NRC which have 
<< have not bean addrassed In SER/supp lemental SER* Info 
naeded to document evaluation on each Licensing Review Oroup 
rt generic issue 

STEFANO. JO Licensing Branch t 83/03/02 POUELL, P Washington 
Public Fouer Supply System Ip 18443 174 24X 

F I c h o 50-000 . 83/0 3/02. 8303 i 20460 


— 8309120477 Requests info re issue solutions accepted by NHC which have 
& have not been addressed In SER/iupplenental SERs Info 
needed to document evaluation on each Licensing Review Oroup 
li generic Issue 

STEFANO.d J Licensing Branch 1 83/05/02 REED. W J Gulf 

States Utilities Co Ip 18443 175 24X Flclie 90-000.83/09/(32. 

8309120460 


— 8309120485 Request* Info re issue solutions accepted by NRC which have 
It have not been addressed in SER/supp 1 emeu tal SERs Info 
needed to document evaluation on each Licensing Review Oroup 
If generic issue 

STEFANO.J J Licensing Branch J 83/03/02 RICHARDSON. J D 
Mississippi Power & Light Co Ip 18443-176 24X 

Fiche 3 <}"OOOj 83/09/02) 8309120460 


— 830512049J Requests Info re Issue solutions accepted by NRC which have 
1, have not been addressed £n BER/supplamenta 1 SER* Info 
needed to document evaluation on each Licensing Review Oroup 
II generic issue 

STEFANO. J O Licensing Branch 1 83/09/02 aUZZELLI.E M 

Cleveland Electric Illuminating Co Ip 18443 177. 24X 

Fiche 50-000, 83/09/02, 8303 1 20460 


8303110300 Forward* response to Human Factors 8211 12 In-progress audit 
rept re SER Outstanding Iisua 7. control room design review 
E(DELnAN, n R Cleveland Electric Illuminating Co 63/03/04 
yOUNOQLOQD.B d Licensing Branch t 21pp 18393312. 24X 

Fiche 90- 440. B3/03/O4. 8305110300 


8309260267 Fortaards response to 830307 request for c larlf Icat ioni h 
addl info re PSAR Table 3 2-1 Buppl 3 to 8ER issued in Apr 
referenced same quettlons a* outstanding Issue 23 Info 
should resolve Outstanding Issue 23 In next BER tuppl 
EDELHAN. M R Cleveland Electric Illuminating Co 83/09/19. 
VOUNOBLOOD, 0 J Licensing Branch 1 llpp 18626 200 84X 

Fiche' 90-440.83/05/19. 0309260267 


F Security, medical, emergency It fire protection plant 


0304060126 nub- 4336. "Description of Perry Nuclear Poiuer Plant 
Emergency Offsite Dose Calci^latlons " 

UILKEN80N NUB Corp 83/04/30 44pp 17898.021 24X 

Fiche 90-440, 83/04/04, 8304060118. 


8309230649 Forwards roquost for addl Info re SER Section 13.9 2 2. 
"Reanalysls of Trantlonts t. Accidents Development of 
Emorgtncy Operating Procedures “ Schedule raqueotid within 
7 days of receipt of Itr 

VOUNOBLOOD. B J Licensing Branch 1. 83/09/06 EDELMANrH R. 

Clavtland Elactric Illuminating Co 6pp 18942 394 24X 

F 1 c h # 90-440. B3/09/06, 8309230649 


6309110034 Oenerlc Ltr 83-21 to all llcansoat of operating reactors, 
applicants for OLs 6 holders of CPs re clartf Icatlen of 
access to control procedurte for law enforcement visits 
Sve list end. 

EISENHUT.DO Division of Licensing. B3/09/11. Consolidated 
Edison Co of New York. Ine 16pp. 18940 099 24X 

Fiche- 90-000, B3/09/11. 8309110034 


B309230106 Forwards curves showing gamma dote rata v* time Ic 
Instructions for uio re SER Outstanding Issue 19. Curvet 
dependant on amount of fuel Inventory released Revised 
response to Round 2 Ouestlon I 2 submitted on 630404 
EOELMAN. MR Cleveland Electric tllueilnatlng Co. 83/09/13 
VOUNOBLOOD. B J Licontlng Branch 1 4pp IB939 188. 24X 

Fiche- 90-440. 83/09/13, 8309230106 


0 Adjudicatory correspondence 


B309D20470 Answer opposing Ohio Citiiens for Responsible Energy 930418 
motion to hold record open on OA Issue Motion based on mere 
speculation that intervenor wltnosses may become available. 
Certificate of Sve end 

8ILBER0, JE. Commonwealth Edison Co SILBERO.U. E Shaw. Plttain. 
Potts & Trowbridge 83/04/27. Atomic Safety and Licensing Boerd 
Panel 7pp 18383 300. 24X Fiche 90-440,83/04/27.9305020470. 


8303040928 Motion for summary disposition of OL application on grounds 
of matl false statement In amend to environ ropt Certificate 
of Sve and Ralatad corraspondenea. 

HlATTiB L Ohio Citlions for Responsible Energy 63/04/28 
Atomic Safety and Licensing Board Panel 16pp. 163^1 217 24X 

Fiche 30-440.83/04/28.8309040928 


B30304D94I Motion to stay proceeding pending ruling on OH Cltlten* for 
Responsible Energy B3043B motion for summary disposition of 
OL application Certificate of Sve end Related 
correspondence 

HIATT.3 L Ohio Citiiens for Retpontlblt Energy 63/04/28. 

Atomic Safety and Licensing Board Panel 3pp 18331 276 34X 

Fiche 90-440.83/04/28,6309040941 


6309040944 Responsa opposing unmarl tab 1 ■ motion for roconsldoratlon h 
clarification of ABLE 630330 (nemorandum h order granting NRC 
motion for summary disposition of Issue 9 on polymer 
degradation W/Cortlf Icate of Sve Related correspondence. 

HIATT. 8 L Ohio Citiiens for Responsible Energy e3/04/SS. 

Atomic Safety and Licensing Board Panel 4pp. 18321 273 24X 

Flch e 90-440, S3/04/28. 8309040944 


630923-0649 Forwards request for addl info re SER Section 13 9 2 2. 
'■Reanalys i s of Transient* I. Accidents Developinent of 
Emergency Operating Procadures " Schedule requested within 
7 days of receipt of ltr 

VOUNOBLOOD, B J Licensing Branch 1 83/05/06 EDELMAN, M R. 

Claveiand Electric 11 lumlnating Co 6pp 18942 354 24X 

FI Che 90-440. 83/05/06. 8309230649 


6309230645 Forwards N(JRE0-0887. Supp 1 3 to BER U/(b end 

YOUNeBLOOO.B J Licensing Branch 1 83/09/09 EDELMAN. M.R 

Cleveland Electric Illuminating Co 3pp 18942 360 24X 

Fiche: 90-440. 83/09/09, 8309230645 


8309020477 Answer opposing Ohio Citiiens for Responsible Energy 8304IB 
motion to bold record open on OA Issue Motion premature h 
grounded on sheer speculation Certificate of Sve and. 

CUTCHIN. J. M Hearing Branch 4 63/04/39 Atomic Safety and 

Licensing Board Panel, 4pp 16283 399. 24X Fiche 90-440. 6370^787. 

8309030477 


8309040339 Brief supporting Ohio pitlisns for Responsible Energy motlbh 
to hold record open on OA icsue. Applicant Is moving back 
conet completion data of own volition 

UILT.D.D Sunflower Alliance. 83/04/29. Atomic Safety and 
Licensing Board Panel 2pp. 18323 293 24X Fiche- 90-440. 63/04729. 

6309040333 


8303230106 Forwards curve* showing gamnd dose rate vs time & 
Instructions for use re BER Outstanding Issue 19 Curvas 
dependent on amount of fuel Inventory re I eased. Revl sad 
response to Round 2 Question 1 2 submitted on 830404 
EDELMAN.M H Cleveland Electric I llupilna t (ng Co 83/09/13 
VOUNOBLOOD, B J Licensing Branch 1. 4pp 18939 188 24X 

Fiche 30-440,03/09/13,8305230106 


8309040487 Application for subpoenas directed to CM Shuster, af util 1. 
to J KapplariNRC Region 111 administrator Proof of SVC end 
UILT.0.0 Sunflower Alliance UILT.DD Hitt. D D. 63704/27. 
Atomic Safety and Licensing Board Pantl 3pp, 18319:270 24X 

Fiche 30-440,63/04/29.6309040487 
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Sa0904094B Raqu««t ^or NRC & util to otlpuiato to authontleity of 
doeiiin«nt« to bt Idontlflod by 83091B tt request to admit 
doeuaints os evidence Proof of Sve end 

UILTiO D Sunflotoer Alliance UILTiD D Hilt. D D 83/04^29 
Atomic Safety end Licensing Board Panel ip 18321 871 24X 

Flche 90-4401 83/04/29, saoSMOSAB 


8309170497 Requests opportunity for staff mamber to mate limited 
appearance statement at S30923 bearing 

ECKART, 0 E House of Rep 93/09/11 STUCKViS Office of the 
Secretary of the Commission Ip 18470 141 24X 

Flche 30-440, 03/05/ 1 1. 8309170497 


6309D4O307 Raaponse opposing Sunflouor A1 llenct, Inc, et al S30429 motion 
which requests applicant to stipulate to authonticlty of 
unldantlfied documents I, requests admission of documants as 
evldaneo. Cartlflcata of Bve end 

81LBER0, O e. Cleveland Electric Illuminating Co SIUBERO. J E 
Bhaw, Pittman, Potts h Troubrlda# 83/05/02 Atonic Safety and 
Licanslnj) Board Panal 3pp 1S323 303 24X Flche 90-440.83/09/02, 

S30S040307 


8303090487 Informs A8LB that raquoited documents re matters mentioned 
in NRC prefilid testimony on Issue 3 will be provided CE 
More 11 us 8S0910 Itr re special const Insp forwarded OA insp 
rapt forthcoming Evaluation end 

CUTCHIN, O M Hearing Branch 4 03/09/06 BLOCH. P B , BRIOHT, 0 0 , 

KLINE, J ft Atomic Safety and Licensing Board Panel 2pp. 

18361.183 24X Plcha* 90-440, 63/09/06, 63090904B7 


8309170461 Rrquasts to make limited 
hearings in Polnatvllle 
UALDORF. E J Affiliation Un known 
Secretary of the Commission Ip 
Flche 90-440,83/09/11,8309170461 


^ppaarance statetBant at Q309S3 6 31 

83/09/11 Office Of the 

18469 318 24X 


8309170464 Requests to make limited appearance statement at OL 
hearings 

BIMBEft.R H Affiliation Unknown 83/03/12 MRC - No Detailed 
Affiliation Oiven Ip 18469 361 24X Flche 30-440.03/09/12, 

8309170464 


8309170492 Requests to mako limited appearance statoment at OL 
hearings 

RAJKI.S Affiliation Unknown S3/09/13 Docketing h aervlcos 
Branch Ip 18469 207 24X Flche 90-440.83/09/13,8309170452 


--S309090490 Forwards "Salf-Inltiated Evaluation,” assessing project t, 
cemmlttlnB to maintaining highest quality stds 
EOELKAN.M. R Clavaland Electric Illuminating Co 82/12/07 

KEPPLER.J 0 Region 3, Office of Director Ip 18361.196 24X 

F 1 c h a S 0-440, 03/09/06, 8308090407 


8309190214 Requests to make limited appearance statement at OL 
hearings 

RUDD. C C Affiliation Unknown 83/09/14 NRC - No Detailed 
Affiliation Qlven ip 1B902 237 24 X Flche 90-440,83/05/14, 
8309190214 


—8309090493 "Sal f-Inltlatad Evaluation " 

a Claveland Elaetrle Illuminating Co 82/10/31. 213pp. 

16361 197. 24X FI c ha* 90-440, 03/09/06, 8309090487 


8309100294 Anandad application for subpeona directing attendance of 
CM Shwatar & JO Kappltr at 830903 haarlngs on Issua 3 re 
nonconformanet trand analysis sys Proof of Sve end 
MILTjD D. Sunflower Alliance HILT, D D Hitt, 0 D 83/09/06 
SHUSTERrC M Cleveland Electric Illuminating Co KEPPLER.J 0 
Rag ion 3, Office of Director 3pp 18370 139 24X 

FIcha: 90-440, 03/09/06. 8309100294 


8309240912 Requests to make limited appearance statement at OL 
hearings 

O'NEILL. K Affiliation Unknown 83/09/19 NRC - No Detailed 
Affiliation Oiven tp 16971 109 24X Flche. 90-440, 83/09/19, 

8309240912 


8309200696 Requests to make limited appearance statament at OL 
haarlngs 

ZIVKOVICH. E A . HANOBOV.L . MARCLQUO. J Affiliation Unknown 
83/09/17 Office of the Secretary of the Commission 6pp 
18919 312 24X Flche 90-440,83/09/17,8309200696 


8309100367 Brief In support of Ohio Cltlians for Responsible Energy 
830488 motion for summary disposition of OL application t, 
station for atay of proeaadlngs Appropriate sanctions should 
ha Imposed on applicant. Proof of Sve end 

WILT. 0 D Bunf lower Alliance. HILT, D 0 Hilt, D 0 83/09/06. 

Atomic Safety and Licensing Board Panel, 7pp 16379,042 24X 

Flche. 90-440, 03/09/06, 8309100367 


8309(60196 Requests to make limited appearance statement at OL 
hear Inge 

MCCLUSKEV.O Affiliation Unknown 83/09/08. NRC - No Detailed 
Affiliation Oiven Ip 18446.086 24y >7ie he: 90-440, 83/09/08, 

B309f60lS4 


8309100168 Farwerds SER. Suppl 3 <NUREO-O8e7} . H/o and 

CUTCHIN, J M Hearing Branch 4 83/09/08 BLOCH, P B. , BRIOHT.O D. . 

KLINE, J ft Atomic Safety and Licensing Board Panel. Ip 18374 273 
24X Flche 90-440,03/09/09.8309100160 


B309120304 Requests to make limited appearance ttataraent at 830923 OL 
hearlnge 

RENNER, A E Affiliation Unknown 83/09/09 NRC - No Datalled 
Affiliation Oiven ip 1B424 206 24X Flche 90-440,03/09/09, 

8309120304 


8309160122 Raquastf to make limited appearance statement at OL 
hearings 

COOK. 0 8 Affiliation Unknown 83/09/10 NRC - No Detailed 
Affiliation Oiven Ip 18490 130. 24 X Flche 90-440,83/09/10. 
8309 160123 


8309160193 Raquaete to make limited appearance statement at dL 
haarlngs 

OLEIBSEN, A. Afflllatlfln Unknown 83/09/10. NRC - No Detailed 
Affiliation Oiven. tp. 1B446 087 24X Flche- 90-440, 83/09/10, 

8309160183 


B309170309 Objects to characterliation of Ohio Cltlians for Responsible 
Energy membart at parions advocating dl eruption, 
damonttratlon it disrespect for taw, at stated In Sunflower 
Alliance 830906 brief In support of motion. 

HIATT, B L. Ohio Cltlians for Responsible Energy 83/09/10. 

HILT.DD Hilt, D.D ip. 18469.079 24X Flche 80-440,03/09/10, 

8309170309 


8309170341 Motion to file eontentlone, objecting to SNH license Issuance 
unless Cl until OL granted 6 facility ready to toad fuel 
Captiftcata of Sve end 

HIATT, a. L. Ohio Cltlians for Responsible Energy. 03/09/10. 

Atomic Safety and Licensing Board Panel. 21pp 10469.096 24X 

Flche - 90-440, 83/09/10, 83091 70341. 


8309200590 Requests to make limited appearance statewsnt at OL 
hearings 

DEVINE.A . THOMPSON, 0 , MAST. L Affiliation Unknown 03/09/19 
Docketing h Services Branch 2pp 1QS14 104 24X 

Flche 90-440. 03/09/1 9, 8309200998 


6309240919 Updeta to util 33020S answer to Interrogatory 3 of Sunflower 
Alllence 011202 first sat of Interrogator let All three 
counties have submitted d'raft plans to Ohio Disaster Bves 
Agency Sve list end Related correspondence 
SWIOER, K A Shaw, Pittman, Potts & Trowbridge SHIOER.N A 
Cleveland Electric Illuminating Co 03/09/19 HILTtD D Sunflower 
Alliance HILT. 0 D Milt, D D 7pp 18971 129 24X 

Flche 90-440,03/09/19,8309240919 


8309240344 Requests to make limited appearance statement at OL 
hearings 

FLAOO, D M , FINK, J. , REEO. J ft Af fl 1 latl on Unknown 83/09/19 

Office of the Secretary of the Commission 3pp 18976.040 24X 

Flche 90-440. 83/09/19,8309240944, 


H Oeneral correspondence 


8309310031 Notifies that CD Hilt no longer represants Sunflower 
Alliance, Inc due to irraconc liable differences 6 
prof rasponslbt lity 

HILT, 0 D Hilt, DO 83/09/23 8LDCH. P . KLINE. J R , BRIOHT.O 0 
Atoflilc Safety and Licensing Board Panel ip 18693 130 34X 

Flche 90-440, QS/OB/EO, 8308310031 


a Inspection reports, lE Bulletins tc correspondence 


8212060389 IE Info Notice 83-14, ''Dewatcrad Spanb Ion Eichanga Resin 
Bufceptlbllity to Exothermic Chemical Reaction " Sve list 
enel 

TAYLORiJ H Division of Safeguards & Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

lt2pp 1S30S 319. 24X Rich e ■ 90-000, 83/03/21, 8212060389 


8304190362 Forwards IE Insp Rapts 90-440/83-09 It 90-441/83-08 on 
830314-17 No noncomp 1 lane a noted 

LITTLE.W 8 Reglpn 3, Dfflco of Director 83/04/01 EDELKAN. M ft 
Cleveland Electric Illuminating Co 2pp 17932 129 24X 

Flche 90-440.83/04/01,8304190362 
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--6304 1903*4 IE Imp R«pts 50-440/63-09 (. 30-441/83-06 on B303I4-17 No 
noncanp ] 1 ance noted Major area* inspected licensee actions 
on 10CFR50 SSIe > Items 

W4RJ), K C . CILlMQEflO.H L , OAMELSON, D H ReSion 3. Office of 
Director 63/04/01 9pp 17962 131 24X Flcha S0'440» 63/04/01 i 

6304130362 


0303040021 IE Info Notice 03-21. "Defective Bnergencv Us* Respirator " 
Svc list end 

JOROAN.E L Division of Emergencv Preparedness & Engineering 
Response CPost 6301031 63/44/13 Consolidated Edison Co of Neui 

Vort. Inc 126pp IS43S 1S5 24X Fiche 30-000.63/04/15.0303040021 


0303040023 IE Info Notice 63-22. ”0HR 5af e tg/Rei 1 «f Valve Failures " 
Sve list end 

VQRDANi E L Division of Enargencu Preparedness It Engineering 
Response IPost 630103) 63/04/23 Consolidated Edison Co of Neui 

Vort. Inc 112pp 10383 069 34X Fi ch e 50-000. 33/04/22, 8303040023 


830304002S IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Sge " Eve list end 

vIOROAN. E L Division of Emergeneg Preparedness & Engineering 
Response tPost 6301031 03/04/25 Consolidated Edison Co of Neu 

York, Inc llfpp 16361 291 24X Fiche 50-000. 83/04/35. 6303040025 


630304Q02& IE Info Notice 63-24. "Loose Parts In Secondary Side of 
8t«am Generators at PMRs " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031 63/04/26 Consolidated Edison Co of Neie 

yorl. Inc ilSpp 18362 047 24X Fiche 50-000,93/04/28.630304402* 


6303040027 IE Info Notice 63-25. ''Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness 1. Engineering 
Response (Post 930103) 63/04/26 Consolidated Edison Co of Nev 

York. Ine 116pp 16302 1*5 24X Fiche 30-000,83/04/26.6303040027 


6343040028 IE Info Notice 63-2*. "Failure of Safa ty/Re 1 1 ef Valve 
Discharge Line Vacuum Dreakers " Svc list end 
JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 630103> 63/05/03 Consolidated Edison Co of Neu 

York. Inc I22pp IB441 170 24X Fiche 30-000,03/08/03.8303040028 


6309I2DS6? Discusses guidelines developed to aid in revieu of IE 
Bulletin 79-15 re long-term operability of deep draft pumps 
Alternate qualification, method incorporating vibration 
monitoring t. std plant test procedures proposed enc 1 
NOVAK. T rt Assistant Director for Licensing 63/03/03 
HOLTZSCKER.O U Licensing Revieu Droup It Epp 1644033* 24X 

Fiche 50-000.63/05/03.63051205*9 


6303040030 IE Info Notice 63-37. "Operational Response to Events 
Concerning Deliberate Acts OlTected Against Plant 
Equipment " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 63/05/04 Consolidated Edison Co of New 

York, Inc H2pp 18382 262 24X Fiche 50-000.63/05/04.8303040030 


— 6305260243 IE Insp Repts 50-440/83-11 J. 50-441/83-10 on eOOWS-r*- 
Noncomp] lance noted turnover revlaus of purchase orders t 
Ins tal latlon/fabrl catl on packages performed ui/o egntrslljrii 
procedure 

MERRIREATHER, N . CONLON. T E Region 2, Office of Olrsrtdl 
83/04/18 Spp 10599 350 24X Fiche 50-440. 63/03/09. OOCJIft** 


6303040034 IE Info Notice 03-30. "Misapplication of Otnirit Eairil''! 
Operating Procedures <E0P) Ouldollnes " Svc list end 
JORDAN. E L Division of Emergency Preparedness 4i Englnilrtni 
Rssponte (Post 630103) 83/05/11 Consol Idatid Edissn Cs tf ^ 

York, Inc 114pp 10524 003 24X Fiche 50-000.63/09/11.0003^* 


6303040040 IE Info Notice 63-31. "Error in ADUPIPE Conpullr Pfistfs'' 
Sve list and 

JORDAN. E U Division of Emergency Preparednett & Emglntirlfi 
Response (Post 830103) 63/05/19 Contalldatcd Edltsn Cs 

York. Inc 114pp 18697 009 24X Fiche 30-000. 03/<}9/ 19. tXOOlSK 


6303040046 IE Info Notice 03-33. “Nonrapresen tat 1 ve 8anpllP| tt 
Contaminated Dll " Svc 1 1 s t end , 

JORDAN. E L Division of Emergency Preparedness %i Englnttrini 
Response (Post 630103) 63/05/2* Consolidated Edison Cs iF N* 

York, Inc ll4pp 18647 007 S4X Fiche 50-000. 63/03/84. e»K+XA 


S Reportable occurrences. LERs (t related corr eippndtnci 


8305020900 Second Interim deficiency rept re linear Inditillsni ssM 
whip restraint bracket (uelds for D21/033 sys Initially 
reported on 621286 Orackets will be removed & structure) 
steel brackets reworked Next rept by 030701 
EDELMAN, M fi Cleveland Electric Illuminating Co Ol/Ol/IS 

KEPPLER, J 0 Region 3, Office of Director 2pp 10261 945 M 

Fiche 90-440,03/04/15,8309020900 


6305130222 Part 21 rept re potential ASME Section lit b VvIdlsIJi" 
Initially reported on 630412 Scope b condition qf 
nonconformance under investigation 

WHEATON. UR Borg-Uarncr Corp 63/04/15 HARTIN.JB Kills' b 
Office of Director 4pp 16439 33* 24X Fiche SD-41D. 03/44/l>. 

6305130222 


6309020308 Revised final deficiency rept re inconplabe fill fitillfia 
biological shield mail concrete of reactor bldgs Dus te 
const tchedul ing. Unit 1 b 2 repairs ulll be completed 
by 630631 b 1231. respectively 

EDELMAN, MR. Cleveland Electric Illuminating Co 63/04/19. 
KEPPLER, J 0 Region 3, Office of Director Ip 10277-179 >11 

Fiche 30-440,83/04/19.8305020300 


830904048* Interim deficiency rept re nonconforming condition 
Class IE lou voltage switchgear mfg by Drown Soverl 
Electric Initially reported on 821222. Me Id Ing fli plannid 
for cubicle EF2C03 Final rept will be submitted by 831(30 
EDELMANi M n Cleveland Electric Illuminating Co DS/OI/SI. 

KEPPLER.J 0 Region 3. Office of Director 2pp 16319 393 Sir 

FI cha 30-440. 63/04/27, 8305040406. 


6353040D31 IE Info Notice 63-29. "Criteria for Protective Action 
flecommendatl ons for General Emergencies '' Svc list end 
JORDAN. E L Division of Emergency Preparedness (k Engineering 
Risponse (Post 830103) 83/03/04 Consolidated Edison Co of Nsu 

York. Inc I IVpp 16441 001 24X Fiche 30-000,83/59/04,6303040031 


6305120130 Summary of 03O4S* meeting u/utsl In Perry, OH re containment 
weld deficiencies addressed In iE insp reps Acceptability 
study ongoing 

STEFANO. J J Licensing Oranch 1 63/05/04 VOUNOBLDOD. 6 J 

Licensing Branch I Spp 10435353 24X Fiche 90-440,03/09/04. 

6309120130 


6309170203 Advises that liquid penetrant testing utiliced at 
alternative to magnetic testing an containment vessel 
penetration welds per IE Bulletin 60-08 response 
EDELMAN. M R Cleveland Electric Illuminating Co 03/09/09 

KEPPLER. J 0 Region 3. Office of Director Ip 1046*. 390 24X 

Fiche 30-440,03/09/05,8309170203 


6303040033 IE Info Notice 63-29. "Fuel Binding Caused by Fuel Rack 
Deformation *' Sve li&b encl 

JORDAN. E L Division of Emergency Preparedness tc Eng in firing 
Response (Post 930103), 63/09/0* Consolidated Edison Co of New 

York, Ine IIDpp 18923 246 24X Fiche 50-000. 03/05/0*. 6303040033. 


63092*023* Forwards IE Insp Repts 80-440/83-11 it 50-441/83-10 on 
630326- (7401 b notice of violation 

LITTLE.WS Region 3, Office of Director 83/09/09 EDELMAN, MR. 
Cleveland Electric Illuminating Co 2pp 16599 347 24X 

Fiche 90-440.83/65/09.0309260236 


830904049* Final deficiency rept re potential brsech of ml lnls|M| 
of hydrogen Igniter Model *043 glow plug component supfiilf 
by Power Sys Initially reported on 630307 Igniters rspSirif 
Also roportable per Part 21 

EDELMAN. M R Clevtland Electric Illuminating Co 83/04/37 
KEPPLER, J 0 Region 3, Office of Director 2pp IDOIf.OW 
Fiche 50-440.83/04/37,630504049* 


B30S100394 Interim deficiency rept re failure of Johnson ConlfiliiDc 
to adequately verify acceptab i 1 1 ty of Unlstrut Corp OA 
program Implementation Initially reported on 630329 
Corrective action request (< nonconformance rept Issued 
EDELMAN.MR Cleveland Electric Illuminating Co 03/04/M. 

KEPPLER.J 0 Region 3, Office of Director 2pp 10377 3S7 

Fiche 50-440, 63/04/26, 6309100394 


830S0404&9 Interim deficiency rept re incorrectly sljsd rifcUs 
presiure vessel water level transmitters Nsplacsment of 
transmitters expected by 830901 Final rept will be lubatltld 
upon work completion 

EDELMAN, M R Clevtland Electric lUumlnatlng Co 83/04/29 
KEPPLER.J C Region 3. Office of Director tp 10319:339 iff 
Fiche- 50-440. 63/04/29. 6305040465. 


0305100013 Second interim deficiency rept re defectivs 8alll» 
station devices installed in OE supplied balance-af-plsni 
panels Initially reported 610*2*. Seventy af 71 devices 
returned to OE for rework. Final rept due by 631201 
EDELMAN, M R Clove land Electric Illuminating Co. 03/O4/2T. 

KEPPLER.J. 0 Regions, Office of Director. Spp 10421il44 «'* 

Fiche 50-440, 03/04/29, 6305100013, 
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8309100333 Sicond interim deficiency) rept re ASME Code Section tlt< 
Clait 3 piping lupports lupplled tiy Transemerlce Delavali 
Inc u/o nietl certification tnltlatli| reported on 030329 
Supports reanatgzed Nett rept bg 030701 

EDELHAN. M H Cleveland Electric tllumlnatlng Co B3/04/2? 

REPPLEB. J O Region 3< Office of Director 2pp 18379 009 a4X 

Flche 30-440.03/04/29,8303100333 


D3a913023& Final Deflclencg Rept RDC 71(83) re breakdoun In QA program 
of Carbol ine. Co Initiallg reported on 830408 Program 
lna<ieq.uata to meet requirement of lOCFROO, App D Corbollne 
Co Initiated neu change* to OA program 

EOELMAN. n R Cleveland Electric Illuminating Co 83/03/06 

REPPLEB, <J 0 Region 3. Office of Director Spp 18439 318 a4X 

Flche 90-440. 83/09/06. 8309130236 


8309130248 Interim Deflclencg Rept RDC 70(83) re restart of control 
complex chiller folloutng loss of offsite pouer or LOCA 
Initially reported on 830407 Final rept expected bg 830819 
Also reported per Part 21 

EOELMAN. n R Cleveland Electric Illuminating Co 83/03/06 

REPPLEB. J 0 Region 3, Office of Director 2pp 18439 212 24X 

Flche 90-440.83/09/06.8309130248 


T Hearing transcript* on non-ant 1 trust matters 


8309030926 Forwards Region III testlmong re QA issues of fact 
contained In A0LB 821222 order 

CUTCHIN. J. H Hearing Branch 4 03/09/02 DLOCH. P. B > DRIOHT.O 0 . 

KLINE. J R. Atomic Safety and Licensing Board Panel Ip 18272 117 
24X Flche 90-440.03/09/02.8309030926 


— 8309030937 Testlfflong of Region lit panel consisting of JE Konklln.CC 
Mllllams.OF Maxwell tt KL Olldnar re QA Issues of fact 
contained In A5LB 821222 order Discusses const activities Si 
Implementation of QA program W/praf qualifications 
KONKLIN. 0 E . UILLIAH8.C. C . HAXUELL.O. F Region 3, Office of 
Director 83/09/02 33pp 18292 tlB. 24X Flche 90-440,83/09/02. 
8309030926 


8303040906 Forwardi testimony of MR Edelnan ti OR Leidich re QA program 
for control of safety-related contractors (Issue 3) 
aiLBERO, J. E , OLASSPIEOEL. H Shaw, Pittman. Potts tt Trowbridge 
83/09/02 BLOCH. P B , RLINE. J R , BRIGHT, 0 D Atomic Safety and - 
Licensing Board Panel 2pp 18322 069 24X Flche 90-440,83/09/02. 

8309040906 


— 8303040916 Testimony of MR Edelman b OR Leldlch re iJt<\ QA program for 
control of safety-related contractor* (Issue 3) 

EDELMAN.M R . LEIDICH. 0 R Cleveland Electric Illuminating Co 
83/09/02 3Qpp, 18322 071 24X Flche 90-440,83/09/02,8309040906 


6309110004 Transcript of 830909 telephone conference in Bethesda.MD 
Pp 809-8Bd 

e Atomic Safety and Llcanilng Board Panel 83/09/09 78pp 
18408 289. 84X Flche 90-440,83/03/09,8309110004 


8309260093 Transcript of 830923 hearing in Palnesvl I le, OH. Pp 884-994 
Supporting documentation end 

^ Atomic Safety and Licensing Board Panel 83/05/23 128pp 

18622.182. 24X Flche 90-440,83/03/23,8305260093 


8309310137 Transcript of 830924 hearing in Painesv 1 1 le, OH Pp 996-1.226 
Supporting documentation end 

a Atomic Safety and Licensing Board Panel. 83/09/84 272pp 

18697.120. 24X Flche 90-440,83/03/24,9309310137 


DOCKET SO-443 BEABRDDK NUCLEAR STATION, UNIT 1 


A Applicatlon/constructlon stage documents 1, correspondence 


B309130339 Forward* ACRE 830419 1 tr re review of application for OL. 
reporting on low power operation 

KNIGHTON. O M Llcenilng Branch 3 83/04/29 HARR ISON, R. U. Public 

Service Co, of New Hampshire 3pp 18497.328 24X 

Flche. 90-443. 83/04/29, 8309130335 


— 6309130339 Comments on lower power operation review of OL application 
Operation reasonably assured at co,re power level* up to 
9X full power u/o undue risk to public health safety 
EGERSOLE. J, C. ACRS - Advisory Committee on Reactor Safeguards 
83/04/19, PALLADINO. N J Commlse loner* 3pp, 18497.331 24X 

Flche. 90-443, 83/04/29, 8309130333. 


8309110016 Notification of S305H meeting u/util In Bethesda.MD to 
diecuss projected const completion date, 

HMEELERiU. I. Licensing Branch 3. 83/04/28 KNIGHTON, OH 

Cleansing Branch 3 4pp 18421:238 24X Flche . 90-443, 83/04/28, 

8309110016. 


B30304O333 Doard Mot i f i c a 1 1 on. 83-057 forwards differing prof opinions 
re sys Interaction 6 safety classification Info relates to 
Board Notifications 83-17 & 83-44 re Unresolved Safety Issue 
A- 17 

EISENHUT. D 0 Division of Licensing 83/05/04 PALLADINO. N 
Cammissloners 22pp 18337 139 24X Flche 90-000.83/09/04, 

8309040323 


8309130332 Requests description of environ qualification program 
including listed items Scops of submittal to Include all 
electrical equipment important to safety located in harsh 
envtr on 

KNIOHTON.O W Licensing Branch 3 03/09/09 HARRISON.R J Public 

Service Co of Ncu Hampshire 4pp 18437 334 24X 

Flche 30-443,83/09/05.8303130332 


8309090699 Generic Ltr 83—20 to all operating reactor licensees t< 
holders of CPs re integrated scheduling for Implementation 
of plant mods Sve list encl 

EISENHUT, D 0 Division of Licensing 33/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 153 24X 

Flche 90-000,83/09/09.8309090699 


8309270019 Bequests eitenalon of CP completion dates for Units 1 t 2 
to June 1986 & Oct 1988, r espec tlve 1 y, p er Amend 40 to 
CPPR-133 it CPPR-136 

DEVINCENTIS, J Vankeo Atomic Electric Co DEVINCENTIB, J Public 
Service Co of Now Hampshire 83/05/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18662 107 24X 

Flche 90-443,83/05/16,8305270019 


E NRC Safety Evaluation Report I SER ) , suppls 6 correspondence 


8309170668 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
gEABHOOK STATION, UNITS I AND 2 Docket Nos 30-443 And 
go-444 (Public Service Company of New Hamp s h i r e , e t al J 
« Division of Licensing NLIREO-0896 SOI 83/04/30 32pp 
Available at NRC 44 90 18481 332 24X Flche SO-443> 83/04/30, 

8305170668 


8309260038 Forwards 0upp 1 1 to eeR re application for OL H/o encl 

KNIOHTON.O H Licensing Branch 3 83/05/12 KARHlSaN.R J Public 

Service Co of New Hampshire 4pp. 18649 080 24X 

Flche 90-443,83/09/12, 8303260038 


F Security, medical, emergency 6 fire protoctlon plans 


8309090323 FOIA request For addl Info re earlier request on Pilgrim dtd 
821103 concerning similar documentation for Ssabrook 
fac 1 1 1 ties 

SHOTHELL, J A Massachusetts, Commonwea 1th of, 83/01/03. 

FELTON, J H Division of Rules and Records 2pp 18368 OOl 24X 
Flche 90-443,83/01/09,0303090323 


8309090529 Partial response to FOIA request for addl Info re 821103 
request pertaining to faci 1 1 ty. Forwards App A documsnts 
Documents also available In PDR App 0 dneuments completely 
withheld (ref FOIA Exemption 3) 

FELTON, J N Division of Rules and Records, 03/03/10 SHOTHELL. J A 
Massachusetts, Commonwealth of, 3pp 16360 003 24X 

Flche 30-443,03/03/10,8303090329 


— 8203190093 Forwards branch review comments of facility emergency plan, 
performed against NURE0-06S4 criteria Addl tnfe & 
commitments required prior to acceptance 

PAOANO. F 0 £P Licensing Drench 82/03/03 MIRAGLIA. R U 
Licensing Branch 3 20p p 16360 014 24X Flche 90-443,83/03/10. 

8309090529 


— 8209190078 Requests findings on prnmpt pruiectlve action decisionmaking 
In States of VT.NH & HA Significant problem mag exist 
w/offslte preparedness in listed states "Site &, Environ 
Interface," Chapter 2 encl 

ORIMES, D K Division of Emergency Preparedness <Pra 030103) 

02/04/27 KRIHH, R H Federal Emergency Management Agency 6pp 
18368 034 24X Flche 90-443,63/03/10,0305090529 


— 8309090614 "Estimates of Evacuation Time for aoabrook Nuclear Power 
Station " 

• HMM Abedc iatei, Inc 83/03/10 36pp 16368 155 24X 

Flche 30-443,03/03/10,0305090929 


8309030006 Forwards United Engineers t. Cons true tar s General Arrangenen* 
Drawing 9736-F-8O9062 re fire protection of primary 
component cooling water pumps, per util 830121 ltr U/o end 
DEVINCENTIS, U Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Nau Hampshire 83/03/02 KNIGHTON, G H. Licensing 
Branch 3 2pp 18339 083 24X Flche 90-443,63/09/02.8309090006 
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DOCKETED ITEMS 


0309110034 Generic Ltr 03-21 to ell licensee* of operating reactor*, 
applicants for OLs k holders of CPs re clarification of 
access to control procedoro* for law enforcement visits 
Svc list end 

EISEMHUT.D 0 Division of Licensing 03/03/11 Consolidated 

Edison Co of Neu Vork. Inc 16pp 10540 095 a4X 
Flche 50-000. 63/05/11. 0305 1 10034 


B309240213 Forward* monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

0IRCK8.U J Office of the Esecutive Director for Operation* 
83/05/13 PALLADINDpMJ Commissioners Spp 10593 383 84X 

Flche 50-000.63/05/13.8305240313 


0 Adjudicatory correspondence 


03091003315 Forward* responses to New England Coalition on Nuclear 
Pollution f ourth. e 1 ith. elgh th. twelfth, f ourteerth «< fifteenth 
motions for summary disposition 

teSSY.R P Hearing Branch 3 03/03/31. HOYT.H . LUeOKE. E A . 

HARBOUR. J Atomic 8afety and Licensing Board Panel 2pp 
18411 001 34X Flche 90-443.03/03/31.0305100356 


-6305100375 Response to twelfth motion for summary disposition of New 
England Coalition on Nuclear Pollution Contention 1 D 1 NRC 
cannot agree or diiagree w/statement of mat! fact until 
receipt of preservlce 6 inservlce Insp programs 
LESSYi R P . PERLtH.R 0 Hearing Branch 3 03/03/18 Atomic 

Safety and Licensing Board Panel 2Bpp. 184 11 003 24X 

Flche 90-443,03/03/81.0309100356 


— 8305100393 Response to fourteenth motion for summary disposition of New 
England Coalition on Nuclear Pollution INECNP) No genuine 
Issue of matl fact exists fc NECNP entitled to favorable 
dec Isl on 

PATTERSON. W F i LESSY, R P. Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel 9pp 18411 038 84X 

Flche 50-443,03/03/21.03091003 56 


— 0305100400 Affidavit of RK Anand on New England Coalition on 
Nuclear Pollution Contention 1, D 3 Requirement* of GDC 30 
satisfied. 

ANAND. H K. Auxiliary System* Branch. 03/03/10 App 10411 037 
24X Flche- 50-443, 63/03/315 0305100396. 


— 8305100411 Response to fifteenth motion for summary disposition of 
New England Coalition on Nuclear pollution INBCNP) 

Contention J 0 No genuine Issue of matl fact exist* 6 NECNP 
entitled to favorable decision 

PATTERSON. M. F . LESSY. R P Hearing Dranc^i 3 03/03/10, Atomic 

Safety and Licensing Board Panel 4pp IB41I 043, 84X 

Flche 50-443.63/03/81,6309100396 


— 8303100419 Affidavit of RO LaOrange on util commitment to qualify 
wide-range pressure transmitters per NURE0-09SB 
requirements Commitment acceptable 

LAGRANGE. R O Equipment Oua 1 Ifica t Ion Branch 83/03/iB Spp 
10411 047 24X Flche- 90-443, 03/03/31. B30910B396 


--8309100489 Response to fourth motion for summary dispositton of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
I 1 Requirement to quellfy path to cold shutdown not 
needed. Conitentl on must be dismissed 

PERLIS.R 0 5 LE66Y.R P. Hearing Branch 3 03/03/10 Atomic 

Safety and Licensing Board Panel 2pp 10411 090 24X 

Flche 90-443.63/03/21.8309100396 


—8309100430 Response to sixth motion for summary disposition of Ntu 
England Coalition on Nuclear Pollution (NECNP) Contantion 
NH-13 No genuine Issue of matl fact exists 6 NECNP entitled 
to favorable decision 

PATTERSON. H F . LESSY.R.P Hearing Branch 3 03/03/18 Atonic 

Safety and Licensing Board Panel 9pp. 10411 09S. 24X 

Flche 90-443,83/03/21,8305100356 


—8309100439 Affidavit of JT Higgins on util propoisd alternatlvff to 
NUftEO-0737( Item I A 1 I requirements re ihlft technical 
advisor position Proposal acceptable 

WIOOINS.W T Division of Project 6 Resident Program* 03/03/17, 
Spp 1841 1 097 24X Flche 90-443.83/03/21,8309100396, 


—8309100432 Response to eighth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
I A 2 No genuine issue of matl fact exists L NECNP entitled 
CO favorable decision 

PATTERSON. W F , LEBSV, ft P. Hearing Branch 3 83/03/18. Atomic 

Safety and Licensing Board Panel. 4pp 18411:099 24X 

Flche 90-443,83/03/21,0309100396 


— 0309100434 Affidavit of RG LaOrange on qualification of Class IE 
electric valve operators Installed Inside containment. Util 
committed to qualification per NUREO-0980 

LAGRANGE. R 0 Equipment Qualification Branch 83/03/10. Spp, 
10411 064 24X Flche 90-443.03/03/21,0309100396 


8309100153 Forwards CV Liang, HT LeFave 6 SS Klrslli joint affidavit 
reviewing t< commenting on Table I A 2-3 which includes 
lifting of all electric valve operators inside containment, 
per ASLB request 

LESSY. R P Hearings Division PATTERSON. W F Office of the 
Executive Legal Director 83/04/80 HOYT.H , LUEBKE. E A , 
HARBOUR. J Atomic Safety and Licensing Board Panel 3pp 
18374 253 24X Flche 90-443,63/04/20,8309100190 


— 0309100166 Affidavit of CV Liang, HT LeFave L 89 Klrtlie providing 
results of NRC review of Table I A 8-3 concerning environ 
qualification of electric valve operators installed inside 
containment Prof qualifications end 

LIANG. C V Reactor Systems Branch LEFAVE. W T Auxiliary Sysliai 
Branch KlRSLtS.S S Chemical Engineering Brandi 83/04/19 
16pp. 10374' 255 24X Flche 50-443,83/04/30.8305100198. 


8309100219 Forwards supplemental responses to New England Coelltioo 
on Nuclear Pollution Interrogatories 4-S re Contention 
I A. 8 In NRC 831888 response to first set of 
Interroflatorle* H/affldavlt* re review of Table I A 2-3 
LESBV.R P, Office of the Executive Legal Director 83/04/80. 
CURRAN. 0 Hermon «< Helss Spp 10374 149 24X 

Flche 90-443,83/04/80,8305100219 


—8309100831 Supplemental responses to New England Coalltio'n on Hvclier 
Pollution Interrogator la* 4-8 re Contention I.A 8 In NRC 
881888 response to first set of Interrogatories Affidavits 
re Table 3 A. 3-3 end 

LESSY. R P , PATTERSON, H. F Office of the Esceutlvi Legal DlridST 
83/04/20 Atomic Safety and Licensing Board Panel, HpP. 
18374 147 a4X Flche 90-443, 83/04/80, 8309100819 


8305020439 Forward* Town of Seabroek request to participate at 
Interested municidallty Interests lie In areas of smirgency 
planning, insurance h accidents 6 precautionary evacuation. 

FELCHi F B , RANDALL, W 1., FALCONER, U C Seabrook, NH. 83/04/22 
HOYT.H F Atomic Safety and Licensing Board Panel ip 18273 Ifi 
24X Flche 50-443.83/04/22,8305020485 


—8309020429 Request to participate as Intsratted municipality per 
lOCFR2.719(d 

FELCH. F 0 , RANDALL, H I , FALCONER, UC 6 sa brook. NH. 83/04/22 

Atomic Safaby and Llcinslng Board Panel ip 18273 197. SAt 
Flche. 90-443, 83/04/82, 8305080425 


8309080493 Forward* Town of Exiter request to partielpats as IntsTftlil 
municipality 

CKICK. D E Exeter, NH 83/04/26 HOYT.H F Atomic Safety and 
Licensing Beard Panel Ip 188B3’396 S4X Ft eh ti 90' 4 43, 83/04/36, 
0309030483. 


— 8309080406 Request to participate a* Intarestad municipality per 
10CFR3 719(0 

CHICK. 0 E Exeter, NH. 83/04/86 Atomic Safety and Liceniihl 
Board Panel Ip 18282 899. S4X Flche' 90-443, 83/04/86. 
8309020483 


8309030941 Motion to reconsider ASLB 830489 memorandum L order in 
reiponse to New England Coalition on Nudiar Pollution 
objection to 830414 conference call Complexity of lssi)« 
justifies 80-day response period Certificate of 8vc end. 

CURRAN, a r BIBHOP.L L New Eng lend Coalition on Nuclear Pettutien 
BISHOP. L L Harmon k Helss. 83/04/89, Atomic Safety and 
Llcsnslng Board Panel 9pp 10301,387. 24X Flche, 80“443. 83/04/24. 

8309030541 


8309030970 Order admitting Town of Exeter, NH as Interested 
muntelpaiity Exeter must observe procedural requirements It 
take proceeding es found 

HOVr, H, F Atomic Safety end Licensing Board Panel. 03/04/89. 
Exeter. NH 7pp 18306:110 24 X Flche 80-443, 83/04/89. B30903091C 


8309040300 Rexponte to New England Coalition on Nuclear Pollution 
motion to amend petition to intervene. Addl contention should 
be denied on grounds of tlmtllneii or partially dtnled or 
ground# of vagueness Certificate of Svc end 
DIOKAN. T 0 < GAD, R.K. Public Service Co of New Hempehlre, 

DIOKAN. T <3 Ropes k Gray 83/04/89 Atomic Safety and Llcsnilfl 
Board Panel 16pp 10384 001 34 X Flche' 90-443.83/04/89. 

0305040300. 



DOCKETED ITEMS 


8a0904031& J^oipante to Town of SeabrookiNH request to participate as 
Intercftad nunic Ipal 1 tv Einergencq planning exercise t< public 
Ineuranca coverage issues mag not be litigated in present 
proceeding Certificate of Svc end 

DtfiNAMi T 0 • OtONANi T 0 Public Service Co of New Hampshire 
9AD<R K Ropes U Drag S3/04/a9 9pp 18323 2?9 24X 

flehe. 90-443. 03/04/89. 8308040316 


0303160019 riesponsB opposing NRC 830420 affidavit supporting assertion 
that none of unqualified electric valve operators Inside 
containment are Important to safetg Failure to operate could 
prevent successful cooling of reactor 

CURRAN, D , JORDAN, W S New England Coalition on Nuclear Pollution 
CURRAN, D Harmon (< Uelss S3/OS/12 Atomic Safetg and Licensing 
Board Panel 4pp 10452 341 24X Flche 50-443. 83/05/ 1 2, 0303160019 


8309090901 Foruiard t request to participate as interested (nunicipalitg 
In proceedings 

SAROENTi A V aalliburg.MA 83/09/02 HOYT.H F Atomic Safetg and 
Licensing Board Panel 2pp 18368 138 24X Ficho 90-443,83/09/02, 
8309090901 


—8309090908 Req.uest to participate as Interested munieipalltg in 
prectedings 

SAROENTi A V Sallsburg.HA 03/09/02 Atonic Safetg and 
Licensing Board Panel Ip 18368 139 84X Fiche 90-443.83/09/02, 

8303090901 


8309060329 Responds to Neu England Coalition on Nuclear Pollution t. 
State of NH submittals subsequent to 030407-00 prehearing 
conference Objects to word ''omission" in reuorded 
Coalition Contention IDS, 

UEaSY. R P. Hearing Branch 3 83/0S/04 HOYT, H , LUEBKE, E A , 

HARBOUR. J. Atomic Safetg and Licensing Board Panel 4pp 
10344 OBt. a4X Flche 90-443,83/09/04,0309060329 


S309060463 Order dinging Ntu England Coalition on Nuclear Pollution 
030489 motion for reconsidiratlon of ASUS 030489 memorandum 
& order No baeli exists to reconsider order 

HOYT.H F Atomic Safetg and Licensing Board Panel 82/09/04 Neu 

England Coalition on Nuclear Pollution 3pp 18340 078 84X 

Fiche 90-443.83/09/04.8309060463 


8309090900 Order admitting Toun of Seabrook.NH as Intareited 
munieipalltg Alt procedural requirements must be observed 
HOYT.H F Atomic Safetg and Licensing Board Panel 03/09/06 6pp 
10368,140 SAX Fithe 90-443. 83/05/06. 0309090900 


8309100S00 Order admitting Town of Salisburg.MA as interested 
municipality List of Seabroot contentions remaining at of 
830414 end. 

HOYT. H.F Atomic Safetg and Licensing Board Panel 03/09/06 
Atomic Safetg and Licensing Board Panel 6pp 10374 083. S4X 
Fiche: 90-443. B3/09/06, 0309100200 


8309S70973 Requests Inclusion as intervenor in upcoming hearings re 
evacuation planning for fad litg 

MOHLeSi 8 U Northampton Countg, PA 03/09/07 Atomic Safetg and 
LlceJitlng Board Panel. 3pp 10646 118 a4X Flche 90-443,03/09/07, 
9309270973 


8309100334 Responta opposing New Engl'and Coalition on Nuclear 
Pollution 830481 motion to emend petition to intervene 
Motion should be rejected as untimelg filed Certificate of 
Bvc end 

PERLI9, R. O . LESSY, R P Hearing Branch 3 03/09/09, Atomic 

Bafaty and Licensing Board Panel app 10370.389 84X 

Flche 90-443.83/09/09,0309100334 


G303130087 Informs that Strafford Countg Superior Court will be 
available for ABLB hearings during part of Uul 6 all of Aug 
1983. In rasponte to request for hearing 

B'AMOURB.N E Houte of Rep 03/09/09 HOYT.H F Atomic Safetg and 
Llcenelng Board Panel Ip 1S440 044 84X Flche 90-443.83/09/09. 

8309130007. 


0309170470 Memorandum (> order denying Neu England Coalition on Nuclear 
Pollution 030421 motion to amend petition to Intervene to 
admit new Contention NECNP Vll on environ qualification of 
electrical equipment Important to safetg 

HOYT.H F Atomic Safetg and Licensing Board Panel 03/05/13 New 

England Coalition on Nuclear Pollution 6pp 18470 09S 84X 

Flche 50-443.03/05/13,0309170478 


0305190346 Requests public meeting be held to receive public input for 
preparation of Toun of Hampton radiological emergexicg mgt 
p 1 an 

WALKER, J n Hampton, NH 03/05/13 Affiliation Unknown Ip 
19500 022 24X Flche 90-443.03/05/13,0303190346 


8305190199 Motion to amend petition to Intervene bg adding Contention 
SAPL Suppl 7, "Instrumentation for Detection of Inadequate 
Core Cooling " Oood cause exists for late filing Certificate 
of Svc end ,, 

BACKUS, R A Scacoast Anti-Pollution League BACKUS, R A Backus, 
Shea 6 Meger B3/05/16 Atomic Safetg and Licensing Board Panel 
5pp 18502 203 24X Flche 30-443. 03/03/16. S3031 90199 


0305250327 Requests MO Pearson be placed on svc list as Toun of 
Amesbury.MA repr e sen tati ve, per ASL0 030328 1 tr 

STUART, D L Amasburg, MA 03/09/16 HOYT. H F Atomic Safety and 
Licensing Board Panel Ip 18505 361 24X Flche 50-443,83/03/16. 
0309830327 


8305240431 Order promulgating schedules for proe eed 1 ng. 1 nc lud Ing 
schedules for technical safetg 2. onsite t. offsite amergencg 
planning contentions 

HDYTrH F Atomic Safetg and Licensing Board Panel 83/09/23 App 
18574 ISO 24X Flche 90-443,03/05/23,03092404 51 


S305310147 Response to SAPL motion to amend petition to intervene re 
SER open Items Motion should be denied on grounds of 
timeliness Certificate of Svc ene 1 

DIONAN. T 0 Public Service Co of New Hampshire DIONAN. T 0 Ropes 
& Gray 03/05/24 Atomic Safetg and Licensing Board Panel 0pp 
10651 209 24X Flche 50-443,83/05/24.0303310147 


8305270390 Order granting Town of North Hampton.NH 830507 petition to 
Intervene re evacuation planning & admitting town as 
Interested municipality In proceeding per I0CFR2 719<cl 
HOYT.H F Atomic Sofetg and Licensing Board Panel 03/05/85 
Public Service Co of New Hampshire 2pp 18649 361 24X 

Flche 30-443.03/09/25.0309270599 


H Oeneral corresp ondenee 


9305830331 Offers use of junior high school auditorium for Aug 1903 
licensing hearings Auditorium seats 300 people tc has 
adjacent nurses roem 6 bathroom for personal use 

NADEAU. J P , YOU NO. M L , HOLWAY. F 1 Rye, NH 03/09/20 HOYT.H F 

Atomic Safety and Licensing Board Panel Ip 1B992 104 84X 

Flche 90-443.03/09/20,8305230331 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8305130101 Henorandum t< order rnemorial 1 1 ing 830407-00 prehearing 
canfeTencc In Boston. HA Rulings made on filing of 
cantentlons re Neuiburyport. HA emergency plan (. re motions 
for funmarg disposition 

HOYT.H F, Atonic Safetg and Llcanslng Board Panel 83/05/11, 
Public Service Co of New Harnpsh Ire 36pp 10440.001 84X 

Fiche: 90-443. 83/09/1 1. 0309130181 


0309130392 Informs of uneasiness on selection of 1755 Cape Ann 
earthquake es facility std for design response spectra 
Critical safetg-r alated components should be designed to 
withstand larger Charleston event 

POMEROY. P H Rondout Associates POMEROY, P W ACRB - Advisory 

Committee on Reactor Safeguards 83/04/09 KERR.W ACR3 - Advisory 

Committee on Reactor Safeguards 2pp 10443 333 24X 

Flche 90-443.03/04/05,0309130392 


8309160068 Affidavit of OC Minor rispondlng to NRC 030420 affidavit on 
qualification of alactrie valva operators at plant Oparators 
must be eonstdared important to safetg 6 environmental 1 y 
qualified Certificate of Svc end, Related correspondence 
HINQRxO C, Neu England Coalition on Nuclear Pollution 03/09/11, 
lapp 10493 109 84X Fiche 90-443.83/09/11.6309160068 


0309130339 Forwards ACRB 030419 Itr re review of application for OL. 
reporting on low power operation 

KNIOHTDN, G W Licensing Branch 3 03/04/29 HARR ISOM. R J Public 

Servlet Co of New Hempshlre Gpp 10497 320 84X 

Flche 90-443,03/04/29,0309130339 


B309160002 Motion to file out-of-ilme answer to NRC affidavit re 
Contention I, A. 2 concerning environ qualification of 
alactrlc valve operators Inside containment Intervenor 
unable to complete review within 10-day period set by ASLB 
CURAANi D . JORDAN. W S New England Coalition on Nuclear Pollution 
CURRANiD. Harmon 6 Weiss 83/09/12 Atomic Safety and Llcanslng 
Board Panel 3pp. 10496 096 24X Fiche 90-443.03/09/18.8309160002 


"6305130339 Comments on lower power operation review of OL application 
Operation reasonably assured at core power levels up to 
9X full power w/o undue risk to public health & safety 
EBERSOLE. J. C ACRS - Advisory Committee on Reactor Safeguards 
63/04/19 PALLADINO.N J Commissioners 3pp 10497 331. a4X 
Flche 50-443,03/04/23,0309130339 
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a305130347 Concurs ui/NRC tt appltcdnt position establishing Cape Ann 
earth<iuake as controlling earth<iua)fe for facilities 
Supporting documentation encl 

HAXMELLi J C Maruell. J C MAXWELL. J C ACRS - Advisorg Committee 
on Reactor Safeguards 03/05/08 KCRfi. H ACftS - Advisory Committee 
on Reactor Safeguards 3pp 1B443 335 24X Flche 50-443# 83/03/OS. 

Q30S130347 


0 Inspection reports. IE Dulletins h correspondence 


0213060385 IE Info Notice B3-14. "Deuiatered Spent Ion Eichang* Resin 
Susceptibility to Eiothermlc Chemical Reaction '' Svc list 
end 

TAYLOR. JM Division of Safeguards & Inspection Programs (Post 
830103) 83/03/31 Consolidated Edison Co of Meu York, Inc 

lt2pp 10308 Ol’V 84X Flche 50-000.03/03/31.0213060385 


0305050116 Foruards IE Insp fiepts 50-443/83-05 tt 50-444/03-05 on 
830301-0400 No noncompliance noted 

BTAROSTECKJr R Division of Project 8< Resident Programs 83/04/01 
HARRISON.R J Public Service Co of New Hampshire 2pp 18343 244 
24X Flche 50-443.83/04/01.8305050116 


— 8305050119 IE Insp Repts 50-443/83-05 ti 50-444/83-05 on 830301-0400 No 
noncomp 1 1 ante noted Major areas Inspected work activities, 
procedures & records re sys It component Installation & 
structural steel erection 

CERNE. A C I GRAMM. R A . NARROW. L M Region 1, Of Pice of Director 
83/04/30 13pp 18J42 346 34X Flche 50-4 43.83/04/01,8305050116 


8303040021 IB Info Notice 03-21, "Defective Emergencg Use Respirator. " 
Svc list end 

JORDAN/E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 126pp IB43S 155 24X Flche 50-000.03/04/15,8303040021 


B303040033 IE Info Notice 03-23. "BHR Safe ty/fie 1 1 ef Valve Failures " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc llSpp 18383 009 a4X Flche 50-000. 83/04/32. 0303040023 


8303040025 IE Info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list encl 

JORDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc I19pp 18381 291 24X Flche 50-000.83/04/25.0303040025 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side ef 
Steam Generators at PHRs " Svc list encl 

jaR0AN,E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Necj 

York, Inc liSpp 10302 047 24X Fiche SO-000. 83/04/88, 0303040026 


8303040027 IE Info Notice 83-25. "Standby Oai Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, B L Division of Emergency Preparedness U Engineering 
Response {Post B30i03) 03/04/20 Consolidated Edison Co of Now 

York. Inc IlSpp 10302 165 34X Flche 50-000,03/04/36.8303040027. 


8303040028 IE Info Notice 03-26. "Failure of Sa fe ty /Relief Valve 
Discharge Line Vacuum Drealiers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York. Inc 123pp 18441 170 24X Flche 50-000,03/05/03.8303040028 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eyuipmsnt " Svc Hat end 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103), 83/05/04 Consolidated Edison Co ef New 

York, Inc 113pp 10382 283 34X Fiche 50-000. 83/05/04, 0303040030. 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies." 8vc list encl 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York. Inc 119pp 18441 001 24X Flche 50-000.83/05/04.0303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Ce. of New 

York, Inc llSpp 18523 240 34X Flche 50-000, 63/05/06, 0303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list encl 
JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co. of New 

York, Ine 114pp 10584'OO3 24X Fiche 50-000, 83/OS/l 1, 0303040034. 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of New 

York. Inc 1 14pp 10697 009 24X Flche 50-000,83/05/19,8303040040. 


6303040046 IE Info Notice 83-33. "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN.E 1. Division Of Emergency Preparedness l< Engineering 
Response (Post 630103) 83/05/26 ConseUdated Edison Co. of New 

York, Inc. 114pp 10647 007 24X Flche 50-000, 83/05/26, 0303040046. 


S Reportable occurrences. LERs it related correspondence 


0305110427 Part 31 tt deficiency repts re mltoperatlon of DB-416 reactor 
trip undervoltaga devices. Ini tial ly reported on 830430 
Attachments will be replaced w/devices w/uldened grooves 
to aecomniodate new retaining rings Hfg drawings revised 
RAHE, E P. Wsstlnghouse Electric Corp 83/04/21 OEVOUNO.R C 
Director's Office. Office of Inspection and Enforcement Spp 
18405 095 24X Fiche 50-000,83/04/21,8305110427. 


8305300495 Supplementary Part 21 rapt re adequacy of svc water cooling 
tower structure Transverse shear design adequate No defects 
exist Design of structure mods expected to be completed by 
830630 

SARBTEN, 0. E United Engineers 6 Constructors. Ine. (subs of 
Raytheon Co ) 83/04/29 Region 1, Office of Director Spp 

18514 033 24X Flche 50-443.83/04/89,0305200495 


0305160039 Final deficiency rept re sheared pinion keys on six 
Limitorque motor operators Initially reported on 820805 
Uestinghouse will replace pinion keys on all 8B-0 motor 
operators for Uestlnghouse valves 

DEVINCENTIS, J Public Service Co of New Hampshire 03/05/04 
8TAR08TECK1, R Division of Project 6 Resident Programs Spp 
18453 127 24X Fiche 50-443,03/05/04,8305160039, 


0305110299 PNO-I-63-048 on 830429, potential nonconformance identified 
in conduct of nondestructive evaluation on approx 2,400 
safety t< nonsafety-related welds, involving procedural 
violations during magnetic particle exam. 

CERNE, A , OAULO. R. Rtglon 1, Office of Director 03/05/06. Ip. 
18393333 24X Flche 50-443,83/05/06.8305110299 


0305190164 Second interim deficiency rept re Weitlnghouse EMD gate 
valve position Indication Initially reportsd on 830110 
Investigation continuing Detailed description, analysis of 
safety Implications (i corrective actions expected by 830610. 
DEUINCENT18, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/09 STAROBTECKI, R Division of 
Project St Resident Programs Spp 18502 235 24X 

Flche 50-443.03/05/09,0305190164 


0305200353 Final deficiency rept re D8-416 reactor trip switchgear 
malfunction Initially reported on 030422 Caused by 
deviations from breaker internal recommended clearances, 

Manufacturer drawings modified. 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/16 8TAR08TECKI, R Division of 
Project 6 Resident Programs Spp 18510' 091 24X 

Fiche 50-443,83/05/16,8305200353 


0305200402 Interim deficiency rept re svc water i< circulating water 
pump house structural Inadequacy Initially reported on 
83041? Detailed engineering evaluation scheduled for 
eofflplttlon by 830722 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/16 8TAR0STECKI, R, Division of 
Project t( Resident Programs Spp 18517 295, 24X 

Fiche. 50-443, 63/05/16, 8305200402 


8305250244 Second interim deficiency rept re power transistor heat sink 
separation from transistors In Westinghousc 7300 Series 
process instrumentation (c control sys cabinets Initially 
reported on 030310 Evaluation rept expected by 830630 
DEVINCENTIS. J. Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co Of New Hampshire 83/05/20 STAROBTECKI, R Division of 
Project 6 Resident Programs. tp 18592 297, 24X 

Flche. 50-443, 83/05/20, 8305250244 


U Congress ional/Executivt Correspondence 


0304350241 Requests suggestions for appropriate facility to accommodate 
licensing proceeding In reasonable specs 6 comfort I, w/o 
unnecessary handicaps 

HOYT, H. F Atomic Safety and Licensing Board Panel, 03/04/20. 
D'AMOVRS.NE. House of Rep Ip 18178 111, 24X 

Flche 50-443, 83/04/20, 8304250241, 
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DOCKET 90-44'4 8EABROOK NUCLEAR STATION, UNIT 8 


A Application/conttructlon stage documents & correspondence 


B30SI3033S Forwards ACR3 B30419 Hr re review of application for OL. 
reporting on low power operation 

KNIOHTONi 0 M Licensing Branch 3 83/04/83 HARRISON, R d Public 

Sarvica Co of New Hampshire. 3pp 16497 388 a4X 
Flcho 30-443, 83/04/85, 83031 3033S 


630911001& Notification of 830511 meeting w/utll in Bethesda>hD to 
discuss projected const completion date 

WHEELER, L L Licensing Branch 3 83/04/88 KNISHTON, 6 N 

Licensing Branch 3 4pp 18481 838 24X Flche 90-443,83/04/88, 

S30S1 10016 


0303040323 Board Notification 83-037 forwards differing prof opinions 
re sgs interaction t< safatg classification Info relates to 
Board Notifications 83-17 & 03-44 re Unresolved Safety Issue 
A-I7 

elSENHUT, D 0 Division of Licensing 83/08/04 PALLADINO. N 
Commissioners 82pp 18337 139 24X Flche 50-000,83/03/04, 

B30S040323 


0303130332 Rettuests description of environ qualification program 
l'nclui)4ng listed items Scope of submittal to include all 
electrical equipment important to safety located in harsh 
environ 

KNIOHTON, 0 H Licensing Branch 3 83/03/05 . HARRISON, R d Public 

Service Co of New Hampshire 4pp 18437 ^34 * 34X 

Flehe' 30-443, 83/03/03, 8303130332 


8303090639 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

ElSENHUT, 0 0 Division of Licensing 83/03/09 Consolidated 
Edleon Co of New Vork, Inc 16pp 18627 133 24X 

FAeha 30-000, 83/03/09, 8303090639 


S309270019 Requests extension of CP completion dates for Unite 1 *< 2 
to dune 1966 St 0ct 1988, respec tlve ly, par Amend 40 to 
CPPR-133 «( CPPR-136 

OEVINCENTia. d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 18662 107 84X 

Ficha 30-443,83/05/16,8303270019 


E NRC Safety Evaluation Report <3ER)> suppls >< correspondence 


0303170668 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
8EABR00K STATION, UNITS 1 AND 2 Docket Nos 30-443 And 
30-444 IPubllc Service Company of New Hampshire, et al > 

* Division of Licensing NUREO-6B96 SOI 83/04/30 32pp 
Available at NRC *4 30. 18481:332 24X Flche 30-443,83/04/30, 

B309170666 


B303860038 Forwards Suppl 1 to 9ER re application for DL M/o end 

KNIOHTQN, 0 M Licensing Branch 3 83/03/12 HARRlBON.R.d Public 

Sarvica Co of New Hampshire 4pp 18649 088 24X 

Flche! 30-443, 83/03/12, 8303260038 


F Security, medical, emergency 6 firs protection plans 


B30S090S23 FOIA request for add I Info re earlier request on Pilgrim dtd 
821103 concerning similar documentation for Seabroak 
facilities 

SHOTWELL, d A Massachusetts, Commonwealth of, 83/Ol/OS, 

FELTON, d.M Diviilon of Rules and Records 2pp 18368 001 24X 

Ficha 30-443,83/01/03,8303090323 


8305090329 Partial response to FOIA request for addl Info re 821105 
request pertaining to facility Forwards App A documents 
Oacumsnts also available in PDR App 0 documents completely 
withheld (ref foia Exemption S> 

FELTON, d.M Division of Rules and Records 83/03/10 SHOTWELL, d. A. 

Massachusetts, Commonwealth of, Spp 18368 003 24X 

Flche’ 30-443, 83/03/10, 8303090329 


—8203130093 Forwards branch review eemments of facility emergency plan, 
performad against NUREO-06S4 criteria Addl Info h 
eommitmente required prior to acceptance, 

PAoaNO.F 0. EP Licensing Branch 82/03/03. HIRAOLIA, F d 
Licensing Branch 3 20pp, 18368 014 24X Flche. 30-443, 83/03/10, 

0305090329 


— 8208190078 Requests findings on prompt protective action decisionmaking 
In States of VT.NH l» MA Significant problem may exist 
w/offslte preparedness in listed states “Site t< Environ 
Interface, ■' Chapter 2 end 

grimes, B K Division of Emergency Preparedness (Pre 830103) 

82/04/27 KniflH.R M Federal Emergency Management Agency 6pp 
18368 034 24X Flche 30-443,83/03/10.8305090329 


'B30S090614 ‘'Estimates of Evacuation Time for Seabrook Nuclear Power 
Station “ 

» HMM Associates, Inc 03/03/tO 56pp 18368 133 24X 

Flche 30-443,83/03/10,8303090329 


83050S0006 Forwards United Engineers & Constructors General Arrangement 
Drawing 9736-F-a05062 re fire protection of primary 
component cooling water pumps, per util 830121 ltr W/o enc I 
DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS, d Public 
Service Co of Now Hampshire 83/03/02 KNIGHTON, G W Licensing 
Branch 3 2pp 18339 083 24X Fiche 30-443,83/03/02,8303030006 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

ElSENHUT, D Q Division of Licensing 83/03/11 Consolidated 
Edison Co of New York, Inc 16pp 18340 095 24/ 

Flehe 30-000,83/03/11,8303110034 


G Adjudicatory correspondence 


8303100336 Forwards responses to New England Coalition on Nuclear 
Pollution fourth, si xth, eighth, twe If th, fourteenth L fifteenth 
motions for summary disposition 

LEBBV, R P Hearing Branch 3 83/03/21 HOYT, H , LUEDKE, E A . 

HARBOUR, d Atomic Safety and Licensing Board Panel 2pp 
1841 1 001 B4X Flche 30-443.83/03/81,8303100336 


——0303100375 Response to twelfth motion for summary disposition of Mew 
England Coalition on Nuclear Pollution Contention J 0 I NRC 
cannot agree or disagree w/statement of matl fact until 
receipt of preservico t< inservlce insp programs 
LE8SY, R P , PERLIS.R 0 Hearing Branch 3 83/03/18 Atomic 

Safety and Licensing Board Panel 38pp 18411 003 24X 

Fiche 30-443,63/03/21,8303100336 


— 8303100392 Response to fourteenth motion for summary disposition Of New 
England Coalition on Nuclear Pollution (NECNP) No genuine 
issue of matl fact exists 6 NECNP entitled to favorable 
decision 

PATTERSON, H F , LESSY, R P Hearing Branch 3 03/03/18 Atomic 

Safety and Licensing Board Panel Spp 18411 032 24X 

Flche 30-443,83/03/21,0303100336 


“8303100400 Affidavit of RK Anand on Now England Coalition on 
Nuclear Pollution Contention I D 3 Requirements of GDC 30 
satisfied 

ANAND, fi K Auxiliary Systems Branch 83/03/iB 6pp 18411 037 
24X Fiche 50-443,83/03/21,8303100356 


— 8303100411 Response to fifteenth motion for summary disposition of 
New England Coalition on Nuclear Pollution (NECNP) 

Contention I 0 No genuine issue of matl fact exists <■ NECNP 
entitled to favorable decision 

PATTERSON, M F , LESSY, R P Hearing Branch 3 03/03/18 Atomic 

Safety and Licensing Board Panel 4pp 18411 043 84X 

FUhe 30-443,03/03/21.8303100336 


—8303100419 Affidavit of RO LaOrange on uttl commitment to qualify 
wide-range pres sure Iransml t tere per NUREO-0300 
requirements Commitment acceptable 

LAGRANGE, R. O Equipment Qualification Oranch 83/03/IB Spp 
18411 047 24X Flehe 30-443,83/03/21,8303100336 


—8303100423 Response to fourth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
I 1 Requirement to qualify path to cold shutdown not 
needed Contention must be dismissed. 

PERLI8, R Q t LESSY, R P Hearing Branch 3 83/03/18 Atomic 

Safety and Licensing Board Panel 2pp 18411 030 24X 

Flche 30-443.83/03/21,8305100386 


—8303100430 Response to sixth motion for summary disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
NH-13 No genuine issue of matl fact exists ft NECNP entitled 
to favorab le decision 

PATTERSON, W. F , LESSY. R P Hearing Branch 3 P3/03/IB Atomic 

Safety and Licensing Board Panel Spp 18411 032 24X 

Flche 50-443,83/03/21,8305100336 
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--0309100439 Affidavit of JT Wiggln* on util propoisii alternative* to 
NllRE0-0737< Item I A 1 1 rsquirement* re shift technical 
advisor position Proposal acceptable 

MlOOJNSi d T Division of Project & Resident Programs 83/03/17 
Zpp 18411 057 34X Flche 50-443.83/03/21,0309100356 


— B309100432 Response to eighth motion for summarv disposition of New 
England Coalition on Nuclear Pollution (NECNP) Contention 
I A 2 No genuine Issue of matl fact eststs It NECNP entitled 
to favorable decision 

PATTERSON. M F . LESSV. R P Hearing Branch 3 03/03/18 Atomic 

Safetg and Licensing Board Panel 4pp 16411 059 24X 

Flche 50-443,83/03/21.0309100396 


— 0303100424 Affidavit of RO LaOrange on qualification of Claes IE 
electric valve operators installed Inside containment. Utl 1 
committed to qualification per NUREO-0388 

LAOHANOE.R O Equipment Oua 1 1 f icat Ion Branch 03/03/18 Spp 
1S4I1 064 94X Flche 90-443,83/03/21.8309100356. 


8309100198 Forwards CY Liang. HT LeFave t< 89 Klrslls joint affidavit 
reviewing (. coimnentlng on Table I A 2-3 which includes 
listing of all electric valve operators insida containment, 
per A0LB request 

LEGSYiR P Hearings Division PATTERSON. U F Office of the 
Executive Legal Director 83/04/S0 HOYT, H , LUEQKE, E A , 
HARBOUR, d Atomic Safety and Licensing Board Panel. Spp 
10374 252 24X Flche 50-443,03/04/20,0305100190 


—0309100166 Affidavit of CY Liang, UT LeFave S. 83 Klrslls providing 
results of NRC review of Table I A 2-3 concerning environ 
qualification of electric valve operators Installed Inside 
containment Prof qualifications end 

LIANO. C Y Reactor Systems Branch LEFAVE. H T Auxiliary Systems 
Branch KIRSLI8. S S Chemical Engineering Branch 83/04/19 
16pp 10374 259 24X Flche 90-443,03/04/20,8305100158 


6309100219 Forwards supplemental responsas to New England Coalition 
on Nuclear Pollution Interrogatories 4-8 re Contention 
I A 2 in NRC 62122B response to first Set of 
interrogatories U/affidavits re review of Table I A 2-S 
LEGSY.R P Office of the Executive Legal Director 03/04/20 
CURRAN. 0 Harmon t< Ualss 2pp 10374 145 24X 

Flche 90-443.83/04/20,0309100219 


—0309100221 Supplemental responses to New England Coalition on Nuclaar 
Pollution Interrogatories 4-B re Contention 1 A 2 in NRC 
821229 response to first set of Interrogatories Affidavits 
re Table I A 2-3 end 

LEGSY.R P , PATTERSON, M F Office of the Executive Legal Director 
63/04/20 Atomic Safety and Licensing Board Panel 14fp 
10374 147 24X Fiche.90-443. 83/04/20, 0309100219 


8305020429 Forwards Town of Seabrook request to participate as 
Interested municipality Interests He In areas of emergency 
planning. Insurance t accidents fa precautionary evecustton, 

FELCH.F fl , RANDALL, M I . FALCONER, d C Seabrook. NH 83/04/22 
HOYT. H F. Atomic Safety end Licensing Board Panel fp. 18273 196 
24X Flche 90-443. 03/04/22, 0309020429 


— 6309020429 Request to participate as interested municipality per 
10CFR2 719(d 

FELCH.F B . RANDALL. H I . FALCONER, d. C. Seabrook, NH 83/04/22 
Atomic Safety and Licensing Board Panel. Ip ie27ad77 24X 
Flche 50-443,83/04/22,0309020429 


8309020432 Forward* Town of Exeter request to participate es Intereited 
fflunlclpellty 

CHICK. D E Exeter, NH 83/04/26 HOVT.H F Atomic Safety and 
Licensing Board Panel Ip. Ia2a2 290. 24X Flche 50-443,83/04/26, 

0309020402 


-6309020406 Request to perttclpatc as Interested municipality par 
I0CFR2 719(cJ 

CHICK.D E Exeter. NH 03/04/26 Atomic Safety and Licensing 
Board Panel Ip 10202 299 24X Ficho 50-443,83/04/36, 

0305020482 


0309030941 Notion to reconsider AGLB 030429 memorandum fa order In 
responae to New England Coalition on Nuclear Pollution 
objection to 030414 conference cell Complexity of Issue 
justifies 20-dey response period Certificate of Sve end 
CURRAN. D . BISHOP, L L New England Coalition on Nuclear Pollution 
BISHOP, L L Harmon fa Uelse 03/04/29 Atomic SePetv and 
Licensing Board Panel 9pp I830I.397 24X Flche. 90-443, 03/04/29, 

0309030541 


8309030970 Order admitting Town of Exeter, NH as Interested 
municipality Exetar must abssrve proesdursi rsqutrements fa 
taks proctedlng as found. 

HOYT.H F. Atomic Safety and Licensing Board Panel G3/04/29- 
Eislsr, NH 7pp 1B306-110 a4X Flchs 90-443,83/04/89,8305030970 


B309040300 Responss to New England Coalition on Nuclear Pollution 
motion to emend petition to Intervene Addl contention should 
be denied on grounds of timeliness or portlelly dsnlsd on 
grounds of vagusness Certificate of Bve encl 
DIONANi r 0 . OAD, R K Public Service Co of New Hampshire 
DIONAN. T 0 Ropes fa Oray 83/04/29 Atomic Safety and Licensing 
Board Panel 16pp 18324 001 24X Flche 90-443,83/04/29. 

8309040300 


8305040316 Response to Town of Seabrook. NH request to participate as 
Interested municipality Emergency planning exercise fa public 
Insurance coverage Issues may not be litigated In present 
proceeding Certificate of Sve encl 

DIONAN. T 0 , DIONAN, T 0 Public Service Co of Now Hampshire 
OADiR K Ropes fa Gray 03/04/29 9pp 18323 299 24X 

Flche 50-443.03/04/29,0309040316 


8309090901 Forwards request to participate as interestad municipality 
In proceedings 

BAR&ENT. AV Salisbury, MA 03/09/02 HOYT, H F Atomic Safety and 
Licensing Board Panel 2pp 18362 138 24X Flche 50-443,83/09/02, 
8305090501 


— 8309090S02 Request to partlcipete as interested municipality In 
proceedings 

SARGENT, A V Salisbury, HA 83/09/02 Atomic 8afaty and 
Licensing Board Panel Ip 16362,139 24X Flche- 90-443, 83/09/02, 

8309090901. 


8309060329 Responds to New England Coalition on Nuclear Pollution fa 
State of NH submittals subsaquent to 830407-08 prehearing 
conference Objects to word '‘omission" In rewarded 
Coalition Contention 1. D 2 

LESBY.R P Hearing Branch 3 83/09/04 HOYT, H. , LUEBKE, E A. , 

HARBOUR, -J Atomic Safety and Licensing Board Panel. 4pp 
10344.081 24X Flche 90-443,03/09/04,8309060329 


0309060463 Order denying New England Coalition on Nuclaar Pollution 
830429 motion for reconsideration of A8LB 030429 memorandum 
tc order. No basis exists to reconsider order. 

HOYTiH F Atomic Safety and Licensing Board Panel 82/09/04. New 

England Coalition on Nuclear Pollution 3pp 18348,072. 84X 
Flche 50-443, 03/09/04, 8309060463. 


B309090908 Order admitting Town of Seabrook, NH at Interested 
municipality All procedural requirements must be observed. 

HOYT.H F Atomic Safety aijd Licensing Board Panel. 83/09/06. 6pp. 
18362 140 24X Flche- 90-443, 03/09/06. 6309090908 


8309100200 Order admitting Town of Sallsbury.MA as Intsrestad 
municipality List of Beabrook contentions remaining as of 
830414 and 

HOYT.H F. Atomic Safety end Licensing Board Panel. 83/09/06. 
Atomic Safety end Licensing Board Pansl 6pp 10374 023. 24X 

Flche. 90-443, 03/09/06, B309100200 


8309270973 Requests Inclusion as intsrvenor In upcoming hearings re 
evacuation planning for facility 

N0WLE8<a H. Northampton County, PA 83/09/07 Atomic Safety and 
Llcsnstng Board Panel Spp, 16646 112 24X Flche. 90-443, 83/09/07, 
8309270373 


8309100334 Response opposing New England Coalition on Nuclear 
Pollution 630421 motion to amend petition to intervene 
Motion should be rejected as untimely filed. Certificate of 
Hve and. 

PERLi8,R O. , LESSY, R P Hearing Branch 3 83/09/09 Atomic 

Safety and Licensing Board Panel Spp 18378' 329, 24X 

Flche 90-443, 83/09/09, 8309 1 00334 ■ 


8309130067 Informs that Strafford County Superior Court will be 
available for A9LB hearings during part of Jul fa all of Aug 
1983, In response to request for hearing 

D'AHOURS.N. E. House of ftep 83/09/09. HOYT, H. F. Atomic Safety and 
Licensing Board Panel Ip. 18440 044 24X Flche: 90-443, 83/09/09, 

8309130087 


8305130161 Memorandum fa order memorlallxlng 830407-08 prehearing 
conference in Boston, HA Rulings mads on filing of 
contentions re Newburyport, MA emergency plan fa re motions 
for summary disposition 

HOYT, H F Atomic Safety and Licensing Board Panel 83/09/11. 
Public Service Co of New Hampshire 36pp. 1844Q 001 24X 

Flche; 90-443, 83/09/11, 8309 130181 


8309160068 Affidavit of OC Minor responding to NRC 830420 affidavit on 
qualification of alectrlc valve operators at plant Operators 
must be constderad Important to safety fa environmentally 
quallf lad. Certificate of eve encl. Related correspondence. 

MtNaR.O C. New England Coalition on Nuclear Pollution. 83/09/11 
t3pp. 18493 109. 24X Flchs: 90-441^, 83/09/1 1, 8309160068 
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B30S16000S Hotion to file out-of-tlme antwer to Nnc affidavit re 
Contention 1 A 8 concarning environ (lua 1 1 f i ca t ion of 
tloctrlc valvf oparatorf Inilda containment intervener 
onoble to complete review within lO-dag period set bg ASLO 
CURRAMi D t JORDANi M, 9 Ntw England Coalition on htuclaar Pollution 
CURRANi D Harmon << Uaiss 93/03/18 Atomic Safetg and Licensing 
saard Panel 3pp 18496 096 84X Ficfie 90-443, 83/0S/tS< 9309160002 


S309160019 Response opposing NRC 930480 affidavit supporting assertion 
that none of unqualified electric valve operators inside 
containment are important to safetg Failure to operate could 
prevent successful cooling of reactor 

CURRAN, D , JORDAN, H 9 New England Coalition on Nuclear Pollution 
CURRAN, D Harmon 6 Uiiss 93/09/18 Atomic Safetg and Licensing 
Board Panel 4pp 18492 341 84X Flche 90-443,93/09/12,8309160019 


8309170478 Memorandum t order danglng New England Coalition on Nuclear 
Pollution 630421 motion to amend petition to intervene to 
admit new Contention NECNP VII on environ qualification of 
electrical equipment important to safetg 

MOVTa H P Atomic Bafetg and Licensing Board Panel 83/09/13 New 

England Coalition on Nuclear Pollution 6pp 19470 092 24X 

Fieha. 90-443, 83/09/13, 8309170470 


3309190346 Requests public meeting be held to receive public input for 
preparation of Town of Hampton radiological emergencg mgt 
plan 

WALKER, J. R Hampton, NH 93/09/13 Affiliation Unknown ip 
1S900 028 24 X Fiche 90-443,03/09/13,8309190346 


8309190199 Motion to amend petition to intervene bg adding Contention 
SAPI. Supp 1 7, "Instrumentation for Detection of Inadequate 
Cora Cooling " Good cause eilsts for late filing Certificate 
qf 8ve end 

BACKUS, R A Seacoast Anti-Pollution League BACKU9iR A Oackue, 
Bbea tc Mager 83/09/16 Atomic Safetg and Licensing Board Panel 
9pp. 18902.209 a4X Flche 90-443, 83/09/16, 8303190199 


9309S90327 Requests MB Pearson be placid on svc list as Town of 
Aeiesbury, tIA representat i va, per ABLB 830388 Itr 

STUART, D U Amesburg, MA 83/09/16 HOYT, H F Atomic Safetg and 
Lleanslng Board Panel Ip 18989 361 24X Flche 90-443,03/09/16, 
8303290327 


8309S4049( Order promulgating schedutee for proceed Ing, Inc lud Ing 
schedules for technical safetg S, onsite 6 offsite emergencg 
planning eantentioni 

HOYT, H F Atomic Safetg and Licensing Board Panel 93/09/83 4pp 
189741120 a4X Flche 90-443,93/03/83,8303240491 


8303310147 Response to 8APL motion to amend petition to intervene re 
BER open items Motion should be denied on grounds of 
timeliness Certificate of Svc end 

DIONAN, T 0 Public Service Co of New Hampshire DlONANiT. 0. Ropes 
It Crag, 83/09/24 Atomic Safetg and Licensing Board Panel Qpp 
18691 209. S4X Flche 90-443,83/09/24,8309310147 


9303870978 Order granting Town of North Hampton, NH 830507 petition to 
tntarvene re evacuation planning & admitting town as 
Interasted munlcipatltg In proceeding per taCFR2 719<c) 

HOYT, M F Atomic Safetg and Licensing Beard Panel. B3/09/89 
Public aervlce Co of New Hampshire 2pp 18643’361 84X 

Flche: 90-443, 83/09/89, 8309870990 


H Oenaral correspondence 


8305E9Q331 Offers use of junior high school auditorium for Aug 1963 
licensing hearings. Audi torium seats 900 people 1, has 
adjacent nurses room It bathroom for pereonal use 

NADEAU, J P , VOUNO.M L , HOLHAY, F. 1 Rge, NH 83/09/80 HOYT.H F 
Atomic Bafetg and Licensing Board Panel Ip 18992 104 S4X 
Flche* 90-443, 83/09/80, 8309290331 


O Advisory Committee on Reactor Safeguards reports It corrtipondene e 


6309130382 Informs of uniasinets on selection of 1799 Cape Ann 
earthquake as faetlltg std for design response spectra 
Critical safety-related components should be designed to 
withstand larger Charleston event 

POMEROY, P «. Rondout Asiocietis. POMEROY, P W ACfiS - Advisory 
Committee on Reactor Safeguards 83/04/09 KERR,H ACR9 - Advisory 
Committee on Reactor Safeguards Spp ie443 333 84X 

Flche- 90-443, 83/04/09, 8309130392 


8309130339 Forwards ACR8 830419 Itr re review of application for QL, 
reporting on low power operation 

KNIOHTaN,O.W Licensing Branch 3. 83/04/29. HARRIBONrR J Public 

aervlce Co. of New Hampshire 3pp 18497 328 84X 

riche; 90-443,93/04/89, B309130339 


8309130339 Comments on lower power operation review of OL application 
Opera t ion reasonably assured at core power I eve is up to 
3)i full power u/o undue rlsli to public health 4 safety 
EBERSQLE, O C ACRS - Advisory Committee on Reactor Safeguards 
63/04/19 PALLADINO, N J Commissioners Spp 18457 331 24X 

Flche 50-443, 83/04/25, 8308130333 


8309130347 Concurs u/NRC & applicant position establishing Cape Ann 
earth qua ks as controlling earthquake for facilities 
Supporting documentation end 

MAXWELL. J C Marwell, J C MAXWELL, J C ACRS - Advisory Committee 
on Reactor Safeguards 83/08/05 KERR, W ACRS - Advisory Committee 
on Rsactor Safeguards Spp 18443 333 24X Fiche 30-443.93/05/03, 

0303130347 


Q Inspection reports, IE Bulletins t< correspondence 


0218060385 IE Info Notice 83-14, "Dewatered Spent Ion Ecchange Resin 
Susceptibility to Exothermic Chemical Reaction “ Svc list 
enc 1 

TAYLOR, vl M Division of Safeguards i Inspection Programs iPost 
830103) 83/03/21 Consolidated Edison Co of Now York, Inc 

112pp 18308 319 24X Fichc 50-000.83/03/21,8212060385 


8305030116 Forwards IE Insp Repts 50-443/03-03 6 50-444/03-05 on 
030301-0406 Mo noncomp 1 1 ance noted 

STAR08TECKI I R Division of Project It Resident Programs 03/04/01 
HARRISON, R J Public Service Co of New Hampshire Spp 18348 244 
24X Flche: 90-443, 83/04/01, 0305050116 


— 8305030119 IE Insp Repts S0-443/B3-0S 1, 50-444/93-05 on 830301-0409 No 
noneomp 1 lance noted Major areas inspected work activities, 
procedures 1, records re tgs 1< component installation & 
structural steel er action 

CERNE.A C , ORAMM, R A , NARROW, L M Region 1, Office of Director 
83/04/20 I 2 pp 18342 246 S4X Flche 80-443,83/04/01.8305050116 


6303040021 IE Info Notice 83-21, "Defective Emergencg Use Respirator ” 
6ve list enc 1 

JORDAN, E L Division of Emergencg Preparedness & Engineering 
Response iPost 830103) 83/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18439 185 24X Flche 30-000,83/04/19,8303040021 


8303040023 IE Info Notice 83-22, "BUR Saf e tg/Rel ie f Valve Failures “ 
Svc list end. 

JORDAN, E 1., Division of Emergency Preparedness k Engineering 
Response (Pest 830103) 83/04/22 Consolidated Edison Co of New 

York, Ine 112pp 18303 089 24X Flche 80-000.83/04/22,0303040023 


03O3O4OO2S IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sgs, " Svc list end 

JORDAN, E 1. Division of Emergency Preparedness (< Engineering 
Response (Post 830103) 83/04/25, Consolidated Edison Co of New 

York. Inc 119pp. 18381.291 24X Flche 80-000,83/04/29,0303040025 


0303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oeneratore at PNRs " Svc llet end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 11 Spp 18362.047 24 X Flche 80-000,83/04/28.0303040026 


8303040027 IE Info Notice Q3-25i "Standby Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Past 830103). 83/04/28 Consolidated Edison Co of New 

York, Inc llBpp 18382 169 24X Flche 50-000,83/04/26,8303040027 


8303040028 IE Info Notice 63-26, "Failure of 9af ety/Re 1 ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103). 83/08/03 Consolidated Edison Co of New 

York, Inc I22PP 18441 170 24X Flche 90-000, 83/03/03, 8303040028 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment," Svc list end 

JOROAN.E L Division of Emergency Preparedness ti Engineering 
Reiponse (Post 8301031. 83/09/04 Consolidated Edison Co of New 

York, Inc lt2pp 18382.282 24 X Fiche 50-000.83/08/04.6303040030 


8303040031 IE Info Notice 03-26, "Criteria for Protectivs Action 
Recommendations for Oeneral Emergencies " 6vc list end 
JORDAN, E.L. Division of Emergency Preparedness 1, Englnearing 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Hew 

York, Inc, H9pp 18441,001 24X Ft eh e 50-000. 83/05/04, 0303040031 


8303040033 IE Info Notice 83—29, "Fuel Binding Caused bg Fuel Rack 
Defortrotlon '* 8ve list end 

JORDAN, E L Division ef Emergency Preparedness 1, Engineering 
Response (Post 830103). 83/09/06 Consolidated Edison Co of New 

York, Inc. I15pp 18523 249 24X Flche 50-000,03/09/06.0303040033 
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B303040034 IE In^o Notice 83-3Di "Kisapp 1 icat 1 an of Generic Emergency 
Operating Procedure* <EOP) Guidelines *' Svc list one 1 
JORDAN) E L Division Of Emergency Preparedness t> Engineering 
Response (Post 830(03) 83/03/11 Consolidated Edison Co of Neu 

yarki tnc 114pp 18584 003 84)^ Fiche 50-000,03/05/11)0303040034 


0303040040 IE Info Notice 03-31, "Error in ADl_PIPE Computer Program " 
Svc list encl 

JORDAN) E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/03/19 Consolidated Edison Co of Neu 

York, Inc 114pp 10697 009 24X Fiche 50-000.03/05/19,0303040040 


0303040046 IE Info Notice 83-33, “Nonrepresentatl ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN) E L Division of Emergency Preparedness t> Engineering 
Response (Post 830103) 03/05/26 Consolidated Edison Co af Neu 

York, Inc 114pp 18647 007 24X Fiche SO-000, 03/05/86, 0303040046 


S Reportable occurrences, LERs tc related correspondence 


0305(10427 Part 21 t< deficiency repts re mlsop erst 1 on of DS-416 reactor 
trip undervoltage devices Initially reported on 03O4SO 
Attachments will be replaced u/devices u/wldened grooves 
to accommodate neu retaining rings Kfg drawings revised 
RAHE. E P Westinghouse Electric Corp 03/04/21 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 3pp 
10403 095 84X Fiche 50-000,03/04/21,0305110427 


8305200495 Supplementary Part 21 rep I re adequacy of svc water cooling 
teuer structure Transverse shear design adequate No defects 
esist Design of structure mods eipected to be completed by 
830630 

SARSTENiG E United Engineers & Constructors, Inc (subs of 
Raytheon Co ) 83/04/29 Region 1, Office of Director 3pp 

10514 033 24X Fiche 50-443,83/04/29,0305200495 


8305160039 Final deficiency rapt re sheared pinion keys on sii 
Llmitorque motor operators Initially reported on 020005 
Uestinghouse will replace pinion keys on all S6-0 motor 
operators for Westinghouse valves 

DEV1NCENTI8, J Public Bervlce Co of Neu Hampshire 03/05/04 
STARQSTECKt, R Division of Project U Resident Programs Spp 
10453: 187 a4X Fiche 50-443,03/05/04,8305160039. 


03OS11O299 PNO-1-83-048 on 800429, potential nonconformance identified 
in conduct of nondestructive evaluation on approx 2,400 
safety (i nonsafety-related uelds, Involving procedural 
violations during magnetic particle exam 

CERNE, A , GALLO. R Region I, Office of Director 03/03/06 Ip 
18393 333 84X Fiche 50-443,03/03/06,8305110299 


0303190164 Second interim deficiency rept re Westinghouse END gate 
valve position indication Initially reported on 830110 
Investigation continuing Detailed descr ip 1 1 on, ana ly sis of 
safety implications t, corrective actions erpected by 630610. 
OEVINCENTIS, J Yankee Atomic Electric Co DEV1NCENTI8, J Public 
Service Co of Neu Hampshire 63/05/09 BTARQBTECKI, R Division of 
Project t< Resident Programs 2pp 10502 335 S4X 
Fiche 50-443,03/05/09,0305190164 


8305800353 Final deficiency rept re DS-416 reactor trip suttcligear 
malfunction Initially reported on 830488 Caused by 
deviations from breaker Internal recommended clearances 
Manufacturer drawings modified 

DEVINCENTIB, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Neu Hampshire 03/05/16 STAROSTECKl r R Division of 
Project 6 Resident Programs Spp 10516 091. 24X 

Fiche 50-443,03/05/16,8305200353 


8305800402 Interim deficiency rept re svc water fc circulating water 
pump house structural Inadequacy Initially reported an 
030419 Detailed engineering evaluation scheduled for 
completion by 030722 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, Jl Public 
Service Co of Neu Hampshire 03/05/16 STAROSTECKI. fl Division of 
Project «< Resident Programs 2pp 10517 295 24X 

Fiche- 50-443,83/05/16, 0305200402 


B30S250244 Second interim deficiency rept re power transistor heat sink 
separation from transistors in Westinghouse 7300 Series 
process instrumentation t, control syt cabinets. Initially 
rtported on 630318 Evaluation rept expected by 030630 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/05/80 STAROSTECKI , R Division of 
Project b Resident Programs Ip 18592 297 24X 

Fiche 50-443.83/05/20,8305850244 


U Congressional /Executive Correspondence 


0304350241 Requests suggestions for appropriate facility to accommodata 
licensing proceeding in reasonable space b comfort b w/o 
unnecessary handicaps 

HOYT, H F Atomic Safety and Licensing Board Panel 63/04/80 
D'AHOURS.NE House of Rep Ip 18170 111 24X 

Fiche 50-443,03/04/20,6304250241 


DOCKET 50-443 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT t 


A Application/construction stage documents b correspondence 


0305160001 Addl response to FOIA request for seven categories of 
documents re Brown b Root, Inc b South Texas project Forwards 
App 0 documents Documents also available in PDR Addl 
documents undergoing review 

FELTON, J M Division of Rules and Records 03/03/09 LINOEMAN, H N 
Louenstetn, Newman, Reis, Axelrad b Toll 6pp 10497 219 S4X 
Fiche 50-000,83/03/09.0305180001 


— 0010260576 Responds to Question 4 of 000923 memo re Eckhardt hearing 
Major Broun b Root Corp nuclear const work b weld deficiency 
status tummarlied Licensee will complete visual insp b 
comply u/corrective actions in end AWS Code 
8TELL0, V Office of Inspection b Enforcement, Office of the 
Director 00/09/25 AHEARNE, J F Commissioners , Spp 
10497 220 24X Fiche 50-000,03/03/09,8305100001 


0305830720 Forwards list of utils responding to requests for cost 
figures on backfitting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.NJ Commissioners 2pp 10542’ 272. 24X 

Fiche. 50-000, 03/04/i 1 , 8305230720 


0303090722 Board Notification 03-i8 forwards rept, "Design b Const - 
Self-Initiated Evaluation," to facilitate general upgrading 
of plant b Industry 

NOVAK, T M Assistant Director for Licensing AS BN03-12 03/05/02, 

Atomic Safety and Licensing Board Panel 3pp 16368 291 24X 

Fiche 30-445,03/05/02,0305090722 


"0305090726 "Design b Const - Self-Initiated Evaluation, Comanche Peak 
Steam Electric Station " 

« Texas Utilities Generating Co 82/10/31 334pp 10360 294 

24X Fiche 50-445,03/03/02,8305090722 


0305040323 Board Notification 03-057 forwards differing prof opinions 
re sys Interaction b safety classification Info relates to 
Board Notifications 03-17 b 03-44 re Unresolved Safety Issue 
A-17 

EISENHUT.DO Division of Licensing 83/05/04 PALLADINO.N 
Commissioners 22pp IB337 139 24X Fiche’ 30-000, 83/03/04» 

0305040323 


030312010? Summary of 830413 meeting w/util in Dethefda.HO re added 
assurance program to assure independent verification program 
requirements met 

BURWELL, 0 B Licensing Branch t 03/03/04 Licensing Branch 1. 
7pp 18443 179 a4X Fiche 50-445,83/05/04,0305180109 


0305100125 Forwards comments on environ quali f icatien correlation 
between installed b qualified components as followup to 
021014 audit trip rept on Item II. a, "Auxiliary Bldg Modular 
Train Filter " 

SCHMlDTiH C Texas Utilities Services, Inc 03/05/05. 
YQUNOBLDOD.B J Licensing Branch 1 2pp 10375 029. 24X 

Fiche 30-445,83/05/05,0305100125 


0305090639 Generic Ltr 03-20 to all operating reactor licensees b 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list and 

EI8ENHUT, D 0 Division of Licensing 83/05/09 Caniolldated 
Edison Co of Neu York, Inc 16pp 10627 153 24X 

Flehi 50-000,03/05/09,0305090659 


0305230627 Forwards request for procedures generation packaga needed to 
complete OL application evaluation 

VOUNOBLODO.B J Licensing Branch 1 03/05/18 GARY. R J Texas 

Utilities Generating Co 6pp 10543 029 24X Fiche 50-445, 

03/05/12, 0305230627. 


0305310151 Comments on elternate shutdoun reactor heat removal Direct 
readings of process variables necessary to perform b control 
reactor heat removal provided at hot shutdoun panel as part 
of alternate shutdown design 

SCHMIDT, H C Texas Utilities Services, Inc 03/03/20. 

YOUNGBLOOD, B J Licensing Branch 1 3pp 13631.221 24X 

Fiche 50-445,83/05/20,0303310131 
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F Sscurityi medlcali emergency Sc fire protection plane 


030303046'! Forwards FEMA 03O33S memo to NRC re emergency preparedness 
MlZUNOcO B Hearing Branch i 03/04/2? BLOCHi P 0 . JORDAN. U H . 
KCCOLLOHi K A Atomic Safety and Licensing Board Panel 3pp 
10292 163 24X Fithe 50-445,83/04/29.0303030464 


0303240213 Forwards monthly status rept on offsite emergency 
preparedness for QL reviews for Apr 1903 

DIRCKS,M J Office of the Executive Director for Operations 
03/05/13 PALUADINO, N J Commissioners 5pp 18593 322 24X 

Flcha 50-000,83/03/13,6305240213 


0 Adjudicatory correspondence 


0212300009 Brief in opposition to NRC exceptions to ASLD 020930 order 
denying reconsideration of orders to produce info Affidavit 
!c Certificate of Sve end 

ELLIS, J Citliens Association for Sound Energy 02/12/21 Atomic 
Safety and Licensing Appeal Panel 17Spp 16599 036 24X 

Fiche 50-445,02/12/21.0212300009 


0305020422 Motion to allow Citltens Assoc for Sound Energy to file 
written argument on issue in lieu of presenting oral 
argument at 830119 hearing Cltiiens do not have finances to 
come to Bethesda.MO for 40-mlnute argument 

ELLIStJ Citliens Association for Sound Energy 83/01/11 Atomic 
Safety and Licensing Appeal Panel 2pp 18263 001 24X 

Flehe 30-445,03/01/11,8305020422 


--630S020430 Uritten argument on Issues to be argued orally on 830119 in 
Bethasda.MO Cltiiens Assoc for Sound Energy unable to attend 
or find representative Uh istl eb lower protection discussed 
ELLIBiJ Cltiiens Association for Sound Energy 83/01/11 

Atomic Safety and Licensing Appeal Panel 6Spp 18263 003 24X 

Ftchc 50-443,63/01/11,0305020422 


"8305020437 Forwards Citliens Assoc for Sound Energy witness J Doyle 
affidavit re blacklisting due to testimony at hearings 
ELLI0, J Citliens Association for Sound Energy 03/01/18 
ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel Ip 
10283068 24X Flehe 30-445,83/01/11,6305020422 


"8305020444 Affidavit of J Doyle re blacklisting due to testimony at 
hearings NRC should take immediate & stringent measures to 
stop insidious practice NRC current protection for 
whistleblowers is farce t< charade Certificate of 8vc end 
ODVLE. J Affiliation Unknown 63/01/17 4pp 18283 069 24X 

Flehe 50-445. 83/01/11. 8305020422 


8303040529 Affidavit of MA Halsh re computer program In J Doyle 830426 
surrebuttal testimony STRUDL program util lied u/sufficlent 
slmllarltleB to assure results will be accurate 

UAL 8 Hi M A Citliens Association for Sound Energy 63/04/26 Ip 
18320 001 24X Flehe 50-445,63/04/26,630304052? 


8305030522 Order extending time until 830503 for Commission to act to 
review ALAB-714 

CHlLKi 8 J Office of the Secretary of the Commission 83/04/29 
Commissioners Ip 10306 357 a4X Flehe 30-445.03/04/29, 
S30S030S22 


0305040531 Advises of NRC agreement to voluntarily release one 
paragraph designated by Judge Bloch as containing factual 
info possibly relevant to 1 1 1 igat ion, from draft 021229 
notice of violation Paragraph set forth 

TREBY, S A Hearing Branch I 03/03/03 CASE.J Citliens 

Association for Sound Energy Ip 18321 241 24X 

Fiche 50-445,83/03/03.8305040531 


0305040357 Reply to State of TX brief on collateral estoppel State of 
TX erred in concluding Dept of Labor decision should be 
given collateral estoppel effect Decision not sufficiently 
firm to be accorded preclusive effect 

ROTHSCHILD, H U Hearing Dranch 1 83/03/03 4pp 10321 202 B4X 

Fiche 50-443.83/05/03,0305040537 


--8305040560 Reply to Citliens Assoc for Sound Energy brief re 
consideration of LOCA in design criteria for pipe supports 
Operability of pipe supports not necessary to assure 
safety-related component operability W/Certl f I cate of Sve 
MIZUND, 0 S Hearing Branch 1 03/05/03 9pp 18321 286 24X 

Fiche 50-445,03/05/03.0305040557 


B30S0S0015 Order extending time until 830320 for Commission to act to 
revl ew ALAB-714 

CHILK.S J Office of the Secretary of the Commission 03/03/03 
Commissioners Ip 10339 035 24X Fiche 30-443,03/03/03, 

0303030015 


6305030010 Reply brief to Citliens Assoc for Sound Energy 830420 brief 
re consideration of effects of LOCA on pipe support design 
Cltiiens erroneously applied provisions of ASMS Code not 
applicable to design Certificate of Sve end 
REVNOLDS.N 9 , HORIN, U A Texas Utilities Generating Co 
REYNOLDS, N 8 Debevoise h Liberman 83/05/03 21 pp 10338 334 

24X Fiche 50-445,03/05/03,0305050010 


0305090443 Response in opposition to NRC 030420 response to ASLD 
question re LOCA-lndueed thermal expansion in linear 
supports h applicant 830421 brief on consideration of pipe 
support design thermal stresses H/Cert 1 f lea te of Sve 
ELLIS, J Citliens Association far Sound Energy 03/05/03 Atomic 
Safety and Licensing Board Panel 2Spp 10363 001 24X 

Flehe 50-443,83/05/03,8305090443 


8305110137 Responds to 630504 request to review proposed protective 
agreement between Cltiiens Assoc for Sound Energy t> ITT- 
Orinnel re design criteria for pipe supports Hording too 
restrictive Revised proposal end for review 

ELLIS, J Citliens Association for Sound Energy 03/05/04 HORIN, H 
Debevoise I, Liberman 4pp 10393 344 24X Fiche 50-445,63/05/04, 

03051 10137 


0305040296 Motion for discovery re applicant & NRC interrogatories on 
const appraisal team Insp Repts 50-445/03-16 S< 30-446/63-12 
Related correspondance 

ELLIS, J. Citliens Association for Sound Energy 83/04/20. Atomic 
Safety and Licensing Board Panel 3pp 18324.025 24X 

Fiche 30-445.83/04/28,8305040296 


B30S040499 Fourteenth set of interrogatories t< requests to produce. 
Related correspondence 

ELL I 8, J Citliens Association for Sound Energy 83/04/28 Texas 

Utilities Generating Co tOpp 18322 111 24X 

Flehe. 50-445, 83/04/26, 8305040499 


6309110347 Certifies sve of J Doyle 830504 supplemontal surrebuttal 
testimony 

ELLIS, J Citizens Association for Sound Energy 83/05/04 2pp 
18406' 150 24X Fiche 50-445,03/05/04,6305110347 


6305090507 Forwards testimony of LJ Sk lies, AD Armstrong ti CL Dorn re 
emergency planning recommendations, A Vega testimony re const 
appraisal team rept l< JS MarshalliDH Uade, JC Flnneran b 
DR Uoodlan affidavits Related correspondence 

REVNOLDS.N 8 Debevoise & Liberman REYNOLDS, N S Texas Utilities 
Generating Co 83/05/05 BLOCH, P B , MCCOLLOM. K A , JORDAN, H H 
Atomic Safety and Licensing Board Panel 3pp 10362 014 24X 

Fiche 50-445,03/03/03,8303090307 


03OSO4OS13 Fourth set of Interrogatories t< requests to produce Related 
correspondence 

ELLIS, J Cltiiens Association for Sound Energy 83/04/28. Office 
of the Executive Legal Director 7pp. 18321 249 24X 

Fiche’ 30-445, 83/04/28, 8305040513 


8305030464 Forwards FEMA 830322 memo to NRC re emergency preparedness 
MIZUNO, O 8 Hearing Branch 1 83/04/29 BLOCH, P 0 , JORDAN, M H. , 

MCCOLLOM, K A. Atomic Safety and Licensing Board Panel 3pp 
18292 163 24X Flehe 50-443,83/04/29,0305030464 


8305030514 Motion for protective order that discovery not be had re 
draft notice of violation on calculation of deflection of 
rigid support CC-1-1O7-OO0-E23R Draft is not final NRC 
document Certificate of Sve end 

ROTHSCHILD. M U Hearing Branch I 83/04/29 Atomic Safety and 
Licanslng Board Panel 7pp 18306 350 24X Flehe 50-449,83/04/29, 

8303030914 


— 8309090517 Affidavit of JS Marshall In response to ASLB inquiry re 
elassl f ieatlon of equipmont for application of lOCFRSO.App R 
requirements b relationship of Board Notification 03-13 to 
HR Denton 611120 memo on classification 

MARSHALL, J S Texas Utilities Generating Co 03/03/05 7pp 
18362 026 24X Fiche 30-445,03/05/03,8305090507 


--030509092! Affidavit of DH Wade re Mldland-Ross superstrut matl 
(Board Notifications 83-02 b 83-14) b welds In main control 
board panels (Board Notifications 82-90, 90 A b 116) 

MADE.O H Texas Utilities Generating Co 03/03/05 90pp 
10362 033 S4X Fiche 50-445,83/05/05,0305090507 


--830S090825 Affidavit of JC Finneran on applicant response to Board 
Notification 82-tOS re pipe clamps employed on ASHE Code 
Class I piping 

FINNERAN.J C Texas Utilities Generating Co 83/05/05 3pp 
18362 123 24X Fiche 50-443,03/05/05.0305090507 
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— 8305090530 Affidavit of DR Mood Ian providing responsea to ASLB 
inquiries re Board Not i f ica t ions B3-26 U 83“30 concerning 
failure of certain reactor trip breakers to perform as 
designed Prof qualifications end 

UOODLAN.D R Tesas Utilities Generating Co 03/05/05 ISpp 
18362 126 24X Flche 30-445.83/05/03.8305090507 


8305090368 Foruiards direct testlmoni/ i. affidavits in response to 
questions posed by A8LB during 030407 tele on 
TREBV. S A . ROTHSCHILD. M U . MIZUNO, 0 S Hearing Branch 1 
83/05/05 BLOCH, P B , JORDAN, M H , MCCOLLOM, K A Atomic Safetg and 
Licensing Board Panel 2pp 1B360 001 24X Flche 50-445,83/05/05, 

8305090568 


— 9305090S7B Bupp I ementa 1 teitiironv of S BuruelliHP Chen, JI Tapia, J Rajan 
6 RD Taylor re concerns raised by ilA Malsh ic J Doyle U N.RC 
const appraisal Insp rept Prof qualifications enc 1 
BURUELL, 9 Division of Licensing CHEN, M P Energy, Dept of. 

TAPIA, J I Division of Resident, Reactor Project & Engineering 

Programs 83/05/03 I4pp 1B360 004 24X Flche 50-44 5,83/05/05, 

B305090S6B 


— 8305090506 Supplemental testimony of DK Rohrer S> T Urbanik re emergency 
preparedness 

ROHRER, D M Emergency Preparedness Branch URDANlit, T Texas AfcM 
Unlv , College Station, TX B3/05/0S 20pp 10360 OIS 24X 
Flche 50-445,83/05/03,0305090560 


— 8305090592 Supplemental testimony of A Lookabaugh tc J Benton re 
emergency preparedness 

LDQKABAUOH, A ■ BENTON, J Federal Emergency Management Agency 
83/05/05 15pp 1B360 03B 84X Flche 50-443.83/03/05,8305090568 


— 8305090600 Affidavit of SB Buruell re questions posed during ASLB 
830407 lelcon on implemented procedures concerning malnt of 
scram breakers as result of Board Notifications 83—26 4. 

03-38 Prof qualifications end 

BURNELL. 5 D Licensing Branch 1 83/05/05 5pp 18360 053 S4X 

Flche 50-445.83/05/05,8305070568 


— 8305090607 Affidavit of FD Coffman on Unresolved Safety Issue A”17, 
"Syt Interaction In Nuclear Pouier Plants," per ASLD 830407 
telcon request Prof qualifications end 

COFFMAN.F D Reliability 6 Risk Assessment Branch 83/05/05 
9pp 10360 058 24X Fiche 50-445,83/05/05,8305070568 


— B30S09061B Affidavit of 8 Diab re semiscale feed & bleed Experiment 
8-SR-2 t( related subsequent RELAP-5 analyse*, per ASL0 B30407 
telcon request Prof qual i f Icatl ons end 

DIAB, 6 Reactor Systems Branch 83/05/05 5pp 18360 067 24X 

Flche 50-445,03/05/05.8303090560 


— 8305090685 Affidavit of TO Dunning re A3LB 030407 telcon question on 
reactor trip (scramJ sys conformance W/IEE6-279 Prof 
qualifications end 

DUNNING, T 0 Instrumentation & Control Systems Branch 83/09/05 
6pp 10360 072 24X Flche 50-445,03/05/05,8305090568 


— B3DS090632 Affidavit of HP Haass re ABLB 830407 telcon questions on NRC 
interpretation of lOCFRSO.App 8 Prof qualifications sne I 
HAASS. N P QA Branch. 83/05/05 5pp 18360 078 24X 

FIcbe 50-445.83/05/05,8309090568 


—8305090640 Affidavit of CE Rossi re ASLB 830407 telcon questions 
concerning status of NRC position on Unresolved Safety Issue 
A-9, "ATMS " Prof qualifications end 

ROSSI, C E Instrumentation 4 Control Systems Branch 83/05/05 
Spp 18360 083 24X Fiche 50-445,83/05/05.8305090568 


—8305090646 Affidavit of AJ Szukieulci 4 TO Dunning re ASLB 830407 
questions on Unresolved Safety Issue A-47, "Safety 
Implications of Control Syi " Prof qua 1 if Icat 1 ons encl 
GZUKIEUICZ, A J Oenertc Issues Branch DUNNINO, T O 
Instrumentation 4 Control Systems Branch 83/09/05 9pp 
18360 093 24X Flche 30-445,03/05/03,8305090568 


—0305090650 Affidavit of RO Taylor re ASLB 830407 telcon questions on 
use of superstrut matl 

TAYLOR, R.C Region 4, Office of Director 83/05/05 2pp 
ISTAO 102 34X Flche' 50-445, S3/03/05, 8305090568 


ao re ASLB 830407 telcon questions on 
"Alleged Design Deficiency " 

.eerlng Branch 83/05/03 Spp 
'n. 83/05/05. 8305090568 


— 8305090660 Testimony of AB Beach re const appraisal teem intp 
concerning pipe support const & pipe support design 
interfaces u/const Prof qual i f 1 ca t ions end 
BEACH. A B Director's Office. Office of Inspection and 
Enforcement 83/03/05 4pp 18360 109 24X 

Fiche 50-443,83/05/05,8305090568 


8305090560 Notice of 830612-17 evidentiary hearings re const appraisal 
tram QA study Limited appearance statements wilt be 
dlsal loued 

BLOCHi P B Atomic Safety and Licensing Board Panel S3/03/06 Ip 
1B360 133 24X Flche 50-445,83/03/06,8305090560 


8305100270 Confirms ASLB response to utH question re delegation of 
authority to county judges to make decisions concerning 
radiological emergency protective action notification 4 
recommendations 

REYNOLDS.N S Debevotse 4 Liberman REYNOLDS, N S Tiias Utilities 

Osneratlng Co 83/03/06 BLOCH, P B Atomic Safety and Licensing 

Board Panel Ip 18371 330 24X Flche 50-445,83/03/06,8305100270 


8305100321 Foruards drautng of upper lateral restraint ref In J Doyle 
030426 rebuttal testimony 

REYNOLDS.N S Debevolse 4 Liberman REYNOLDS.N 8 Texas UtilitUi 

Osnsrating Co 83/03/06 BLOCH, P B Atomic Safety and Licensing 

Board Panel 2pp 10370 091 24X Flche 50-443.83/03/06,8303100321 


8303110332 Requests info re introduction into evidence of const 4 
appraisal team insp 4 investigation rep ts by NRC 
ELLIS, J Citliens Assodatlon for Sound Energy 83/03/06 
ROTHSCHILD, M U Office of the Executive Legal Director ip. 
10406 147 24X Flche 30-443, 83/05/06, B30S1 10332 


8305110368 Discusses proposed stipulation re listed Citizens Assoc for 
Sound Energy discovery matter! 

ELLIS, J Citliens Association for Sound Energy 83/05/06 
ROTHSCHILD, M U Office Of the Executive Legal Director, 2pp 
10406 077 24X Fiche 30-445,83/03/06,8305110368 


8309110397 Submits list of stipulations re Citliens Astoc for Sound 
Energy exhibits for verification of authenticity 4 poselble 
admission Into evidence 

ELLIS, J Citliens Association for Sound Energy 83/05/06. HORIN.N 
Debevolie 4 Liberman 2pp 18406 195 24X Flche 50-443,83/03/06, 

8305110397 


8309110357 Response opposing NRC 830905 motion to ulthdrau Bept 1982 
prefllad testimony Certificate of Sve end. 

ELLIS, J Cittieni Association for Sound Energy S3/03/07, Atomic 
safety snd Licensing Board Panel 4pp 18406 0S2 34X 

Flche 90-445,83/09/07,8305110357 


8305100267 Forwards original signed pages to J8 Marshall, DH MadCiJC 
Finneran 4 DR Noolan affidavits filed on 830505, 

HORIN, W A Debevolse 4 Liberman KORIN, M A Texae Utllltlat 
Oenarating Co 83/03/09 8TUCKY, 8 M Docketing 4 Servlcee Branch 
3pp 18371 236 24X Fiche 50-443,83/03/09,8305100267. 


8309100275 Answer opposing Citliens Aieoc for Sound Energy motian for 
discovery re const appraisal team rept Discovery requeets 
unnecessary, cumulative, unduly burdensome 4 untimely. 

Certificate of Sve encl, 

REYNOLDS.N S Texas Utilities Oeneratlng Co REYNOLOS, N S 
Debevolse 4 Liberman 83/05/09 Atomic Safety and Licensing Board 
Panel, 6pp 18371 '233 84X Flche 30-445,83/03/09,8303100275. 


8305130066 Motion to allow addl cupp lementary lurrabuttal testimony 
of J Day 1 e, wl tness for Intervtnor Receipt of drawing creatas 
need to revise previous testimony 

ELLIS, J Citliens Association for Sound Energy 83/05/09. Atomic 
Safety and Licensing Board Panel 2pp 10436. 331 84X 

Fiche 50-445,83/03/09,8305130066 


8305130175 Response to ASLB 830506 request for discussion of 
Interrelationship of ASME App XVII, Section 2271 3, to rest of 
ABKE Code App is mandatary 4 Integral part of ASME Code 4 Is 
applicable to pipe supports Certificate of Sve encl 
ELLIS, J Citizens Association for Sound Energy 83/03/09 34pp, 

18437303 24X Fiche 50-445,83/05/09,8303130175. 


8305130013 Answer to Citizens Assod for Sound Energy 830428 motion for 
discovery Ansuiari to Interrogatories filed as limited 
discovery on IE Const Appraisal Insp Repts 30-445/83-18 4 
30-446/83-12 rs levant 

ROTHSCHILD, H U Hearing Branch 1 83/03/11 Atomic Bafety and 

Licensing Board Panel 3pp 18437 133 24X Flche 30-443,83/03/11, 

8305 I 3001 3 


—8305130021 Answers to fourth set of Interrogatories 4 raquast* to 
pToduc e 

BEACH. A B Dlrictor's Office, Office of Inspection and 
Enforcement 83/05/11 Cttlzeni Association for Sound Energy. 
I2pp. 18437 136 24X FI Ch i • 50-445, 83/05/ 11 , B30513001 3 
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930S130033 R»apon«« to A8LB Intiwiry rs ASME Doiler t< Proasure Vessel 
Cod* App XVll App dellneatBs requirements & stress limits 
for anslysls of linear pipe supports 

MIZUNO.O S Hearing Branch 1 B3/05/11 3pp 10437 094 24X 

Fieh* 90-445,93/03/11.8309130033 


— 0303130040 Affidavit of RJ tlosnaV re App XVI 1-2000 requirements b 
atrasi limits for linear elastic analysis of linear pipe 
supports Article XVII-2271 3 requires appropriate doaljn 
consideration be given Certificate of Svc one I 
BOBNAKi R J Office of Nuclear Reactor Regulation, Director 
83/09/11 4pp 18437 097 24X Fiche 90-443,03/03/11.8309130033 


8309130S'60 Supplemental reply brief re pipe support design 
Censldsratlon of thermal axpansion of supports not required 
in design of linear-type pipe supports Certificate of Svc 
tnc 1 

REYNDLOS.N S , HORIN. N A Texas Utilities Generating Co 
REYHOLD8.N S Oebevolie & Liberman 03/09/11 Atomic Safety and 

Llcsnslng Board Panel 7pp 1843? 244 24X Fiche 30-449,83/09/11, 

03(09130260 


0309170207 Forwards improved drawing received from applicant In 
rssponse to request re Cltliens Assoc for Sound Energy 
Exhibit 763 (J Doyle 830904 supplemental surrebuttal 
bestlmony) 

ELLIS, J Cltliens Association for Sound Energiy 03/09/11 

BLOCH, P B , NCCOLLOH, K A , JORDAN, VJ H Atomic Safety and Licensing 

Board Panel 3pp 10469 394 24X Fiche 90-449,83/05/11,8309170207 


0309170913 Forward* addl exhibits to assist In reaching stipulations 
prlO'r to hearings U/o end 

ELLIS, J Cltliens Association for Sound Energy 03/09/11 
ROTHSCHILD, M U Hearing Branch 1 REYNOLDS, N 8 Debevoise U 
Liberman 2pp 18470 009 24X Fiche 90-449,83/09/11,8309170913 


8309160147 Forwards AD Beach 030911 signed affidavit U prof 
qualifications to NRC 830911 answers to Cltliens Assoc for 
Bound Energy fourth set of Interrogatories 

ROTHSCHILD, H U Hearing Branch 1 S3/09/12 ELLIS. J Cltliens 

Aeeoclatlon for Sound En*rg(f Spp 16446 101 24X 

Fiche 90-449,83/09/12,0309160147 


8309200904 Forwards 830913 Itr transmitted to Region IV & util In 
reapenet to ASLB directive re cross-e lam Ination document 
dal tvery. 

ELLIS, J. Cltliens Association for Sound Energy 83/09/16 
BLOCH, P B , JORDAN, H H , NCCOLLOK, K A Atomic Safety and Licensing 
Board Pantl Ip 18914 086 24X Fiche 90-449,83/09/16,8309200904 


8309200994 Order extending time until 830527 for Commission to act to 
review ALAB-714 

CMILK, e J Office of the Secretary of the Commission 83/09/19 
Cammlsiionars ip 18319 091 24X Fiche 30-445,83/09/19, 

6309200994 


6309270015 For(eards NB Lt, DC Ford.P KssMshlan.RN Compton, OC Oowtr, 
HU Phillips ti HA Hansen prof qualifications Individual* 
listed In NRC answer to 1 nterregatary 1 ifeurth set) b 
requests to produce 

ROTHSCHILD, H. U Hearing Branch 1 83/09/26 ELLIS, J Cltliens 

Association for Sound Energy lOpp 18633 352 24X 

Fiche: 90-449, 83/03/26, 8309270019 


8309310011 Order extending time until 030606 for Commission to act to 
revlalir ALAB-714 

CHILK, 3 J, Office of th* Secretary of the Commission 83/09/27 
Commlsaloners Ip 18633 23? 24X Flch* 30-449,83/09/27, 

8309310011 


K. Utility Final Safety Analysis Report (F8AR) (, amends 


0309160138 Forward* Amend 40 to F8AR 

OAAVxfi J Texas Utilities Oeneratlng Co 83/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 10446.190 
84X Flehf . 90-443, 83/03/09, 8309160138 


— 8309160141 Amend 40 to F8AR 

e Texas Utilities Osnerating Co 63/09/09 397pp 18446' 194 

84X Fiche, 30-445, 83/03/09, 8308160138 


O, Inspection riporti, IE Bulletins b correspondence 


6212060383 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 6vc list 
end 

TAYLOR, J K Divltion of Safeguard! b Inspection Program! IPost 
6301031 83/03/21 Consolidated Edison Co of New York, Inc, 

112pp. 16300 31? 24X Fiche 30-000,83/03/21,8212060389. 


8309100093 Confirms plan to perform independent verification Insp on 
830429-0306 Addl info ro required documentation packages for 
47 welds selected for Independent verification requested by 
03041 I 

OAOLIARDO.J C Division of Resident, Reactor Project b Engineering 
Programs 83/04/11 GARY. R J Texas Utilities Generating Co Spp 
10377 266 24X Fiche 50-445, 83/04/ ! 1 , 8305100093 


8309120143 Forwards IE Const Appraisal Insp Repts 50-443/83—18 b 
30-446/83-12 on 830124-0204 I 0214-0303 Executive summary of 
results b list of potential enforcement actions end 
Region IV will address finding; at later date 
DEYQUNO. R C Director's Office. Office of Inspeetlo.n and 
Enforcement 83/04/31 OARY.R J Texas Utilities Generating Co 
lOpp 18427 262 24X Fiche 50-443, 03/04/ 11 , 03091201 45 


— 8305120195 IE Const Appraisal Insp Repts 50-445/83-18 b 90-446/83-12 on 
830124-0204 b 0214-0303 Major areas inspected electrical b 
Instrumentation cons t, mec han 1 ca 1 const, we Id t ng b NDE b civil 
b s true tura 1 const 

BEACH, A D . KESHISHIAN, P I . GOWER, 0 C Reactor Construction 
Branch 83/04/00 a9pp 18427 270 24X Fiche 30-449,03/04/11. 

0309120145 


830 5100 247 Forwards IE Insp Rept 50-445/83-13 on 030307-U No 
noncomp Itance noted 

MADSEN, C L Region 4, Office oF Director 83/04/13 OARY.R J 
Texas Utilities Generating Co 2pp 18373 279 24X 

Fiche 50-445,83/04/13,0305100247 


— B305!0'024? IE Insp Rept 50-445/03-13 on 330307-11 No noncompliance 
noted Major areas Inspected review of electrical 
Instrumentation cable quality records b review of GA audits 
of electrical Instrumentation b cables 

MULKIKIN, R P , HUNNICUTT, D M , WESTERMAN, T F Region 4, Office of 
Director 83/04/07 Opp '0373 281 24X Fiche 90-443,83/04/13, 

8309100247 


8303040021 IE Info Notice 83-21, “Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/19 Consolidated Edison Co of New 

York. Inc 126pp 18439 195 24X Fiche 50-000,03/04/19,8303040021 


8303040023 1C Info Notice 83-22, "BWR Sa f o ty/Rel ief Valve Failures " 
Svc list enc 1 

JORDAN, E L Divisian of Emergency Preparedness b Engineering 
RasponiB (Pnst 8301031 83/04/22 Consolidated Edison Co of Mew 

York, Inc 112pp 18383 089 34X Fiche 50-000,83/04/22, 8303040023 


6303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc Hit end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Po6t 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc 199pp 18301 291 24X Fiche 90-000,03/04/29,8303040025 


B30S120610 Informs that commitments re extent b method of exam of 
preiervice insp program consistent u/lnservUa exams, bated 
on Reg Guide 1 ISO Preservice exam plan described in 030301 
Itr acceptable provided plan completed before 040115 
YOUNODLOOD.O J Licensing Branch 1 03/04/27 OARY.R J Texas 

Utilities Oeneratlng Co 2pp 18440 354 24X Fiche 90-449, 

83/04/27, 0309120610 


8303040026 IE Info Notice 63-24, "Loose Parts in Secondary Side of 
Steam Oenorators at PWRs " Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Mew 

York, Inc lISpp 10302 047, 34X FI che 90-000, 03/04/20, 8303040026 


8303040027 IE Info Notice 83-35, "Standby Gas Treatment ays Heater High 
Temp Trip Setpoint Adjustment " Svc list oncl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Ratponse (Post 630103) 03/04/28 Consolidated Edison Co of New 

York. Inc llSpp 18302 165 24X Fiche 50-000, 03/04/28, 8303040027 


0303170309 Forwards IE Insp Rept 50-449/03-08 on 830301-31 b notice 
of violation 

MADSEN. 0 L Region 4, Office of Director 83/04/29 OARY.R J 
Taxes Utilitias Oeneratlng Co 2pp 10466001 BAX 
Fiche 30-449,83/04/39.0309170309 


—8309170313 Notice of violation from Insp on 030301-31 

e Raglan 4, Office of Director 63/04/29 Ip IB466 003 24X 

Fiche 90-449,83/04/29,8309170309 


—8309170310 IE Insp Rept 90-449/03-08 on 830301-31 Noncomp Lienee 
noted failure to review change to Rev 0 to Procedure 
IPO-OOIA, “Plant Startup from Cold Shutdown " 

KELLEY, D L , MCCRORY, 8 L , UESTERMAN, T F Region 4, Office of 
Director 83/04/20 llpp 19466 004 24X Ftch* 30-449,03/04/29. 

8309170309 
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e30304002B IE Info Notice S3-S6. "Failure of Saf e tij/Re I lef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JDRDANi E L Division of Emergency Preparedness fc Engineering 
Response (Post 630103) DS/OD/OS Consolidated Edison Co of Neu 
York) Inc iaSpp 164dl 170 S4)( Fiche 50-000. 03/09/03. 63030400S6 


9303040030 IE Info Notice 53-27, "Operational Response to Events 
Concerning Deliterate Acts Directed Against Plant 
Equipment '* Svc list enc 1 

JORDAN.E L Division of Emergency Preparedness 4. Engineering 
Response (Post 8301031 33/05/04 Consolidated Edison Co of Neu 

York. Inc U2pp 15382 252 24X Fiche 50-000. S3/O3/04i 0303040030 


8303040031 IE Info Notice 83-23, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York, Inc llVpp 10441 001 24X Fiche 30-000,83/08/04,8303040031 


8309160240 Board Notification B3-29C provides 830413 meeting summary 
describing continuing discussion betueen NRC & util on need 
for program to assure adeiiuate plant design & const, as 
result of const appraisal team Insp 

NOVAK. TM Assistant Director for Licensing 83/05/04 Atomic 
Safety and Licensing Board Panel 4pp 10471 331 a4X 
Fiche 30-445,83/05/04,0303160240 


— 5303160244 Summary of 030413 meeting u/util in Oothesda.MD pe 
misunderstanding betueen utl 1 t< NRC on need for added 
assurance that plant designed 6 contructed In accordance w/ 
application Results of const appraisal team Insp discussed 
BURWELL, S B Licensing Branch I 83/03/04 Licensing Branch 1 

6pp 10471 334 24X Fiche 90-445,83/03/04,0303160240 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Deformation “ Svc list end 

JORDAN.E L Division of Emergency Preparedness 6i Engineering 
Response (Post 830103) 03/05/06 Consolidated Edison Co of Neu 

York. Inc USpp 18323 240 24X Fiche 50-000,83/08/06,0303040033 


8305120373 Informs that IE Insp flepl 50-455/83-05 canceled No rept 
ulll be Issued under subj number 

MADSEN. 0 L Region 4, Office of Director 83/08/09 GARY, R J 
Teias Utilities Generating Co ip 18432 290 24X 

Fiche 80-443,83/05/09,8303120373 


8303040034 IE Info Notice 83-30, "Misapplication af Generic Emergency 
Operating Procedures lEOP) Guidelines " Svc list end 
JORDANtE L Division of Emergency Preparedness ti Engineering 
Response (Poet 030103) 83/09/11 Consolidated Edison Co of Neu 

York, Inc 114pp 18324 003 24XFleha 50-000. 83/08/1 1 1 8303040034 


8305230445 Foruards IE Insp Repts 50-445/83-12 «< 30-446/83-07 on 
030222-0309 it 0322-23 No noncomp 1 lance noted 

MADSEN. G L Region 4, Office of Director 83/08/13 GARY, R J 
Teias Utilities Generating Co 2pp 1853B 178 24X 

Fiche 80-443.83/03/13,8305230445 


—0303230449 IE Insp Repts 50-445/83-12 L 50-446/83-07 on 830222-0308 fa 
0322-23 No noncomp 1 lance noted Major areas inspected' 
foLlouup of unresolved items In IE Insp Repts 80-443/82-26, 
50-446/82-14 fa 50-448/82-22 

TAPIA, J I , CHEN, N P > HUNNICUTT, D M Region 4. Office of 
Director 83/05/03 app 18530 180 24X Fiche 80-448,83/05/13, 

8305230445 


8308200416 Ack receipt of S3042S Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-448/83-03 fa 
80-446/83-01 

MAOSEN.O L Region 4, Office of Director 83/08/18 OARY.R J 
Tetas Utilities Generating Co Ip 18518 124 24)( 

Fiche 80-445,83/05/18,8305200416 


—8308200419 Responds to NRC 830328 Itr re violations noted In IE Insp 
Repts 50-443/83-03 fa SO-446/83-Oi Corrective actions light 
poles uill be inspected fa Items designated non-nuclear 
safsty-related revleued fa upgraded 

OARY.R J Tetas Utilities Generating Co 83/04/23. MADSEN, 
Region 4. Office of Director 3pp 18318 128 24X 

Fiche 30-448,83/03/18,8303200416 


B30S200666 Ack receipt of 830413 Itr Informing NRC of steps teken to 
correct violations noted in IE Insp Repts 30-449/63-07 fa 
80-446/63-04 

MADSBNiO L Region 4, Office of Director 03/OS/IB OARY.R J 
Tetas Utilities Generating Co Ip 18519 093 24X 

Flrh. 30-443,03/05/10,8305200666 


— 8305200674 Responds to NRC 830314 Itr re violations noted in IE Insp 
Repts 50-445/03-07 fa 50-446/83-04 Corrective ectlons Const 
personnel uill be reinstructed in necessity for rigid 
compliance u/design fa procedural requirements 

OARY.R J Tetas Utilities Generating Co 83/04/18 MADBEN, 0 L 
Region 4, Office of Director 3pp 18819 096 24X 

Fiche 30-448,83/05/18,8308200666 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program ’■ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of Neu 

York, Inc 114pp 10697 009 24X Fiche 50-000,83/08/19,0303040040 


S30S240003 Foruards IE Insp Repts 50-448/83-14 fa 80-446/83-00 on 
830328-31 No noncomp 1 lance noted 

MAOSEN.O L Region 4, Office of Director 83/08/20 OARY.R J 
Texas Utilities Generating Co 2pp 18349 139 24X 

Fiche 80-443,83/08/20,0305240003 


— 8308240005 IE Insp Repts 50-448/83-14 fa 50-446/83-08 on 030328-3] No 
noncompliance noted Major areas inspected redueite program fa 
transportation ac tlvl ties, inc luding organl latlon, training, 
raduaste sys mgt, effluent release controls fa procedures 
BAER.R E , MURRAY, B , HESTERMAN, T F Region 4, Office Of Director. 

83/08/19 34pp 18849 141 24X Fiche 80-449,83/08/20. 

8305240003 


8303040(746 IE Info Notice 83-33, "Nonreprescntettve Sampling of 
Contaminated Oil " Svc list end 

JORDAN.E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/08/26 Consolidated Edison Co of Neu 

York, Inc U4pp 18647 007 24X Fiche 80-000,83/08/26.6303040046 


R. Periodic operating reports fa related correspondence 


8308100130 Foruards "Reactor Containment Bldg Unit 1 Preoperatlonel 
Integrated Leak Rate Test, 1983 " Electrical penetretlons 
leaked excessively during testing Further testing to 
determine cause of leakage in progress 

SCHMIDT. H C Texas Utilities Services, Inc 93/08/06, DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip lB370i 143 24X 

Fiche 80-448,83/08/06,8305100130 


— 0308100139 "Reactor Containment Bldg Unit 1 Preoperational Integrated 
Leak Test, 1983 " 

« Texas Utilities Services, Inc 83/12/31 33pp. 18370 146. 

24X Fiche 50-448,83/05/06,8303100130 


S Reportable occurrences, LERi fa related correspondence 


8303110427 Part 21 fa deficiency repts re misoperation of 08-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attechments uill be repleced u/devlces u/uidentd grooves 
to accommodate neu retaining rings Mfg drauings revised. 

RAHE,E P UestlnghDusf Electric Cerp 83/04/21 DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement Spp 
18408 095 24X Fiche 80-000,83/04/21,8303110427. 


8308200298 Interim Deficiency Rept SDAR-106 re HVAG hengers fabricated 
at variance u/daelgn Initially reported on 030301. Completion 
of evaluation anticipated by 830708 

GARY, R J Texas Utllltiet Generating Co 03/08/11 MADSEN, 0 L. 
Region 4, Office of Director Ip 18816.273. 24X 

Fiche 80-448,83/05/11,8308200298 


S305240396 Part 21 rept re bolting parts for ASHE III NF Clast i pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 830813. Betting parts greeter 
than 2-lnch slie not examined 

HOVI.L NP8 Industries, tne 83/08/16 DEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement Ip 18874’ OOt 24X 
Fiche- 80-000, 83/08/16, 8308240386 


T Hearing tren scripts on non-ant i trust matters 


8309020136 Corrected transcript of 830407 telephone conference in 
Bethesda, MD Pp 1-132 

• Atomic Safety and Licensing Board Panel 83/04/07. 139pp 

18272 228 24X Fiche 80-448,83/04/07,6305020186 


8305040307 Forwards J Doyle surrebuttel testimony. 

ELLIS, ij Cltliens Association for Sound Energy. 83/04/26 
BLOCH, P B . JORDAN, H. H > MCCOLLDM, K. A Atomic Safety and Licensing 
Board Panel Ip 18319 146 24X Fiche 30-448,03/04/26.8308040307 
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— ~03OSO4OSt3 Surrehuttal testlmong of J Doyle re consideration of LOCA in 
design criteria for pipe supports Results of hand 
calculations supported by computer analysis indicate gross 
error in fundamental approach Certificate of Svc encl 
DOVLE* J Cltliens Association for Sound Energy 03/04/S4 8Vpp 
18319 147 a4X Plehe 90-44S, e3/04/Sd>. G303O40907 


83D9040S33 Supplemental surrehuttal testimony of J Doyle re severe 
minor It offsetting errors in computer analysis Certificate 
of Svc encl 

ODYLEi J Cltliens Association for Sound Energy 83/04/S8 Qpp 
10321 263 24X FI Che 30-443.03/04/28,8305040933 


8305110157 Surrehuttal testimony of HA Halsh Certificate of Svc end 
Related correspondence 

UALSH, H A Citliens Association for Sound Energy 83/09/04 9pp 
18407 112 24X Flche 30-449.83/09/04.8303110137 


8305110394 Supplemental surrehuttal testimony of J Doyle re special 
Inep team Insp Repts S0-449/B2-26 & 30-446/82-14 Related 
correspondence 

OOYLEi J Cltliens Association for Sound Energy 83/09/04 42pp 
18406 086 24X Flche 90-449.83/09/04.8303110334 


8305090907 Foruiardi testimony of LJ Bklles.AD Armstrong t< CL Dorn re 
emergency planning r ecommendat Ions . A Vega testimony re const 
appraisal team rept 6 J9 Marshal l.DH Had e. JC Flnneran & 

DR Uaodlan affidavits Related correspondence 

REYNOLDS. N 8 Debevolse t< Liberman REYNOLDS, N 8 Teias Utilities 
Oenerating Co 83/09/05 DLOCH. P. B . MCCOLLOM. K A , JORDAN, W H 
Atomic Safety and Licensing Board Panel 2pp 18362 014 34X 

Fiehe, 90-443, 83/09/09, 8309090507 


— 8305090310 Testimony of LJ Skiles.AB Armstrong l< CL Dorn on A8LB 
830423 telcon questions re adequacy of county judge as 
emergency plan coordinator 

SKILES, L J , ARMSTRONO, A D , BORN, C L Teias, State of 83/09/03 
7pp 18362 016 24X Ftchn 90-449.83/09/09,8303090507 


— 8305090913 Testimony of A Vega re applicant response to 8304H Const 
Appraisal Team Insp Repts 90-449/83-18 Ic 90-446/83-12 
VEOA. A Texas Utilities Oenerating Co 83/09/09 3pp 
18362 023 24X Flche 30-449,83/09/09,8309090907 


—8305090917 Affidavit of JS Marshall in rasponse to ASL0 inquiry re 
classification of equipment for application of lOCFRSO, App D 
requirements It relationship of Board Notification 83-t3 to 
HR Denton 811120 memo on classification 

MARSHALL. J 8 Texas Utilities Oenerating Co 83/09/05 7pp 
18362 026 24X Flche 90-445,83/09/05.0309090907 


—8305090921 Affidavit of DH Made re Hldland-Ross superstrut matl 
{Board Notifications 83-02 l« 83-14) Ic uelds in main control 
board panels (Board Notl FI eat ions 83-90, 90 A & 116) 

HADE, 0 H Texas Utllltlas Oenerating Co 83/09/09 90pp 
10362 033 24X Flche 90-445,83/09/09,8309090907 


—8305090929 Affidavit of JC Flnneran on applicant response to Board 
Notification 82-109 re pipe clamps employed on ASHE Code 
Class I piping. 

FINNERAN, J C Texas Utilities Generating Co 83/09/09 3pp 
18362 123 24X Flche' 90-445, 83/09/09, 8309090907 


—8305090930 Affidavit of DR Moodlan providing responses to ASLB 
inquiries re Board Notifications 83-26 I, 83-38 concerning 
failure of certain reactor trip breakers to perform as 
daslgned Prof qualifications encl 

HOODLAN, D R Texas Utilities Oenerating Co. 83/09/09, 12pp 
18362 126 24X Fiche 90-445,83/09/09,8309090907 


8309090968 Forwards direct testimony It affidavits in response to 
questions posed by ASLB during 830407 telcon 
TREBY, 8 A . ROTHSCHILD, M. U , tlIZUNa, 0 8 Hearing Branch 1 
83/09/09 BLOCH, P B , JORDAN, M H , HCCOLLOH, K A Atomic Safety and 
Llcantlng Board Panel 2pp 18360 001 24X Fiche 90-445,83/09/09, 

8305090968 


"8309090978 Supplemental testimony of S Durwell.WP Chen, JI Tapia, J Rajan 
I. RO Taylor re concerns raised by MA Walsh *< J Doyle i NRC 
const appraisal insp rept Prof qualifications encl 
SURMELL.S Division of Licensing CHEN, M P Energy, Dept of 

TAPIA, J.l. Division of Resident, Reactor Project & Engineering 
Programs. 83/09/09 14pp 18360 004 24X Flche 90-449,93/09/09, 

8309090968 


—8309090986 Supplemental testimony of DM Rohrer I. T Urbanlk re emergency 
preparedness 

ROHRER. D H Emergency Preparedness Branch URBANIK,T Texas Atdl 
UniV., College Station. TX 03/05/09 20pp 16360-018 24X 

Flche 90-445,83/05/09.8305090968 


— 8303090992 Supplemental testimony of A Loakabaugh I. J Denton re 
emerg en c y preparedness 

LOCKABAJOH, A , BENTON, J Federal Emergency Management Agency 
83/03/03 15pp 1S360 038 24X Flche 50-445,83/09/09,8305090568 


— -8309090660 Testimony of AB Beach re const appraisal team insp 
concerning pipe support const & pipe support design 
interfaces u/const Prof qua 1 1 f i ca t ions encl 
□EACH. A D Director's Office, Office of Inspection and 
Enforcement 03/09/05 4pp 18360 109 24X 

Flche 90-445.83/09/05,8305090968 


8305130157 Supplementary surrehuttal testimony of J Doyle Error In 
fundamentals used in calculations for upper lateral 
restraint compounded by errors In stiffness used in Oibbs I, 

Hill calculations Related correspondence 

DOVLEi J Cltliens Association for Sound Energy 83/09/09 3pp 
18437 269 24X Flche 90-449.83/05/09,0309130197 


8305230139 Transcript of 830516 hearing in Fort Worth, TX re OL 
application Pp 5, 855-6, 169 Supporting documentation end 
* Atomic Safety and Licensing Board Panel 83/03/16 40app 
18930 219 24X Fiche 90-449.83/09/16,8309230138 


8305230100 Transcript of 830517 hearing In Fort Worth, TX Pp 6,170- 
6,286 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 83/09/17 S6Bpp 
18534 282 24X Klchc 50-445,03/05/17,8309230100 


8305230147 Transcript of 030517 hearing in Fort Worth, TX Pp 6,287- 
6,471 Supporting documentation encl 

« Atomic Safety and Licensing Board Panel 83/09/17 336pp 

{8929 239 24X F 1 c he. 50-449, 83/05/ 1 7, 03052301 47 


8305250010 Transcript of 830518 hearing In Fort Worth, TX Pp 6.472- 
6,817 Supporting documentation encl 

« Atomic Safety and Licensing Board Panel 83/OS/lB Sespp 
18984 079 24X Flche 50-449,83/05/18,8309250010 


8305260099 Transcript of 030519 hearing in Fort Worth, TX Pp 6,818- 
7,272 Supporting documentation encl 

« Atomic Safety and Licensing Board Panel 83/09/19 743pp 

1S997 001 24X Flche 80-449,03/05/19.0305260099 


8309260079 Transcript of 830920 hearing in Fort Worth, TX Pp 7.273- 
7,489 Supporting documentation encl 

» Atomic Safety and Licensing Board Panel 83/03/20 319pp 

18624 046 24X Flche 50-445,83/03/20,8303260079 


DOCKET 90-446 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 2 


A Application/construction stage documents I, correspondence 


6309180001 Addl response to FOIA request for seven categories of 
documents re Brown b Root, Inc I, South Texas project Forwards 
App D documents Documents also available in PDR Addl 
documents undergoing review 

FELTON, J M Division of Roles and Records 03/03/09 LINDEMAM.HN 
Louenstein, Newman, Rais, Axelrad l< Toll 6pp 18497 21? 24X 

Flche 50-000,83/03/09.8309180001 


—0010280970 Responds to Question 4 of 800923 memo re Eckhardt hearing 
Major Brown t, Root Corp nuclear const work It weld deficiency 
status summarlied Licensee will complete visual Insp l< 
comply w/corrective actions in encl AWS Code 
STELLOi V Office of Inspection & Enforcement. Office of the 
Director 80/09/29 AHEARNE, J F Commissioners 9pp 
18497 228 24X Flche 90-000,83/03/09,8309180001 


8309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng. 

TQURTEL LOTTE, J Regulatory Reform Task Force 03/04/tI 
PALLADINO.N J Commissioners 2pp 18942 272 24X 

Flche 90-000.83/04/11.0305230720 


0309090722 Board Notification 83-12 forwards rept. "Design & Const - 
Self-Initiated Evaluation," to facilitate general upgrading 
of plant t< Industry 

NOVAK, T M Assistant Director for Licensing. AS 8NB3-12 83/03/02 

Atonic Safety and Licensing Board Panel 3pp 18368 2?1 24X 

Flche 90-449,83/09/02.8309090722 


--0309090726 "Design It Const - Self-Initiated Evaluat ion. Comanche Peat 
Steam Electric Station " 

« Texas Utilities Oenerating Co 82/10/31 394pp 10368 2?4 

24X Fiche 50-449. 83/09/02,830 5090722 
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S30S040333 OoATd Noti Flcatlon 83-037 forwards differing prof opinions 
re egs interaction U lafsty claseificatlon Info relates to 
Board Motifications 03-17 k 83-04 re Unresolved Safety Isooe 
A-17 

EI8GNHUT. 0 G Division of Licensing 83/03/04 PALLADINO. N 
Commissioners 23pp 10337 139 24X Flthe 30-000.83/03/04. 

B303040323 


8305120109 Summary of 830413 meeting w/utll in SetheidadlO re added 
assurance program to assure independent verl f 1 c at I o^n program 
reoulrements met 

BURUELL.S B Licensing Branch I 83/05/04 Licensing Oranch 1 

7pp 18443 179 24X Flche 30-443.83/03/04.8305120109 


8305100123 Foruards comments on environ qua 1 1 f ica t ion correlation 
betueen Installed k qualified components as follouiup to 
821014 audit trip rept on Item 11 a. ‘’Auilllary Bldg Hodular 
Train Filter " 

SCHMIDT. H C Teias Utilities Services. Inc 83/03/03 
YaUNOSLOOD. B J Licensing Branch i 2pp 18379 029 24X 

Flche 30-443.63/03/05.0303100125 


8303090839 Generic Ltr 93-20 to all operating reactor licensees k 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT.DO Division of Licensing 83/03/09 Consolidated 

Edison Co of Neu York. Inc I6pp 18627 193 24X 

Flche 30-000.83/03/09.8303090659 


8303230627 Foruards request for procedures generation package needed to 
complete OL application evaluation 

YaUHOBLOOO. B U Licensing Branch 1 83/03/12 GARY. R J Teias 

Utilities Generating Co 6pp 18343.029 a4X Flche 30-443. 

83/03/12. S303230627 


8303310151 Comments on alternate shutdoun reactor heat removal Direct 
readings of process variables necessary to perform 8i control 
reactor heat removal provided at hot shutdoun panel as part 
of alternate shutdoun design 

SCHMIDT. HC Teias Utilities Services. Inc 83/03/20 
VOUNOBLOOO. D J Licensing Branch 1 3pp 18691 221. 24X 

Flche 30-443.83/03/20.8303310131 


F Security, medical, amergency k fire protection plans 


8309040499 Fourteenth set of interrogatories k requests to produce 
Related correspondence 

ELLIS. J Cl tl lens Association for sound Energy 83/04/28 Teias 

Utilities Generating Co lOpp 18322 111 24X 

Flche 30-449.83/04/28.8303040499 


8303040313 Fourth set of Interrogator las k requests to produce. Related 
correspondence 

CLLIS.J Cltliens Association for Sound Energy 83/04/28 Office 
of the Executive Legal Director 7pp 18321 249 24X 

Fiche 30-449i 83/04/28, 8303040913 


8309030464 Foruards FEMA 830322 memo to NRC re emergency preperidnesi, 
niZUNO.O 8 Hearing Branch 1 83/04/29 BLOCH, P B . JORDAN, U H , 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel 3pp. 

18292 163 24X Flche 30-449.83/04/29.8309030464 


8309030914 Motion for protective order that discovery not be had ra 
draft notice of violation on calculation of deflection of 
rigid support CC-1 -107"00a-E33R Draft is not final NRC 
document Certificate of Svc end 

ROTHSCHILD, M U Hearing Branch 1 83/04/29 Atomic Safety and 

Licensing Board Pansl 7pp 18306 330 24X Flche. 30-445, 83/04/29, 

8303030314 


8309030322 Order extending time until 030903 for Commission to act to 
revleu ALAD-714 

CHILK.S J Office of the Secretary of the Commission. 83/04/29 
commissioners Ip 18306 397 24X Fiche: 90-443, 83/04/29, 

8309030322 


8303040331 Advises of NRC agreement to voluntarily release one 
paragraph designated by Judge Bloch as containing factual 
info possibly relevant to 1 1 1 Igatlon, from draft 821229 
notice of violation Paragraph set forth 

TREBY, 8 A Hearing Branch 1 83/09/03 CASE, J Cltliens 

Association for Sound Enargy Ip. 18321 241, 24X 

Fiche 90-449,83/09/03,8309040931 


8303040997 Reply to State of TX brief on collateral estoppel State of 
rX erred In concluding Dept of Labor decision should bs 
given collateral estoppel effect Decision not sufficiently 
firm to be accorded preclusive effect 

AOTHSCKILO, K U Hearing Branch 1 83/03/03 4pp. 18321 282. 24X 

Fiche 30- 4 4 3. 83/09/03, 8309040337 


B3D9030464 Foruards FEMA 830322 neolo to NRC re emergoncy preparedness. 
MIZUNO.O S Hearing Branch 1 03/04/29 BLOCH. P D Atomic Safety 

and Licensing Board Panel 3pp. 18292 163 34X 

Flche 30-443,83/04/29,8305030464 


0 Adjudicatory correspondence 


— 8309040560 Reply to Cltliens Assoc for Sound Energy brief re 
consideration of LOCA in design criteria for pipe support! 
Operability of pipe supports not necessary to assure 
ta f ety-relatad component operability M/Certif Icate of Bye, 
NIZUNO.C 9 Hearing Branch 1 83/03/03 9pp. 18321 286. 24X 

Flche 50-449.83/09/03,8303040397 


8305020422 Motion to allow Cltliens Assoc for Sound Energy to file 
written argument on issue in lieu of presenting oral 
argument at 83011? hearing Cltliens do not have finances to 
coma to BethesdatMD for 40-mlnute argument 

ELLIS. J Cltliens Association for Sound Energy 83/01/11. Atomic 
Safety and Licensing Appeal Panel 2pp 18283 001 24X 

Fiche 30-443.83/01/11.8303020422 


— 8309020430 Urltten argument on Issues to be argued orally on 830119 in 
Betheeda.MD Cltliens Assoc fop Sound Energy unable to attend 
or find representative Uhlstlablower protection discussed 
ELLia. J Citiisns AssO'Ciation for Sound Energy B3/01/tl 

Atomic Safety and Licensing Appeal Panel 69pp IB2B3 003 24X 

Flche 30-449.83/01/11,0303020422 


— 8303020437 Forwards Cltliens Assoc for Sound Energy witness J Doyle 
affidavit re blacklisting due to testimony et heerlngi, 

ELLIS. J Cltliens Association for Bound Energy 83/01/18 
ROSENTHAL. A S Atomic Safety and Licensing Appeal Panel tp 
18283 068 24X Fldhc; 90-449. 83/01/11, 8309020422 


— 8309020444 Affidavit of J Doyle re blacklisting due tO' testimony at 
hearings NRC should take immediate I, stringent measures to 
stop insidious practice NRC current protection for 
uhistleblouers is farce 6 charade Certificate of 8vc end 
DOYLE, J Affiliation Unknown 83/01/17 4pp 18283-069. 24X 

Fiche 30-443.83/01/11.8309020422 


8309040929 Affidavit of MA Walsh re computer program In J Doyle 830426 
surrabuttal testimony 8TRUDL program utlllied lu/suf f Ic lent 
similarities to attura rssulti will be accurate 

WALSH. H A Cltliens Aisoclatlon for Sound Energy 83/04/26 ip 
18320 001 P4X Flche 30-449,83/04/26,8309040329 


B309040396 Motion for discovery re af pi leant ti NRC interrogatories on 
const appraisal team Insp Rspts 30-443/83-18 <i 30-446/83-12. 

Related corrssf ondsnet 

ELLIS, J Cltliens Association for Sound Enargy 83/04/28- Atomic 
Safoty and Licensing Board Panel 3pp 18324 029 24X 

Flche - 90-443. 83/04/28. 8305040296 


8309090019 Order aitandlng time until 830920 for Commission to act to 
review ALA8-714 

CHILK.S J. Office of the Secretary of the Commission. 83/09/03 
Commlsslonere. ip 18339 039 24X Fiche 30-443,83/03/03, 

8309030019 


0309030018 Reply brief to Cltliens Assoc for Sound Energy 830420 brief 
re consideration of effects of LOCA an pipe support design. 

Cltliens crrontously applied provisions of ASHE Cods not 
applicable to design Certificate of Sve encl. 

REYNOLDS, N 8 , HORIN.U A Teias Utilities Oeneratlng Co. 

REYNOLDS, N S Debevolse k Liberman. 83/09/03 Slpp. 18338 334. 
24X Flche: 90-443, 83/03/03, 8303090018. 


8309090443 Response In opposition to NRC 630420 response to A8L8 
question re LOCA-tnducod thermal eipanslon In linear 
eupports t, applicant 830421 brief on consideration of pipe 
support design thsrmel stresses W/Ccrtlf leete of Svc. 

ELLIB, J Cltliens Association for Sound Energy. 83/09/03. Atomic 
Safety and Licensing Board Panel, 29pp. 1 8363- 001 24X 

Flche 90-449. 83/09/03.8309090443. 


83Q9110137 Responds to 830904 request to review proposed protective 
agreement between Citliene Assoc for Sound Energy t( ITT- 
Orlnnel re design criteria for pipe supports Hording too 
restrictive. Revised proposel encl for review. 

ELLIS. J Cltliens Association for Bound Energy 83/09/04, fiORIN. U 
Debevolse t< Liberman. 4pp 18393-344 24X Flche- 90-449, 83/09/04. 

B3091 10137 


8309110347 Certifies svc of J Doyle 830904 supplemental surrabuttal 
testimony. 

ELLIS. J, Citiisns Association for Sound Energy. 83/09/04 2pp> 
18406.198 24X Fiche 90-449.83/09/04.8309110347 
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0309090307 Forwards testimony of LJ Skiles<AD Armstrong & CL Born re 
emergency planning rec ommenda t i ons> A Vega tostimony re const 
appraisal team rept & JS MorshallpDH Wadej JC Finncran & 

OR Hoodlan affidavits Related correspondence 

neVNOLDS.N B Debevoise it Liberman B3/0S/03 QLOCH. P D Atomic 
Safety and Licensing Board Panel Spp 19363 014 34X 

Flebe 30-449.93/03/09,0305090907 


"8309090917 Affidavit of JS tlarshall in response to ASLD inquiry re 
classification of equipment for application of 10CFR90, App 0 
requirements t, relationship of Board Notification 03-13 to 
HR Benton 011130 memo on classification 

MARSHALL. J S Tesas Utilities Oonerating Co 93/03/03 7pp 
18363 036 24X Fiche 90-449.93/03/03.8309090907 


— 9303090921 Affidavit of DH Wade re Midland-Boss soporstrut matl 
(Board Notifications 83-03 & 83-14) b uelds in mam control 
board panels (Board Notifications 83-90, 90A t, 116) 

WADE, D H Tesas Utilities Generating Co 83/03/09 90pp 
18362 033 34X Fiche 90-443,03/03/09,8305090507 


—0309090335 Affidavit of JC Finneran on applicant response to Board 
Notification 83-109 re pipe clamps employed on ASME Code 
Class I piping 

FINNERAN.J C Texas Utilities Generating Co 83/09/09 3pp 
18363 133 a4X Fiche 30-443,83/09/09,8309090907 


"8309090930 Affidavit of DR Woodlan providing responses to ABLD 
inquiries re Board Notifications 83-26 b 83-38 concerning 
failure of certain reactor trip breakers to perform as 
designed Prof qual i f Icat ions end 

WDODLANi D R Texas Utilities Generating Co 83/09/03 ISpp 
18362 126 24X Fiche 30-443,83/03/03,8303090507 


6303090968 Forwards direct testimony b affidavits in response to 
questions posed by ASLO during 830407 telcon 
TREDV. 8 A . ROTHSCHILD, M U , MIZUNO, G S Hearing Branch 1 
83/03/03 BLOCH, P 0 . JORDAN, W H , MCCOLLOH. K A Atomic Safety and 
Licensing Board Panel 2pp 18360 001 24X Fiche 30-443,83/09/03, 

8309090368 


—8303090600 Affidavit of 8D Burwell re questions posed during ASLD 
830407 telcon on Implemented procedures concerning malnt of 
scram breakers as result of Board Not 1 Picat Ions 83-26 b 
83-38 Prof qualifications end 

BURWELL, 8 D Licensing Branch 1 83/03/03 Spp 18360 053 24X 

Fiche 50-443.83/03/05,8303090968 


--B303090607 Affidavit of FD Coffman on Unresolved Safety Issue A-17, 
"8ys Interaction in Nuclear Power Plants," per ASLD 830407 
telcon request Prof qualifications end 

COFFMAN, F D Reliability b Risk Assessment Branch 83/03/09 
9pp 18360 038 24X Fiche 30-443,83/09/09,8309090368 


—6303090618 Affidavit of 8 Ulab re semiscale feed b bleed Experiment 
8-SR-2 b related subsequent RELAP-5 analyses.per ASLD 830407 
telcon request Prof qualifications end 

DJAB, S, Reactor Systems Branch 83/03/09 Spp. 18360 067 24X 

Fiche 50-443,83/05/03,8303090369 


—0303090623 Affidavit of TO Donning re A9LB 830407 telcon question on 
reactor trip (scram) sys b conformance w/lEEE-279 Prof 
qualifications end 

DUNNING, T 0 Instrumentation b Control Systems Oraneh 83/03/09 
6pp 18360 072 24X Fiche 30-443,83/03/03,8303090368 


—8303090632 Affidavit of WP Haass re ASLD 630407 telcon questions on NRC 
Interpretation of lOCFRSO, App D Prof qualifications end 
HAASS, W P OA Branch 83/03/05 Spp 18360 070 24X 

Fiche 30-445,83/03/03,8303090568 


—8308090640 Affidavit of CE Rossi re ASLB 830407 telcon questions 
concerning status of NRC position on Unresolved Safety Issue 
A-9, “ATWS •• Prof qual 1 f Icatlons end 

ROSSI, C E Instrumentation b Control Systems Branch, 83/03/09 
Spp 18360 083, 24X Fiche 50-443,83/03/03,0303090960 


—8303090646 Affidavit of AJ Stukleuici b TO Donning re ASLB 830407 
questions on Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys " Prof qualifications end 
SZUKIEWICZ, A J Generic Issues Branch DUNNING, T 0 
Instrumentation b Control Systems Branch 83/03/05. 9pp 
18360 093 24X Fiche 30-448,83/05/05,8305090560 


—8303090690 Affidavit of RO Taylor re ASLB 830407 telcon questions on 
use of superstrut mat! 

TAYLOR, R 0 Region 4, Office of Director 83/08/03 2pp 
18360 102 24X Fiche 90-443,83/03/03,8305090368 


— 0303090654 Affidavit of D Terao re ASLB B304O7 telcon questions on 
Board Notification 82-105, "Alleged Design Deficiency “ 

Prof qualifications end 

TERAO, D Mechanical Engineering Branch 83/03/03 3pp 
18360 104 34X Fiche 30-445,83/05/03,8303090368 


8305090360 Notice of 830612-17 evidentiary hearings re const appraisal 
team OA study Limited appearance statements will be 
d isal lowed 

BLOCH, P B Atomic Safety and Licensing Board Panel 83/03/06 ip 
18360 153 24X Fiche 90-445,83/03/06,8305090360 


8303100270 Confirms ASLD response to util question re delegation of 
authority to county judges to make decisions concerning 
radiological emergency protective action notification b 
recommendations 

REYNOLDS. N S Debevoise b Liberman REYNOLDS, N 8 Texas Utilities 

Generating Co 83/03/06 BLOCH, P B Atomic Safety and Licensing 

Board Panel Ip 1S371 338 24X Fiche 30-445,83/03/06,8303100270 


8303100321 Forwards drawing of upper lateral restraint ref in J Doyle 
830426 rebuttal testimony 

REYNOLOS.N S Oebevolie b Liberman REYNOLDS, N 8 Texas Utilities 

Generating Co 03/03/06 BLOCH, P D Atomic Safety and Licensing 

Board Panel 2pp 10370 091 24X Fiche 50-449,83/03/06.8303100321 


8303110332 Requests info re introduction into evidence of const b 
appraisal team insp b Investigation repts by NRC 
ELLIS, J Cltixens Association for Sound Energy 83/03/06 
ROTHSCHILD, M U Office of the Executive Legal Director Ip 
18406 147 24X Fiche 90-443,83/09/06,8303110332 


830S11036B Discusses proposed stipulation re listed Citiiens Assoc for 
Sound Energy discovery matters 

ELLIS, J Citlxens Association for Sound Energy 83/03/06 
ROTHSCHILD, M U Office of the Executive legal Director 2pp 
J8406 077 24X Fiche 50-443,83/03/06,0303110368 


8303110397 Submits list of stipulations re Citiiens Assoc for Sound 
Energy exhibits for verification of authenticity b possible 
admission into evidence 

ELLISiJ Citizens Association for Sound Energy 83/03/06 HORIN.N 
Debevoise 1, Liberman 2pp 10406 193 24X Fiche 30-443,83/03/06, 

8303110397 


8309110357 Response opposing NRC 830503 motion to withdraw Sept 1982 
prsflled tostimony Certificate of Sve end 

ELLtSiJ Citizens Association for Sound Energy 83/03/07 Atomic 
Safety and Licensing Doard Panel 4pp 18406 082 24X 

Fiche 50-443,03/09/07,0305110337 


8303100267 Forwards original signed pages to JS Marshall, DH WadOtJC 
Finneran b DR Woolan affidavits filed on 830903 
HORIN. H A Debevoise b Liberman HORIN.W A Texas Utilities 
Generating Co 83/05/09 8TUCKY, 3 W Docketing b Services Branc)i 
Spp 18371 236 24X Fiche 50-443.83/03/09.8303100267 


8303100295 Answer opposing Citizens Assoc for Sound Energy motion for 
discovery re const appraisal team rept Discovery requests 
unnecessary, cumulative, unduly burdensome b untimely 
Certificate of Sve end 

REYNOLOS.N S Teias Utilities Generating Co REYNOLDS, N 8 
Debevoise b Liberman 83/03/09 Atomic Safety and Licensing Board 
Panel 6pp 10371 259 24X Fiche 50-445,83/03/09,0303100293 


8303130066 Motion to allow addl supplementary surrebuttal testimony 
of J Day le, witness for Intervenor Receipt of drawing creates 
need to revise previous testimony 

ELLIS, J Citizens Association for Sound Energy 83/03/09, Atomic 
Safety and Licensing Board Panel 2pp 18436 331 24X 

Fiche 30-449.03/05/09,0303130066 


8303130173 Response to A8LD 830306 request for discussion of 
interrelationship of ASME App XUtI, Section 2271 3. to rest of 
ASME Code App is mandatory b integral part of ASHE Code b is 
applicable to pipe supports Certificate of Sve end 
ELLIS, J Citizens Association for Sound Energy 83/09/09 34pp 
18437 303 24X Fiche 30-443,03/03/09.8305130173 


8303130013 Answer to Citizens Assoc for Sound Energy 830428 motion for 
discovery Answers to interrogatories filed as limited 
discovery on IE Const Appraisal Insp Repts 30-443/83-18 b 
30-446/83-12 relevant 

ROTHSCHILD, M U Hearing Branch i 03/03/11 Atomic Safety and 
Licensing Board Panel Spp 1B437 133 24X Fiche 50-449. 83/09/1 1> 

8303130013 


— 8303130021 Answers to fourth set of interrogatories b requests to 
produce 

BEACH, A D Director's Office, Office of Inspection and 
Enforcement 83/03/11 Citizens Association for Sound Energy 
12pp 18437 136 24X Fiche 50-443,83/03/11,8303130013 
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8309130033 Response to ASi.6 inqutrg re ASME Ooller & Pressure Vessel 
Code App XVII App delineates requirements ti stress llnits 
for analysis of linear pipe supports 

MtZUNO.SS Hearing Branch i 83/09/11 3pp 18437 0?4 34X 

Flche 30-443,03/09/11,8303130033 


— 0309130040 Affidavit of RJ Bosnak re App XVII-2O0O requirements & 
stress limits for linear elastic analgsls of llnesr pipe 
supports Article XVn-2271 3 requires appropriate design 
consideration be given Certificate of Svc end 
BOSNAKiR J Office of Nuclear Reactor Regulation, Director 
83/03/11 4pp 18437 097 24X Flche 90-443,83/09/11,8309130033 


8309130260 Supplemental replg brief re pipe support design. 
Consideration of thermal eipansion of supports not required 
in design of llnear-tgpe pipe supports Certificate of Svc 
encl 

REVNOLDSiN S . HORIN, H A Tetas Utilities Oenerating Co 
REVNOUOS.N S Oebevolse & Liberman 83/09/11. Atomic Safetg and 
Licensing Board Panel 7pp 18439 244 24X Flche 30-443,83/09/11, 

8303130260 


8309170287 Forwards Improved drawing received from applicant In 
response to request re Clttiens Assoc for Sound Energg 
Eshiblt 763 (J Dogle 830904 supplemental surrebuttal 
testlmongl 

CLLIStJ Citliens Association for Sound Energy 83/09/11 

BLOCH, P B , HCCOLLariiK A , VORDAN,!! H Atomic Safety and Licensing 

Board Panel 3pp 10469 334 24X Flche 30-443,83/09/11, 8303170207 


8309170913 Forwards add] exhibits to assist in reaching stipulations 
prior to hearings U/o encl. 

ELLIS, J Citiiens Association for Sound Energy 83/03/11 
ROTHSCHILD, H U Hearing BrancA 1 REYNOLDS, N S Debevoise (> 
Liberman 2pp 18470 009 24X Flche 90-443, 83/05/1 1 , 0309170913 


8309160147 Forwards AB Beach 630311 signed affidavit tt prof 
qualifications to NRC 830911 answers to Citiiens Assoc for 
Sound Energy fourth set of interrogatories 

ROTHSCHILD. H U Hearing Branch 1 83/09/12 ELLIS. J Citiiens 

Association for Sound Energg 3pp 18446 101 S4X 
Flche: 30-449, 03/09/12, 8309160147 


8309200304 Forwards B309i3 Itr transmitted to Region IV fc util in 
response to ASLS directive re cross-examination document 
dellverg 

ELLIS, J Citiiens Association for Sound Energg 83/03/16 

BLOCH, P B , JORDAN, W H , MCCOLLOH, K A Atomic Safety and Licensing 

Board Panel ip 18914 086 24X Fiche 30-443,63/03/16,8309200304 


8309200994 Order extending tine until 830927 for Commission to act to 
review ALAB-714 

CHILKi S J Office of the Secretary of the Coimmission 83/09/19 
Commissioners Ip 18519 091 24X Flche 30-443.83/03/19, 

8309200994 


8309270013 Forwards NB Le< DC Ford.P KeshI shian, RM Compton, OC Oower, 
HM Phillips tc ha Hansen prof quallf Ications Individuals 
listed in NRC answer to Interrogatory 1 (fourth set) &t 
requeets to produce 

ROTHSCHILD. H U Hearing Branch 1 B3/09/26 ELLIS, J Citiiens 

Association for Sound Energy lOpp 1S633 39S S4X 
Flche 90-445,83/09/26,0303270015 


8309310011 Order extending time until 030606 for Commission to act to 
review ALAB-714 

CHILK, S J Office of the Secretary of the Commission 83/09/27 
Commlseloners ip 18693 839 84X Flche 90-443,83/09/27, 

8303310011 


K Utility Final Safety Analyels Report (FSAR) It amende 


8303160138 Forwards Amend 40 to FSAR 

CARY.8 J Texas Utilities Oenerating Co 83/03/09 DENTON, H B 
Office of Nuclear Reactor Regulation, Director app 18446 190 
24X Fiche 50-443,83/03/09,0303160136 


— 0305160141 Amend 40 to FSAR 

a Texas Utilities Oenerating Co 03/09/09 397pp. 18446' 194 

24X Flche 90-449,03/09/09,8303160138 


Q. Inepection reports, IE Bulletine 6 correspondence 


0212060385 IE Info Notice 63-14, "Dewatered Spent Ion Exchenge Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
end 

TAYLOR, J H Olvltlon of Safeguards t. Inspection Programs iPost 
830103), 83/03/21 Consolidated Edison Co. of New York, Inc 

ItSpp 10308 3i9 84X Flche 50-000,83/03/21,8218060389 


8309100093 Confirms plan to perform Independent verification intp on 
830429-0306 Addl Info re required documentation packages for 
47 welds selscted for Independent verification requested by 
830411 

OAOLIAROO, J E Division of Resident, Reactor Project tc Engineering 
Programs 83/04/11 GARY, R J Texas Utitltles Generating Co Spp 
18377 266 24X Flche 80-443,83/04/11,8303100093 


6309120145 Forwards IE Const Appraisal Imp Repts 30-443/83-18 t< 
30-446/83-12 on 830124-0204 t< 0214-0303 Executive summary of 
results 6 list of potential enforcement actions end 
Region IV will address findings at- later date 
DEYOUNO.R C Director's Office, Office of Inspection and 
Enforcement 63/04/11 GARY, R J Texas Utilities Generating Co 
lOpp 18427 262 24X Fiche 30-443,83/04/11,8309120149 


— 8303120159 IE Const Appraisal Insp Repts 30-443/83-10 *< 50-446/83-12 on 
630124-0204 %t 0214-0303 Hajor areas Inspected electrical It 
instrumentation const, mechanical const, weld tng It NDE a< civil 
ti structural const 

BEACH, A B . KESHISHIAN, P 1 , OOHER, G C Reactor Conetpuctlon 
Branch 83/04/08 B9pp 18427 270 24X Flche* 90-449, 83/04/11, 

8305120145 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list encl 

JORDAN,£ L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/15 Consolidatdd Edison Co of Ntu 

York, Inc 126pp 16435 195 24 X Flche* 50-000, 83/04/13, 8303040021 


8303040023 IE Info Notice 83-22, "BUR Saf e tg/Rel lef Valve Falluree. " 
Svc lilt encl 

JORDAN,E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co. of New 

York, Inc 112pp 18383 089 24X Flche 30-000,83/04/28,8303040023 


8303040025 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list encl 

JORDAN,E L Division of Emergency Preparedness It Engineering 
Response iPost 830103) 83/04/25 Consolidated Edison Co of New 

York, Inc 119pp 10381 291 24X Flche 30-000,83/04/29.8303040029, 


8309120610 Inform! that commitments re extent It method of exam of 
preservice Insp program consistent w/lnservice exams, based 
on Reg Guide 1 190. Preservice exam plan described In 830301 
Itr acceptable provided plan completed before 040119 
YOUNGBLOOD, B J Licensing Branch 1 83/04/27 GARY, R. J. Texas 

Utilities Generating Co 2pp 10440394 24X Fiche' 90-443, 

83/04/27, 0305120610 


8303040026 IE Info Notice 63-24, "Loose Parts in Secondary Side of 
Steam Generators at PURs " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Ntw 

York, Inc 11 Spp 18382 047 24X Flche 50-000,83/04/28,8303040026 


0303040027 IE Info Notice 83-39, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
JORDAN, E L Division of Emergsneg Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 118pp tS3B2 169 24 X Flche 90-000,83/04/28,8303040027. 


8303040036 IE Info Notice 83-26, "Failure of Safety /Re lief Valve 
Ditchargs Line Vacuum Breakers " Svc list encl 
JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response (Poet 030103) 83/09/03 Consolidated Edison Co of New 

York, Inc 122pp 18441' 170 24X Pie he 90-000, 83/09/03, 0303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list and 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103), 83/09/04 Consolidated Edison Co of New 

York, Inc 112pp 18382 282, 24X Flche, 90-000, 83/09/04, 0303040030. 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergenclas " Svc list encl 
JORDAN, E L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co, of New 

York, Inc 119pp 18441 001, 24X Flche' 30-000, 83/09/04, B30304D031 


8309160240 Board Notification B3-29C provides 830413 meeting turnmerg 
describing continuing dlacustion between NRC ti util on need 
for program to assure adequate plant design I, const, at 
result of const appraisal team Insp 

NOVAK, T M. Assistant Director for Licensing, 93/09/04. Atomic 
Safety and Licensing Board Panel 4pp 1B471 391 24X 

Flche 90-449.83/09/04,8309160240 
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— 83091A0244 Sumraary of B30413 meeting u/utlj in Bethesda.HD re 
misunderstanding betueen util b NRC on need for added 
assurance that plant designed it contructed In accordance w/ 
application Results of const appraisal team insp discussed 
BUnWELL. S D Licensing Branch 1 03/05/04 Licensing Branch 1 

6pp 18471 354 24X Flche 50-445,63/05/04,0305160240 


0303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation '' Bvc list end 

OORDANi E L Division of Emergency Preparedness l< Engineering 
Response (Pott 030103) 83/05/06 Consolidated Edison Co of Neu 

York, Inc llSpp 18523 24S 24X Flche 50-000,03/05/06,0303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures lEOP) Ouidellnes " Svc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Responee tPost 030103) 83/05/11 Consolidated Edison Co of Ney 

York, Inc 114pp 10524 003 24X Flche 50-000,03/05/11,0303040034 


0305230445 Forwards IE Insp Repts 50-445/83-12 *. 30-446/83-07 on 
830282-0300 & 0322-23 No none omp 1 1 anc e noted 

MADSEN, 0 L Region 4, Office of Director 83/03/13 GARY, R J 
Tecai Utilities Generating Co 2pp 18538 170 24X 

FiCha: 50-445. 03/05/13, 0305230445 


— 8305830449 IE Insp Repts 50-445/03-12 *< 50-446/03-07 on 830822-0300 h 
0388-23 No noncompl lance noted Mayor areas inspected 
followup of unresolved items in !E Insp Repts 50-445/08-26, 
50-446/02-14 «< 50-445/82-22 

TAPIA, J 1 , CHEN, W P . HUNNICUTT, D M Region 4, Office of 
Director 03/05/03 8pp 18530 180 24X Flche 50-445,83/05/13, 

8305230445 


8305800416 Aek receipt of 830485 Itr Informing NRC of steps tal(en to 
correct violations noted In IE Insp Repts 30-443/03-03 t< 
30-446/83-01 

MADSBN.O L Region 4, Office of Director 83/03/18 GARY, R J 
Texas Utilities Generating Co ip 10518 124 24X 

Flche 50-445,83/05/18,8305200416 


— Q30O800419 Responds to NRC 030328 Itr re violations noted In IE Insp 
Repts 50-445/83-03*1 50-446/83-01 Corrective actions light 
poles will be inspected S, Items designated non-nuclear 
safety-related reviewed & upgraded 

GARY, R J Texas Utilities Generating Co 83/04/85 MADSEN, 
Region 4, Office of Director 3pp 18318 123 24X 

Flche 30-443,03/05/18,0305800416 


8305800666 Ac k receipt of 830415 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-443/03-07 6 
50-446/83-04 

MADSEN, 0 L Region 4, Office of Director 83/05/10 GARY, R J 
Texas Utilities Generating Co Ip 18S19 095 SAX 
Flche. 50-445, 83/05/10, 8305200666 


—8305200674 Responds to NRC 030314 Itr re violations noted In IE Insp 
Repts 50-445/03-07 6 50-446/03-04 Corrective actions const 
personnel will be reinstructed in necessity for rigid 
compliance u/distgn 6 procedural requirements 

GARY, R J Texas Utilities Generating Co 03/04/15 MADSEN, 0. U 

Region 4, Office of Director 3pp 10319 096 S4X 
Fich# 50-445,83/03/18,8305200666 


8303040040 IE Info Notice 03-31, "Error In ADLPIPE Computer Program " 
ave lift end 

UORDANi E L Division of Emergency Preparedness 6 Engineering 
Responee (Post 830103) 83/05/19 Consolidated Edison Co- of New 

York, ine U4pp 10697 009 24X Flche 50-000, 83/05/19. 0303040040 


8305840003 Forwards IE Imp Reptf 50-443/83-14 t> 30-446/03-00 on 
830328-31 No noncompl lance noted 

MAOaEMiO L Region 4, Office of Director 83/05/20 OARY, R J 
Texat Utilities Generating Co 8pp 18349 139 24X 

Flche 50-445,03/03/80,0303240003 


— 8305240003 IE Inep Repts 50-445/03-14 t, 50-446/03-08 on 830328-31 No 
noncompl lance noted Mayor areas inspected radwaste program t< 
transportation activities, including organltatlon, training, 
radwaste syt mgt, effluent release controls & procedures 
DAER, R.E , MURRAY, B , ME8TERMAN, T F Region 4, Office of Director 
83/05/19 34pp 1BS49 141 84X Flche 50-445,83/03/80, 

8305240003 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc Hit end. 

JORDAN, E.L Division of Emergency Preparedness 6 Engineering 
Responee (Post 830103) 83/05/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 S4X Flche 50-000,83/05/86,8303040046 


S Reportable occurrences, LERs t, related correspondence 


B305it0427 Part 21 t, deficiency repts re mlsoperation of DS— 416 reactor 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced w/devicas w/wldened grooves 
to accommodate now retaining rings Mfg drawings revised 
RAHE.E P Mestlnghouae Electric Corp 83/04/21 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 5pp 
18403 093 24X Flche 50-000,83/04/21,8305110427 


8305200290 Interim Deficiency Rept SDAR-106 re HVAC hangers fabricated 
at variance u/deslgn Initially reported on 030301 Completion 
of evaluation anticipated by 830703 

OARY, R J Teias Utilities Generating Co 03/05/11 MADSEN, 0 L 

Region 4, Office of Director Ip 10316 273 24X 

Flche 30-445.03/05/11,0305200298 


8305240356 Part 21 rept re bolting parts for ASME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 830313 Bolting parts greater 
than 2-inch slie not examined 

HDVI.L NPS industries, Inc 03/03/16 DEYQUNO.fi C Director's 
Office, Office of Inspection and Enforcemant Ip 10574 OOt 24X 
Flche 30-000.03/05/16,0303840336 


T Hearing transcripts on non-anti trust matters 


6305020156 Corrected transcript of 030407 telephone conference in 
Bethesda, MD Pp 1-132 

» Atomic Safety and Licensing Doard Panel 03/04/07 ISSpp 
10272 820 a4X Fiche 50-443,83/04/07,0303020136 


8305040307 Forwards J Doyle surrebuttal testimony 

ELLIS, J Citliens Association for Sound Energy 03/04/26 

BLOCH, P 0 . JORDAN, U H , KCCOLLOM, K A Atomic Safety and Licensing 

Hoard Panel Ip 10319 146 84X Flche 50-443,03/04/26,8305040307 


— 0303040315 Surrebuttal testimony of J Doyle re consideration of LQCA In 
design criteria for pipe supports Results of hand 
calculations supported by computer analysis Indicate gross 
error In fundamental approach Certificate of Svc end 
DOYLE, J Cl t liens Association for Sound Energy 83/04/26 09pp 
18319 147 84X Flche 50-445,03/04/26,0305040507 


8305040335 Supplemental surrebuttal testimony of J Doyla re severe 
minor 6 offsetting errors in computer analysis Certificate 
of Svc end 

DOYLE, J Citizens Association for Sound Energy 03/04/28 Bpp 
10321 863 24X Flche 50-445,03/04/20,8303040333 


0305110157 Surrebuttal testimony of HA Walsh Certificate of Svc one I 
Related correspondence 

WALSH, M A Citizens Association for Sound Energy 03/03/04 9pp 
10407 112 24X Fiche 50-445,93/05/04,0305110157 


8305110354 Supplemental surrebuttal testimony of J Doyle re special 
insp team Insp Repts 50-443/82-86 6 50-446/82-14 Related 
c orrespondene e 

DDYLE, J Citizens Association for Sound Energy 83/05/04 4Spp 
18406 006 S4X Flche 50-443,83/05/04,8305110334 


8305090507 Forwards testimony of LJ Sklles.AB Armstrong tc CL Born re 
emergency planning recommendations, A Vega testimony re const 
appraisal team rept t, JS Karshall.DH Wade.JC Flnneran ti 
DR Woodlan affidavits Related correspondence 

REYNOLDS, N 8 Debevolso t, Liberman REYNOLDS, N S Texas Utilities 
Generating Co 03/03/03 BLOCH. P B , MCC0LLOH, K A , JORDAN, W H 
Atomic Safety and Licensing Board Panel 2pp 10362 014 24X 

Flche 30-445,83/05/05,0305090307 


— 8305090510 Testimony of LJ 8k lies, AS Armstrong & CL Born on ASLD 
830425 telcon questions re adequacy of county judge as 
emergency plan coordinator 

SKILES, L J , ARH3TR0NG>A D , DORNi C L Texas. State of 03/05/05 
7pp 18368 016 84X Flche 30-445,03/05/05,8303090307 


"0305090313 Testimony of A Vega re applicant response to 030411 Const 
Appraisal Team Insp Repts 50-445/03-10 *< 30-446/03-18 
VEOA.A Texas Utilities Generating Co 03/05/05 3pp 
10368 083 84X Flche 50-445,83/05/05,8305090507 


83OSO9OS60 Forwards direct testimony t, affidavits In response to 
questions posed by ASLB during 830407 telcon 

TREDY, a A Hearing Branch 1 03/05/05 BLOCH, P B Atomic Safety 

and Licensing Board Panel 2pp 18360 001 84X 

Flche 30-445,63/05/05,8303090568 
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— S30S090S7S Sup p 1 emanta 1 tpstlmong of S DuruiellpWP Cherii Jt Tapiai J Rajan 
*< RO TagJor re concerns raised hg MA Walsh & J Dogle tt NftC 
const appraisal insp rept Prof qual 1 f 1 ca 1 1 ona enc 1 
BURWECLp S Division of Licensing CHENp U P Energgp Dept of 
TAPIApJ I Division of Resldentp Reactor Project U Engineering 
Programs 83/03/05 Mpp 10360 004 S4X Ficbe 50-443.03/05/05, 
e3oso?056a 


— 0305090506 Supplemental testlmong of DM Rohrar it T Urban! k re emergency 
preparedness 

RGKRER, D M Emergencg Preparedness Branch UROANIKpT Te»as ASiM 
Univ p College Station. TX 83/05/05 SOpp 1B360 010 24X 

FJche 50-443,03/05/05.8305090568 


--6305090592 Supplemental testlmong of A Lookabaugh b J Qenton re 
emergency preparedness 

LOOKABAUGH, A . DENTON. U Federal Emergency Management Agency 
03/05/05 ISpp 16360 030 24X Fiche 50-443,63/05/05.0305090560 


— S30S090660 Testlmong of AB Beach re const appraisal team insp 
concerning pipe support const 6 pipe suppoprt design 
Interfaces u/const Prof qualifications encl 
OEACH. A 0 Director's Office. Office of Inspection and 
Enforcement 03/05/05 4pp 16360 109 24X 

Fiche 50-445,83/05/05,0305090568 


0305130137 Supplementary surrebuttal testimony of J Dogle Error in 
fundamentals used In calculations for upper lateral 
restraint compounded by errors in stiffness used In Olbbs b 
Hill calculations Related correspondence 

DOYLE. J Cltiiens Association for Sound Energy 03/05/09 Spp 
10437 869 24X Flche 50-443,83/05/09,0305130157 


0305230138 Transcript of 830516 hearing in Fort Worth. TX re QL 
application Pp 5.055-6.169 Supporting documentation end 
« Atomic Safety and Licensing Board Panel 03/05/16 40Bpp 
16530 215 24X Fiche 50-445.63/03/16,0305230130 


6303230100 Transcript of 030517 hearing in Fort Worth, TX Pp 6.170- 
6.286 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 63/05/17. 268pp 

18534 282 24X Fiche 50-445. 83/05/17, 8303230100 


8303230147 Transcript of 030317 hearing in Fort Worth, TX Pp 6.207- 
6,471 Supporting documentation and 

* Atomic Safety and Licensing Board Panel 83/05/17 336pp 

18329 239 24X Fiche 50-443,03/05/17,0305230147 


8303250010 Transcript of 03O51B hearing In Fort Worth. TX Pp 6,472- 
6,817 Supporting documentation end 

a Atomic Safety and Licensing Board Panel 63/05/10 3B3pp 
10304 075 84X Fiche 30-445,03/03/10,8305250010 


0303260099 Transcript of 830519 hearing in Fort Worth, TX Pp 6,810- 
7,272 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03/05/19 743pp 

18597 001 24X Fiche 50-443,03/05/19,0305260099 


0305260079 Transcript of 830520 hearing in Fort Worth, TX Pp 7.273- 
7,483 Supporting documentation encl 

a Atomic Safety and Licensing Hoard Panel 03/05/20 3l9pp 
16624 046 241 Fiche 50-443,03/05/20,0303260079 


DOCKET STN-50-447 0ESSAR-83B 


A App 1 i cat ion/c ons true 1 1 on stage documents b correspondence 


8303240338 Forwards revised draft responses to discussion items b 
questions from NRC Power Sys Branch, Containment Sys Branch, 
Instrumentation b Control Sys Branch b QA Sys Branch re 
OESSAR-II 

SHERWOOD, 0 0 General Electric Co 83/03/83 eiSENHUT, D 0 
Division of Llconslng 59pp 17681 231 84X Fiche 50-447,83/03/83, 

83032410338 


6305020573 Responds to 021001,830309,0414 b 19 Urs re 0£ request 
for final design approval for 0E9SAR-1I nuclear Island 
design Approval can be granted If listed requirements met 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/04/2i SHERWOOD, 0 0 General Electric Co Opp 10204 233 24X 

Fiche 50-447,83/04/21,0305020573 


0305030403 Provides statement of OE objectives for final design 
approval In light of current Commission proposed policy 
statement on severe accidents ACRB review of GESSAR II 8ER 
(NUREO-0979) recommended 

aHERWOOD.G 0 Generel Electric Co 03/04/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 2pp. 10306 240 24X 

Fiche 50-447.83/04/29,0305030403 


0305160060 Notification of ACR8 830513 meeting w/OE in Wash ington. DC 
to discuss GESSAR-H BWR/6 nuclear island design Markod-up 
agenda end 

THOHASr C 0 Standard 1 latlon b Special Projects Branch 03/05/09 
KNtGHTiJ P Assistant Director for Comp b Structures Engineering 
(Post 630201) JOHNSTON, W V Assistant Director for Matls. Chem b 
Environ Technology (Post 830201) HOUSTON, R W Assistant Director 
for Reactor Safety Spp 10499 345 24X Fiche 50-447.03/05/09, 

6305100060 


8305200157 Forwards marked-up revised response to Question 460 09 of 
NRC 020025 request re 0E86AR-II std BAR 

SHERWOOD, 0 G General Electric Co 83/05/18 EISBNHUT, D 0 
Division of Licensing 6pp 10519 071 24X Fiche 50-447,03/05/10, 

0305200157 


E NRC Safety Evaluation Report (SER), supple b correspondence 


0305020355 Forwards proposed resolution to 0ES9AR-I 1 SER outstanding 
issue re post-accident monitoring instrumentation 
SHERWOOD, 0 0 General Electric Co 83/04/20 E18ENHUT, D O 
Division of Licensing 40pp 10277 003 24X Fiche 50-447.03/04/28, 

8305020355 


6305050379 Forujardi SER for OEBSAR-II EIWR/6 Nuclear Island Daslgn 
Outstanding Issues identified in Section 1 0 etpected to be 
resolved prior to May 1903 ACRS meeting W/o end 
THOMAS, C 0 Standard 1 lation b Special Projects Branch 03/04/28 
RAY, J J ACRS - Advisory Committee on Reactor Safeguards Ip 
16352 045 24X Fiche 50-447,03/04/20.8305050379 


8305060562 Forwards SER (NUREO-0979) re application for final design 
approval for 0E8SAR II b FR notice W/o NUREO 

THOMAS, C 0 Standardl tati on b Special Projects Branch 63/04/80 
SMERWOOD.O 0 General Electric Co 2pp 10359 210 24X 

Fiche 50-447,03/04/28,8305060562 


— B30S060566 Notice of availability of 8ER (NUREO-0979) on proposed final 
design approval for OESSAfi II 

BRINKMAN, D 6 Standar d i la t i on b Special Projects Branch 

03/04/28 Ip 10359 212 24X Fiche 50-447,03/04/28.8305060562 


0305030403 Provides statement of OE objectives for final daslgn 
approval In light of current Commission proposed policy 
statement on severe ecd dent s. ACRS review of OESSAR II SER 
<NUfiEO-0979) recommended 

SHERWOOD, GO General Electric Co 03/04/89, DENTDN.HR Office 
of Nuclear Reactor Regulation, Director 2pp 18306 240 24X 

Fiche 50-447,03/04/29,8305030403 


0305100298 Forwards proposed resolution of Containment Sys b 
Instrumentation b Control Sys Branches outstanding SER 
Issues re GE88AR II 

SHERWOOD, G G General Electric Co 63/05/05. EiS'ENHUT, 0. 0 
Division of Licensing 6pp 10370 065 24X Fiche 50-447,63/05/05. 

8305100290 


6309260037 Forwards supplemental responses to Power Sys Branch 
questions re GEBSAR-II ac/dc power sys/balance-of-plant 
Interfaces Responses will be included w/Amend IS to SER 
SHERWOOD, 0 0 General Electric Co 83/05/84 E18ENHUT. D 0 
Division of Licensing lOpp 10622 310 a4X FI ehe. 50-447,03/05/24, 
0305260037 


—-8305260040 Forwards draft Amend IS to 0ES8AR— II Amend reiolvet selected 
outstanding b confirmatory issues Idantiflad In SER 
(NURE0-0979> b completes Subsection 1 9 I on 0E9SAR-II/F8AR 
interfaces 

SHERWOOD,© G General Electric Co 83/05/24 EISENHOT, D. 0. 
Division of Licensing 446pp 10622.320 24X 

Fleh* 50-447,03/05/24,0303260037 


T Hearing transcripts on non-antl trust matters 


8305020174 Transcript of ACRS Subcommittee on GE Water Reactors, 
OEBSAR-lI 830422 meeting In Santa Monica, CA.Pp 361-609, 
Supporting doeumanta t ion end 

» ACRS - Advisory Committee on Reactor Safeguards 83/04/22 
357pp 18201 299 24X FI ehe' 30-447. 03/04/22, 8305020174 


DOCKET aTN-50-494 BYRON STATION, UNIT 1 


A Application/construction stage documents b correspondence 


0305120952 Informs that ASME Code Case N-340< “Alternate Rules for 
Eiam O'f Weld Edge Preparation Section III.Olv liClesset 
1,2,MC b C8, " not acceptable for generic use b not listed 
In rtg guide series, per 830302 submittal. 

YOUNGBLOOD, B J Lictnsing Branch 1, 03/05/03 FARRAR, D.L. 

Commonwealth Edison Co 2pp 18443 120, 24X Fiche* 50-000, 03/05/03, 

830S120SS2 


DOCKETED ITEMS 


37J 


83090403S3 Board Notification 83-057 forwards differing prof opinions 
r» ags interaction & safety classification Info relates to 
Board Notifications 03-17 & 83-44 re Unresolved Safety Issue 
A-17 

eiSENHUT.D 0 Division of Licensing 83/09/04 PALLADINO. M 
Commissioners 33pp 10337 139 34X Fiche 90-000i B3/05/04i 

8303040383 


8303100837 Forwards response to FSA0 (luestion re crushable pipe whip 
restraint mattiper 830330 request for add! info Confirmation 
test to verify angularity of load results ulll be completed 
by 830801 Info will be included in F6AR amend 

SNART2.E 0 Cbmmonyealtb Edison Co 83/09/04 DENTON. H B Office 
of Nuclear Reactor Regulation. Director 3pp 10373 869 34X 

Flehe 90-000103/09/04,8309100237 


8309110216 Notification of 030913 meeting u/C-E t. Nastinghouse In 
BatbesdarMO to discuss seismic & qualification review team 
results & pump tt valve operability 

OLSHAN. L N Licensing Branch 1 83/09/09 VOUNODLOOD, B J 

Licensing Branch 1 3pp 10434 334 24X Fiche 90-494.83/09/09, 

B3D31 10816 


S308130091 Forwards revised response to Question 870 9. Part C re 
environ qualification program Representative sample of 
active mechanical equipment In harsh environ qualified FSAR 
(Jill be amended to include rev 

BWARTZ. E 0 Commonwealth Edison Co 03/09/06 DENTON. H R Office 
of Nuclear Reactor Regulation, Director Spp 10436 313 24X 

Fiche 90-000,83/09/06,0309130091 


8309090699 Oonerlc Ltr 03-SO to all operating reactor licensees b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

eiEENHUr, D. 0 Division of Licensing 03/08/09 Consolidated 
Edison Co of New Yort, Inc. 16pp 10627 193 24X 

Fiche 90-000,03/09/09,0309090659 


8309180389 Forwards "Preliminary Design Assessment of Byr on/Oraidwood 
Oeneratlng Station b Control Room Human Factors Engineering 
Ravleu," Suppls I b II 

SNARTZtE D Commonwealth Edison Co 83/09/09 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Ip 18407 001 24X 

FIchi 90-000,03/09/09,8309180389 


“8305180397 "Preliminary Design Assessment of Byron/Bral dwood Generating 
Station Control Room Human Factors Engineering Review." 

Suppls I b It 

* Commonwealth Edison Co 83/04/30 221pp 18407 002 34X 

FI c h o 90-000, 03/09/09, 0309 1 00389 


8309200621 Documents review of procedures b practices used in control 
of design b const of Byron Station b highlights important 
findings Const of Byron meets requirements of FSAR b 6ER 
(NUREO-0876) Supporting documentation end 

REED, C Commonwealth Edison Co 03/09/11 DENTON, H R Office of 
Nuclear Reactor Regulation. Director lOpp 10921 099 24X 

Fiche 30-000,03/09/11.0309200621 


--8309200607 "Energy, Ine/Ferguson, Inc Audit Rept of Sargent b Lundy for 
Comm Cd •' 

CURRAN.RN, HARRIS, R J Energy Incorporated FERGOSON.RN 
Ferguson, Inc 88/07/06 69pp 10921 099 24X 

Fiche- 90-000, 03/09/1 1, B309200681 


—8309200647 "Rept on INPO Self-Initiated Evaluation for Byron b 
Bratdwood Nuclear Station Const Projects " 

» Commonwealth Edison Co 82/11/17, 390pp 18821 160 24X 

Fteha 90-000,83/09/11,8309200621 


— 8009200699 Rapt of 010929-30 audit to verify Sargent b Lundy 
conformance to NUREG-0988 re environ qualification of Class 
IE sleetrlcal equipment 

MARCUS.G F Commonwealth Edison Co 81/10/06 6pp 18922 190 
24X Fiche 90-000,03/09/11,8309200621 


--8305200669 Rept of 830307-19 audit to evaluate Sargent b Lundy QA 
program Implementation b adequacy of facility design 
8UMMERFIELD, T , HARCUS, 0 F Commonwealth Edison Co 03/03/23 
18pp 10922 196 24X Fiche 90-000,83/09/11,0305200621. 


—8309200679 Rept of 820607-11 audit re Sargent b Lundy QA program 
implementation b evaluation of adequacy of mechanical, 
electrical b structural design of facilities Related Info 
end 

HARCUS, O F Commonwealth Edison Co 82/06/17 4Bpp 18922 174 
24X Fiche. 90-000, 03/08/11, 8309200621 


—8309200681 Rev 3 to "Interface Central Agreement, Uestlnghoust Piping b 
Structural Evaluation Program for Qyran Station Unit 1 " 
e- Vtiitlnghousa Electric Carp e Commonwealth Edison Co « 
Sargent b Lundy, Inc. 82/10/29 t9pp 18922 221 24X 

Flehe 90-000,83/09/11,8309200621 


— 8305200683 Rev C to Procedure 304. "Design Control - New Design. 
Byron Station " Description of Westinghouse design assurance 
controls for Dyron/Dralduood enc 1 

WHITAKER. W A Nuclear Power Services, Inc 82/11/23 18pp 
18922 241 24X Fiche 50-000,63/09/11,8309200621 


— 0309200688 Rev 0 to "Auiiliary Feodwator Sys Design Review Rept " Util 
QA statement re verification of adequacy of design b const 
of Byron Unit 1 enc 1 

HATTELET.P L , HEISTER.J R . BRAEGER, C B Sargent b Lundy, Inc 
DRH-AF-OOl-BB ROO 80/07/16 e4pp 10522 303 24X 

Fiche 50-000,83/09/11.0309200621 


— 6309200691 "Design Evaluation < Audit! Rept of Sargent b Lundy for Comm 
Ed " 

BIOBEE. D , CURRAN, fl N , FARMAN, R F Energy Incorporated 
03/04/04 127pp 18523 027 24X Fiche 90-000.03/09/11, 

0305200621 


8309310086 Notification of 830614 meeting w/util In Bethesda.HD to 
discuss util DCRDR program plan 

GILBERT, R A Operating Reactors Branch 5 83/05/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 10698 063 24X 

Fiche 30-000,83/0 9/26,0309310086 


E NRC Safety Evaluation Report (SER), suppls i correspondence 


B305160099 Clarifies commitments re timing for completion of 
preoperational testing of auiiliary bldg ventilation sys 
Review of SER, NUREG-0076, Ind icates misunderstanding may 
e > 1st 

TRAMN, T R Commonwealth Edison Co 03/05/11 DENTON.H R Office 
of Nuclear Reactor Regulation, Director 2pp 10493 HB 24X 
Fiche 90-494,03/09/11.8309160099 


F Security, medical, emergency b fire protection plans 


8303040062 Requests that response to NRC position re source range 
neutron flux monitoring be eipedited to allow completion 
of review of remaining open Items re App R criteria for 
post-fire safe shutdown capability 

YOUNGBLOOD, D J Licensing Branch 1 83/04/11 FARRAR, BL 

Commonwealth Edison Co 3pp 18336 219 24X Fiche 30-000,83/04/11, 

8305040062 


—8304150458 Forwards revised position accepting use of e>it core 
thermocouples as alternative to use of hot leg temp 
resistance temp detectors Use of thermocouples will comply 
W/10CFR90. App R 

RUBENSTEIN, L S Assistant Director for Core b Plant Systems 
03/03/10 MATTSON. R J Division of Systems Integration ipost 
011005) 4pp 10336 224 24X Fiche 50-494.03/04/11,9309040062 


8309040069 Releases public version of rev to emergency plan 
Implement ing procedures 

FELTON, JM Division of Rules and Records 83/04/22 Document 
Management Branch Ip 18329 092 24X Fiche 50-454,83/04/22, 

0309040069 


— 0309040074 Forwards public version of rev to emergency plan 
implementing procedures, Incl ud Ing Procedures DZP 100-1 re 
station manager b BZP 310-4 re assembly b evacuation of 
personnel 

TRAMM, T R Commonwealth Edison Co 83/02/29 DENTON.H R Office 
of Nuclear Reactor Regulation, Director Ip 18329 093 84X 

Fiche 90-454.83/04/22.8305040069 


—8309040080 Public version of rev to emergency plan implementing 
procedures, Inc I tiding Procedures BZP lOO-l re station manager 
b BZP 310-4 re assembly b evacuation of personnel 
« Commonwealth Edison Co 03/02/10 331pp 10329 094 24X 

Fiche 90-494,83/04/22,0309040069 


8309060184 Forwards Rev 8 to security plan Rev withheld (ref 
10CFR73 21 ) 

FARRAR, D L Commonwealth Edison Co 83/04/29 Office of Nuclear 
Reactor Regulation. Director ip 18349 090 24X 

Flehe 90-434,83/04/29,8309060104 


0309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Svc list end 

EI8ENHUT, D Q Division of Licensing 83/09/11 ConsoUdatod 
Edison Co of New York, Inc 16pp 10940 099 24X 

Fiche 90-000,03/09/11,8305110034 


8309240213 Forwards monthly status rept on offsite emergency 
preparednesB for OL reviews for Apr 1983 

DIRCK8.N J Office of the Esecutlve Director for Operations. 
83/09/13 PALLADINO.MJ Commissioners 9pp IS 993. 322 84X 

Fiche 90-000,83/05/13,0309240213 
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DOCKETED ITEMS 


0 Adjudicatory coirrespondenc e 


8305040405 KEmorandum &. order denying intervenor 6304S8 oral motion to 
keep record open on steam tube Inteyrity aubissues Record 
contains sufficient info to make decision re Unresolved 
Safety issue A-3 

SMITHi t U Atomic Safety and Licensing Board Panel S3/09/03 
League of Women Voters of Rockford. IL Spp 18323 20S 24X 
Fiche 30-454,83/05/03.0303040403 


83051002811 Application for issuance of ene 1 unsigned subpoenas 
directing attendance & testimony of I Souders t J Ogsbury at 
ASLB 030323 session in Rockford, IL Certificate of Svc end 
UHICHER, J M League of Women Voters of Rockford, IL WHICHER, J H 
DeKalb Area Alliance for Responsible Energy WHICHER, J M 
Slnnlssippi Alliance for the Environment (SAFE) 03/O5/OA 
SQUOERS. I , OSSBURY, J Affiliation Unknaun 7pp 10371 134 24X 

Fiche 30-454.03/05/06.0305100236 


0305100173 NRC response to joint intervener motion to reopen record 
raised under Contention lA concerning J Hughes testimony 
on QC/QA Staff opposes further hearing on subj matters 
YOUNO, M A Atonic Safety and Licensing Board Panel 83/05/07 7pp 
1B374 323 24X Fiche 50-454,33/03/09,3305100173 


—0303100176 Affidavit of DW Hayes S, KA Connaughton re statement by 
J Hughes supporting Intervener motion to reopen record 
HAYES, D W , CONrMUOHTQN, K Region 3, Office of Director 
83/05/09 15pp 10374 330 24X Fiche 30-434, S3/0S/09, 0305 100172 


03OS11O21S Response In apposition to Rockford League of Women Voters t, 
Dekalb Area Alliance for Responsible Energg/Safe 
Alternatives for Future Energy motion to alloh) testimony of 
J Hughee on QA/QC Certificate of Svc end 

DECKER, B 0 Commonuealth Edison Co BECKER, D D Isham, Lincoln & 
Beale 83/05/07 Atomic Safety and Licensing Board Panel 13pp 
10407 039 24X Fiche 50-494,03/05/09,8303110213 


830512029? Discusses order of ultness presentation for hearings 
resuming on 830523 MRC tulll present uitnesses on liyuld 
pathuay contention firs t, fol loured by uti 1, Rock ford League of 
Women Voters (< util rebuttal uiitnesaes 

OALLO, J Isham, Lincoln & Beale OALLO, J Commonuealth Edison Co 
83/05/10 SHITH, I W . COLE, R F , CALL I HAN, A 0 Atomic Safety and 
Licensing Board Panel 2pp 18430 169 24X Fiche 50-454,63/05/10, 

8309120399 


B30S160060 Affidavit of RP Tuetken on J Hughes allegations re ueldlng 
Welding of brace to pressure pipe proper, if performed per 
design specs Util conducting relnsp of uork performed by 
contractor QC inspectors 

TUETKEN. R P Commonuealth Edison Co 03/09/11 3pp 10493 120 
24X Fiche 50-494,63/05/11,8305160060 


6305170314 Confirms mailing of proprietary version of Pages 4691,4692 It 
4699 from 830413 transcr 1 pt, per terms of Hestinghouse 
nondisclosure agreement Method for circulating 
nonproprietary portion to PBRs being uorked out 
DAVIS, F X Westlnghouse Electric Corp 83/OS/ll THOMAS, D 
Affiliation Unknoun 2pp 18469 076 24X Fiche 50-494,83/05/11, 

8303170314 


0305170319 Foruards nondisclosure agreement signed on 830427 Terms of 
agreement should be used to handle Westlnghouse proprietary 
info contained in 830415 transcript Method for circulating 
nonproprietary portion to PDRs being uorked out W/o end 
DAVIS, F X Westlnghouse Electric Corp 63/03/11 CHAVEZ, D DeKalb 
Area Alliance For Responsible Energy CHAVEZ, D Slnnlssippi 
Alliance for the Environment (SAFE) Ip 18463 362 24X 

Fiche 90-454,03/05/11,0305170319 


6305170334 Foruards application for ulthholdlng from public disclosure 
Westlnghouse proprietary Info discussed in 830419 meeting 
Method for circulating nonproprietary portions of 830419 
transcript to PDRs being worked out W/o end 

DAVIS, F X Westlnghouse Electric Corp 83/09/11 SMITH, 1 W , 

CDLEi R F 1 CALLIHAN, A D Atomic Safety and Licensing Board Panel 
Spp IB469 006 24X Fiche 50-454,03/09/11,0305170334 


6309170922 Foruards nondisclosure agreement signed on 830426 & 
proprietary version of Pages 4691,4692 & 4699 from 030419 
transcript W/o proprietary pages 

DAVIS, F X Westlnghouse Electric Corp 83/OS/lI. BRIDENBAUGH, D , 
JOHNSON, B I BUNCH, R League of Women Voters of Rockford, IL Ip 
18467 251 24X Fiche 90-494,83/09/11,8305170522 


6309160162 Memorandum (, order scheduling special deposition session for 
830526 In Rockford, IL to take deposition of J Hughes b 
possibly of Souders t, Ogsbury 

SMITH,! W Atomic Safety and Licensing Board Panel 83/09/12 Bpp 
18444 036 24X Fiche, 90-494, 83/09/12, 8309160162 


8309170297 Forwards stipulation u/affidavlts b ambulance survey re 
admission of certain evidence offered by interveners on 
emergency planning issues Upon admission of evl dene e, hearing 
record should be dosed Svc list end W/o stated end 
BIELAWSKI.A P Isham, Lincoln b Beale BIELAWSKliA P Commonwealth 
Edison Co 03/09/12 SMITH, I W , COLE, R F . CALLIHAN.A D Atomic 
Safety and Licensing Board Pane 1 Spp 10469 063 24 X 

Fiche 30-494,03/03/12,8309170297 


8305170969 Motion to receive into evidence stipulation b portions of 
prefiled testimony Stipulation covers admissibility of 
affidavits b eihlblts bearing on emergency planning matters 
W/uneiecuted stipulation 

BIELAWSKI.A P Commonwealth Edison Co OtELAWSKl.A P Isham, 
Lincoln (< Beale 63/09/12 Atomic Safety and Licensing Board 
Panel 2pp 18466 168 SAX Fiche 90-494,83/09/12.8309170969 


— 0309170569 Testimony of P Holmbeck re investigation into adeiiuacy of 
emergency plans re emergency planning contentions Util 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECK, P DeKalb Area Alliance for Responsible Energy 
HOLMBECK, P Slnnlssippi Alliance for the Environment (SAFE) 
HOLMBECK. P League of Women Voters of Rockford, IL 83/09/12 
73pp IB466 170 24X Fiche 50-4^4,83/03/12,0309170969 


—8303170972 Testimony of 0 Montel on emergency preparedness contentions 
Notification b verification procedures not developed for 
Pinecrest Home for Aged Vehicles b support personnel to 
evacuate home unavailable 

MONTEL, 0 DeKalb Area Alliance for Responsible Energy MONTEL, G. 
Slnnlssippi Alliance for the Environment (SAFE) MONTEL, 0 League 
of Women Voters of Rockford, IL 83/02/16 12pp 10468 249 24X 

Fiche 50-494,03/09/12,8309170569 


— 0303170976 Testimony of JM Maloney on emergency preparedness 
contentions Util emergency plan cannot be implemented 
until questions on not! flcat 1 on, transportation, communication 
b liability answered 

MALONEY, J M DeKalb Area Alliance for Responsible Energy 
MALONEY, J M Slnnlssippi Alliance for the Environment (SAFE). 
MALONEY, J M League of Women Voters of Rockford, IL 83/02/17. 
12pp 10468 297 24X Fiche 90-494,03/09/12,8309170969 


—8309170581 Testimony of C Lamb re emergency preparedness contentions 
LAMB, C DeKalb Area Alliance for Responsible Energy LAMBiC. 
Slnnlssippi Alliance for the Environment (BAFE) LAMBtC, League 
of Women Voters of Rockford, IL 83/02/16 Itpp 18460 271 24X 

Flcho 50-494,83/09/18,8309170363 


—6305170580 Testimony of D Turner re emergency preparedness contentions 
Concerns include procedures for b modes of carrying on 
emergency communications, transportation difficulties b 
school 1 lab 1 1 1 ty 

TURNER, D DeKalb Area Alliance for Responsible Energy TURNER.O 
Slnnlssippi Alliance for the Environment ^SAF&> TURNER# D. League 
of Women Voters of Rockford, IL 03/02/10. 12pp 18466 288 24X 

Fiche 50-494,83/09/12.8309170969 


—0309170990 Testimony of D Miller ri> emergency preparedness contentions 
Concerns Include procedures for b modes of emergency 
commun teat ions, transpor tat Ion difficulties b school 
liability 

HILLER, D DeKalb Area Alliance for Responsible Energy HILLER, D 
Slnnlssippi Alliance for the Environment (8AFEI MILLER#D League 
of Women Voters of Rockford, IL 83/02/20 12pp. 1B46B 293. 24X 

Fiche 30-494,03/09/12,8309170969 


— 8305170993 Testimony of JL Murphy on Contentions 3 b 13 Listed problems 
inherent In any radiological accident b should be resolved 
to provide reasonable degree of safety to cltiiens 
MURPHY, J L DeKalb Area Alliance for Responsible Energy 

MURPHY, J L Slnnlssippi Alliance for the Environment (BAFE). 

MURPHY, J L League of Women Voters of Rockford, IL. 83/02/28 

16pp 10468 307 24X Fiche 90-494,83/09/12,8309170969 


6305200321 Memorandum b order approving stipulation bo offer into 
evidence Joint Intervenors Exhibits 13 - 20 Stipulation will 
be bound into S30S23 transcript Proposed findings b 
conclusions on emergency planning issuas due 830620 
SMITH, 1 W Atomic Safety and Licensing Board Panel 83/09/19 
Office of the Executive Legal Director Ip 18916 009 24X 

Fiche. 30-454, 03/05/19. 0309200981 


a Inspection reports, IE Bulletins b correspondence 


B2120603B5 IE Info Notice 03-14, “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR, J M Division of Safeguards b Inspection Programs (Pott 
830103) 03/03/21 Consolidated Edison Co of New York, Inc 

112pp 10308' 319 24X Fiche 90-000,63/03/21,8212060369 



DOCKETED ITEMS 


8303040021 IE Info Notice e3-21« "Defective Emergency U»e Respirator “ 
Sv< list end 

JORDAN) E L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/04/iS Consolidated Edison Co of Neu 

York. Inc 126pp 1S439 135 24X Flche 50-000,03/04/15.8303040021 


8303040023 IE Info Notice 83-22, "8NR Ssfety/Rel lef Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/04/22 Consolidated Edison Co of Neu 

York. Inc 112pp 10383089 24XFlche 50-000,83/04/22,8303040023 


8303040025 IE Info Notice 63-23, ''Inoperable Containment Atmosphere 
Sensing Sys " Eve list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response tPost 030103) 83/04/25 Consolidated Edison Co of Neu 

York. Inc 119pp 18381 291 24X Flche 50-000,83/04/25,0303040025 


8309170238 Forwards JE Insp Repts 50-454/83-14 t> 50-499/03-12 on 
B3031di-1B t, 31 No noncompliance noted 

PAPERIELLO, C J Region 3, Office of Director 03/O4/2i REED, C 
Commonuealth Edison Co 2pp 18465.007 24X Flche 50-454,03/04/26, 

B 3091 70238 


— B30S17024B IE Insp Repts 50-454/03-14 t, 50-49S/B3-12 on B30316-18 !< 31 
No noncompl lance noted Major areas Inspected. environ 
pro tec tt on. Includ Ing preoperationai radiological environ 
monitoring implementation b results u mgt controls 
OEBTMANN, M J , SCHUMACHER. M C Region 3, Office of Director 
03/04/89 7pp 18469 009 24X Flche 50-454,03/04/26.8309170830 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oeiierators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response iPost 830103) 83/04/29 Consolidated Edison Co of Nsu 

York. Inc llSpp 18382 047 24X Flche 50-000,83/04/26,8303040026 


8303040027 IE Info Notice 83-2S, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDANiE C Division of Emergency Preparedness i, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc llBpp 18302 165 24X Ficho 50-000,83/04/26,8303040027 


8303040028 IE Info Notice 83-26. 'Tailure of Baf oty/Rel lef Valve 
Discharge Line Vacuum Breakers " Svc list and 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Rasponie {Post 830103) 83/09/03 Consolidated Edison Co, of New 

York. Inc 122pp 18441 170 24X Flche 90-000.83/09/03,8303040028 


8303040030 IE Info Notice 03-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment *' Svc list end 

JORDAN. B L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/04 Consol idateif Edison Co of Neu 

York. Inc tl2pp 18382 282 g4X Flche 50-000.83/09/04,8303040030 


6303040031 IE Info Notice 83-26. "Criteria for Protective Action 
Recommendations for General Emergencies " Bve list end 
JORDAN.E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc 119pp 10441 OOl 24X Flche 50-000.83/05/04.0303040031 


8303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York) Inc U9pp 18923 24B 24X Ficho 50-000.83/09/06,0303040033 


8309190019 Forwards lE Insp Repts 50-454/83-15 & 50-459/03-13 on 
630321 h 26-31 No noncompliance noted 

UITTLE.W 9 Region 3, Office of Director 83/05/06 REED.C 
Commonwealth Edison Co 2pp. 18902 004 24X Flche. 90-494. 63/09/06, 

8303190019 


— 8309190027 IE Insp Repts 90-454/03-15 90-499/83-13 on 830321 & 26-31 

No noncompl lance noted Major areas Inspected evaluation of 
NDE results for pool liner uelds &. revieu of .quality 
racords 

WARD, K 0 . DANIELSON. D H Region 3, Office of Director 83/04/29 
llpp 18902 006 24X Flche 90-494,83/09/06,6309190019 


6309130129 Ack receipt of 030103 ttr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-494/B2-09 >< 
90-459/82-04 

BPEBBARD, R, L Region 3, Office of Director 83/09/10 REED, C 
Commonwealth Edison Co Ip 18437 200 24X Flche 90-454,83/09/10, 

6309130129 


— 8305130139 Responds to NRC 020624 1 tr re violations noted in IE Insp 
Rapts SO-454/0S-OS *< 50-455/02-04 Welding procedures i 
instructions need not be at each location where actual 
welding p erf ormed. per ASNE Code 

SrtEDE. W L Commonwealth Edison Co 83/01/03 KEPPLER. J O 
Region 3. Office of Director 3pp 10437 201 24X 

Fiche 50-454.03/05/10.0305130129 


0303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures lEOP) Guidelines " Svc list end 
JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/05/11 Consolidated Edison Co of New 

York. Inc 114pp 10524 003 24X Fiche 50-000,63/05/11.0303040034 


8305170458 Confirmatory action Itr re insp of pipe whip restraints In 
safety-related high energy piping sys on 030503-04 *< 09-10 
Restarting InstaHatlon of uhlp restraints contingent upon 
transmittal of as— built drauings to Bargent t. Lundy 
KEPPLER. J O Region 3, Office of Director 03/05/13 REED.C 
Commonwealth Edison Co 2pp 1B469 319 24X Flche 50-454.83/09/13, 

0303170450 


0309200900 Ack receipt of 030210 6 0504 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-454/82-17 h 50-459/02-12 

BPESSARD, R L Region 3, Office of Director 83/03/17 REED.C 
Commonwealth Edison Co Ip 10516 060 24X Flche 50-454.03/05/17, 

6305200500 


— 8305200522 Responds to 830111 Itr re violations noted in IE Insp 
Repts 50-454/82-17 & 50-455/82-12 Corrective actions 
contractor placed hold tags on 50 panels h notified 
electrical const dept per Procedure 6 

FARRAR. D L Commonwealth Edison Co 83/05/04 KEPPLER, J 0 
Region 3, Office of Director 6pp 18516 06 i 24X 

Fiche 50-454,83/05/17,8305200508 


—6309200540 Responds to NRC 030111 Iti re violations noted in IE Insp 
Repts 50-494/02-17 ft 50-495/82-12 Corrective actions 
contractor instructed to identify panels which containeid 
cable separation problems 6 hold tags placed on panels 
FARRAR. D L Commonwealth Edison Co 03/02/10 KEPPLER, J 0 
Region 3, Office of Direttor 7pp 18516 067 24X 

Flche 30-454.03/05/17,8303200500 


8309200906 Confirms enforcement conference on 830523 in Chicago, IL per 
030516 telcon Conference concerns deficiencies Identified 
In preqperational test program 

SPES8AR0, R L Division, of Engineering 83/05/18 REED.C 
Commonwealth Edison Co Ip 10514 121 24X Ficho 50-454.03/05/18, 

0305200566, 


8305240524 Confirms arrangements for 030613 meeting between NRC 6 util 
In Region III ofes to discuss 0ALP for facilities Meeting 
ulll be opened to other interested parties as observers 
N0RELIUS, C E Division of Project 6 Resident Programs 83/05/18 
REEDiC Cammonwealth Edison Co Ip 18571 181 24X 

Flche 30-000.03/09/10,8305240924 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program ” 
Eve list end 

JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Poet 030103) 83/09/19 Consolidated Edison Co. of New 

York, Inc 114pp 10697 009 24X Flche 50-000.03/09/19,8303040040 


6309260278 Ack receipt oP 030419 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-454/83-07 «i 
50-499/03-03 Finding only 10 rejectable uelds out of 1.067 
not proper indication of Inspector performance 

NORELIUS.C E. Division of Project It Resident Programs 83/09/20 
REED.C Comnionweatth Edison Co Ip 18629 196 24X 

Fiche 30-494.83/05/20,0305260278 


— 0305260282 Responds to NRC 030384 Itr re violations noted In IE Insp 
Repts 50-454/93-07 t< 90-499/03-03 Corrective ac t Ions , We 1 d i 
relnspected New onsite contractor OA/OC qualification 
procedures implemented 

FARRAR. D L Commonwealth Edison Co 03/04/19 KEPPLER, J Q 
Region 3, Office of Director 3pp 18629 137 24X 

Flche 30-454,83/03/20,8303260278 


6303270476 Ack receipt of 030429 Itr informing NRC of steps taken Le 
correct violations noted in IE Insp Repts 30-434/83-06 6 
30-455/03-09 Actions ulll be decided during pipe whip 
restraint energy absorbing matl tests 

SPESSARD.R L Division of Engineering 83/09/24 REED.C 
Commonuealth Edison Co Ip, 10644 087 24 X Flche 90-000.63/05/24. 

8305270476 
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— 830927048? Retponds ta NRC B30331 itr re violations noted in IE Insp 
Repts 50-4S4/B3-06 & 30-455/03-03 Corrective actions site 
design procedures compiled into manual bg Wes tinghous e (t 
issued to -facility for site use on 630415 

fAftRAB. D L Commono/ealth Edison Co 83/04/29 KEPPLER.d C 
Region 3> Office of Director llpp 1SA44 069 84X 

FI Che 50-000.03/03/24.6305270476 


— B3O3270501 Rev t to “Evaluation of Three Legged Pipe Whip Restraint 
Sgs " 

MA.d 8 . VANG, M S . AMlNi M Sargent «. Lundy, Inc 8 13 I-O ROl 
82/09/21 47pp 18644 099 24X Flche 30-000.83/03/24,8305270476 


8303040046 IE Info Notice 63-33, "Nonrepresentat 1 ve Sampling of 
Contaminated Oil " Svc list enc 1 

.IORDAN, E L Division of Emergency Preparednees & Englneerlns 
Response (Post 830103) 83/03/26 Consolidated Edison Co of Neu 

York, Inc l|4pp 18647 007 24X Flche 30-000,83/05/26,8303040046 


S Reportable occurrences, LERs t> related correspondence 


8303110427 Part 21 & deficiency repts re mlsoperatlon of DS-416 reactor 
trip undervoltage devices Initially reported on 630420 
Attachments tuill be replaced ui/devlces u/ieldened grooves 
to accommodate neu retaining rings Kfg drauings revised 
HAHE.E P Westlnghouse Electric Corp 03/04/21 DEYOUNG, R C 
Director's affice. Office of Inspection and Enforcement Spp 
18403 093 24X Fiche 30-000,83/04/91.8303110437 


6303030270 Final deficiency rept re reactor coolant pump b steam 
generator support columns not installed idithin tolerances 
specified on Sargent & Lundy Design Oraulng S-lt09 Initially 
reported on 630325 Revised tolerances util be verified 
SUART7,E D Commonuealth Edison Co 83/04/23 KEPPLER, J 0 Region 
3, Office of Director 3pp 18300 027 24X Flche 30-434,83/04/25. 

8303030270 


8303120392 Interim deficiency rept re misapplication of ITE Gould 
circuit breakers In post-LQCA hydrogen recomblners supplied 
by Rockuell Inti Initially reported on B3032S Matter under 
Investigation Final rapt by 830808 Reported per Part 21 
HANNO, S F Niagara Mohawk Pouer Corp 83/04/26 STAROSTECK I, R. 
Region 1, Office of Director. 2pp 18433 072 24X 

Flche 30-000,63/04/26,8303120392 


— 8305120404 Part 21 rept re Failure of post-LOCA hydrogen recomblnor 
component during IEEE-323 qual 1 f Icatlon program Circuit 
breaker not properly selected for specific application Plant 
operators notified o-f deviation 

EMPEY. 0 C Rockuell International Corp 63/03/11 COLLINS, J T 
Region 4. Office of Director Spp 18433 074 24X 

Flche 30-000, 83/04 /26, 8303 1 20392 


6303190233 PNO-I I I-B3-03S on 830S1 1 , 1 icensee stopped uork on new 
installation of plpe-uhip restraints on safety-related 
piping per B30913 confirmatory action Itr Res-traints 
Installed u/o adeiiuate procedures or OC Insp program 
DANIELSON, 0 H . LITTLE, W S Region 3, Office of Director 83/03/13 
Ip 18301 318 24X Fiche 30-454.83/05/13.8305190233 


T Hearing transcripts on non-antl trust matters 


0303040349 Transcript of B30413 hearing In Rockford, IL Pp 4,671-4.630 
Supporting documentation end 

* NRC - No Detailed Affiliation Given 63/04/13 t63pp 
18323 031 24X Fiche 50-434.83/04/13,8303040349 


8305020163 Transcript of 830426 hearing in Rockford. IL Pp 5,964-6,156 
« NRC - No Detailed Affiliation Given 83/04/26 192PP- 

18277 301 24X Fiche 50-454.83/04/26,8309020163 


630317040S Forwards proprietary U nonproprietary versions of statements 
made by NftC witness re Hcstlnghouse Model D4/D3 steam 
generators Proprietary Info withheld (ref 10CFR2 790) 

RAHE, E P Westlnghouse Electric Corp 63/04/26 EISENHUT, D O 
Dlvlelon of Licensing ip 18469 326 24X Flche 50-454,63/04/26. 

8303170408 


—6303170411 Forwards application for withholding proprietary verslan of 
statements made by NRC wltneis r* Ueitlnghouse Model 04/D9 
steam generators per I0CFR2 790 

WIES6MANN, R A Heitlnghouse Electric Corp 83/04/26 
EISENHUT, D C Division of Licensing 9pp 18469.327 24X 

Fiche 30-434, 83/04 /26 , 8305 1 7040 8 


Nonproprietary version of stetentents made by Rajan re 
-use Model D4/03 steam generators. Pp 4,691—4,692 ti 

fic - No Detailed Affiliation Given 83/04/26 3pp 
36 24X Flehe'90~434. 63/04/26, 8309170406 


8305030309 Transcript of 630427 hearing in Rockford, IL Pp 6. 197-6, 400 
# NRC - No Detailed Affiliation Given 83/04/27 204pp 

18296 200 24X Fiche 30-494.03/04/27,8309030303 


8303030SOB Motion to permit J Hughes testimony re OA/QC at facility h 
to shorten time for responses by util 6 NRC Matters of 
testing documentation b welding constitute significant 
safety Issues 

WHICKER. J M League of Uomen Voters of Rockford, IL HHICHER, J N 
DeKalb Area Alliance for Responsible Energy WHICHER, U, M Safe 
Energy for New Haven 83/04/27 Atomic Safety and Licensing Board 

Panel 4pp 18293 091 24X Fiche 30-434,83/04/27,8309030908 


— 8309030316 Handwritten testimony of J Hughes re OA/GC at facility 
hughes, J League of Women Voters of Rockford, IL HUGHES, J 
DeKalb Area Alliance for Responsible Energy HUGHES, U Safe 
Energy for Now Haven 83/04/23 3pp 16299 099 24X 

Flche 30-494.83/04/27,8309030508 


8309030391 Transcript of 830428 hearing in Rockford, IL 
Pp 6,401-6,340 Supporting documentation end 
« NRC - No Detailed Affiliation Given 83/04/28 221pp 

18299 329 24X Flche 90-454,83/04/28,8309030391 


8309170969 Motion to receive into evidence stipulation & portions of 
preflled testimony Stipulation covers admissibility of 
affidavits b exhibits bearing on emergency planning matters 
U/uneiecuted stipulation 

BIELAUSKI.A P Commonwsalth Edison Co BIELAUSKI.A P Isham, 
Lincoln b Deals 63/05/12 Atomic Safety and Licensing Board 

Panel 2pp 18468 168 24X Flche 90-454,83/09/12,8309170569 


— 8309170569 Testimony of P Holmbeck re investigation Into adequacy of 
emergency plans re emergency planning contcntlone, Util 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECK.P DeKalb Area Alliance for Responsible Energy 
HOLMBECK, P Sinnissippl Alliance For the Environment (SAFE) 
HOLMBECK.P League of Women Voters of Rockford. IL 83/03/12. 
73pp 18468 170 24X Flche 50-494,83/09/12,8309170369 


— 8305170572 Testimony of 0 Montel on emergency preparedness conttntloni 
Notification b verification procedures not developed for 
Plnecrest Home for Aged Vehicles b support personnel to 
evacuate home unavailable 

MONTEL, G. DeKalb Area Allteitca for Responsible Energy. MONTEL, 0, 
Sinnissippl Alliance for the Environment (8AFE) MONTEL.O, Lsegus 
of Women Voters of Rockford, IL 83/02/16 I2pp 18468 249 24X 

Fiche 50-454,63/09/12,8309170369 


— 8303170976 Testimony of UM Maloney on emergency preparedness 
contsnttons Util emergency plan cannot be Implemented 
until questions on notl f Icatlon, transportation, communlcetlon 
b liability answered 

MALONEY, J N DeKalb Area Alliance for Responsible Energy. 
MALONEY, Uli Sinnissippl Alliance for the Environment (SAFE) 
MALONEY, vl K League of Women Voters of Rockford, IL. 83/02/17. 
12pp 10468 297 24X Fiche 90-494,83/09/12,8309170569. 


— 8309170981 Testimony of C Lamb re emergency preparedness contentions 
LAMB, C DeKalb Area Alliance for Responsible Energy LAMS.C, 
Sinnissippl Alliance .for the Environment (SAFE) LAMB.C, League 
of Women Voters of Rockford, IL 83/02/16 llpp 18468.271. 24X 

Fiche 50-494,83/03/12,8309170369 


— 8309170988 Testimony of D Turner re emergency preparednees contentions 
Concerns include procedures for b modes of carrying on 
emergency communications, transportation difficulties b 
school liability 

TURNER, 0 DeKalb Area Alliance for Responsible Energy. TURNER, 0 
Sinnisslppi Alliance for the Environment (SAFE). TURNER.O, League 
of Women Voters of Rockford, IL 83/02/10 12pp 18468*282 24X 

Fiche 90-494, 83/03/12. 8303 170969 


— 8309170990 Testimony of D Miller re emergency preparedness contentions 
Concerns Include procedures for b modes of emergency 
communications, transportation difficulties b school 
liability 

MILLER, D DeKalb Area Alliance for Responsible Energy MILLER, D. 
Sinnissippl Alliance for the Environment (SAFE! MILLER, 0 Leegut 
of Women Voters of Rockford. IL 83/02/28. t2pp 18468 299. 24X 

FichS. 90-494, 83/09/12, 8309170969. 


— 8309170993 Testimony of JL Murphy on Contentions 3 b 13. Listed profeleai 
inherent in any radiological accident & should bo resolved 
to provide reasonable degree of safety to cltliens 
MURPHY, J L DeKalb Area Atlianca for Responsible Energy. 

MURPHY, J L. Sinnlislppi A1 Hence for the Environment (SAFE) 

MURPHViU L League of Woman Voters of Rockford, IL 83/02/28 
16pp. 18468 307 24X Flche- 90-494,63/09/12, 8309170969. 
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830»3100'93 Transcript of B30323 hearing in ftockford/IL Pp 6.541- 
6. 679 

* Atomic 3afBt<i and Licensing Board Pansl B3/05/23 167pp 

16693 1S9 a4X Fiche 50-434.63/03/33.0303310093 


0303310116 Transcript of B30S24 hearing in Rockford. IL Pp 6.676-6,991 
Supporting documentation end 

* Atomic Safotg and Licensing Board Panel 83/03/34 3S9pp 
18696 189 24X Fiche 30-454. 83/03/24. B30S3101 16 


DOCKET BTN-30-433 BVRON STATION, UNIT 3 


A App 1 lea t ion/construc t Ion stage documents 6 correspondence 


B303I&O992 Informs that AEME Code Case N-340. “Alternate Rules for 
Ecom of t/eld Edge Preparation Section Ifl.Div 1. Classes 
t.a.KC 6 C8. “ not acceptable for generic use 6 not listed 
in rag guide series, per B30302 submittal 

YOUNGBLOOD, B J Licensing Branch 1 83/03/03 FARRAR. D L 

Commonuea 1th Edison Co 3pp 10443 120. 24X Ftche 90-000,83/03/03, 

8303 120332 


8303040323 Board Notification 83-097 foruards differing prof opinions 
re aus interaction 6 safety classification Info relates to 
Board Notifications 83-17 6 83-44 re Unresolved Safety Issue 
A-17 

EISENHUT.D.O Division of Licensing 03/03/04 PALLADINO, N 
ContmlislDners 22pp 18337 139 24X Fiche 90-000,83/03/04, 

8309040323 


— 0303200635 Rept of 810929-30 audit to verify Sargent ii Lundy 
conformance to Nl/REC-0988 re environ qualification of Class 
IE electrical equipment 

MARCU3, G F Commonueal th Edison Co 81/10/06 6pp 18322 150 
a4X Fiche 30-000.83/05/11,9303200621 


— 8303200669 Rept of 830307-13 audit to evaluate Sargant 6 Lundy QA 
program implementation 6 adequacy of facility design 
8UHMERFIELD, T Commonwealth Edison Co 83/03/23 ISpp 
18322 196 24X Fiche 90-000.83/05/11,8305200621 


'8305200675 Rept of 820607—11 audit re Sargent 6 Lundy OA program 
imp lamentation 6 evaluation of adequacy of mechanical, 
electrical 6 structural design of facilities Related Info 
enc I 

MARCUS. G F Commanueal th Edison Co 82/06/17 4Bpp 18322 174 
24X Fiche 50-000.83/03/11,8305200621 


— 8309200603 Rev C to Procedure 3 0 4, “Design Control — New Design. 
Oyron Station “ Description of Uestinghouse design assurance 
controls for Byron/Dra i duood encl 

WHITAKER, W A Nuclear Power Services, Inc 82/11/23 18pp 
18922 241 24X Fiche 90-000,83/03/11,8309200621 


— 8305200668 Rev 0 "Auilliary Feedwater Sys Design Review Rept ■' Util 
GA statement re verification of adequacy of design & const 
of Byron Unit 1 encl 

WATTELET, P L . MEISTER. J R . DHAEGER, C B Sargent & Lundy. Inc 
DflR-AF-OOl-BB ROO 80/07/16 84pp 18522 303 24X 

Ficho 30-000,83/03/11,8305200621 


8303100237 Forwards response to FSAR question re crushable pipe whip 
restraint matl. per 830330 request for addl info Confirmation 
test to verify angularity of load results will be completed 
by B308D1 Info will be Included In FSAR amend 

SMARTZiE O Commanuiralth Edison Co 83/03/04 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 18373 269 24X 

Fiche 90- OOO, 83/09/04 , 8305 1 00237 


8305110216 Motlflcation af 830513 meeting w/C-E 6 Meetinghouse in 
Bcthasda.ND to discuss seismic 6 quail f Icatlon review team 
results 6 pump Si valve operability 

OLSHANiL M Licensing Branch 1 83/03/05 YOUNOBLODD. 0 U 

Licensing Branch t 3pp 18434 334 24X Fiche 30-434.83/03/03. 

8309110216 


— 8309200691 “Design Evaluation (Auditl Rept of 
Ed " 

BIOBEE. D Energy Incorporated 83/04/04 
Fiche 50-000, 03/09/ 1 1 , 030320 062 1 


Sargent & Lundy for Comm 
127pp 10323' 027 24X 


6309310086 Notification of 830614 meeting w/utll in Dethesda.MD to 
discuss util DCROR program plan 

OILBERT.R A Operating Reactors Branch 3 83/09/26 CRUTCHFIELD, 0 

Operating Reactors Branch 9 2pp 18638 063 24X 

Fiche 90-000,83/05/26,8303310086 


E NRC Safety Evaluation Report (SER). suppls t< correspondence 


8309130031 Foruards revised response to Question S70 9, Part C re 
environ quallf Icatlon program Representative sample of 
aettva mechanical equipment in harsh environ qualified FSAR 
will bo amended to Include rev 

eUARTZ.e D Commonwealth Edison Co 83/09/06 DENTONiH R Office 
of Nuclear Reactor Regulation, Director 2pp 1B436 313 24X 

FIcha 90-000.83/09/06,8309130091 


0309090699 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for implementation 
of plant mods 8vc list enci 

EIBENHUT.O 0 Division af Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 24X 

Fiche 90-000,83/08/09,8309090639 


8305180389 Forwards "Preliminary Design Assessment of Byrpn/Bral dwood 
Generating Station (< Control Room Human Factors Engineering 
Revleif. " Suppls I & II 

SUARTZ.E D Cammongicalth Edison Co 83/05/09 DENTON, H R Office 
of Nuclear Reactor Regulation. Director Ip 1B487'001 24X 

Ft c ho. 90-000. 83/05/09, 8305180385 


— 8309180397 "Preliminary Design Assessment of By ron/Braldwood Generating 
Station Control Room Human Factors Engineering Review," 

Buppls 1 li 1 1 

« Commonwealth Edison Co 83/04/30 221 pp 18487 002 24X 

Fiche. 90-000, 83/09/09, 8309180389 


8909200621 Documents review of procedures S< practices used in control 
of design (i const of Byron Station t< highlights Important 
findings Const O'f Byron meets requirements of F9AR li SER 
<NUREG-0876> Supporting documentation encl 

REED, C Commoniuealth Edison Co 03/03/11 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 10pp. 18921' 083, 24X 

Fiche* 90-000, 83/09/11,8303200621. 


— 8309200637 "Ener g y , inc/Farguson, Inc Audit Rept of Sargent ti Lundy for 
Comn Ed " 

CURRAN, R N Energy Incorporated 82/07/06 69pp 1S921 095 
24 X FI c 4i e 1 90-00 O, 83/09/ 1 1 , 830920062 1 


—8309200647 "Rept on INFO Self-Initiated Evaluation for Byron ti 
Braldkiood Nuclear Station Const Projects " 

e Commonweal. 6 h Edison Co 82/11/17. 390pp. 18521 160 24X 

Fiche. 90-000, 83/05/ 1 1, 8309200621 


0309160059 Clarifies commitments re tuning for completion of 
prcoperationat testing of auxiliary bldg ventilation sys 
Review of SER, NUnE0-0B76i indicates misunderstanding may 
exist 

TRAMM.T R Commonwealth Edison Co 83/03/11 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 18453 110 24X 

Fiche 30-494,83/09/11,8309160039 


F Security, medical, emergency h fire protection plans 


8303040062 Requests that response to NRC position re source range 
neutron flux monitoring bo expedited to allow completion 
of review of remaining open items re App R criteria for 
post-fire safe shutdown capability 

YOUNGBLOOD, B J Licensing Branch 1 03/04/11 FARRAR, D L 

Commonwealth Edison Co 3pp 18336 219 24X Fiche 50-000.83/04/11, 

8303040062 


B309D40069 Releases public version of rev to emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/04/22 Document 
Hanagement Branch Ip 18329 092 24X Fiche 30-494.83/04/22. 

8303040069 


— 8305040074 Forwards public Version of rev to emergency plan 
Implementing procedures. Including Procedures B2P 100-1 re 
station manager & DZP 310-4 re assembly h evacuation of 
personnel 

TRAflN, T R Commonwealth Edison Co 83/02/23 DENTON. HR Office 

of Nuclear Reactor Regulation, Director Ip 18329. 0Y3 24X 

Fiche 90-4 34,83/04/22,8303040069 


— 8303040080 Public version of rev to emergency plan implementing 
procedures. including Procedures DZP 100-i re station manager 
(i DZP 310-4 re assembly t< evacuation of personnel 
• Commonwealth Edison Co 83/02/10 331 pp 18329 094 24X 

Ftche 90-494,83/04/22,8309040069 


8309060184 Forwards Rev 8 to security plan Rev withheld {ref 
10CFR73 21) 

FARRAR, O L Commonwealth Edison Go 83/04/29 Office of Nuclear 
Reactor Regulation, Oirector Ip 16349 090 24X 

Fiche. 90-434, 03/04/29,8309060184 
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B303H0034 Oeneric Ltr 83-Sl to oil licensees of operatirj reactors, 
apfiiiconts for OL* & holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Svc list enc] 

EISENHUT.DC Division of Liceneins D3/OS/il Consolidated 

Edison Co of Nbij Vorkr Inc l6pp 10340 093 24)1 

Fiehe 30-000,03/03/11.0305110034 


0 Adjudicatory correspondence 


0303040405 Memorandum tc order denying Intervener 830428 oral motion to 
keep record open on stoant tube Integrity subissues Record 
contains sufficient Info to make decision ro Unresolved 
Safety Issue a-3 

SMITH, 1 H Atomic Safety and Uicenslng Board Panel 03/05/03 
Ueague of Women Voters of Rockford, IL 2pp 18323 200 24X 

piths 50-454,03/05/03,3305040403 


8305100296 Application for Issuance of end unsigned subpoenas 
directing attendance fc testimony of I Souders J< •J Ogsbury at 
ASLB 830523 session In Rockford, IL Certificate of Svi end 
WHICHER, J M Ueague of Women Voters of Rockford, lU WHICHER.J M 
DeKalb Area Alliance for Responsible Energy WHICHER, J N 
Slnnlsslppi Alllaoce for the Environment ISAPE) B3/05/06 
SOUDERS, I , OCSBURY.d Affiliation Unknown 7pp 18371 134 a4X 
Fiche 50-434.83/05/06,3309100286 


0303100172 NRC response to joint Intervener motion to reopen record 
raised under Contention lA concerning J Hughes testimony 
on OC/OA Staff opposes further hearing on subj matters 
YOUNO, M A Atomic Safety and Licensing Board Panel 83/03/09, 7pp 
18374,333 24X Fiche 30-454,83/03/09,0303100178 


—8303100176 Affidavit of DW Hayes it KA Connaughton re statement by 
J Hughes supporting Intervener motion to reopen record 
HAYES, D M . caNHAUCHTON, K Region 3. Office of Director 
83/05/09 ISpp 10374 330 24X Fiche 30-434,03/05/09,8303100178 


8303110213 Response in apposition to Rockford League of Women Voters ti 
Dekalb Area Alliance For Responsible Energy/Safe 
Alternatives for Future Energy motion to allow testimony of 
J Hughes on OA/OC Certificate of Sve end 

BECKER, D D Commonwealth Edison Co DECKER, B D Isham, Lincoln ti 
Beale 83/05/09 Atomic Safety and Licensing Board Panel 13pp 
18407-03? 24X Fiche 30-454,03/03/09,8303110213 


0303160168 Hemorandom h order scheduling special deposition •tst(on fir 
830566 in Rockford, IL to take deposition of J Hughes A 
possibly of Bouders «, Dgsbury 

SMITH, I H Atomic Safety and Licensing Doard Panel 63/03/12 g.p 
10444 036 24X Fiche 90-454,03/03/12,0303160162 


8305170897 Forwards stipulation u/afftdavtts St ambulancs survey re 
admlseion of certain evidence offered by Intervenors on 
emergency planning Issues Upon admission of evidence, hsaring 
record should bo closed 8vc list end M/o stated end 
BIELAWGKIiA P Isham, Lincoln l< (Isale BIELAWSKIiA P Csnaonemtll 
Edison Co 03/08/12 SMITH. 1 W . COLE, R F , CALUIHAN.AD Atoaie 
Safety and Licensing Board Panel 3pp 18463 063 24X 

Fiche 30-434, G'1/03/12, B303 170297 


8303170363 Motion to receive Into evidence stipulation t portloni el 
prefiled testimony Stipulation covers admissibility df 
affidavits 6 eshtblts bearing on emergency planning mattsri 
W/on*«ecoted stipulation 

DIELAHSKi.A P Cottimonuealth Edison Co BIELAWSKIiA P. isham, 
Lincoln h Reote 83/09/12. Atomic Safety and Llcetiiing Board 
pnnel 2pp 18460. IbB 24X Fiche S0-454> 03/03/12. 8305170365 


8309200521 Memorandum t< order approving stipulation to offer into 
evidence Joint Intervenors Exhibits 13 - 20 Otlpulatlon ulU 
be bound Into 830523 transcript Proposed findings tc 
conclusions on emergency planning Issues due 830620 
SMITH, 1 W Atomic Safety and Licensing Board Panel 03/09/19 
Office of the Executive Legal Director. Ip. 18916 0B3. 24X 

Fiche 90-A54, 03/09/19, 0303200521 


0 Inspection reparti, IE Bulletins fc correspondence 


B212060385 IE Info Notice 83-14, ''Dewatered Spent Ion Exchange Rtilh 
Suicaptlb i 1 Ity to Exothermic Chemical Reaction " Sve list 
and 

TAYLOft, J, M Division of Safeguards 6 tnspsctlon Programs (Poit 
830103} 83/03/21 Consolidated Edison Co of New Yort. Inc 

112pp 1S30D 319 »4X Fiche 90-000, 83/03/21,8212060383 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Reaptretcr * 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response iPont 830103) 83/04/13 Consol Idated Edison Co. of Hie 

York, Inc 12App 18439' 199 24X Fiche. 30-000,83/04/19,8303010021. 


830312029? Discusses order of witness presentation for hearings 
resuming on 830323 NRC will present witnesses on liquid 
pathway contention first. Fallowed by ut t 1, Rockford League of 
Women Voters & util rebuttal witnesses 

GALLO, J Isham, Lincoln b Beale GALLO, J Commonwealth Edison Co, 
03/03/10 SMITH,: W , COLE, R F , CALLrHAN,A D. Atomic Safety and 
Licensing Board Panel. 2pp 16430 169 24X Fiche 90-434,83/09/10, 

8309120299 


0303160060 Affidavit of RP Tuatken on J Hughes allegations ra welding 
Welding of brace to pressure pipe proper, if performed per 
design specs Util conducting relnsp of work performed by 
contractor GC inspectors 

TUETKEN, R P Commonwealth Edison Co 63/03/11 Spp 18493 120 
24X Fiche 30-494,03/05/11,8303160060 


B305I70314 Confirms mailing of proprietary version of Pages 4691,4692 t, 
4699 from 83D41S transcrip t, per terms of Westlnghouse 
nondisclosure agreement Method for circulating 
nonproprletary portion to PDBs being worked out. 

DAVIS, F X Westlnghouse Electric Corp 83/05/11 THOMAB, D 
Affiliation Unknown Zpp 18469 076 24X Fiche 90-434,83/03/11, 

8303170314 


8309170319 Forwards nondisclosure agreement signed on 830427 Terms of 
agreement should be used to handle Westlnghouse proprietary 
info contained in 830419 transcript Method for circulating 
nonproprletary portion to PORs being worked out W/o encl 
DAVIS, F X Westlnghouse Electric Corp 83/09/11 CHAVEZ, D DeKalb 
Area Alliance for Responsible Energy CHAVEZ, D Slnnlsslppi 
Alliance for the Environment ISAFE) Ip, 18469 362. 24X 

Fiche 30-494,83/09/11,8303170319, 


8303040023 IE Info Notice 83-22, "DHR Bafety/Rtlief Valve Fallurei • 
8vc lilt enc). 

JORDAN, E L Division of Emergency Preparednass b Engineering 
Rttsponie (Poet 830103). 83/04/22 Consolidated Edison Co of Rie 

York, Inc. 112pp. 18383. 089 24 X Fiche 90-000,83/04/32,8303040033 


6303040029 IC Info Notice 83-23, "Inoperable Contalnnint Atnoipheri 
Sensing Syi. " Gve list end. 

JORDAN, E L, Division of Emergency Proparednesi b Engineering 
Response (Past 830103). 83/04/29 ConeoMdatid Edison Co of Nse 

York, Inc. 119pp 18381 291. 24X FI c ha. 90-000, 83/04/29,0303040025 


6309170298 Forwards IE Insp Repte 90-494/63-14 b 90-499/03-12 on 
830316-18 b 31. No noncompliance noted. 

PAPERIELLO, C. J, Region 3, Office of Oiroctop. 03/04/26. REEO.C 
Commonwealth Edison Co. 2pp. 18469,007 a4X Fiche: 90-494, 03/04/24, 
8309170230. 


--8309170240 IE Insp Hepts 90-494/03-14 b 90-490/83-12 on 030316-18 b 31 
No noncompl lanes notsd Major areas Inspected' environ 
ppoteetjon, Including preoperatlonal radiological environ 
eidhltorlng implementation b reeulte b mgt controls, 

OESTMANN.M, J , SCHUMACHER, M C Region 3, Office of Director. 
03/04/29 7pp, 18469.089. 24X Fiche; 90-494, 03/04/86, 03O917O23B 


8303040026 IE Info Notice 83-24, "Loose Parte in Secondary Bide of 
Bteam Oenerators at PWRe. " Sve list and 

JORDAN, E. L Division of Emergency Preparedness b Enginttrlng 
Response (Post 830103). 83/04/28 Consolidated Edison Co. of Nee 

York, Inc U9pp, la3Ba'047. 24X Fiche. 90-000,83/04/28,0303040024 


B305170334 Forwards application for withholding from public disclosure 
Westlnghouse proprietary Info dltcussed in 830415 meeting. 

Method for circulating nonproprletary portions of 830413 
transcript to PdRs being worked out W/o encl 
DAVISrF X Westlnghouse Electric Corp 03/03/11 SMITH, I H * 
COLEiR F, , CALLIHAN, A 0 Atomic Safety and Licensing Board Panel 
2pp 10469 006 24X FI ehe , 30-494, 03/03/1 1 , 0303170334 


B305170523 Forwards nondisclosura agreemant signed on 830426 b 
proprietary version of Pages 4691,4692 b 4699 from 630413 
transcript W/o proprietary pages 

DAVIS, F X Westlnghouse Electric Corp 63/03/U Bfi IDENBAUOH, 0 
JOHNSON, B I BUNCH, R. League oiP Women Voters of Rockford, IL 
18467 291 24X Fiche 90-434, 83/09/11, 8309170922 


8303040027 IE Info Notice 83-29, "Standby Dee Treatment Bye Heeter Hljk 
Temp Trip Setpoint Adjustment." five list end, 

JORDAN, E L Division of Emergency Preparedneee b Engineering 
Response (Post 8301031. 83/04/28 Consolidated Edison Co, of 

York, Inc 11 Spp 18302 169 24X Fiche: 90-000, 83/04/20, B30304OT27 


0303040028 IE Info Notice 83-26, "Failure of Safety/Relief VelY» 
Discharge Lina Vacuum Breakers, " 8vc list end. 

JORDAN, E L. Dlvlilon of Emergency Preparedneee b Engineering 
Response (Post 830103). 83/09/03. Consolidated Edison Co of 

York, Inc 122pp 18441,170. 24X Fiche' 90-000, 03/09/03, 930304Oi«u 
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9303040030 IE Infa Notice B3~27i "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDANiE L Division o# Emergencg Preparedness & Engineering 
Response (Post 8301031 83/05/04 Consolidated Edison Co of New 

Vorki Inc llSpp 19382 S8S ^4X Flehe SO-000. 83/0S/04i 8303040030 


B303040031 IE Info Notice 03-S8f "Criteria for Protective Action 
Rec ommendattons for Oeneral Emergencies " Sve list end 
JORDANiE L Division of Eitiergencg Preparedness tt Engineering 
Response (Post 8301031 89/05/04 Consolidated Edison Co of Neui 

Vork< Ine 119pp 19441 001 24X Plche 90-000.83/03/04.8303040031 


8303040033 IE Info Notice 83-2?. "Fuel Binding Caused bg Fuel Rack 
Deformation ” 9vc list end 

JORDANiE L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neva 

York. Inc ilSpp 19923248 24XFicbe 90-000,83/09/06.8303040033 


B3051900I9 Forwards IE Insp Repts 80-494/83-19 *< 50-499/83-13 on 
830321 & 28-31 No none omp 1 lance noted 

LITTLEfH. 8 Region 3, Office of Director 83/05/06 REED. C 
Commonwealth Edison Co 2pp 10902 004 24X Fiche 90-454.93/05/06. 

8305190019 


— 8305190027 IE Insp RsptS 90-454/83-19 6 90-495/83-13 on 830321 «e 80-31 
Mo noncomp 1 lanes notid Major areas inspected evaluation of 
NOE results for pool liner welds 1. review of qualitg 
records 

HARD. K 0 > DANIELSON. D H Region 3. Office of Director 93/04/29, 
llpp 18902006 24X Fiche 90-494.83/03/06.8309190019 


8305130129 Ac)( receipt of 830103 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-494/82-09 (< 
9&-4S9/92-04 

aPESSARD. R L Region 3. Office of Director 83/09/10 REED. C 
Commonwealth Edison Co. Ip 18437 280 S4X Fiche 50-494,83/09/10, 
8305130129 


—8309130139 Responds to NRC 820624 Itr re violations noted in IE Insp 
Repts 90-494/82-09 6 50-499/82-04 Welding procedures »< 
Instructions netd not be at each location where actual 
welding performed, per A9ME Code 

BTIEOE. W L Commonwealth Edison Co 83/01/03 KEPPLER.J 0 
Region 3. Office of Director 3pp 18437 281 24X 

Flehe- 90-494. 03/09/10. 0309130129 


8303040034 IE Info Notice 03-30. “Misapplication of Oenerlc Emergencg 
Oparatlng Procedures (EOP) Ouidellnes “ Sve list end 
JORDANiE L Division of Emergencg Preparedness 1« Engineering 
Response (Post 830103) 83/09/11 Consol ide ted Edison Co of New 

York. Inc 114pp. 18524 003. 24X Fiche 50-000,83/09/11.8303040034 


S3'0317<)498 Confirmatorg action Itr ro Insp of pipe whip restraints in 
safety-related high energy piping sys on 830903-04 (< 09-10. 
Restarting installation of whip restraints contingent upon 
transmittal of as-bullt drawings to Sargent i> Lundy 
KEPPLERiJ 0 Region 3. Office of Director 03/09/13 REED. C 
Commonwealth Edison Co. 2pp 18469 319 24X Fiche 50-494.03/09/13. 

8305170458, 


83O920DS08 Ack receipt of 830210 6 0904 Itrs informing NRC of steps 
taken to correct vlalatloni noted in IE Insp Repts 
90-49 4/02-r 17 t. S0-499/B2-12. 

BPE88ARD, R L Region 3. Office of Director 83/09/17 REED. C 
Commonwealth Edison Co Ip 18916:060 24X Fiche. 90-494. 83/09/17. 

8305200900 


—8309200922 Responds to 830111 Ltr re violations netsd In IE Insp 
RaptS 90-494/02-17 6 90-499/02-12 Corrective actions 
contractor placed hold tegs on 90 panels 6 notified 
electrical const dept per Procedure 6 

FARRAR. D L Commonwealth Edison Co 83/09/04 KEPPLER.J, 0 
Region 3> Office of Director 6pp 18916,061 24X 

Fiche 90-494.03/09/17.0309200900 


— 8309200940 Responds to NRC 030111 ltr rs violations noted in IE Insp 
Repts 90-494/02-17 6 90-499/82-12 Corrective actions 
contractor instructed to identify panels which contained 
cable separation problems 6 hold tags placed on panels 
FARRAR. D.L, Commonwealth Edison Co. 83/02/10. KEPPLER. J 0 
Region 3> Office of Director. 7pp 18916 067 24X 

Fiche- 90-494. 83/09/17. 8309200908 


0309240924 Confirms arrengemsnts for 830613 meeting between NRC 6 util 
In Region III ofes to discuss 8ALP for facllitlss Meeting 
will be opened to other interested parties as observers 
NORELIUSiC E Division of Projsct k Resident Programs 83/09/18 
REED. C, Commonwealth Edison Co. Ip 18971 181 24X 

Fiche; 90-000. 03/09/18. 8309240924 


0303040040 [E Info Notice 83-31. "Error In ADLPIPE Computer Program " 
Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness <« Engineering 
Response (Post 830103) 33/05/19 Consolidated Edison Co of New 

York. Inc M4pp 18697 009 24X Flehe 30-000.83/09/19.8303040040 


S309260S78 Ack receipt of 830419 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-434/03-07 ie 
90-493/83-03 Finding only 10 rejectable welds out of 1.067 
not proper indication of Inspector performance 

N0RELIU3i C E Division of Project 6 Resident Programs 83/09/20 
REED, C Commonwealth Edison Co Ip 18629 196 24X 

Fiche 90-454,83/03/20,8309260278 


— 8305260282 Responds to NRC 830324 ltr re violations noted In IE Insp 
Repts 50-494/03-07 (. 50-459/83-03 Corrective actions welds 
relnspected New onsite contractor OA/QC qualification 
procedures implemented 

FARRAR. D L Commonwealth Edison Co 83/04/19 KEPPLER, J 0 
Region 3, Office of Director 3pp 18629 137 24X 

Fiche 30-494,03/09/20,8309260270 


8309270476 Ack receipt of 830429 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-494/83-06 6 
90-499/83-03 Actions will be decided during pipe whip 
restraint energy absorbing matl tests 

8PE8SARD, R L Division of Engineering 83/09/24 REED. C 
Commonwealth Edison Co Ip 18644 087 24X Fiche 90-000.83/09/24. 

8309270476 


— 8309270489 Responds to NRC 830331 ltr re violations noted In IE Insp 
Repts 50-454/83-06 & 50-499/83-03 Corrective actions site 
design procedures compiled into manual by Meetinghouse h 
Issued to facility for site use on 030419 

FARRAR, D L Commonwealth Edison Co 83/04/29 KEPPLER. J 0 
Region 3. Office of Director llpp 18644 OBS 24X 
Fiche 50-000,03/09/24,8305270476 


8303040046 IE Info Notice 83-33, "Nonreprosentatl ve Sampling of 
Contamlnatod Oil " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/09/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 90-000,83/09/26.8303040046 


S Reportable occurrences, LERs b related correepondence 


8305110427 Part 21 t deficiency repts re mlsoperatton of OS-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments uit 11 be replaced w/devtces w/uldened grooves 
to accommodate new retaining rings Mfg drawings revised 
RARE. E P Westlnghouse Electric Corp 83/04/21 DEYOUNO. R C 
Director's Office. Office of Inspection and Enforcement 9pp 
18409 099 24X Fiche 90-000.83/04/21,0303110427 


8303030270 Final deficiency ropt re reactor coolant pump b steam 
generator support columns not Installed within tolerances 
specified on Sargent & Lundy Design Drawing S-tl09 Initially 
reported on 830329 Revised tolerances will be verified 
SWARTZ. E D Commonwealth Edison Co 03/04/29 KEPPLER. J 0. Region 
3. Office of Director 3pp 18300 027 24X Fiche 90-494.03/04/29. 

8309030270 


8309120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers In post-LOCA hydrogen recomblners supplied 
by Rockwell Inti Initially reported on 030320 Matter under 
Investigation Final rept by 830808 Reported per Part 21 
MANNO, 8 F Niagara Mohawk Power Corp 83/04/26 8TAR0STECKI.fi 
Region I. Office of Director 2pp 10433 072, 24X 

Flehe 90-000.03/04/26,0309120392 


—8305120404 Part 21 rept re failure of post-LOCA hydrogen reeomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for speeifie application Plant 
operators notified of deviation 

EMPEY. D C Rockwell International Corp B3/03/11. COLLINB.JT, 
Region 4. Office of Director 9pp 18433 074 24X 

Flehe 90-000,83/04/26.8305120392 


8309190233 PNO-l 1 1-83-039 on 03091 1 , I leensee stopped work on new 
Installation of plpe-whlp restraints on safety-related 
piping par 830913 confirmatory action ltr Restrainte 
Installed ui/o adequate procedures or OC insp program 
DANIELSON, D. H , LITTLE. M 8 Region 3, Office Of Diraetor 83/09/13 
Ip. 18901 '318 84X Flehe 90-494.83/09/13.8309190233. 


T. Hearing transcripts on non-antl trust matters 


8309040349 Transcript of 030419 hearing In Rockford. IL Pp 4,67 
Supporting documentation end 

» NRC - No Detailed Affiliation Olven 03/04/19 163po 

18323.031 24X Fiche 90-494.03/04/19,830904034? 
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B309020163 Transcript ot 030436 (searing in Roctfard^IL Pp 9<?64-6>lS6 
« NRC - No Detailed Affiliation Given 03/04/36 192pp 

10277 301 24X piclse 50-4S4. 03/04/36. 8303020163 


Q30S170409 Poruaris proprietary 6 nonpropr 1 etary versions of statements 
made by NRC ultness re Uesttngisouse Model D4/D5 steam 
generators Proprietary info ultlslield tre# iOCFfi3 TTOi 
RAHE. E P Mestinglsouse Electric corp 83/04/26 EISENHUTiD C 
Division of Licensing Ip 18469 326 24X Fiche 30-434,03/04/26. 

0303170408 


— 8303170411 Foriitards application for ulthholdlng proprietary version of 
statsments made by NRC iiiitness re Uestinghousa Model D4/D9 
steam generators per 10CFH2 790 

UIESENANN. R A Mestlnghouse Electric Corp 83/04/36 
EISENHUT, D « Division of Licensing 9pp 13469 327 S4X 
Fiche 50-434,03/04/26,0305170400 


— 0303170413 Honproprletary version of statements made by Rajan re 
Hestlngliause Modal D4/D3 steam generators Pp 4, 691-4, 692 b 
4, 699 

RAJAN NRC - No Detailed Affiliation Given 83/04/26 3pp 
1B469 336 24X Fiche 50-434,03/04/26,8303170400 


0303030303 Transcript of 030427 hearing in RoCtford.IL Pp 6.137-6,400 
e NRC - No Detailed Affiliation Given 83/04/27 304pp 

10296 200 24X Fiche 90-434,03/04/27,8303030303 


0303030308 Motion to permit J Hughes testimony re OA/QC at facility b 
to shorten time for responses by util 4t NRC Matters of 
testing documentation b ueldlng constitute significant 
safety issues 

WHICKER, J M League of Women Voters of Rnctford. IL HHICHER.J M 
DeKalb Area Alliance for Responsible Energy NHICHER, J.M Safe 
Energy for N«u Haven 83/04/27 Atomic Safety and Licensing Board 
Panel 4pp 18293 091 24X Fiche 30-434,03/04/27,8305030308 


— 8303030316 Handiitri tten testimony of J Hughes re QA/OC at facility 
HUGHES, J League of Women Voters of Rockford, IL HUGHES. J 
OeKalb Area Alliance for Responsible Energy HUGHES, J Safe 
Energy for Neu Haven 83/04/23 3pp 10293 093 24X 

Fiche 30-454.03/04/27,0303030308 


8303030391 Transcript of S3042B hearing In Rockford, IL 
Pp 6,401-6,340 Supporting documentation end 
• NRC - No Detailed Affiliation Given 83/04/28 22lpp 
10293 329 24X Fiche 30-434,83/04/28,8303030391 


8303170363 Motion to receive into evidence stipulation & portloni of 
prefiled testimony Stipulation covers admissibility of 
affidavits t< eihlblts bearing on emergency planning matters 
W/uneiecuted stipulation 

SlELAWSKIiA P Commonucalth Edison Co 03/03/12 Atomic Safety 
and Licensing Board Panel 2pp 18468' 168 24X 

Fiche 30-434.03/03/12.0303170365 


— 630S170969 Testimony of P Holmbeck re investigation into adequacy of 
emergency plans re emergency planning contentions Util 
made no attempt to study protective value of sheltering 
populations around plant 

HOLMBECK, P DeKalb Area Alliance for Responsible Energy 
HOLMBECK, P Slnnissippi Alliance for the Environment <8AFE) 
HOLMBECK.P League Of Woman Voters of Rockford, IL 83/09/12 
73pp 10460 170 24X Fiche 30-434.83/05/12.8303170363 


— 0303170973 Testimony of 0 iiontel on emergency preparedness contentions 
Notification (t verification procedures not developed for 
Plnecrest Home for Aged Vehicles h support personnel to 
evacuate home unavailable 

HONTELi 0 OeKalb Area Alliance for Responsible Energy MONTELtG 
Slnnissippi Alliance for the Environment iSAFEJ. MONTEL, 0 League 
of Women Voters of Rockford, IL 03/02/16 12pp 18468 249 24X 

Fiche 50-434.83/05/12,0303170363 


— 8303170376 Testimony of JM Maionoy on emergency preparedness 
contentions Util emergency plan cannot bo implemented 
until questions on notification, transportation, communication 
b liability ansuered 

MALONEY, J M DeKalb Area Alliance for Responsible Energy 
MALONEY, JM Slnnissippi Alliance for the Environment {SAFE) 
MALONEY, J M League of Women Voters of Rockford. IL 03/02/17. 
t2pp 10460 237 24X Fiche 30-434, 83/03/13, 0303170963 


0305170301 Testimony of C Lamb re emergency preparedness contentions 
LAMB, C DeKalb Area Alliance for Responsible Energy LAMO.C 
Sinnlisippi Alliance for the Environment {SAFE) LAMB, C League 
of Women Voters of Rockford, IL 03/02/16 lipp. 10468 271 24X 

Fiche 30-434,03/09/12,8305170563 


—0303170588 Testimony of D Turner re emergency preparedness contentions 
Conderns Include procedures for b modes of carrying on 
emergency cammunicatione, transportation difficulties b 
school liability 

TURNER, D OeKalb Area Alliance for Responsible Energy TURNER, 0 
Slnnissippi Alliance for the Environment (SAFE) TURNER, 0 League 
of Women Voters of Rockford, IL 83/02/10 12pp 10460 202 24X 

Fiche 30-434,83/03/12,8303170963 


— 0303170590 Testimony of D Miller ra emergency preparedness contentions 
Concerns Include procedures for b inodes of emergency 
communications, transportation difficulties b school 
liability 

MILLER, 0 DeKalb Area Alliance for Responsible Energy HILLER. D, 
Slnnissippi Alliance for the Environment (SAFE) MILLER, D League 
of Women Voters of Rockford, IL 83/03/28 13pp 18460 299 24X 

Fiche 30-434,83/03/12,8303170963 


— 8303170393 Testimony of JL Murphy on Contentions 3 b 13 Listed prohlens 
Inherent in ong radiological accident b should be resolved 
to provide reasonable degree of eafety to cltlieni 
MURPHY, J L DeKalb Area Alliance for Responsible Energy 

MURPHY, J L Slnnissippi Alliance for the Environment (SAFE). 

MURPHY, J L League of Women Voters of Rockford, IL 03/02/20 

16pp. 18468 307 24X Fiche 90-434,83/09/12,8309170969 


8309310093 Transcript of 830323 hearing in Rockford, IL Pp 6,341- 
6, 673 

e Atomic Safety and Licensing fioard Panel 83/09/23 167pp 

10633 129 24X Fiche 30-494, 03/05/23, 8303310093 


0309310116 Transcript of 030924 hearing in Rockford, IL Pp 6,676-6,931 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03/03/24 399pp 

10636 129 24X Fiche 90-434,83/09/24,8305310116 


DOCKET 8TN-30-456 BRAIDWOOD STATION, UNIT I 


A Appllcatlon/constructlon stage documents b eorrespondence 


8305120352 Informs that A8ME Code Case N-340, "Alternate Rules for 
Exam of Weld Edge Preparation Section IIl.Div 1, Classes 
l.SiMC b C6, ” not acceptable for generic use b not listed 
in reg guide series, per S30302 submittal 

YOUNGBLOOD, D J Licensing Branch 1 83/03/03 FARRAR, D. L 

Commonuealth Edison Co 2pp 10443 120 24X Fiche 90-000,83/03/03, 

9303120992 


0309100237 Fnriirards reepons* to F8AR question re crushable pipe uhip 
restraint matl.per B30330 request for addl info Confirmation 
test to verify angularity of load reiults mill be completed 
by 030001 Info will be Included In FBAR amend 

SWARTZ, E D Commonwealth Edison Co 83/03/04 DENTON, H. R Office 
of Nuclear Reactor Regulation, Director Spp 18373 269, 24X 

Fiche 30-000,03/03/04,8303100237 


0309130001 Forwards addl FBAR Inf o, respond ing to Questions 241 1,241 8, 
241 7 b rev to 241.6-3 In NRC 930114 b 0201 Itrs F8AR will 
be amended to Include Info 

SWARTZ, E D Commonwealth Edison Co 03/03/06 DENTON, H. R Offlc* 

of Nuclear Reactor Regulation, Director 24pp 10436 344 24X 

Fiche 30-496.03/03/06,8303130001 


0303130091 Forwards revised response to Question 270 9,Part C re 
environ quallf icatlon program Representative sample of 
active mechanical equipment in harsh environ qualified F8AR 
will be amended to Include rev 

SWARTZ, E D Commonwealth Edison Co 03/09/06 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 2pp 18436 313 84X 

Fiche 30-000,83/03/06,0303130091 


8309090639 Generic Ltr 83-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT.D 0 Division of Licensing 83/03/09 Consolidated 
Edison CO of New York, Inc 16pp 16627 133 24X 

Fiche 30-000, 83/05/09, 8309090659 


0309180309 Forwards “Preliminary Design Assessment of Byron/Bra iduood 
Generating Station b Control Room Human Factors Engineering 
Review," Suppls I b II. 

BWARTZ.E D. Commonwealth Edison Co 83/09/09 DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director ip 18487 001 S4X 
FI Che 30-000, 83/03/09, 8309180303 


“0303100397 "Preliminary Design Assessment of Byron/Braldwood Oenereting 
Station Control Room Human Factors Enginaering Review, “ 

Suppls 1 b II 

» Commonwealth Edison Co 83/04/30 221 pp 184B7' 002. S4X 

Fiche 90-000, 83/03/09, 8303 1 80303 
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S3O5ZO06S] Documents review of procedures !< practices used in control 
of design h const of Byron Station 4< highlights important 
findings Const of Byron meets reciuir erronts of FSAR tc SEFI 
(N(JSeo-O076> Supporting documentation end 

REED. C Commonwealth Edison Co B3/03/11 DENTON, H R Office of 
Nuctear Reactor Regulation. Director tOpp 10921 003 24X 

Flctie 90-000. 03/03/ 1 1. BS03S00621 


— 6309200637 "Energy, Inc/Ferguaon. Inc Audit Rept of Sargent & Lundy for 
Comm Ed " 

CURRAN, n N Energy Incorporated 02/07/06 65pp IB5Z1 099 
24 X Flche 30-000,03/03/11,0305200621 


— 8309200647 "Rept on INPO Se 1 f- 1 n 1 1 i ated Evaluation for Byron b 
Dratduiood Nuclear Station Const Projects " 

a Commonwealth Edison Co 62/11/17 330pp iS321 160 24X 

Fiche 50-000,83/05/11,0303200621 


— 8309200635 Rept of 810929-30 audit to vorifij Sargent & Lundy 
conformance to NL/RE0-O3BS re environ gual i f 1 ca t i on of Class 
IE electrical equipment 

MARCUS. 0 F Commonwealth Edison Co 81/10/06 6pp 10582 130 
24X Fiche 50-000,03/09/11.0303200681 


— 0309200665 Rept Of 830307-15 audit to evaluate Sargent Jt Lundy OA 
program implementation & adequacy of facllltg design 
BUMMERFIELD, T Commonwealth Edison Co 83/03/23 lapp 
10922 tS6 24X Fiche- 30-000. 03/03/1 1, 8309200621 


— 0303200673 Rept of 020607-11 audit re Sargent E. Londy QA program 
iatplementatlon b evaluation of adequacy of mechanical, 
electrical 6 structural design of facilities Related info 
end 

MARCUS, 0 F Commonwealth Edison Co 08/06/17 48pp 10322 174 
24X Fiche 30-000, 83/09/1 i, 0309200621 


— 0309200683 Rev C to Procedure 3 0 4. "Design Control - New Design. 
Byron Station " Description of Hastinghouse design assurance 
controls for Dyron/Braldwood end 

WHITAKER, W A Nuclear Power Services, inc 08/11/23 10pp 
10922 241 24X Flch# 50-000,03/09/11,0309200681 


0309110034 Oenerjc Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs h holders of CPs re clarification Of 
access to control procedures for law enforcement visits 
Svc 1 1 st enc 1 

EISENHUTiD 0 Division of Licensing 83/09/tt Consolidated 

Edison Co of New Vork, Inc I6pp 10940 09S 24X 

Fiche 30-000.83/03/11.0305110034 


8305240213 Forwards monthly status rept on offsite emergency 
preparedness for DL reviews for Apr 1983 

DIRCKSiW J Office of the Eiecotive Director for Operations 
83/05/13 PALLADIND.NJ Commissioners 5pp 18393322 24X 

Fiche 30-000,03/05/13.0305340213 


0303270079 Forwards expanded resume for station health physicist 1, 
proposed training program FSAR will be amended to reflect 
changes 

SWARTZ, E D Commonwealth Edison Co 83/03/23 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 3pp 10630 293 24X 

Fiche 30-496.83/03/23,8303270079 


Q Inspection reports, IE Bulletins & correspondence 


8212060389 IE Info Notice 03-14, "Dewatci ed Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc list 
enc 1 

TAVLOR, J M Division of Safeguards Sc Inspectlnn Programs iPost 
0301031 83/03/21 Consolidated Edison Co of Neiu Vork, Inc 

I12pp 1S30B 319 24X Fiche 30-000,03/03/21.0212060303 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/04/15 Consolidated Edison Co of New 

York, Inc 126pp 10433 159 24X Fiche 50-000,03/04/15.8303040021 


0303040023 IE Info Notice 83-22, "BUR 3a f e ty /Re 1 1 e f Valve Failures “ 
Svc 1 ist enc 1 

JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post S30103I 83/04/22 Consolidated Edison Co Of New 

York, Inc 112pp 10303 089 24X Fiche 30-000, 83/04/22, 8303040023 


— B309S006BB Rev 0 to "Auxiliary Feedwater Sys Design Review Rept "-Util 
QA statement re verification of adequacy of design & const 
of Byron Unit 1 encl 

HATTELET, P L Sargent 6 Lundy, Inc DRR~AF-001 -DB ROO 80/07/16 
26pp 10923 001 24X Fiche SO-OOOi 63/05/ 1 1 , 8303200621 


0303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing 8ys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/04/29 Consolidated Edison Co Of New 

York, Inc Il9pp 18301 291 24X Fiche 30-000, 83/04/29, 0303040023 


—0309200691 "Design Evaluation (Audit) Rept of Sargent fc Lundy for Comm 
E<5. " 

BIBBEEiD Energy Incorporated 83/04/04 I27pp 18923 027 24X 

Fldhe 90-000,83/09/11,0309200621 


6309260287 Forwards addl FSAR info on Queatlons 
concratB I< toxic matt sh Ipments, respective ly ti 
response to Ouestlons 241 9 t< 241 7 per 030114 
will be Included in FSAR amend 
SWARTZ, E D Commonwealth Edison Co 03/05/23 
of Nuclear Reactor Regulation, Director llpp 
Flehe' 90-496, e3/09/23i 0305260287 


241 3 & 330 1 re lean 
rev 1 sed 
ltr Info 

DENTONrH fi. Office 
16629 145 24X 


e30931<}086 Notification of 630614 meeting w/ut 1 1 in &eth«sda,MD to 
discuss util DCRDR program plan 

OIUBERT, H A Operating Reactors Branch 9 03/05/26 CRUTCHFIELD, D 

Operating Reactors Branch 9 2pp 16638 063 24X 

Fiche. 90-000, 03/09/26, 8305310006 


F Security, medical, emergency & fire protection plans 


B309O4OO62 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of review of remeining open items re App R criteria for 
post— fire safe shutdown capability 

YOUNOBLODD, B, J Licensing Branch 1 03/04/11 FARRAR, D L, 

Coflimonwealth Edison Co 3pp 16336 219 24X Fiche 90-000,03/04/11, 

8309040062 


0309240264 Forwards IE Insp Repts 90-456/03-05 !< 90-457/03-09 on 
630405-08 (, 14 No noncompliance noted 

KNOP, R C. Region 3, Office of Director 03/09/04 REED, C 
Commqnwealth Edison Co 2pp 18940 212 24X Fiche 90-496,83/09/04, 

0309240264 


—8309240268 IE Insp Repts 90-456/03-09 8. 50-497/83-09 on 030409-00 4i 14 
No none ompl lance noted. Major areas Inspected licensee 
rtsfpnsi file for IE circulars 1, bu 1 1 e tins, ac tlon on 
pravtously identified items & fir* protection requirements 
HINDS, J.M , HAYE8, D H Region 3, Office op Director 83/05/03 
7pp. 18548 214 24X Fiche 50-496.83/09/04.8309240264 


0305020110 Act receipt of 030316 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-496/02-00 & 
90 - 497 / 02-00 Request to withdraw Violation 3 denied 
Audit revealed 1*?6 drawings missing 

NORELIUS.C E Division of Project 6 Resident Programs 83/04/29 
REED, C Commonwealth Edison Co 2pp 16270 203 24X 

Fiche 30-496.03/04/23,0305020110 


— 0305020115 Responds to NRC 830214 ltr re violations noted in IE Insp 
Repts 90-496/82-00 8, 90-437/02-08 Corrective actions 
grounding connection removed, floor drains cleaned & 
foreign matl removed from cable pans 

FARRAR, D L Commonwealth Edison Co 83/03/16 KEPPLER.JO 
Region 3, Office of Director 9pp 18270 205 24X 

Fiche 50-496,03/04/23,8303020110 


0303020224 Ack receipt of 030404 ltr informing NRC Of steps taken to 
correct violations ti 830202 proposed imposition of civil 
penalties noted In IE Insp Repts 30-436/02-05 h 
30-497/02-05 

NORELIUS.C E Division of Project 6 Resident Programs 03/04/26 
REED, C Commonwealth Edison Co Ip 18270 144 24X 

Fiche 50-456,03/04/26,0309020224 


— 8305020234 Responds to NRC 830229 ltr re violations noted in IE Insp 
Repts 50-456/02-05 ti 30-457/02-09 Corrective actions 
full-time project manager assigned to site ti improvements in 
organiiatlon V procedures of site contractors made 
REED.C Commanwealth Edison Co 83/04/04 KEPPLER.J 0 Region 
3. Office of Director 22p p 10278 I43 24X 

Fiche 50-436,83/04/26,0305020224 


0303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PNRs " Svc list encl 

jORDANrE L Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of New 

York, Inc 1 13pp 10302 047 24X Fiche 50-000.03/04/28.0303040036 


0303040027 iE Info Notice 03-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list encl 
UORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/26 Consolidated Edison Co of New 

York, Inc H8pp 10382 165 24X Fiche 50-000,03/04/20,0303040027 



382 


DOCKETED ITEMS 


83030&0347 Acic receipt Ot 83030B Itr informini) NRC of steps taken tD 
correct violations noted in IE Insp Hepts 50-456/Bl-H tt 
60~497/B1-M 

SPEBSAflD. R t Division oP Englneerinp 83/03/03 REED. C 
Commonwealth Edison Co Ip 10340 343 34X Flche 90-436i 83/05/031 

03030*0347 


— 0303060339 Responds to NRC 830103 Itr re violations noted In IE Insp 
ReptS 30-436/81-14 ti 30-437/81-14 Corrective actions 
restressing of eight dome tendons ui/llftoff values below 
predicated level began 830307 

aWARTZ>E D CommoniiPealth Edison Co 03/03/00 KEPPl-ER»d 0 
Region 3. Office of Director Ip 18348 246 24X 

Fiche 50-436i 33/03/02. 0305060547 


0303040020 IE Info Notice 83-26. "Failure of Safettf/Rel ief Valve 
Discharge Line Vacuum Breakers ” 8vc list end 
JOROAN.E L Division of Emergency Preparedness tt Engineering 
Response IPost 030103) 03/05/03 Consolidated Edison Co of Now 

York. Inc 192pp 10441 170 24X Fiche 50-000.03/05/03.8303040028 


0303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E U Division of Emergency Preparedness tt Engineering 
Response (Post 030103) 03/05/04 Consolidated Edison Co of New 

York, Inc H2pp 10382 202 24X Fiche 50-000,03/05/04,0303040030 


8303040031 IE Info Notice 83-20, ‘'Criteria for Protective Action 
Recemnendations for Oeneral Emergencies " Svc list end 
JORDAN. E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 119pp 18441 001 24X Fiche 50-000,83/09/04.8303040031 


0309240264 Forwards IE Insp Repts 50-496/03-03 It SO-4S7/S3-OS on 
030405-08 b 14 Ne noncompl iance noted 

KNOP.RC Regions. Office of Director 03/09/04 REED, C 
Commonuealt)) Edison Co 2pp 10348 212 24X Fiche 30-496,03/05/04. 

030 3240264 


— B30S24026B IE Insp Repts 90-496/03-05 & 90-497/83-09 on 830405-08 t. 14 
No noncompl lance noted Major areas inspected licensee 
response file for IE circulars tt but letlns, action on 
previously identified items ti fire protection requirements 
MINOS. J H , HAYE6.D U Region 3. Office of Director 83/05/03 
7pp 16348.214 24X Hebe 50-456.03/03/04,0309240264 


8303040033 I£ Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

vIORDAN. E L Division of Emergency Preparedness It Engineering 
Response (post 630103) 83/03/06 Consolidated Edison Co of New 

York. Inc. lispp 10523 248 24X Fiche 50-000.83/09/06.8303040033 


8303040034 IE Info Notice 03-30. "(Ilsappl icatlon of Generic Emergency 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response {Post B301D3) 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18324 003 24X Fiche 90-000,83/03/11,8303040034 


8303240524 Confirms arrangements for 630613 meeting between NRC t util 
In Region HI ofes to discuss SAtP for facilities Meeting 
will be opened to other Interested parties os observers 
NORELIUSj C E Division of Project & Resident Programs 63/05/18 
REED. C Commonwealtli Edison Co Ip 10971 181 24X 

Fiche 50-000,03/05/18,8305240524 


0303040040 IE Infn Notice 83-31. "Error in ADLPIPE Computer Pregram " 
Svc list end. 

JORDAH.E-L Division of Emergency Preparedness it Engineering 
Response (post 830103) 83/09/19 Consolidated Edison Co of New 

York. Inc, U4pp 10697 009 24X Fiche 90-000.83/03/19.0303040040 


8305270191 Act receipt of 830331 Hr in response to items of 
noncoispttance noted in IE Insp Rept 50-456/82-06 Items 
1 a 3 h 4. a Incomplete Item 4 a re nonconforming cable reels 
deleted, per Region III 830910 meeting 

SPESSARD. R 1- Region 3, Office of Director 03/03/23 REED. C 
Commonwealth Edison Co 2pp 18637 344 24X Fiche 50-436, 83/09/23, 

B30S270191. 


— 9305270193 Responds to notice of Violation noted in IE Insp Rept 
30-456/82-06 Corrective actions' field walkdown of cable tray 
sys will be performed to Identify pulled cablet installed 
w/saparatlon less than required 

FARRAR, D U Commonwealth Edison Co 83/03/31 KEPPLER, J O 
Region 3, Office of Director 6pp 18637 346 24X 

F 1 cho 50-436, 03/05/23. 0305270191 


6303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list end 

JORDAN, £- L. Division of Emergency Preparedness t, Engineering 
Response (Post B3O103) 03/09/26 Consolidated Edison Co of New 

York. Ine U4pp 18647 007 84X Fiche 30-000,83/03/26,8303040046. 


S Reportable occurrences, (.ERs t, related correspondence 


8309110427 Part 21 t< deficiency repts re mlsoperatlon of DS-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devlces w/wldenad grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE, E P Uestlnghouss Electric Corp 83/04/21 DEYOVNO, R. C 
Director's Office, Office «f Inspection and Enforcement 3pp 
18409 099 24X Fiche 90-000,83/04/21,0309110427 


docket STN~50-497 BRAIDWOOD STATION, UNIT 2 
A Appl ication/construc 11 on stage documents 6 correspondence 


0305120552 Informs that ASME Code Cass N-340, "Alternate Rules for 
Elam of Meld Edge Preparation Section tll,01v liClasses 
1,2,MC !> CS. '* not acceptable for generic use 8t not listed 
in reg guide series, per 830302 submittal 

YOUNGBLOOD, 0 J Licensing Branch 1 03/05/03 FARRAR. D L 

Commonwealth Edison Co 2pp 18443 120 24X Fiche 90-000,03/09/03, 

8309120352 


8303100237 Forwards rosponse to FSAR question re crusliable pipe whip 
restraint matliper 830330 request for addl info. Confirmation 
test to verify angularity of load results will be completed 
by 830801 Info Will be Included in FEAR amend 

EWARTZ,E D Commonwealth Edison Co 83/09/04. DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 18373 269 24X 

Fiche 90-000.83/09/04,8309100237 


8309130001 Forwards addl F8AR inf o, respond Ing to Questions 241 1,241. 2, 
241 7 & rev to 241 6-3 In NRC 830114 & 0201 Itrs F6AR will 
be amended to Include Info 

SUARTZ.E D Commonwealth Edison Co 83/09/06 DENTON, H R Office 

of Nuclear Reactor Regulation, Director 34pp 18436 344. 24X 

Fiche 90-456, 03/09/06, 03091 3000 1 


B309130091 Forwards revised response to Question 270, 9, Part C re 
environ qualification program Representative sample of 
active mechanical equipment In harsh environ quallflod FSAR 
will be amended to Include rev. 

SNARTZ.E D Commonwealth Edison Co 03/09/06 DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director 2pp 18436 313, 24X 

Fiche 90-000,83/09/06,8309130091 


B3050906S9 Generic Ltr 83-20 to all operating reactor licensees & 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Svc list end 

EISENHUT, D G Division of Licensing 83/09/09, Consolidated 
Edison Co of New York, Inc t6pp 18627.133 24X 

FI die 90-000,03/03/09,0303090699 


0303180305 Forwards "Preliminary Design Assessment of Byron/Braldwood 
Generating Station 6 Control Room Human Factors Engineering 
Review," Suppls I t< tl. 

SNARTZiE D Commonwealth Edison Co 83/09/09 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. Ip 18487*001 24X 

Fiche 50-000,83/03/09,8305180305 


— 8309100397 "Preliminary Design Assessment of Byron/Braldwood Generating 
Station Control Room Human Factors Engineering Review,” 

Suppls I t( II 

« Commonwealth Edison Co 83/04/30 221pp. 18487 002 24X 

Fiche 30-000. 03/03/09, 8303 1 80383 


8309200621 Documents review of procedures t< practices used In control 
of design tt const of Byron Station ti highlights Important 
findings Const of Byron meets requirements of F8AR tc 8ER 
(NURE0-0S76) supporting documentation end. 

REEO.C Commonwealth Edison Co 83/09/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director IDpp 18921 0B9 24X 

Fiche 90-000, 83/09/ 1 1 , 830920062 1 


— 8309200637 "Energy, Inc/Ferguson, Inc Audit Rept of Sargent It Lundy for 
Comm Ed " 

CURRAN, R N Energy Incorporated 82/07/06 63pp 18921 093 
a4X Fiche, 50-000. 83/09/11, 830520062 1 


— 8303200647 "Rept on INPO Self-Initiated Evaluation for Byron b 
Braldwood Nuclear Station Const Projects." 

a Commonwealth Edison Co S2/tl/17 SSOpp 18921.160 24X 

Fiche 30-000, 83/09/ 1 1 , 830320062 1 


— 8309200653 Rept of 010939-30 audit to verify Sargent tt Lundy 
conformance to NURE0-03BB re environ qualification of Class 
IE electrical equipment 

MARCUS, o F Commonwealth Edison Co 81/10/06 6pp 18922; 130 
24 X Fiche, 50-000, 83/09/11, B309S00621 


DOCKETED ITEMS 


383 


— 0-3OS2OO66S Rept of B30307-iS audit to evaluate Sargent & Lundg QA 
program implementation t> adeciuacij of facitlti; design 
SUMMERFIELD, T Commonwealth Edison Co S3/03/23 ISpp 
1BS22 ISi S4X Fiche 30-00 Op 03/09/ 1 1 . B30320062 1 


— 0303200673 Rept of B20607-11 audit re Sargent t Lundy QA program 
1 mp 1 emon tat i on 6 evaluation of adequacy of rnechanicaip 
electrical & structural design of facilities Related Info 
one 1 

MARCUS. 0 F Commonwealth Edison Co 82/06/17 4Spp 10522 174 
24X Ftche 30-000.03/03/11.6305200621 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator " 
Sve list eiic 1 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co of New 

Yori, Inc 126pp IS435 195 24X Flche 50-000,63/04/13.0303040021 


0303040023 IE Info Notice 33-22, "BUR Ssf e ty /Re 1 1 e f Valve Failures " 
Sve list enc 1 

JORDAN, C L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 03/04/22 Consolidated Edison Co of New 

York, Inc 112pp 18383 009 a4X Fiche 50-000,83/04/22.0303040023 


— 8305200603 Rev C to Procedure 3 0 4, “Design Control - New Design, 
Bgron Station '• Description of Mestlnghouse design assurance 
controls for Qyron/Brai dwood end 

WHITAKER. W A Nuclear Power Services, tnc B2/11/23 18pp 
ia3S2 241 24X Flche 50-000.63/03/11.6303200621 


3303040025 IE Info Notice 03~S3. “Inoperable Containment Atmosphere 
Sensing Sy s “ Sve list enc 1 

JORDAN. E L Division of Cmorgercy Preparedness 6 Engineering 
Response (Post 630103) 83/04/25 Consolidated Edison Co of Mew 

Yor)(, Ini 119pp 10381 B”! 24X Flche 50-000,83/04/23,6303040023 


— 8309200680 Rev 0 to "AujiUary Feedwater Sys Design Review Rept “ Util 
QA etatement re verification of adequacy of design t< const 
of Dyron Unit 1 end 

WATTELET, P L Sargent 6 Lundy, Inc DRR-AF-OOl-DB ROO 00/07/16 
26pp 18323 001 24X Fiehe 30-000,83/05/11,8303200621. 


— 0305200691 "Design Evaluation (Audit) Rept of Sargent «< Lundy for Comm 
Ed " 

DlOQEE, D Energy Incorporated 83/04/04 lS7pp 16323 027 24X 

Fieha 50-000,03/03/11,6309200621 


B309S&0287 Forwards addl FSAR Info on Quest ions 241 3 «< 330 1 re lean 
concrete 6 toxic mstl sh ipment s, respee t Ively & revised 
response to Questions 241 9 6 241 7 per 630114 Itr Info 
will be included In FSAR amend 

SWARTZ, E D Commonwealth Edison Co 03/05/23 DENTON, H R Office 

of Nuclear Reactor Regulation, Director llpp 18629 14S 24X 

Fiehe 50-496,83/03/23,0305260287 


8309310006 Notification of 830614 meeting w/utll In Dethesda.ND to 
discuss util DCROR program plan 

GILBERT, R A Operating Reactors Branch 5 03/03/26 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 16638 063 24X 

Flche 50-000.03/03/26,0305310086 


F Security, medical, emergency & fire protection plans 


8309040062 Requests that response to NRC position re source range 
neutron flux monitoring be expedited to allow completion 
of review of remaining open items re App R criteria for 
post-fire safe shutdown capability 

YOUNIJBLOOD, B. J Licensing Branch 1 03/04/11 FARRAR. D L 

Commonwealth Edison Co Gpp 16336 221 24X Flche 50-000,03/04/11, 

03OSO4OO62 


6305240264 Forwards IE Imp Rapts 50-496/63-05 «< 90-437/03-05 on 
030409-00 L 14 No noncompliance noted 

KNOP.n C Region 3, Office of Director 03/09/04 REED, C 
Commonwealth Edison Co Spp 10948 212 24X Fiche 90-496,03/09/04, 

8305240264 


—8305240260 IE Insp Repts 50-496/03-03 8< 30-497/83-03 on 830403-08 k 14 
No none ompl lance noted Major areas Inspected licensee 
response file for IE circulars & bul letlns, action on 
previously idsntified items U fire protection requirements 
NINDSfU M Region 3, Office of Director 03/03/03 7pp 
10348 214 24X Flche 90-436.83/05/04,0309240264 


8305110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs k holders of CPs re clarification of 
access to control procedures for law enforcement visits 
8vc lilt end 

EISENHUT.D 0 Division of Licensing 63/OS/ll Consolidated 
Edison Co of New York, Inc 16pp 18940' 099. 24X 
Flche: 90-000, 03/09/11, 8305110034 


0305270079 Forwards expanded resume for station health physicist 8. 
proposed training program F8AR will be amended to reflect 
changes 

SWARTZ, E 0 Commonwealth Edison Co 83/09/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Spp 16636 273 24X 

Fiche: 90-496, 83/09/23, 8309270079 


8309O20U0 Acli receipt of 830316 ltr informing NfiC of steps taken to 
correct viotatlans noted In IE Insp Repts 50-456/82-08 i 
90-497/02-08 Request to withdraw Violation 3 denied 
Audit revealed 196 drawings missing 

NORELIUS. C E Division of Project k Resident Programs 83/04/29 
REED.C Commonwealth Edison Co 2pp 18S7Q 203 24X 

Fiche 90-456,83/04/25,8305020110 


— 0309020119 Responds to NRC 030214 ltr re violations noted in IE insp 
Repts 90-496/82-08 k 90-497/82-08 Corrective actions 
grounding connection removed, fl oor drains cleaned 8 
foreign matl removed from cable pans 

FARRAR, D L Commonwealth Edison Co 83/03/16 KEPPLER. J (5 
Region 3, Office of Director 9pp 18278 209 24X 

Fiche 30-456.83/04/25,0305020110 


8303020224 Ac'k receipt of 830404 ltr informing NRC of steps taken to 
correct violations k 030202 proposed Imposition of civil 
penalties noted in IE Insp Repts 90-496/82-09 8 
90-457/82-03 

NORELIUS, C E Division of Project k Resident Programs 03/04/26 
REED.C Commonwealth Edison Co Ip 18278 144 24X 

Flche 30-456,83/04/26,8309020224 


—8305020234 Responds to NRC 630229 ltr re violations noted in IE Insp 
Rspts 90-436/82-09 k 90-497/82-09 Corrective actions 
Pull-timo project manager assigned to site k improvements In 
organiiatlon L procedures of site contractors made 
REED.C Commonwealth Edison Co 03/04/04 KEPPLER. J 0 Region 
3, Office of Director 22pp 18278 149 24X 

Flche 90-496,83/04/26,6309020224 


6303040026 IE Info Notice 63-24, “Loose Parts in Secondary Side of 
Steam Oenorators at PWRs " Bve Mat end 

JORDAN.E L Division of Emeigency Preparedness ti Engineering 
Response (Post 830103) 63/04/28 Consolidated Edison Co of New 

York, Inc H9pp 16382 047 24X Flche 60-000,83/04/28.8303040026 


8303040027 IE Info Notice 63-29, “Standby Oas Treatment SyS Heater High 
Temp Trip Setpoint Adjustment “ Sve list end 
JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc U6pp 16362 169 24X Flche 90-000.63/04/28,6303040027 


8309060547 Ack receipt of 630300 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-496/01-14 ti 
90-497/81-14 

SPESSARO. R L Division of Engineering 82/09/02 REED.C 
Commonwealth Edison Co Ip 18348 249 24X Flche 90-496. 83/05/02, 

B30S060S47 


—8305060999 Responds to NRC 830109 ltr re violations noted in IE Insp 
Rapts 90-456/81-14 ti 90-497/01-14 Corrective actions 
restresskng of eight dome tendons w/llftoff values below 
predicated level began 830307 

SNARTZ.E D Commonwealth Edison Co 83/03/00 KEPPLER. J 0 
Region 3. Office of Director Ip 16348 246 24X 

Flche 90-456,83/09/02,8309060947 


0303040028 IE Info Notice 03-26, "Failure of 9af e ty/Rel ief Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/09/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 a4X Flche 50-000,63/09/03.0303040028 


Q, inspbCtlon reports, IE Bulletins t. correspondence 


8212060389 IC Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Buseeptl btllty to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLaft.J' M Division of Safeguards k Inspection Programs (Post 
SSOi'OS) 83/03/21 Consolidated Edison Co of New York, Inc 
ItSpp 18308 319 24X Fiehe 50-000,03/03/21,8212060309 


0303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Dellborate Acts Directed Against Plant 
Equipment “ Sve list end 

JORDAN.E L Division of Emergency Preparedness *< Engineering 
Response (Post 830103) 03/05/04 Consolidated Edison Co of New 

York, Inc (12pp 18352 2B2 24X Flche 50-000,83/05/04,8303040030 
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9303040031 IE Info Notice B3-3G. "Crlteno for Protective Action 
RecamntendatiOTis (or General Emergencise " Svc list end 
JORDANi E L Division of Emergencij Preparedness U Englneerlns 
Response tPost 830103) B3/O5/04 Consolidated Edison Co o( Neu 

York. Inc U9pp 10441 001 aaxFiche 50-000.03/05/04.0303040031 


8305240264 Foruards IE Insp Repts SO-456/03-05 «i 50-457/S3-05 on 
a30405'OB it 14 No none omp 1 lane e noted 

RNOP. R C Region 3. OFflce of Director 83/05/04 REED. C 
CDinmonuealth Edison Co 2pp. 18348 212 24X Flche 30-456. e3/09/04i 

B30S240264 


— 8303240260 IE Imp Repts 50-4S6/B3-05 t> 50-457/03-05 On 830403-08 tc 14 
No noncompl lance noted Major areas inspected licensee 
rosponse file for IE circulars it bul letlns. action on 
previously identified items 6 fire protection requirements 
HINDS. J tt ► HAVES, D W Region 3, Office of Director 83/03/03 
7pp 16340 214 24X Flche 50-436,83/05/04.8305240264 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused hg Fuel Rack 
Deformation Svc list end 

JORDAN. E i. Division of Emergencg Preparedness ti Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Co of New 

York. Inc llSpp 10523 240 24XFiche 30-000,83/05/06.8303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergencg 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDANiE L Division of Emergencg Preparedness (. Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of New 

York, Inc 114pp 10524 003 24XFiche 30-000.83/03/11.8303040034 


0305240524 Confirms arrangements for 830613 meeting between NRC i util 
In Region III ofes to discuss SALP for facilities Meeting 
will be opened to other interested parties as observers 
NORELIUS. C E Division of Project it Resident Programs 03/03/18 
REED. C Commonwealth Edison Co Ip 18S71 181 24X 

Flclie 50-000. 83/03/10.030524 0524 


0303040040 IE Info Notice 83-31, "Error in ADtPlPE Computer Program " 
6vc list encl 

JORDAN.E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/05/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 24X Fiche 50-000,83/05/19.8303040040 


0303040046 IE Info Notice 83-33. ''Nonrepresentative Sampling of 
Contaminated Dll " Svc list end 

JORDAN.E L Division of Emergencg Preparedness i. Engineering 
Response (Post 630103) 83/05/26 Consolidated Edison Co of New 

York. Inc Udpp IB647 007 24X Flche 30-000,83/05/26,0303040046 


& Reportable occurrences. LERs St related correspondence 


6305110427 Part SI St deficiency repts re misoperation of DS-416 reactor 
trip undervoltage devices Initially reported on 030420 
Attachments will be replaced u/devices w/widined grooves 
to accommodate new retaining rings Kfg drawings revised 
RAHEiEP Nestinghouse Electric Corp 03/04/21 DEYOUNG, R C 
Director's Qfflce. Office of Inspection and Enforcement Spp 
18405 095 24 X Fichi 50-000.03/04/21,8305110427 


DOCKET 50-4 50 RIVER BEND 3TATI0N, UNIT i 


A App 1 Icat 1 on/cons true t ion stage documents it correspondence 


0305040209 Advises that effective 030418, JJ Stefano designated 
Licensing Review Group II program project manager Change 
will help eipedite reviews on disposition of remaining 
generic issues. 

NOVAK, T M Assistant Director for Licensing 83/04/26 
HOLTZSCHER, D L I U 1 no 1 s Power Co 2pp 18326 343 24X 

Flc6e 30-000.83/04/26,8303040289 


8305100190 Forwards containment issues cross ref it action plan to 
address addl containment issues, per util 021209 Itr If/four 
oversiie drawings Aperture cards are available in PDR 
BOOKER, J E Oulf States Utilities Co 83/04/29 SCHNENCER, A 
Licensing Branch 2 170pp 18300 106 24X Fiche. 50-438, 83/04/29, 

8305100198 


8303040677 Responds to 030112 request to withhold from public 
disclosure Info re seismic reflection lines depicted in 
FBAR Figure 3 5-IB Request acceptable 

SCHWENCER.A Licensing Branch 2 83/05/02 CAHILL, N J Gulf 

States Utilities Co Spp 10336 233 24X Fiche 50-438,83/03/02, 

B30S040677 


8305190046 Commends representatives of BNR/6 utils participating in 
Licensing Review Group It for efforts In resolving issues 
generic to BWR/6 OL applicants 

EISENHUT.D 0 Division of Licensing 03/03/03 EDELMAN, H R 
Cleveland Electric Illuminating Co 2pp 18323 190 24X 

Flche 30-000,83/05/03,0303190046 


— 0305190034 Commends representatives of DNR/6 utils participating in 
Licensing Review Group II for efforts in resolving litues 
generic to 0(4R/6 OL applicants 

EISENHUT.D 0 Division of Licensing 03/03/03 HALE, D P, 
Illinois Power Co 2pp 10323 200 24X Fiche 50-000,83/03/03, 

0303190046 


— 8303190060 Commends representatives of 8VIR/6 utils participating in 
Licensing Review Group 11 for efforts In resolving iefues 
generic to GNR/6 OL applicants 

EIBENHUT.DG Division of Licensing 83/03/03 FERGUSON, M R 
NasMngton Public Power Supply System 2pp 16523 202 24X 

Flche 50-000,03/05/03,8305190046 


--8305190068 Commends representatives of DHR/6 utils participating in 
Licensing Review Group II for efforts In resolving Issuei 
generic to BWR/6 OL applicants 

EISENHUT.D G Division of Licensing 83/03/03 MCOAUOHY, J P 
Mississippi Power ti Light Co Spp 18323 204 S4X 
Flche 50-000,83/03/03,0303190046 


—8303190077 Commends representatives of 0148/6 utils participating in 
Licensing Review Group 11 for efforts In resolving issuet 
generic to DNR/6 OL applicants 

EISENHUT.D O Division of Licensing 03/05/03 CAHILL, J Gulf 
States Utilities Co 2pp 10523 206 S4X Flche 50-000,83/03/03, 
8305190046 


8303090602 Forwards NRC position re turbine matnt Commitment to meet 
position classifying turbine missile issue as confirmatory 
required 

SCHNENCER.A Licensing Drench 2 03/05/04 CAHILL, U J Gulf 

States Utilities Co 3pp 10367 338 24X Flcho 50-450,83/05/04. 

8305090602 


8305090659 Generic Ltr 03-20 to all operating reactor lictneetf ti 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc Itet end 

EISENHUTi D 0 Division of Licensing 63/03/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 133 24X 

Fiche 50-000,83/05/09,8305090639 


0305270039 Forwards request for addl info re personnel training as psrt 
of NRC review of application for OL 

SCHHENCER.A Licensing Branch 2 03/03/23 CAHILL, W J Oulf 

States Utilities Co Spp 10662 097 24X Flche. 50-450, 83/05/23, 

8303270039 


C Utility Environmental Report (ER), amends & eorrsf pondsnes 


8305260305 Summary of 630426 meeting w/utll In Bithesda,MD re various 
environ rept - OL stage topics Topic 4 re summary 
eost-boneflt analysis not discussed Meeting notice 6 agenda 
enc 1 

HEINKANiE J Licensing Branch 2 63/03/18 Licantlng Branch 2 

Spp 18629 296 24X Fiche: 50-458, 63/05/10, 0305260303 


£ NRC Safety Evaluation Roport (8ER), supple t, corraspondinee 


8305030106 Forwards draft 8ER on roactor sys open items, Addl questions 
encl Meeting wilt be arranged t, schedule established to 
resolve open (terns 

SCHHENCER.A Licensing Branch 2. 83/04/21 CAHILL, H J. Oulf 

States Utilities Co. 46pp 18310 031 24X Fiche, 50-438,83/04/21, 

8303030106. 


8303120460 Requests info re Issue solutions aceeptid by NRC which have 
it have not been addressed in SER/s upp lemental SERs Info 
needed to document evaluation on each Licensing Reviou Group 
It generic issue 

STEFANO, J J Licensing Branch 1 83/05/02. H0LTZ3CHER, 0 L. 

Illinois Power Co 2pp 18443-173 24X Fichs. 50-000,83/05/02, 

8305120460 


—8305120470 Requests info re issue eoluttons accepted by NRC which have 
ic have not been addretsed in SER/supp lemental 8ERs Info 
needed to document evaluation on each Licensing Ravltw Group 
It gsnsric fsiut 

STEFANO, J.J Uleentlng Branch 1 03/05/02 PONELL.P Washington 

Public Power Supply eyttem Ip 10443 174. 24X 

Flche 50-000,83/03/02,8305120460 
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— •BSOSISO'}?? Requcttf info re toue solutions accepted bij NRC which have 
Si hove not been addressed In SER/supp lenten ta 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
rl generic issue 

aTEFANOiO J Licensing Branch 1 83/03/02 REED. W J Oulf 

States Utilities Co Ip 18443 173 24X FI Che 30-000.83/05/02. 

9303120460 


— 830S1204B3 Reiiuefti Info re issue solutions accepted bg NRC which have 
t< Stave net been addressed In SER/supp lementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO.JJ Licensing Branch I S3/05/02 R ICHAHDSON. J 0 
Mtetlsslppi Power tt Light Co ip 18443 176 24X 

Fiehe 30-000. 03/05/02. B3031 20460 


—6303120491 Rei^uests info re Issue solutions accepted bg NRC which have 
ti Stave not been addressed In SER/supp lementa I SERs Info 
neaded to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. J J Licensing Branch 1 B3/0S/02 OUZZELLI.E M 

Cleveland Electric Illuminating Co ip 18443 177 84X 

Flche 50-000. 83/05/02. 8303120460 


8303110616 Forwards structural engineering input for draft SSR Enel 
pravldeo summarg of open items & scope of review 
SCHHENCERiA Licensing Branch 2 83/03/04 CAHILL. M J . 

BOOKER. J E Oulf States Utilities Co SBpp 18419 309, 24X 

Flcha 30-438.83/03/04.8305110616 


830SS60348 Forwards draft 8 ER Input re autlllarg sgs Dlfflcultg 
ancountered in performing review due to lllegibllitg of 
some drawings 

SCHWENCERiA Licensing Branch 2 83/03/18 CAHILL, W J Gulf 

States Utilities Co 211pp 18629.077 24X Fiehe 30-438,03/03/10. 

8303260340 


8303260306 Forwards revised safeguards SER & Tech Specs in response to 
830S02 request for rtview & comments on draft SER. 

HIRAOLIAaF J Assistant Director for Safetg Assessment 83/03/20 
NOUAK. T H Assistant Director for Licensing 4pp 18629 292 24X 

Flche 30-438.83/03/20.8303260306 


P Secupltvi medical, emergeneg b fire protection plans 


8303110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs 6 holdars of CPs re clarification of 
access bo control procedures for law enforcement visits. 

Sve lift and 

ElSENHUTiD 0 Division of Licensing 83/03/11 Consolidated 

Edison Co. of New York. Inc I 6 pp 18340 093 24X 

Flche- 30-000. 83/03/11. 8303110034 


B30S17046B Forwards Amend 8 to FSAR. provid Ing responses 6 text changes 
to Section 13 3 re emergeneg planning 

CAHILL. W J, Golf etatti Utilities Co 83/05/13 EISENHUT. D 0 
Division of Licensing 4pp 18470 167 24X Flche 50-458.83/03/13. 

8303170468 


8303190482 Notification of 830323 meeting w/utll I. StU in Bebhesda.HD 
to discuss fire proteetton/saf e shutdown open items 

WEINKAH. E U Licensing Branch 2 83/03/13 SCKNENCERrA Licensing 

Branch 2 3pp 10323 163 24X Flche 30-430.83/03/13.0303190482 


0303240213 Forwards menthlg status rept on offsite emergeneg 
preparednese for OL reviews for Apr 1983 

D1RCK8. W J Office of the Executive Director for Operations 
03/03/13 PALLADINO.N J Commlsslonars Spp. t3S93 322 24X 

Ftcha: 3O-000> 83/03/ 1 3. 8303240213 


8303230007 Releases public version of applicant responses to NRC 
questlona re emergeneg plan 

FELTONivI M, Division of Rules and Records 83/03/20 Oocumtnt 
Managament Branch Ip. 10333 190. 24X Flche 30-438.03/03/20. 

8303230007, 


—8303230009 Forwards public version of responses to NRC 821216 questions 
re emergeneg plan Responses prepared per 830203 discussion 
w/NRC 

BOOKERiU E Oulf States Utilities Co 83/03/01 8 CHNENCER 1 A 
Licensing Branch 2. 09pp 10533 191 24X Flche 30-430.03/03/20. 

8303230007 


8305260306 Forwards revised safeguards SER ti Tech Specs In response to 
030302 request for review & comments on draft 8 ER. 

HIRAOLlAr F. J. Assistant Director for Safetg Assessment. 83/03/20 
NOVAKiT. M. Assistant Dlraetor for Licensing 4pp 18629’ 292 24X 

Flch e: 30-438. 83/03/20. 8303260306 


0 Adjudlcatorg correspondence 


830S03054B Order scheduling 030614 prehearing conference in Baton 
Roug e. LA 

COTTER. 0 P Atomic Safetg and Licensing Board Panel 83/04/29 
2pp 10303 319 24X Fiehe 30-430.83/04/29,0303030340 


8305100320 Response to NRC answer to State of LA Contentions 1-6 
Reas on able speeiflcitg requirements of 10CFR8 714<b > 
satisfied Contentions 2 {. 3 premature i< should be accepted 
cond 1 1 tonal 1 g Certificate of 3vc end 

LINDSAY, I D Louisiana, State of 83/03/03 Atomic Safetg and 
Licensing Board Panel Hpp 18379 007 24X Fiehe 50-438. 83/03/03. 

0303100328 


I Financial information 


8308310102 Annual Financial Rept 1982 H/a30407 ltr 

LEE, N R . tIURRILL.P U . BOOKER, J E Gulf States Utilities Co 
03/04/07 DENTON, H R Office of Nuclear Reactor Rogulation. 
Director 46pp 10653 296 24X Flche 50-4SS, B3/04/07. S30S310102 


K Utilitg Final Safetg Analgsla Report <FSAR) ?. amends 


8303170468 Forwards Amend 0 to FSAR. provi d ing reaponaea «< text changes 
to Section 13 3 re emergeneg planning 

CAN ILL. M J Oulf States Utilities Co 83/03/13 EISENHUT, 0 0 
Division of Licensing 4pp 10470 167 24X Fiehe 30-430,83/03/13. 

0303170468 


— 0303170473 Amend 0 to FSAR 

» Oulf States Utilities Co 03/05/31 390pp 18470- 171 24X 

Flche 30-430,83/03/13,0303170460 


0 Inspection reports. IE Bulletins t< correspondence 


8212060335 IE Info Notice 03-14. "Dewatered Spent Ion Exchange Resin 
Suf cep 1 1 b i 1 1 tg to Exothermic Chemical Reaction " Sve lift 
•ne 1 

TAYLOR. J M Division of Safeguards A Inspection Programs <Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc 

lt2pp 18300 319 24X Fiehe 50-000,83/03/21,0212060383 


8303100137 Forwards IE Insp Rept 50-450/03-07 on 030307-U No 
noncompliance noted 

MADSEN.a L Region 4. Office of Director 03/04/11 CAHILL.M J 
Oulf States Utilities Co 2pp 10373 010 24X 

Flche 30-438,03/04/11,8303100137 


— 0303100142 IE Insp Rept 80-450/03-07 on 030307-U No noncempUanee 
noted Kajor areas Inspected action on previous insp 
f I nd Ings. revl ew of OA program for aafotg-related pipe 
supports 6 observation of work activities 

JOHNSON. C E . CRQSBMANiW A . HUNNICUTT.D M Region 4, Office of 
Director. 03/04/07 6 pp 10373 012 24X Flche 30-453.83/04/11. 

0308100107 


8303040021 IE Info Notice 03-2i. "Defective Emergeneg Use Respirator “ 
Sve 1 lit end 

JORDAN. E L Division of Emergeneg Preparedness 4 Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of New 

York. Inc I26pp 10435 133 24X FI che' 30-000. 03/04/13. 0303040021 


8303030137 Forwards IE Insp Rept 30-438/03-09 on 830303-0404 Mo 
noncompliance noted 

MADSEN, 0 L Region 4, Office of Director 03/04/21 CAHILL. W J 
Oulf States Utilities Co 2pp 10342 001 24X 

Fiehe 30-450,83/04/21,8303030137 


— 0303030163 IE Insp Rept 30-430/03-09 on 830303-0406 No noneampHance 
noted. Major areas Inspected eonta Inment. struc tural concrete, 
storage of saf etg-re lated pipe (< va Ives, structural steel 
1 nstal latl on. reactor vessel 4 Internals storage 

BROUN, R L . CR089MAN. U A Region 4, Office of Director 03/04/20 
Bpp 18342 003 24X Flche 50-4 30.83/04/21,8305030137 


8303040023 IE Info Notice 03-22. "OUR Saf etg/Rel le f Valve Failures ” 
Sve list end 

JORDAN.E L Division of Emergeneg Preparedness 4 Engineering 
Response IFost 030103). 83/04/22 Consolidated Edison Co of New 

York. Inc. 112pp 18303.009. 24X Fiehe 30-000.03/04/22,0303040023 


8303040025 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sgs " Sve list end 

JORDAN.E L Division of Emergeneg Preparedness 4 Engineering 
Response IPoit 830103) 83/04/23 Consol Ideted Edison Co of New 

York, Inc 119pp 10301 291 24X Flche 30-000,83/04/23,0303040023 
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630304002& IE Info NoUco 03-24i "Loose Parts in Secondary Side of 
Steam Oeneratoiri st PMRa " Sve list end 

viOROANiE L Division of Emergency Preparedness Engineering 
Response (Post 630103) 63/04/26 Consolidated Edison Co of Neu 

Vorie. Inc ilspp 1 8362 047 3A)( Flche 50-000, 83/04/201 8303040026 


8303040027 IE Info Notice 83-25. "Standby Oas Treatment 8ys Heater High 
Temp Trip Setpoint Adjustment “ Bve list end 
dORDANi E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/2B Consolidated Edison Co of Neu 

yorkr Inc llBpp 18382 165 24X Fiche 50-000.83/04/28.8303040027 


8305230305 Forwards IE Insp Rept 50-4 58/03-08 on 030320-31 No 
noncompi iance noted 

NADSEN.O L Region 4. Office of Director 83/04/29 CAHILL. U J 
Gulf States Utilities Co 2pp 18539 i3S 24X 
Fiche 50-458.83/04/29.8305230305 


—0305230314 IE Insp Rept SD-45B/B3-08 on 830328-31 No noncompliance 
noted Major areas Inspected sits tour, observation of ufort (< 
review of records for welding & NOE of saf ety-related piping 
it review of procedures for protective coatings 
OILOERT. L D . JOHNSON. C E . DESS. J B Region 4, Office of 
Director 83/04/25 Gpp 18539 137 24X Flche 50-450.83/04/29. 

8305230305 


0303040028 IE Info Notice 03-26. "Failure of Safety/Rel ief Valve 
Discharge Line Vacuum Sreakers " Svc list end 
jaRDAM.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

Vopk. Inc i22pp 10441 170 84X Ficho 50-000,03/05/03.8303040028 


03O5£2O343 Responds to JE Bulletin 80—16. "Potential Misapp licet ion of 
Rosemount. Inc Models 1151 t, 1152 Pressure Transmitters H/ 

Either A or D Output Codes " Pressure transmitters not 
employed in safety-related applications 

OOOKER.J E Gulf States Utllltlas Co 03/05/03 C0LLIN8, J T 
Region 4. Office of Director Ip 1B432 31? 24X 

Flche 50-458.83/05/03,8305120343 


6305120569 Discusses guidelines developed to aid in review of IE 
Bulletin 79-15 re long-term operability of deep draft pumps 
Alternate yuan f icatlon method incorporating vibration 
monitoring tt sbd plant test procedures proposed end 
NOVAK, T M Assistant Director for Licensing 83/05/03 
HOLTZSCHER. D L Licensing Review Group 11 6pp 18440 356 24X 

Flche 30-000,63/05/03,8305120569 


6303040030 IE Info Notice 63-37. "Opera t lone I Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 63/03/04 Consolidated Edison Co of Neu 

York. Inc U2pp 18382 282 24X Fiche 50-000,83/05/04,8303040030 


8303040031 IE Info Notice 03-20, “Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDANtE L Division of Emergency Pr e-paredness U Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of Neu 

York. Inc 119pp 10441 001 24X Fiche 50-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation “ Svc list end 

JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (post 830103) 83/03/06 Consolidated Edison Co, of New 

York, Inc 113pp 18523 248 24X Fiche 50-000. 83/05/06, 8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EBP) Guidelines " Sve list end 
JORDAN.E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York. Inc ll4pp, 18524 003 24X Flche 50-000,03/05/11,8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program, " 
Svc list end 

JORDANtE L Division of Emergency Preperedness k Engineering 
Response (Post 630103) 83/03/19 Consolidated Edison Co of New 

York. Inc 114pp 1 8697 009 24X Flche 50-000,63/05/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil," Sve list end 

JORDANtE L Division of Emergency Preperedness k Engineering 
Retponee (Post 830103). 83/05/26 Consolidated Edison Co of Neu 

York. Inc 114pp 18647007 24X Flche 50-000,63/05/26,8303040046 


S Reportable occurrences, LERs k related correspondence 


9303030422 Interim Deficiency Rept DR-72 re improper Instatlation 
( torquing ), tes t ing t< insp of concrete drilled-ln expenslon- 
type anchors Evaluation in progress Interim or final rept 
will be sent by 830610 

BOOKER, J E Gulf States Utilities Co 03/04/23 COLLINS. U T 
Region 4, Office of Director Ip 18306 248 24X 

Flche 30-438.83/04/23,8303030422 


8305110324 Part 21 rept re Type 0A-1 Class IE relays Silicon contrelltd 
rectifier (SCR) in trip output circuit may cause random trip 
output Nesting house corrective action includes replacing SCR 
w/burn-in BCR 

DUVALL, D 0 Grown Boverl Corp (subs Drown Boverl (t Co . Ltd ) 
83/04/27 STELLOiV Director's Office, Office of Inspection end 
Enforcement Spp 18393 278 24X Flche 50-000, 83/04/27. B305i 10324 


8305060435 Interim Deficiency Rept OR-IOS re electrical separation of 
reactor protection sys wiring from NS86 shutoff wiring. 

Initially reported on 83032? Investigation incomplete Nest 
rept expected by 830701 

BOOKER, J E Gulf States Utilities Co 83/04/28 COLLINS, J.T 
Region 4, Office of Director Ip (8343 148 24X 

Flche 30-438.83/04/28,8305060435 


8305060475 Interim Deficiency Rept OR-104 re overturning of Transilift 
crane that was lifting reactor shield bldg dome Initially 
reported on 630328 Investigation Incomplete Next rept 
expected by 830624 

BOOKER. J E Gulf States Utilities Co 83/04/28 COLLINS, J T. 
Region 4. Office of Director Ip 18340 166 24X 

Flche 30-450.83/04/28.8305060473 


8305120367 Pinal Deficiency Rept DR-23 re HPCS dieeel generator 
radlatlvq heat loss value used in siting of HPC9 room 
cooling fans initially reported on 020212 OE committed to 
change heat load data In manuals for diesel engines 
BOOKER I J E Gulf States Utilities Co B3/04/29 COLLINS, J T 
Region 4, Office of Director 2pp 16433 118 24X 

Flche 50-450,83/04/29,8305120367 


8305120321 Interim Deficiency Rept DR-107 re Category I air circuit 
breakers w/trlp colls of higher range than shown on bill of 
matls Initially reported on 830404 Investigation incomplate 
Nett rept will be submitted by 830614 

BOOKER, J E Gulf States Utilities Co 83/05/04 COLLINB.J.T 
Region 4. Office of Director Ip 16431 080 24X 

Flche 50-458,83/03/04,0305120321 


8305120407 Interim Deficiency Rept DR-106 re Interstate Steel, Hub Inc, 
Regal k Heldcd Tube of America documentation for Class I, 

A-SOO, Orade B tube steel initially reported on 830404. 

Investigation ongoing Next rept by 830707 

BOOKER, J E Gulf States Utilities Co 83/03/04 COLLINS.U.T. 
Region 4, Office of Director Ip 18431' 132. 24X 

Fiche 30-458,83/03/04,6303120409 


8305120413 Interim Deficiency Rept DR-106 re Bergen-Paterson pipe 
support std components nonconformance w/deslgn drawings 
Initially reported on 630406 Investigation ongoing Interim 
or final rept will be submitted by 830621 

BOOKER, J E Gulf BtatiS Utilities Co. B3/0S/06 COLLINSiJ T 
Region 4, Office of Director tp 16434’0?4 24X 

Flche 50-458,03/03/06,0303120413 


0305120424 Final Deficiency Rept DR-91 re misapplication of Bethlehem 
Steel load indicating waeher In structural eteel slip 
connection in reactor b tdg. Inl tlal ly reported on 630111 
Condition determined not reportable per 10CFR30 S0(e) 

BOOKER, O E Gulf States Utilities Co B3/0S/06 COLLINS, J T 
Region 4, Office of Director Ip 18431 160 24X 

Flche 50-458,63/05/06,8305120424 


8305170281 Final Deficiency Rept DR-B6 re 821213 notification of 
passible misinterpretation of electrical equipment hold down 
weld detail Detail adequate for design cons Idsratlons Item 
not reportable under lOCFRSO SS(«) 

BOOKER, J E Gulf Btatee Utilities Co. 83/05/09. COLLINS, J T. 
Region 4, Office of Director Ip. 18463.070. 24X 

Flche 50-458, 83/05/09, 8305170281, 


8303170385 Interim Deficiency Rept DR-t09 re Velan 3/4-inch, 600 lb, 
socket-welded globe valves w/counterbores nob concintrlc to 
velve ctr Initially reported on 830408 Nonconcentrlc 
eounterbores may cause weld problems Nsxt rept by 830613, 

BOOKER. J E Oulf States Utilities Co 03/05/09 COLLINS.J.T. 
Region 4, Office of Director Ip 18471 201 24X 

Flche 80-450,83/03/09,8303170383 
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3309170479 Interirn Diflclcncg Rept DR~liO re possible contamination of 
stalnliss steel w/ul trasonic couplant failing to meat 
ehatnical anaigsis requirements Initiallg reported on S3O4O0 
Nest rept to be submitted bg 830bl9 

BOOKER. 0 E Gulf States Utilities Co 33/05/09 COLLINS. U T 
Region 4. Office of Director Ip 10467 290 24X 

Flche 50-458.03/09/09.0309170479 


8309200191 Interim Deficleneg Rept DR-lOO re Categorg 1 motor control 
ctr motor operated valve feed breaker settings supplied bg 
Oould-Brown Boverl Initiallg reported on 83022S Util 
awaiting addl info from AE Next rept expected bg B306SO 
BOOKER. J E Oulf States Utilities Co 83/09/12 COLLINS. J T 
Region 4. Office of Director ip 18919 003 24X 

Flche 90-498.83/09/12.8305200191 


8309200390 Interim Deficiencg Rept DR-111 re dimensional discrepancg 
on two small bore pipe support design drawings Initiallg 
reported on 830412 Design drawings reflect longer dimension 
than justified Next rept expected bg 830608 

BOOKER. J E Oulf States Utilities Co 83/09/12 COLLINS. J T, 
Region 4. Office of Director Ip 1891B 109 24X 

Flche 90-498.83/09/12.8309200390 


8309200264 Interim Deficiencg Rept DR-92 re PYCO. Inc h sub supplier 
A8NE 111 documentation for Catagorg I stalnlass steel 
thermouet Is Initiallg reported on 030114 Addl Info from AE 
pending Next will be provided bg 030627 

BOOKER. J E. Oulf States Utilities Co. 03/09/13 COLLINS. U T 
Region 4. Office of Director Ip tB917 092 24X 

Flche 90-498.83/09/1310309200264 


8309230462 Interim Deficiencg Rept DR-83 re incorrect taper at welds 
between outside diameter of heavg wall pipe fittings & std 
wall pipe on 30-ineh sve water piping sgs Initiallg reported 
on 821200 AE will submit addl Info Next rept bg 830720 
BOOKER. 0 E Oulf States Utilities Co 03/09/16 COLLINS. J T 
Region 4. Office of Director. tp 18937 197 24X 

Flche. 90-458. 83/09/16. 8309230462 


8309230438 Flnel Deficiencg Rept OR-87 re enlarged connection bolt 
holes In electrical trag supports (< overtorqued connecting 
bolts Initiallg reported on 821217 Support sgs structurallg 
tasted Condition not reportable per 10CFR50 99<e> 

BOOKER. J E Oulf States Utilities Co 83/09/17 COLLINS. U T 
Region 4. Office of Director. Ip 18930 204 24X 

Flche 90-498. 83/09/17.0305230438 


B3D324046B Interim Deficiencg Rept DR-30 re interpretation of 
radiographs performed bg DF Shaw Co AE evaluation of 
defactiva welds will be completed bg 830603 Next rept will 
be submitted by 030624. 

BOOKER. J.E. Oulf States Utilities Co 83/09/18 COLLINS. J T 
Region 4. Office of Director Ip 18949 295 24X 

Flche< 90-498. 83/03/18. 8309240460 


8309260268 Interim Deficiencg Rept DR-112 re overslied power cable 
lugs supplied bg Power Conversion Products, Ini t lal Ig 
reported on 030419 Investigation continuing Interim or 
final status rept will be submitted bg 830628 

BOOKER. J E Sulf States Utilities Co 83/09/14 COLLINS. U.T. 
Region 4. Office of Director. Ip 18629’ 043, 24X 

Flche, 90-498. 83/09/19. 8309260268 


8309260299 Interim Deficiencg Rept DR-li3 re misapplication of matls 
used for in-line cable splices on aleetrlcal connections for 
hydrogen Igniter assemblies initially reported on 830419. 
Investigation continuing Naxt rapt bg 830629, 

BOOKERtJ.E Oulf States Utilities Co 83/09/19, COLLINS. J, T 
Region 4. Office of Director. Ip 18629 018 24X 

Flche’ 90-498. 83/09/19. 8309260299 


8309260318 Interim Dtfielincg Rapt DR-114 re weld defects In radial 
rebar anchor ring for shield bldg roof Initiallg reported on 
830419 Investigation continuing. Intsrlm or final status rapt 
will bs subffllttad bg 830630 

BOOKER. J E, Oulf Ststss Utilities Co 83/09/14 COLLINS. U T 

Region 4. Office of Director Ip. 18629, 199. 24X 

Ficha* 90-498. 83/09/19. 8309260318. 


8309310042 Interim Deficiency Rept DR-96 re linear Indication In 
section of tube steel supplied bg Bergen-Pattersen, Initiallg 
reported on 830217. Investigation continuing Next rept will 
be submitted by 830701. 

BOOKER. U E Oulf States Utilities Co 83/09/20 COLLINS.J.T 
Region 4. Office of Olrector. Ip 18693 306, 24X 

Flche' 90-498. 83/09/20. 8309310042 


DOCKET 90-439 RIVER BEND STATION. UNIT 2 


A App 1 jcati on/cons true t i on stage documents Ji correspondence 


0309040289 Advises that effectivo 03O410.UJ Stofano designated 
Licensing Review Group It program project manager Change 
will help expedite reviews on disposition of remaining 
generic Issues 

NOVAK. T M Assistant Director for Licensing 03/04/26 
HOLTZSCHER.D L Illinois Power Co 2pp 18326 343 24X 

Flche 90-000.83/04/26,0305040289 


0309100198 Forwards containment issues cross ref & action plan to 
address addl containment issues. per util 021209 Itr N/four 
oversize drawings Aperture cards are available In POR 
BOOKER. J E Oulf States Utilities Co 83/04/29 SCHWENCER.A 
Licensing Branch 2 170pp 18300 106 24X Flche 50-498.83/04/29. 

0303100198 


8303040677 Responds to 830112 request to withhold from public 
disclosure info re seismic reflection lines depicted in 
F9AR Figure 2 9-10 Request acceptable 

SCHUENCER.A Licensing Branch 2 83/09/02 CAHILL. N J Oulf 

States Utilities Co 3pp 18336 233 24X FI che- 90-498. 83/09/02. 

8303040677 


0309190046 Commends representatives of BUR/6 utils participating in 
Licensing Review Group If for efforts in resolving issues 
generic to □WR/6 OL applicants 

EISENHUT. D. O Division Of Licensing S3/0S/03 EDEUMAN.MR 
Cleveland El ec trie Illuminating Co 8pp 18923 198 24 X 

Flche 90-000,83/09/03.8305190046 


--8303190054 Commends representatives of DUR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to DUR/6 OL applicants 

EISENHUT. D 0 Division of Licensing 03/09/03 HALE. D F 
Illinois Power Co. 2pp 10323 200 24X Fi Che: 30-000. 83/09/03. 

8303190046 


"8309190060 Commends representatives of DUR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to BUR/6 OL applicants 

EISENHUT.O 0 Division of Licensing 83/09/03 FERGUSON. HR 
Washington Public Power Supply System 2pp 10923 202 24X 

Flche 90-000,03/09/03.0309190046 


— 8305190060 Commends representatives of BUR/6 utils participating in 
Licensing Review Group II for efforts in resolving Issues 
generic to DUR/6 OL applicants 

EIBENHUT.DG Division of Licensing 03/09/03 MCOAUOHY. J P 
Mississippi Power Light Co 2pp 16923 204 24X 

Flche 90-000.83/09/03.8309190046 


— 8309190077 Commends representatives of BWR/6 utils participating In 
Licensing Review Group II for efforts in resolving issues 
generic to BUR/6 OL applicants 

EISENHUT.O G Division of Licensing 83/09/03 CAHILL, U Gulf 
Stats s Utilities Co 2pp 18923 206 24X Flche 90-000,83/09/03. 

8309190046 


8305090602 Forwards NRC position re turbine malnt Commitment to meet 
position classifying turbine missile Issue as confirmatory 
required 

SCHMENCER.A Licensing Branch 3 83/09/04 CAHILL, M J Oulf 

States Util i ties Co. 3pp 18367 330. 24X Fiche: 50-498. 33/09/04, 

9305090602. 


0305090699 Generic Ltr 83-20 to all operating reactor licensees ti 
holders of CPs re Integrated scheduling for Imp lamentation 
of plant mode Sve list end 

EISENHUT, D.O Division of Licensing 83/09/09 Consolidated 
Edison Co of New York. Inc 16pp 10627 193 24X 

Flche 90-000,83/09/09.8309090699 


8309270039 Forwards request for addl info re personnel training ae part 
of NRC review of application for QU 

SCHHENCER.A Licensing Branch 2 83/09/23. CAHILL, M J Oulf 

States Utilities Co 5pp 18662 097 24X Flc he: 90-498. 83/09/23, 

0309270039. 


C Utility Environmental Report (ER>. amends h correspondence 


8309260309 Summary of 830425 meeting w/util in Dethesda.MD re various 
environ rept - OL stage topics Topic 4 re summary 
eost-benaflt analysis not discussed Meeting notice t< agenda 
enc t 

NEINKAM. E U Licensing Branch 2 83/09/18, Licensing Branch 2. 

9pp 10629' 296 24X Flc he: 50-490. 83/09/18, 8309260309 
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E NRC Safety Evaluation Report (SER)i suppls & correspondence 


8305030106 Forwards draft 8ER on reactor sys open items Addl questions 
end Meeting uiH t>e arranged & schedule established to 
reaolve open items 

SCWENCER.A Licensing Oranch 2 83/04/21 CAHtLLiU J Oulf 

States Utilities Co 46pp 18310 031 24X Flche SO-tSSi 83/04/21< 

6309030106 


830SiS0460 Requests info re issue solutions accepted by MRC wliich have 
(i have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Revleu Group 
It generic issue 

STEMNO. J J Licensing Branch I 83/05/02 HOUTZSCHER. 0 L 
Illinois Power Co 2pp 1B443 173 S4X Fiche 50-000.83/09/02. 
8309120460 


--8309120470 Requests info re issue solutions accepted by NRC which have 
& have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Llctnelng Review Group 
It generic issue 

STEFANO, J J Licensing Branch 1 83/09/02 POWELL. P Washington 

Public Power Supply System Ip 18443 174. 24X 

Flche 90-000.83/09/02,8309120460 


— 8309120477 Requests info re issue solutions accepted by NRC which have 
& have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. J J LI censing Branch 1 83/09/02. REED, W J Oulf 

States Utilities Co Ip 18443 179 24X Flche. 90-000. 83/09/02. 

8309120460 


— 8309120489 Requests info re Issue solutions accepted by NRC which have 
& have not been addressed In SER/supplemental SERs Info 
needed to document evaluation on each Llcanslng Review Group 
II generic issue 

STEFANO, J J Licensing Branch 1 83/09/02 RICHARDSON, J. D 

Mississippi Power te Light Co Ip 10443 176 S4X 
Flche 90-000.83/09/02,6309120460 


"83031204?! Requests Info re issue solutions accepted by NRC which have 
& have not been addressed in SER/supp 1 emental SERs Info 
needed to document evaluation on each Licensing Review Group 
It generic issue 

STEFANO, U J Licensing Branch 1 83/09/02 BUZZELLI.E M. 

Cleveland Electric lllunlnettng Co Ip 18443 177 24X 

Flche 90-000.83/03/02,8309120460 


8303110616 Forwards structural engineering input for draft 9ER Enel 
provides summary of open items t. scope of review 
SCHUENCER.A Licensing Branch 2 83/03/04 CAHILL, W U , 

BOOKER.O E Oulf States Utilities Co 28pp 18419 30? 24X 

Fiche 90-498,83/09/04.0309110616 


8309170604 Forwards site analysis sections for draft SER Open items re 
population data tc barge transportation of toxic gases 
highlighted 

SCHWENCER.A Lie In sing Branch 2 83/09/09 CAHILL, U. U Oulf 

States Utilities Co 17pp 18497 027, 24X Fiche 90-499,83/09/09, 

8309170604 


8309260348 Forwards draft SER Input re auxiliary sys Difficulty 
encountered in performing review due to Illegibility of 
some drawings 

SCHWENCER.A Licensing Branch 2 83/09/18 CAHILL. H J. Oulf 

States Utilities Co. 211pp, 10629 077 24X Flche 90-490,83/09/10, 

8309260348 


F Security, medical, emergency & fire protection plans 


8303110034 Generic Ltr 83-21 te all licensees of operating reactors, 
applicants for OLs (, holders of CPs re c larlf Icatlen of 
access to control procedures for law enforcement visits 
Sve list end 

EISEKHUT.D 0 Division of Licensing 83/09/11, Consolidated 
Edison Co of New York, Inc 16pp 18940 099 24X 

Plche 90-000.83/09/11,8309110034 


8309170468 Forwards Amend 8 to F3AR, provid ing responses te text changes 
to Section 13 3 re emergency planning 

CAHILL, W J Gulf States Utilities Co 83/09/13 E16ENHUT, 0, 0 
Division of Licensing 4pp. 18470 167. 84X Fiche 90-498,83/09/13, 

83091 70468 


8309230007 Releases public version of applicant responses to NRC 
questions re emergency plan 

FBLTON,d M Division of Rules and Records, 83/09/20 Document 
Management Branch Ip 18939'190 24X Flche 90-498,83/09/20, 

8309230007 


—8309230009 Forwards public version of responses to NRC 821216 questions 
re emergency plan Responses prepared per 830203 ditcueflon 
w/NRC 

BOOKER, U E Oulf States Utilities Co 83/03/01 SCHWENCER.A. 
Licensing Branch 2 SOpp 18939 191 84X Flche 90-498.83/09/20, 

8309230007 


6 Adjudicatory correspondence 


8309030948 Order scheduling 830614 prehearing conference in Baton 
Rouge, LA 

COTTER, D P Atomic Safety and Licensing Board Panel 83/04/29. 
2pp 18303 319 24X Flche 90-488,33/04/29,8309030848 


6305100328 Response to NRC answer to State of LA Contentions 1-6 
Reasonable specificity rsqulremints of 10CFR2 7i4(b} 
satisfied Contentions 269 premature L should bs aecsptid 
conditional ly Certificate of Sve end 

LINDSAY, 1 D Louisiana, State of 83/09/03 Atomic Bafaty end 
Licensing Board Panel llpp 18379 007 24X Flche 80-488,83/09/03, 

8309100328 


I Financial information 


8309310102 Annual Financial Rapt 1982 W/e30407 ltr 

LEE.N R , HURRILL.P U , BOOKER, J E Gulf States Utllitlis Co 
83/04/07 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 46pp 16699 296 24X Flche. 90-498, 83/04/07, 8309310102 


K Utility Final Safety Analysis Report IFSAR) & amends 


B303170466 Forwards Amend 8 to F5AR, providing responses (c text ehengas 
to Section 13 3 re emergency planning 

CAHILL, W J Oulf States Utilities Co 83/09/13 EI8ENHUT.0.0 
Division of Licensing 4pp 18470 167. 24X Flche' 80-498, 03/09/13, 

8309170468 


--8309170473 Amend 8 to F8AR 

» Oulf States Utilities Co 83/09/31 390pp 18470 171. 24X 

FUhf 80-488,83/09/13,6308170468 


Q. Inspection reports, IE Bulletins 6 corrsspondsnci 


8212060389 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Raaetion " Sve list 
end 

TAYLOR, J H Division of Safeguards L Inspection Programs (Post 
830i03) 83/03/21 Consolidated Edison Co of Ntu York, Inc. 

112PP 18308 319 24X Flche 80-000,83/03/21,8212060389. 


830304(1021 IE Info Notice 83-21, "Defective Emergency Use Riipirator ■ 
Sve list tncl 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 830103), 83/04/19 Consolidetcd Edison Co. of Ntw 

York, Inc 126pp 18439:189 24X Flche 90-000, 83/04/19,6303040021 


B303040023 IE Info Notice 63-22, "BHR Sef a ty/Rt I lef Ualva Failures ■ 
Sve list end, 

JORDAN, E L Dlvlsten of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc llSpp 183B3'089. 24X Flche 90-000,63/04/22,6303040023. 


0303040028 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end. 

JORDAN, E.L Division of Emtrgsncy Prepertdntss (, Englnttrlng 
Response (Post 630103) 83/04/29. Consottdated Edison Co. of New 

York, Inc 119pp ia3Sl‘29i a4X Flche- 90-000, 83/04/29, 8303040029. 


8303040026 IE Info Notice 83-24, "Loose Perts in Secondary Side of 
Steam Generators at PHRs " Sve list encl 

JORDAN, E L. Division of Emergancy Preparadnest 6 Englnaarlng 
Rssponse (Post 830103). 63/04/28 Consolidated Edison Co. of New 

York, Inc 119pp, 16362,047 24 X Flche 90-000,63/04/28,8303040026. 


6303040027 IE Info Notice 83-29, "Standby Gas Traatment Bys Haater High 
Temp Trip Betpolnt Adjustment." 8vc list sncl. 

JOROANiE L Division of Emergency Prepertdness k Engineering 
Response (Pest 830103), 63/04/28 Coniolldeted Edison Co, of New 

York, Inc, llSpp 16383:168. 24X Flche 80-000, 83/04/28, 8303040027. 


8303040028 IE Info Notice 63-26, "Felturi of Baf ety/Rellsf Valvt 
Discharge Line Vacuum Breakers " Sve list sncl 
JOROANrE L Division of Emirgency Preparedness & Englnesrlng 
Response (Post 830103) 83/09/03 Consolldeted Edison Co. of New 

York, Ine 122pp. 18441: 170 24X Flche 90-000, B3/08/03, 8303040028 
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3308120343 Reipotidt to IE Bulletin 00-16. '’Potential Hlsapp 1 leatlon of 
Roeemount. Inc htodils llSl 6 1192 Pressure Transmitters U/ 

Either A or D Output Codes '' Pressure transmitters not 
emploged in saf etg-ralated applications 

BOOKER. E Oulf States Utilities Co 03/09/03 COLL INS. J T 
Region 4, Office of Director Ip 10432 319 24X 

Flche 90-490103/08/03,8308120343 


8303120369 Discusses guidelines developed to aid in revleu of IE 
Bulletin 79-13 re long-term operabilttg of deep draft pumps 
Alternate (lual 1 flea t ion method incorporating vibration 
monitoring 6 std plant test procedures proposed encl 
NOVAK. T M Assistant Director for Licensing 83/03/03 
HOLTZBCHER. D L Licensing Revietn Group II 6pp 10440 336 24X 

Flche 90-000,03/09/03,0309120369 


8303040030 IE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” 0vc list end 

■JORDAN. E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of Nsu 

Vork. Inc 112pp 10302 282 24X Flche 90-000.03/03/04,8303040030 


B303O4OO31 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for Oenerai Emergencies " Sve list encl 
JORDAN, E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 030103) 83/03/04 Consolidated Edison Co of Neu 

York, Inc 119pp 10441 001 24X Flche 30-000.83/05/04,0303040031 


0303040033 IE Info Notice 03-29, "Fuel Binding Caused bg Fuel Rad 
Dafarmatton '' Sve list end 

JORDAN. E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

York. Inc llOpp 10323 240 24X Flche 30-000,03/05/06,0303040033 


0303040034 IE Info Notice 83-30, "Hlsapp 1 Icet i on of Generic Emergencg 
Operating Procedures (EOP) Ouldeilnes ■' Sve list encl 
■JORDAN, E L Division of Emergencg Preparedness tt Engineering 
Response (Post 030103) 83/03/11 Consolidated Edison Co of Neu 

York. Inc 114pp 18324 003 a4X Ficho 50-000,03/03/11,8303040034 


8303040040 IE Info Notice B3-3t, "Error in ADLPIPE Computer Program " 
8vc list and 

JORDAN, E L Division of Emergencg Preparedness (, Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of Neu 

Yark, Inc 114pp 10697 009 a4X Fiche 50-000,03/09/19.8303040040 


8303040046 lE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Sve list encl 

JORDAN, E L Division of Emergencg Preparedness 6 Engineering 
Response (Post 830103) 83/09/26, Consolidated Edison Co of Neu 

Yoric, Inc I14pp 10647-007 24X Fiche 90-000,03/09/26,0303040046. 


8 Reportable occurrences, LERs t, related correspondence 


6309110324 Part 21 rapt re Tgpe SA-1 Class IE relags Elllcon controlled 
raettfler (SCR) in trip output circuit mag cause random trip 
output Nastinghousa corrective action Includes replacing SCR 
u/burn-ln SCR 

DUVALL, O 0 Broun Doverl Corp (subs Broun Boverl & Co , Ltd ) 
83/04/27 STELLO, V Director's Office, Office of Inspection and 
Enforcement Spp, 10393 270 24X Flche 80-000,03/04/27.0303110324 


DOCKET 30-460 HPP89 NUCLEAR PROJECT, UNIT 1 


A. App Itca tlon/eonstructlon stage documents corratpondsnee 


0305090639 Generic Ltr 03-20 to all operating reactor licensees t< 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list tnd 

EIBENHUT, 0 G. Division of Licensing. 03/09/0? Consolidated 
Edison Co of Neu York, Inc t6pp 18627 153 24X 

Fiche 90-000, 03/09/09, 0309090699 


0309170721 Notifies that use of ASHE Code Cases N-19 6 N-19-2 for 
application in const of diesel exhaust sgs components 
accap tab te< based on revieu of 030401 request 
NOVAK, T. M Assistant Director for Licensing 03/09/11. 
FERGUSON, R. L, Nashlngton Public Pouer Supplg Bgstem Ip. 
18496’ 199 84X Flche 90-460.83/09/11,8309170721 


F. Securltg, medical, emergencg ti fire protection plans 


8309110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for leu enforcement visits, 

Sve list encl 

EIBENHUT. 0 0 Division of Licensing 83/OS/il. Consolidated 
Edison Co, of New York, Inc 16pp 18940 099 24X 

Flche’ 30-000, 83/03/1 1, 03091 10034 


G Adjudicatorg correspondence 


8309020473 Motion to strike Nell Street Journal 030404 article 
appended to petitioner response to applicant motion for 
reconsideration b/or certification Article of Insufficient 
probative value Certificate of Sve end 

REYNOLDS. N S Washington Public Power Supplg Sgstem REYNOLDS, N S 
Debevolse b Liberman 03/04/20 Atomic Safetg and Licensing Board 

Panel 6pp 18203 201 24X Flche 50-460,03/04/20,0309020473 


0309090009 Response to 830414 first set of interrogatories Certificate 
of Sve encl Related correspondence 

REYNOLDS, N S Washington Public Power Supplg Sgstem REYNOLDS, N S 
Debevolse b Liberman 83/09/03 Coalition for Safe Pousr iOpp 
10339 OIS 24X Fiche 30-460.83/03/03,6305090009 


6309090019 First sst of interrogatories & requests to produce 
Certificate of Sve end Related eorresp ondence 

REYNOLDS, N S Washington Public Power Supplg Sgstem REYNOLDS, N S 
Debevolse b Liberman 63/09/03 Coalition for Safe Pouer 9pp 
10336 399 24X Flche 30-460,83 / 09/03,83 05090019 


8309090063 First set af Interrogatories & document production requests 
Certificate of Sve encl 

WAGNER, M C Hearing Branch 4 03/09/04 Coalition for Safe 

Power epp 10342 044 24X Fiche 90-460.63/09/04,0305090082 


0309100263 Advises that 830404 memo r« PORV environ 4< safetg 
qua 1 1 f lea t ion not received Failure to receive notifications 
prejudices Future involvement in case Assurance of future 
full notification requested 

BELLpN Coalition for Safe Power 83/05/04 GROSSMAN. H , 
HARBOUR, J , bright, 0 0 Atomic Safetg and Licensing Board Panel 
ip 18372 295 24X Flche 90-460.83/09/04,0309100363 


0309310076 Motion to be admitted as interested stete in proceedings 
Certificate of Sve encl 

LEWIS, N D Washington, State of 63/09/09 Atomic Safotg and 
Licensing Board Panel Spp 18699 119 24X Flche 50-460,83/09/09. 

8309310076 


0309170916 Opposes petitioner 030904 request for ASLB action to ensure 
petitioner fullg notified of issues re OL Petitioner should 
not be treated as partg since intervention status not 
granted 

REYNOLDS, N 8 Debevolse U Liberman, REYNOLDS. N 8 Washington 
Public Power Supplg Sgstem 03/09/12 GROSSMAN, H , BRIGHT, 0 0 . 
HARBOUR, J Atomic Safetg and Licensing Board Panel 2pp 
18467 247 24X Flche 90-460,03/09/12.0309170916 


8309200976 Response opposing applicant 830428 motion to strike Walt 
Street Journal article appended tor petitioner response to 
applicant motion for reconsideration Argument re probative 
value adml sslbi 1 1 tg misplaced N/Cert 1 f icate of Bve 
WAGNER, M E Hearing Branch 4 83/05/10 Atomic Safetg and 

Licensing Board Panel 4pp 10514 122 24X Fiche 90-460.03/09/10, 

6309200576 


0305200902 Advises that no communication received from Coalition for 
Safe Pouer in response to ASLO 030426 order to disclose 
names b addresses of Individuals needed to meet standing 
requiraments Deadline uas 830906 

WAGNER, M E Hearing Branch 4 83/03/18 DELL, N Coalition for 

Safe Power Ip 10914 249 24X Flche 30-460, 83/09/10, 8309200902 


0309240347 Motion to compel responses to 830414 first set of 
interrogatories to applicant re const delag Licensee 
objected to request Claim u/o basis Util should be ordered 
to respond Certificate of Sve encl 

SELLiN Coalition for Safe Power 03/09/18 Atomic Safetg and 
Llcanilng Board Panel 9pp 18973 001 24X Flche 90-460,03/09/18, 

0303240347 


0309240465 Memorandum opposing petitioner intervention Petitioner 
fal led to respond to protective order, so standing can no 
longer be based on undisclosed Individuals Certificate of 
6vc end 

HARTMAN, 8 L Washington Public Power Supplg Sgstem HARTMAN, S L 
Debevolse b Liberman 83/05/20 Atomic Safetg and Licensing Board 

Panel 6pp 10973 179 24X Flche 90-460,03/09/20.0309240469 


0309310005 Response to Interrogatories 1 through 22 (first set) 
Certificate of 8vc encl Related correspondence 

BELL.N Coalition for Safe Power 63/09/23 Washington Public 
Pouer Supplg Sgstem. 7pp 18653 231 24X Flche 90-460,03/09/23, 
8309310009 
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0303360173 Memopandutn 6 order setting new time limits for responding 
to petitioner disclosure of individual members needed to 
establish standing App 1 lcant> NRC 6 petitioner responses due 
83O6O0> 16 & 37. respectively 

GROSSMAN. H Atomic Safety and Licensing Board Panel 03/OS/35 
Uashlmgton Public Power Supply System 3pp IB597 306 24X 

Ftche 30-460.03/03/35,6303260173 


K Utility Final Safety Analysis Report (FBAR) J< amends 


8303030166 Forwards Amend 3 to FSAR 

BOUCHEY-G D Washington Public Power Supply System B3/O4/I0 
ADENSAIi, E 0 Licensing Branch 4 3pp 18390 140 34X 

Fiche 30-460.83/04/18,8305030166 


— B305D30172 Amend 3 to FSAR W/33 overs lie figures Aperture cards are 
available in PDR 

» Washington Public Power Supply System 03/04/30 600pp 

18398 142 24X Fiche 50-460.83/04/10,0303030166 


8303100346 Forwards Certificate of Svc for FSAR Amend 2 Atty General 
ofc peturneri FSAR 6 Amend 1 Ofc will no longer be provided 
w/documents 

BQUCHEY. 0 D Washington Public Power Supply System 83/05/05 
ADENSAM, E 0 Licensing Branch 4 3pp 10374. 103 34X 

Fiche 50-460,83/03/03.8305100246 


Q Inspection reports, IE Bulletins & correspondence 


8212060385 IE Info Notice 63-14, "Dewatered Spent Ion Exchange Resin 
Sosceptiblllty to Exothermic Chemical Reaction " Svc list 
enc 1 

TAYLOR. J M Division of Safeguards t. Inspection Programs (Post 
830103) 03/03/21 Consolidated Edison Co of New York. Inc 

tl2pp 18300 319 24X Fiche 50-000,83/03/21.8212060385 


0303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator " 
Svc list enc 1 

JORDAMfE L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103) 83/04/15 Consolidated Edison Co of New 

York, Inc 186pp 18435 153 24X Fiche 50-000,83/04/13,8303040021 


0303040023 IE Info Notice 03-22, "BWR Safety/Relief Valve Failures " 
Svc list end 

JORDAN/E L Division of Emergency Preparedness t/ Engineering 
Response (Post 830103) 83/04/22 ConsolidPted EdiPon Co of New 

York. Inc 112pp 18303 089 24X Fiche 30-000,03/04/22,0303040023 


8303040023 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JOROAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18301 291 24X Fiche 30-000,83/04/25,8303040025 


6303040036 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Oenerators at PWRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc llSpp 18382 047 24X Ftche 30-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 1 10pp 18382 163 24X Fiche 50-000.83/04/28,8303040027 


8303040028 IE Info Notice 03-26, "Failure of Safety/Relief Valve 
Discharge Line Vacuum Breakers “ Svc list end, 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 03/03/03 Consolidated Edison Co of New 

York, inc 122pp 10441 170 24X Fiche 50-000,03/05/03,8303040028 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Eve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
R’asponse (Post 8301031 03/03/04 Consolidated Edison Co of New 

York, Inc tl2pp 18382 282 24X Fiche 50-000,83/05/04,8303040030. 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Olvlston of Emergency Preparedness (< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

119PP 18441 001 24X Fiche 50-000, 83/05/04, 8303040031 


Infe Notice 03-29, “Fuel Binding Caused by Fuel Rack 
” Svc list end 

Division of Emergency Preparedness ti Engineering 
,st 030103) 03/05/06, Consolidated Edison Co of New 

115P0 18523 340 -'av ujehe 50-000, 83/05/06, 0303040033 


8303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EOF*) Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Niu 

York, Inc 1 14pp 18524 003 24 X Fiche 50-000.83/05/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN, E L Division of Eihergency Preparedness h Engineering 
Response (Post 030103) 83/05/19 Consolidated Edison Co of Neu 

York. Inc H4pp 10697 009 24X Fiche 50-000,03/05/19,8303040040 


8303040046 IE Info Notice 03-33, "Nonr epr esenta tl ve Sampling of 
Contaminated Oil " Svc list end 

JQRDANrE L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Ntu 

York, Inc U4pp 18647 007 24 X Fiche 30-000.83/05/26,8303040046 


DOCKET SO-461 CLINTON POWER STATION, UNIT 1 


A Appl ication/construetton stage documents t. correspondence 


8303240346 Forwards responses to addl concerns of J Humphrey re 
containment, consl sting of Action Plans IS, 10, 19, 22,25. 28.31 
f< 32 

WULLER.G E Illinois Power Co 83/03/17 SCHWENCER.A Licensing 
Branch 2 46pp 17681 310 24X Fiche 50-461,83/03/17,8303240346 


0305040289 Advises that effective 830418, JJ Stefano designated 
Licensing Review Group tl program project manager Change 
will help expedite reviews on disposition of remaining 
generic i ssues 

NOVAK, T M Assistant Director for Licensing 83/04/26 
HOLTZSCHER.O U Illinois Power Co 2pp 18326 343, 24X 

Fiche 50-000,03/04/26,8305040289 


8305190046 Commends repr ei entat 1 vet of BMR/6 utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to BWR/6 OL applicants 

EISENHUT, D G Division Of Licensing 03/05/03 EDELMAN,M R 
Cleveland Electric Illuminating Co 2pp 18523 190 24X 

Fiche 50-000.03/05/03,8305190046 


— 8305190054 Commends representatives of BUR/6 utils participating in 
Licensing Review Group II for efforts in resolving issues 
generic to BUR/6 OL applicants 

EIBENHUT, D 0 Division Of Licensing 83/05/03 HALE, D P 
Illinois Power Co 2pp 18523 200 24X FI c h e . 50-000. 83/05/03, 

8303190046 


— 83DS190060 Commends representatives of BUR/6 utils participating in 
Licensing Review Group II for efforts In resolving issues 
generic to BUR/6 GL applicants 

EISENHUr.D 0 Division of Licensing 83/05/03. FERGUSON. H R 
Washington Public Power Supply System 2pp 18523 202. 24X 

Fiche 50-000,83/03/03,8305100046 


— 8305190068 Commends representatives of l)WR/6 utils participating in 
Licensing Review Group II for efforts In resolving issues 
generic to QUR/6 OL applicants 

EIBENHUT.D Q, Division of Licensing 83/05/03 MCGAUGHY, J P 
Mississippi Power & Light Co 2pp 18523 204 24X 

Fiche 50-000,83/05/03.8305190046 


— 8303190077 Commends representatives of BWR/6 utils participating in 
Licensing Review Group tl for efforts in resolving Issues 
generic to BUR/6 OL applicants 

EISENHUT, D G Division of Licensing 83/05/03 CAHILL, J. Gulf 
States Utilities Co 2pp 18523 206 24X Fiche 50-000,83/05/03, 

8305190046 


6305170701 Requests applicant latest presentation It summary of 
Caseload Forecast Panel evaluation of facility 

BUDWANIiR N Affiliation Unknown 83/05/06 NRC - No Detailed 
Affiliation Given 2pp 18496' 258 24X Fiche 50-461,83/05/06, 

8305170701 


— 830S17070S Forieards most recent (801112-14) caseload Forcast Panel 
meeting summary re const status 

SCHWENCER.A Licensing Branch 2. 83/05/06 BUOWANl.R, 

Affiliation Unknown Ip 18496 260 24X Fiche 50-461,83/05/06, 

8305170701 


8305200667 Submits updated info to 820924 response to 820326 request 
for addl info re fast scram loads on control rod drive sys. 

Test data revealed that 4S-ms valve opening parameter more 
appropriately models valve hydraulic response 

UULLER, G E Illinois Power Co 83/05/18 SCHWENCER.A Licensing 
Braneh8 Ip 18519 094 24 X Fiche 50-461,83/05/18,8305200667. 
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83O924O40& ConcuTs In NRC recovery plan for procurement of spare It 
replacement parts & In lifting of stop uiort order 

KEPPLERrJ Q. Region 3/ Office of Director 03/05/19 OERSTNER, H C 
Illinois Pouer Co Ip 18S7I 044 24X Plche 50-461 i 03/09/ 19, 

B309Z404D6 


B309Z40407 Ack receipt of 630400 U 0502 requests for concurrence in 
lifting Stop Work Orders 017,018 & 010 on electrical 
• qutpAient, instrumentation Installation ti drguel 1 refueling 
billoiiTs, respec tlvalg Concurrence granted 

KEPPt-ER, J O Region 3, Office of Director 03/05/17 OERSTNER, W C 
Illinois Power Co 2pp 18574 387 24X Fiche 50-461,83/05/19, 

8309340407 


— B309B40413 Requests concurrence in lifting 030623 Stop Work Orders 017 
ra alectrlcal equipment installation & 010 re electrical 
Instrumentation installation Recovery p Ian, correc ting 
daflcieneies in traveler control procedure, enc 1 

HALL, D P Illinois Power Co 83/04/09 KEPPLER, d O Region 3, 
Office of Director 34pp 1B974 309 34X Fiche 90-461,83/09/19, 

3309240407. 


— 8309240421 Requests evaluation of completed refueling bellows recovery 
program to permit lifting of 820336 Stop Work Order OtO to 
continue bellows installation 

HALL, D P Illinois Power Co 03/09/02 KEPPLER, J O Region 3, 
Office of Director 2pp 10974 323 24X Fiche 90-461,83/05/19, 

B309240407 


S309360246 Acb receipt of 030905 1 tr requesting NRC review & 
concurrence w/HVAC recovery plan for Stop Work Orders 014, 

019 b C20 Concurs u/plan intent 

KEPPLER, J 0 Region 3, Office of Director 83/09/19, GER3TNER, M C 
Illinois Power Co ip 10626 139 24X Fiche. 90-461. 83/0S/19, 

8309260246 


— 8309260247 Forwards Rev 1 to "HVAC Recovery Plan" for review b 
concurrence Rev divides actions under Phases II & III 
resulting in addl Phases Ik/ b V. 

HALL, D P Illinois Power Co 83/09/09 KEPPLER, J O Region 3, 
Office of Director 2pp 10626 140 24X Fiche 90-461,83/05/19, 

8309260246 


— 0309260293 Rev 1 to "HVAC Recovery Plan " W/one overalie enc 1 Aperture 
card is ovallable in PDR 

« Illinois Power Co 03/09/03 9Bpp 10636 142 24X 

Fiche 90-461.83/09/17,0309260346 


B309240i42 Forwards response to Equipment Qualification Drench review 
camments on F8AR Section 3 11, "Environ Qualification of 
Electrical Equipment " 

MULLER. 0 E Illinois Power Co 83/09/20 SC HUE NICER, A Licensing 
Drench 3 369pp 1B947 001 Z4X Fiche 90-461,03/09/20,8309240142 


0309370017 Advises that fuel load date revised from Uan 1904 to Jan 
19B6. Const schedule updates will continue to be submitted 
quarterly Next update planned for Jul 1903 

HALL, D p Illinois Power Co 83/09/24 DENTON, H R Office of 
Kucleer Reactor Regulation, Director Ip 10638 317 24X 

Fiche 90-461,83/09/24,0309270017 


E, NRC Safety Evaluation Report (BERl, supple b correspondence 


9309120460 Requests info re issue solutions accepted by NRC which have 
b have not been addressed in SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue. 

STEFANO. J J Licensing Drench 1. 03/09/02 HOLTTSCHER, D L. 

Illinois Power Co 2pp 18443 173 24X Fiche 90-000,83/09/02, 

8309120460 


8309120470 Requests info re issue solutions accepted by NRC which have 

b have not been addressed In SER/supp 1 emental SERs Info 
needed to document evaluation on each Licensing Review Group 
II ganorlc Issue 

STEFANO, J J Licensing Branch i 83/09/02 POWELL, P Washington 
Public Power Supply System Ip 18443 174 24X 

Fiche 90-000,83/09/02,8309120460 


— —8309180477 Requests info re issue solution* accepted by NRC which have 
b have not been addressed in SER/supp 1 emental SERs Info 
needed to document evaluation on each Licensing Review Group 
It generic issue, 

BTEFANO.J, J. Licensing Branch 1. 83/09/02 REED, W J. Gulf 

Btates Utilities Co ip 18443 179 24X Fiche 90-000,83/09/02, 

8309120460 


— 8305130405 Requests info re issue solutions accepted by NRC which have 
b have not been, addressed In SER/supp lemental SERs Info 
needed to document evaluation on each Licensing Review Group 
It g ener i c i s su e 

STEFANO, J J Licensing Branch 1 03/05/02 RICHARDSON, J 0 
Mississippi Power b Light Co Ip 10443 176 24X " 

Fiche 50-000,83/05/02.8305120460 


— 0305120491 Requests info re issue solutions accepted by NRC which have 
b have not been addressed In SER/supp 1 ementa 1 SERs Info 
needed to document evaluation on each Licensing Review Group 
1 1 generic 1 ssue 

STEFANO. J J Licensing Drench I 03/05/02 DUZZEULI.E H 
Cleveland Electric Illuminating Co Ip IB443 177 24X 

Fiche 50-000.03/05/02.8303120460 


8309130146 Lists documentation to be provided re SER Outstanding Issue 
3 CNUREO— 0853) , "Seismic Analysis," per NRC request at 
B3042B meeting W/Sargent b Lundy in Dethesda, MD, satis fy iny 
s 1 te-spac 1 f 1 c spectrum concerns 

WULLER. 0 E Illinois Power Co 83/05/10 SCHWENCER.A Licensing 
Branch 3 3pp 18438 124 24X Fiche 50-461.83/05/10.0309130146 


P Security, medical, emergency b fire protection plans 


8309240213 Forwards monthly status rapt on offsite emergency 
preparedness for OL reviews for Apr 1983 

DIRCKS.W J Office of the Executive Director for Operations 
83/05/13 PALLADINO. N J Commissioners 9pp 18993322 24X 

Fiche 90-000.83/05/13,8305240213 


S Adjudicatory correspondence 


B309120336 Memonaliies 030507 conversation w/Judge Paris A8LD will 
participate in 030602 site visit All parties may attend 
OODDARD,R J Hearing Branch 3 83/05/11 FDV, J Prairie Alliance 

NEUMAN, R Illinois, State of ZADEL.S A Schlff, Hardin b Ualte 

Ip 18432 294 24 X Fiche 50-461,03/05/11.8305120336 


K Utility Final Safety Analysis Report (FSAR) b amends 


8304050243 Forwards Amend 24 to FSAR, consisting of Tables 3 10-1 b -2 
re dynamic qualifications of BOP b NSSS electrical 
equipment b revs to jet impingement evaluation b froth 
Impingement loads 

HALL, 0 P Illinois Power Co 03/03/20 OENTQN.H R Office of 
Nuclear Reactor Regulation, Director Ip 17831 252 24X 

Fiche 50-461,83/03/28,8304030243 


0304030294 Amend 24 to FSAR 

a Illinois Power Co 83/03/31 773pp 17031 293 24X 

Fiche 30-461,83/03/28,8304060243 


Q Inspection reports, IE Bulletins b correspondence 


0303190005 Final response to FOIA request for documents re Zack Co b/or 
luark performed by Zack in const of facilities Forwards App A 
documents Documents denoted w/asterisk available in PDR App 
B, C,D b E documents withheld (ref FOIA Eiemptlon 75 
FELTON, J li Division of Rules and Records 03/03/11 
FRENDERGAST, R Prondergast, R J 17pp 10506 039 24X 

Fiche 90-000,03/03/11,0305190005 


—8309190030 Bummarl les 020430 meeting w/presldent of Zack Co.KVAC 
contractor at fac 1 1 i ti es , re potential allegations Zack Go 
planning to terminate several employees in document control 
sec tion 

HAVES. D W Region 3, Office of Director 82/09/12 Region 3. 
Office of Director. Ip. 18506 089 24X Fiche 50-000,83/03/11, 

8309190005 


—8309190080 Repts allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly News 
broadees t 

# Radio TV Reports, Inc 82/07/24 NRC - No Detailed 
Affiliation Given 2pp 18506 124 24X Fiche 50-000.03/03/11, 

0305190003 


— 8309190097 Requests Investigation of Region III inadequate 

investigative oversight re QA breakdown b possible criminal 
falsification at Zack Co. HVAC contractor at facilities AT 
Howard b S Marelto allegations discussed 
DEVINE, T Government Accountability Project 82/07/26 
PALLADINO, N, J Commissioners ilpp IB506 128 24X 

Fiche 90-000,83/03/11,8309190009 


— 8309190102 Affidavit of BL liarello re QC breakdown b criminal 
falsification at Zack Co. HVAC contractor at facilities 
MARELLO, S L Affiliation Unknown 02/07/26 22pp 10906 139 
84X Fiche 90-000.83/03/11,8305190005 
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— S3OSt90IOB Affidavit of AT Houard re QC breakdouin U criminal 
fa!«lficatton at Zack Coi KVAC contractor at facliitie* 

HQMASD. A T Affiliation t/nknown 33/07/36 35pp 1B506 160 
24X Fjche SO-OOOi B3/03/! B305190003 


— 8305190396 Dlccusaei B2062A tejcon u/a Garde of Covt Ac c ountat i 1 1 tij 
Project rB allegation* concerning Zack Co QA program at 
facilities Personallg identifiable info deleted 

NOfiEUIUSiC E Division of Engineering 82/07/12 Division of 

Engineering Ip 10512 333 2AX FlcAe 50-000,03/03/11. 
8305190005 


B30SD2D936 Foriijard* IE Mgt fleeting Rept 50-A6i/B3-06 on B30317 

HEPPLER, J 0 Region 3. Office of Director 83/04/00 GERSTNER.W C 
Tttinols Power Co Ip IB277 069 24X FlcAe 50-461.83/04/00, 

6303020336 


— 0303020339 TH Mgt Meeting Rept 30-461/83-06 on 930317 Major area* 
discussed status of stop work recovers 6 overlnsp (k 
Improvement programs 

KEPPLER, J Q , JtMOP. R C . HAYES, D W Region 3, Office of Director 
83/04/07 3pp 10277 069 SdXFlchie 50-461,83/04/08,8305020336 


9305060576 Forwards revised overlnsp 8< record verification program 
Procedures ROA IBS, DQA igO-BOA !94 U BOA 196, far review 
M/o end 

HALUrD P 1 11 Ire is Power Co B3/04/13 KEPPLERrJ 0 Region 3, 
Office of Director Ip 18349 052 24X Flche 50-461.83/04/13, 

8305060576 


8305020111 Informs of withdrawal of 830413 reguest for review fc 
concurrence of revs to overlnsp 6 record verification 
pr 0 gCAiTt proc e dur ft f 

HALL.DP Illinois Power Co 93/04/20 KEPPI.ER, JO Region 3, 
Office of Director Ip 18270 216 24Y Ficho 30-461.83/04/20, 

8303020111 

8305120345 Forwards IE Insp Rept 50-461/82-25 on 820914-830329 Mo 
noncomp 1 1 anc B noted 

LITFLE.H S Region 3, Office of Director 83/04/87 CERSTNER.W C 
Elllnols Power Co 2p p 18432 271 24X Flche 50-461,83/04/27, 

8303120343 


— 8305120340 IE Insp Rept 50-461/02-25 on 8209 1 4-930383, Mo r one otnp 1 1 *nc e 
noted Major areas inspected procedures 6 records for reinip 
of structural steel bolting 

KEATING, D E , DANIELEDN, D H Region 3, Off ice of Director 
03/04/27 7pp 18432 273 24X Flche SO-461, B3/04/27, 8305120345 


6305170013 Forwards IE Insp Rept 30-461/83-04 on 830106-0317 Mo 
noncompi i ance noted 

KNOP.fi C Region 3. Office of Director 83/04/27 OEflSTNER. W C 
Illinois Power Co 2pp 18466 136 24X Flche 30-461.83/04/27, 

8303170013 


—8303170022 JE Insp Rept 50-461/63-04 on 830106-0317 Mo noncompi lance 
noted Major areas Inspected matl lagdown It storage areas, 
program contro 1, general welding activities & stop work 
recoverg activities 

LIVERMORE. H H , HAVES, D W Region 3. Office of Director 
83/04/26 5pp 18466 158, 24X Flche 50-461,83/04/27,8305170013 


830512056? Discusses guidelines developed to aid In review of IE 
Bullatln 79-13 re long-term operabllltg of deep draft pumps 
Alternate qualification method incorporating vibration 
monitoring t, std plant test procedures proposed end 
NOVAK. T M Assistant Director for Licensing, 83/05/03, 
HOLTZSCHER.D L L I C e n s 1 ng Revl ew Group 11 6pp 10440.396 24X 

Flche, 30-000, 83/05/03, 8305120369 


0305260244 Forwards IE Insp Rept 50-461/83-01 on 830420 h 21 No 
noncompi lance noted 

STREETER, JF Region 3, Office of Director 83/03/12 
CERSTNER.MC Illinois Power Co 2pp 16599 324 24X 

Flche 50-461,83/05/12.8305260244 


— 830S260250 IE insp Rept 50-461/63-01 on 830420 & 21 No non c amp 1 1 an C e 
noted Major areas Inspected licensee action on spare 
replacement part procurement sgs inadequacies 

HASSE.R A . HAWK INS, F C Region 3. Office of Director 83/05/12 

4pp 18597 326 24X FI ch e , 50-461 . 83/05/12, 930526024 4 


R Periodic operating reports b related correspondence 


8305030559 Forwards "Preoperatlonal Environ Radiological Monitoring 
Program, Clinton Power Station, 1902 " 

WULLER.G E IlUnoIs Power Co 83/04/26 BCHWENCEft, A Licensing 
Branch 2 Ip 18305 ISO 24X FUhe 50-461,83/04/26,8305030559 


— 0303030392 ''Preoperatlonal Environ Radiological Monitoring Progran, 
Clinton Power Station, 1982 " 

MASOCUT, C fl , HUEBNER, L 0 Haileton Laboratories America. InC 
83/04/07 79pp 19305 151 24X Flche 30-461. 83/04/26. S30S03GS5» 


8 Reportable occurrences, LERs 6 related correspondence 


0303190005 Final response to FOIA request for documents re Zact Cd t ♦♦ 
work performed bq Zack in const of facilltlai Forwards App A 
documents Documents denoted w/asterlsk aveilable In FOR App 
BrCiD 6 E documents withheld <ref FOIA Eiemption 71 
FELTON, J M Division of Rules and Records 03/03/11 
PRENDERGAST. R Prendergast. R J i7pp 10506 039 24X 

Flche 50-000, 83/03/11,0305190005 


— 0303190112 Deficieneg rept re errors h discrepancies contained in edMC 
matt certifications Procurement documentation will be 
revel Idatod, document & records mgt program will be devtloped 
it OA/GC personnel will be added Also reportable per Part 21 
CALKINS, 0 E Zack Co 81/10/23 3tOpp 18306 213 24X 

Flche 50-000,03/03/11,8305190003 


0303120392 Interim deflcitncq rept re misapplication of ITE Gould 
circuit breakers In post-LDCA hqdrogen recombineri supplied 
bq Rockwell Inti Inltlallq reported on 830328 Matter under 
investigation Final rept bq 830008 Reported per Part 21 
MANND. 8 F Niagara Mohawk Power Carp 83/04/26 STAROSTECKt, R 
Region 1, Office of Director 2pp 18433 072 24X 

Flchi 30-000,83/04/26,8305120392 


— 8305180404 Part 21 rept re failure of post-LOCA hqdrogen rtcomblner 
component during IEEE-323 qualification program Circuit 
breaker not properlq selected for specific application Plant 
operators notified of deviation 

EMPEV. D C Rockwell International Corp 83/03/11 C0UHN9.J T 
Rtglon 4, Office of Director 5pp, 18433 074 24X 

Flche 50-000,83/04/26,8305120392 


8305040298 Interim Dflcloncq Rept 82-11 re incorrect Identt fieattai* of 
base matt ti weld procedures on piping hanger travelers 
Inltlallq reported on 821020 Further traveler review 
necessarq Investigation to be completed In 90 daqs 
hall I D p Illinois Power Co 83/04/27 KEPPLER.J 0 Region 3. 

office of Director Spp 18324 020 24X Flche 50-461,83/04/27. 

8305040290 


8305120473 Part 21 rept re defect In ehlelded multiconductor cable 
installed in HVAC control panels MCC Powers personnel 
attached hold tags to 13 HVAC control panels w/defect. 

Evaluation being conducted 

HALLiD P Illlnolt Power Co 83/03/04 KEPPLER.J 0 Region 3, 
Office of Director 2pp, 18431 049 24X Fl ch« • 30-000, 83/03/04, 

8303120473 


— 0303120484 Part 21 rept re defect in shielded multlconductor cable 
Installed in KVAC control panels All suspect panels 
Inspected 6 nonconformance rept will be Issued for 
applicable sites 

FAUCONNEAUi O Mark Controls Corp 83/04/18 Director's Office 
Office of Inspection and Enforcement 2pp 18431 OSi 24X 
Flche 30-000,83/03/04,8305120473 


S303310i29 Interim Deficltncq Rept 83-03 re failure of 1/4 Inch 20 Rti 
head cap screws Inltlallq reported on 830412 Conduit streps 
will be installed w/hlgher strength cap screws 6 torque 
Initructloni util be issued. 

HAl.L,[} P Illlnoii Power Co 63/05/23 KEPPLER.J 0 Region 3. 
Office of Director 4pp 18693 035 24X Fiche* 50-461. 83/03/23, 

0303310129 


8305310183 Interim Deficlencq Rept 81-04 re inconi 1 stencies In 
cartl f Icatlons of KVAC metis Inltlallq reported on 811002 
Zack Co revised corporate (, site OA manuals to enhance 
controls (t describe programs 

HA1-L, D P Illinois Power Co 83/05/23 KEPPLER.J 0 Region 3, 
Office of Director 4pp 18698 129 24X Fiche 30-461,83/03/23, 

8303310163 


DOCKET 30-462 CLINTON POWER 8TATI0N, UNIT 2 
□ Inspection reports, IE Bulletins 6 correspondence 


8305190005 Final response to FOIA request for documents re Zack Co Ic/or 
work performed bq Zack In const of facllltlei Forwards App A 
documents Documents denoted w/asterlsk available in PDR.App i 

B, C, D & E documents withheld (raf FDIA Examptlon 7>. 

FELTON.J.M Olvlslcin of Rules and Records 03/03/11 
PRENDERGAST, fi Prendergast, R J I7pp 10506.059 24X 

Fiche 30-000,83/03/11,8305190005 



DOCKETED ITEMS 


m 


—8009190050 Summarliei OSO^SO moeting u/presldent of Zack COp HVAC 
contractor at facllitlrsire potential allegations Zack Co 
lanning to terminate several employees in document control 
action 

llAYEe. 0 U Region 3 p Office of Director 85/05/12 Region 3i 

Office of Director Ip 18506 0B9 24X Ficho 50 -OOOp 03/03/1 Ip 

8305(90009 


— 83091900SB Repts allegation re Zack Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly Neeis 
broadcast 

* Radio TV Reportsp Inc 82/07/24 NRC - NO Detailed 

Affiliation Olven 2pp 18506 124 24X Flche 50-000.83/03/11. 

8305190005 


— 8305190097 Requests investigation of Region 111 Inadequate 

investigative oversight re QA breakdoupn ti possible criininal 
fal s 1 f 1 c atl on at Zack Co. HVAC contractor at facilities AT 
Houard te 8 Marallo allegations discussed 
DEVINE. T Oovernment Accountability Project 0S/O7/2b 
PALLAOINO, N J Commlsslonars lipp 18506 128 24X 

Flche 90-000. 83/03/11, 8305 1 90009 


— 8305190102 Affidavit of SL Harello re OC breakdomn h crleilnal 
falsification at Zack Co. HVAC contractor at facilities 
iMAHELUOpS L Affiliation Unknovin 82/07/26 22pp 18506 139 
24X Flche 50-000,83/03/11.8305190005 


— 8303190108 Affidavit of AT Houard re QC breakdown & criminal 
falsification at Zack Co. HVAC contractor at facilities 
HOWARD, A T Affiliation Unknown 82/07/26 55pp 18506 160 
84X Flche 50-000,83/03/11.8305190005 


— 8303190396 Discusses 820624 telcon ui/8 Oardc of Oovt Accountability 
Projact re allegations concerning Zack Co QA program at 
facilities Personally Identifiable info deleted 

NORELIUS. C E Division Of Engineering 82/07/12 Division of 
Engineering ip 18312323 24X Flche 30-000,83/03/11. 

8303190005 


a Reportable occurrences. LERs li related correspondence 


B303L9CO0S Final response to FOIA request for documents re Zack Co Si/pr 
uork performed by Zack in const of facilities Forwards App A 
decumcnts Documents denoted u/asterlsk available in PDR App 
D. C, D (t E documents withheld <ref FOIA Exemption 7) 

FELTON. J M Division of Rules and Records 83/03/11 
PRENDEROAST. R Prcndergast. R U 17pp 18306 059 24X 

Flche: 50-000, 93/03/1 1. 8303190003 


— 8305190112 Deficiency ript re errors & dlscrcpanc iPs contained in HVAC 
mail certifications Procurement documentatl on ulll be 
raval idatedi document b records mgt program will be developed 
tc QA/QC personnel will be added Also reportable per Pert 21 
CALKINS. D E Zack Co 81/10/23 310pp 18306 213 24X 

Fiche 50-000, 83/03/11, 8 3031 90003 


B30S120392 Interim deficiency rapt re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recombiners supplied 
by Rockwell Inti Initially reported on 830328 Matter under 
investipatlon Final rcpt by 830608 Reported par Part 21 
NANNO, 8 F Niagara Mohawk Power Corp 83/04/26 STAROSTECK I. R 
Region 1, Office of Director 2pp 18433 072 24X 

F 1 e h • 50-000, 83/04/26, 8305 120392 


— 830S12040'4 Part 21 rapt ra failure of post-LOCA hydrogen recomblner 
component during IEEE-323 quel i flcatlan program Circuit 
breaker not properly selected for specific application Plant 
operators notlfiad of davlatlon 

6MPEY, D C Rockwall International Corp 83/03/11 COLLINS, J T 
Raglan 4, Office of Director Spp 18433 074 24X 

Flche- 90-000, 83/04/26, 8309120392 


DOCKET 50-469 KU05HEN0 POWER STATION, UNIT 1 


P. Operating license stags documents b correspondence 


8305240496 Forwards ''Safaty Relief Valve Discharge Test," final rept 
far Kunshang Nuclear Power Statl on, Inc lud Ing Apps A-T Rept 
Ufithhald 4r»f 10CFR2 790) Info submitted per OL Condition 
2. C(4S). 

DALE.L.F Mlsiliiippl Power b Light Co 83/09/02 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp. 96189 266 
a4X Flche: 90-000, 83/09/02. 8309240496 


DOCKET STN- 30-470 CESSAR SYSTEM 80 


A App 1 icat I on/cons true t ion stage documents b correspondence 


8305170326 Forwards revised CESSAR-F Section 3 11 rj environ design of 
mechanical b electrical equipment Rev will be incorporated 
into amend to CES6AR-F 

SCHERER, A E Combustion Engineering. Inc 83/09/10 EISENHUTiD 0 
Division of Licensing 52pp 18469 173 24X Fiche 90-470,83/09/10. 

8309170326 


8305230704 Responds to ACRS 811215 recommendation re C-E evaluation of 
Interface requirements for applications ref CESSAR ACRS 
recommendations could have antitrust Implications Outlined 
response to be Included In CESSAR SER 

EIBENHUT.D C Division of Ultensiiig 83/05/16 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 18542 304 24X 

Flche 30-470,83/03/16.8303230704 


— 0302250480 Expresses concern that requiring C-E NSG5 applicants to 
select C-E to make CESSAR interface requirements 
determination may have antitrust implications 

VOLLMER, R H Division of Engineering 83/02/17 EISENHUT, D 0 
Division of Licensing 3pp 10942 319 24X Fiche 90-470. 

83/09/16, 8309230704 


0 tltlllty Preliminary Safety Analysis Report, amends 


8305120120 Forwards Amend 8 to CESSAR-F List of rev topics encl 
SCHERER, A E Combustion Engineering. Inc 83/09/10 THOMAS. C 
Standardization b Special Projects Branch 9pp 18428 260 24X 

Flche 90-470,83/09/10.0305120120 


— 8309120124 Amend 8 to CESSAR-F 

a Combustion Engineering. Inc 83/03/10 246pp 18428 263 24X 

Flche 50-470.83/05/10.8309120120 


E NRC Safety Evaluation Report <8ER). suppls b correspondence 


8305020400 Forwards "Sys 80 CESSAR FSAR. Responses to Ouestlon* on Steam 
Line Break Method." per BER Confirmatory Item 14 Proprietary 
responses withheld <ref 10CFR2 790) 

SCHERER. A E Combustion Engineering. Inc 03/04/26 THOMAB. C □ 
Standardization b Special Projects Branch 6pp 18284 034 24X 

Flche 30-470,83/04/26.0309020400 


— 0309020406 "Sys 80 CESSAR FSAR. Responses to Questions OD Steam Line 
Break Method " 

• Combustion Engineering. Inc 83/04/30 l6pp 1BS04 040 24X 

Flche 90-470,83/04/26,8309020400 


8305090338 Forwards proprietary Z. nonproprietary "Response to NRC 
□uestlons on CESSAR-F Statistical Combination of 
Uncertalntl es in Thermal Margin Analysis for Sys 80,” (SER 
Item 7) Proprietary response withheld <ref lOCFSa 790) 

SCHERER.A E Combustion Engineering. Inc 83/09/03 EISENHUT, 0 0 
Dlvtston of Licensing 6pp 18363 074 24X Fiche 90-470,83/09/03. 

8309090338 


— 8309090372 Nonproprietary "Rasponse to NRC Ouestlons on CESSAR-F 
Statistical Combination of Uncertainties in Thermal Margin 
Analysis for Sys 80." (SER Item 7) 

• Combustion Engineering, Inc 83/04/30 39pp 18363 080 24X 

Fiche 90-470,83/09/03.8309090338 


8305120189 Forwards nonproprietary b proprietary responses to Ouestlons 
440 9.10.11 b 12 on steam line break method, resolving SER 
Confirmatory Items 14 b 15 Proprietary responses withheld 
(ref 10CFR2, 790) Affidavit encl 

SCHERER.A E Combustion Engineering, Inc 03/09/10 THOMAS, C 0 
Standard! latlon b Special Projects Branch I9pp 18424 208 24X 

Flche 50-470,03/03/10.8305120183 


8303130081 Notifies that steam generator tube rupture analysts 
addressed in 030426 Itr will be performed, per SER 
Confirmatory Item 18 b will be submitted by 630719 
SCHERER, A E Combustion Engineering, Inc 83/09/10 EISENHUTiD 0 
Division of Licensing 2pp 18437 000 24X Flche 30-470.83/05/10, 

8305130081 


0305180017 Requests current schedule to respond to 8ER Suppl 1 open 
item r> finalltatlon of generic statistical combination of 
uncertainty analysis 

THOMAS, C 0 Standardization {■ Special Projects Branch 83/09/13 
OERLINOER,C Core Performance Branch 2pp 10497 190 B4X 
Fiche 50-470,83/09/13,0305180017 
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a30920096>8 Fariuards amended Table 3-1 of Section II F 8>App B 
reflecting clarification of addressing TMI Action Item 
II P S re lnade<iuate core cooling detection instrumentation! 

□pen Item 4 of CESSAR-F SER 

SCHEReRi A E Combustion Engineering. Inc Q3/09/13 EISENHUTiO Q 
Division of Licensing 4pp 10S14 379 24X Flche 30-470.03/09/13. 

0309200969 


H Antitrust correspondence 


8309230704 Responds to ACRS 811219 recommendation re C-E evaluation of 
Interface requirements for applications ref CES9AR ACRS 
recommendations could have antitrust implications Outlined 
response to be included in CESSAR SER 

EISEKIHUT.O G Division of Licensing 83/09/16 DENTON. H H Office 
of Nuclear Reactor Regulation. Director Spp 1S542 304 a4X 
Flche 30-470.83/05/16. S305230704 


—8302390480 Eipresses concern that requiring C-E NSSS applicants to 
select C-E to make CESSAR interface requirements 
determination nag have antitrust implications 

VOLLMER.R H Dlvlsio.n of Engineering 83/02/17 EISENHUT. D 0 
Division of Licensing Spp 10942 319 24X Fiche 90-470. 

03/05/16. 8309230704 


DOCKET STN-50-402 WOLF CREEK GENERATINO STATION 


A Appl ication/constructlon stage docuniants l> correspondence 


8309040006 Foruards request for addi info to complete evaluation of 
830310 environ qualification plan Info should be provided 
ulthln 30 dags or NRC licensing project managers notified 
ulthin 7 dags of Itr receipt if schedule cannot be met 
YOUNGBLOOD. B J Licensing Branch 1 83/04/20 SCHNELL. D F Union 

Electric Co 6pp 18331 248 24X Flche 50-000.83/04/20.8309040006 


S309020229 Discusses inaccuracies in util 830181 response to NRC 
questions re SNH application No enforcement action planned 
Complete candor betuieen NRC It licensee emphasiied 

OAOLIARDO.J E Division of Resident. Reactor Project ^ Engineering 
Programs 63/04/28 KOESTER.G L Kansas Oas 6 Electric Co 2pp 
1027B 142 24X FiChe 30-482.03/04/23,8309020229 


8309090699 Generic Ltr 83-20 to all operating reactor licensees * 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT. D 0 Division of Licensing 83/09/09 Consolidated 
Edison Co of Neu York. Inc 16pp 18627 193 24X 

Fiche 90-000.83/09/09.0305090699 


8309110014 Forwards response to 820907 request for add I info re pump 6 
valve operabilltg ti purge valve operabi 1 i tg. consisting Of 
master listing of seismic 6 dgnamlc qua 1 i f icatlon for 
facilities Proposed audit schedule end 

PETRICK.N A Standardized Nuclear Unit Power Plant 8gstem 
83/09/09 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 233pp 18621 203 24X Fiche 90-000,83/09/09.8309110014 


8303130007 Requests permission to use Paragraph NX-4427 of Uinter 1982 
Addenda to ASHE Boiler t Pressure Vessel Code. Section III 
allowing undersiilng of fillet welds 

PETRICK.N A Standardized Nuclear Unit Power Plant Sgstem 
83/09/09 DENTON. H R Office of Nuclear Reactor Regulation. 

Oirector Ip 10437 148 24X Fiche 90-000,83/09/09.8309130007 


8309290193 Notification of 830619 public meeting u/util in Burlington. 
KS tt Caseload Forecast Panel 830616 & 17 site visit to 
assess status of const 6 completion schedules 
HOLONICH, J J Licensing Branch 1 83/05/09 YOUNGBLOaO. B U 

Licensing Branch 1 6pp 10626 324 24X Fiche 90-482.03/09/09. 

8303 2501 93 


B3092700SB Advises that fuel load scheduled for Q4Q813 U commercial 
operation planned on SS021S NURE0-a737 Suppl 1 (Generic 
Ltr 02-331 requirements re eoiergencg plans will be met 
CADNAN.U K Kansas Gas Sc Electric Co 83/09/23 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 18630 290 
24X Fiche 90-462.33/03/23.8309270090 


0309310179 Forward Rev 1 to “Rept of Independent Review of Environ 
Qualification Programs to NUREG-0SB9 

PETRICK. N A Standardized Nuclear Unit Power Plant Egstem 
03/09/27 DENTON, H R. Office of Nuclear Reactor Regulation. 
Director 344 pp 18699 144 24X Fiche 90-000,03/09/27,8309310179 


E NRC Safstg Evaluation Report (SER). suppls & correepondenc,. 


8309110047 Forwards test summarg rept demonstrating acceptab 1 1 Itg of 
using regu latlng-tgpe transformer as Isolation device In IE 
circuit per SER Conf Ircnatorg Issue 19 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
33/09/0? DENTON, H R Office of Nuclear Reactor Regulation. 
Director 3pp 18409 017 84X Fiche 30-000,03/09/09,8309110047 


8309290231 Summarg of Pauer Sgs Branch 830409-09 site audit ra pouar 
supplg for auxiliary feedwater sgs per SER Conflrmatorg 
Issues 19. 17 & 23 (Section 1 7 of NUREO-Oa30) 

EDieON. 8 E . HOLONICH. J J Licensing Branch 1 83/09/12 

YOUNGBLOOD. B J Licensing Branch 1 7pp 18627 100 24X 

Fiche 90-000.83/09/12.6309290231 


S3O910O393 Informs that results of tests on isolating regulating 
transformer, in conjunction u/change in 830309 ltr re SER 
Conflrmatorg Issue 19. assure that faults postulated on 
secondarg circuits will not adverselg affect Class IE bus 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
83/03/13 DENTON, H R Office of Nuclear Reactor Regulation. 
Director Ip 18486 346 24X Fiche 90-000.83/09/13.8309180393 


3309270210 Forwards div input to omargency planning for suppl to SER 
Hatl updates Info contained In Section 13 3. "Emergency 
Planning of Half Creek Generating Station SER. '■ (NUREO-OSBl. 

Apr 1982 1 

PAOANOi F 0 Division of Ecneryency Preparedness 1. Engineering 
Response (Post 830103) 83/03/23 YOUNGBLOOD. D J Licensing Branch 

1 43pp 10637 261 24X Fiche 90-482.03/09/29.8309270210 


F Security, medical, emergency t< firs protection plans 


8309060338 Releases public version of addl Info for review of 
emergency plan 

FELTON. J H Division of Rules and Records 03/04/29 Document 
Kanagsment Branch. Ip 10393 026 24X Fiche 90-482.83/04/29. 

8309060330 


— 8309060346 Forwards public version of addl info re revlau of emergency 
plan, consisting of ravlsed response to NRC questions 6 of 
revised emergency plan pages 

KOESTER. G L Kansas Oas <• Electric Co 03/04/19 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 18393 027 
24X Fiche 90-463.83/04/29.8309060338 


—0309060394 Public version of revised pages to emergency plan. Including 
revised response to NRC questions it of revised emergency 
plan pages 

e Kansas Oas ti Electric Co 83/04/30 6pp 10393 029. 24X 

Fiche 90-482.03/04/29.0309060330 


6309020421 Forwards addl info re emergency plan per 821206 request Infe 
addresses Ouestion D. 4 concerning plant personnel response 
capability during emergency situation per stafPlng goals in 
Ruppl 1 to NUREO-0737 

KOCBTER. 0 L Kansas Oas «< Electric Co. 83/04/29 DENTON.H R 
Office of Nuclear Reactor Regulation. Oirector lOpp 18273.100 
24X Fiche 90-402.03/04/29.0309020421 


6303120088 Requests review schedule for applicant retponte to Oenerle 
Ltp 82-33 re NUREO-0737. 8upp 1 1 concerning emergency 
response capability U/o end 

YOUNGBLOOD. B J Licensing Branch 1 83/04/29. KDORE. V Human 

Engineering Section RDBA. F Instrumentation 1. Control Branch 
PAOANO, F Emergency Preparedness Licensing Br (after 801119 see 
I6 e) 2pp 10443 191 24X FUhe 80-000,83/04/29.8309120089 


6309110034 Generic Ltr 83-21 to alt licensees of operating raaetore. 
applicants for OLs t. holders of CPs re c lari f Icatton of 
access to control procedures for law enforcement visits. 

Bve list end 

EISENHUT.DO Division of Licensing. 83/03/11 Consolidated 
Edison Co of New York. Inc f6pp. 10940 099 24X 

Fiche 30-000.03/09/11.6309110034 


6303240213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DlRCKS. W J Office of the Ekccutive Director for Operations 
83/09/13 PALLADINO. N J CampiUs loners 9pp 10993 322, S4X 
Fiche' 90-000. 83/03/13, B3092402I3 


6309270030 Advises that fuel load scheduled for 840818 1. comflcrdal 
operation planned on 0SO219 NUREG-0737 Suppl 1 (Oanerlc 
Hr 82-33) requirement* re emergency plans will be met 
CADNAN.U K Kansas Gas t Electric Co 83/03/23 DENTON.H R 
Office of Nuclear Reactor Regulation. Director, 2pp 10630' 230 
24 X Fiche 30-462. 83/09/23, 8309270090 
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6309370210 Forwards div Input to emergencij planning for suppl to SER 
Matl updates Info contained in Section 13 3i "Emergency 
Planning of Uolf Creek Oenerating Station SER. " (NUREO-OSBl. 

Apr 1982) 

PADANOiF 0 Division of Emergency Preparedness tt Engineering 
Response (Post 630103) 83/09/33 yOONOBLOOO. B J Licensing Branch 

1 43pp 1B637 3&1 24X Plche 30-483, e3/0S/23< 8303270210 


0 Adjudicatory correspondence 


8303060468 Objections to proposed issues ti motion for adoption of 
Interrogatory responses as statement of Issues for 
litigation Proposed stipulation lacks specificity 
Certificate of Svc end Related correspondence 

RIDOMAV. D A Kansas Oas & Electric Co 83/03/03 Atomic Safety 
and Licensing Board Panel 24pp 18348 214 24X 

Ftche 30-462,63/03/03,6303060468 


8309090496 Order denying objection to ASLB prehearing order re amend of 
eontentton/stlpulatlon by Intervenor t, granting retiuest to 
add Kansas Dept of Transportation t, Highway Patrol employees 
to witness list 

LAURENSON. J A Atomic Safety and Licensing Board Panel 83/03/09 
9pp 18361 146 24X Fiche 90-482.83/09/03,8309090496 


8309090903 Order of expedited briefing schedule re applicant objection 
tt motion for adoption of interrogatory responses as 
ctatement of issues for litigation Responses due by 830916 
LAURENSON, J A Atomic Safety and Licensing Board Panel 83/03/09 
Kansas Oas ti Electric Co 2pp 16362-010 24X 

Fiche 90-482,83/09/03,8309090903 


8309120391 Attachment A, al terna t ive evacuation plan contention, to 
response in opposition to interveners M Christy $t ME Salava 
830330 objections to ASLB 830318 prehearing conference 
order Related correspondence 

AIOOMAV, D Kensas Oas <t Electric Co RIDOUAY, D 6haw, Pittman, 

Fotts «> Trowbridge 83/03/03 34pp 18433 061 24X 

Fiche 90-483, B3/0S/09, 8303120391 


3309180266 Response opposing util 830903 objections to issues h motion 
for adoption of Interrogatory responses as statement of 
Issues for litigation ASLB should adopt intervenor second 
itlpulatlon of contentions H/Certlf ieate of Svc 

SIMPSON. J M Christy, VI , Intervenor SIMPSON, J M Salava, H E 
tntarvenor 83/03/12 Atomic Safety and Licensing Board Panel 
28pp 18490 309 24X FlCh# 30-482,63/03/12,8309180288 


0303100303 Forwards 830313 IE investigation rept re activities under 
CPPR-147 No violations Identified 

COLLINS, J T Region 4, Office of Director B3/04/03 KOEBTEfi.O L 

Kansas Oas t, Electric Co 4pp 10370 061 24X 

Fiche 30-462,83/04/05,0303100303 


— 6309100307 Rept of investigation on 620802-630110 re allegations 
concerning activities authorised by CPPR~147 No violations 
observed 

ORIFFIN.H 0 , HERR.fi K i WARD, W J Region 4. Office of Director 
83/03/19 3pp 10370 082 24X Fiche 90-482,83/04/09,8303100303 


0305100112 Forwards IE Insp Rept 50-482/63-06 on 830221-0313 No 
noncompliance noted 

SEIDLE.W C Region 4, Office of Director 83/04/12 K0E8TER, 0 L 
Kansas Oas & Electric Co 2pp 16379 036 24X 

Fiche 30-482,03/04/12,0305100112 


— 6309100116 IE insp Rept 90-482/63-06 on 830221-0313 No noncomp 1 ianc e 
noted Major areas inspected action on previous insp 
f Indings, cons t deficiency rep ts, observat ions of safety- 
related pipe hangers t, supports & general plant tours 
ROBERDS.H W , JOHNSON, W D Region 4. Office of Director 
83/04/04 9pp 18375 038 24X Fiche 30-462,63/04/12,8303100112 


6303040021 IE Info Notice 83-21, “Defective Emergency Use Respirator “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness f< Engineering 
Response (Post 6301031 63/04/19 Consolidated Edison Co of New 

York, Inc 126pp 18439 199 24X Fiche 90-000,83/04/13,8303040021 


8303040023 IE Info Notice 83-22, “BMR Safety/Relief Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc 112pp 10363 009 24X Fiche 90-000. 63/04/22, 6303040023 


0309100191 Forwards IE Insp Rept 90-402/63-07 on 630301-31 6 notice 
of violation 

SEIDLE, W C Region 4, Office of Director. 63/04/22 KOESTER, 0 L 
Kansas Oas U Electric Co 2pp 16374 223 24X 

Fiche 90-462,63/04/22,0303100191 


— 6309100193 Notice of violation from insp on 630301-31 

« Region 4, Office of Director 63/04/22 Ip 16374 229 24X 

Fiche 30-482,83/04/22,0305100191 


6303170002 Response to util 630903 objections to intervenor proposed 
lesues & motion for adoption Util correct in limiting scope 
of inquiry to plume emergency planning zone, per Commission 
rsgulatlons. Certificate of Svc end 

KARMAN, H Hearing Branch 1 83/09/13 6pp 18466 229 24X 

Fiche. 90-462,83/03/13, 6303170002. 


8309240313 Informs of agrssment to develop acceptable statement of 
contentions & resolution of all but one objection to 
proposed issues for I itlgation, per applicant 830903 
objections. 

SILBERO, J E. Shaw, Pittman, Potts «< Trowbridge 8ILBER0, J E 
Kansas Oas b Electric Ce 83/09/19 LAURENSON, J A , ANDERSON, 0 C > 
PAXTONtH C Atomic Safety and Llcenilng Board Panel 9pp 
18946 166 24X Fiche. 90-462, 83/09/19, 6309240313 


I, Financial Information 


—8303100160 IE Insp Rept 50-482/83-07 on 830301-31 Noncomp 1 iance 
noted failure to implement OA program requirements for 
constructor test program 

8CHUM, W 8 . JOHNSON, W D Region 4, Office of Director B3/04/21 
9pp IB374 226 24X Fiche 30-482,83/04/22,8305100131 


6303040029 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 6301031 83/04/29 Consolidated Edison Co of New 

York, Inc il9pp 18381 291 24X Plche 90-000,83/04/23,6303040029 


6305030617 Ack receipt of 630329 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 90-482/82-22 
SEIDLE, W C Region 4, Office of Director 63/04/27 KOESTER.O L 
Kansas Oas b Electric Co 2pp 16303 321 24X 

Fiche 90-462,83/04/27,8309030617 


B309230967 Forwards Annual Financial Repts for 1982 for Kansas Oas b 
Electric Co, Kansas City Power b Light Co b audited financial 
stataments for 1962 from Kansas Electric Power Cooperative, 

Inc, 

K0E8TER, (} L Kansas Oas b Electric Co 83/09/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip. 16939 280 24X 

Fiche, 30-482, 83/03/18, 6309230967. 


—8309030622 Responds to NRC 830223 Itr rs violations notsd in IE Insp 
Ropt 30-482/02-22 Corrective actions malnt forms revised, 
vendor contact documented b maint records for Wastlnghouse 
supplied items will be reviewed 

KOESTER.O L Kansas Oas b Electric Co 03/03/29 SEIDLE, W C 

Region 4, Office of Director Spp 16303 323 24X 

Fiche 30-462,83/04/27.6303030617 


—8909230970 Annual Financial Rept 1982. 

CADMAN, W K Kanias Oas b Electric Co. 83/02/04 32pp. 

18333 281, 24X Fiche 90-482, 83/09/18, 8309230967 


—8309230972 Annual Financial Rept 1982 Audited statements from Kansas 
Electric Power Cooperative, Inc for 1982 end, 

DOYLE. A J Kansas City Power b Light 83/03/01 46pp 
18939 313. 24X Fiche. 90-482, 83/09/18, 8309230967 


a. Inspection reports, IE Bulletins b correspondence 


8212060389 IE Info Notice 83-14, “Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction *' Svc list 
and 

TAYLOR, J.H Division of Safeguards b Inspection Programs (Post 
830103) 63/03/21 Consolidated Edison Co of New York, Inc 

tl8pp 18308,319 24X Fiche 90-000,83/03/21,8212060369. 


8303040026 IE Info Notice 83-24, “Loose Parts In Secondary Side of 
Steam Oenerators at PWRi. “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co of Ntw 

York, Inc 119pp 18382047 24X Fiche 90-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-29, “Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment." Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/26 Consolidated Edison Co of New 

York, Inc llSpp 16382 169 24X Fiche 90-000,63/04/26,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Bafety/Rellef Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 63/09/03 Consolidated Edison Co. of New 

York, Inc 122pp. 10441 170 24X Fiche 90-000,63/09/03,6303040026 
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S303040030 IE Info Notice 63-27i "Operdtional Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eiiutpinent " Svc list end 

JORDANiE L Division of Emergencij Preparedness 4 Engineering 
Response (Post B30103) Q3/05/04 Consolidated Edison Co of New 

Vark. Inc 112pp 16362 SSS SdX Plche 90-000. 63/09/04. 6303040030 


0303040031 IE Info Notice 03-26, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list cnc 1 
JORDAN, E U Division of E/nergencg Preparedness 4 Engineering 
Response (Post 630103) G3/0S/04 Consoltdated Edison Co of New 

Vork, Inc llPpp 16441 001 24X Fiche 30-000. 83/09/04, 6303040031 


8303040033 IE Info Notice 63-2?, “Fuel Binding Caused bg Fuel Rack 
Deformation " Svc list encl 

JQRDAN.E U Division of Emergencg Preparedness 4 Engineering 
Response (Post 630103) 83/09/04 Consolidated Edison Co of New 

york, Inc llSpp 16923 346 24X Fiche 50-000, 63/09/04, 6303040033 


630SB30473 Forwerds IE Insp Rept S0-462/S3-10 on 630316-0419 4 notice 
of violation 

SEIDLE.U C Region 4, Office of Director 83/09/06 K0E8TER, 0 L 
Kansas Gas & Electric Co 3pp 18937 166 24X 

Fiche. 30-463, 63/09/06, B3D5230473 


"6309230476 Notice of violation from insp on 630316-0419 

a Region 4, Office of Director 63/09/06 Ip 16537 188 S4X 
Fiche 90-402,63/09/06,6309230473 


—8309330460 IE Imp Rept 90-462/63-10 on 830316-0415 Noncompl lance 
noted failure to prescribe activities affecting gualltg bg 
procedure for welding of electrical racewag supports 
ROBERDS. H » , JOHNSON, N D Region 4< Office of Director 
83/09/03 9pp 18937 18? 24X Fiche 90-483,83/05/06,8309230473 


6303040034 IE Info Notice 83-30, ‘'Misapplication of Generic Emergencg 
Operating Procedures (EOPI Guidelines " Svc list end 
JORDAN.E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 63/05/11 Consolidated Edison Co Of New 

Vorit, Inc ll4pp 16524 003 84X Fiche 30-000,83/09/11,0303040034 


8305230485 Atk receipt of 030431 Itr informing NftC of steps taken to 
correct violations noted in IE Insp Rept 90-462/83-04 Addl 
Info requested re measures to assure that all equipment 
opened prior to rev had necessarg controls applied 
SEIDLE.W C Region 4, Office of Director 63/05/18 KOESTER, 0 L 

Kansas Gas tc Electric Co Ip 18537 163 24}C Fiche 50-462, 

63/09/18, 8309230469 


— 8309230469 Responds to NRC 830325 Itr re violations noted In IE Insp 
Rept 90-482/83-04 Corrective actions vol control tent 
cleaned 6 procedures for maintaining cleanliness revised 
KOEBTER, 0 L Kansas Gas t< Electric Co 83/04/21 6EIDLE, U C 
Region 4, Office of Director 2pp 18937 184 24X 

Fiche 90-482,83/09/18,8309230489 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
Svc' list encl 

JORDAN, E L Division of Emergencg Preparedness t< Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

Vort, Inc 114pp 16697 009 24X Fiche 90-000. 03/09/19, 8303040040 


8305310104 Ack receipt of 830511 Itr dlseuasing educational 
qualification of util QC inspector Results of verification 
process for personnel educational level requested. 

SEIDUe. W C Region 4, Office of Director 63/09/25 KOESTER, 0 L 

Kansas Gas I, Electric Co Ip 16696 067 24X Fiche 90-462, 

03/09/29. 6305310104 


--8305310110 Advises that Incident re educational qualification of OC 
Inspector under Investigation. Completion of high school not 
verified if completion of higher level of educ verified. High 
school educ verification continuing 

K0E8TER, 0 L Kansas Gas ti Electric Co 03/09/11 SEIDLE.W C 
Region 4, Office of Director 2pp 16698 068 24X 

Fiche 50-482103/09/29,8305310104 


03O3O4DD46 IE Info Notice 83-33, “Nonrepresentatl ve Sampling of 
Contaminated Oil <* Svc list end 

JORDAN.E L Division of Emergencg Preparednees >, Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co. of New 

York, Inc U4pp 16647 007 24X Fiche 50-000, 03/05/26, 8303040046 


8. Itaportablt occurrences, LERt 6 related correspondence 


8304190394 Part 21 Rept U-40 it Interim defleleneg rept re GE ARR-30 << 
AKR-90 circuit breakers. Initial Ig reported on B308M, 
ft*****'"**'^ of safetg Implications ti corrective acttone 
rc(|.uestcd of AE Final rept expected bg 630429 

BOHNELLiD.F Union Electric Co. 83/04/07 8PES8ARD, R. L. Division 
of Project ti Resident Progrems. ip 17982 128 24X 

Fiche 90-000,83/04/07,8304150354 


8309020073 Final Deflciencg Rept SDR 03-06 re Anchor /Oar 1 tng cheek 
valves failing to close Initlallg reported on 030323 Caused 
bg Improper design Hinge pins replaced (, Stellite 6 
bushings to be installed 

SEIKEN, S J Standardlied Nuclear Unit Power Plant Sgstam 03/04/20 
KEPPLER.J 0 Region 3, Office of Director COLLINS, J T Region 4, 
Office of Director 2pp 10279 100 24X Fiche 90-000,83/04/20, 

0305020073 


0309110427 Part 21 6 deflciencg repts re mlsoperatlon of OS-416 reactor 
trip undervoltage devices Initlallg reported on 830420 
Attachments will be replaced w/devlces u/uidened grooves 
bo accommodate new retaining rings Mfg drawings revised 
RAHE.E P Westinghouse Electric Corp 83/04/21 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement Spp 
18409 099 24X Plche 50-000,83/04/21,8309110427 


8309030394 Interim deflciencg rept re restricted movement of 
nenstationarg pipe supports Initlallg reported on 821014, AE 
evaluation In progress Next rept will be sent bg 830729 
KOESTER, 0 L Kansas Gas 6 Electric Co 83/04/29 SEIDLEiW C. 
Region 4. Office of Director Ip 18300 022 24X 

Fiche 90-482.83/04/29,8309030394 


8309030378 Interim deflciencg rept re compromised welding Inspector 
eiami Initlallg reportad on 820712 Number of Inspectors 
under Investigation reduced to four 6 relnsp of wolds 
accepted bg four Inspectors In progress Nett rept bg 830826, 
KOESTER, 0 L Kansas Gas 6 Electric Co 83/04/29 SEIDLE.W C. 
Region 4, Office of Director Ip 18306’ 298 24X 

Fiche 90-482,03/04/29,8309030378 


6309030492 Second Interim deflciencg rept re documontatton t< hardware 
discrepancies In berated refueling water sgs Initlallg 
reported on 630121 Status rept of evaluation will be 
submitted bg 630624 

KOESTER, 0 L Kansas Oas «* Electric Co 63/04/29 SEIDLE, W. C 
Region 4, Office of Director 2pp 16306 101. 24X 

Flcho, 90-402, 83/04/29, 0309030492 


6309040430 Final Significant Deflciencg Rept 83-05 re OE AKR 30 (i 50 
electrlcallg operated tew voltage circuit breakers. Int ttal Ig 
reported on 830211 Field rework plan will be Issued to 
effect necessarg breaker repairs 

SEIKEN, S Standardlied Nuclear Unit Power Plant Sgstem 83/04/29, 
KEPPLER,J 0 Region 3, Office of Director COLLINS. T T, Region 4, 
Office of Director Spp I03I9. 319 24X Flcho 90-000,03/04/28, 

0309040430 


8309200339 Supplementel final deflciencg rept re suspect modules mfg 
bg Foiboro Co Eight addl suspect modules identified t, will 
be replaced 

KOESTER, 0 L Kansas Oas t< Electric Co 03/09/12. SEIDLE.W C. 
Region 4, Office of Director Ip 16916 220 24X 

Fiche 90-482,63/09/12,8309200339 


6309310148 Final deflciencg rept re matl traceabtlitg of U-bolts (, bulk 
bolting metis Initlallg reported on 830204 Harking 
requirements esteblished to essuro proptr matl 
identification. 

KOESTER, O.L Kansas Oas 6 Else trie Co 83/09/23 SEIDLE, W.C. 

Region 4, Office of Director 9pp. 18693,099 24X 

Fiche 90-482,03/09/23,8309310140. 
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A App 1 icatlon/eonstructlon stage documents 6 eorrespondonee 


8303240307 Forwards "Offsite Dose Calculation Manual " 

6CHNELL. DF Union Electric Co 63/03/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Diractor Spp. 17602:049 24X 

Fiche 90-483,83/03/21,8303240307 


—8303240311 "Offsite Dote Calculation Manual " 

» Union Eloctrlc Co. 83/03/21 66pp 17682 092. 84X 

Fiche 90-483,83/03/21,8303240307 


0309040006 Forwerds request for eddl info to complote evaluation of 
030310 environ qualification plan Info should bo provldad 
within 30 dags or NRC llcanslng projoct managart notlfiad 
within 7 dags of Itr roealpt If'schodula cannot bo mot. 

YQUNOBLOOD.B J Llcanslng Branch 1 83/04/20 8CHNELL, D. F, Union 

Electric Co 6pp 18331 248 24X Flcho 90-000,83/04/20,8309040006 


6309040323 Board Notification 83-097. forwards differing prof opinions 
re tge intoracblon k safetg classification. Info relabat to 
Board Notifications 83-17 tt 83-44 ra Unraeolvad Safotg Issut 
A- 1 7, 

EISENHUTiDO Division of Licensing 03/09/04. PALLADINOtN 
Commissioners. 82pp 18337' 139 24X Fiche 90-000, 83/09/04, 

8309040323 
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3^7 


9309110014 Forwardi rciponts to 8SO907 request far addl Info r« pump & 
vatv* opvrabllltv & purge valve operabi 1 1 > cortt 1 « t Ing of 

aiadter lifting of ipltmle & dynamic qualification for 
facillttai Propoiad audit fcheduls enc 1 

PET8ICK«N A Standardiiad Nuclear Unit Pouiar Plant Sy»t»m 
83/09^09 DENTONiH R Office of Nuclear Reactor Regulation. 
Director S33pp 18681 803 34X Fiche 90~000< 83/09/09. 83091 10014 


6309130007 Raqueftf permiifion to uie Paragraph NX-4437 of Nintar 1983 
Addenda to A8KE Boiler I. Pressure Vessel Code. Section til 
allouilng undersliing of fillet uelds 

PETRICKiN A Standardlied Nuclear Unit Power Plant System 
B3/09/09 DENTON. H R Office of Nuclear Reactor Regulatlan. 
Director Ip 1B437 140 34X Fiche 90-000.03/05/09.8309130007 


6309310179 Forward Rev 1 to "Rept of Independent Review of Environ 
Qual 1 f Icatlon Programs to NURE0-09S8 " 

PETRICKrN A Standard! ted Nuclear Unit Power Plant System 
93/09/S7 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 344pp 10699 144 24X Fiche 90-000.83/09/37.8309310173 


E NRC Safety Evaluation Report (6ER1. suppls & correspondence 


B309110047 Forwerds test summary rept demonstrating acceptability of 
using regulating-typa transfortnir as isalation device in IE 
circuit per 8ER Confirmatory Issue 19 

PETRlCKt N A Standardlied Nuclear Unit Power Plant System 
63/09/0? DENTON. H R Office of Nuclear Reactor Regulation. 
Director 3pp 10409 017 34X Ficha 90-000.83/09/09.8305110047, 


6309290S3L Summary of Power Sys Drench 830409-09 site audit re power 
supply for auxiliary feedwater sys per SER Confirmatory 
Issues 19.17 & 23 (Section 1 7 of NUREO-OeSOl 
EoraON. 0, E. . HOLONICH. J, d Licensing Branch I 83/09/18. 
YOONOGLOOD. D J Llctnsing Branch 1 7pp 18637 100 24X 

Fiche: 90-000. 83/09/13. 8309380331 


6309180393 Informs that results of tests on isolating regulating 
traniformer. In conjunction w/ehange in 830909 Itr re SER 
Conftrnatory Issue 19iassure that faults postulated on 
secondary circuits will not edversaly affect Class IE bus 
PETAICK. N A. Standardlied Nuclear Unit Power Plant System 
03/09/13 DENTON. H R Office of Nuclear Reactor Ragulation. 
Director Ip. 18486 346 34X Fiche 90-000.83/09/13,8309160393 


F Security, medical, emergency t fire protection plans 


83O913OO0B Requests review schedule for applicant rasponse to Oemerlc 
Hr 8S— 33 ra NUfiE0-0737i Supp I I concerning emergency 
response capability N/o end 

YOONOBLOOD. 0 J Licensing Branch 1 83/04/29. MOORE, V Human 

Englnaarlng Section. ROBA. F Instrumentation «i Control Branch 
PAOANO.F, Emergency Preparedness Licensing Dr (after 801119 see 
ISiEl. 2pp 18443,191 24X Fiche 90->000, 83/04/29. 8309130008 


8309170222 Acit receipt of 830427 Itr Informing NRC of steps taken to 
corract violations noted In IE Insp Rept 90-483/82-14. 

SPESeARPiR L Division of Engineering 83/09/09 6CHNELL. D F 
i/nlon Electric Co tp 18466 346 34X Fiche, 90-483. 83/09/09, 
8309170222, 


”8309170227 Responds to NRC 030329 Itr r* violations noted In IE Insp 
Rapt 90-483/02-14 Corrective actions complete walkdown 
parformtd on all outside area bldgs. fuel bldg t othar fire- 
rated openings 

SCHNELL. D F Union Electric Co 03/04/27 LITTLE. U 8 Region 3, 
□fflc# of Director 3pp 18466’ 347 24X Fiche 90-483.83/09/09, 

8309170222. 


8309110034 Oenerie Ltr 83-21 to all licensees of operating reactors, 
applicants for OLi b holders of CPs re c lar I f leation of 
access to control proesdures for leu enforcement visits 
8vc list and 

EISENWT. D 0 Division of Licensing 83/09/11 Consdldatsd 

Edison Co, of New York. Inc i6pp 18340 099. 24X 

Fiche: 90-000. 83/09/1 1, 83091 10034 


0309240213 Forwards monthly status rept on offsite emergency 
prsperadness for OL reviews for Apr 1983 

D1RCK8.W J. Office of the Executive Director for Operations, 
83/09/13 PALLADIND. N U Commissioners 9pp, 18993’ 322 24X 

Fte he’ 90-000. 83/09/13. 8309240213. 


0 Adjudicatory correspondence 


83090304*7 Forwards Daniel Const Co summary of relevant events b 
corrective actions re potential reportable deficiency in 
testing of candidates for OC inspector certification 
Certificate of Sve end 

BAXTER. T A Shaw, Pittman, Potts b Trowbridge BAXTER,? A Union 
Electric Co 83/04/28 ROSENTHAL, A S . EDLE8, 0 J , OOTCHV, R L 
Atomic Safety and Licensing Appeal Panel 8pp 18292 166 34X 

Fiche 30-483,83/04/28,0305030467 


830S020394 Order scheduling 030614 oral argument in Oethosda.MD re 
Joint Interveners appeal from A5L3 partial initial decision 
TQHPKlNSi D A Atomic Safety and Licensing Appeal Panel 83/04/29 
2pp 18276 327 24X FlCha 50-483,83/04/29,0309020394 


G3051002S7 Requests rescheduling of 030614 oral argument on appeal of 
Joint Interveners from partial initial decision Certificate 
of Sve end 

CHACKES.K N Chackes b Hoare 83/09/06 TOMPKINS, B A Atomic 
Safety and Licensing Appeal Panel 2pp 18374 062 24X 

Fiche 90-483.83/09/06,8309100297 


8309110266 Confirms sve of Callaway County/Ful ton County radiological 
emergency response plan on 630306 Plans for Osage Gasconade 
b Montgomery Counties b state plan forthcoming Sve list 
enc I 

BAXTER.? A Shaw. Pittman, Potts b Trowbridge 83/09/09 REED, J O 
Mlstourli State of 2pp 18393 139 24X Fiche 90-483,83/09/09, 

8309110266 


8309120314 Order rescheduling oral argument for 630682 par Jol'nt 
tntervenors request 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 33/09/10 
Joint Intervenors-Cal laway Ip 18424 109 24X 

Fiche 90-403,83/09/10.0309120314 


8309130083 Notice of rescheduling of 830614 oral argument for 830682 
in Qa thesda. (ID 

SHOEMAKER. C J Atomic Safety and Licensing Board Panel 63/09/i 1 
ip 18436 265 24X Fiche 90-483,83/09/11,8309130083 


0309190249 Confirms util delivery of State of MO accident plan for 
plant b Osaga County redlolagtcal emergency response plan 
Sve lilt anc 1 

BAXTER.! A Shaw. Pittman. Potts b Trowbridge BAXTER. T A Union 
Electric Co 83/09/17 REED. J 0 Reed. JO 2pp 10901 301 24X 

Fiche 90-483.83/09/17.0309190249 


8309290209 Confirms delivery of Oesconade b Montgomery County 
radiological emergency response plant on 83091? 8vc list 
enc I N/o enc I 1 trs 

BAXTER,? A Shaw, Pittman, Potts b Trowbridge BAXTER,? A Union 
Electric Co 33/09/20 REED. J 0 Reed, JO 2pp 18992396 24X 

Fiche 90-483,83/09/20.8309290209 


0309290294 Memorandum of law supporting motions for summary dteposltion 
of amargency planning lisuas Hearing time should not be 
spent on baseless alligations Notice of appearance and 
BAXTER.? A Union Electric Co BAXTER. T A Shaw, Pittman, Potts b 

Trowbridge 03/09/20 Atomic Safety and Licensing Board Penal 

14pp 18909 OOl 24X Fiche 90-483,83/09/20.0309290294 


— S30 9290'297 Motion for summary disposition of Reed Contention 1 re 
staffing of Montgomary County sheriff ofc No genuine Issue 
of matl fact exists b applicant entitled to favorable 
d ec 1 1 1 on. 

BAXTER,? A Union Electric Co. BAXTER, T A Shaw. Pittman, Potts 
b Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 25pp 10986 019 24X Fiche: 90-483, 03/09/20, 8309290294 


--8309290300 Statement of matl facts as to which there is no genuine 
Iseue re Reed Contention t staffing of Montgomery County 
sheriff ofc 

BAXTER. T A Union Electric Co BAXTER. T A Shaw. Pittman. Potts 
& Trowbrldga. 83/09/20 Atomic Safaty and Licensing Board 
Penal 2pp 18986 040 24X Fiche 90-483,03/09/20,0309290294 


--830S290304 Affidavit of WM Clark re Read Contention I on staffing of 
sheriff ofes Adequate ptrsonnal available w/taw enforcement 
training to provide tmergency law enforcement sves for 
Callaway County b City of Fulton 

CLARK. N M, Union Electric Co CLARK. H M Callaway County. HO 
CLARK. N M Fulton. HO 83/09/16 16pp 18986 042 24X 

F leha, 90-483. 83/09/20. 8309290294 


--8309290341 Affidavit of OW 8t«nfill 
■ herlffs ofc. Buff Ident personnel 
fulfill law an fore emen t functions 
Gasconade b Osage Counties 
STANFILL. 0 W Union Electric Co 
of. 83/09/12 12pp 18986 098 
8309290294 


re Reed Contention I on staffing 
available per shift to 
assigned to Montgomery. 

STANFILL. 0 W Missouri. State 
24X Fiche 90-403,03/09/80. 


of 
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9309290346 Motion ^or suitmarv disposition of Rood Contention 3 ns 
staMlnj of county clerk ofcs No aenuine issue of matl fact 
exists t> applicant entitled to favorable decision 

BAXTERpT a Union Electric Co BAXTER/ T A Shau. Pittman/ Potts 
& Troubrldge 63/05/20 Atomic Safety and Licensing Board 

Panel lepp 18386 070 24X Fiche 30-4B3i 83/05/20. 8309290294 


8305250351 Statement of matl facts as to uhich there is no genuine 
Issue re Reed Contention 2 on staffing of county clerk ofcs 
BAXTERpT A Union Electric Co BAXTER. T A Shau. Pittman.. Potts 
it Troubridge 63/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18586 088 24X Flihe 50-483.83/09/20.8305250294 


8305290354 Affidavit of HM Clark re Reed Contention 2 on staffing of 
Caliauay County t> City of Fulton clerk ofcs No addl clerical 
personnel needed to provide assistance during emergency 
shifts Prof qualifications end 

CLARK.W M Union Electric Co CLARK. U M Caliauay County. NO 

CLARK. U H Fulton. MO 03/05/16 ?pp 18586 090 24 X 

Fiche 50-483.83/05/20.8305250294 


■8309290356 Affidavit of GW Stanflll re Reed Contention 2 on staffing of 
clerk ofcs Emergency-related clerical functions described 
In county plans will be properly incorporated in Montgomery. 

Gasconade li Osage Counties Prof qualifications end 

STANFILL.O U Union Electric Co STANFILL. G H Missouri. State 

of 83/05/12 4pp 10586 099 24X Fi Che 50-4B3. 83/05/20. 

8309250294 


-8305290356 Motion for summary disposition of Reed Contention 3 re 
emergency mgt director staffing No genuine issue of matl 
fact exists 6 applicant entitled to favorable decision 
BAXTER.? A Union Electric Co BAXTER.! A Shaw, Pittman. Potts 
U Trowbridge 83/05/20 Atomic Safety and Licensing Board 
Panel 15pp 18586 103 24X Fiche 50-483,83/09/20,8309290294 


-8309290359 Statement of matl facts as to which there Is no genuine 
issue re Reed Contention 3 on emergency mgt director 
staffing 

BAXTER.? A Union Electric Co BAXTER,? A Shaw, Pittman., Potts 
& Trowbridge 33/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18586 118 24X Fiche 50-483.83/09/20.8305250294 


-8309290360 Affidavit of T Mitchell re Reed Contention 3 on emergency 
mgt director staffing Full-time emergency mgt director In 
Montgomery County unnecessary VO Eldringhoff is alternate 
director 

MITCHELL, J Union Electric Co MITCHELL, J Affiliation Unknown 
83/05/17 4pp 18586 120 24X Fiche 50-483,83/05/20.8305250294 


-8309290363 Affidavit of H Lalk re Reed Contention 3 on emergency mgt 
director staffing Full-time emergency mgt director for 
Gasconade County unnecessary 

LALK. H Union Electric Co LALK. H Gasconade County. MO 
83/09/16 4pp 18986 124 24X Fiche 90-483.83/09/20.8309250294 


-8309250372 Affidavit of J Crowe re Reed Contention 3 on emergency mgt 
director staffing Full-time emergency mgt director for Osage 
County unnecessary 

CROWE. J Union Electric Co CROWE, J Osage County, MO 
83/05/09 4pp 18986 128 24X Fiche 50-483.83/09/20.8309250294 


-8309290383 Mo t ion for summary disposition of Reed Contention 4 re 
emergency action level scheme/worker notification No genuine 
issue of matl fact exists & applicant entitled to favorable 
decision 

BAXTER.? A Union Electric Co BAXTER. T A Shaw. Pittman, Potts 
(. Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 15pp 18586 132 24X Fiche 90-463.83/09/20,8309250294 


-8309250389 Statement of matl facts as to which there is no genuine 
issue re Reed Contention 4 on emergency action level scheme/ 
worker not! f icatlon 

BAXTER,? A Union Electric Co BAXTER,? A Shaw, Pittman. Potts 
t. Trowbridge 63/05/20 Atomic Safety and Licensing Board 
Panel 2pp I8SB6 147 24X Fiche 90-463.83/09/20.8305250294 


-8309250394 Affidavit of JW Baer re Reed Contention 4 on emergency 
action level scheme/worker notlflcatien Emergency 
classification sys & worker notification provisions raflect 
sound operational concepts Prof qualifications one 1 
BAER, J W Union Electric Co BAERiJ U Energy Consultants. Inc 
83/09/13 12pp 1S906 149 24X Fiche 90-403.83/09/20,8309290294 


-83032S0401 Motion for summary disposition of Read Contention S.Parts B 
ti C re radio communications No genuine Issue of matl fact 
exists 6 applicant entitled to favorable decision 

BAXTER, T A Union Electric Co BAXTER,? A Shaw, Pittman. Potts 
8, Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 5pp 18986 161 24X Fiche 90-483,83/05/20.8309290294 


—8309250403 Statement of matl facts as to which there Is no genuine 
issue re Reed Contention 5. Parts B t< C on radio 
commun icstions 

BAXTER.? A Union Electric Co BAXTER,? A Shaw, Pittman. Petts 
ft Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 2pp 165S6 166 24X Fiche 90-483,83/09/20,8309290294 


—8305290406 Affidavit of MA Stiller re Reed Contention 9. Parts 0 I, C or 
radio communications Commitment to supply addl transceivirs 
for designated patrol t. rescue vehicles provides sufficient 
communication for patrol & rescue 

STILLER. M A Union Electric Co 83/09/18 4pp 189B6 168 24X 

Fiche 90-403,83/05/20,8309250294 


—6309290412 Motion for summary disposition of Read Contentions 6 I, 16 rs 
protective actions against radiotodlnes (> messages for long- 
term sheltering No genuine issue of matl fact exists L 
applicant entitled to favorable decision 

BAXTERpT A Union Electric Co BAXTER, T A Shau, Pittman, Petti 
6 Trowbridge 83/05/20 Atomic Safety and Llcenilng Board 
Panel SOpp 18986 172 24X Fiche 90-463.83/09/20,8305290294 


— 8305250419 Statement of matl facts as to which there is no genuinf 
issue re Reed Contentions 6 & 16 on protective actlonl 
against radiotodlnes L messages u/instruc tlons for long-term 
sheltering 

BAXTER, T A Union Electric Co BAXTER, T A Shaw, Pittman. Ppttl 
if, Trowbridge 63/05/20 Atomic Safety and Licensing Board 
Panel 3pp 18586 222 24X Fiche 90-483.83/09/20,8309290294 


—8309250424 Affidavit of KV Miller re Reed Contention 6 on protective 
actions against raiiloiod ines State of MO will net adminifttr 
potassium iodine to general public in event of accldent.but 
drug will be available to state emergency worker! 

MILLER, K V Union Electric Co HILLER, K V Hlftouri, State of 
83/09/11 7pp 1BS06 225 24X Fiche 90-483, 83/05/20, 8309290294 


—8309290428 Affidavit of RE Linneman re Reed Contention 6 on protietivl 
actions against radlolodlnes Describes rlske ti benefits 
associated u/lngestlon of potassium Iodine endorses Stats 
of MO policy re distribution of potassium Iodine 
LINNEMANN.R E Union Electric Co LINNEMANN, R E Radiation 

Management Corp 83/04/28 14pp 18SB6 232 24X 

Fiche 50-403,83/09/20,8309290294 


—8309250432 Affidavit of NO Slaten re Reed Contentions 6 J< 16 on 
protective actions against radloiodines t, natsages u/ 
instructions for long-term sheltering Explains af f ectiveneis 
of sheltering as protective action 

SLATEN, N 0 Union Electric Co. 83/09/16 Bpp 18986.246 24X 

Fiche 90-403,83/09/20.8309290294 


—8309250436 Affidavit of S Harris re Reed Contentions 6 t, 16 on 
protective actions against radloiodines 4i msfeaget w/ 
Instructions for long-term sheltering Explains affeetivenae s 
of ad hoc respiratory protection 

HARRIS, 8 Union Electric Co 83/05/16 14pp 18986' 294 24X 

FI eh# 90-483,83/09/20,8309290294 


—0309290440 Motion for summary disposition of Reed Contention 7 re 
presited decontamination facilities No genuine Issue of 
matl fact exists it applicant entitled to favorable decision 
BAXTER, T A Union Electric Co BAXTER, T. A Shaw, Pittman, Potts 
& Trowbridge 83/09/20 Atomic Safety and Licensing Board 
Panel 6pp 16986 268 24X Fiche 90-483,83/09/20,8309290294 


— 8309290444 Statement of matl facts as to which there it no genuine 
Issue re Reed Contention 7 on profited decontamination 
facilities 

BAXTER,? A Union Electric Co BAXTER,? A Shau, Pittman, Potts 
L Trowbridge 83/09/20 Atomic Safety and Licensing Board 

Panel 2pp 18986 274. 24X Fiche 90-483,83/09/20,8309290294 


—8305290448 Motion for summary disposition of Reed Contention 8 re 
radiation datectlon equipment. No genuine Iseua of matl fact 
exists applicant entitled to favorable decision 
BAUSER.O 0 Union Electric Ce BAUSER,D. B. Shaw, Pittman, Potts 
it Trowbridge 83/05/20 Atomic Safety and Licanilng Board 
Panel llpp 18906 276 24X Fiche 90-483,83/09/20,8309250294 


—8305250451 Statement of matl facts as to which there is no genuine 
issue re Reed Contention 8 on radiation detection equipment 
BAU6SR. D B Union Electric Co' BAUSER,0. B. Shau, Pittman, Potts 
6 Trowbridge 83/09/20. Atomic Safety and Llctnelng Board 
Panel 2pp 18986 287 24X Fiche 90-483,83/09/20,8309290294 


— 8309290458 Affidavit of RE Linnemann re Reed Contention 8 on radietlin 
detection equipment State of MO & local govts h«ve 
sufficient equipment, lab facilities it expertiea to avaluats 
external & internal radiation exposur as 

LINNEMANN.R E Union Electric Co LINNEMANN.R E. Radiation 
Management Corp. 83/04/28. 13pp Ie9e6'2a9 24X 

Fiche 90-483.83/09/20,8305290294 
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—3303290461 Motion for summary disposition of Reed Contention 9 on 
radiological eipoaures No genuine issue of matl fact exists 
(< applicant entitled to favorable decision 

BAUS£F)< 0 B Union Electric Co BAUSERi D B Shaui Pittmani Potts 
it Troutridge 03/09/20 Atomic Safety and i-icensing Board 
Panel 19pp 18306 302 34X Piche 90-483, 83/09/20. 8305290294 


— S30S250463 Statement of matl fact as to uhich there is no genuine 
Issue re Reed Contention 9 an radiological exposures 
BAUSER.D B Union Electric Co BAUSER. D B Shau. Pittman. Potts 
tt Troubrldge 83/09/20 Atomic Safety and Licensing Board 
Panel 2pp 18996 317 24X Flche 90-483,83/09/20.8309290294 


—8309290469 Affidavit of RE Llnnenann re Reed Contention 9 on 
radiological exposure Means for controlling radiological 
exposure of local emargeney uorkers during accident 
eitablished per lOCFRSO 47<b>(ll) 

LINNEMAMM. R E Union Electric Co LINNEMANN. R E Radiation 

Management Corp 83/04/28 17pp tS986 319 24X 

Flche 30-403, 83/03/20. 8303230274 


--B309250474 Motion for summary disposition of Reed Contention 10 re 
medical treatment No genuine issue of matl fact exists it 
applicant entltlad to favorable decision 

BAUSER.D D Union Electric Co BAUSER.D B Shau. Pittman. Potts 
& Troubrtdge 03/09/20 Atomic Safety and Licensing Board 
Panel 22pp 18386.336. 24X Flche 90-483.83/03/20.8303290294 


--8303290477 Statement of matl fact as to uhich there is no genuine 
issue re Reed Contention 10 on medical treatment 

BAUSER.D B Union Electric Co BAUSER.D B Shaw. Pittman, Potts 
tc Troubrldge 83/09/20 Atomic Safety and Licensing Board 
Panel 2pp 18986 338 24X Flche 90-483,63/03/20,8303290294 


—8309290482 Affidavit of RE Llnnemann re Reed Contention 10 on medical 
treatment Upon completion of training program. Cal lauay 
Memorial Hosp will provide adequate local medical resources 
to handle all types of radiation injuries 

LINNEMANN, R E Union Electric Co UINNEMAMN, R E Radiation 

Management Corp 83/04/28 26pp 18386 360 24X 

Flche 50-403,83/03/20.8303290294 


—8309290486 Motion for summary disposition, of Reed Contention 11 re 
reentry/recovery radiation stds No genuine issue of matl 
fact exists 6 applicant entitled to favorable decision 
BAXTER.! A Union Electric Co BAXTER,! A Shaw, Pittman. Potts 
t, Troubrldge 83/09/20 Atomic Safety and Licensing Board 
Panel ISpp 18307.024 24X Flche 90-483.83/09/20,8309230294 


—8309290490 Statement of matl fact as to which there is no genuine 
lisue re Reed Contention 11 on recovery t. reentry radiation 

ctdf 

BAXTER,? A Union Electric Co, BAXTER,? A Shaui, Pittman. Potts 
(( Troubrldge 83/09/20 Atomic Safety and Licensing Board 
Panel 2pp 18387 037 24X Flche 90-483,83/09/20,0303290294 


— 8309290496 Affidavit of UU Baer re Reed Contention 11 on reentry/ 
recovery radiation stdi Offsite emergency plans reentry 
decision process description complies u/planning criteria 
Prof qualifications enel 

BAER.U U Union Electric Co BAER, J W. Energy Consultants, Inc 
B3/09/13 9pp 18987 039 24X Fie he 90-483, 83/09/20, 8309230294 


—8309290502 Motion for summary disposition of Reed Contention 13 re 
organliations requiring BOPs No genuine Issue of matl fact 
exist* It applicant entitled to favorable decision 

BAXTER,?. A Union Electric Co BAXTER.? A Shew, Pittman, Potts 
Ic Troubrldge 03/03/20 Atomic Safety and Licensing Board 
Panel 13pp 18387’ 049, 24X Flche 90-483,83/09/20,8309230294 


—6305290906 Statement of matl fact as to which there is no genuine 
Isiue re Reed Contention 13 on organ 1 lattons requiring SOPs 
BAXTER,?. A Union Electric Co BAXTER. T A Shaw, Pittman, Potts 
St Troubrldge 83/03/20. Atomic Safety and Licensing Board 

Panel 2pp. 18987 0&3 24X Flche 90-483,83/09/20,8309290294 


—8309290911 Affidavit of UU Baer re Reed Contention 13 on organliations 
requiring BOPs Functional procedures will provide adequate 
Instructions to organ! latlons assigned emergency response 
role 

BAERrU N. Union Electric Co BAER, J U Energy Consultants, Inc 
63/09/13. 13pp 18987065 24X Flche 90-483,63/03/20,8309230294 


— 8309S90919 Motion for summary disposition of Reed Contention 14 on 
Incorporated cities, towns t< villages No genuine itsue of 
matl fact exists A applicant entitled to favorable decltlon 
BAXTER,? A Union Electric Co BAXTER, T A Shau. Pittman, Pott* 
8< Trowbridge, 83/03/20, Atonic Safety and Licensing Board 
Panel 19pp. 18987 078 24X Flche 30-483,83/09/20,8303290294 


— 8303290321 Statement of matl fact as to which there is no genuine 
issue re Contention 14 on incorporated citles.touns (t 
vl 1 leges 

BAXTER,? A Union Electric Co BAXTER,? A Shaw, Pittman, Potts 
6 Trduibndge 83/03/20 Atomic Safety and Licensing Board 
Panel 2pp 18987 077 24X Flche 30-483,83/05/20,8303290294 


— 03OS29OS24 Motion for summary disposition of Reed Contention 19 re Itra 
of agreement No genuine issue of matl fact exists & 
applicant entitled to favorable decision 

BAXTER.? A Union Electric Co BAXTER.? A Shau. Pittman. Potts 
h Trowbridge 83/09/20 Atomic Safety and Licensing Board 

Panel 14pp 18387 097 24? Piche 30-403.83/09/20.8309230294 


— 6309230331 Statement of matl fact as to which there is no genuine 
issue re Contention IS on itrs of agreement 

BAXTER. T A Union Electric Co 83/03/20 Atomic Safety and 
Licensing Board Panel 2p p 18387 113 24X Flche 90-483. 

83/09/20. 8309230294 


—8305290336 Affidavit of HM Clark re Reed Contention 13 on Ur* of 
agreement Sufficient Itrs of agreement exist or will exist 
prior to plant operation to ensure necessary emergency 
support it resources to Implement utll/Fulton plan 
CLARK, y M Union Electric Co CLARK. N H Callaway County. HO 
CLARK.W M Fulton, MO 83/03/16 17pp 18537 US 24X 
Flche 50-483,83/05/20.8309230294 


— 8303230340 Motion for summary disposition of Reed Contention 17 re 
radiological monitoring No genuine Issue of matl fact exists 
ti applicant entitled to favorable decision 

BAXTER,? A Union Electric Co BAXTER,? A Shaw, Pittman, Potts 
& Trowbridge 83/05/20. Atomic Safety and Licensing Board 
Panel 21pp 18587 132 24X Flche 50-483.83/03/20,8303230294 


—8303290542 Statement of matl fact as to uhcih there is no genuine 
issue re Reed Contention 17 on radiological monitoring 
BAXTER, T A Union Electric Co BAXTER,? A Shau. Pittman, Potts 
it Trowbridge 83/03/20 Atomic Safety and Licensing Board 

Panel 3pp 18987 133 24X Flche 30-463,83/03/20,8303230294 


— 6303290344 Affidavit of KU Miller re Reed Contention 17 on radiological 
rnonltoring State resources in trained personnel (t radiation 
monitoring equipment adequate Prof qual i flcations enc I 
KILLER.K V Union Electric Co MILLER, K V Missouri, State of 
83/09/17 i2pp 10987 196 24X Flche 30-403.83/05/20,8305230294 


—8305250548 Affidavit of WK Johnson re Reed Contention 17 on 

radiological monitoring State resources in trained personnel 
it radiation monitoring equipment adequate Prof 
qualifications end 

OaKNSONiN K Union Electric Co JOHNSON, H K Missouri, State of 
03/05/13 6pp 18507 168 24X Flche 50-463.83/03/20,8303230294 


—8303290952 Affidavit of N8 Slaten re Reed Contention 17 on radioioglcal 
monitoring Util radiological emergency organicatlon Includes 
extensive radiological monitoring capability 6’ resources 
Prof qua 1 if ieations end 

SLATEN,N <3 Union Electric Co B3/0S/16 23pp 10997 174 84X 

Ficho 30-483,83/09/20,8309250294 


—8303290953 Motion for summary disposition of Reed Co'ntention 18 re 
human food It animal feeds No genuine issue of matt fact 
exists applicant entitled to favorable decision 
BAXTER, T A Union Electric Co BAXTER, T A Shaw, Pittman, Potts 
5 Trowbridge 83/05/20 Atomic Safety and Licensing Board 
Panel 19pp 18307 177 24X Flche 30-483,83/03/20,8309230294 


—8309290957 Statement of matl fact as to which there is no genuine 
issue re Reed Contention 18 on human food ti animat feeds 
BAXTER,? A Union Electric Co BAXTER. T A Shaun Pittman. Potts 
& Trowbridge 63/05/20 Atomic Safety and Licensing Board 
Panel 2pp 18587 212 24X Ftche 30-483.83/03/20,8305290294 


— 8309290959 Motion for summary disposition of Reed Contention 19 re 
impediments to use of evacuation route* No genuine issue of 
matl fact exists ti util entitled to favorable decision 
BAXTER,? A Union Electric Co BAXTER.? A Shaw. Pittman, Pott* 
& Troubrldge 83/09/20 Atomic Safety and Licensing Board 
Panel 82pp 10987 214 24X Flche 50-403,83/03/20,8309290294 


— 8309250962 Statement of matl fact as to which there is no genuine 
Issue re Reed Contention 19 on impediments to use of 
evacuation routes 

BAXTER.T A Union Electric Co BAXTER,? A Shau, Pittman. Pott* 
6 Troubrldge 83/09/20 Atomic Safety and Licensing Board 

Panel 8pp 18387 236 24X Fiche 30-483,83/09/20,0303290294 


—8309230966 Affidavit of RO Wright re Reed Contention 19 oh impediments 
to use of evacuation routes Resources h planning efforts 
avellable to overcome Impediments 

WRIOHT.R 0 Union Electric Co WRIOHT.R A Callauay County. HO 
83/09/17 7pp 13387 238 24X Fi c he 50-483, 83/09/20, 8309250294 
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— 0303230573 Affidavit of 0 Epple re Reed Contention 19 on impediments to 
use of evatuation routes Resources l< planning efforts 
available to overcooie Impediments 

EPPLE.G Union Electric Co EPPLE, 8 Gasconade County. MO 
03/09/ 16 4pp 10507 249 24X Ft Che 30-403.83/05/20.0303230294 

— 0303290576 Affidavit of VD Eldringhoff re Reed Contention 19 on 
impediments to use of evacuation routes Resources i. planning 
efforts available to overcome impediments 

ELDRINGHOFF, V Union Electric Co ELDRINOHDFF. V Montgomery 
County, MO 83/05/14 7pp 18907 249 24X Flcfte 5O-403» 

03/05/20. 03O9SSO294 


— 8303290900 Affidavit of H Mattheus re Reed Contention 19 on impediments 
to use of evacuation routes Resources it planning efforts 
available to overcame Impediments 

MATTHEWS, H Union Electric Co MATTHEWS, K Affiliation Unknown 
83/09/16 3pp 10507 256 24X Flche 30-483.83/03/20,0303250294 


— 0303290583 Motion for summary disposition of Reed Contention 20- re 
author ! 2 at i on of escess radiological worker exposures & spec 
of decontamination action levels No genuine issue ot matl 
fact exists it util entitled to favorable decision 

BAXTER. T A Union Electric Co BAXTER. T A Sfiau. Pittman. Potts 

it Trovjbridge 63/09/20 Atomic Safety and Licensing Board 
panel 12pp 18907 259 24X Fithe 50 - 483 . 83/05/a0t 8309230294 

— 8305350584 Statement of matl fact as to which there is no genuine 
Issue re Reed Contention 20 on authorl la tlon at excess 
radiologtcal teorker exposures 5. spec of decontamlna t i on 
action levels 

BAXTER, T A Union Electric Co BAXTER, T A Bhau, PlttmPn, Potts 

i, Trowbridge 03/09/20 Atomic Safety and Licensing Board 
panel 2pp 10987 271 24X Flche 50-403.03/03/20.8303290294 


— 8305250597 Affidavit of WM Clark re Reed Contention 20 on au t hor I la tl on 
nt excess exposures to workers It spec of decontamination 
action levels Planning need for author! latlon per 
NUREO-0654, Section III EO.met Prof gual If lea 1 1 ons and 
CLARKtW H Union Electric Co CLARK. W M Callaway County. MO 
83/09/18 7pp 18507 273 24X Flche 50-403.83/03/20.8303230294 


— 0303290969 Affidavit of JW 04or re Reed Contention 20 on author Iiation 
of excess radiological worker exposures it spec of 
decontamination action levels Certificate of Sve fc prof 
qualifications end 

BAER.J W Union Electric Co BAER, J W Energy Consultants. Inc 
03/05/10 67pp 10907 200 24X Flche SO-403i 93/03/80. 0305230294 


0305260160 Forwards corrected Certificate of 5vc certifying sve of 
documents on 030980 Original certificate date Incorrect 
BAXTER. T A Shaw. Pittman. Potts It Trowbridge BAXTER. T A Union 
Electric Co 03/03/23 GLEASON. U P . BRIGHT. O 0 . KLINE. J R 
Atomic Safety and Licensing Board Panel tp IB399 273 24X 

FiChe 50-483.03/09/23.8309260168 


— 0305260173 Corrected Certificate of Sve certifying sve of doeoments on 
000520 

BAXTER. T A Union Electric Co 83/09/20 9pp 10599 274 S4X 
Flche 50-403,63/05/23,8309260168 


0309260164 Advises that TA Baxter will represent util at 830620 oral 
argument in response to Joint Interveners appeal 

BAXTER.T A Shaw, Pittman. Potts I. Trowbridge. BAXTER,! A Union 
Electric Co 83/09/24 TOMPKINS. B A Atomic Safety and Licensing 
Appeal Panel Ip 18999 203 B4X Fiche 90-403,03/03/24,8305260164 


8305310170 Advises that table of contents I. table of cro'ss-refs to 
NUREa-06S4 planning s tdi/ava luat ion criteria adequate to 
locate portions relevant to contentions Referenced portions 
of plans listed 

BAXTER T A Shaw. Pittman* Potts l< Trowbridge 83/03/26 REED. J, O 
Affiliation Unknown 7pp 18692 326 24X Flche 30-403.83/03/26. 

8309310170 


Q Inspection reports. IE Bulletins I. correspondence 


0212060389 IE Info Notice 03-14, ‘■Dewatered 0pent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
end 

TAYUOR.J M Division of Safeguards !• Inspection Programs fPost 
8301031 03/03/21 Consolidated Edison Co of Kew York. Inc. 

I12pp IB308 319 24X Fiche 90-000,83/03/21,0212060303 


8305030469 Forwerds |E Integrated Designed tnsp Rept 50-403/02-22 on 
081110-19 I. 29-1214 

DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 83/04/04 SCHNEUU, D F Union El actr 1 e Co 5pp. 
10895.103 84X Fiche 90-403.03/04/04.8309030469 


—0309030474 IE Integrated Design tnsp Rept 90-483/82-22 On 881110-19 fc 
29‘,'t214 Moncomp llance noted no formal control over 
Bechtel plant design newsletters (< ability of motor 
controllers to withstand fault currents not considered 
ALLISON, 0 P , NORKIN. D P . FAIR, J R Director's Office, Office of 
Inspection and Enforcement 03/03/31 114pp 10299 189 24X 

Flche 90-483,03/04/04,0309030469 


0303040021 IE Info Notice 03-21. "Defective Emergency Use Respirator ’■ 
Sve list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 8301031 83/04/19 Consolidated Edison Co. of Ntu 

York, Inc 126pp 10435 199 84X Flche 90-000.03/04/15.0303040081. 


8305020390 Forwards IE Insp Rept 50-403/03-02 on 030223-24 to 0314-17 b 
notice of violation 

EPE0BARD. R L Division of Engineering 83/04/10 SCHNELU. 0 F 
Union Electric Co 2pp 18274 107 24X Flche 30-403,03/04/10. 
0309020350 


— 0309020354 Notice of violation from insp on 830223-84 to 0314—17 

SPESSARD, R L Division of Engineering 03/04/18 Ip. 18274:109 
24X Flche 50-483,03/04/10.0309030350 


—0305020337 IE Insp Rept 30-403/03-02 on 030223-24 to 0314-17. 
Noncampl lance noted failure to Include design document 
limits 6 precautions In Safety Injection Accumulator 
Preoperatl onal Test Procedure CS-03EP01 

WOHLD.P R . RING.M A , REYES. L A Region 3, Office of Director 
03/04/10 Spp 10874 110 24X Flche 30-403.83/04/18,0303020330. 


0303040023 IE Info Notice 83-22. "BWR 8af a ty /Re Ilef Valve Failures “ 
8vc lilt enc 1 

JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/04/22 Consolidated Edison Co of Nsw 

York, tnc 112pp 18303 089 24X Fiche 90-000.83/04/22.0303040083 


0303040029 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys, " Sve list end 

JORDAM.E L Division of Emergency Preparedness (< Engineering 
Response (Post 030103) 83/04/29 Consolidated Edison Co pf Neu 

York, Inc tlSpp 10301 291 24X Flche 50-000,03/04/29,0303040029 


8303040026 IE Info Notice 83-24, "Loofe Parts In Secondary Side of 
Steam Generators at PWRs. " Sve list end, 

JORDAM.E L Division of Emsrgency Prsparsdnsss tt Englnssrlng 
Response (Post 030103) 83/04/20 Consolidated Edison Co. of Ne(e 

York, Inc llspp 18382 047 24X Flche 90-000,03/04/28.8303040026 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " 8vc list end 
JORDAN, E L Olvltlon of Emergency Preperedness 6 Engineering 
Response (Post 830103), 83/04/20, Consolidated Edison Co of Mew 

York, Inc llBpp 18302 163 24 X Flche 90-000,83/04/28.8303040027 


8309030258 Ack receipt of 830408 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-483/02-21. 

SPESSARD, R L Region 3. Office of Director 83/04/28 BCHNELL.D F 
Union Electric Co Ip 10300 034 24X Flche 90-403.03/04/28. 

8309030290 


— 8305030263 Responds to NRC 830308 Itr re violations noted In IE Insp 
Rept 50-483/02-21 Corrective actions' scaffolding Immediately 
removed from load ctrs Visual Insp of load ctrs after 
scaffolding removad revealed no damage 

SCHNELL. D F. Union Electric Co 83/04/08 LITTLE. U S Region 3, 
Office of Director 3pp 10300 033 24X Flche 90-483.03/04/28, 

8305030238 


8303040028 IE Info Notice 83-26, "Failure of Safety/Rellef Valve 
Discharge Lina Vacuum Breakers " Bve list end 
JORDAN.E L Olvlsion of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/09/03. Consolidated Edison Co of New 

York. Inc 122pp 10441 170 24X Flche. 90-000, 83/03/03, 0303040020. 


0309060284 Ack receipt of 030413 Ur informing NRC of steps taksn to 
corrtek violations noted in IE Insp Rept 90-483/82-20 
BPESSARD.R L Division of Engineering 03/09/03 SCHNELL, D F. 
Union Electric Co ip 18344 329 24X Flche 90-403.83/09/03. 

8303060284 


— 8309060293 Responds to NRC 830315 Ur re violations noted In IE Insp 
Rept 30-403/02-20 Corrective actions component support 
checklist revised. hanger Insp underway, revised Insp 
procedures implemented I. training eesslons (dill ba held. 

SCHNELL, D F Union Electric Co 03/04/13. LITTLE, W 8. Region 3. 
Office of Director 6pp 18344 326 24X Flche 30-403/83/09/03, 

8309060284 
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3303040030 IE Info Notice Q3-27i "Operational Responte to Event* 
Concerning Deliberate Acts Directed Against Plant 
EilUipitent " Svc list ene 1 

vJORDANi E L Division of Emergency Preparedness ti Engineering 
Response iPost 8301031 83/09/04 Consolidated Edison Co of New 

Yorh. Inc llSpp 18383 2BS 24)C Flcbe 90-000.83/09/04,8303040030 


8303040031 IE Info Notice 83-38, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Svc list end 
vI0R0AN,E L Dlvlfton of Emergency Preparedness Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc lt9pp 18441 001 24X Flche 90-000,83/09/04,0303040031 


8303040033 IE Info Notice 83-2?, "Fuel Binding Caused by Fuel Rack 
Oeformet Ion " Svc list end 

JDRtAN,£ L Division of Emergency Preparedness tf Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc il9pp 10983248 24X Fiche 90-000,83/09/06,8303040033 


8305170130 Ack receipt of 830904 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-483/82-31 
SPESSARD, R L Division of Engineering 83/09/0? SCHNEl-L, D F 
Union Electric Co Ip 18466 261 24)( Flche 90-483,83/09/0?, 

8309170130 


— 830S1T0136 Responds to NRC 830308 Itr re violations noted In IE Insp 
Rept 90-463/83-81 Corrective actions tost program to confirm 
mai sidewall pressure values S< contact w/vendor to verify 
validity of man values in progress 

8CHNELU, D F Union Electric Co 83/05/04 LITTLE, U 8 Region 3, 
Office of Director 3pp 18466 262 24X Flche 90-403,83/09/0?, 

8309170130 


8309170102 Aek receipt of 83042? Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 90-483/82-0? 

Extension of compliance date to 830801 acceptable 
8PE8SARD,R L Division of Engineering 83/09/0? 8CHNELL. 0 F 

Union Electric Co ip 18466 324 24X Flche 90-483,83/09/0?, 

8309170183 


■8309170188 Responds to NRC 830?17 Itr re violations noted In IE Insp 
Rept 90-483/82-09 Estension to 830801 to complete rebar 
scanning activities requested 

SCHNELLtO F Union Electric Co 83/04/3? NORELIUS, C E 
Division of Engineering ip 16466 329 24X 

Flche 90-483,93/09/09,8309170182 


8309170232 Ack receipt of 830437 itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-403/82-14 
8PE8SARD. R L Division of Englnetrlng 83/09/0? SCHNELL, D F 
Union Electric Co Ip 10466 346 24X Fiche 90-403,03/09/09, 

B3091 70322 


—8309170227 Respond* to NRC 83032? Itr r* violation* noted in IE Insp 
Rept 30-483/83-14 Corrective actions complete waikdoun 
performed on all outside area bldgs, fuel bldg 1, other fire- 
rated openings 

SCHNELL, D F Union Electric Co 83/04/37 LITTLE, W S Region 3, 
Office of Director 3pp 18466 347 24X Flche 90-483,83/09/0?, 

8309170223 


B303040034 IE Info Notice 83-30, "Misapplication of Oenerlc Emergency 
Operating Procedures (EQP) Ouldellnei " Svc list end 
JOROAN^E L Division of Emergency Preparedness 1, Engineering 
Response IPost 830103) 83/09/11 Consolidated Edison Co of New 

York, ine lUpp 18924003 24X Flche 90-000,03/09/11,8303040034 


8309200912 Ack receipt of 830429 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 90-483/83-03 
NORELIUS, C E Division of Project 8, Resident Programs 83/05/13 
SCHNELL, D F Union Electric Co Ip. 10916 000 24X 

Flche 90-483,83/09/13,8309200912 


— 0309200910 Responds to NRC 830331 Itr re violation* noted In IE Insp 
Rept 90-483/63-03 Corrictlvi actions damaged St missing matl 
replaced S, cable lSByo?CA pulled out It replaced u/neu cable 
par approved Disposition 2SD-9973-E 

SCHNELL, D F Union Electric Co 03/04/2? NORELIUS, C E 
Division of Project St Resident Programs 3pp. 16916.06? 34X 

Flche 90-403,83/09/13,8309200912 


0303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
eve list end 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 83/09/1? Consolidated Edison Co. of New 

York. Ine tl4pp. 18697 00? 24X Fiche' 90-000, 83/09/19, 0303040040. 


B303040046 IE Info Notice 63-33, "Nonrapresentatl ve Sampling of 
Centemlne ted Oil ” Svc list end 

JORDAN, E. L Division Of Emergency Preparedness t< Engineering 
Response (Post 830103} 83/09/26 Consolidated Edison Co of New 

York. Ine 114pp 18647 007 24X Flche 90-000,83/09/26,8303040046 


S Reportable occurrences. LERs t, related correspondence 


3304150394 Part 21 Rept U-48 t< interim deficiency rept re OE ARR-30 t< 
AKR-90 circuit breakers Initially reported on BSOSl 1 
Assessment of safety implications C, corrective actions 
requested of AE Final rept espected by 830439 

SCHNELL, D F Union Electric Co 83/04/07 SPESSARD.R L Division 
of Project t Resident Programs Ip 17982 128 24 X 

Fiche 90-000,83/04/07.8304150394 


8309020073 Final Deficiency Rept SDR 83-06 re Anc hor /Oar 1 1 ng check 
valves failing to close Initially reported on 830323 Caused 
by improper design Hinge pins replaced 1, Stellite 6 
bushings to be Installed 

SEIKEN. S J Standardiied Nuclear Unit Power Plant System 03/04/20 
KEPPLER. J 0 Region 3, Office of Director COLLINS. J T Region 4, 
Office of Director 2pp IB27? 100 24X Flche 50-000.83/04/20, 

8309020073 


8305020133 Supplemental Part 31 Rept 6 re passible thermostatic 
valve malfunction fall-safe to full cooling position Lower 
overrun assemblies in Robertshau valves on diesel generator 
sets replaced u/assemb lies using cotter pins 

MORIARTY.J M Colt Industries, Inc 83/04/21 KEPPLER, JO Region 
3, Office of Director Ip 1B278 319 24X Fiche 90-483.83/04/21, 

8309020133 


8309110427 Part 21 t, deficiency repts re misoperatlon of 08-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments wilt be replaced w/devlces u/widensd grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.EP Westlnghouse Electric Corp 83/04/21 DEV0UNQ,R C 
Dlractor's Office. Office of Inspection and Enforcement 9pp 
18405 099 24X Fiche 90-000,83/04/21,8309110427 


8309030467 Forwards Daniel Const Co summary of relevant events ti 
corrective actions re potential reportable deficiency In 
testing of candidates for QC inspector certification 
Certificate of Svc enc I 

BAXTER,! A Shaw, Pittman. Potts fc Trowbridge BAXTER,! A Union 
Electric Co 93/04/28 ROSENTHAL, A 8 , EDL68, 0 J , OOTCHV. R L 
Atomic Safety and Licensing Appeal Panel Bpp 18292 166 24X 

Flche 90-483,03/04/28,8305030467 


6305040430 Final Significant Deficiency Rept 83-09 re OE AKR 30 (1 50 
electrically operated low voltage circuit breakers Initially 
reported on 830211 Field rework plan will be issued to 
effect necessary breaker repairs 

SEIKEN, 8 Standardiied Nuclear Unit Power Plant System 03/04/26 
KEPPLER, J 0 Region 3, Office of Director COLLINS,! T Region 4, 
Office of Director Dpp 10319 31? 24X Fiche 90-000,83/04/28, 

8309040430 


DOCKET STN-SO-491 CHEROKEE NUCLEAR STATION, UNIT I 


8 Reportable occurrences, LERs t related correspondence 


8309030374 PNO-1 1-83-031 on 830429, Un 1 1 1 cancellation announced 
Caused by lower than anticipated growth in customer demand 
for power 

lONATONlS, A , DANCE, H C Region 2, Office of Director 83/04/29 

2pp 10306 302 24X Flcho 50-491,63/04/29,6309030374 


DOCKET 90-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 


A Application/construction stage documents & correspondence 


0309090699 Generic Ltr 83-20 to all operating reactor licensees t< 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list enc 1 

EI8ENHUT, 0 0 Olvlslan of Licensing 83/09/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 193 24X 

Flche 90-000,83/09/09,8305090699 


F Security, medical, emergency U fire protection plans 


0309110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re c lari f icatlon of 
access to control procedures for law enforcement visits 
Svc 1 ist enc 1 

EISENHUT,D 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of New York. Inc 16pp 18940 099 24X 

Fiche 90-000, 83/09/11, 8309110034 
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DOCKETED ITEMS 


<3 Inspection reports. IE Qullettns ^ correspondence 


SS130&03E5 IE Info Notice 33-14. ''Dewatered Spent Ion Etchange Resin 
Susceptibility to Eiothermic Chemical Reaction ' Svc list 
enc I 

TAVLOR. J M Division of Safeguards t> Inspection Programs IPost 
830103) B3/03/S1 Consolidated Edison Co of Neu York. Inc 

U2pp 1S3D8 319 SdXFiche 50-000.83/03/31.8312060339 


BSOSOflOOSt 1C Info Notice 83-21, 'Defective Emergency Use Respirator " 
Svc list end 

JORDAN. F L Division of Emergency Preparedness ( Engineering 
Response <Post S30103) 83/04/15 Consolidated Edison Co of New 

York:. Inc 126pp 13435 155 24XFiche 90-000.03/04/13.8303040021 


3303040023 IE Info Notice 83-22, "QMR Saf e ty 'Re 1 1 e f Vcilve Failures " 
S/c list enc I 

JORDAN. E L Division of Emergency Preparedness 5 EnslP®®rlng 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc 112pp 18303 089 24>(Flche 50-000,83/04/22.8303040023 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness II Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc ll9pp 10391 291 24X Fiche 90-000,33/04/25.3303040025 


8303040026 IE Info Notice 83-24, "Loose Parts In Secondary Side of 
Steam Generators at PWRs " Svc list end 

jGROANiE L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/04/2S Consolidated Edison Co of Neu 

York, Inc JlSpp 18382 04’’ 24X Fiche SO-000. 83/04/28. 8303040026 


3303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

Yorli. Inc I10PP 183S2 165 24X Fiche 50-000,83/04/28,8303040027 


8303040028 IE info Notice 83-26, "Failure of Safety /Re 1 lef Valve 
Discharge Line Vacuum. Breakers " Svc list end 
JORDAN, E L Division of Emergency Preparedness X< Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

Yoril. Inc 122PP 10441 170 24X Fiche 50-000,03/03/03,8303040020 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eguipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/05/04 Consolidated Edison Co of Neu 

York. Inc 1 12pp 18332 282 24X Fiche 50-000,33/05/04,8303040030 


B303040031 IE Info Notice 63-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JDRDANiE L Division of Emergency Preparedness tf Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co Of Neu 

York. Inc U9pp 18441 001 24X Fiche 50-000, 83/05/04. 8303040031 


8303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JOROANiE L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co of Neu 

Voik, Ilic UOpp 18523 248 24X Fiche 50-000, 83/05/06, 3303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EOPI Guidelines " Svc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co of Neu 

York. Inc il4pp 18524 003 24X Fiche 50-000,83/03/11,8303040034 


6303040040 IE Info Notice 83-31, "Error in AOLPIPE Computer Program " 
Svc 1 1st end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 630103) 33/03/19 Consolidated Edison Co of Neu 

York, Ine lJ4pp 18697 009 24X Fiche 30-000,83/05/19,8303040040 


6303040046 IE Info Notice 03-33, "Nonreprssentati ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 63/05/26 Consolidated Edison Co of Neu 

York, Ine li4pp 18647 007 24X Fiche 50-000,83/03/26,8303040046 


docket 50-497 MONTAGUE NUCLEAR POKER STATION, UNIT 2 


A App 1 ication/construc tl on stage documents 4 correspondence 


8305090659 Generic Ltr 83-20 to all operating reactor licensees 4 
holders of CPs re integrated sclieduling for implementation 
of plant mods Svc list end 

EISENHUT, D 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of Neu York, Inc 16pp 18627 133 24X 

Fiche 50-000,83/09/09,8305090659 


F Security, medical, emergency 4 fire protection plans 


8305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for DLs 4 holders of CPs re clarification of 
access to control procedures for lau enforcement visits 
Svc list enc 1 

EISENHUT, D 0 Division of Licensing 83/03/1 1 Consolidated 
Edison Co of Neu York, Inc 16pp 1SS40 095 24X 

Fiche 50-000,83/05/11,8303110034 


Q Inspection reports, IE Bulletins 4 correspondence 


8212060385 IE Info Notice 83-14, "Deuatered Spent Ion Exchange Rasin 
Suscep tib 1 1 1 ty to Esothermic Chemical Reaction " Bvc list 
enc I 

TAYLOR, J K Division Of Safeguards 4 Inspection Programs IPost 
630103) 83/03/21 Consolidated Edison Co of Neu York, Inc 

112pp 18308 319 24X Fiche 50-000.83/03/21.8212060385 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of N«u 

York, Inc 126pp 18435 155 24X Fiche 30-000, 83/04/13,8303040021 


8303040023 IE Info Notice 83-22, "OKR 8afety/Rel laf Valve Failures ■ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 33/04/22 Consolidated Edison Co. of Niu 

York, Inc lt2pp 18383 089 24 X Fiche 50-000.83/04/22.8303040023 


3303040023 IE Info Notice 63-23. "Inoperable Containment Atmosphere 
Sensing Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/25 Consolidated Edison Co of Neu 

York, Inc H9pp 18381 291 24 X Fiche 30-000.83/04/25.8303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PKRs " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response iPoet 830103) 83/04/23 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X Fiche 90-000,83/04/26,8303040026. 


8303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc tl0pp 18382 165 24X Fiche 30-000, 03/04/28, 6303 040027 


3303040023 IE Info Notice 03-26, "Failure of Saf ety/Rel i of Valve 
Discharge Line Vacuum Breakers " Svc list end 
JORDAN, E L. Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

York, Inc I22pp 18441 170 24X Fiche 50-000,03/05/03,0303040028 


S303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co «f Mtu 

York, Inc 112pp 18382 282 24X Fiche 50-000,83/05/04,8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Ntu 

York, Inc 1 19pp 18441 001 24X Fiche 30-000,83/05/04,8303040031 


8303040033 I£ Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co Of New 

York, Ine !19pp 18523 240 24 X Fiche 30-000,83/05/06,8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures <E0P> Guidelines “ Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co. of Neu 

York. Inc ll4pp 18524 003 24X Fiche 30-000.83/05/11,8303040034 


DOCKETED ITEMS 


403 


6303040040 IE Info Notice S3~31. "Error in ADLPIP6 Computer Program " 
Sve It«t end 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103> 63/03/19 Consolidated Edison Co of Neu 

Vart. Inc 114pp 10697 009 2AX Fiche 50-000.63/05/19,6303040040 


6303040046 IE Info Notice 63-33, "Nonreprosentat i ve Sampling of 
Contaminated Oil " Sve list enc I 

JORDAN. E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 63/05/26 Consolidated Edison Co of Neu 

yark. Inc 114pp 18647 007 24X Fiche 50-000,63/05/26,6303040046 


DOCKET 9TN-S0-498 SOUTH TE)(AS PROJECT, UNIT 1 


A App I i catlon/construc tlon stags documents 6 correspondence 


6305180001 Addl response to FOIA request for seven categories of 
daeuments re Brouin 6 Root. Inc U South Texas project Foryards 
App B documents Documents also available in PDR Addl 
documents undergoing revley 

FEl-TOM, J H Division of Rules and Records 63/03/09 LINDEMAN. H N 
Lowansteln. Neyman, Reis, Aielrad &• Toll 6pp 16497 219 24X 

Fle6e 30-000,83/03/09,8305160001 


■B00S14O296 Responds to 600416 memo re concrete voiding Discusses status 
of problems & repairs 

STELLO. V Office of Inspection t< Enforcement, Office of the 
Director 60/04/23 BRADFORD,? A Commissioners 3pp 
18499 139 24X Fiche 50-000,63/03/09,0305100001 


■B006090443 Foryards NA Post article re harassment of OC personnel 
Lack of enforcement action questioned 

BRADFORD,? A Commissioners 79/10/10 STELLO, V Office of 
Inspection & Enforcement, Office of the Director 2pp 18497 237 
24X Fiche 30-000,63/03/09,6305160001 


■6006120773 Foryards outlines of OF Ahearne h U Btello proposed 
tsstlmony re facility before House Subcommittee on Oversight 
& Investigation 

STELLO.V Office of Inspection S< Enforcement, Office of the 
Director 60/07/11 AHEARNE, J F , OILINBKV, V , H6NDRIE, J 

Commissioners 6pp 18499 163 24 X Fiche 50-000,63/03/09, 

6305180001 


•6010090430 Foryards draft Commission info paper re plan for resumption 
of const Camments or concurrences needed by 600912 W/o end 
THORNBURG, it D Division of Reactor Construction Inspection 
80/09/11 DENTON, H R Office of Nuclear Reactor Regulation, 

Director SHAPAR, H K Office of the Executive Legal Director 

STELLO.V Office of Inspection U Enforcement, Office of the 
Director 9pp 10499 222 24X Fiche 30-000,83/03/09,8305160001 


— 8010280378 Responds to Ouestlon 4 of 800923 memo re Eckhardt hearing 
Major Broyn & Root Corp nuclear const york I< ye 1 d deficiency 
status summarlied Licensee ulll complete visual Insp t< 
comply u/correctlve actions in end ANS Code 
STELLD, V Office of Inspection h Enforcement, Office of the 
Director 80/09/25 AHEARNE, J F Commissioners Spp 
10497 226 24X Fiche 30-000, 63/03/09, 8305160001 


■8010260581 Assigns questions resulting from 800923 Eckhardt hearing 
AHEARNE, JF Commissioners BO/09/S3 Office of the Executive 
Director for Operations 3pp 16499 193 24X 

Flehe 50-000,83/03/09.6303180001 


— 8309160121 Requests Info re scope t, significance of voids in concrete 
•t site Response requested by 600423 

BRADFORD.? A Commissioners. 60/04/18 DIRCKS, M J Office of 
the Executive Director for Operations ip 18499 139 24X 

Flehe 50-000,63/03/09,8305160001 


•8309180148 Advises that staff should notify Commission in advance of 
proposed actions re facility inves t Iga t ion, per Commissioner 
Bradford 800418 memo 

CHILK, S J Office of the Secretary of the Commission 60/04/28 
DIRCKS, M J Office of the Executive Director for Operations Ip 
10499 142. 24X Fiche 30-000,63/03/09,6305180001. 


.0309160221 Informs that NRC will be requested to testify on first day 
of House Subcommittee on Oversight t> Investigations hearings 
tentatively scheduled to begin on 800729 re const problem tn 
KRC investigation of facility 

KAMMERER, C Office of Congressional Affairs 80/07/09 
AHEARNE, J.F , GILINSKV, V , HENDRIE, J M Commissioners 2pp 
10499 197 24X Flehe 30-000,63/03/09.8309160001 


--6305160736 Submits schedule of Cong res s i ural hearings re yasto bill 
H R 7418, West Valley Sill H R 6665 V South Texas project 
Related info anc 1 

REHM, T A Office of the txecuti/e rnettor for Operations 
80/07/07 STELLO.V Office Of Inspection •/ Enforcement, Office of 
the Director DAVIS, J Office of Nucleat Material Safety L 
Safeguards. Director 4pp 18499 159 a4X Fiche 30-000.83/03/09. 
8305180001 


— 6305180250 Forwards Chairman Ahearne t, V Stelto testimony prepared for 
House Subcommittee on Oversight Investigation hearing re 
f ac 1 1 i ty 

STELLO.V Office of Inspection S, Enforcement, Office of the 
Director 80/07/25 AHEARNE, J F GILINSKV. V . HENDRIE, J M 
Commissioners 2pp 18499 169 24X Fiche 50-000,83/03/09, 

8305 150001 


— 6303180315 Forwards Part 2 of Commission regulations re practice in 
conduct of formal hearings before Commission adjudicatory 
panels U procedures for Initiating oiifnrcement actions 
W/o enc 1 

QURNS, S 0 Office of the Executive Legal Director 60/03/29 
CORTEZ, B Communities Organiied for Public Service ip 
18499 216 24X Fiche 30-000, 83/03/09, 8'i09!8000l 


•6309180326 Informs that Chairman has requested that end Commission 
paper re plan for resumption of const he forwarded through 
L Dicky It, general counsel 

STELLO.V Office of Inspection f< Enfoi cement. Office of the 
Director 80/09/16 DIRCKS, W J Office of the Executive Director 
for Operations llpp 10499 231 24X Fiche 50-000.83/03/09. 

8303180001 


—6305180337 Discusses Importance of NASLAP decision re protection of 
confidentiality of Informers V allegers Dissenting opinion 
points out cautions that should be observed In informing 
allegers or informants 

THOMPSON, D Enforcement t- Investigation Staff IPre 020201) 
61/09/14 GRIER, Q H Region 1. Philadelphia. Office of the 
Director (El/03/011 O'REiLLY.J P Region 2, Atlanta, Office of 
the Director <81/03/011 KEPPLER, J G Region 3, Chicago, Office 
of fcho Director (81/03/011 ip 18499244 24X 

Fiche 50-000,83/03/09.8305180001 


830509069? Generic Ltr 83-20 to all operating reactor licensees t, 
holders of CPs re integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUT, D 0 Division of Licensing 83/03/09 Consolidated 
Edison Co of New York, Inc I6pp 10627 193 24X 

Fiche 30-000.63/05/09,6305090659 


0305310177 Foryards licensing revley schedule Submittal of first 
comprehensive update of FSAR schaduled for 830701 Review of 
updated Issues requested 

OQLDBERG, J H Houston Lighting & Power Co 83/09/17 EISENHUT, D O 
Division of Licensing 6pp IS639 037 24X Fiche 30-490,03/03/17. 

0309310177 


F Security, medical, emergency A Fire protection plans 


8305110034 Generic Ltr 63-21 to alt licensees of operating reactors, 
applicants for OLs t, holders of CPs re clarification of 
access to control procedures for lay enforcement visits 
6vc list enc I 

EISENHJT.D 0 Division of Licensing 63/05/11 Consolidated 

Edison Co of New York, Inc I6pp 18540 095 24X 

Fiche 90-000,83/05/11,6305110034 


6305240213 Forwards monthly status rept an offsite eirergency 
preparedness for QL reviews for Apr 1983 

OIRCKS, U J Office of the Executive Director for Operations 
63/05/13 PALLADINO, NJ Coirm 1 as i oners Spp 10993 322 24X 

Fiche 90-000.83/05/13.8305240213 


G Adjudicatory correspondence 


0305020434 Motion to compel Cltiiens Concerned About Nuclear Power 
answers to applicant 630329 seventh set of interrogatories &, 
requests for production of documents No lesponse received 
Certificate of Sve enc 1 

NEWMAN, J R Joint Apo I Icants-South Texas Project NEWMAN, J R 
Uouensteln, Neuman, Reis, Axelrad b Toll 83/04/27 Atomic Safety 

and Licensing Board Panel Spp 1820 1 213 24 X 

Fiche 50-498,63/04/27.6305020434 


6305060499 Response to Stato of TX atty general 630421 request for 
extension of discovery schedule for 90 days Applicants do 
not object to extension for TX but object to extension for 
other parties Certificate of Sve end 

NEWMAN, J R Joint App 1 icants-South Texas Project 83/05/03 
Atomic Safety and Licensing Board Panel 4pp 19346 106 24X 

Fiche’ 50-496, 63/09/03, 6305060499 
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a305'0&D27'4 Order eitending time until 6303^3 for C(P<nmi s slop to act to 
ravieiu 630303 Director's decision 

CHILKrS J Office of the Secretarij of the Commls*ion. 03/09/03 
Coirmls Stoners ip 18345 023 24X Flche 30-458< 83/09/05j 

a3O30&0S74 


B30Slt0223 Response In opposition to Cltiiens Concerned About Kuclear 
Poieer (CCANPl 830430 motion for deferral of rulinps l< 
extension of deadlines until 630617 CCANP has failed to shou 
good cause for requested deferrals 14/Certlf 1 cate of 6vc 
NEWHAN.'d R Mouston Lighting U Pouer Co NEUMAN • J ft Louiensteln> 

Neiemarii Rels> Axelrad & Toll 83/03/03 Atomic Safety and 
Licensing Board Panel 0pp 18407 068 24X Flche 3O-490. B3/OS/OS, 

8305110333 


630509'0i43 Response opposing Atty General of TX 830421 mo-tlon for 90- 
day extension of discovery until 830725 State of TX failed 
to take full advantage of available discovery period 
Certificate of Svc end 

PERLIB. R 0 Hearing Branch 3 03/03/06 Atomic Safety and 

Licensing Board Panel Spp 18364 044 34X Flche 50-49B< B3/03/06. 

9303090143 


— 8003880930 Forwards draft Investigation Repts 30-498/79-19 h 
30-499/79-19 Final review Is awaiting concurrence by mimbert 
of teem located eround country Review Is expected to be 
complete by 800413 briefing 

STELLOi 9 Office of Inspection & Enforcement) Office of the 
Director 80/04/11 AHEARNE, J . OlLINBflY)V . KENNEDY.fi 

Commissioners I73pp 18498 304 S4X Flche 30 -OOO. 03/03/09. 
8303180001 


— 8006090238 Respond* to 800421 request that IE Interview former site 
QC tnipectori Of 69 persons 1 dentl f led. 23 contacted 
8TELL0. V Office of Inspection 6 Enforcement. Office of the 
Director 80/03/13 BRADFORD. P A Commissioners 3pp 
18499 149 24X Flche 30-000.83/03/09.8303180001 


— 6006090440 Responds to 791010 memo re enforcement action against Braun 
& Root Enforcement package complete No enforcement action 
taken previously since earlier tnsps did not substantiate 
allegat 1 one 

STELLO.V. Office of Inspection t< Enforcement. Office of the 
Director. 00/03/18 BRADFORD. P A Commissioners 2pp. 

18499 135 24X Flche 30-000.83/03/09.8303180001 


8305110339 Response opposing Cltltens Concerned About Nuclear Power 
(CCANPI B30420 motion for deferral of rulings k extension 
until 830617 Time to reply to applicant interrogatories may 
ba axtended until 830322 Certificate of Svc end 
PEHLIS, R 0 Hearing Branch 3 03/03/10 Atomic Safety and 

Licensing Board Panel 6pp 10406 J4B 24X Flche 50-490.83/03/10, 
8305110339 


— 8009120352 Advises that Region 4 should assume responsibility for 
review & verification of corrective actions by licensee as 
followup action associated w/South Texas problems 
Headquarters will be responsible for monitoring reviews. 
THORNDURO. H D Division of Reactor Construction Inspection 
80/06/24 8EYFRIT, K V Region 4. Dallas. Office of the Director 
Spp 18499 219. 24X FI c h e ■ 30-000. 83/03/09. 83031 80001 . 


8303130045 Memorandum L order ruling on Cltltens Concerned About 
Nuclear Power 830420 motions Extensions granted until 
830331 to respond to various filing* 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 83/05/11 
Cltltens Concerned About Nuclear Power, Inc 4pp 18436 333 24X 

Flche 30-498.83/03/11,8305130043 


8303200S11 Hemoranduffl order granting Atty General of State of TX 
830421 motion for extension of discovery deadline until 90 
days from svc of order Effective participation by State in 
resolution of Quadrex Ript issues warrants addl time. 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 03/03/18 
Texas. Slate of 3pp 18516 103 24X Flche 30-498, 83/05/18. 

830S20OSU 


8303260176 Order extending time until 803330 for Comntssian to act to 
review 930303 Director's decision 

CHILK. 8 J Office of the Secretary of the Commission. 83/03/23 
Commissioners Ip 18399 271 24X Flche 30-498.83/03/23, 

8303260176 


8303310015 Order extending tlbie until 830606 for Commission to act to 
review B3D303 Director's decision 

CHILK.8 d Office of the Secretary of the Conunlsslon 03/03/27 
Commissioners Ip 18653 220 24X Flche 30-498.83/03/271 

8303310013 


K Utility Final Safety Analysis Report IFSAR) St amends 


8303230036 Forward* Amend 31 to F6AR Amend relects changes to HVAC 
design 

OOLDBERO. J H Houston Lighting % Power Co 83/03/20 DENTON. H 
Office of Nuclear Reactor Regulation. Director 3pp 18391 168 
Z4X Flche 30-498.53/03/2018303230036 


— 8303230038 Amend 31 to FSAR 

OOLDBERC, J H Houston Lighting U Power Co 83/03/20. 221pp 

18391 171 24X Flche 30-498, 83/03/20, S3032300S6 


— 8103230385 Summarizes events re 810317 telcon w/L Slnkln concerning 
allegations at facility Improper alteration of documents, 
rempval df documents to prevent NRC Insp fc intimidation of 
Brown S. Root personnel have been alleged 
UILBER.H A Reactor Projects Section* (Region* 2.4 ti 3). 

8l/03/i7 SEYFRIT, K. V Region 4, Dallas. Office of the Director. 
2pp 18499 242 Z4X Flche 30-000.83/03/09,8303180001 


— 6303160064 Respond* to Oosslck request to reply to Inquiry rt adequacy 
of <3A/QC program Licensee continuing to look for addl voids 
(i is evaluating possible alternate designs for rainfbrelng 
steel ti liner stiffener* 

STELLOi 9 Office of Inspection 6 Enforcement, Office of the 
Director 79/07/31 KENNEDY, R T, Commissioner* 3pp 
16497' 234 24X Flche. 30-000. 63/03/09. 8303180001 


— 6303180073 Respond* to Commissioner Bradford 791019 Inquiry re 
newspaper article concerning Facility insp* "Surprise insp" 
announced IE insp of Facility OA program Allegation* re 
beating of OC inspector could not be subs tantiatid 
HUBACEK. U 0 Region 4. Dallas, Office of the Director 79/10/26 
REINMUTH. 0 N Dlvlelon of Reactor Construction Inspection. 2pp. 
18497 239 24X Flche 30-000,83/03/09,8305180001 


— 8303180083 Requests that responses to Commissioner Bradford Inquirisi 
re newspaper article concerning facility Insps be revised to 
accommodate listed comments by Barber/Thompton 
REINMUTH. 0 Id Division of Reactor Construction Inspection. 
79/11/02 SEIDLEiH.C Region 4. Dallas. Reactor Construction 4. 
Engineering Support Branch 2pp 18497 241. 24X 

Flche 30-000,83/03/09,8305180001 


— 8303180094 Oitcuites recommtndatian* for further IE Investigation ti 
Insp efforts at facilities Expanded (< comprehensive Intp 
program should be Immediately Initiated h maintained until 
cdnfldence established Related Info enc I 

HAVES, D H Region 3. Chicago. Office of the Director 80/03/11. 
THORNBURG. H 0. Division of Reactor Construction Inspection 
421pp 18497 243 24X Fiche 30-000.83/03/09.8303180001, 


Q Inspection reports. IE Bulletins It correspondence 


8303160001 Addl response to F8IA request For seven categories of 
documents re Brown i< Root, Inc 6 South Teia* project Forward* 

App B dacumenti Documents also available in FDR Addl 
documents undergoing review 

FELTON. J M Division of Rules and Records 83/03/09 UNDEHAN.H N 
Louensteln, Neuman. Rais, Axelrad 6 Toll 6pp 18497' 219 24X 

Fiche; 50-000. 83/03/09.0305180001 


— 7908(380036 Forwards matl re allegations of harassment 1< Intimidation 
pep 79(>324 request 

THC5MP80N. D Executive Officer for Operation* Support, 79/06/12 
FORTUNA.R A Office of Inspector <■ Auditor Spp, 18497 196 24X 

Flche 50-000,83/03/09,8305180001 


— B3051B01S7 Foruerds enforcement package Including enforcement notice, 
draft press rcleasci forwarding Itr. notice of violation, 
proposed imposition of civil penalty 6 show cause order. 

H/o ends 

STELLO, V. Office of Inspection t. Enforcement, Office of the 
Director 80/04/28 AHEARNE. J, F , GILINSKY.V, , KENNEDY, R T 

Commlsiloner* Ip 18499 143 84X Flche, 50-000, 83/03/09, 

8303180001, 


— 8303180167 Informs that Commission concansut not In favor of 
recommendation* contained in 800418 memo re facility 
invo* t i ga tion. Mod t f iad version of Suggestion 1 further 
modified by Commissioner Kennedy Responses encl.M/o ends. 

CHILKi S J Office of the Secretary of the Commission. 80/04/28. 
BRADFORD, P A, Commissioner*. ip 18499' 144, 24X 

Fiche 30-000,83/03/09.8303180001 


— 8303180173 Recommend* that IE address Ofc of General Counsel Question* 
1-7 prior to enforcement action IE will taka action on 
800501 

BRADFORD, P A Commi ss toner* 80/04/30. AHEARNE. J. F. 

Cammlss loners ip 18499(143 24X FI chi '30-000. 83/03/07, 

8305180001. 
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--S3091Q0181 Diteusscs results of follouup lnq.ulres by Region IV re 
terminated Droun (< Rootiinc QC civil engineer inspectors 
SEYTRIT. H V Region 4, Dallas. Office of the Director 80/04/30 

DEVQUNOi R C Office of Inspection Enforcement. Office of the 

Director Spp 18499 146 24X Flche 50-000,83/03/09,8308100001 


—8305180109 Informs that Commissioners have not supported request to 
ait IE to address Ofc of General Counsel Ouestions 1-7 prior 
to time of enforcement action 

CHILKiB J Office of the Secretary of the Commission 80/05/02 
BRADFORD, P A Commissioners tp 10499 140 24X 

Fiche 50-000,83/03/09,0305180001 


—8309180202 Informs of neu allegations concerning passible Intimidation 
of DC Inspectors received uhile preparing response to 791010 
ffitflio Investigation uill be conducted to verify facts 
Appropriate enforcement action utl 1 1 be taken 
STECLO, V Office of Inspection t. Enforcement, Office of the 
Director 03/03/09 BRADFORD, P A Commissioners tp 
18499 192 24X Flche 90-000, 83/03/09, 83091 00001 


—6309180211 Responds to 791010 memo re newspaper article concerning 
facility & question related to enforcement action following 
Region IV investigation of alleged beating of Broun ti Root 
QC inspector Allegation could not be substantiated 
STELLOiV Office of Inspection 6 Enforcement, Office of the 
Director 83/03/09 BRADFORD,? A Commissioners 2pp 
18499 193 24X Flche 90-000,83/03/09,8309180001 


—8309180276 Foruardt draft Commission info paper intended for 
prasentatlon during uk of 800414 re Investigation ti proposed 
enforcement action Comments needed by 800409 
THORNBURG, K D Division of Reactor Construction Inspection 
aO/04/03 DENTON, H R Office of Nuclear Reactor Regulation, 

Director BHAPAR, H K Office of the Executive Uegal Director 

BTELLOi V Office of Inspection i> Enforcement, Office of the 

Director tlpp 18499 204 24X Flche 50-000, 83/03/09, 8309180001 


6S120603B9 IE Info Notice 83-14, "Deuetered Spent Ion Exchange Resin 
auecep tibl 1 1 ty to Exothermic Chemical Reaction " 8v< list 
end 

TAVUORiJ H Division of Safeguards & Inspection Programs (Post 
a30103> 83/03/21 Consolidated Edison Co of Neu York, Inc 

112pp. 18308.319. 24X Flche 90-000,83/03/21,8212060389 


8303040021 IE Info Notice 03-21, “Defective Emergency Use Respirator “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response IPost 030103) 83/04/19 Consolidated Edison Co of Neu 

York, Inc 126pp 18439 199 24X Flche 50-000,03/04/19,8303040021 


8303040023 IE Info Notice 83-22. “BNR Safety /Re 1 1 ef Valve Failures “ 
Svc list end 

JORDAN.E L Division of Emergency Preparedness tt Engineering 
Response (Post 030103). 03/04/22 Consolidated Edison Co of Neu 

York, Inc ti2pp 18383089 24X Flche 90-000,83/04/22,8303040023 


8303040029 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sys ” Svc list end 

JORDAN, E L Division of Emergency Preparedness $< Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Neu 

York, Inc 119pp 18381 291 24X Flche 90-000,83/04/29,8303040029 


8303040026 IE Info Not let 83-24, “Loose Parts in Secondary Side of 
Steam Generators at PWRi " Svc Hit end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Raiponse (Post 830103). 03/04/28 Consolidated Edison Co of Neu 

York, Inc 119pp 18382 047 24X Flche 90-000, 03/04/28, 0303040026 


8303040027 IE Info Notice 03-29, “Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end. 

JORSANtE L Division of Emergency Preparedness & Engineering 
Reeponse (Post 830103), 83/04/28 Consolidated Edison Co of New 

York, Inc tlBpp, 18382 169 24X Flche 90-000,83/04/28,8303040027, 


8303040028 IE Info Notice 83-26, "Failure of Safety/Re Hef Valve 
Olacharge Lina Vacuum Breakers " Svc list end 
JORDANiE L Olvltlon of Emergency Preparednese 4i Engineering 
Responec (Post 830103) 03/09/03 Consolidated Edison Co of Neu 

York, Inc 122pp 18441 170 24X Flche 90-000,83/09/03,0303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 8vc list end 

JOROANrE L Division of Emergency Preparedness «, Engineering 
Reeponee (Past 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc lt2pp 18382 282 24X Flche- 90-000, 83/09/04, 8303040030. 


0303040031 IE Info Notice 83-20, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc llet end 
JORDAN, E.L Division of Emergency Preparedness <i Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York, Inc U9pp 18441 001 24X Flche- 90-000. 83/09/04, 8303040031 


8303170212 Foruards IE Insp Repts 90-490/03-06 6 50-499/03-06 during 
Mar 1983 No noncomp 1 1 anc e noted 

MADSEN, G L Region 4, Office of Director 83/05/04 OPREA, G W 
Houston Lighting U Pauer Co 2pp 10467 001 24X 

Flche 90-498,83/09/04,8309170212 


— 8309170224 IE Insp Repts 90-49S/B3-06 t< 50-499/83-06 during Mar 1983 
No noncomp 1 1 ance noted Major areas Inspected storage 6 
malnt of equipment, IE bulletins t not Ices, const deficiency 
rep ts. e lec tr leal sy s , t true toral concrete t, QA/QC procedures 
HILL.H H , CROSSMAN, H A Region 4, Office of Director 83/09/03 
i8pp 10467 003 24X Flche 50-490,03/09/04.0309170212 


8303040033 IE Info Notice 83-29, “Fuel Binding Caused by Fuel Rack 
Deformation " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rssponse (Post 0301031 83/05/06 Consolidated Edison Co of Neu 

York, Ine 119pp 18923 240 24X Flche 50-000,83/09/06. 8303040033 


0303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures ( EOP ) Guidelines " Svc list end 
JOROANrE L Division of Emergency Preparedness 4- Engineering 
Response (Post 030103) 83/05/11 Consolidated Edison Co of Neu 

York, Inc I14pp 18924 003 24X Flche 90-000,03/09/11,8303040034 


0303040040 IE Info Notice 83-31, “Error in ADLPIPE Computer Program " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of Neu 

York, Inc 114pp 18697 009 24X Flche 90-000.83/09/19,8303040040 


0303040046 IE Info Notice 83-33, “Nonrepresantat ive Sampling of 
Contaminated Dll “ Svc list end 

JOROANrE L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/09/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 24X Flche 90-000.03/05/26,8303040046 


8 Reportable occurrences, LEHs 4 related correspondence 


0309180001 Add! response to FDIA request for seven categories of 
documents re Broun & Root, Inc 4 South Texas project Foruardt 
App B documents Documents also available In POR Addl 
documents undergoing rev leu 

FELTON, J M Division of Rules and Records 83/03/09 LINOEKAN.H N 
Louensteln, Neuman, Reis. Axelrad 4 Toll 6pp 1849 7 219 24X 

Fiehe 90-000.83/03/09.8309180001 


”7909180214 Requests vi sws ra adequacy of QA/OC program in light of 
PN0-79-I79, "Voidt in Reactor Containment Hall “ 

KENNEDY.RT. Commissioners 79/06/29 GOSSICR, L V Office of 
the Executive Director for Operations Ip 1B497 S33 24X 

Flche 90-000,83/03/09,8309180001 


0309110427 Part 21 4 deficiency repts re mlsoperation of 08-416 reactor 
trip under voltage devices Initially reported on 830420 
Attachments uill be replaced u/devlces u/uidened grooves 
to accommodate nsu retaining rings Mfg draulngs revised 
RAHE.E P NestUghouse Electric Corp 83/04/21 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 9pp 
18409 099 24X Flche 90-000,03/04/21,8309110427 


0305060496 Final deficiency rept re incorrect motor operator ueights 
used In stress analyses of valves supplied by Anchor Darling 
Valve Co, Initially reported on 820629 Stress analysis for 
valve MS-143 will be reperformed using actual ueight 
OPREA, G U Houston Lighting 4 Pouer Co 83/04/27 CCLLINS.J T. 
Region 4, Office of Director 4pp 10391-196 24X 

Flche 90-498,83/04/27,8309060496 


03OS17O81O Sixth Interim deficiency rept re nonconforming uelds in 
vendor fabricated Category 1 structural steel Initially 
reported on 81O10B Review 4 evaluation program in progrtss 
Next rept uill be submitted by Sept 1903 

OPREA. O U Houston Lighting 4 Power Co 83/09/10 COLLINS. J T 
Region 4, Office of Director 3pp 10470 019 24X 

Flche; 90-498, 83/09/10, B309170910 


8309240396 Part 21 rept re bolting parts for A5ME III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers initially reported on 830913 Bolting parts greater 
than 2-lnch size net examined 

HOVliL NP8 Industries, Inc 83/09/16 DEYOUNG, R C Director's 
□ fflee, Office of Inspection and Enforcement Ip 18574 OOl 84X 
Flche 50-000,83/09/16,8305240396 


0305230416 Interim deficiency rept re voltage regulation problem for 
large motors on 4aO-valt Class IE load ctrs Initially 
reported on 630419. Bech tel evaluating corrective actions, 

Next rept uill be submitted by 830630 

OPREAfO M Houston Lighting 4 Pouer Co 03/09/18 GOLLINS.J T 
Region 4, Office of Director 3pp 10938.232 24X 

Flche: 90-49S, 83/09/18, 8305230416 
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8305230925 Final deficiencii rept ra West i ng hous e reactor trip 
siuitchgear undervoltage attachments le/design discrepancy 
InltlallV reported on 030422 Attachments replaced tifg 
draulngs ^ QC procedures tnodlFied Also reported per Part 31 
□PREA. C W Houston Lighting U Pouer Co 83/03/JB COLLINSi J T 

ReglO'n Ai Office of Director 4pp 10336 31*f BAX 
Flehe SO'AVB, 63/03/ 10. 8305330535 


T Hearing transcripts on non-ant i trus t matters 


8303180001 Addl response to FOIA request for seven categories of 
documents re Broun U Root. Inc c< South Tecas project Forwards 
App B documents Documents also available in POR Addl 
documents undergoing review 

FELTOW. J M Division of Rules and Records 83/03/09 LINDEMANiM N 
Louenstelnj Neuman. RelSi Aeelrad 6 Toll 6pp 10497 219 24X 

Flcho 30-000, 83/03/09. 8305180001 


— 8305100294 Statement of JF Ahearne to House Subcommittee on Oversight tr 
Investigations Pp 1-5 

AHEARNE. J F Commissioners 80/07/29 6pp 1B499 171 34X 

Ftche 50-000,83/03/09,8303180001 


—8309100148 Advises that staff should notify Commission In advance of 
proposed actions re facility Investlgatl on, per Commissioner 
Bradford 000418 memo 

CHILK, S 3 Office of the Secretary of the Commission 80/04/20 
DiRCKSiW J Office of the Executive Director for Operations. Ip 
18499 142 24X Fiche 50-000, 03/03/09, 030518000 1 


— 0303180221 Informs that NRC will be requested to testify on firet diy 
of House Subcommittee on Oversight (t Investigations hearings 
tentatively scheduled to begin on 800729 re const problem ti 
NRC investigation of facility 

KAHMERER.C Office of Congressional Affairs 80/07/09 
ahearne, J F , OIUINBKV, V , HENDRIE, J N CommisS toner t 2pp 

10497 157 24X Ftche 50-000,83/03/09,8305180001 


— 8309180236 Submits schedule of Congressional hearings r> uest* blit 
H R 7418, West Valley Bill H R 6869 St South Texas project 
Related info and 

REHN, T A Office of the Executive Director for Operations 
00/07/07 STELLO, V Office of Inspection S< Enforcement, Office of 
the Director DAVIS, J Office of Nuclear Material safety & 
Safeguards, Director 4pp 18499 159 24X Fiche 50-000, 83/03/09, 

8309180001 


-8303180257 Statement of V Stallo before House Subcommittee on Oversight 
it Investigations 800729 bearing Pp 1-15 

STELLO, V Office of Inspection U Enforcement, Office of the 
Director 80/07/29 l&pp 18499 177 24 X FI c h o- 50-000, 03/03/09, 

03O3IBOOO1 


—8305180290 Forwards Chairman Ahearne & V Stella testimony prepared for 
House Subcommittee on Oversight ti Investigation hearing re 
fac 11 1 ty 

STELLO, V Office of Inspection it Enforcement, Office of the 
Director 30/07/25 AHEARNE, J F , OILINSKY, V , HENORIE. JM 
Commissioners 2pp 18499 169 24X Fiche' 30-000> 83/03/09, 
8305100001 


DOCKET STN-90-499 SOUTH TEXAS PROJECT, UNIT 2 

A App I ica t i OT)/c ons tr uc ti on stage documents V correspondence 


0303180001 Addl response to FOIA request for seven categories of 
documents re Broun t, Root, Inc South Texas project Faruards 
App B documents Documents also available in PDR Addl 
documents undergoing review 

FELTON, J M Division of Rules and Records 83/03/09 LINDEMAN, H N 
Lowensteln, Neuman, Reis, Axelrad & Toll 6pp 10477:219 24X 

Fiche 90-000,03/03/09.0305180001 


— 8009140296 Responds to B00418 memo re concrete voiding Discusses status 
of problems & repairs 

STELLO.V Office of Inspection fc Enforcement, Office of the 
Director 00/04/29 BRADFORD, P A Commissioners 3pp 
10499 139 a4X Fiche 90-000. 83/03/09, 030513000 1 


— 8006090443 Forwards WA Post article re harassment Of QC personnel 
Lack of enforcement action questioned 

BRADFORD, P A Commissioners 79/10/10 STELLO, V Office of 
Inspection U Enforcement, Office of the Director 2pp 18497 237 
24X Fiche 50-000,83/03/09,8305100001 


— 0009120773 Forwards outlines of JF Ahearne b V Stallo proposed 
testimony re facility before House Subcommittee on □verslght 
& Investigation 

STELLO, V Office of Inspection A Enforcoment, Office of the 

Director 00/07/11 AHEARNE. J F , OILINSKY. V , HENDR IE, J 

Commissioners 6p p 10479 163 24X Flcho 50-000,83/03/09, 

8305100001 


—6010090450 Forwards draft Commission info paper re plan for resumption 
of const Comments or concurrences needed by 000912 W/o end 
THORNBURO, H D Division of Reactor Construction Inspection, 

00/09/11 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 8HAPAR, H K Office of the Executive Legal Director 

STELLO.V Office of Inspectio-n A Enforcement, Office of the 

Director 9pp 18499 222 24X FI ehe 50-000, 03/03/09, S305IB0001 


— 8305100315 Forwards Part S of Commlssian regulations re practice In 
conduct of formal hearings before Commlision adjudicatory 
panols A procedures for initiating enforcament actions 
H/o and 

BURNS, S 0 Office of the Executive Legal Director 80/09/29 
CORTEZ, B Communities Organized for Public Service Ip 
18499 210 24X Fiche 90-000.83/03/09,0305100001 


--8305180326 Informs that Chairman has requested that end Commission 
paper re plan for resumption of const be forwarded through 
L Die kwit, general counsel, 

STELLO, V Office of Inspection A Enforcement, Office of the 
Director S0/O9/1B DIRCK8, W J, Office of the Executive Dlredor 
for Operations llpp. 18499 231 S4X Fiche 90-000,83/03/09. 
8303180001 


— 8305180337 Discusses importance of NASLAP decision re protection of 
confidentiality of informers A allegers Dissenting opinion 
points out cautions that should be observed in informing 
allegers or Informants 

THUMP S0 N> 0 Enforcement A Investigation Staff (Pre 620201) 

81/05/14 DRIER, B H Region t, Phi ledolphla, Office of the 
Director (01/03/01) O'REILLY. J.P Region 2. Atlanta, Office of 
the Director (01/03/01). KEPPLER, J <? Region 3, Chlcego, Office 
of the Director (81/03/01) Ip 1049?' 244 24X 

Fiche 90-000,83/03/09,8309180001 


8309090659 Generic Ltr 83-20 to all operating reactor lleensies A 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENMUT, D G Division of Licensing 83/09/0? Consolldited 
Edison Co of New York, Inc 16pp 18627’ 193 24X 

Fiche 30-000,83/09/09,8309090699 


8305310177 Foriuardt licensing review schedule Submittal of first 
comprehensive update of F3AR scheduled for 830701. Review of 
updated Issues requested, 

OOLDBEHO.J H Houston Lighting A Power Co 83/09/17. EI8ENHUT. D, 0 
Division of Licensing 6pp 18699 037. 24X Fiche 90-498,83/09/17. 

8309310177 


— 0010200970 Responds to Question 4 of 000923 memo re Eckhardt hearing 
Major Brown A Root Corp nuclear const work A weld deficiency 
status summarlied Licensee will complete visual irsp A 
comply w/correctlve actions In end AUS Code 
STELLO, V Office of Inspection A Enforcement, Office of the 
Director 00/09/29 AHEARNE, J F Commissioners, 5pp, 

10497.228 24X Fiche 90-000,03/03/09,0303100001 


•BO1O2BO501 Assigns questions ressilting from 000923 Eckhardt hearing 
AHEARNE, J F Commissioners 80/09/23 Office of the Executive 
Director for Operations 3pp 10499 193 24X 

FKhS 50-000,03/03/09, 0303100001. 


—8305100121 Requests info re scope A significance of voids In concrete 
at site Response requested by 000423 

BRADFORD.P A Commissioners, 00/04/10 DIRCK8, W J Office of 
the Executive Director for Operations Ip 10499 130 24X 

Flehe 90-000, 83/03/07, 0303180001 


F Security, medical, emergency A fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs A holders of Cps re clarification of 
access to control procedures for law enforcement visits, 

Sve list enc 1 

EISENHUT. D O Division of Licensing 83/09/11 Consolidated 
Edison Co of New York, Inc 16pp, 18940 099. 24X 

Fiche 90-000.03/09/11,0305(10034 


0 Adjudicatory correspondence 


8309020434 Hotlon to compel Citizens Concerned About Nuclear Power 
answers to applicant 830328 seventh set of Interrogatorlee A 
requests for production of documents No response received. 

Certificate of 8vc end. 

NEHMAN, J R Joint App I icants-South Texas Project NEWMAN, J.R 

Lowensteln, Neuman, Reis, Axelrad A Toll, 83/04/27 Atomic Safety 
and Licensing Board Panel Spp 18281' 213 24X 

Flehe’ 90-498, 03/04/27, 0309020434 



DOCKETED ITEMS 


407 


8303060499 Response to State of TX attij general 030421 raquost for 
extension of dlscoverg schedule for 90 dags Applicants do 
not object to extension for TX but object to extension for 
other parties Certificate of Svc end 

NEMHANi J R Joint App tlcants-South Texas Project 83/03/03 
Atomic Safetg and Licensing Board Panel 4pp 18348 108 24X 

Flehe 90-490183/03/03.0308060499 


8303060274 Order extending time until 830523 for Commission to act to 
reviau 830303 Director's decision 

CHILK. S J Office of the Secretarg of the Commission 03/03/03 
Commissioners Ip 10343 023 24X Fiche 30-498.83/05/03. 

8309060274 


8309110223 Response in opposition to Cltliens Concerned About Nuclear 
Power (CCANP) 030420 motion for deferral of rulings & 
extension of deadlines until 030617 CCANP has failed to show 
good cause for requested deferrals U/Cer ti f lea te of Sve 
NEMHAN.J R Houston Lighting 6 Power Co NEWMAN. J R Louiens te In. 
Neuman. Reis. Axelrad & Toll 03/05/05 Atomic Safetg and 
Llcanslng Board Panel Bpp 10407 060 24X Fiche 30-490.83/09/03. 

8303110323 


9309090143 Response opposing Attg General of TX B30421 motion for 90- 
dag extension of dlscoverg until 830723 State of TX failed 
to take full advantage of available dlscoverg period 
Certificate of Svc end 

PERLIS. R O Hearing Branch 3 83/05/06 Atomic Safetg and 

Llccnelng Board Panel 9pp 18364 044 24X Fiche 90-498.83/09/06. 

0309090143 


830911033? Response opposing Cltliens Concerned About Nuclear Power 
(CCANP) 830420 motion for deferral of rulings Si extension 
until 630617 Time to replg to applicant interrogatories mag 
be extended until 030922 Certificate of Svc end 
PERLI8(R O Hearing Branch 3 83/09/10 Atomic Safetg and 

Licensing Board Panel 6pp 18406 148 24X Fiche 90-498.83/09/10. 

B30S110339. 


8309130043 Memorandum tt order ruling on Citizens Concerned About 
Nuclear Power 030420 motions Extensions granted until 
830331 to respond to various filings 

BECHHOEFER.C Atomic Safetg and Licensing Board Panel 83/09/11 
Cltliens Concerned About Nuclear Power. Inc 4pp 18436:339 24X 

Fiche 90-498,83/09/11,8309130049 


8309200911 Memorandum h order granting Attg General of State of TX 
830421 motion for extension of dlscoverg deadline until 90 
dags from eve of order Effective participation bg State in 
resolution of Ouadrex Rtpt Issues warrants adtil time 
BECHHOEFER.C Atomic Safetg and Llcanslng Board Panel 83/03/18 
Texai. State of Spp 10316 103 24X Fiche 30-490,83/03/18. 

8309200911 


B309260176 Order extending time until 003930 for Commission to act to 
review 830303 Director's decision 

CHILK. 8 J Office of the Secretarg of the Cammission 03/09/23 
CommUttenert. Ip, 18599 271 24X Fiche S0-49B, 03/09/23. 

8309260176. 


0303310019 Order extending time until 830606 for Commission to act to 
review B30303 Director's decision 

CHILK. S J Office of the Secretarg of the Commission 83/09/27 
Commissioners ip 18693220 24X Fiche, S0-498| 83/09/27. 

8309310013 


K. Utllitg Final Safetg Analgsii Report (FSARl &. emends 


9303290096 Forwards Amend 31 to FSAR Amend relects changas to HJAC 
design 

OOLOBERO. if H Houston Lighting & Power Co 83/03/20 DENTON, H 
Office of Nuclear Reactor Regulation. Director 3pp 10991 168 
84X Flehe 90-498,83/03/20,0303230036 


—8309290098 Amend 31 te FSAR 

OOLDBERO.J H Houeton Lighting 6 Power Co 03/09/20. 221pp, 

10991 171 24X Fiche 90-490,83/03/20,8309290096 


ft Inspection reports. IE Bulletins t. correspondence 


8309180001 Addl response to FOIA request for seven categories of 
documents re Broun 6 Root. Ine li Sooth Texas pro jec t, Forwards 
App B decumants Documents alto available In POR Addl 
documents undergoing review, 

FELTON, J M. Division of Rules and Records 83/03/09 LtNDEMAM, H N 

Lowsnsteifi. Newman. Reis. Axelrad 6 Toll 6pp 18497:219. 24X 

Fiche 90-000,83/03/09,8309180001 


7903080036 Forwards mall re allegations of harassment 6 intimidation 
per 790324 request 

THOMPSON. 0 Executive Officer for Operations Support 79/06/12 
FORTUNA.n A Office of Inspector U Auditor app 10499 196 24X 

Fiche 50-000.83/03/09.8303180001 


— 8009280930 Forwards draft Investigation Repts 50-493/79-19 L 
30-499/79—19 Final review Is awaiting concurrence bg members 
of team located around countrg Review is expected to be 
complete bg 800413 briefing 

STELLOi V Office of Inspection t. Enforcement. Office of the 

Director 90/04/ n AHEARNE. J , OtLINSKY.V , KENNEDY. R 

Commias 1 oners t75pp IB49B 304 24X Fiche 30-000.03/03/09, 

83D3180001 


'0006090238 Responds to 800421 request that IE interview former site 
OC inspectors Of 6? persons Identif 1 ed. 23 contac ted 
STELLO. V Office of Inspection tt Enforeemant, Office of the 
Director 80/03/13 BRADFORD, P A Commissioners 3pp 
18499 149 24X Fiche 30-000,03/03/09,8305100001 


—0006090440 Responds to 791010 memo re enforcement action against Brown 
& Root Enforcement package complete No enforcement action 
taken prevlouslg since earlier Insps did not substantiate 
a I legat i ons 

STELLO. V Office of Inspection 8, Enforcement. Office of the 
Director 80/03/19, BRADFORD. P A Cammissloner s Spp 
10499 153 24X Fiche 50-000.83/03/0910309100001 


8103230305 Bummariies events re 610317 telcon w/L Slnkln concertting 
allegations at facilltg Improper alteration of documents, 
removal of documents to prevent NRC insp t. Intimidation of 
Brown tt Root personnel have been alleged 
WILBER. H A Reactor Projects Sections IReglors 2.4 U 91 
81/03/17 BEVFRIT.K V Region 4, Dallas. Office of the Director 
2pp 18499 242 24X Fiche 50-000,03/03/09,0303180001 


”0209100064 Responds to Gossick request to replg to Inquirg re adequacy 
of OA/QC program Licensee continuing to look for addl voids 
ti Is evaluating possible alternate designs for reinforcing 
steel tt liner stiffeners 

STELLO, V Office of Inspection 6 Enforeemant. Office of the 
Director 79/07/31 KENNEDY, R T Commissioners Spp 
10497 234 24X Fiche 30-000,03/03/09,8305180001 


— 8303180073 Responds to Commissioner Bradford 791019 inquiry re 
newspaper article concerning facility Insps ''Surprise Insp" 
announced IE Insp of facility OA program Allegations re 
beating of GC Inspector could not be substantiated 
HUBACEK. W 0 Region 4. Dallas. Office of the Director 79/l'0/26 
REINMUTH. 0 N Division of Reactor Construction Inspection 2pp 
10497 239. 24X Fiche 50-000,03/03/09,0305160001 


—8303100083 Requests that responses to' Commissioner Bradford Inquiries 
re newspaper article concerning facility insps be revised to 
aceommoda t e listed comments by Barber /Thompson 
REINMUTH. 0 W Division of Reactor Construction Inspection 
79/11/02 SEIDLEiH C Region 4, Dallas. Reactor Construction & 
Engineering Support Branch 2pp 18497 241 24X 

Flehe 30-000, 83/03/09, 83091 BOOO I 


—0303190094 Discusses recommendations for further IE investigation I, 
Insp efforts at fae I 1 1 1 1 es. Expanded (. comprehensive Insp 
program should be immediately initiated ti maintained until 
confidence established Related Info end 

HAYE8.D W Region 3, Chicago, Office of the Director 00/03/11 
THOflNOURO. H D Division of Reactor Construction Inspeeti'On 
42lpp 18497 243 24 X Flehe 30-000,03/03/09,8303180001 


"0303180157 Forwards enforcement package including enforcement notice, 
draft press re lease, forward Ing Itr, notice of violation, 
proposed Imposition of civil penalty t> show cause order 
U/o ends 

STELLO, V Office of Inspection 1, Enforcement. Office of the 
Director 80/04/20 AHEARNE. J.F , 0ILIN8KV, V , KENNEDY. R T 
Commissioners Ip 18499 143 24X Ftcho 50-000,63/03/09. 

B303 180001 


--8303180167 Informs that Commission concensus not In faV'Or of 
recommendations contained in 600418 memo re facility 
1 nve 1 1 Iga tlon Modified version of Suggestion I f or ther 
modified by Commissioner Kennedy Responses end H/o ends 
CHILK, S J Office of the Secretary of the Commission 80/04/28 
BRADFORD. P A Commissioners Ip 18499 144 24X 

Fiche SO-000. 83/03/09. 83031 00001 


—0303180179 Recommends that IE address Dfc of General Counsel Questions 
1-7 prior to enforcement action IB will take action on 
800301 

BRADFORD. P. A Commissioners 80/04/30 AHEARNE. J F 
Commissioners jp 18499 149 24X Fiche 50-000,03/03/09. 

0303180001 
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—8303160181 Ditcussss reiults of follouup Inquire* by Region IV re 
terminated Broun & Roati Inc QC civil engineer Inspcetor* 
6EVFRITiKV Region 4. Dallas. Office of the Director 80/04/30 

DEVOUNO. R C Office of Inspection Ic Enforcementi Office of the 

Director 2pp 1B499 146 24X Flche 30-000.03/03/09,6305180001 


— 830318018? Informs that Commissioners have not supported request to 
ask IE to address Ofc of Qeneral Counsel Ouestlons 1—7 prior 
to time of enforcement action 

CHILK.S J Office of the Secretary of the Commission 80/05/02 
BRADFORD, P A Commissioners Ip 18499. 146 24X 

Flche 50-000,83/03/09,6303180001 


— B3O3IB0302 Informs of neu allegations concerning possible Intimidation 
of QC Inspectors received uhile preparing response to 791010 
memo Investigation uill be conducted to verify facts 
Appropriate enforcement action uill be taken 

STELLO.V Office of Inspection fc Enforcement, Office of the 
Director 83/03/09 BRADFORD,? A Commissioners Ip 
1B499 152 24X Flche 30-000,83/03/09,8305160001 


— 8303180211 Responds to 771010 memo re neuspaper article concerning 
facltltg b question related to enforcement action following 
Region IV Investigation of alleged beating of Sroun Root 
QC inspector Allegation could not be substantiated 
STELLO, V Office of Inepection U Enforcement, Office of the 
Director 83/03/09 ERADFQRD.PA Commissioners 2pp 
18499 133 24X F i Che, 50-000, 03/03/09, 8305160001 


— 8303180276 Forwards draft Commission info paper intended for 
presentation during wk of B00414 re investigation b proposod 
enforcement action Comments needed by 800409 
THORNDUftO, H D Dlvtilon of Reactor Construction Inspection 
60/04/03 DENTONtK R Office of Nuclear Reactor Ragulatloni 

Director SHAPAR.H K Office of the Eiecutlve Legal Director 

STELLO.V Office of Inspection b Enforcement, Office of the 

Director llpp 18497 204, 24X Flche 30-000,63/03/07,6305160001 


8212060385 IE Info Notice 83-14, "Deuetered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction." Bve list 
enc I 

TAYLOR, JM Division of Safeguards b Inspection, Programs (Post 
830103) 83/03/21. Consolidated Edison Co of New York, Inc. 

112pp 18308 317 24X Flche' SD-000, 83/03/21, 8212060385 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ’’ 
Sve lilt end 

JORDAN, E L Division of Emergency Preparednesi b Engineering 
Response (Post 830103) 63/04/15 Consolidated Edison Co. of New 

York, Inc 126pp 18435 153 24X Flche 50-000,83/04/13,8303040021. 


0303040023 IE Info Notice 83-22, "BHH Saf ety/Rel I ef Valve Failures " 
Sve list end 

J0RDAN,E L Division Of Emergency Preparedness b Englnaerlng 
Response (Post 830103) 63/04/22 Consolidated Edison Co. of New 

York, Inc 112pp 18383.009 24X Flc h e 50-000, 63/04/22, 6303040023 


8303040023 IE Info Notice 83-23, "Inoperable Conte inment Atmosphere 
Sensing Sys " Sve list end 

JORDANtE L Division of Emergency Priparednets b Engineering 
Response (Post 830103) 63/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flche 50-000,83/04/23,8303040025 


6303040026 IE Info Notice 83-24. "Loose Parts In Secondary Side of 
Steam Oenerators at PWRs “ Sve list end 

JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of New 

York, Inc 115pp 18382 047 24X Flche 50-000,63/04/28,8303040026 


8303040027 IE Info Notice 83-23, "Standby Oas Treatment Sys Heater High 
Temp Trip Betpolnt Adjustment " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Nsor 

York, Inc llBpp 18382 163 24X Flche 50-000, 63/04/28, 8303040027 


6303040020 IE Info Notice 83-26, "Failure of. Safe ty/R* 1 isf Valve 
Discharge Line Vacuum Breakers " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/03 Consolidated Edleon Co. of New 

York, Inc 122pp 18441 170 24X Flche 30-000.63/05/03.8303040026 


0303040030 IE Info Notice 83-27, "Operational ftesponie to Events 
Concsrnlng Deliberate Acts Directed Against Plant 
Equipment “ Bve list end 

JORDAN, E L Division of Emergency Preparedness b Englnaerlng 
Response (Post 630103), 03/08/04 Consolidated Edison Co. of New 

York, Inc I12pp 18382 262, 24X Flche. 50-000, 83/03/04, 8303040030. 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for Oonoral Emergoneles " Bve list end 
JORDAN, E C Division of Emergency Preparedness b Engineering 
Risponst (Post 630103), 03/03/04 Consolidated Edison Co of Nsw 

York, Inc I19pp 18441 001 84X Flche 50-000,83/05/04,6303040031. 


8303170212 Forwards IE tnsp Repts 30-478/63-06 b 30-479/83-0(1 during 
Mar 1783 No noncompliance noted 

KAD8EN,0 L Region 4, Office of Director 83/03/04 DPREA,O.N 
Houston Lighting b Power Co 2pp 16467 001 24X 

Ficho 30-498,83/05/04,8303170212 


—8303170224 IE Insp Repts 30-478/83-06 b 50-499/63-06 during Mar 1983 
No npncompl lance noted. Major areas inspected storage b 
malnt of equipment, IE bulletins b notices, const dsflcltncy 
rep t *, c 1 ec tr icel sys, structural concrete b QA/QC procedures. 

HILL.H H , GROSSMAN, H A Region 4, Office Of Director 83/05/03 
IBpp 18467 003 24X Flche 30-498,63/05/04,8305170212 


0303040033 IE Info Notice 63-29, "Fuel Binding Cauied by Fuel Rack 
Deformation " Sve lift end 

JORDAN, E L Division of Emergency Preparedness b Englnesrlng 
Response (Poet 830103) 83/05/06 Consolidated Edison Co of Niu 

York, Inc tlSpp 16523 248 24X FI c h a . 50-000, 83/05/06, 6303040033 


8303040034 IE Info Notice 63-30, "Mlsepp 1 lea t Ion of Ooneric Emergency 
Operating Procedures (EOF) Ouldellnes " Sve list end 
JORDANrE L Division of Emsrgeney Preparedness b Englnttring 
Rtsponse (Post 630103) 83/05/11 Consolidated Edison Co of NiW 

York, Inc 1 14pp 1B524 003 24 X Flche 30-000.83/05/11,6303040034 


8303040040 IE Info Notice 63-31, "Error In ADLPIPE Computer Program * 
Sve lilt end 

JORDAN, E L Division of Emergency Preparedness b Engtnscring 
Response (Post 830103} 63/03/19 Consolidated Edison Co. of Niw 

York, Inc U4pp 18697 007 24 X Flche 30-000,63/05/19,6303040040 


8303040046 IE Info Notice 63-33, "Nonrapresantatlve Sampling of 
Contaminated Oil," sve list ind 

JORDAN, E L Division of Emsrgeney Preparedness b Engineering 
Reiponie (Post 830103) 83/05/26 Consolidated Edison Co. of New 

York, me 114pp 18647 007 24 X Flche 30-000,83/05/26,6303040044 


S Reportable occurrences, LERs b related correspondence 


8305110427 Pert 21 b deficiency repts re mlsoperetion of D8-4I6 reactor 
trip undervoltege devices Initially reported on 630420 
Attachments will bs replaced w/devlces w/uldaned grooves 
to accommodate neu retaining rings Mfg drawings revlstd, 

RAHE.EP Uestlnghousf Electric Corp 63/04/21 OEYOUNO. R C. 
Director's Office, Office of Inspection and Enforcement 5pp 
16403' 075 24X F1 ch i . 50-000, 63/04/21 , 63031 10427 


8305060436 Final deficiency rapt re incorrect motor oparetor weights 
used in stress analysis of valves suppllsd by Anchor Darling 
Valve Co Initially reported on 820629 Strese analyiit for 
valve M8-t43 will be reperformed using actual weight 
OPREA, 0 U Houston Lighting b Power Co. 63/04/27 COLLINS, J.T. 

Region 4, Office of Director 4pp 16331 156 24X 

Flche 30-490, 83/04/27, 8305060436 


8303170310 Sixth Interim deficiency rept re nonconforming welds in 
vendor febrlcated Category I structural steel. Ini tial ly 
repartsd on 810108 Review b evaluation program In progress 
Next rept will he submitted by Sept 1783 

OPREAiO M Houston Lighting b Power Co 83/03/10 COLLINS, J T 
Region 4, afftee of Director 3pp 16470 013 24X 

Flche 30-498, 83/03/10, 6305170510. 


8303240336 Part 21 rept re bolting parts for A&ME III NF Class 1 pips 
supports on rigid struts or pipe clamps for struts or 
inubbsre Initially reported on 830313, Bolting parts graatsr 
than 2-lnch site not iiamined, 

HOVI.L NPe Industries, Inc 83/05/16 DEYDUNO.R.C, Director's 
Office, Office of Inspsction and Enforcement Ip 16374:001, 24X 

Flche 30-000,83/05/16,6305240336 


0303230416 Interim deficiency rept re voltage regulation problem, for 
large motors on 480-volt Class IE load ctrs Initially 
reported on 830419, Bichtel evaluating corrective actions 
Next rapt will be submitted by 830630 

OPREA.O M. Houston Lighting b Power Co 83/05/16 C0LL1N6,V T. 
Region 4, Office of Director, 3pp 18536 232 24X 

Flche 30-498, 83/05/18, 8305230416. 


8305230325 Final deficiency r<pt re Westlnghouso reactor trip 
switchgear undervoltage attachments u/daslgn discrepancy 
Initially reported on 630422 Attachments replaced, Mfg 
drawings b QC procedures modified Also reported per Part 21. 
□PREA, 0 U Houston Lighting b Power Co 83/03/18 COLLINB. J T 
Region 4, Office of Director 4pp. 18336 319 24X 

Flche, 30-498, 83/03/16, 9305230323, 
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T Htsrlng transcripts on non-antl trust matters 


B30Sia0001 Addl rssponse to FOIA request for seven categories of 
documenfes re Broun it Rooti Inc & South Taxes project Poruerds 
App B documents Documents also eveilable in POR Addl 
docuntante undergoing revleu 

FCl-TON. Ot M Division of Rules and Records 93/03/09 LINDEKAN. H N 
Lawenstein< Neumann RelSi Axelrod & Toll 6pp 18497 219 24X 

Flehe 50-000. 83/03/09. 8305100001 


~-63091SOSS4 Statement of OF Ahearne to House Subcommittee on Oversight U 
Investigations Pp 1-S 

AHEARNE. 0 F Commissioners 80/07/29 6pp 16499 171 24X 

rich# 30-000.03/03/09,8303180001 


—0309160237 Statement of V Stello before House Subcommittee on Oversight 
U Investigations 800729 hearing Pp 1-13 

STEl-UQ. V Office of Inspection S' Enforcementi Office of the 
oireetor go/07/29 l&pp 18499 177 24X Flehe 30-000, 83/03/09, 

8309160001 


DOCKET 30-300 DAVIB-BES8E NUCLEAR POWER STATION, UNIT 2 


A Appllcation/construetlon stage documents it correspondence 


6303230720 Foruards list of utils responding to requests for cost 
figures on bactflttlng 

TOURTELL.OTTE, J Regolatorg Reform Task Force 83/04/U 
PAtUADINO, N J. Commissioners 2pp 1BS43 272 24X 

F 1 e he: 90-000, 63 /04/ 1 1 . 8305230720 


DOCKET 90-301 DAV18-BEG8E NUCLEAR POWER STATION, UNIT 3 


A Appllcation/construetlon stage documents b> correspondence 


8308230720 Forwards list of utils responding to requests for cost 
figures on bactflttlng 

TOURTELLOTTE. J Regulatory Reform Task Force 83/04/U 
PAtLADINO, N J Commissioners 2pp 18342 272 24X 

Flehe: 30-000, B3/04/U, 8305230720 


DOCKET aTN-90-902 HAVEN NUCLEAR PLANT, UNIT 1 


A Appllcation/construetlon stage documents it correspondence 


8309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTELLOTTE. J Regulatory Reform Task Force 83/04/U 
PALLADINOiN J Commissioners 2pp 18542 272 24X 

FichB 80-000.83/04/11,8303230720 


DOCKET STM-SO-903 HAVEN NUCLEAR PLANT, UNIT 2 


A App 1 lea t ion/construc tlon stage documents correspondence 


8309230720 Forwards list of utils responding to requests for cost 
figures on backflttlng 

TOURTECLOTTe, J Regulatory Reform Task Force 03/04/U 
PALLADiNO. N J Commissioners 2pp 16942 272 S4X 
Flehe 80-000,63/04/11,8305230720 


DOCKET BTN-SO-900 HPPSB NUCLEAR PROJECT, UNIT 3 


A Appllcation/construetlon stage documents it correspondence 


8303100097 Forwards responses to NRC acceptance review questions for 
Mar 1903, Karked-up F8AR pages which show ehangae to be 
included in subsequsnt amend also end W/two ovartiie 
figures Apsrture cards arc available In POR 

BOUCHEY, 0 D Washington Public Power Supply System 83/04/20 

KNIOHTON, 0 U Licensing Branch 3 ,hpp 18371 339 24X 

Flehe. SO-SOBi 83/04/20, B3OS100097 


8308110016 Buaimary of 830419 meeting u/utll In Bcthesda.ND re 
dlicusston on program plan for control room design review 
WHEELER, L Licensing Branch 3 83/04/20 Licensing Branch 3 

3pp. 18415 099 84X Flehe 30-900,83/04/20,8309110018 


6309230188 Forwards second set of requests for addl info re safety 
review Responses should be forwarded no later than 830712 
Draft 8ER will ba preparad to provide basis for series of 
meetings designed to close out open Items, 

NOVAK, T N Assistant Director for Licensing 63/09/03 
FEROUSON.R L Washington Public Power Supply System 42pp 
18877- 207 24X Flehe 80-308,83/08/03,8308230189 


6303100304 Discusses responses to NRC 620623 S, 0730 questions re usage 
of ITT Orinnel ) pipe clamps Response to 820914 questions 
delayed pending minor clamp mods 8< retesting program Meeting 
suggested to insure closure of Issue 

BOUCHEY, G D Washington Public Power Supply System 03/05/03 

KNIGHTON. G W Licensing Branch 3 2pp 18371 2SI S4X 

Flehe 50-308.83/05/03,8305100304 


8305090659 Generic Ltr 83—20 to all operating reactor licensees it 
holders of CPs re integrated scheduling for Implementation 
of plant mode Sve list end 

EISENHUT, D 0 Division of Licensing 03/05/09 Consolidated 

Edison Co of New York, Inc t6pp 18627 153 84X 

Flehe 50-000.83/05/09,8305090639 


E NRC Safety Evaluation Report (SER). suppls (< correspondence 


830S23O1SS Forwards second set of requests for addl info re safety 
review Responses should be forwarded no later than 830712 
Draft SER will be prepared to provide basis for senes of 
meetings designed to close out open items 
NOVAK, T M Assistant Director for Licensing 63/05/03 
FEROUSON.R L Washington Public Power Supply System 42pp 
18577 207 24X Flehe 50-308,83/03/03.6303230155 


B30S260205 Forwards request for addl Info re safety review Response 
requested by 830712 Draft SER will be prepared to dose out 
open Items 

NOVAK, T M Assistant Director for Licensing 83/03/11 
FEROUSON.R L Washington Public Power Supply System t7pp 
10640 048 24X Flehe 30-300,83/03/11,0303260203 


F Security, medical, emergency ?< fire protection plans 


6305110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs t< holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list enc 1 

EISENHUT, D 0 Division of Licensing 03/05/11 Consolidated 
Edison Co of New York, Inc 16pp 10540 095 24X 

Flehe 30-000,83/05/11,8305110034 


6305240213 Forwards monthly statue rept on offsite emergency 
preparedness for OL reviews for Apr 1903 

DIRCKS, W J Office of the Executive Director for Operations 
83/09/13 PALLADINO, N J Commissioners 3pp 10593 322 24X 

Flehe 50-000.83/05/13,0305240213 


0 Adjudicatory correspondence 


0305060491 Joint util, NRC 5, Coalition for Safe Power recommended 
schedule for submission of proposed contentions St subsequent 
responsive filings Si for time S< place for holding prehearing 
conference Certtflcate of Sve end 

REYNOLDS, N S Washington Public Power Supply System REYNOLDS, M S 
Debevoise S, Liberman 83/05/03 Spp 18346 144 24X 

Flehe 30-508,33/03/03,6305060491 


0303130110 Notice of A9LD reconstitution MB Margulte s, Chairman S, 
FJ Bhon Si JH Carpenter, members 

COTTER, D P Atomic Safety and Licensing Board Panel 03/03/11 
2pp 18437 358 24X Flehe 30-300,83/05/11,8305130110 


8305170403 Memorandum 8i order scheduling 830803-04 special prehearing 
conference in Montesano, WA Add! schedule dates listed 
MAR0UL1E3, M Q Atomic Safety and Licensing Board Panel 63/03/16 
2pp 18470 073 24X Flehe 50-508,83/05/16,8305170483 


Q Inspection reports, IE Bulletins Si correspondence 


8212060365 IE Info Notice 63-14, “Dewatered Spent Ion Exchange Resin 
Busc ep 1 1 b 1 1 1 1 y to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR, J M Division of Safeguards S’ Inspection Programs <Po*t 
03O1O3> 03/03/21 Consolidated Edison Co of New York, Inc 

U2pp 18308 319 24X Flehe 50-000,63/03/21,8212060389 


8305130116 Notification of 830523 significant licensee meeting w/util 
In Walnut Creek, CA to discuss licensee efforts to increase 
owner Involvement In qua llty Issues, actions taken to 
Improve design control & status of sys completion 

» Region 5, Office of Director 83/04/05 Region S, Office of 
Director Ip 18430 008 24X Flehe 30-50B, 83/04/05, 0305130116 


0303170304 Forwards IE Insp Rept 30-508/83-03 on 830314-17 1. notice 
of deviation 

STERNBERG, D II Region 3, Office of Director 83/04/08 
LEDDICK.R 8 Washington Public Power Supply System 2pp 
18469 21* a4X Flehe 90-500,83/04/08,8303170384 
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--03O517O3B7 Notice of deviation from insp on S30314'17 

DODDSi R T Region 3i Office of Director S3/O4/0B Ip 
184*9 2ia S-tX Flche 30 -SOB. 03/04/08. 830 31 703B4 


“8303170390 IE Insp Bept 3O-5OB/03-O3 on 030314-17 Noncompliance noted 
failure to qualify ueld procedure in accordance to/AMS Dll 
requirements 

HA I ST. D P . auRDOIN. 0 F i DODDS. R T Region 3. Office of Director 
03/04/07 Bpp 18469 219 24X Fiche 50-300.03/04/00.0303170304 


0303040021 1£ Info Notice B3-21. "Defective Emergency Dee Respirator " 
SVC I tit end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B3/04/13 Consolidated Edison Co of Neu 

VoTl. Inc I26pp 1B43S 133 24X Fiche 50-000.83/04/13.0303040021 


0303040023 IE Info Notice 03-22. "BWR Saf e tg/Re 1 i e f Valve Failures " 
Svc list end 

JORDAN.E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of Neu 

VoTk. Inc n2pp 18383 087 24X Fiche 30-000.03/04/22.8303040023 


8303040023 (E Info Notice 83-23. "Inoperable Containment Atmosphere 
sensing Sys " Svc list end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/04/23 Consolidated Edison Co of Neu 

Vork. Inc 119pp 18301 291 24X Fiche 50-000.03/04/25.8303040023 


0303040026 IE Info Notice 03-24. “1-Oose Parks in Secondary Side of 
Steam Generators at PHRs " Svc list end 

JORDAN.E L Divisio.n of Emergency Preparedness & Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co of Neu 

york. Inc llSpp 16382 047 24X Fiche 30-000, 83/04/28. 8303040026 


6303040027 IE Info Notice 83-25. "Standby Oas Treatment Sys Heater High 
Teaip Trip Setpoint Adjustment “ Svc list end 
jOROAMiE L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/04/20 Consolidated Edison Co of Neu 

York. Inc llBpp 18382 1 63 S4X Fiche 30-000,83/04/28.8303040027 


8303040020 IE Info Notice 83-26. "Failure of Safety /Re 1 lef Valve 
Discharge l^ine Vacuum Drealcers " Svc list end 
JORDAN.E (- Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 03/03/03 Consolidated Edison Co of Neu 

fork, Inc I22pp 10441 170 24X Fiche 30-000.03/05/03,0303040028 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Svc list end 

JORDAN.E 1- Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of Neu 

York, Inc 112pp 18382 282 24 X Fiche 50-000,63/03/04,0303040030 


0303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN.E L Division of Emergency Preparedness ti Engineering 
Response (Past 8301031 83/03/04 Consolidated Edison Co of Neu 

york. Inc 119pp 18441 001 24X Fiche 50-000.63/03/04,8303040031 


6305170494 Foruards IE Insp Rept 50-908/83-03 on 830328-0427 No 
noncompliance noted 

STERNBERO.D (1 Region 5, Office of Director 83/03/04 
LEDDICK.R 0 Uasblngton Public Pouer Supply System ip 18470 029 
24K Fiche 50-SOB. 83/03/04. B303I70494 


— 0305170498 IE Insp Rept 50-500/83-03 on 830328-0427 No noncompl lapce 
noted Major areas Inspected const activities, including eiiaiii 
of ueldlng for safety-related pipe supports & restraints b 
installation of core internals 

ALBERT. U O , 0D0D8. R T Region 5. Office of Director 83/03/04 
9pp 10470 026 24X Fiche 30-900, 03/05/04, 6303170494 


8303040033 IE Info Notice 83—29. “Fuel Binding -Caused by Fuel Racl( 
Deformatinn " Svc list enc I 

JORDAN.E L Division af Emergency Preparedness t> Engineering 
Response (Post 830103) 83/03/06 Consolidated Edison Cp of Neu 

Yorkr Inc U5pp 16323 240 24X Fiche 30-000,03/03/06.0303040033 


B303040034 IE Info Notice 03 - 30 , "Misapplication of Generic Emergency 
Operating Procedures (EOF) Guidelines “ Svc list encl. 

JORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103). 03/05/11 Consolidated Edison Co of Neu 

York. Inc I14pp 18324 003 24X Fiche 30-000,03/05/11,8303040034 


8303040040 IE Inf a Notice 83-31. "Error in ADUPIPE Compultr Program " 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Beeponee (Post 830103) 03/05/19 Consolidated Edison Co of New 

York, Inc IHpp 18697 009. 24X Fich* 50-000,83/09/19,0303040040 


8303040046 IE Info Notice 63-33i "Nonrepresentat 1 ve Sampling Of 
Contaminated Oil " 8 ve list end 

JORDAN.E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co. of New 

York. Inc 114pp 18647 007 24X Fleh* 50-000. 83/05/26, 8303040046 


S Reportable occurrences. LERs & related correspondence 


8303160049 Supplsmentel final deficiency rept re safety injection tank 
safe-end indications (P/N 23) Saf e-end-to-noi i le-uelds for 
injection tanks rerad lographed. approved & accepted per spec 
ti A5ME Code requirements 

LEDDICK.R S Washington Public Power Supply System 83/04/06 
STERNBERO.D K Region 3, Office of Director 2pp 1B433 130. 34X 

Fiche 50-308. B3/04/06, 8303160049 


830303048? Final deficiency rept re Rockbestoe Insulated cable Type 
D60-1 Initially reported on 821203 Dented cable to be 
rsuorked to restore cable to original specified thlckneis 
Deficiency determined not reportable under tOCFRSO. 39(c) 

LEDDICK.R 8 Washington Public Power Supply System B3/04/20 
STERNBERG. DM Region 3, Office of Director 3pp 18294 ■ 147 24X 

Fiche 30-308,03/04/20.8305030409 


DOCKET 30-513 WPP 8 B NUCLEAR PROJECT, UNIT 4 


S Reportable occurrences, LERs b related correspondence 


0305100094 PN8-V-B3-006 on 830504. art Ic 1 e lo Trl-Clty Herald 
erroneously quoted util spokesman J Britton as saying 1,700 
or 1.800 craft uorkera will ba asked to take vacations 
during 830705-15 or be laid off Util uill clarify 
KORTENGEN.U P , NORDERHAUO, L R Region 3, Office of Director. 
83/03/03 ip 18377 261 24X Fiche 30-913,83/03/05.8303100094 


DOCKET 30-314 PEBBLE SPRINGS NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency & fire protection plans 


8303110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law anforcament visits. 

Svc list encl 

EISENHUT. D 0 Division of Licensing S3/03/11 Consol Itfatad 
Edison Co of Neu York, Inc 16pp 18340 093. 24X 

Fiche 50-000.03/05/11,8305110034 


P Operating license stage documents b correspondence 


0303090639 Generic Ltr 93-20 to all operating reactor licensees fc 
holders of CPs re integrated scheduling for Implementation 
of plant mods Svc list encl 

EISENHUT. D 0 Division Of Licensing 83/03/09 Consolldateii 
Edison Co of Neu York, Inc 16pp 18627 133. 24X 

Fiche 30-000.83/09/09.8303090639 


0 Inspection reports, IE Bulletins b correspondence 


8212060383 IE Info Notice 83-14, "Deuotered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction." Svc list 
encl 

TAYLOR. J (1 Division of Safeguards b Inspection Programs (Post 
830103) 83/03/21 Consol Idatod Edison Co of New York, Inc. 

113pp 18308 319 24X Fiche 30-000, 83/03/21 . 8212060383 


0303040021 IE Info Notice 63-21. “Defective Emergency Use Respirator.' 
Svc list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/04/13 Consolidated Edison Co- of New 

York, Inc 126pp 10433 133. 24X Fiche 30-000,03/04/13,8303040021 


8303040023 IE Info Notice 03-22, "BUR Safety /Rel 1 ef Valve Falluras. ■ 
Svc lilt encl 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 83/04/22 Consolidated Edison Co of New 

York. Inc 118pp 18383 089 24X Fiche- 30-000, 03/04/22. 8303040023 


8303040023 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys " Svc list encl 

JORDAN.E L Division of Emergency Preparednees b Engineering 
Response (Post 030103) 03/04/23 Consolidated Edison Co. of New 

York, Inc 119pp 18381 291 a4X Flclie 30 - 000 , 03 / 04 / 23,0303040023 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Steam Generators at PWRs " 8 ve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of Hew 

York. Inc llSpp 18382 047 24 X Fiche- 30-000. 03/04/28. B303040026 
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9303040027 IE Info Notice 83-23. “Standbg Gas Treatment 8g« Heater High 
Temp Trip Setpoint Adjustment '' Svc list end 
JOt)GAN> E L Division of Emergencg Preparedness 4. Engineering 
Response (Post B30103) 83/04/28 Consolidated Edison Co of Neu 

YfiTki Inc liapp 18382 l<bS 24X Fiehe 30-000. 83/04/28. 8303040027 


8303040028 IE Info Notice 83-21.. "Failure of Saf e tg/Re 1 i ef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN.E U Division of Emergencg Preparedness fc Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Flche 30-000.83/03/03.8303040028 


8303040030 IE Info Notice 83-27. "Qperational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment '' Svc list end 

vfOROANi E L Division of Emergencg Preparedness 4. Engineering 
Response (Post 830103) 83/03/04 Consolidated Edison Co of New 

York. Inc U2pp 18382 282 24X Flche 30-000.83/03/04.8303040030 


8303040031 IE Info Notice 83-28. "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN.E L Division of Emergeneg Preparedness tf Engineering 
Response (Post 830103) 53/03/04 Consolidated Edison Co of New 

York. Inc ll?pp 18441 001 24X Flche 30-000.83/03/04.8303040031 


8303040033 IE Info Notice 83-29. "Fuel Binding Caused bg Fuel Rack 
Deformation *’ Svc list end 

JORDANiE L. Division of Emergcncg Preparedness 4. Engineering 
Response (Post B30103) 83/03/0& Consolidated Edison Co of New 

York. Inc llSpp 18323 24a 24X Flche. 50-000.83/03/06. 8303040033 


8303040034 IE Info Notice 83-30. "Misapplication of Generic Emergencg 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN.E U. Division of Emergencg Preparedness 4< Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York. Inc l!4pp 18324 003 24X Flche 30-000.83/05/11.8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list end 

JORDAN.E L Division of Emergencg Preparedness it Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York. Inc 114pp, 18697 009 24X Flche 50-000,83/05/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentat i ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN.E 1. Division of Emergencg Preparedness St Engineering 
Raeponee (Post 830103) 83/03/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche 50-000.83/03/26.8303040046 


DOCKET 30-515 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 


A App 1 icatien/construetlon stage documents 4. correspondence 


B3030906S9 Generic Ltr 83-20 to all operating reactor licensees 4t 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EI8ENHUT. D O Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, tne 16pp 18627 133 24X 

Flche. 50-000, 83/05/09, 8308090639 


F aecurltg. medical, emergencg 4t fire protection plans 


8305110034 Generic Ltr 83-21 to alt llcenseas of operating raactors. 
applicants for OLs 4. holders of CPs re clarification of 
accass to control procedures for law enforcement visits 
Svc list end 

EISENHUT, 0 0 Division of Licensing 83/05/11 Consotldated 

Edison Co of New York, Inc I6pp IB540 093. 24X 

Flche 50-000.83/05/11,8303110034 


O Inspection reports. IE Bulletins 4. correspondence 


8S180603B5 IE Info Notice 83-14. "Dewatered Spent Ion Exchange Resin 
Suscepti b C I i tg to Exothermic Chemical Reaction." Svc list 
enc 1 

TAYLOR. J. M Division of Safeguards 4. Inspection Programs (Post 
8301031. 83/03/21 Consolidated Edison Co of Neu York, Inc 

liapp. 18308 3t? 24X Flche 50-000,83/03/21,8212060385 


8303040021 IE Info Notice 83-21, "Defective Emergencg Use Respirator," 
Svc list end 

JORDAN.E L Division of Emergencg Preparedness 4( Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of New 

York. Inc 126pp 18433 135 24X Fiche 30-000,83/04/15,8303040021 


8303040023 IE Info Notice 83-22, "BUR Saf stg/Rel 1 ef Valve Failures " 
Svc list end 

JORDANrE L Division of Emergencg Preparedness 4i Engineering 
Response (Post 830103) 83/04/22 Consolidated Edison Co of New 

York, Inc il2pp 18383' 089 24 X Flche 50-000,83/04/22,8303040023. 


8303040025 IE Info Notice 83-23, "Inoperable Containment Atmosphere 
Sensing Sgs " Svc list enc 1 

JORDAN.E L Division of Emergencg Preparedness 4. Engineering 
Response (Post 630103) 83/04/23 Consolidated Edison Co of New 

York, Inc U9pp 18381 291 24X Fiche 50-000. 83/04/25. 8303040025 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondarg Side of 
Steam Generators at PURs " Svc list encl 

JORDAN.E L Division of Emergencg Preparedness 4t Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of New 

York. Inc 1 15pp 18382 047 24X Fiche 50-000,83/04/28,8303040026 


8303040027 1C Info Notice 83-25, "Standbg Gas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Bve list end 
JORDAN.E L Division of Emergencg Preparedness 4t Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc I18pp 18382 165 24X Flche 50-000,83/04/26,8303040027 


6303040028 IE Info Notice 03-26, "Failure of Saf e tg/Rel le f Valve 
Discharge Line Vacuum Breakers “ Svc list end 
JORDAN.E L Division of Emergencg Preparedness 4< Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neu 

York, Inc 122pp 18441 170 24X Fiche 50-000,83/05/03,8303040028 


6303040030 IE Info Notice 63-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " 9vc list end 

JORDAN.E L Division of Emergencg Preparedness 4< Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc I12pp 18382 202 24X Fiche 50-000.83/05/04.0303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN.E L Division of Emergencg Preparedness 4i Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc ll9pp 18441 001 24X Fiche 50-000,83/05/04,6303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Def orma t ion “ Svc list end 

JORDAN.E L Division of Emergencg Preparedness 1< Engineering 
Response (Post 830103) 63/05/06 Consolidated Edison Co of Neu 

York. Inc klSpp 18523 246 24 X Fiche 50-000.83/05/06,8303040033 


8303040034 IE Info Notice 63-30. "Misapplication of Generic Emergencg 
Operating Procedures (EDP) Guidelines " Svc list end 
JORDAN. E L Division of Emergencg Preparedness S, Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co. of New 

York, Inc I14pp 18524 003 24X Fiche 50-000,83/05/11,8303040034 


8303040040 IE Info Notice 83-31, "Error In ADLPIPE Computer Program " 
avc list encl 

JORDAN, E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 83/05/19 Consolidated Edison Co of Neu 

York. Inc 114pp 18697 009 24X Fiche 50-000,83/05/19.0303040040 


6303040046 IE Info Notice 63-33, "Nonrepresentatl ve Sampling of 
Contaminated Oil " Svc list end 

JORDAN.E L Division of Emergencg Preparedness It Engineering 
Response (Post 830103) 63/05/26 Consolidated Edison Co of Ne(e 

York. Inc H4pp 18647 007 24 X Flche 50-000,83/05/26,8303040046 


DOCKET STN-50-31B HARTSVILLE NUCLEAR PLANT, UNIT I 


A Application/construction stage documents b correspondence 


8305100189 Forwards "Details of Deferral Plans for HartsvlUe Nuclear 
Plant A " Yellow Creek plan submittal delaged until 830513 
MILLS, L M Tennessee Valleg Authorltg 03/05/05. DENTON, K R 
Office of Nuclear Reactor Regulation, Director ip 1B374.294. 24X 

Flche 50-518,83/05/05,8305100109 


—8305100193 "Details of Deferral Plans for HartsvlUe Nuclear Plant A " 
* Tennessee Valleg Authorltg 83/05/31 9pp 18374 295 S4X 
Flche 50-518,83/05/03,0305100109 


Q. Inspection reports. IE Bulletins i. correspondence 


0303270468 Forwards IE Insp fiepts 50-518/03-01.50-519/63-01, 
30-520/83-01 & 50-521/83-01 on 021120-830218 No 
ncncompl lance noted 

VERRELLIiD H Division of Project & Resident Programs 63/03/25, 
PARRIS, H G, Tennessee Valleg Authorltg 2pp 18644 147 24X 

Fiche 50-510,83/03/25,8305270466 


—8305270496 IE Insp Repts 50-518/63-01,50-519/03-01,50-520/03-01 t, 
50-521/03-01 on 021120-030218 No noncompUanee noted Major 
areas Inspected open items (all uni ts ). independent Insp 
effort <A-1 tc A-2> & site deferral preparation (A-1 6 A-8) 
8CHAPKER, J F , CANTRELL. F S Region 2, Office of Director 
83/03/24 3pp 18644' 149 24X Fiche' 50-518, 83/03/25,8305270460 
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5 R«portable Qccurrencesi LERa (f relatad corre ip ondanes 


S3aS1203?3 Interim deficiencij rept ro misapplication of ITE Q«iild 
circuit treaters in post-LQCA hi/dpogcn recombiners supplied 
bV Rocbuell Inti InltiaUv reported on 83033S Matter under 
1 nves tipat ion Fino) rept bg 830Q03 Reported per Part 21 
MANNO<S F Niapara Kohauli Power Corp B3/04/2& STAROSTECKte R 
Region It Office Of Director 2pp 18433 072 24X 

riche 90-000ta3/04/2£t 8305 130392 


— 6309120404 Part 21 rept re failure of post-LOCA hgdrogan reconbiner 
component during IEEE~333 qualification program Circuit 
breaker not properlg selected for specific application Plant 
operators notified of deviation 

EMPEYtO C Rockwell International Corp sa/OS/il COLLINEi J T 
Region 4. Office of Director 9pp 1 8433 074 24 X 

F 1 C h e 50-000, 33/04/26. 830SI 20392 


DOCKET STN-50-919 HAHTSVILUE NUCLEAR PLANT, UNIT 2 


0 inspection reports, IE Bulletins & correspondence 


B30527046B Forwards IE Insp Repts 50-518/83-01. 90-919/63-01, 
90-920/83-01 V 90-921/83^01 on 821 lEO-BSOaiB No 
noneompl lance noted 

VERRELLI.O M Division of Project & Resident Programs 63/03/29 
PARRIS, H 6 Tennessee Valleg Author! tg 2pp 18644 147 24X 

Fiche 90-518,83/03/29,3305270468 


—6305270496 IE Insp Repts 50-518/83-01.90-919/63-01.90-920/83-01 4, 
30-321/03-01 on 821120-830216 No none amp 1 1 ance noted Major 
areas inspected open items (all units ), independent Infp 
effort <A-! it A-21 (( site deferral preparation fA-1 & A-2I 
SCNAPKER.JF . CANTRELL, F S Region 2, Office of Director. 
83/03/24 5pp 18644 149 24X Fiche 30-918.83/03/29,8309270469 


S Reportable occurrences, LERs It related correspondence 


6305120392 Interim dfficieneg rept re misappl icablon of ITE Oould 
circuit breakers In post-LOCA hgdrasen recomblnars supplied 
bg Rockwell Inti Initlallg reported on 630328 Hatter under 
Investigation Final rept bg 830808 Reported par Part 21 
KAMNO, 8 F Niagara Kehawk Power Corp 83/04/26 STANOSTECKI, R 
Region 1, Office of Director 2pp 1S433 072 24X 

F 1 c h e ' 50-000, 83/04 /26. 8309 1 20392 


— 8309130404 Part 21 rept re failure at post-LOCA hgdrogan recombiner 
component during IEEE-3S3 qualif Icatlon program Circuit 
breaker not properlg selected for specific app 1 lea t ion. Plant 
operators notified of deviation 

EMPEY, D C Rockwell International Corp 83/03/11 COLLINS, 0 T 
Region 4, Office of Director 9pp 18433 074 24X 

Fiche 50-000. 83/04 /26. 8309 1 20392 


DOCKET STN-90-520 HARTBVILLE NUCLEAR PLANT, UNIT 3 


A Appi icatlon/cons true tlon stag* documents Si corraspondsneo 


6305100189 Forwards "Details of Deferral Plans for Hsrtsvlllc Nuclear 
Plant A " Yellow Creek plan submittal delaged until 830513 
MILLS, L « Tennessee Valteg Authority 33/09/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 18374 294. 24X 

Flcbe 50-910,83/05/00,0309100169 


—8305100193 "Details of Deferral plans for Hartsville Nuclear Plant A " 
» Tennessee Vail eg AvthOTltg 83/09/31 9pp 18374 299. SAX 
Fiche 90-918,63/09/05,8305100189 


0 Inspection reports, IE Bulletins 6 correspondence 


8305270468 Forwards IE Imp Repts 90-918/83-01,90-919/83-01, 
90-520/63-01 6 90-521/83-01 on 921120-83'021B No 
noncompliance notod 

VERRELLl.D M Division of Project it Resident Programs 63/03/29. 
PARRISiH 0 Tennessee Valleg Authority 2pp le644- 147, 24X 

Fiche 50-518, 83/03/25 , 8305370468 


—8309270496 IE Insp Repts 90-918/83-01.90-519/03-01,90-920/03-01 it 
90-921/83-01 on 821120-830218 No noncomp 1 tan ce noted Major 
areas inspected open Items (all uni ts )> 1 ndependent imp 
effort (A-l it A-2) & site deferral preparation (A-t ti A-8> 
8CHAPKER,J F 4 CANTRELL, F 3 Region 2. Of flea of Director 
63/03/24 9pp 10644 149 24X FI c he: 90-916, 03/03/29, 8309270460 


8 Reportable occurrences, LERs 6 related correspondence 


8309120392 Interim deficlencg rept re ml sapp 1 1 cation of ITE Oould 
circuit breakers in post-LOCA hgdrogan recombiners supplied 
Og Rockwell Inti Initlallg reported on B30326 Matter under 
Investigation Final rept bg SdoBOS Reported per Part 21 
MANNO, S F Niagara Mohawk Power Corp 63/04/26 STAROSTECKI, R 
Region 1. Office of Olroctor 2 pp 16433 072 24X 

Flcha 90-000.83/04/86,8309120392 


— 8309120404 Part 21 rept re failure of post-LOCA hgdrogan reconbiner 
component during IEEE-323 qua 1 If 1 cation program Circuit 
breaker not properlg selected for specific application Plant 
operators notified of deviation 

EMPEY.D C Rockwell International Corp 83/03/11 COLLINS, UT. 
Region 4. Office of Director 9pp 16433 074 24X 

Fiche 90-000, 63/04/36. B309120392 


DOCKET STN-30-921 HARTSVILLE NUCLEAR PLANT, UNIT 4 


0 Inspection reports, IE Bulletins it correspondence 


8309270468 Forwards IE Insp Repts 50-918/83-01,90-919/03-01, 
30-920/03-01 & 50-921/83-01 on 021120-830218 No 
noncompi lance noted 

VERRELLI.O H Division of Project h Resident Programs 83/03/29 
PARRIS.H S Tennessee Valleg Authorltg 2pp 16644 147 24X 

Fiche 90-918, 83/03/29, 83092704 60 


—8309270496 IE Insp Rapts 90-918/83-01,90-919/03-01.50-520/83-01 t< 
90-521/83-01 on 82)120-830218 No none omp 1 lance noted Major 
areas Inspected open items (all units), independent Insp 
effort (A-l U A-2},ti site deferral preparation (A-l 4i A-8). 
SCHAPKER.U F Region 2, Office of Director 83/03/24 9pp. 
1S644 149 24X Fiche 50-018,83/03/29,8309270466 


S Reportable occurrences, LERs it related correspondence 


6305120392 Interim deficlencg rept re mlsapp 1 tcatlon of ITE Oould 
circuit breakers in post-LOCA hydrogen recombtners supplied 
bg Rockwall Inti. Ini tlal ly reported on 830328 Matter under 
Investigation Final rept by 630808 Reported per Part 21 
MANNO, S P Niagara Mohawk Power Corp 83/04/26 aTAROSTECKI, R. 
Region 1, Office of Director 2pp 16433 072 24X 

Fiche 50-000, 83/04/26, 8309 1 20392 


— 8305120404 Part 21 rept re failure of post-LOCA hydrogen recombintr 
component during IEEE-323 qualification program Circuit 
breaker not properlg selected for specific application Plant 
operators notified of deviation 

EHPEY, D C. Rockwell International Corp 83/03/11 COLLlNE, U. T. 
Region 4, Office of Director Spp 18433 074 24X 

Fiche 50-000, 83/04 /26, 8309 1 20392 


DOCKET 90-922 SKAOIT NUCLEAR POWER PROJECT, UNIT I 


A Appltcatlon/constructlon stage documents 9 correspondence 


8305090699 Oeneric Ltr 83-20 to all operating reactor licensees 6 
holders of CPs re Integrated scheduling for Implementation 
of plant mods 8ve list end. 

EI8ENHUT, D 0 Division of Licensing 03/09/09 Consolidated 
Edison Co of New York, Inc 16pp 18627 193 24X 

Fiche- 90-000. 83/09/09. 8309090699 


F 5ecurlty, medical, emergency t< fir* protection plans 


0309110034 Oeneric Ltr 63-21 to all llcsnsees of opsratlng rsactqrs. 
applicants for OLs h holders of CPs re clarification of 
access to control procadurts for law enforcement visits 
8vc list end 

EtSENHUT, D 0 Division of Licensing 83/09/11 Consolidated 
Edleon Co. of New York, Inc. I6pp 18940 099 24X 

Fiche 90-000,83/09/11,0309110034 


0 Adjudicatory corriipondence 


8309170272 Motion for summary disposition of Contention 1 re 
calculation of demand for electrical energy negating need 
for plant. No genuine lesue of matl fact exlite 
CAVANAOH, R Natural Resources Defense Council CAVANAOHf, R. 
Coalition for Safe Power CAVANAOH, R Columbia Rlvar Intar-Trlhil 
Fish Commission 83/09/12 Atomic Safety and Licanslng Board 
Panel 2pp 10469 061. 24 X Fiche! 50-928, 03/09/12, B309I70272 



DOCKETED ITEMS 


413 


830517027? Statement of matl facte as to tihlch there is no jenutne 
ittu* re Contention 1 

CAV/iNAOHt R Natural fieiourcea Defense Council B3/09/1S Atomic 

Safatij and Licensing Board Panel Spp 18463 337 24X 

Flcho 90-582, 83/0S/12J B305170279 


0305170347 Memorandum of points I, authorities supporting intervener 
inofeton for summarg disposition since Contention 1 no longer 
controversial issue Certificate of Svc enc 1 

CAVANAOH, R Natural Resources Defense Council 03/03/12 Atomic 
Safety and Licensing Board Panel 14pp 1046? 008 24X 

Flehe 50-322,83/03/18,8303170347 


S309170597 Affidavit of DB Goldstein supporting NRDC motion for 
svmmarg disposition of Contention 1 re need for power Four 
forecasts for energy needs refute need for power 
justification developed by util Prof qual if icattons end 
GOLDSTEIN, D Q Natural Resources Defense Council 63/03/12 Slpp 
10468 040 a4X Flehe 30-328,83/03/13,8303170937 


0305310029 Requests current suspension of federal L state licensing 
proceedings continue until mid-Sept 1983 to consider 
licensing alternatives 

THQMaEN, F T Perkins, Cole, Stone, Olsen «. Williams THOMSEN, F T 
Puget Sound Power 8< Light Co 83/03/23 WOLF, J F < LEHISrN D 

Atomic Safety and Licensing Board Panel 3pp 18693 187 24X 

Flehe 90-922.83/09/23,8303310089 


0305310082 Request for eitsnslon until 830930 to answer NRDC motion for 
summary disposition of Contention 1 Time needed to consider 
implications of final northwest conservation electric power, 
plan t( licensing alternatives Certificates of Svc end 
THOMSEN, F T. Puget Sound Power ft Light Co THOMSEN, F T Perkins. 

ColOf Stone. Qleen & Williams 83/03/25 Atomic Safety and 

Lieenelng Board Panel Spp 18698 040 24X Flehe 90-922,83/03/29, 

8305310088 


Q Impaction reports, IE Bulletins 1< correspondence 


8212060385 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction ” Svc list 
enc 1 

TAYLOR, J M Division of Safeguards It Inspection Programs IPost 
830103) 83/03/21 Consolidated Edison Co of New York, Inc 

112pp 18308 319 84 X Flehe 90-000,83/03/21,8212060389 


8303040081 IE Info Notice 03-21, "Defective Emergency Use Respirator " 
Svc list and 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Raiponte IPost 830103) 83/04/19 Consolidated Edison Co of New 

York. Inc 126pp 18433 133 24X Flehe 90-000,83/04/13,8303040021 


8303040023 IE Info Notice 83-22, “BWR 8af e ty /R'a 1 1 ef Valve Failures " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 03/04/82 Consolidated Edison Co of New 

York, Inc lt2pp 18383 08? 24X Flehe 90-000,83/04/22,8303040023 


0303040029 IE Info Notice 83-23, "Inoperable Containment Atmoephere 
Sensing Sys '' Sve list end. 

JORDAN, E U Olvltlon of Emergency Preparedness it Engineering 
Response (Post 030103) 83/04/29 Consolidated Edison Co. of New 

York, Inc lt9pp 18381 291 24X Flehe 90-000,83/04/29,8303040029 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Staam Generators at PWRs " Svc list end 

JORDAN, E L Division of Entrgency Preparedness 6 Englnetrlng 
Response (Pest 030103). 83/04/28 Consolidated Edison Co of New 

York, Inc. ttgpp 10382 047 24X Flehe 90-000,83/04/28,8303040026 


0303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list enc 1 
JOROANpE L. Division of Emergency Preparedneis 6 Engineering 
Reeponie (Post B30103) 83/04/28 Consolidated Edison Co. of New 

York, Inc llSpp 1S3B2 169 24X Flehe, 90-000, 83/04/20, 8303040027, 


0303040028 IE Info Notlet 83-26, "Failure of 8af e ty/Rs 1 lef Valve 
Discharge Line Vacuum Breakars " Sve list end. 

JDRDAN.E L Division of Emergency Preparedness It Englnetrlng 
Response (Post 830103) 83/09/03 Consolidated Edison Co. af New 

York, Inc. 122pp 18441 170 24X Flehe 90-000,03/09/03,8303040028 


0303040030 IE Info Notice 83-27, "Qptretienal Response to Events 
Concerning Dellberata Acts Directed Against Plant 
ERulpment. " Sve list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co, of New 

YoTir, Inc 112pp 10382.282 24X Flehe 90-000.83/09/04,8303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Svc list end 
JORDAN, E L Division Of Emergency Preparedness It Engineering 
Response (Post 830103) 03/09/04 Consolidated Edison Co of New 

York, Inc lt9pp 18441 001 24X Flche 30-000,03/09/04.8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Svc list end 

JORDAN, £ L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of New 

York, Inc 11 Spp 18 323 248 24X Flche 30-000,83/03/06,8303040033 


6303040034 IE Info Notice 03-30, "Misapplication of Generic Emergency 
Operating Procedures (EQP) Guidelines “ Svc list enc 1 
JORDAN, E L Olvltlon of Emergency Preparedness I Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 24X Flche 50-000,83/03/11.8303040034 


B303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp 10697 009 24X Flche 30-000.03/03/19.8303040040 


0303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil " Sve list enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 63/03/26 Consolidated Edison Co of New 

York, Inc tl4pp 18647 007 24X Flche 50-000,83/03/26,8303040046 


DOCKET 90-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A App I ice t Inn/cons true 1 1 on stage documents 6 correspondence 


8305090639 Generic Ltr 63-20 to all operating reactor licensees b 
holders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT, 0 G Division of Licensing 83/03/09 Consolidated 
Edison Co of New York. Inc 16pp 18627 193 24X 

Flche 30-000,03/09/09,0305090639 


F Security, medical, emergency b fire protection plans 


8309110034 Generic Ltr 63-21 to all licensees of operating reactors, 
applicants for OLs b holders of CPs re e larlf 1 cation of 
access to control procedures for law enforcement visits 
Svc list enc 1 

EISENHUT, 0 0 Division of Licensing 83/03/11 Consolidated 
Edison Co of New York. Inc 16pp 18340 093 24X 

Flche 90-000,83/05/11,0303110034 


0 Adjudicatory correspondence 


0303170272 Motion for summary disposition of Contention 1 re 
calc ulat Ian of d errand for electrical energy negating need 
for plant No genuine issue of matl fact exists 
CAVANAOH, R Natural Resources Defense Council CAYANAGH, R 
Coalition for Safe Power CAVANAOH. R Columbia River Inter-Trlbal 
Fish Commission 03/03/12 Atomic Safety and Licensing Beard 
Panel 2pp 18465 061 24X Flche 50-322,83/09/12,0303170272 


8303170279 Statement of matl facts as to which there is no genuine 
issue re Contention 1 

CAVANAOH, R Natural Resources Defense Council 03/05/12 Atomic 

Safety and Licensing Board Panel 2pp 18469 327 24X 

Flche 90-922,83/09/12,8305170279 


8309170347 Memorandum of points b authorities supporting Intepvenor 
motion for summary disposition since Contention 1 no longer 
controversial issue Certificate of Bve end 

CAVANAOH, R Natural Resources Defense Council 83/09/12 Atomic 
Safety and Licensing Board Panel 14pp 16469 008 24X 

Flche 00-922,83/09/12,0309170347 


03O917'O937 Affidavit of DO Goldstein supporting NRDC motion for 
summary disposition of Contention 1 re need for power Four 
forecasts for energy needs refute need for power 
justification developed big util Prof qualifications end 
GOLDSTEIN, 0. 0 Natural Resources Defense Council 03/09/12 0ipp 
18468 040 24X Flche 90-522.03/05/12,8305170957 


8309310029 Requests current suspension of federal b state licensing 
proceedings continue until mld-Sept 1983 to consider 
licensing el ter natives 

THOMSEN. F T Perkins, Colo, Stone, Olsen b Williams. THOMSEN, F T 
Pugat Sound Power & Light Co 83/03/29 WOLF, J F , LEWIS, N D 

Atomic Safety and Licensing Board Panel Spp 18693 127 24X 

Flehe’ 90-922, 83/09/25,8309310029 
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8305-310033 Request for sitenslon until 930930 to ansuer NHDC motion for 
suiniiiary disposition of Contention 1 Tine needed to consider 
implications of final northuest conservation electric pouer 
plan b licensing alternatives Certificates of Sve end 
THOMSEN. F T Puget Sound Pouer ti Light Co THOMSEN. F T Peri ins. 

Cole. -• Stone. Olsen b Milliams 03/05/2-3 Atomic Safety and 

Licensing Doard Panel Bpp 18639 040 24X Fiche 50-322. 93/05/25. 

B 3053 10082 


O Inspection reports. IE Bulletins h correspondence 


POCKET STN~50-S28 PALO VERDE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents & correspondence 


0305030013 Foruards NRC comments on C-E Ooiners Oroup study re 
depressuri lation (• DHR capability of C-E plants u/o PORVt 
Info re need for PORVs in plants required by 930630 in order 
to be considered in final decision 

NOVAK. T M Assistant Director for Licensing 83/04/20 VAN 
BRUNT.E E Artiona Public Service Co 4pp 18310 349 24X 
Fiche 30-329.83/04/20.0305030013 


8212060385 IE Info Notice 63—14. "Oeoiatered Spent Ion Exchange Resin 
Suscep tabi 1 1 ty to Exothermic Chemical Reaction " Sve list 
enc 1 

TAYLOR. J M Division of Safeguards b Inspection Programs (Post 
830103) 93/03/21 Consolidated Edison Co of Neu York. Inc 

it2pp 19309 319 24X Fiche 50-000.93/03/21.8212060393 


9303040021 IE Info Notice 83-21. "Defective Emergency Use Respirator " 
Svt list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of Neu 

York. Inc 126pp 18435 135 24X Fiche 50-000.93/04/15.9303040021 


9305110022 Summary of 930406-07 meetings u/utll b Bechtel at sits re 
NRC pouer sys site audit findings Agenda encl 

LICITRA. E A Licensing Branch 3 83/09/03 Licensing Branch 3 

7pp 10415 066 24X Fiche 30-320,83/03/03.8303110022 


9305230003 Foruards request for addl info re 830322 proposed rav to 
Table 3 2-1 of F5AR Rev deleting commitment to apply QA 
program to certain items during operations phase u/o 
justification 

KNIOHTON. 0 U Licensing Branch 3 83/03/03 VAN BRUNT.E E 

Arizona Public Service Co 4pp 18341 332 24X 

Fiche 50-328.83/05/03,8303230003 


8303040D23 IE Info Notice 83-22, “BUR Saf e t y /Re 1 lef Valve Failures " 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response iP-ost 830103) 83/04/22 Consolidated Edison Co of Neu 

York. Inc il2pp 18393 0B9 24X Fiche 50-000.83/04/22,8303040023 


6303040025 IE Info Notice 03—23. "Inoperable Containment Atmosphere 
Sensing Sys " Sve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/04/25 Consolidated Edison Co of Neu 

York, Inc U9pp 1S301 291 24X Fiche 30-000.83/04/23.9303040025 


8303040026 IE Info Notice 83-24. "Loose Parts in Secondary Side of 
Steam Generators at PHRs " Sve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response iPost 830103) 93/04/28 Consolidated Edison Co of Neu 

York. Inc 115pp 18382 047 24X Fiche 50-000.83/04/28.9303040026 


8303040037 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/29 Cons o-l Idated Edison Co of Neu 

York. Inc Hepp 18362 165 94X Fiche 50-000.83/04/29.8303040027 


6303040029 IE Info Notice 83-26. "Failure of Saf ety/Rel lef Valve 
Discharge Line Vacuum Breakers " 8vc list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/03/03 Consolidated Edison Co of Neu 

York. Inc 122pp 1B441 170 24X Fiche 50-000.83/03/03,9303040029 


83-03040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of Neu 

York. Inc 112pp 18382 282 24X Fiche 50-000.83/03/04,0303040030 


8303040031 IE Info Notice 03-28, “Criteria for Protective Action 
Reconunendati ons for General Emergencies " Sve list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/03/04 Consolidated Edison Co of Neu 

York. Inc M7pp 18441 001 24X Fiche 50-000.83/03/04.8303040031 


8303040033 IE Info Notice 03-29. "Fuel Binding Caused by Fuel Rack 
De Format ion " Sve list enc) 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/03/06 Consolidated Edison Co of Neu 

York. Inc ItSpp 18323 240 24X Fiche 50-000. 03/03/06. 0303040033 


— 8303230004 Suggests that encl request for addl info be transmitted to 
applicant Proposed revs unacceptable ol/o justification for 
deleting commitment to apply FSAR Chapter 17 OA program 
'during operations phase 

HAASS.H P OA Branch 83/04/26 KNIGHTON. 0 U Licensing Branch 
3 6pp 19341 356 24X Fiche 30-520.83/05/03,9303230003 


9305040323 Board Notification 83-057 foruards differing prof opinions 
re sys Interaction b safety classif ication Info relates to 
Board Notifications 83-17 fc 93-44 re Unresolved Safety Issue 
A-17 

EISENHUT. 0 G Division of Licensing 83/05/04 PALLADIND.N . 

GILINSKV. V , ROBERTS, TM Commissioners 22pp 18337 139. 24X 

Fiche 30-000, 83/03/04, 8303040323 


8303170219 Foruards summery of 030407 meeting u/utll In Bethosda.HD re 
draft procedures generation package for emergency 
procedures 

LICITRA. E A Licensing Branch 3 83/09/06 Licensing Branch 3 

2 pp 18476 343 24X Fiche 30-328,83/09/06,0303170219 


■8303170225 Summary of 630428 meeting u/util in Bethesda.HO ra draft 
procedures generation package for emergency procedures 
GOODMAN. M J procedures b Systems Revleu Branch 83/04/28. 

CLAYTON. H 0 procedures b Systems Revleu Branch 4pp 18476 345 

24X Fiche 50-928.83/03/06,0308170219 


8303090659 Generic Ltr 83-20 to al 1 'operating reactor licensees b 
holders of CPs re Integrated scheduling for Implementation 
of plant mods Bve list encl 

EISENHUT, D G Division of Licensing 83/09/09 Consolidated 
Edison Co of Neu York, Inc 16pp 10627 193 24X 

Fiche 90-000,83/03/09,8303090639 


8303240038 Requests schedule for submittal of addl Info needed In order 
to resolve remaining FSAR items prior to decision on OL 
Issuance Response requested ulthin 2 ufcs of receipt of 
ltr 

KNIOHTON, O H Licensing Branch 3 B3/09/09 VAN BRUNT.E E 

Arizona Public Service Co 7pp 18394 294 24X 

Fiche 30-528,83/03/09,8303240038 


8303240233 Notification of 830602 meeting u/util b TorPey Pines 
Technology in Bethesda.MD to present results of independent 
QA evaluation b discuss status of corrective actions 
LICITRA. E A Licensing Branch 3 83/03/10 KNtOHTON.O U 

Licensing Branch 3 3pp 1B393 300 24X Fiche 30-32B, 03/03/10. 

0305240253 


8303040034 IE Info Notice 03-30. "Misapplication of Generic Emergency 
Operating Procedures (EOP) Guidelines “ Sve list encl 
JOROAN.E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 93/03/11 Consolidated Edison Co of Neu 

York. Inc II4pp 18324 003 24X Fiche 30-000.93/03/11,8303040034 


9303(60071 Foruards application for amend to CPPR~t41 . requat ting 
extension of const completion date from 830831 to 1231 
Class II fee encl 

VAN BRUNT.E E Arliona Public Service Co 83/03/12 Office Of 

Nuclear Reactor Regulation, Director 2pp 10433 029 24X 

Fiche 90-320,03/03/12,0303160071 


8303040040 IE Info Notice 03-31. "Error in ADLPIPE Computer Program " 
Sve list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/03/19 Consolidated Edison Co of Neu 

York, Inc ii4pp 18697 009 24X Fiche 50-000.83/05/19,0303040040 


—8305160072 Application for amend to CPPR-141 . requesting extension of 
const completion date from B30B31 to 1231 

VAN BRUNT.E E Arizona Public Service Co 83/03/12 4pp 
18433 031 24X Fiche 30-320183/09/12,0305160071 


9303040046 IE Info Notice 63-33. "Nonrepresentative Sampling of 
contaminated Oil " Svc list encl 

JOROANrE L Division of Emergency Preparedness (e Engineering 
Response iPost 030103) B3/OS/26 Consolidated Edison Co of Neu 

York, Inc I14pp 19647 007 24X Fteha 50-000.83/03/26.0303040046 


S303200417 Justifies rev to FSAR Section I 8 re exception to Re# Oulde 
1 3S storage requirements for fission chamber detectors b 
sealed sources. in response to Jan 1983 request 

VAN BRUNT.E E Arizona Public Service Co 83/03/10 KNIGHTON, G 
Licensing Branch 3 2pp 18517 162 24X Fiche* 90-928. 93/03/19. 

0303200417 
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B30S31O161 Natitie* that util inj 1 1 provide plant-specific info re 
dip re ssur i I at i on ti OHR capabilities bi^ Q30731i Instead of 
previous schedule date of 630930 

VAN &RUNT> E E Arizona Public Service Co 63/03/2-4 KNIGHTON. 0 
Licensing Branch 3 2pp 16632 343 24X Piche 30-328. 83/09/24. 

8303310161 


E NRC Safety Evaluation Report (SERI, suppls 6 correspondence 


8309230S73 Conflrrai requests for info identified in discussions u/util 
re analysis of Syt 60 fuel design under combined 
selsdsle & LOCA loads & protection against lou temp 
ovsrpressure event per SER open 1 tern 

KNIGHTON. G M Licensing Branch 3 83/09/04 VAN BRUNT. E E 

Arltona Public Service Co 3pp 18343 263 24X 

Picht 90-328.83/03/04.8303230273 


6309120385 Foruards RCS pressure temp (P-T> curves requested in 
Section 5 3 2 of 8Efi (NUR60-0837) P-T curves ulll be 
submitted as part of final Tech Spec submission Submittal 
reielvas issue 

VAN BRUNT. E E Arliona Public Service Co 83/09/09 KNIGHTON. 0 
Licensing Branch 3 4pp 18433 120 24X Flche 30-328.83/09/09. 

8309120383 


Security, medical, emergency St fire protection plans 


8309110034 Generic Ltr 83-21 to all licensees of operating reactors, 
applicants for OLs tc holders of CPs re clarification of 
access to control procedures for iau enforcement visits 
6 VC list end 

EISENHUT. 0 0 Division of Licensing 03/09/11 Consolidated 

Edieon Co of Neu York. Inc 16pp 18540 095 24X 

Flche 90-000.83/09/11.8309110034 


8309240213 Foruards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 1983 

OIRCKB. W J Office of the Eiecutlve Director for Operations 
83/09/13 PALLADINO. NJ Commissioners 9pp 18993 322 24X 

Flche 30-000,03/09/13.0309240213 


8309200322 Advises that Installation of source range neutron flut 
monitor. par 10CFR90. App R.Sectlon III L.wlll be 
accomplished by end of first refueling outage 

VAN BRUNT. E E Arliona Public Service Co 03/09/17 KNIGHTON. 0 
Llcansing Branch 3 6pp 18916 294 24 X Flche 90-520.83/03/17. 

8309200322 


O Adjudicatory correspondence 


B3O92OO4B0 Advises that time for Commission to review ALAB-713 eipired 
Commission declined review Decision became final agency 
action on 030427 Action doss not deal w/uncontested issues 
consldared separately by NRC S. Commissioners 

CHILK, S J Office of the Secretary of the Commission 63/05/19, 
Office of the Eiecutive Legal Olroctor ip 10314 039 24X 

Fie ho 90-320,83/03/19,0303200480 


83093102X9 Requests opportunity to respond to West Valley Agricultural 
Protection Council 830306 supplemental motion re FES - OL 
stage fc to argue relevancy if A8U0 determines that 
cons i dar a t ion should be given 

OEHR.A C Snell 6 Wilmor OEHR, A C Arizona Public Service Co 

83/09/23 LAZO, R M , CALLIHAN, D . COLE, R F Atomic Safety and 

Lteanelng Board Panel 9pp 10698 137 24X Flche 90-920,03/09/23, 

8309310219 


K Utility Final Safety Analysis Report (F6AR> b amends 


6305020DB9 Foruards Amend 11 to FSAR 

VAN BRUNT. 6 E Arizona Public Service Co 83/04/20, Office of 
Nuclear Reactor Regulation, Director 2pp 18274 123 24X 

Flche 90-320,83/04/28,8308020089 


—9309020092 Amend It to FSAR W/47 oversize figures Aperture cards are 
available In POR 

a Arizona Public Service Co. 93/04/30 006pp. 18274 129 24X 

Ficha 90-928,03/04/28,0309020009 


Q inspection reports. IE Bulletins !< correspond enco 


6212060389 IE Info Notice 83-14. ''Dewatered Spent ton Exchange Resin 
Suecapbabtitty to Exothermic Chemical Reaction," Sve list 
end 

TAVLORiO M Division of Safeguards t. Inspection Programs (Post 
0301031 03/03/21 Consolidated Edison Co of New York, tne 

U2pp 18308 319 24X Flche 90-000.83/03/21,8212060309 


8303040021 IE Info Notice 83-21, “Defective Emergency Use Respirator " 
Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 63/04/19 Consolidated Edison Co of New 

York, Inc I26pp 13439 153 24X Flche 50-000.03/04/13.8303040021 


0305030302 Notification of 830302 enforcement conference u/util In 
Wa Inut Creek. CA 

* Region 3, Office of Director 03/04/20 Region 5. Office of 
Director Ip 18301 392 24XFiChe 30-328.83/04/20.8303030302 


0303040023 IE Info Notice 83-22, "BWtl Sa f o ty/Re 1 i eP Valve Failures “ 
Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 63/04/22 Consolidated Edison Co of New 

York, Inc ll2pp 18383 089 24X Fiche 50-000,03/04/22.0303040023 


0305170931 Forwards IE Insp Repts 30-523/83-10,90-529/03-07 & 
30-330/63-03 on 62060 1 -8303 1 1 One item of noncompliance 
noted 

CREWS. J L Division of Rea 1 den t> Reac t or Project & Engineering 
Programs 03/04/22 VAN BRUNT. E E Arizona Public Service Co 
2pp 18460 001 24X Flche 50-328,83/04/22,0303170331 


— B30S170537 IE Insp Repts 50-526/83-10. 50-529/83-07 ?. 50-530/63-05 on 
820601-030311 Noncomp 1 lance noted improper documentation of 
cable termination records 

ECKHAROT, J H , VDROER0RUEGGEN. ELIN. J □ Region 3. Office of 
Director 83/04/21 ISpp 18468 003 24X Flche 90-328.83/04/22, 

8303170331 


8303040023 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Sensing Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness ?< Engineering 
Response (Post 030103) 83/04/23 Consolidated Edison Co of New 

York, Inc 119pp 18381 291 24X Flcho 50-000,03/04/23.8303040023 


03O517OS6O Forwards IE Insp Repts 30-928/83-09.30-929/03-06 «, 
90-330/83-04 on 830404-07 No none omp 1 lane e noted 
STERNBERG. D M Region 9. Office of Director 83/04/25 VAN 
BRUNT . E E Arizona Public Service Co 2pp 18468 126 24X 

Flche 30-528,83/04/23,0305170360 


—8305170564 IE Insp Repts 50-323/83-09.30-329/83-06 ti 90-930/03-04 on 
030404-07 No noncompliance noted Major areas inspected 
allegations made by R Gunderson U W RO'yea in affidavits 
before ASLB on 030100 0223 

VORDERDRUEOGEN. FICRELLI. 0 , OURDOIN. J Region 3. Office of 

Director 83/04/22 14pp 18468 130 24X Fiche 50-528.63/04/25, 

0303170360 


0303040026 IE Info Notice 83-24. "Loose Parts In Secondary Side of 
Steam Generators at PWRs " Sve list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 83/04/28 Consolidated Edison Co of New 

York, Inc USpp 16302 047 24X Flche 30-000,83/04/26,8303040026 


6303040027 IE Info Notice 83-25. "Standby Gas Treatment 0ys Heater High 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN. £ L Division of Emergency Preparedness h engineering 
Response (Post 630103) 03/04/28 Consolidated Edison Co of Neu 

York, Inc 1 ISpp 18302 163 24X Fiche 50-000.83/04/20,8303040027 


6303040020 IE Info Notice 83-26, "Failure of Safetg/Rcllef Valve 
Discharge Line Vacuum Breakars " Sve list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/05/03 Consol (dated Edison Co of New 

York, Inc 122pp 18441 170 24X Flche 30-000,03/03/03.8303040020 


03OS26O319 Adc receipt of 030404 fa 22 Itrs informing NRC of steps taken 
to correct violations noted In IE insp on 830104-07 fa 17-21 
STERNBERG, D M Region 9, Office of Director 03/09/03 VAN 
BRUNT, E E Arizona Public Service Co Ip 1B623 007 24X 

Fiche 90-928,83/09/03,83092603(9 


— 8309260321 Responds to NRC 030302 ltr re violations noted In IE insp 
on 830104-07 fa 17-21. Corrective actions 6-lnches of pipe fa 
weld replaced Listed supports Installed on 830323 per Design 
Change Package 1-3S-RD-013 

VAN BRUNT.E E Arizona Public Service Co 83/04/04 

STERNBERG, n H Region 9. Office of Director 6pp 10629 000 

24X Flche 90-920,03/09/03,0305260319 


—8303260326 Revises 030404 response to IE insp re unauthorizsd 
undocumented weld Alleger did not claim to have knowledge of 
any other incidents 

VAN DRUNTiE E Arizona Public Service Co 83/04/22 

STERNBERG, D M Region 9, Office of Director 4pp 1S623 014 

24X Fiche 30-928,83/09/03,8303260319 
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DOCKETED ITEMS 


8303040030 IE Info Noticf 83-27) “Oprerotianal Response to Ev«nts 
Conccrnlns PelibBrat* Acts Directed Against Plant 
Eiuipment " 8vc list epcl 

JORDAN; E L Division of Emergsnci| Proparednest t. Englnseping 
Response (Post 8301031 B3/09/O4 Consolidated Edison Co of Ntu 

Yopt, Inc llSpp 10382 282 24X Ficho 50-000.83/03/04.8303040030 


B303040031 IE Info Notice B3~20. “Crilena fop Protective Action 
necDoinendatlDns for General Emergencies " Gvc list encl- 
JOROAN. E L Division of Emergencg Preparedness 1< Engineering 
Ratponse (Post 830103) 83/03/04 Consolidated Edison Co of New 

YOPfi. Inc 119pp 18441 OOt 24!C Flche 50-000.83/09/04.0303040031 


8303170377 Forwards IE Insp Hept 50-528/83-13 on 030321-0429 No 
nonconp 1 lance noted 

STERNBEnO.D (1 Region 3. Office of Director 83/05/04 
ANDOGNINI.O C ArilOna Public Service Co 2pp 18470 128 24X 

Fiche 50-528.83/09/04.0303170377 


— 8303170382 IE Insp Rept 30-328/83-13 on 830321-0429 No none omp 1 lance 
noted iMajor areas inspected startup testing, matnt. fuel 
receipt t< reactor coolant pump repairs 

FIQRELLI.O . JOHNSTON.O . YOUNO. T. Region 9. Office of Director 
83/09/04 6pp 18470 130 24X Fiche 50-328.83/09/04.0309170377 


8303040033 IE info Notice 63-29. *'Fuel Binding Caused bg Fuel Rack 
Deformation *' Sve list end 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) B3/09/0& Consolidated Edison Co. of New 

York. Inc )l9pp 18923 248 24X Fiche 90-000. 83/05/06. 83<}3040033 


8309120392 Interim deficiency rept re mi sapp 1 icatlon of ITE Oould 
circuit breakers In post-LOCA hydrogen recombinars supplied 
by Roekuell Inti Initially reported on 830328 Hatter under 
investigation Final rept by 830608 Reported par Part 21 
HANNO. 0 F Niagara Hohawk Power Corp 83/04/26 STAROSTECKI. R 
Region 1. Office of Director 2pp 18433 072 24X 

Fiche 90-000.03/04/26.8309120392 


— 8309120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not proparly selected for specific epplicatlon Plant 
operators notified of deviation 

EMPEY. D C Rockwell International Carp 83/03/11. C(3LLIN0,jr 
Region 4, Office of Director 9pp 18433 074 24X 

Fiche 90-000. 03/04/26. 0309120392 


8309130183 Interim Deficiency Rept DER 82-91 re Pullman-Ke I logg pipe 
line failure in essential cooling water syc Initially 
reported on 820910 Submittal of final rept delayed until 
630931 due to extensive evaluation required 

VAN BRUNT. E E Arltona Public Service Co 03/04/26 STERNBERO.D ti. 

Region 9. Office of Director 2pp 10439*349 24X 

FlCba 90-928. 83/04/26. 0309130183 


8309130127 Final Deficiency Rapt DER 83-4 re failure of Maldlnger test 
procedures for air handling units to Aioet ANSI N910 
requirements Initially reported on 830126 Condition 
determined not reportable per t0CFR90 99<a) 

VAN BRUNT.E E Arliona Public Service Co 03/04/27 STERNBEROrD H 
Region 9. Office of Director 6pp 10437 27i 24X 

Fiche 30-928,83/04/27,8309130127 


8309160008 Notification of 830929 meeting u/util 6 Bechtel in 
Deer Valley project ofc to discuss SALP far Jut 1981 - 
Fob 1983 

* Region 5, Office of Director 03/09/10 Region 9. Office of 
Director 2pp 10496 079 24X Fiche 5D-528; 83/05/10, 8309160008 


8309160089 Confirms 030925 meeting w/applicant at Deer Valley Project 
ofc to discuss SALP for Jul 1981 - Feb 1983 

CREMS, J L Division of Res ident. Reac tor Project tt Engineering 
Programs 83/09/10 VAN BRUNT.E E Ariiona Public Service Co 
3pp. 1B44B 146 24X FI Che 90-528,03/05/10,8305160089 


--8305160179 SALP rept for Jul 1981 - Feb 1983 

e Region 9, Office of Director 83/04/30 31pp 18448 192 24X 

Fiche 90-528,83/03/10.0305160089 


8303040034 IE Info Notice 83-30. "Misapplication of Cenarlc Emergency 
Operating Procedures (EOF) Ouldellnes " 3ve list end. 

JORDAN. E. L Division of Emergency Preparedness it Engineering 
Response IPost 830103) 83/03/11 Consolidated Edison Co of Hew 

York. Inc I t4pp 18524 003 24XFlch* 90-000.83/09/11,8303040034 


8305130167 Interim Deficiency Rept DER 62-93 re failure of Joy fen 
bledc causing 2-lnch penetration of containment liner plate. 
Initlelly reported on 820924 Submittal of final rept delayed 
until 830628 due to extensive Investigation required 
VAN BRUNT.E E Arlxone Public Service Co 83/04/27 eTERNBERO.OM 
Region 9, Office of Director 2pp. 10438*111 24X 

Fiche 90-928,83/04/27.8309130169 


8303130124 Deficiency Evaluation Rept 83-18 re Installation of pips 
supports which do ixot meet Seismic IX requirements Initially 
reported on 030329 Deficiency determined not reportable per 
iOCFRSO 9S(c> Documentation will be maintained In file* 

VAN BRUNT.E E Arliona Public Service Co 83/04/20. STERN6ERO.O H 
Region 9, Office of Director 2pp 18438,099 24X 

Fiche 30-928,83/04/28,8309130124 


8309130199 Deficiency Evaluation Rept DER 03-20 re startup test 
parsonnel qualifications Initially reported on 830406, 

Deficiency determined not reportable par IOCFRSO 99<e) 

VAN BRUNT.E E Ariiona Public Service Co 83/04/29. BIERNBERO.D 11 
Region 9, Office of Director 2 pp, 18437 109 24X 

Fiche 90-928, 83/04/29, 8309 130199 


8303040040 IE Info Notice 83-31, “Error In ADLPIFE Computer Program " 
Bve list end 

JOROANfE L Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 83/09/19 Consolidated Edison Co of New 

York, Inc 114pp 18697 009 24X FI Che ' 50-000, 83/09/19, 0303040040. 


8303040046 IE Info Notice 03-33, “Nonrdpresentatl ve Sampling of 
Contaminated oil " Sve list enct 

JORDAN, E L. Division of Emergency Preparedness <e Engineering 
Response (Post 830103) 03/09/26 Consol Idatsd Edison Co. of New 

York. Inc II4pp 18647*007 24X FI c he, 90-000, 83/05/26, 8303040046 


S Reportable occurrences, UERs 6 related correspondence 


8309030620 Interim Deficiency Rapt DER 83-16 re potential failure of 
diesel generator governor It voltage regulator to 
automa ti cal ly reset from manual/test mode upon loss of 
power. Initially reported on 830318 Final rept by 830919 
VAN BRUNT.E E Arliona Public Service Co 83/04/15 8TERKBERO, D H 
Region 9, Office of Director 3pp 18303 339 24X 

F Iche: 90-Sae. 83/04/19, 8309030626 


8309130310 Advises that Deficiency Evaluation Rept DER 63-20 re 
startup test personnel qualifications not reportable per 
10CFR90 991 e) 

VAN BRUNT.E E Arliona Public Service Co. 83/04/27 8tERNfiER0,DK 
Region 9, Office of Director ip 18440 090 24X 

Fiche 90-928.83/04/29.8309130210 


0309130082 Final Deficiency Rept DER 02-62 re E8F actuation sys dc 
power supply ground detectors failing preoperetlonal teats 
Initially reported on 821021. Item determined not reportable 
under IOCFR90 991 e) 

VAN BRUNT.E e Arliona Public Service Co 83/09/03 STERNBEROjD K 
Region 9, Office of Director 6pp 18436.373. 24* 

Fiche- 90-928, 83/09/03, 8309130082 


8309130107 Final Deficiency Rapt DER 83-2 re valve oparetora 
accidentally interchanged by Post-Seal on Ineldo it outside 
containment valves, Initial ly reported on 830129 Operetore to 
be replaced Also reported per Part 21 by Posl-Saal 

VAN BRUNT.E E Arliona Public Service Co 83/09/03 BTERNSERO.D R. 

Region 9, Office of Director 4pp. 18437 219. 84X 

Fiche 90-928,83/09/03,8309130107 


6309030389 Final Deficiency Rept DER 02-84 re internal damage to Class 
IE load ctrs by space heaters Initlelly reported on 830137 
Deficiency not reportable under lO'CFROO 93<e) Space beater* 
being supplied w/corrcct voltage 

VAN BRUNT.E E Arliona Public Service Co 83/04/19. STEBNDEBIS. D M 
Region 5, Office of Director 4pp 18300 080 34X 

Fiche 90- 928, 83/04/ 1 9, 8309030289 


8309130229 Corrected Interim Deficiency Rept DER 83-17 re ITE fir# 
protection awitches failure to meet requirements of TMI 
Task IBA initially rsportsd on 830304 Info ulU not be 
finalised until 830919, dua to extensive Investigation. 

VAN BftUNTiE. E Arliona Public Service Co 83/04/31. STERNBERO.dh 
R egion 9, Office of Director Ip 18440.093 24X 

Fiche 90-928, 83/04/31 , 8309 1 30229 


8309130148 Revised interim Deficiency Rept DER 82-76 re TerSat Rock 
valves not meeting Tech Spec requirements. Initially reported 
on 021124 Revised test plan revlewad by Bechtel Final rept 
expected by 830823, Also reported par Part 21, 

VAN BRUNT.E E Ariiona Public Service Co 83/09/03, BTERNBERO.D K 
Region S, Office of Director 4pp 18438, 117 24X 

Fiche 90-928. 03/09/03, 8309 130148 


8309130168 Interim Deficiency Rapt DER 83-19 re Pacific Scientific 
safety injection sys snubber failure to function proparly. 

Info will be final lied by 030801 Delay due to extensive 
Investigation t< evaluation. 

VAN BRUNT, E E Arltona Public Service Co. 83/09/03 8TERMBER0, D. H 
Region 9, Office of Director. 3pp 18438 101. 24X 

Fiche 90-928, 63/09/03, B309130168. 
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eaostsoie? Final Daficlency Rept DER 83-12 ro malfunction of OE add-on 
altctrlc Interlocks used u/Class lEiSlze 2< starters in 
48d-VOlt motor control ctrs Initially reported on 830309 
Design change packages issued Also reportable per Part 21 
VAM BRUNT* E E Arliona Public Service Co 83/09/03 STERNOERO* D n 
Region 9* Office of Director Spp 10439 340 84X 

Ficha 90-92S> Q3/09/03i 8303130189 


B309130226 Rev I to Interim Deficiency Rept DER 82-80 re failure of 
Conas electrical penetration lou level Insulation resistance 
to meet quail f Icat ion tests Initially reported on 821217 
Testing in progress Next rept by 830914 

VAN BRUNT* E E Arliona Public Service Co 83/09/03 STERNBERO. D M 
Region 9* Office of Director 3pp 18439 IBB 24X 
FI Che 90-928. 83/09/03. 8309130226 


8309130264 Interim Defielehcy Rept DER 83-16 re failure of diesel 
generator governor & voltage regulator to automatically 
reset from manual/test mode upon loss of pouer Initially 
reported on 630318 Also reportable per 10CFR2t 

VAN BRUNT* E E Ariiona Public Service Co 83/09/03 aTERNBERO* D M 
Region 5* Office of Director 4pp 18439 238 24X 

Fichc. 90-928. 83/09/03. 8309130264 


8303230917 Final Deficiency Rept DER 83-21 re operation of lou pressure 
safety injection pump In violation of procedures Deficiency 
not reportable per 10CPR90 99(e) 

VAN BRUNT. E E. Arliona Public Service Co 83/09/06 8TERNI}ER(7* D H 
Region 9* Office of Director 2pp 16936 313 24X 

Fiche 90-928.83/09/06.8309230917 


DOCKET STN-SO-929 PALO VERDE NUCLEAR STATION. UNIT 2 


A Apptleatlon/constructlon stage documents & correspondence 


8305240293 Notification of 630602 meeting u/util & Torrey Pines 
Technology in Bethesda.MO to present results of Independent 
QA evaluation ir discuss status of corrective actions 
LICITRA.EA Licensing Branch 3 83/03/10 KNIGHTON.OW 

Licensing Branch 3 3p p 18593 300 24X Fiche 90-328.03/09/10. 

8309240293 


8309200417 Justifies rev to FSAR Section 1 8 re exception to Reg Ouide 
1 38 storage requirements for fission chamber detectors & 
sealed sources, in response to Jan 1903 request 

VAN BRUNT. E E Arliona Public Service Co B3/09/IB KNIOHTON. 0 
Licensing Branch 3 2pp 18317 162 24X Fiche 90-928.83/09/18. 

8309200417 


8309290209 Board Notification 63-063 transmits moiros re status of OHR 
studios for C-E p Ian t s. u/emphas 1 s on need for PORVs in 
current C-E designs 

NOVAK. T N Assistant Director for Licensing 83/09/18 Atomic 
Safety and Licensing Board Panel 7pp 18627 107 24X 

Fiche 90-000.83/09/18,8309290209 


--B309290221 Requests that end documents on status of DHR studies for 
C-E p Ian t s. u/empha si s on need for PORVs In current C-E 
designs.be provided to ASLB t< ASLAB 

MATTSON, R J Division of Systems Integration (post 811009) 
83/04/28 ElSENHUr, D 0 Division of Licensing Ip 18627 i i3 
24X Fiche 90-000.83/09/18,6309290209 


— 8309250220 Responds to Commission 830404 request that study of need for 
controlled depressurliation capability in C-E plants be 
accelerated it that ACR8 vieus be solicited on issue prior to 
reporting back to Commisslan Study to be concluded 830630' 

DIRCKS, U J Office of the Executive Director for Operations 
83/04/29 CIHILK.E J Office of the Secretary of the Commission 
Ip 18627 119 24X Fiche 90-000.83/09/18,8305290209 


8309030013 Foruards NRC comments on C-E Ouners Oroup study re 
depressurliation ti DHR capability of C-E plants ui/o PORVs 
Info re need for PORVs in plants required by 030630 in order 
to be considered in final decision 

NOVAK* T M Assistant Director for Licensing 83/04/20 VAN 
BRUNTrE E Arliona Public Service Co 4pp 18310 349 24X 
Fiche: 90-928, 83/04/20. 8309030013 


8309310161 Notifies that util ulll provide plant-specific info re 
depressurliation (< DHR capabilities by 830731, ins tead of 
previous schedule date of 030930 

VAN BRUNT, E E Arliona Public Service Co 83/09/24 KNIOHTON, 0 
Licensing Branch 3 2pp 166S2 349 24X Fiche 50-928.83/09/24, 

8309310161 


8305110022 Summary of 830406-07 meetings w/utll h Bechtel at ..te re 
NRC pouer sys site audit findings Agenda end 

LICITRA, E A Licensing Branch 3 83/09/03 Licensing Branch □ 

7pp 18419.066 24X Fiche 90-928,83/09/03.8309110022 


8309230003 Foruards request for addl info re 830322 proposed rev to 
Table 3.2-1 of FSAR Rev deleting commitment to apply QA 
program to certain Items during operations phase u/o 
justification 

KNt'OHTON. O U. Licensing Branch 3 03/09/03 VAN BRUNT, E.E, 

Arliona Public Service Co 4pp 18941 392 24X 

Fiche* 50-928, 83/09/03, B309230003 


E NRC Safety Evaluation Report (SER>. suppls t, correspondence 


8305230273 Confirms requests for Info identified In discussions le/util 
re analysis of Sys 80 fuel design under combined 
seismic ti LOCA loads tt protection against lou temp 
overpressure event per SER open i tem 

KNIOHTON. 0 H Licensing Branch 3 83/09/04 VAN BRUNT. E E 

Arliona Public Service Co 3pp 18543 269 24X 

Fiche 90-928.83/09/04,8309230273 


F Security, medical, emergency St fire protection plans 


—8309230004 Suggests that end request for addl info be transmitted to 
appl leant. Proposed revs unacceptable w/o justification for 
deleting commitment to apply FSAR Chapter 17 QA program 
during operations phase 

HAA68, U P QA Branch 83/04/26 KNIGHTON. 0 M Lie ens ing Branch 
3 6pp 18941-396 24X Fi ch e : 90-928, 83/09/03. 8309230003 


6309110034 Oenerle Ltr 83-21 to all licensees of operating reactors, 
applicants for OLt & holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list enc 1 

EISENHUT.O 0 Division of Licensing 83/09/11 Consolidated 
Edison Co of Ncu Vork. Inc 16pp 1Q940 099 24X 

Fiche 90-000,83/09/11,8309110034 


8305040323 Board Notification 83-097 foruards differing prof opinions 
re sys interaction & safety dasstflcation Info relates to 
Board Notifications 03-17 b 83-44 re Unresolvad Safety Issue 
A- 17. 

EISENHUT.O 0 Division of Licensing 83/09/04 PALLADINO.N . 

OILINSKY.V , ROBERTS, T.N Commistioners 22pp 18337 139 24X 

Flehe 50-000,83/09/04,8309040323 


8305170219 Foruards summary of 830407 ms sting w/utll in Oethesda.MD re 
draft procedures ganiration pacliage for emergency 
procadvras 

LICITRA, E A. Licensing Branch 3 83/09/06. Licensing Branch 3 

2pp. 18476-343 24X Fiche- 90-928, 63/09/06, 8309170219 


—8305170229 Summary of 630420 meeting u/utll in Bethesda.MD ri draft 
pmeaduras generation package for emergency procedures. 

OOODNAN, H J Procedures Sc Systems Review Branch 63/04/28. 

CLAVTOM, H B Procedures S< Systems Review Branch 4pp 18476:349 

24X Fiche 50-938,63/09/06,8309170219 


8309090699 Generic Ltr 83-20 to all operating reactor llcanstts Sc 
holders of CPs re Integrated scheduling for inplsmentatton 
of plant mods, Sve list tncl 

E18CNHUT,0.fl Division of Licensing 83/09/09 Consolidated 
Edison Co, of New York, Inc 16pp 18627 193 24X 

Flehe: 90-000, 83/09/09, 9309090699 


8309300322 Advises that installation of source range neutron flux 
monitor, per 10CFR90, App R, Section III L.will be 
ac comp 1 1 shed by end of first refueling outege 

VAN BRUNT. E E Ariiona Public Service Co 83/09/17 KNIOHTON,© 
Licensing Branch 3 App 10916 2?4 24X Fiche 90-928.83/09/17. 

0309200322 


0 Adjudicatory correspond enc e 


630S030994 Second set of nonuniform interrogatories Certificate of Sve 
• nel Related correspond ence 

CRAWFORD, V A, Joint Ap p I icants-Pa 1 o Verde CRAWFORD, V A Snell tt 
Wi Inter 03/04/27 West Valley Agricultural Protection Council, 
Inc. 96pp 18303 219 24X Fiche 90-929,03/04/27,8309030994 


6309030498 Second set of Interrogatories Certificate of 8vc end 

DEWEY, L 8 Hearing Branch 3 83/04/29 West Valley Agricultural 

Protection Council, Inc 9pp 18899 109 24X Fiche 50-929* 

83/04/29. 8309030490 


9305160080 Memorandum supporting West Valley Agricultural Protection 
Council, Inc supplemental motion for declaration that NEPA 
analysis inadequate Si for continuance No attempt made to 
tdenti fy/analyzs salt drifts W/Cetlflcate of Sve 
BERLIN. K West Valley Agricultural Protection Council* Inc 
DERLIN. K. Berlin. Roisman, Kessler Si Cashdan 83/09/06 Atomic 
Safety and Licensing Board Panel App 18450 120 24X 

Flehe 50-529.83/09/06.8305160080 
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B30911026S Coffbments on format of Unlv at Arijona agricultural 
productivity study iTietnodolagy Methodology adequate for 
ovatuating impacts of salt drift on representative 
agricultural crops 

OEWEV. L S Hearing Branch 3 33/09/10 PLATT, W E Snell & Hllmer 

□pp 1B393 S93 S4X Ftche 50-829,83/05/10,3305110260 


9305160032 Supplemental motioii to 830202 motion for declaration that 
hJEPA analysis inadequate 6 for continuance of proceedings 
Joint applicant responses to interrogatories lacked 
/oeaningful data on salt deposition 

BERLIN, K tiest Valley Agricultural Protection Council, tnt 
03/05/13 Atomic Safety and Licensing Board Panel 13pp 
leasa H9 24X Plche 30-539,03/05/13,8303160032 


8303160034 Motion for mod of ASLB 830333 discovery schedule, per 330309 
stipulation on discovery Depositions scheduled for 830718 
should be rescheduled for 830829 Discovery on Lfniv of 
Arizona crop study should begin on 831220 

BERLIN,K West Valley Agricultural Protection Council, Inc 
33/05/13 Atomic Safety and Lscensizig Hoard Panel 3pp 
18456 089 24X Flche 50-329,83/09/13,6303160034 


8303160086 Momorandum supporting West Valley Agricultural Protection 
Council, Inc motion for discovery schedule Projected date for 
crop study completion 6 uks later than original date 
BERLIN, K Uest Valley Agricultural Protection Council, Inc 
BERLINjK Berlin, Roisman, Kessler U Cashdan 83/09/16 Atomic 
Safety and Licensing Board Panel 3pp 104SI 024 S4X 
Fiche 30-329,83/03/16,0305160086 


8309240482 Joint Applicants response to West Valley Agricultural 
Protection Council second set of interrogatories 
OEHR, A C , PLATT, W E . OtSCHOPF.C A Snell & Milmer 03/09/ IS 
Atomic Safety and Licensing Board Panel 6lpp 10572 252 24X 

Fiche 50-329,83/09/18.8305240482 


8309200488 Advises that time for Commission to revietu ALAH-713 expired 
Commission declined revieui Decision became final agency 
action on 830427 Action does not deal <u/unc on te s ted issues 
consideied separately by NRC & Commi e s i Oner s 

CHILK.S J Office of the Secretary of the Coinfflission 83/05/19 
Office of the Executive Legal Director Ip 18914 039 24X 

Fiche 50-528,83/05/19,8309200488 


8305310215 Requests opportunity to respond to West Valley Agricultural 
Protection Council 830506 supplemental itibtien re FES - DL 
stage 6 to argue relevancy if ASLB determines that 
consideration should be given 

OEHR, A C Snell & Wilmer OEHR, A C Ancona Public Service Co 
83/05/23 LAZO, R H , CALL 1 HAN, D , COLE. R F Atomic Safety and 

Licensing Board Panel 5pp 1865P 137 24X Fiche 90-528.83/09/23, 

6309310219 


8305270024 Response to West Valley Agricultural Protection Council 
830306 motion for mod of discovery Schedule Requests tO-day 
extension to answer motion since Joint Applicants t. Council 
stipulation not received Certificate of Sve end 
DEWEY, L S Hearing Branch 1 83/05/26 Atnmic Safety and 

Licensing Dpard Panel 4pp 18640 099 24S Fiche 50-929.83/03/26. 

8309270024 


B305310074 Response to West Valley Agricultural Protection Council, Inc 
supplemental motion for declaration that NEPA analysis 
inadequate for continuance of proceedings Request for neiu 
EIS 6 continuance should be denied W/Cer t If ica te of Sve 
DEWEY, L S Hearing Branch 3 83/05/26 Atomic Safety and 

Licensing Board Panel l4pp 18699 103 24X Fiche 50-529,83/09/26, 

8309310074 


It Utility Final Safety ATialysts Report (FEARI t, amends 


8305020089 Foriuards Amend It to FSAR 

VAM BRUNTiE E Artfona Public Service Co 83/04/28 Office of 

Nuclear Reactor Regulation. Director 2pp 18274 123 24X 

Fiche 30-528.83/04/28,8309020069 


■8309020092 Amend 11 to FSAR W/47 oversize figures Aperture cards are 
available in PDR 

» Arizona Public Service Co 83/04/30 eo6pp 18274 125 24X 

Fiche 50-528. 03/04 /28. B30S0200B9 


O Inspection reports. IE Bulletins 6 correspondence 


8212060305 IE Info Notice B3-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction, '• 8vc list 
end 

TAYLOR, J n Division of Safeguards <> Inspection Prngpeins (Post 
830103) 83/03/21 Consolidated Edison Co of New York. Inc. 

tlEpp 18308 319 S4X Fltho 30-000,83/03/21,8212060363 


0303040021 JE Info Notice 83-21. ''Defective Emergency Use Respirator," 
Sve list enc 1 

JORDAN, e L Division of Emergency Preparedness t. Engineering 
Response (Poet 830103) 83/04/15 Consolidated Editon Co of N4W 

York, Inc 126pp 10433 153 24X Fiche 50-000.83/04/15.8303040021- 


8303040023 IE Info Notice 83-22, "BMR 8af e ty /Re 1 1 e f Valve Failures ^ 
Sve Hit end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/22 Conso 1 1 da ted Edison Co of NtU 

Yor)!, Inc H2pp 18383 089 24 X Ftche 90-000.83/04/22,8303040023 


8303170931 Forwards IE Insp Reptf 90-928/83-10,90-529/03-07 1, 
30-330/83-03 on 820601-8303 1 1 One Item of none omp 1 1 anc e 
noted 

CREldS, J L Division of Res 1 den t, Reac tor Project 6 Enginearlng 
Programs 83/04/22 VAN BRUNT. E E Arizona Public Service Co 
2pp 1 8468 001 24X Fiche 30-528,03/04/22.8305170931 


—8305170537 IE Insp Repts 50-528/83-10,30-329/83-07 50-330/83-09 on 

82060I-B3031 1 Noncamp 1 lance noted Improper documentation of 
cable termination records 

ECKHARDT, J H , V0RDERBRUE(?0EN, EUN, J O Region 3, Office of 
Director 83/04/21 ISpp 18468 003 24 X Fiche 50-328.83/04/22. 

8309170531 


8303040025 IE Info Notice 93-23, "Inoperable Containment AtfflOiphert 
Sensing Sys " Sve list end 

JORDAN, £ L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/04/23 Consolidated Edison Co. of Net) 

York, Inc I19pp 18381 291 24X Fiche 50-000,83/04/23,8303040029 


8305170960 Forwards IE Insp Repts 50-528/83-09,30-329/83-06 ti 
50-530/83-04 on 830404-07 No noncompliance noted 
8T6fiNflER(J, D M Region 5, Office of Director 83/04/29 VAN 
BRUNT, E E Arizona Public Service Co 2pp 18468 128 24X 

Fiche 90-528,83/04/25,8305170560 


—8303170364 IE Insp Repts 50-328/83-09.50-929/83-06 li 30-530/83-04 bn 
830404-07 No noncomp 1 1 anc a noted Major areas Inspected 
allegations made by R Ounderson i< W Royce in affidavits 
before ASLB on 830108 tt 0225 

VORDERDRUEGOENi FIORELLI.O , dURDOIN, J Region 5, Office of 

Director 03/04/22 14pp 18468 130 24X Fiche 50-528.83/04/81, 

8303170560 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PWfis " Sve list end 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 8301031 83/04/28 Consolidated Edison Co of New 

York, Inc llSpp 18382 047 24X Fiche 50-000,83/04/28,8303040086 


8303040027 IE Info Notice 03-25, "Standby Das Treatment Sgt Heater tiigh 
Temp Trip Setpoint Adjustment " Sve list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Kiu 

York, Inc llBpp 18382 165 24 X Fiche 90-000,83/04/88,8303040027 


6309020466 Informs that insp of facility not warranted unless 
significant safety deficiency identified re elongated roof 
truss bolts VITS Item dosed t< mat! placed in vendor 
reactive file 

CONWAY, J T Region 4, Office of Director 83/04/28 BARNES,!, 
Region 4. Office of Director Ip 18283 307 24X 

Fiche 50-529,83/04/28,0305020466 


8303040028 IE Info Notice 83-26, "Failure of Saf ety/Rellef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN, E L Division Of Emergency Preparedness li Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York, Inc 122pp 18441 170 24 X Fiche 30-000,03/03/03,0303040086 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Sve list end 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 830103) 83/05/04 Consolidated Edison Co of New 

York, Inc 112pp 18382 282 24X Fiche 50-000,83/09/04,8303040030 


8303040031 IE Info Notice 83-28, "Criteria for Protective Action 
Recommendations for General Emergencies " Sve list end 
JORDAN. E L Division of Emergency Preparedness tt Engineering 
Response IPost 830103) 83/05/04 Consolidated Edison Co «f Neu 

York, Inc 119pp 10441 OOt 24X Fiche 50-000,83/03/04,8303040031 


6303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end. 

JDRDANiE L Division of Emergency Preparedness li Engineering 
Response (Post 830103) 83/05/06 Consolidated Edison Co. of Niu 

York, Inc n5pp 18523 246 24X Fiche 50 - 000 , 03 / 05 / 06 , 8303040033 
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asosi&oooa Notification of Q30929 mactlng u/util U Gechtel in 
l}o«r Volley project ofc to discuee SALF’ for Jul 1?91 - 
Feb 1993 

^ Region Si Office of Director 83/09/10 (legian 5i Office of 

Director Spp 18496 079 24X Flche 90-328183/09/1018309160008 


8309160009 Confirms 830529 meeting u/app I leant at Deer Valley Project 
oft to discuss SALP for Jul 1981 - Feb 1903 

CRCU8> J L Division of Res Ide n ti fleac tor Project 6 Engineering 
Programs 83/09/10 VAN SRUNTi E E Arizona Public Service Co 
3pp 1H448 146 24X Fiche 90-928/83/09/10.8309160089 


—8303160179 BALP rept for Jul 1981 - Feb 1983 

• Region 9, Office of Director 83/04/30 31pp 18448 192 24X 

Flche 30-520.83/09/10.8309160089 


8303040034 IE Info Notice 83-30. “N i sapp 1 lea 1 1 on of Generic Emergency 
Operating Procedures (EOP) Guidelines " Sve list end 
JORDAN. £ L Division of Emergency Preparedness t< Engineering 
Response IPost 8301031 03/05/11 Consolidated Edison Co of Neoi 

York. Inc 114pp 18924 003 24X Flche 90-000.83/09/11.8303040034 


B303040040 IE Info Notice 83-31. "Error in ADLPIPE Computer Program " 
3vc list end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Rasponie <Post 830103) 83/09/19 Consol 1 datad Edison Co of Neie 

York. Inc U4pp 18697 009 24X Flche 90-000.83/09/19,0303040040 


0303040046 IE Info Notice 83-33. "Nonrep resentatlva Sampling of 
Contaminated Oil “ Sve list end 

JORDAN. E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of Neu 

York. Inc 114pp 18647 007 24X Flche 90-000,83/09/26.8303040046 


8 Reportable occurrences. LERs ft related correspondence 


8309030346 Interim Deficiency Rept DER 83-19 re Marathon A394 anchor 
bolt breaking after overtoryulng during test acceptance 
Initially reported on 830318 Due to extensive Investigation 
ti evaluatl on. final rept expected by 830919 

VAN SRUNT.E E Arizona Public Service Co 83/04/15 STERNBERG. D M 
Region 5, Office of Director Spp 10297 134 24X 

Flche 90-929.83/04/19,0305030346 


8309030636 Interim Deficiency Rept DER 83-16 re potential failure of 
diesel generator governor S< voltage regulator to 
automatically reset from rnanual/test mode upon loss of 
pouer Initially reported an 030318 Final rept by 030919 
VAN DRVNT, E E Arizona Public Service Co 83/04/19 0TERNDERO. D ti 
Region 5, Office of Director 3pp 10303 339 34X 

Flche 90-928,83/04/19,0305030636 


8309130161 Tflterlm Deficiency Rept DER 03-72 re concrete void In 
contelnment oiterlor uall Initially reported on 821134 
Grouting procedure Implemented Apr 1983 per Bechtel 
Investigation Final rept hrlll be submitted by 830629 
VAN BRUNT, E E Arizona Public Service Co 83/04/21 STERNBERG. D M 
Region 9. Office of Director 3pp 18437 296 24X 

Flche 90-929.03/04/31,8305130161 


8309130329 Corrected Interim Deficiency Rept DER 83-17 re ITE fire 
protection sultches failure to meet requirements of TNI 
Taek 18A Initially reported on 830304 Info ulll not be 
flnalited until B3091?.due to extensive investigation 
VAN BRUNT, B B Arizona Public Service Co 83/04/21 STERNBERG, D M 
Region 5, OF'fice of Director tp 18440 093 24X 

Flche 90-328,03/04/21,0305130229 


8309120393 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers In post-LOCA hydrogen recombiners supplied 
by Rocfcuell Inti Initially reported on 830338 Matter under 
investigation Pinal rept by 830808 Reported per Part 21 
MAMNO, 8 F Niagara Mohawk Power Corp 83/04/26 STAROBTECKI. R 
Region 1< Office of Director 2pp 18433 072 24X 

Flche. SO-000, 83/04/26, 8305120392 


—8308120404 Part 21 rept ra failure of post-LOCA hydrogen recomblner 
component during IEEE-323 qua 1 1 fl ca tl on program Circuit 
breaker not properly selected for specific app 1 lea tlon. Plant 
oparators notified of deviation 

EMPEY, D C Rockwell Internat Iona I Corp 83/03/11 C0LLIN3, J T 
Region 4. Office of Director 9pp 18433 074 24X 

Flche 90-000.03/04/26,8309120392 


830S130124 Deficiency Evaluation Rept 83-18 re installation of pipe 
supports which do net meet Seismic IX requirements Initially 
reported on 830329 Daficlency determined not reportable per 
tOCFR40 99(a) Documentation will be maintained in files, 

VAN BRUNT, B E Arizona Public Service Co 83/04/28 STERNBERG, D N 
Region 9, Office of Director 2pp 10433 099 24X 

riche 90-920,83/04/28,8309130124 


0305130159 Deficiency Evaluation Rept DER 03-20 re startup test 
personnel qual i f i ca t i ons Initially reported on 830406 
Deficiency determined not reportable per lOCFRSO 99(e) 

VAN BRUNT, E E Arizona Public Servlco Co 83/04/29 STERNBERG. D M 
Region 5, Office of Director 2pp 18437 185 24X 

Fiehe 90-528,83/04/29,8305130159 


0305130210 Advises that Deficiency Evaluation Rept DER 83-20 rs 
startup test personnel qualifications not reportable per 
10CFR9O 5 S(b) 

VAN BRUNT, E E Arizona Pub I z c Servzce Co 03/04/29 STERNBERG, D M 
Region 5. Office of Director Ip 18440 090 24X 

Flche 90-928, 83/04/29, 8305130210 


0305130148 Revised interim Deficiency Rept DER 82-76 re Target Rock 
valves not meeting Tech Spec requirements Initially reported 
on 021124 Revised test plan leviewed by Bechtel Final rept 
expected by 830823 Also reported per Pant 21 

VAN BRUNT, E E At I zona Public Service Co 83/05/03 STERNBERG, D M 
Region 5. Office of Director 4pp 18430 117 24X 

Flche 50-528,83/05/03,0309130148 


8309130226 Rev I to interim Deficiency Rept D£H 32-80 re failure of 
Conax electrical penetration low level insulation resistance 
to meet qua J i f 1 ca 1 1 on tests Initially i sported on 921217 
Testing in progress Next rept by 830914 

VAN BRUNT, E E Arliona Public Service Co 83/09/03 STERNBERG. D « 
Region 5, Office of Director 3pp 18439 109 24X 

Flche 50-528,83/05/03,8305130226 


0305130264 Interim Deficiency Rept DER 03-16 ro failure of diesel 
generator governor 5 voltage legulatoi to automatically 
reset from rnanual/test mode upon loss of power Initially 
reported on B3O310 Also reportable per 10CFR21 

VAN BRUNT, E E Arizona Public Service Co 83/09/03 STERNBERG, D M 

Region 9, Office of Director 4p p 18439 230 24X 

Flche 90-928.33/05/03,8305130264 


0305230517 Final Deficiency Rept DER 83-21 re operation of low pressure 
safety injection pomp In violation of procedures Deficiency 
not reportable per lOCFRSO 55(e) 

VAN BRUNT, E E Arizona Public Service Co 83/05/06 STERNBERG, 0 M 
Region 9, Office of Director 2p p 18536313 24X 

Fit he 90-528,83/05/06,8305230517 


DOCKET STN-50-53O PALO VERDE NUCLEAR STATION, UNIT 3 


A App 1 1 c at lon/e onstroc 1 1 on stage documents h correspondence 


Q305030013 Foriuards NRC comments on C-E Owners Croup study re 
dep ressur 1 za t l on 6 DHR capability of C-E plants w/o PQRVs 
Info ro need for PORVs in plants required by 030630 In order 
to be consldared In final decision 

NOVAK. T M Assistant Director for Licensing 03/04/20 VAN 
BRUNT, e E Arizona Public Service Co App 18310 349 24X 
Flche 90-528,83/04/20.0305030013 


6309 1 10022 Summary of 830406-07 meetings w/utll £, Bechtel at site re 
NRC power sys site audit findings Agenda on cl 

LICITRA.E A Licensing Branch 3 83/05/03 Licensing Branch 3 

7pp 10415 066 24X Flche 50- 538. 03/05/03,0305110022 


8309230003 Foruzards request for addi info re 030322 proposed rev to 
Table 3 3-1 of FSAR Rev deleting commitment bo apply 0A 
program to certain Items during opeiatlons phase u/o 
JUS t If 1 cat i on 

KNIGHTON. 0 M Licensing Branch 3 83/05/03 VAN BRUNT. E E 

Arizona Public Servlco Co 4pp 18541 352 24X 

Flche 90-528,83/05/03,8305230003 


— 8309230004 Suggests that enc I request foi addl Info be transmit ted to 
applicant Proposed revs unacceptable w/o justification for 
deleting commitment to apply FSAR Chapter 17 QA program 
during operations phase 

HAASS, W P OA Branch 83/04/26 KNIGHTON.OW Licensing Branch 
3 6pp 1BS41 356 24X Flche 90-520.83/09/03.0305230003 


0305040323 Board Notification 83-037 forwards differing prof opinions 
re sys Interaction t< safety classification Info relates to 
Board Notifications 83—17 6 83-44 re Unrosolvod Safety Issue 
A-I7 

EISENHUT, D O Division of Licensing 83/05/04 PALLADINO, N 
Commissioners 22pp 18337 139 24X Flche 90-000,83/09/04, 

0309040323 


0303170219 Forwards summary of 030407 meeting u/utll In Bothesda, MD re 
draft procedures generation package for emergency 
procedures 

LICITRA.E A Licensing Branch 3 83/03/06 Licensing Branch 3 

app 18476 343 24 X Fiche 30-529,63/09/06.0309170219 
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"G309170S?3 Sufflinani ot 6304SS meeting u/utll ir> Dethe4da<HD re draft 
procedures generation package for emergency procedures 
GOOSMANi H J Procedures A Systems ne^/leu Branch B3/04/S9 

CLAYTONf H C Procedures U Systems Review Branch 4pp 18476 349 

34X Fiche 30-928,03/05/06,8309170219 


6309090639 Oeneric Ltr 03-20 to all operating reactor licensees i< 
holders of CPs re integrated scheduling For Implementation 
of plant mods Svc list enc 1 

EISENHUT, D 0 Division of Licensing 83/09/09 Consolidated 

Edison Co of Ntu York, tnc 16pp 18627 133 24X 

FJche 90-000, B3/OS/09, B3050 90639 


0309240393 Notification of 830602 meeting uf/ut 1 1 St Toprey Pines 
Technology in Bethesda,NO to present results of independent 
QA evaluation 1, discuss status of corrective action* 

LICITRA,E A Licensing Branch 3 03/09/10 KNIG>irOhl,0 kf 

Licensing Branch 3 3pf 1BS93 300 2 dX Flche 90-528,03/09/10, 
8309240293 


8309200417 Justifies rev to FSAP Section 1 8 re eiceptlon to Reg Oulde 
1 30 storage requirements for fission chamber detectors 6 
sealed sources, in response to Jan 1983 request 

VAN BRUNT, E E Ar I lona Pud 1 i e Service Co 83/09/18 KNIGHTON. O 
Licensing Branch 3 2pp 18917 162 24X Flche 50-528,83/09/18, 

8303200417 


8309290209 Board Notiflcatlen 03-063 transmits meinos re statUI of DHR 
studies for C-E p lan ts, w/enphai 1 1 on need for PORV* In 
current C-E designs 

NOVAK, T M Assistant Director for Licensing 83/05/10 Atomic 
Safety and Licensing Board Panel 7pp 16627 107 24X 

Fiche 90-000, 03/09/10,8305230209 


— 0309890221 Requests that enc 1 documents on status of OHR studies for 
C-E plants, u/cmphasl s on need for PQHVs In current C-E 
designs, be provided to ASLD b ASLAB 

HATTSON.R J Division of Systems Integration (post 811009) 
83/04/28 EISENHUT, D 0 Division of Licensing Ip, 16627' 1 13 
24X Flche 90-000,83/03/18.8309290209 


— B30929028B Responds to Commission 930404 request that Study of need for 
controlled depressurl lation capability In C-£ plants be 
accelerated 6 that ACRS view* be solicited on issue prior to 
reporting back to Commission Study to be concluded 830630 
DIRCKS. U \l Office of the Eiecutlve Director for Operations 
83/04/25 CHILK. 8 J Office of the Secretary of the Commission 
Ip 1B6B7 119 24X Flche 90-000,03/05/18,8309290209 


8309310161 Notifies that utU will provide plant-specific Info re 
depressurl cation tc DHR capabilities by 830731 , ins tead of 
previous schedule date of 930930 

VAN BRUNT. E E Arizona Public Service Co 83/05/24 KNIOHTON, 8 
Liconslng Branch 3 2pp 18692 345 24X Flche 30-928,03/09/24, 

8309310161 


E NflC Safety Evaluation Report iSER). supple & corretponde'nce 


8309230273 Confirms request* for info identified in discussions u/utll 
re analysts of 8yi 80 fuel design under combined 
seismic b LOCA loads b protection against low temp 
ovsTprassure event per SER open item 

KNIOHTON, 0 H Licensing Branch 3 83/09/04 VAN BRUNT, E E. 

Arizona Public Service Co 3pp 10543 265 24X 

Fiche 90-520.83/09/04,8305230273 


F Security, medical, emergency b fire protection plans 


8309110034 Oeneric Ltr B3-2J to all licensees of operating reactors, 
applicants for OLs b holders of CPs re clarification of 
access to control proceduies for laia enforcement visits 
Svc list end 

EISENHUT, D 0 Division of Licensing 63/09/11 Consolidated 

Edison Co of Neu York, inc 16pp 10940 099 24X 

Fiche 30-000.83/05/11.6309110034 


8309200322 Advises that installation of source range neutron flux 
monitor, per tOCFRgo, App R, Section III L> ul I I be 
accomptz shed by end of first refueling outage 

VAN BRUNT, E E Arizona Public Service Co. 83/09/17 KNIOHTON, 0 
Licensing Branch 3 6pp 18916 294. 24X Flche 90-920,83/09/17. 

0309200322 


0 Adjudicatory correspondence 


B303030994 Second set of nonunlform interrogatories Certificate of Bvc 
end. Related correspondence 

CRAWFORD. V A Joint App lit ants -Palo Verde, CRAWFORD. V, A Snell & 
Wilner 83/04/27 West Valley Agricultural Protection Council. 
Inc. 96pp 18303 219 24X F I che. 30-929, 83/04/27, 8309030994 


8309030498 Second set of interrogatories Certificate of 6vc end 

DEWEY, L S Hearing Branch 3 83/04/29 West Valley Agriculture} 

Protection Council, Inc 9pp 18299 109 84X Flche S0-S29. 

03/04/29, 8309030498 


8309160000 Memorandum supporting West Valley Agricultural Protection 
Counc ill Inc supplemental motion for declaration that NEPA 
analysts inadequate b for continuance No attempt made to 
1 dentify/analyze salt drifts M/Cetlficate of 6vc 
BERLIN, K West Valley Agricultural Protection Council, Inc. 

BERLIN, K Berlin, Rdsman, Kessler b Cashdan 83/09/06 AteieK 
Safety and Licensing Board Panel 6pp 18490 120 24X 

Flche 90-929,83/09/06,0309160000 


6309110260 Comments on format of Unlv of Arizona agricultural 
productivity study methodology Methodology adequate for 
evaluating Impacts of salt drift on represantatlve 
agrlcul tural crops 

DEWEY, L B Hearing Branch 3 03/03/10 PLATT, W E. Snsll «, Wtlmir 

3pp 18393 293 24X Flche 50-329,83/09/10,8309110269 


8305160032 Supplemental motion to 830202 motion for declaration that 
NEPA analysis Inadequate b for continuance of proceedings 
Joint applicant responses to interrogatories lacked 
meaningful data on salt deposition 

BERLIN.K West Valley Agricultural Protection Council, tnc. 
03/09/13 Atomic Safety and Licensing Board Panel t2pp 
18433 149 24X FI ch e ’ 30-529, 83/05/ 13, 83091 60032 


8309160034 Motion for mod of ASLD 030323 discovery schedule, per 030309 
stipulation on discovery Depositions scheduled for 030710 
should be rescheduled for 830029 Discovery on Unlv of 
Arizona crop study should begin on 031220 

BERLIN.K West Valley Agricultural Protection Council, Inc 
83/09/13 Atomic Safety and Licensing Board Panel 9pp 
10496 089 24X Flche 90-929,83/03/13,0309160034 


0303160086 Memoranduffl supporting West Valley Agricultural Protection 
Counctlilnc motion for discovery schedule Projected date for 
crop study completion 6 uks later than original date 
BERLIN.K West Valley Agricultural Protection Council, tnc. 
BERLIN.K Deri in, Roliman, Kessler b Cashdan 83/03/16. Atomic 
Safety and Licensing Board Panel 3pp 10491 024 24X 

Flche 90-329,83/09/16,8309160006 


8309240482 Joint Applicants response to West Valley Agricultural 
Pratsction Council second set of Interrogatories 
OEHR.A C , PLATT, H E , BISCHOFF, C A Snell b Hllmer 83/03/18. 
Atomic Safety and Licensing Board Panel 61pp 18972:292. 24X 

Fiehs 30-929,83/03/18,8303240482 


8309200480 Advises that time for Commission to revisu ALAB-713 tiplrad 
Commission declined ravicu Decision became flnel agency 
action on 830427 Action does not deal w/uncontastad issues 
considered separately by NRC & Commissioners 

CHILKrS J Office of the Secretary of the Commission. 83/03/19. 
Office of the Executive Legal Director Ip 18914 039. 24X 

Ftchs 30-920,83/03/19,8309200400 


8309310213 Requests opportunity to respond to West Valley Agricultural 
Protection Council 830506 supplemental motion re FES - OL 
stege b to argue relevancy If ASLS determines that 
consideration should ba given 

OEHRiA C Bncll b Ut Iffler, SEHR, A C Arizona Public Service Co. 
83/09/23, LAZO. R. M. , CALLIHAN, D , COLE, R F. Atomic Safety and 
Licensing Board Panel 3pp 1 0698' 137 24X Flche. S0-32S, 83/09/23, 

8309310213 


8309270024 Response to West Vallay Agricultural Protection Council 
830306 motion for mod of discovery schedule Requests lO-day 
extension to ensuer motion since Joint Applicants b Council 
■ tlpulatton not rscalved, Car tl fl cats of Svc encl 
DEWEY, L 0 Hearing Branch 1 03/03/26 Atomic Safaty and 

Ll cansing Board Panel 4pp. 18640 099 24X Flche. 90-929, 83/09/26, 

8309270024 


S303310074 Response to West Valley Agricultural Protactlon Council, Ine 
supplemental motion for declaration that NEPA analysis 
inadequate for continuance of proceedings Request for ntw 
E18 b continuance should ba denied W/Car t 1 f lea te of Svc. 

DEWEY, L S Hearing Branch 3 83/09/26 Atomic Safaty and 

Licensing Board Panel. 14pp 1B635 109 24X Flche 90-329,03/09/26. 

0303310074 


K Utility Final Safaty Analysli Report (FSARl b amends 


B30S0800S9 Forwards Amend 11 to F8AR 

VAN BRUNT, E E Arizona Public Service Co 83/04/28. Office of 

Nuclear Reactor Regulation, Director 2pp 18274, 123, 24X 

Fiche 80-920,93/04/28,8309020089 


.X 
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--B30S020092 Amend 11 to TSAR H/47 overs lie figures Aperture cords are 
available In FOR 

* Ariicna Public Service Co 83/04/30 BOApp 10274 129 24X 

Flchf 90-S2S. 33/04/20, B30502O0B<? 


0 Impaction reports, IE Bulletins b correspondence 


82120&0383 IE Info Notice B3-14> “Deuatered Spent Ion Eschange Resin 
Suscap t 1 bi I itg to Exothermic Chemical Reaction " Svc list 
and 

TAYLOR, J M Division of Safeguards b Inspection Programs <Post 
030103) 83/03/21 Consolidated Edison Co of Neui Yort, Inc 

liapp 18308 319 24X Flche 90-000,83/03/21,8212060309 


0303040021 IE Info Notice 03-21, "Defective Emergencg Use Respirator " 
Bve list end 

JORDANjE L Division of Emergencg Preparedness 6 Engineering 
Response IPost 030103) 83/04/19 Consolidated Edison Co of Neu 

York. Inc 126pp 10439 199 24X Flche 90-000,83/04/19,0303040021 


8303040023 IE Info Notice 83-22, "BWR SaPetg/Rel iaf Valve Failures '' 
Svc list ancl 

JOROAN>E L Division of Emergencg Preparedness & Engineering 
Rasponse IPost 830103) 83/04/22 Consolidated Edison Co of Neu 

York, Inc lt2pp 18303 089 24X Fiche 90-000, B3/04/22, 8303040023 


0309170931 Foriitards IE Insp Repts 90-920/83-10,90-929/83-07 U 
90-930/93-09 on 820601-830311 One item of noneompl lar)ce 
noted 

CREWBrJ L Division of Resident, Reactor Project & Engineering 
Programs. 03/04/22 VAN BRUNT, E E Arltona Public Service Co 
8pp 18468 001 24X Flche 90-928,83/04/22,8309170931 


“0309170937 IE Insp Repts 90-920/83-10,50-929/83-07 «. 90-930/03-09 on 
620601-030311 Noncofflp I iance noted Improper documentation of 
cable termination rteords 

ECKHARDT.J H. . VORDERBRUEOSEN, ELIN.O 0 Region 9, Office of 
Olractor 83/04/21 19pp 1846B 003 24X Flche 90-920,83/04/22, 

6309170931. 


0303040029 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sgs " Bve list end 

JORDAN, E L Division of Emergencg Preparedness 1, Engineering 
Rasponsa iPost 830103) 83/04/29 Consolidated Edison Co of Neu 

York, Inc 119pp 18381 291 24X Flche 90-000,03/04/29,6303040029 


0309170960 Forwards IE Insp Repts 90-928/03-09,90-929/93-06 te 
90-930/63-04 on 630404-07. No noneomp 1 lance noted 
STERNaERO, 0 H Region 9, Office of Director 83/04/29 VAN 
BRUNT, E E Arltona Public Sarvica Co 2pp 18468 128 24X 

Flcha- 90-928, 83/04/29, 8309170960 


--B309170964 IE Insp Repts 90-928/83-09,90-929/03-06 «< 90-930/83-04 on 
630404-07 No noncomp 1 lanes noted Major areas inspected 
allegations made bg R Ounderson & N Rogee In affidavits 
ba,fors ASUB on 830108 «, 0229 

VORDERBRUEOeEN, F10RELL1,0 , BUROOIN, U Region 9, Office of 

Director 03/04/22 I4pp 18460 130 24X Flche 90-928,83/04/29, 

6303170960. 


6303040026 IE Info NoHee 83-24, "Loose Parts In Sacondarg Side of 
Steam Oenerators at PNRs. " Bve list encl 

JORDAN, E. L Division of Emergencg Preparedness t. Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neu 

York, Inc 119pp 18382 047 24X Flche 90-000,83/04/20,8303040026 


6303040027 IE Info Notice 83-29, "Standbg Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment," Svc list end 
UORDAN, E. L. Division of Emergencg Preparedness 1, Engineering 
Respdnae (Post 830103), 83/04/28 Consolidated Edison Co, of New 

York, Inc 118pp 18382 169 24X Flche 90-000,63/04/28,8303040027 


6303040026 IE Info Notice 63-26, "Failure of Safetg/Rel tef Valve 
Dtscharga Line Vacuum Breakers " Svc list end 
JORDAN, E L Division of Emergencg Preparedness !> Engineering 
Rasponsa (Post 830103). 83/09/03 Consolidated Edison Co of New 

York, Inc t22pp 18441 170 24X Flche 90-000,03/09/03,0303040028 


6303040030 IE Info Notice 83-27, "Opera tl oncl Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Egulpnant ” Svc list end, 

JORDAN,E, L Division of Emergencg Preparedness t. Engineering 
Rasponsa (Post 830103). 83/09/04 Consolidated Edison Co of New 

York, Inc 112pp, 18382 282 24X Flche* 90-000, 83/09/04, 6303040030 


8303040031 IE Info Notice 83-29, "Criteria for Protective Action 
Racomnendatl one for General Emergencies " Bve list end 
JORDAN, E U. Division of Emergencg Properadneis I* Engineering 
Rasponsa (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc 119pp 19441.001, 84X Flche 90-000,63/09/04,830304003! 


B303040033 IE Info Notice 83-29. “Fuel Binding Caused bg Fuel Rack 
Osformation *' Svc list encl 

JORDAN, E L Division of Emergencg Prepatednest It Engineering 
Response (Post 030103) 63/05/06 Consolidated Edison Co of New 

York, Inc 119pp 18923 246 24X Flche 90-000.83/09/06.8303040033 


8305160006 Notification of 630925 meeting u/util ^ Bechtel in 
Deer Vallog project ofc to discuss SALP for Ju 1 1981 - 
Feb 1983 

• Region 3, Office of Director 63/05/10 Region 9, Office of 
Director 2pp 18496 079 24X Fiche 30-928,83/05/10.8309160008 


8309160089 Confirms 830925 meeting u/appllcant at Deer Valleg Project 
ofc to discuss BALP for Ju 1 1981 - Feb 1983 

CREWS, J L Division of Res tdent. Reactor Project 6 Engineering 
Programs ea/05/)0 VAN BRUNT, E E Arliona Public Service Co 
3pp 16446 146 24X Flche 50-928.03/09/10,8305160089 


--03O516O179 SALP rept for Ju I 1981 - Feb 1983 

■» Region 5, Office of Director 83/04/30 3tpp 18448 192 24X 

Flcha 50-926,03/05/10,8305160089 


8303040034 IE Info Notice 63-30, "Hlsapp 1 1 cati on of Generic Emergencg 
Operating Procedures (EOP) Guidelines " Svc list enc 1 
JORDAN, E L Division of Emergencg Preparedness tt Engineering 
Response (Past 630103) 83/05/11 Consolidated Edison Co of Neu 

York. Inc U4pp 16924 003 24X Flche 50-000.83/09/11,8303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
Svc list enc I 

JORDAN, C L Division of Emergencg Prepai odness fc Engineering 
Rasponse (Post 630103) 63/09/19 Consolidated Edison Co of New 

York, Inc I14pp 16697 009 24X Flche 90-000.83/09/19.8303040040 


8303040046 IE Info Notice 63-33, "Nonrepresentative Sampling of 
Contaminated Oil " Svc list encl 

JORDAN, E L Division of Emergencg Preparedness 6 Engineering 
Response iPost 630103) 63/03/26 Consolidated Edison Co of New 

York, Inc 1 I4pp 18647 007 24X Flche 90-000,83/05/26. 0303040046 


8 Reportable occurrences, LERs (, related correspondence 


0305030626 Interim Deficiency Rept DER 83-16 re potential failure of 
diesel generator governor & voltage regulator to 
automat i cal 1 g reset from manual/test mode upon loss of 
power Initially reported on 630316 Final rept by 830919 
VAN BRUNT, E E Arliona Public Service Co 03/04/19, 8TERNBER0. D M 
Region 9, Office of Director 3pp 18303 339 24X 

Flche 90-926,83/04/15,8309030626 


8305130229 Corrected Interim Deficiency Rept DER 83-17 r« ITE fire 
protection switches failure to meet requirements of THt 
Task 18A Initially reported on 830304 Info will not be 
finalized until 830519, due to extensive investigation 
VAN BRUNT, E E Arliona Public Service Co 83/04/21 STERNBERO.D M 
Region 5, Office of Director Ip 18440 093 24X 

Flche 50-926,83/04/21,8305130229 


8309120392 Interim deficiency rept re misapplication of ITE Oauld 
circuit breakers in post-LQCA hydrogen recomblners supplied 
bg Rockwell Inti Initially reported on 830320 Matter under 
Investigation Final rept by 630806 Reported per Fart 21 
MANNO, B r Niagara Mohawk Power Corp 83/04/26. STARQSTECKI. R 
Region 1, Office of Director 2pp 10433 072 241 

Flche 50-000,63/04/26,6309120392 


--6305120404 Part 21 rept re failure of post-LOCA hydrogen reeombiner 
component during IEEE-323 qualification program Circuit 
breaker not properly etlected for specific application Plant 
operators notified of deviation 

EMPEVr D C Rockwell 1 nberratlonel Corp 83/03/11 COLLINS, JT 
Region 4, Office of Director 9pp 10433 074 24X 

Flche 90-000,63/04/26, 8305120392 


8309130124 Deficiency Evaluation Rept 83-10 re Installetion of pipe 
supports which do net meat Seismic IX requirements Initially 
reported on 630329 Deficiency determined net reportable per 
lOCFRSO 99<e) Do e umen ta 1 1 on will be maintained in files 
VAN BRUNT, E E Arliona Public aerviee Co 03/04/28 STERNBERO.D M 
Region 9, Office of Director 2pp 18438 099 24X 

Fiche 50-926,63/04/28,8309130124 


8309130199 Deficiency Evaluation Rept DER 63-20 re startup test 
personnel qual If Icatlons Initially reported on 830406 
Deficiency determined not reportable per 10CFR9Q 99(el 
VAN BRUNT. E E Arisons Public Service Co 03/04/29 STERNBERO.D M 
Region 5, Office of Director 2pp i6437 185 24X 

Flche 90-928, 63/04/29. 8305130199, 
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8309^130210 Advises that Deflclencg Evaluation flept DER 83-20 re 
startup test personnel ((Ual i tications not reportaPle per 
10CFR30 95(e) 

VAN BRUNT, E E Ar Ilona Public Service Co SS/Oa/SV 5TERNDER0, D K 
Region 5, OFPice ot Director Ip 16440 090 S4X 
Pi Che 90-588,83/04/29,8305130310 


8309130148 Revised interim Deficiency Rept DER 82—76 re Target Rock 
valves not meeting Tech Spec re(tuir emeu ts Initially reported 
on 821124 Revised test plan reviewed by Bechtel Pinal ropt 
expected by B30823 Also reported per Part 21 

VAN DRUNT.E E Arliona Public Service Co 83/05/03 STEftNBERO, D M 
Region 9, Office of Director 4pp 3G438 117 24X 

Fithe 90-528.33/09/03,8305130148 


8305130189 Final Deficiency Rept DER 03-12 re malfunction of GE add-on 
electric interlocks used w/Class IFtSlze 2, starters In 
400-volt motor control ctrs Initially reported on 630309 
Design change packages issued Also reportable per Part 21 
VAN BRUNT, E E Ariiona Public Service Co 83/05/03 STERNBERG, 0 M 
Region 9, Office of Director 5pp 10439 340 24X 

FI cha 90-928,83/05/03,8303130189 


830,5130226 Rev 1 to Interim Deficiency Rept DER 02-80 re failure of 
Conai electrical penetration low level Insulation resistance 
to meet gualiflcaticn tests Initially reported on 021217 
Testing In progress Next rept by 830914 

VAN BRUNT, e E Arizona Public Service Co 83/05/03 STeflNOERO.D M 
Region 9. Office of Director 3pp 18439 18B 24X 

Ffche 90-928.83/09/03,8309130226 


8309130264 Interim Deficiency Rept DER 93-16 re failure of diesel 
generator governor U voltage regulator to automatically 
reset from manual/test mode upon loss of power Initially 
reported on B3D3IB Also reportable per 10CFR21 

VAN BRUNI'E E Aritona Public Service Co 83/05/03 STERNSERO, 0 li 

Region 9, Office of Director 4pp IB439 230 24X 

F i c A e SO- 528, 83/03/03, 8305 1 30264 


6305230317 Final Deficiency Rept DER 83—21 re operation of low pressure 
safety injection pump in violation of procedures Deficiency 
not reportable per 10CFR90 S5(e> 

VAN BBUNT.E E Ariiona Public Service Co 83/05/06 STERNBERG. 0 M 
Region 3. Office of Director 2pp 13536 313 24X 

F 1 c h o 30-528, 83/03/06, 83039309 1 7 


DOCKET 90-537 CLINCH RIVER BREEDER REACTOR 


A Ap pi ica t lon/cons true 1 1 on stage documents tt correspondence 


9309170086 COMPARISON OF CRBR DESIGN BASIS EVENTS WITN THOSE OF 
FOREIGN LMFBR PLANTS 

AORAMAL. A K Orookhaven National Laboratory FIN A-3364 
NOREG/CR-3240 83/04/30 Clinch River Breeder Reactor Program 
Office B5pp Available at NRC *9 00 1 8493 193 24X 

Fiche 90-937.83/04/30.8309170086 


8305110590 Notification of 830524 meeting w/DOE, Pr o jec t Mgt Corp t. TVA 
In Bethesda.ND to review status of applicant PRA 

STARKiR M Clinch River Breeder Reactor Program Office 83/09/04 

GRACE. J N Clinch River Breeder Reactor Program Office 3pp 

18417 361 24X Fiche 50-937,83/09/04.0305110390 


630909069? Generic Ltr 83-20 to all operating reactor licensees 1. 
holders of CPs re Integrated scheduling for implementation 
of plant mods Sve list end 

EISENHUt, 0. G Division of Licensing 83/03/09 Consolidated 

Edison Co of New York. Inc 16pp 10627 193 24X 

F i c h a - 90-000, 83/03/09, 0303090659 


0305170449 Submits supplemental Info to 030401 ltr re cable separation 
by confirming that approx 73 ft of DHR sve &■ steam generator 
auxiliary heat removal sys cable will be run in separate 
conduits or end raceways 

LONCENECKEft, J Energy. Dept of. Clinch River Breeder Reactor Plant 
83/03/16 OracE. U, N Clinch River Breeder Reactor Program Office 
Ip 18471 220 24X Fiche 90-337. 83/09/ 16. 0303170449 


8305230113 Forwards Rev 5 to Vol 2 to "Thermal Margin Beyond Design 
Base. •’ Rev Incorporates isotopic inventory for heterogeneous 
core, current meteorology, add I organ doses t< more realistic 
Pu sparging calculations 

LONGENECKer. J Energy. Dept of, Clinch River Breeder Reactor plant 
83/0S/17 GRACE. J N Clinch River Breeder Reactor program Office 
ip 18696 200 24X Fiche 90-337.83/09/17,0305230113 


8305310003 Rev 5 to "Hypothetical Core Disruptive Accident 
Considerations in CRBRP, " Vol 2, “Assessment of Thermal 
Margin Oeyond Design Base " 

s Energy. Dept- of CRBHP-3 VOa R05 83/03/31 92pp 

10696 201 24 X Fiche 50-937,83/05/17,8309230113 - 


8305230285 Forwards Rev 1 to “CRBR Project Heat Transport Sys 
I n-Containmsnt Piping Reserve Seismic Margins" 1< rept re 
conse<).uences of leaks from small diameter primary heat 
transport sys piping 

LONGENECKER. J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/09/19 GRACE. 3 N Clinch River Breeder Reactor Program Office 
2pp 10939 043 24X Fiche 50-537.83/03/19,8305230203 


— 8309230292 Rev 1 to “CRBR Project Heat Transport Sys In-Contalnoifot 
Piping Reserve Seismic Margins " 

HELLO, R M , CHANDRA. U > MALLETT. R H Energy, Dept Of, Clinch 
River Breeder Reactor Plant E3-LPD-83-001 ROt. 83/03/31 75pp 
18339 049 24X Flch* 30-337.93/03/19.8309230289 


B Utility Preliminary Safety Analysis Report, amends 


B30S200499 Forwards Amend 77 to PSAR 

LONGENECKER. vl Energy. Dept of. Clinch River Breeder Reactor Plant 
83/05/20 GRACE, if N Clinch River Breeder Reactor Program Office 
4pp 10913 201 24X Fiche 90-537.83/05/20,0305200439 


— 8305200463 Amend 77 to PSAR 

* Energy. Dept of. Clinch River Breeder Reactor Plant 83/03/31. 
166pp 18513. 209 24X Fiche 50-337,83/09/20,8305200439. 


E NRC Safety Evaluation Report (8ER). supple ti correspondenco 


0305090013 Forwards 8ER <NUREO-096B, Supp 1 1) including addl info 
received from applicant 6 ACRS comments 

GRACE. J N Clinch River Breeder Reactor Program Office 83/03/02, 
LONGENECKER. J Energy. Dept of. Clinch River Breeder Reactor Plant 
32pp 18369 322 24X Fiche 50-537,83/03/02.8305090013. 


8305060524 Forwards revised responses to 9ER Item 6 re QA< including 
info to complete identification of saf ety-related 
structures, sys & components controlled by CRBR QA program 
for PSAR Harksd-up Tech Specs end 

LONGENECKER, J Energy, Dept of 83/03/03 GRACE, J N Clinch 

River Breeder Reactor Program Office 18pp 18331 093 24X 

Fiche 30-337, 83/05/03, 8305060324 


0305290166 Forwards Suppl 1 to SER <NUREO-096B) re evaluation of addl 
Info on previously Identified as outstanding review items 
since preparation of 8EH Response to comipents for ACRS 
030419 rept to Commission also end M/o ends 

GRACE. 0 N Clinch River Breeder Reactor Program Office 83/03/19 
LONGENECKER . J Energy. Oept of. Clinch River Breeder Reactor Plant 
2pp 18596 140 24X Fiche 30-337,83/09/19,8303230166 


8303240022 Forwards Suppl 2 to SER <NURE0-0968) re evaluation of addl 
info on previously identified outstanding review items 
GRACE. 0 N Clinch River Breeder Reactor Program Offlco. 83/03/80 
LONGENECKER, vl Energy. Dept of, Clinch River Breeder Reactor Plant 
16pp 18377 314 24X Fiche 30-337.83/03/20,9303240022 


8309170057 SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION OF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 30-337 <U S 
Department of Energy, Tennessee Valley Authority And Project 
Management Corporation) 

• Clinch River Breeder Reactor Program Office NUREO-0968 SOI 
83/03/31 36pp 18493 139 24K Fiche 30-337,83/03/31,8308170037 


F Security, medical, emergency t« fire protection plans 


8303110034 Generic Ltr 83-21 to all licensees of operating reaetori. 
applicants for OLs 6 holders of CPs re clarification of 
access to control procedures for law enforcement visits 
Sve list end 

EISENHUT, 0 0 Division of Licensing 83/OS/ti, Consolidated 
Edison Co of New York. Inc 16pp 18340 093 24X 

Fiche 30-000,03/03/11,8303110034 


0 Adjudicatory correspondence 


8303240390 Suppl to 830307 schedule motion Parties need definite 
milestones to work toward commencement of hearings 
EOOAR. 0 L Project Management Corp, LUCK. N, 0 Energy. Oept of. 
83/03/23 Atomic Safety and Licensing Board Panel 4pp 
17679 117 24X Fiche 30-337, 83/03/23. 03O324O39O. 


— 8303240394 Forwards draft statement of scope & schedule for forthcoming 
CP hearings 6 requests telcon to discuss echadule 
Certificate of Sve end 

EOOAR. 0 L, Morgan, Lewis It Bockius, 83/03/02 TURK. 8 E. Hearing 
Branch 1 FINAMORE, B. A Natural Resources Defense Council. 6pp 
17679 121 24 X Fiche 30-337,83/03/23,8303240390 
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BSOSOGOSTS R*que»t» to make limited appearance statement at G3O710 CP 
hearings re regional socioeconomic impacts 

PATEj D S Affiliation Unknown as/OA/S? CHILKpS J Office of the 
Saeretarg of the Commission Ip lS30i> 117 S4X 
Fiche 90-337. 03/04/27. 0305030572 


0303110337 Notice of 930513 conference w/parties In proceeding t< 
respective counsel in Dethesda.MD to discuss pending motions 
h requests 

MILLER. >4 E Atomic Safety and Licensing Doard Panel B3/OS/09 Ip 
13406 179 24)( Fiche 50-537,03/05/09.9303110337 


8309030490 Advises that NRC Will not file separate response to util 
930487 motion to dismiss Intervenor Contention 10 NRC 
position agreeing contention is no longer in issue uas 
accuratelg represented In util motion 

MrZUNO. 0 S Hearing Branch 1 03/04/29 MILLER, t1 . LINENBEROER, 0 

HAND. C H Atomic Safety and Licensing Board Panel Ip 18292 173 
24X Fiche 50-337.83/04/29.0303030490 


0303030502 Motion for ektension of time for discovery permitted by 
83032? CP scheduling order. to provide opportunity to 
prepare questions ti responses to documentation supporting CP 
contentions U/Certi f icate of Svc 

FtNAMORE. D A . UEI8S. E R Natural Resources Defense Council 
UEISS. E R Sierra Club 03/04/89 MILLER, M E , LtNENBEROER. 0 , 
HAND. C H Atomic Safety and Licensing Board Panel 9pp 10306 105 
24X Fiche 50-337,83/04/29.8305030502 


B309030483 Notice of T Cochran B305O9 deposition in Wash Ington, DC re 
Contentions la-b.3a-c,9e tc 9f-g Certificate of Svc enc I 
MIZUNO. O 8 Hearing Branch 1 83/05/02 3pp 18300 847. 24X 

Fiche 90-537.83/05/02,0305030483 


8309030342 Suppl to updated response to intervenor interrogatories 
transmitting A SchwaIlle,RE Hottel.EK Sllger ii HP Planchon 
statements of prof qual if Icatl ons Certificate of Svc end 
* Joint Applieants-Cllnch River Breeder Reactor 83/03/02 
Natural Resources Defense Council ISpp 16309 266 24X 

Fiche 90-537. 03/09/02, S30S030342 


8309060317 Advises that NRC will not file formal response to applicant 
930487 motion to dismiss Intervenor Contentions 2<f),<g) li 
(hi NRC position agreeing that contentions no longer in 
Issua Is correct 

TURK, 8 E Hearing Branch 1 83/05/05 MILLER, M , LINENBEROER. Q , 
HANDjC H Atomic Safety and Licensing Board Pane 1 Ip IB344 151 
24X Fiche 90-337,63/09/09,8305060317 


B30S090499 Order concurring W/ALA0-721 denying stay of effectiveness of 
partial initial decision authorlilng issuance of LWA 
Btatamcnts of Commissioners Pa 1 lad Ino. Ahearne 6 Olllnsky 
end 

HOYLE, J C Commissioners 83/09/05 Energy, Dept of 7pp 
16361 141 24X Fiche 90-937,83/05/09,8309090499 


6305100022 Confirms that 030509 Cochran deposition re Contentions 
lfa}-<h},3(a)-(c) «, 9<c),<f> & (g) rescheduled for 830912 
In Haihlngton, DC 

TURK.a E Hearing Branch 1 83/09/06 FINAMORE. B A Natural 

Resources Defense Council FINAMORE, B A Flnamore, BA Ip 
19377 191 24X Ftche 50-937,83/09/06,0309100022 


B30S1 10433 Response to first set of CP J n t ei roga t a r 1 es S< request to 
produce Requested documents tuill bo made available for insp 
& copying Related correspondence 

* Energy, Dept of * Project Management Corp « Tennessee 
Valley Authority 83/09/09 Natural Resources Defense Council 
2pp 18405 ooa 24X Fiche 50-537,93/03/09,83051 10430 


03051 10448 Responds to second set of CP interrogatories Aerosol 
plateout h fallout calculations discussed Affidavit end 
Related correspondence 

• Energy, Dept of * Project Management Corp • Tennessee 
Valley Authority 83/09/0? Natural Resources Defense Council 
7pp 18403 010 24X Tlche 50-537,03/03/09,3305110448 


8305120313 Certifies svc on 83050? 

EDOAR, 0 L Project Management Corp 83/05/09 3pp IB424 102 
24X Fiche 30-337,83/05/09.8309120313 


6305110443 Forwards corrected 63050? response to NRDC t. Sierra Club 
first set of Interrogatories h request to produce directed 
to applicant Original document not Identified as response 
SCKMUTZ, T A Morgan, Lewis b Bocklus 83/05/10 Docketing & 
Services Branch Ip 19405 048 24X Fiche 50-337,83/09/10. 

83051 10445 


— 0309110449 Corrected response to first set of interrogatories t, request 
to produce Requested documents will be made available for 
insp b copying 

» Energy, Dept of » Project Management Corp * Tennessee 
Vatley Authority 83/05/09 Natural Resources Defense Council 
2pp 10405 049 24X Fiche 50-337,83/05/10,0305110443 


0303110450 Amended response to NRDC b Sierra Club 830407 First Set of 
CP interrogatories b request to produce Discusses NRC best 
estimate of containment Failure pressure Affidavit end 
TURK, S E Hearing Branch 1 83/09/10 Natural Resources Defense 

Council 3pp 10405058 24X Fiche 50-337.83/05/10,8309110450 


— 0305110455 Response to NRDC b Sierra Club 830426 second set of CP 
interrogatories & roquast to produce Affidavits b 
Certificate of Svc enc 1 

TURK, S E Hearing Branch I 83/05/10 Natural Resources 
Defense Council I2pp 18405 061 24X Fiche 50-937,83/03/10. 

8303110450 


8309130063 Submission of end to NRC 830510 response to second set of 
CP interrogatories Certificate of Svc end 

TURK, S E Hearing Branch i 83/05/11 Natural Resources Defense 
Council Vpp 10436 304 24X Fiche 50-937, 83/09/11, 8309130063 


8309100210 Response to applicant 830421 tenth set of Interrogatories 
Related correspondence 

FINAMORE, B A Natural Resources Defense Council 03/05/06 lOpp 
18374 037 24X Fiche 90-537,83/09/06,8305100210 


8309100276 Affidavit of TB Cochran re answers to Interrogatories 
Related correspondence 

COCHRAN, T B Natural Resources Defense Council 83/09/06 Atomic 
Safety and Licensing Board Panel Ip 18371 242 24X 

Fiche 50-537,03/09/06,8309100276 


03D9100350 Supplementary response to eighth b ninth set of 
Interr ogatortes dtd 830401 b 08 Review of SER b related 
docuRiintatlon Incomp lete, h Indertng response to certain 
interrogatories Related correspondence 

FINAMORE, D. A Natural Resources Defense Council FINAMORE, B A 
Sierra Club 83/09/06 MILLER, M E , LINENBEROER, 0 , HAND. C H 
Atomic Safety and Licensing Board Panel ISpp 18410 321. 24X 

Fiche. 90-537, 83/09/06, 8305100390 


8309120291 Certifies svc on 830906 of intervenor supplementary response 
to eppllcant eighth b ninth set of interrogatories dtd 
830401 b 08 b intervenor response to applicant tenth set of 
interrogatories dtd 830421 

FINAMORE, B A Natural Resources Defense Council FINAMORE, B A. 
Sierra Club 03/09/06 3pp. 18424 122 24X Fiche 90-537,83/09/06, 

3309120291 


630S16012Q Response opposing NRDC b Sierra Club 830429 motion for 
extension until 830708 to complete discovery Delay In 
hearing schedule to permit further di sc every unreasenable 
Two Certificates of Svc enc 1 

TURK, 8 E Hearing Branch i 83/05/13 Atomic Safety and 
Licensing Board Panel ?pp 18446 109 24X Fiche 50-937,03/09/13, 

8305160123 


8305160149 Response to 030427 second set of CP interrogatories b 
request for admissions Related correspondence 
FINAMORE, B A , WEISS, E R Natural Resources Defense Council 
WEISS, E R Sierra Club 83/05/13 Office of the Executive Legal 

Director 13pp 18446 088 24X Fiche 50-537,83/09/13,8309160149 


B3O916O101 Response to 830425 eleventh set ef Interrogatories b request 
for adimlsslens Certificate of Svc end Related 
correspondenc e 

FINAMORE, B A , WEISB, E R Natural Resources Defense Council 
MEieS.E R Sierra Club 83/05/13 Joint App I Icants-Cllneh River 
Breeder Reactor 36pp 10445092 24X Fiche 50-537,83/05/13, 

8305160181 


8309190204 Order fallowing 630513 conference w/parttes Remaining 
contentions are Contentions 1 ro envelope of DBA not 
including core disruptive aecldents,3 re core disruptive 
accidents b ?<c),(f) & (g> rc emergency planning 
MILLER. M E Atomic Safety and Licensing Board Panel 03/05/17 
lOpp 10902 195 B4X Fiche 90-937,33/09/17,0305190204 


8305110220 Response opposing Intervenor 030429 motion for extension of 
time. Oood cause not demonstrated 

EDOAR, 0 L Project Manegement Corp LOCK, W 0 Energy, Dept of 
03/09/09 Atomic Safety and Licensing Board Panel llpf 
10407 052 24X Fiche 90-937,83/05/09,8309110220 


6309190221 Third set of CP Interrogatories b request to produce 
Certificate of Svc end Related correspondence 
FINAMORE, B A , WEISS, E R Natural Resources Defense Council 
WEISS, E R Sierra Club. 83/05/17 Office of the Executive Legal 
Director 7pp 18901 323 24X Fiche 50-537.83/05/17,8305190221 
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63031^0339 MotlMcatlsn PRA status rapt £ric 1 Phase ! PRA rapt itat 
subeiitted to NRC for review Results of rept insignificant to 
proceeding U/o Phase 1 rapt Certificate of Svt anel 
EDOARt O L Project Management Corp LUCK> U 0 Energy t Oep t of 
83/05/ la 6pp lBSOO-ai2 2 AX PiChs 50- 537. eS/OS/ 18, 8305190339 


B305240553 Brief supporting eiceptsons to ASLD 830228 partial Initial 
decision re I.WA 

J^INAhORErB A . MElSSiE R Natural Resources Defense Council. 

HE16S, E R Bierra Club 83/05/16 Atomic Safety and Llcantlns 
aoari Panel a9pp 18575 29i 24X FI the 50-537, 83/OS/lS, 

830524 0533 


830520063/1 Motion for summary disposition of Contention 91 g 3 re 
emergency plans No genuine Issue of matl fact eilsts 
EDOAR. O L Project Management Corp Lt/CK, W D Energy, Dept of 
83/05/19 Atomic Safety and Licensing Qaard Panel 4pp 
16519 339 24X Fiche 60-537,83/03/19,6305200636 


— 8305200648 Statement of inatl facts as to which there Is no genuine 
issue re Contention 9(g> on emergency planning Certificate 
of Swe end 

EOCAR, O L Ppoyect Management Corp LUCK, W D Energy, Dept of 
83/03/19 Atomic Safety and Licensing Board Panel 5pp 
10319 333 24X Fiche- 60-337, 83/05/19, 8305200636 


0305240070 Response to 030317 third set of CP 1 nterr o^ga tories li reyuest 
to produce Certificate of Sve sntl 

TURK.Se Hearing Branch 1 83/05/20 Natural Rasourcas Defense 

Council 13pp 18549 078 24X Fiche 50-537. 03/05/20, 6305240070 


8305240475 Notion for sufflinery disposition of intdrvenor Contentions 
9(c> it 9(f) re adeguacy of evacuation time analysis In P8AR. 

No genuine issue of matl fact exists U applicant entitled 
to favorable decision Certificate of Sve enel 

EDDARrO L Project Management Corp LDCK.H D Energy, Dept of. 
63/05/23 Atomic Safety and Licensing Board Panel lOpp 
18549 345 24X Fiche 30-537,83/05/23,8303240473 


8305240400 Statement of matt facts as to lehich there is no genuine 
Issue re Contentions 9icl t, (fl on emergency plans 
EDOARrO L Project Management Corp- LUCK, N O Energy, Dept of 
83/05/23 Atomic Safety and Licensing Board Panel 3pp 
18371 266 24X Fiche 50-537,83/05/33.8305240480 


8305240503 ffotlon for ci ten si on until 830722 to file response to 
intervanors 830S1B brief In support of exceptions 
Certificate of Sve end 

EDGAR, OL Project Management Corp LUCKrCJ 0 Energy, Dept of 
83/05/23 Atomic Safety and Licensing Appeal Panel 6pp 
18571 238 24X Fiche 50-637,03/05/33,8305240503 


83053(0160 Notification of pending litigation re NRDC 821001 mptlon to 
expedite consideration of emergency motion to amend US 
District Court of Appeals ramand 4i to review EPA 
regulations. Certi fl cate of Sve end 

CDDAR, 0 L Project Management Corp LUCK, M D Energy. Dept of 
03/05/27 llpp 18652.271 24X Ftcha 50-537. 83/05/27, 83053 1 01 BS 


L Limited uork author 1 zatlon & related correspondence 


B30S260001 Fpruards notice of issuance of LWA-l constituting 
author 1 letion to conduct actlvitlas described In 770401 
request t, revised site preparation activities rept dtd 
Dune 1982 

GRACE. U N Clinch River Breeder Reactor Program Office. 03/05/19 
LONOENECKER. J Energy, Dept of, Clinch River Breeder Reeetor Plant. 
4pp 10649 105 24X Fiche 50-537,93/05/19, 03O526OOOI 


— 8305260002 Notice of Issuance of LWA-1 , authorix Ing utttiODE i< Project 
Mgt Corp to conduct certain site activities prior to 
decision on issuance of CF 

GRACE. J N Clinch River Breeder Reactor prograA Office 83/05/17. 
3pp 18649.10? 24X Flehe 50-637, 83/05/19, 8305260001 


O Advisory Committee on Reactor Safeguards reports & eorr espondanc e 


8304140158 Summery of ACRS CRBR Bubcommlttee meeting on 821027 in 
Waebing ton. DC re plant design er 1 ter ia, rational e of 
selection of DBA spectrum (, associated prevention/ 
mitigation syi i< plant safeguards 8 security. 

• ACRS - Advisory Cammittea on Reactor Safeguards 02/10/29. 

ACRS - Advisory Committee on Reactor Safeguards. 2lpp 1854) < 047. 
24X Fiche 50-537,82/10/29,8304140158 


8305160299 Forwards rept summartitng review of TMBDB presentational 
ACRS 830310-11 meetings Review confined to thermomechanlcs, 
engineering design (< finite element analysis Review will be 
summarized at 830414 meeting 

ANDERSON, C A Los Alamos Scientific Laboratory ANDERBONjC A ACRS 
- Advisory Committee on Reactor Safeguards 83/03/29. CARBON, W. 

ACRS - Advisory Committee on Reactor Safeguards 6pp 18472 069, 

24X Fiche 80-537,03/03/29,8305160299 


6306130369 Telecopy of comments on CRBR re pressure boundary Design Gf 
reactor preseure vessel meets tc usually exceeds reyuirementt 
of A6ME 111 t< relevant code cases 

BUSH, 8 H Battslle Memorial Institute, Pacific Northwest Laboratpry 
BU0M, S H ACRS - Advisory Committee on Reactor Safeguards. 

03/03/30 CARBON, H ACRS - Advisory Committee on Reactor 
Safiguarde 2pp 18443 324 24X Fiche 50-537,83/03/30.0306130359, 


0305130349 Submits comments on core disruptive accidents It seismic 
margins per reguest made at ACRS 830316-17 meetings 
Applicant energetic source term acceptable Seismic mergln 
calculations not acceptable 

LIPINBKI,H C Argonne National Laboratory LIPINSKl.H.C ACRS - 
Advisory Committee on Reactor Safeguards 83/03/31. CARDDNiHVI. 
ACRS - Advisory Committee on Reactor Safeguards 3pp. 1B4S7'340, 
24X Fiche 50-537,83/03/31,8305130349 


8305130350 Comments on seismic design safety margin for facility Add] 
comments to be made at ACRS 830414 meeting 

6EIDENST1CKER Argonne National Laboratory 8EIDENST1CKER ACRS - 
Advisory Committee on Reactor Safeguards 83/03/31, BOEKNSRT.F. 
ACRS - Advisory Committee on Reactor Safeguards. Spp 16443:357 
S4X Fiche 50-537,83/03/31.8305130350. 


8305130365 Provides input re seismic safety margins for CRBR. based er> 
ongoing seismic safety margins research program at lab 
BDHM,M P Laurence Livermore Laboratory BOHMiM. P. ACH8 - Advisory 
Committee on Reactor Safaguardi 83/04/00 CARBONiM ACRB - 
Advisory Committee on Reactor Safeguards 6pp 18443' 326. 24X 

Fiche 30-537. 83/04/08, 8303130335. 


8305180637 Expresses appreciation for opportunity to participate In 
CRBR project review Seismic safety margin estimates probably 
conservative Failure of small diameter pipes will be 
discussed 

SEIDENSTICKER Argonne National Laboratory SE1DEN0TICKER ACRB - 
Advisory Committee on Reector Safeguards 83/04/13. GARBON.H ACRS 
- Advisory Committee on Reactor Safeguards Ip. 10503.329. 34X 

Fiche 30-537, 83/04/18, 8303180637, 


8303120536 "Consultent Rapt for ACRS Review of CRBR Thermal Margin 
Beyond Design Basis " 

POUERS, D A. Sandte Laboratories POWERB, 0 A ACRS - Advlsorg 
Committis on Reactor Safeguards 83/06/10, 30pp 18443:090. 24X 

pi Che. 30-537, 03/06/10,0303120366 


0 Inspection reports, IE Bullatins t< correspondence 


G212060383 IE Info Notice 83-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " 8vc list 
enc 1 

TAYLOR, J H Division of Safeguards tt Inspection Programs (Post 
830103) B3/03/21 Consolidated Edison Co of Ntw Vork. Inc 

tl2pp 18308 319, 24X Fiche 90-000, 83/03/21, 8212060383. 


830S270472 Forwerds IE Insp Rept 30-337/83-01 on 830313, No 
noncompliance noted 

DANCE, H C, Division of Project 6 Resident Programs 83/04/06. 
BREUINOTON, P Energy, Dept, of. Clinch River Breeder Reactor Plant 
2pp 10644' 081, 24X Ft c he ' 30-337, 83/04/06, 8303270472. 


—8308270402 IE Insp Rept 30-337/83-01 on 030313 No noneompl lenee noted 
Project mgt meeting, warehouse tours & site tour conducted. 
tONATONIS, A J Raglan 2. Office of Director BROHNLEE.V.L 
Division of Project t, Resident Programs. 83/04/06, 4pp 
18644. 0B3 24X Plche 30-337,83/04/06,0303270472 


8305270314 Forwards IE Insp Rept 50-337/83-02 on 830328-0401 No 
noneompl lance noted. 

DANCE, H C Division of Project 6 Resident Programs. 83/04/14. 
8REWIN0T0N, P Energy, Dapt of. Clinch Rivar Breeder Reactor Plant 
2pp. 18642 204 24X Fiche: 30-337, 83/04/14, 8303270314. 


—0303270319 IE Imp Rept 30-337/03-02 on 830320-0401 . No noneomplienct 
noted Major areas Inspected' pre-CP QA activities 
MCFARLAND, C.R Region 2, Office of Director. UPRIGHT. C.H. 
Division of Engineering t< Radiological Safety Progrems, 83/04/13. 
4pp. 18642 206 24X Fiche 30-337,83/04/14,8303270314 


0303040021 IE Info Notice 03-21, '‘Defective Emergency Use Reepirator " 
8vc list end 

JORDAN, £. L Division of Emergency Preparedness It Engineering 
Response iPost 830103) 83/04/13. Consolidated Edison Co. of New 

York, Inc 136pp, 10435 135 84X Fiche 30-000,83/04/13,6303040021 
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Q303040023 IE Info Notice 83-23> "B'UR Sefeby/Rel ief Velva Falluret “ 
Bvc Hat enc 1 

JQRDANi E I- Divltlon of Emergency Preparedneat & Engineering 
Rcapanae (Poat 830103) 83/04/22 Consolidated Edlaon Co of Neu 

York* Ine 112pp 18303 0S9 24X FIche 30-000,83/04/22,8303040023 


8303040025 IE Info Notice 83-23, “Inoperable Containment Atmosphere 
Senalng Sya '* Svc list end 

JORDAK, E L Division of Emergency Preparedness S, Engineering 
Aeaponie (Post 830103) 83/04/23 Consolidated Edison Co of Neu 

Vorio Inc il9pp 18381 291 24X riche 50-000.83/04/23,8303040025 


B30304002A IE Info Notice 83-24, “Loose Parts in Secondary Side of 
Steam Oenerators at PWRs ■' Sve list end 

JORDAN, E L Divltlon of Emergency Preparedness 8, Engineering 
Response (Pott 830103) 83/04/28 Consolidated Edison Co of Neu 

York. Inc llSpp 18382 047 24X FIche 50-000,83/04/28,8303040026 


8303040027 IE Info Notice 83-23, “Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment “ Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neiii 

York, tnc ilSpp 18382 163 24X FIche 50-000,83/04/28,8303040027 


8305270197 Forwards IE Imp Rapt 30-337/83-03 on 830404-06 No 
noneompllanee noted 

DANCE, M C Division of Project fc Resident Programs 03/05/02 
BREWiNOTQN, P. Energy, Dept of. Clinch River Breeder Reactor Plant 
2pp 18637-237 24X FIche 50-337,83/05/02,8303270197. 


— 8305270200 IE Imp Rept 50-337/83-03 on 830404-06 No none amp 1 lance 
noted Major areas Inspected site preparation 

HARRIS, J R , CONUON, T E. Region 2, Office of Director 83/04/25 
2pp. 18637 239. 24X FIche 30-537,83/03/02,8303270197 


8303040020 IE Info Notice 83-26, “Failure of Saf oty/Rel lof Valve 
Discharge Lint Vacuum Oreaksrs. " Svc list end 
JORDAN, E L Division of Emergency Preparedness £< Engineering 
Response (Post 830103) 83/05/03 Conso)ldatad Edison Co of Neu 

York. Inc 122pp 18441 170 24X FIche' 30-000, 83/03/03, 8303040028 


8303040030 IE Info Notice 83-27, “Operational Response ta Events 
Concerning Oellbsrate Acts Directed Against Plant 
Eq.vlpment “ 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 83/05/04 Consolidated Edison Co of Neu 

York, Ine 112pp 18382.282 24X Fi che , 30-000, 83/03/04, 8303040030 


8303040031 IE Info Notice 03-28, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies “ Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/04. Consolldeted Edison Co of Neu 

York, Ine 119pp 18441 001 24X FIche 30-000,83/05/04,8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused by Fuel Rack 
Deformation " Sve list end 

JOROAN.E L Division of Emergency Preperedness ti Engineering 
Response (Post 830103) 83/05/06 Consolldeted Edison Co of Neu 

York, Inc 113pp 18323’ 248 24XFlehe 30-000,03/05/06,8303040033 


8303270273 Foruardt IE Intp Rept 30-337/83-04 on 830411-15 No 
noneompllanee noted 

DANCE.K C Division of Project & Resident Programs 83/03/06 
BREWlNOTONiP Energy, Dept of. Clinch River Breeder Reactor Plant 
8pp 18644 268, 24X Flchl 50-337,83/05/06,8303270273 


— B30S27027B IE Imp Rept 30-537/83-04 on 830411-19 No noneompllanee 
noted Major areas Inspected priconst OA activities 
JACKSON. L., UPRtOHT, C.M Region 2, Office of Director 03/05/02 
4pp. 18644,270 24X FIche 90-537, 83/05/06, 8303270273 


8303040034 IE Info Notice 83-30, "Hlsepp 1 ice t ion of Oenerlc Emergency 
Operating Procedures (EOF) Outdillncf, " Svc list end. 

JORDAN. E L. Division of Emergency Preperedness b Engineering 
Rasponse (Post 830103) 83/05/11. Consolidated Edison Co. of Neu 

York, Inc 114pp. 10524.003 24X FIche 30-000,03/05/11,0303040034 


8303040040 IE Info Notice 03-31, "Error in ADLPIPE Computer Program " 
Svc llet end. 

JORDAN. E L Division of Emergency Preperadnees h Engineering 
Response (Poet 830103) 83/03/19 Consolidated Edison Co of Neu 

York, Inc, 114pp. 10697.009. 24X FIche 50-000,83/03/19,8303040040 


8303040046 IE Info Notice 03-33, "Nonrepre tentative Sampling of 
Contaminated Oil." 8vc list end 

JORDAN, E.L. Division of Emergency Preparedntas $< Engineering 
Ratponsa (Poet 030103), 83/03/26. Ceniolldated Edison Co of Neu 

York, Inc. 114pp. 18647007 24X FIche 30-000.03/03/26,8303040046 


T Hearing transcripts on non-ant 1 trus t matters 


0305170293 Transcript of 030513 conference in Bothosda. HD Pp 7,106- 
7, 279 

» Atomic Safety anif Licensing Board Panel 83/05/13 I04pp 
IB464 149 24X Ficha 90-537,83/03/13.9305170293 


U Congress 1 o.nal/Eiec ut ive Correspondence 


0305240019 Responds to 030418 Itr recommending retention of technical 
cadre O'f eiperts to revleu CRGR t, overall DOE breeder 
program Malnt of CROR Program Ofe at adequate level planned 
Oecislon on Issuance of CP eipected by June 1984 
DIRCKS.W J Office of the Ejecutlvo Director for Dperatlona 
83/03/10 LLOYD. M House of Rep , Science t< Technology 3pp 
IB377 300 24X FIche 30-537,83/03/10.0305240019 


—0305240023 Recommends that Commission retain technical cadre of experts 
to review CRDR L overall DOE breeder program 
LLOYD, M House of Rep , Science 6 Technology 83/04/18 
PALLADINO.N J Commissioners Ip 10377 310 24X 

FIche 50-537,03/05/(0.8309240019 
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A Application/construction stage documents 6 correspondence 


6305230694 Ack receipt of Itr requesting cost analysts of backflttlng 
requirements Imposed by NRC Facilities will require some 
backfit mods Costs will be almost identical to Byron 
Increas es 

EHIELDS.SVI Public Service Co of Indiana. Inc 83/03/10 

TO UR TEL LOT T E, J Regulatory Reform Task Force 2pp 18542 392 84X 

Fiche 50-946,03/03/10.8309230654 


0305230720 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 33/04/11 
PALLADINO.NJ Commissioners 2pp 18342272 24X 

Fiche 50-000.83/04/11,0303230720 


6305120437 Confirms 830414 commitment re electrical cable tray hanger 
installation under conditions outlined in 830203 
confirmatory action Itr Request to restart Installation of 
hangers renewed 

SHIELDS. S H Public Service Co of Indiana, Inc 83/04/19 

KEPPLER.J 0 Region 3. Office of Director 3pp 18434 036 24X 

Fiche. 90-346, 03/04/15, 8303120457 • 


8304230167 Application for amend of CPPR-170 6 CPPR-t71 (filed In PDR 
Category A) , consist ing of Amend 24 to PSAR (filed in PDR 
Category K) (, Suppl I to environ rept - OL stage (filed in 
PDR Category Cl 

SHIELDS. 8 H Public Service Co of Indiana. Inc 83/04/21 
DENTON.H R Office of Nuclear Reactor Regulation. Director i6pp 
18212 003 34X Fiche 50-346,83/04/21.0304250167 


8305110183 Responds to 830413 Itr re 030323 FR notice of NRC receipt of 
application for OLs 6 environ rept Environ rept available in 
PDR 6 is scheduled for Issuance in June 1984 

YGUNOBLOOD. D J Licensing Branch 1 03/04/28 YOST. F E Utility 

Data Institute Ip 18434279 24X Fiche 50-546,83/04/28, 

830S1101B3. 


0305090659 Generic Ltr 83-20 to alt operating reactor licensees << 
holders of CPs re integrated scheduling for implementation 
of plant mods Svc list end 

EISENHUT.D.O Division of Licensing 83/05/09 Consolidated 
Edison Co of New York, Inc 16pp 10627 193 24X 

Fiche 50-000.83/08/09,83 03090639 


0305130119 Forwards response to Generic Ltr B3-10C re resolution of 
TMI Action Item 11 K 3 9, "Automatic Trip g# Reactor Coolant 
Pumps *' Response to Items I le. 1 3a 6 I 3c will be addressed 
in FSAR.App El scheduled for submittal by 040331 
SHIELDS, S H Public Service Co of Indiana, Inc 83/05/09 
E18ENHUT, 0 G Division of Licensing 3pp 18437 353 84X 

Fiche 50-546,03/09/09,8309130119 


6305230635 Forwards request for addl Info re environ qua 1 1 Fi catl on of 
electrical 4e mechanical equipment Scheduler commitment 
for submittal of program should be provided within 30 days 
YDUNOBLQOD. B J Licensing Branch 1 83/05/10 SHIELOS.S H Public 

Service Co. of Indiana. Inc 4pp 18543 021 34X 

Fiche 50-346,03/03/10,8303230633 
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B30S17030& Application to anenef CPPR'‘l70 V CPPR-171 u/subni i t ta I of 
Tevlsetf Suppl 1 to environ rept ~ OL ■stage Affidavit of 
Distribution enc ] 

SHIELDS, S W Public Service Co of Indiana, Inc SHIELDSiS H 
Uabasll ValJei/ Power As soe la 1 1 o n, Iiic B3/CJ3/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 6pp 13446 024 S4X 
Fiche 30-544, sa/OSAia, 3305170306 


— 0303170312 Revised Suppl 1 to environ rep t - QL stage 

* Public Service Co of Indiana, Inc BJ/05/31 Ip 10446 030 
24X Fiche 50-546, S3/05AI3 , B303 1 70306 


8305200289 Foruiards Amend 25 to CP 6 OL app 1 1 Cat 1 on* , 1 ncl Ud i ng revS to 
security plan Amend withheld (ref 10CFR2 7fO) 

SHIELDS. S W Public Service Co of Indiana, Inc SHIELDS, S H 
Mabasb Valley Power Association, Inc B3/09/14 DENTON, H fi Office 
of Nuclear Reactor Regulation. Director 4pp 10514 319 24X 

Fiche 30-546,03/09/16,8305200239 


C tltility Environmental Report (ER>, ainenils h correspondence 


0304230167 Forwards Suppl 1 to environ rept - OL stage Iflled l-n PDR 
Category Cl Supporting rep ts one I 

SHIELDS, 5 H Public Service Co of Indiana. Inc B3/04/2I 
DENTaW, H R Office of Nuclear Reacto-r Regulation, Director I4pp 
IS212 003 24X FiChe 30 - 546 , 63/04/2 1 , B3042SD1 67 


0305110135 Responds to B30413 1 tr re S3032S FR notice of NRC receipt of 
application for OLs s, environ rept Environ rept available In 
PDR & is scheduled for issuance In June 1984 

VQUNSBUOOD. 0 J Licensing Branch 1 03/04/20 VD5T.F E Utility 

Data Institute Ip 10434 279 24X Fiche 90- 946, B3/04/28, 

33091 10189 


0305170306 Application to amend CPPB-I70 It CPPR-171 w/subml t ta 1 of 
revised Suppl 1 to environ lept — OL stage Affidavit of 
Distribution enc 1 

SHIELDS, S W Public Service Co of Indiana, Inc SHIELDS, 3 W 
Wabash Valley Power Association, Inc 63/03/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 6pp 18466 024 24X 

Fiche 30-346.03/05/13,8305170306 


— 8305170312 Revised Suppl 1 to environ rept - OL stage 

» Public Service Co of Indiana, Inc B3/0S/31 Ip 10466 030 
24X Fiche 50-346.83/05/13,0305170306 


F Security, medical, emergency te fire protection plans 


B305110034 Generic Ltr 03-21 to all licensees of operating reactors, 
applicants for OLs *, holders of CPs re c lari f 1 cat lait of 
access to control procedures for law enforcement visits 
Bve list end 

EIBENHUT, D G Division or Licensing 83/03/11 Consolidated 
Edison Co of Mew Vork, Inc 16pp 18540 093 24X 

Fiche 50-000,83/05/11,8305110034 


B305S40213 Forwards monthly status rept on offsite emergency 
preparedness for OL reviews for Apr 19B3 

OIRCHS, U J Office of the Eiecutlve Director for Operations 
03/05/13 PALLADINO, H J Commissioners Spp 1S593 322 24X 

Fiche 30-000,33/03/13,0305240213 


8305200289 Forwards Amend 2S to CP Si OL ap p 1 1 ca 1 1 on S , inc 1 Ud Ing revs to 
security plan Amend withheld (ref iDCFR2 7901 

SHIELDS, S M Public Service Co of Indiana. Inc SHIELDS, 5 W 
Wabash Valley power Association, Inc 83/05/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 10516 319 24X 

Fiche 50-546,83/03/16,6305200209 


B305260233 Advises Of 830927 prompt notification sys development 
meeting in Clarksville. IN to discuss objectives it design of 
emergency planning i one 

KNIOHT.MR Public Service Co of Indiana. Inc 03/05/10 
AXELS ON, U L Region 3. Office of Director Ip 1039? 338 24X 

Fiche 30-546,03/05/10,8305360233 


G Adjudicatory correspondence 


B305I30D73 Answer to Indiana Sassafras Audubon Society (ISAS) petition 
for leave to intervene ISAS falls to establish right to 
intervene Certificate of SvC enc 1 

* Public Service Co of Indiana, Inc • Wabash Valley Power 
Assaclatton. Inc a LeSoeuf, Lamb, Leiby S< HacRae 03/05/12 
CommUsionerS I Ipp 1B436 2St 24X Fiche 50-546.63/05/12, 
3309130073 


0303130090 Response w/o objection to Save the Valley petition for 
leave to intervene, provl ded applicant may object to 
contentions t< right to hearing after petition suppl filed 
Certificate of Sve end 

VOIOT, H H Public Service Co of Indiana, Inc VOIOT.H H Wataik 
Valley Power Association, Inc VOIGT, H H LeOoeuf. Lamb, Leiby li 
HacRae 03/03/12 Commissioners 4pp 10438 097 24X 

Fiche 90-946,83/03/12,0305130070 


0305130244 Response opposing Valley Watch, Inc 820427 petition far Itevi 
to intervene In proceeding Petitioner fails to eitablih 
sufficient Interest In proceeding to establleh standing as 
matter of right or discretion M/Cer t 1 f 1 c a te of Sve 

VOIOT.H H Public Service Co of Indiana, Inc VOIOT.H H, Mabail 
Valley Power Association, Inc VOIGT, H H LeDoeuf, Lamb, Leiby L 
MacRae 03/03/12 Commissioners llpp 10439 174 24X 

Fiche 30-546,83/03/12,8305130244 


0305160146 Response in opposition to Valley Watch, Inc 830419 petitlen 
for intervention 6 request for public hearing re OL 
application Petition has not established requisite standing 
to intervene Certificate of Sve end 

CHAN, E I Hearing Dranch 2 83/05/12 Atomic Safety and 

Licensing Board Panel llpp 18445 078 24 X Fiche 30-346,03/03/1?. 

0303160146 


0303160130 Response to Save the Valley petition to Intervene Requitilr 
standing to Intervene established Aspects of proceeding 
to be addressed by Intervenor Identified Certificate of 
Sve end 

CHAN, E I Hearing Branch 2 03/05/12 Atomic Safety and 

Licensing Board Panel Upp 10443 141 24X Fiche 30—346.63/03/19. 

0305160150 


8309170003 Response to Sassafras Audubon Soc of South Central Indlina 
030416 petition to Intervene Requisite standing to Intervene 
not established Specific aspects appropriate for 
consideration identified by Soc Certificate of Sve enc 1 
CHAN.E 1 Healing Branch S 03/05/13 Atomic Safety and 

Licensing Board Panel Upp 10466 231 24X Fiche 50-346,03/09/13, 

8305170003 


K Utility Final Safety Analysis Report (FSAR) ti amends 


0304250167 Forwards Amend 24 to FSAR (filed in PDR Category K} H/277 
overslie drawings Aperture cards are available In PDR 
SHIELDS, 0 W Public Service Co Of Indiana, Inc 63/04/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director 16pp 
10212 003 24X Fiche, 90-546, 03/04/21, 8304250167 


—0304250190 Amend 24 to FSAR W/S77 oversize drawings Aperture cards are 
available in PDR 

• Public Service Co of Indiana, Inc 83/04/30 t30pp 
18212099 24X Fiche 90-946,03/04/21,0304290167 


Q Inspection reports, IE Bulletins & correspondence 


83D3040040 IE Info Notice 03-31, “Error in ADLPIPE Computer Progrem * 
Sve list end 

JORDAN, E L Division Of Emergency Preparedness ti Englnaerlng 
Response (Post 030103) 03/03/19 Consolidated Edison Co of New 

Vork, Inc U4pp 10697 009 24 X Fiche 50-000,83/03/19.0303040040- 


0212060305 IE Info Notice 03-14, "Dewatered Spent Ion Exchange Retin 
Susceptibility to Exothermic Chemical Reaction “ Sve list 
enc 1 

TAYLOR, J M Division Of Safeguards (i Inspection Programs (Post 
830103) 83/03/21 Consolidated Edison Co, of New York, inc 

ll2pp 10300 319 24X Fiche 50-000,83/03/21.8212060383 


8303040021 IE Info Notice 03-21, “Defective Emergency Use Respirator ■ 
Sve list encl 

JORDAN, E L Division of Emergency Preparedness 4i Engineering 
Response (Post 830103) 83/04/13 Consolidated Edison Co of New 

York, Inc 126pp 18435 155 24X Fiche 50 - 000 , 03/04/1 5 , 93030400at 


8303040023 IE Info Notice 03-22, "HWH Safety/Rellef Valve Failures ' 
SVC list end 

JORDAN, E L Division of Emergency Preparedness <« Englnearlhg 
Response (Post 830103) 03/04/22 Consolidated Edison Co of New 

Vork, Inc I12pp 10303 089 24X F I Che ! 50-000, 03/04/22. a3030400?3 


8303040035 IE Info Notice 03-23, "Inoperable Containment Atmosphere 
Sensing Sys, " Sve list end 

JORDAN, E L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of New 

York, Inc 119pp 10381 291, 24 X Fiche 50-000.83/04/25,8303040025 
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6309120419 Fqrwards IE Insp Bopti 50-546/03-01 tt 50-947/03-01 on 
Q30124—26 & 0224—23 Ic notice of violation 

BPESSARD. « U Division of Engineering Q3/04/29 8HIEI.DB, 8 U 
Public Service Co of Indiana, Inc 2pp 10434 031 24X 

Fiche 90-546,03/04/23,0308120419 


--8305120423 Notice of violation from insp on 030124-28 i< 0224-25 
SPESSARD, R L Division of Engineering 83/04/29 4pp 
18434 093 24X Fiche 90-346,03/04/29,8309120419 


— 8303120428 IE Ifisp Rapts 30-346/83-01 5, 80-347/83-01 on 030124-20 & 
0224-29 None omp 1 1 anc e noted failure to assure that 
applicable requirements translated into instructions, 
procadufes or drauings Nonconforming items not tagged 
LOVE. R S . MENDEZ, R , WILLIAMS, C C Region 3, Office of Director 
83/04/20 23pp 10434 037 24X Fiche 30-546,83/04/23,8303120419 


0309170148 FoTuards IE Insp Repts 30-546/83-04 *, 50-947/83-04 on 
830309-18 No noncompliance noted 

STREETER, J F Region 3, Office of Director 03/04/27 SHIELDS, S W 
Public Service Co of Indiana, Inc 2pp 10466 203 84X 

Fiche 30-946,93/04/27,0305170148 


—8309170153 IE Insp Repts 50-546/03-04 t< 50-947/83-04 on 030309-10 No 
none amp 1 lance noted Major areas inspected electrical 
contractors OA program, implementing procedures (, training 
VANDELiT E , KISH,J N , HAWKINS, F C Region 3, Office of Director 
93/04/37 4pp 18466 287 24X Fiche 50-946,83/04/27,0309170143 


0.53040026 IE Info Notice 03-24, "Loose Parts in Secondarij Side of 
Steam Qenerators at PWRs " Sve list end 

JORDAN, E L Division of Emergencii Preparedness It Engineering 
Reipense <Post 830103) 03/04/28 Consolidated Edison Co of Neiu 

York. Inc liSpp 18302 047 24X Fiche 50-000,03/04/28,0303040026 


0303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp^ Trip Setpoint Adjustment '* Sve list end 
JORdJaM, E C Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 03/04/28 Consolidated Edison Co of Neie 

York, Inc liBpp 18382 169 24X Fiche 90-000,03/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Saf ety /fie 1 lef Valve 
Discharge Line Vacuum Qreakers " Sve list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of Neiu 

York, Inc 122pp 18441 170 24X Fiche 90-000,03/09/03,8303040028 


8303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Delltierats Acts Directed Against Plant 
Equipment '* Bve list end 

JORDAN, E L. Division of Emergency Preparedness 4, Engineering 
Response (Post 030103) 03/09/04 Consolidated Edison Co of New 

York, Inc il2pp 18382 282 24X Fiche 90-000,83/05/04,8303040030 


0303040031 IB info Notice 03-20, "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 5 Engineering 
Response (Post 830103) Q3/05/04 Consolidated Edison Co of Neui 

York. Inc M9pp 1B441 001 24X Fiche 30-000,83/05/04,8303040031 


S303040033 IE Info Notice 03-29, "Fuel Binding Caused by Fuel Rack 
Deformation “ Sve list end 

JORDAN, E L Division Of Emergency Preparedness 4, Engineering 
Response) (Poet 830103) 03/09/06 Consolidated Edison Co of Near 

York, Inc 11 Spp 18923 248 24X Fiche 30-000,83/03/06,8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Generic Emergency 
Operating Procedures (EQP) Guidelines " Sve list enc 1 
JQRDAN, E t. Division of Emergency Preparedness 4, Engineering 
Response (Rost 030103) 83/05/11 Consolidated Edison Co of New 

York, Inc 114pp 10324 003 24X Flcho 50-000,83/03/11,8303040034 


B3D3040046 IE Info Notice 83-33, ''Nonrepresentative Sampling of 
Contaminated Oil *' Sve list end 

JORDAN, E. L. Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 03/03/26 Consolidated Edison Co of New 

York, Inc I14pp 18647007 24X Fiche 50-000,83/03/26,8303040046 


8 Reportable occurrences, L£Rs t< related correspondence 


B309020291 Final dofieiency rept re potential for Inaccurate 
indication of Westlnghouse mfg gate valve position Initially 
reported on 821222 Westinghouse Issued field change notice 
documenting corrective actions 

SHIELDS, 5 M Public Service Co of Indiana, Inc 83/04/21 

KEPPLCR, J Q Region 3, Office of Director 2pp 18281 296 24X 

Fiche 90-546, 83/04/21. 8308020291 


83091 10427 Part 21 5 defltieticy repts re misoperation of DS-416 reactor 
trip undervDltage devices Initially reported an 630420 
Attachments will be replaced u/devices lu/uidened grooves 
to accommodate new retaining rings Mfg drawings revised 
RAHE.EP Westinghouse Eleclrit Corp 03/04/21 DEVGUNO.R C 
Director s Office, Office of Inspection and Enforcement Spp 
18403 095 24X Fiche 50-000,03/04/21,8305110427 


0305020118 Final deficiency rept re interference between rear 
attachment brackets t, mechanical snubber pivot mount 
brackets Initially reported on 630325 Rear brackets will be 
returned to ITT Orlnnei for reworking 

SHIELDS. S M Public Service Co of Indiana, Inc 03/04/22 

KEPPLER,J G Region 3. Office of Director tp 10270 217 24X 

Fiche 30-546, 03/04/22. 03050201 le 


03OS1IO324 Part 2l rept re Type 5A-1 Class !E relays Silicon controlled 
rectifier (SCR) in trip output circuit may cause random trip 
output Westinghouse corrective action includes replacing SCR 
uj/iurn-in SCR 

DUVALL, O 0 Brown Doveri Coip (subs Brown Bovarl 4< Co > Ltd > 
83/04/27 STFLLO. Y Director's Office, Office of Inspection and 
Enforcement Spp 18393 278 24X Fiche 30-000.03/04/27,0305110324 


0305040494 Interim deficiency rept re operation of centrifugal 
charging pumps during high energy line rupture initially 
reported on 0OOSO9 Westinghouse 4, util working to refine 
equipment mod to mutual satisfaction Nett rept by 031020 
SHIELDS, S W Public Service Co of Indiana, Inc 03/04/20 

KEPPLER, J 0 Region 3, Office of Director 2pp 18319264 24X 

Fiche 90-546,03/04/28,8303040494 


630S130207 Interim deficiency rept re problem involving embedded plates 
In primary shield wail u/deformed wire anchors missing or 
welds between plate anchor being cracked Initially 
reported on 820810 Caused by axial (ensile stresses 
SHIELDS, S M Public Service Co of Indiana, Inc 83/05/09 

KEPPLER, JQ Region 3, Office of Director 2pp 18439399 24X 

Fiche 50-346,03/05/09,8303130207 


B30S2404OS Final deficiency rept re potential for improper operation of 
DS-416 reac tor trip swi bchgear undervol tage attachments 
Initially reported on 830421 Attachments to be replaced w/ 
attachments having modified groo,ves 

SHIELDS, S W Public Service Co of Indiana, Inc 83/03/16 

KEPPLER. JO Region 3, Office of Director 2pp 18974 277 24X 

Fiche 90-546.03/05/16.0305240408 


B30S260332 Interim deficiency rept re Commonwealth-Lord Joint 'denture 
fa 1 lure to adequate 1 y implemen t QA program Initially 
reported on 030211 Nonconformance repts for items not 
previously audited written Nett rept by 030003 
SHIELDS, 8 M Public Service Co of Indiana, Inc 83/05/18 

KEPPLER, JO Regions, Office of Director Spp 18625009 24X 

Fiche 50-346,03/09/10,8303260332 


DOCKET STN-30-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A Application/construction stage documents 4, corr espondonce 


S30S230694 Acit receipt of 1 tr requesting cost analysis of backfttting 
requirements Imposed by NRC Pacilitles wilt require same 
backfit mods Costs will be almost Identical to Byron 
increases 

SHIELDS, 6 W Public Service Co of Indiana, Inc 03/03/10 
TOURTELLOTTE, J Regulatory Reform Task Force Spp 18942 352 24X 

Fiche 50-546, 83/03/10. 0305230654 


8303230720 Forwards list of utils responding to requests for cost 
figures on bac1(fltting 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO.NJ Commissioners 2pp 18542272 24X 

Fiche 90-000.03/04/11.0309230720 


0309120497 Confirms 030414 commitment re electrical cable tray hanger 
installation under conditions outlined in 030203 
confirmatory action 1 tr Request to restart installation of 
hangers renewed 

SHIELDS, S W Public Service Ca of Indiana, Inc 03/04/13 

KEPPLER, J 0 Region 3, Office of Director 3pp 16434 036 S4X, 

Fiche 90-546,83/04/13,0309120497 


8304290167 Application for amend of CPPfi-170 & CPPR-171 (filed In PDR 
Category A>< cons Istlng of Amend 24 to F3AR (filed in PDR 
Category K> 4, Suppl 1 to environ rept - OL stage (filed in 
PDR Category C) 

SHIELDS, S W Public Service Co of Indiana, Inc B3/04/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director I6pp 
10212 083 24X Fiche 50-546,03/04/21,0304250167. 
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eaOSllOlBS fiesponds to 8304-13 ttr fe 830325 FR notice of NRC Tacoipt of 
opplicatkon- for OUs U env'iron rep t Environ rapt aveileble in 
PDR ix Is scheduled for Issuance in June 1984 

yaUNODLODD- B J Ultensjng Branch 1 83/04/28 VOST, F £ Utillti/ 

Data Institute Ip 1B434 279 24X Fjehe 50-546,83/04/28. 

8303110183 


8303090659 Generic Utr 83-20 to all operating reactor licensees U 
holders of CPs re integrated scheduling for ipip 1 emen tati on 
of plant mods Sve list enc 1 

ElSENHl/T.J) G Division of Licensing 63/05/09 Consolidated 

Edison Co of rieie Yort, Inc 16pp !g62/ 153 24K 

Flche 30-000,83/03/09.8305090639 


8305130119 Forwards response to Generic Ltt 83-lOC re resolution of 
tni Action item 1 1 K 3 3, ‘ Automatic Trip of Reactor Coolant 

Pumps " Response to Items t 1 e, I 33 6 I 3c ul 11 be addressed 
in FSAfi, App £. scheduled for submittal by 840331 
SHIELDS.SW Public Service Co of Indiana, Inc 83/05/09 
EISENHUT, D G Division of Licensing 5pp 18437 353 24!C 

Flche 30-546,83/03/09,8305130119 


6305230635 Foruiards rei^ueft for addl info re environ qualification of 
electrical 6 mechanical equipment Schedular commitment 
for submittal of program should be provided uithln 30 days 
YOUNGBLOOD. Q J Licensing Branch 1 SS/Ob/IO SHIELDS, 3 W Public 
Service Co of Indiana. Inc 4pp 10543 021 24X 

Fiche 50-346,83/05/10,8303230635 


B3951 70306 Application to ament) CPPn-17D i. CFPR-171 u/submlttal of 
revised Suppl I to environ rept - DL stage Affidavit of 
Distribution enc 1 

SHIELDS.SW Public Service Co of Indiana. Inc SHIELDS. S H 
(/abash Valley Power Association, Inc 63/05/13 DENTOM. M R Office 
of Nuclear Reactor Regulation, Director 6p p 1B466 024 24X 

Flche 30-346. 83/05/13, Q305 I 70306 


B30520D289 forieards Amend 25 to CP S, OL app 1 1 cat 1 ons, 1 nc 1 ud 1 n g revs to 
security plan Amend withheld (ref I0CFR2 7901 
SHIELDS'S W Public Service Cn of Indiana, Inc 83/03/16 
□ENTON.H R Office of Nuclear Reactor Regulatien, Olrectar 4pp 
16316319 24X Fiche 50-546,83/05/16,8303200209 


C Utility Environmental Deport (ER), amends tt corre ip ondenc e 


6304230167 Forwards SuppI 1 to environ rept - QL stage (filed in PDR 
category C) Supporting repts end 

SHIELDS, S U Public Service Co of Indiana, Inc 83/04/21 
□ENTON.H R Office of Nuclear Reactor Regulation, Director 16pp 
16212 003 24X Flihe 50-546.63/04/21.8304230167 


B3O5110165 Responds to 830413 Itr re 630325 FR notice of NRC receipt of 
application for OLs tx environ rept Environ rept available in 
PDR U is scheduled f-or issuance in June 1904 

YOUNGBLOOD. R J Licensing Branch 1 83/04/28 YOST. F E Utility 

Data Institute Ip 18434 279 24X Fiche 50-346.83/04/28, 

8305110185 


8303170306 Application to amend CPPR-J70 (< CPPR-171 w/submlttal of 
revised Supp 1 1 to environ rept - QL stage Affidavit Of 
Distribution end 

SHIELDS. 5 Id Public Service Co of Indiana. Ine 83/05/13 
DENTON.H ft Ufflce of Nuclear Reactor Regulation, Director 6pp 
16466024 24X Flche 50-546,83/05/13,8305170306 


—6305170312 Revised Suppl i to environ rept — OL stage 

e Public Service Co of Indiana, Inc 63/05/31 Ip 1B466 030 
24X Flche 50-346. 83/05/13. B303170306 


F Security, medical, emergency tc fire protection plans 


830511-0034 Generic Ltr 83-21 to all licensees of operating react-ors. 
applicants for QLs & holders of CPs re clarification of 
access to control procedures for tau enforcement visits 
Sve list end 

EISENHUT. D 0 Division of Licensing 83/03/11 Consolidated 
Edison Co pF New Vorlii Inc 16 pp 18340 095 24X 

Fiche 30-000,83/03/11.8305110034 


8305240213 Forwards monthly status rept on offsite emergency 
preparedness For OL reviews for Apr 1903 

DIRCKS.M J Office of the Eiecutlve Director for Operations 
03/05/13 PALLADlNOiN -J Commissioners Spp 18593 322 24X 

Flche 50-000,83/05/13.63 05240213 


8305200289 Forwards Amend 23 to CP ti GL applications, including revs to 
security plan Amend withheld (ref 10CFR2 790J 

shields. S M Public Service Co, of Indiana. Inc BHIELDB.S. W. 

Mafaash Valley power Association, Inc 83/05/16 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 4pp 18516 319 24X 

Flche 50-346,83/05/16,6303200209 


8305260233 Advises of 830527 prompt notification ays develofment 
meeting In Clar Isvl 1 le, IN to discuss objectives it design of 
emergency planning rone 

KNIGHT, M R Public Service Co of Indiana, Inc 83/03/10 
AXELSON, y L Region 3, Office of Director Ip 16599 330 24X 

Fiche 30-546,83/03/18,8305260233 


Q Adjudicatory correspondence 


8305130073 Answer to Indiana Sassafras Audubon Society (IBA6) pitltion 
for leave to intervene I BAS fails to establish right to 
intervene Certificate of Sve enc 1 

* Public Service Co of Indiana, Inc « Mabash Valley Power 
Association, Inc * LeUoeuf, Lamb, Leiby l< HacRae 83/03/12, 
Commissioners Upp 18436 SSI 24X Flche 30-346.83/03/12. 
8303130073 


6303130096 Response u/o objection to Save the Valley petition for 
leave to Intervene. provl ded applicant may object to 
contentions I, right to hearing after petition suppl filed. 
Certificate of Sve end 

VOIGT. H H Public Service Co of Indiana, Ine VOIGT, H H Uibash 
Valley Power Association, Inc VOIGT, H H Lefioeuf. Lamb. Leiby -1. 
MacRae 03/05/12 Commissi oners 4pp 1643S 097 24X 

Flche 90-546,03/03/12.8303130096 


6303130244 Response opposing Valley Match, Inc 820427 petition for leave 
to intervene in proceeding, Petitioner falls to estabish 
sufficient interest in proceeding to establish standing as 
matter of right or discretion W/Cert 1 f i cate of Sve 
VOIGT. H H Public Service Co of Indiana. Ine VOIGT.H H Mabasb 
Valley Power Association, Inc VOIGT.H H LeBoeuf. Lamb. Leiby t. 
HacRae 63/05/13 Commissioners Upp 16439 174 24X 

Fiche 30-546. 63/05/12. 630S130S44 


8305160146 Response in opposition to Valley Match. Ine 630419 petition 
for intervention it request for public hearing re OL 
application Petition has not established requisite standing 
to intervene Certificate of Sve end 

CHAN, E I Hearing Branch 2 83/05/12 Atomic Safety and 

Licensing Board Panel llpp 18445 078 24X Fiche S0-S4fit B3/03/I2, 

6305160146 


8305160156 Response to Save the Valley petition to intervene Requisite 
standing to intervene established Aspects of proceeding 
to be addressed by intervenor identified Certificate of 
Sve end 

CHANiE I Hearing Branch 2 83/05/12 Atomic Safety and 

Licensing Board Panel llpp 16445 141 24X Flche 50-546,63/03/12, 

S30SI601S6 


8305170003 Response to Sassafras Audubon Soc of South central Indiana 
830416 petition to intervene Requisite standing to Intsrvane 
not established Specific aspects appropriate for 
consideration identified by Soc Certificate of Sve enc 1 
CHAN.E f Hearing Branch 2 63/05/13 Atomic Safety and 

Licensing Board Panel llpp 18466 231 34X Flche 50-346,83/03/13. 

8303170003 


K Utility Final Safety Analysis Report (F6AR) t, amends 


8304230167 Forwards Amend 24 to FSAR (filed In PDR Category K> 
overslte drawings Aperture cards are available In PDR 
SHIELD8.S M Public Service Co of Indiana, Inc 83/04/21 
DENTON, H R Office of Nuclear Reactor Regulation. Director. Itpp 
18212 083 24X Flche 30-946,63/04/21,8304250167 


— 8304230190 Amend 24 to FSAR H/277 overslie drawings Aperture cards ari 
available In PDR 

* Public Service Co of Indiana, Inc 63/04/30 138pp 

18212 099 24X Fiche 50-346,83/04/21,6304250167 


G Inspection reports, IE Bulletins & correspondence 


6212060365 IE Info Notice 63-14, "Dewatered Spent Ion Eichange Restn 
Susceptibility to Eiotharmtc Chemical Reaction " Sve list 
enc 1 

TAYLOR, J H Division of Safeguards 6 Inspection Programs (Post 
630103) 63/03/21 Consolidated Edison Co of New York. Inc. 

112pp 16308 319. 24X Fiche 50-000,83/03/21.8212060365 


6303040021 IE Info Notice 83-21, "Defective Emergency Use Rssplrator * 
Sve list end 

JORDAN, E U Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 63/04/(9 Consolidated Edison Co. of Nfw 

York, Inc 126pp 18435 155 24X Flche. 50-000, 83/04/19, 63030400*1 


8303040023 IE Info Notice 83-22, "BUR Safety /Pel icf Valve Failures. » 
Sve list enc 1 

JORDANrE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/04/22 Consol idateif Edison Co of NtS 

York, Inc U2pp 18383 009 24X Fiche 50-000,63/04/22,03030400*3 
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a3030-400as IE info Notice 03-23. "Inoperable Containment Atmosphere 
Sensing Sge “ Svc list enc 1 

JOfiDAN.E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 03/04/25 Consolidated Edison Co of New 

VOTlt> Inc 119pp I33B1 291 24X Fiche 50-000,33/04/25.8303040025 


8303180419 Forwards IE Insp ftepts 50-546/83-01 4- 50-547/83-01 on 
830124-28 S< 0224-25 & notice of violation 

SPESSAnD, R L Division of Engineering 83/04/25 SHIELDS, S W 
Public Service Co of Indiana, Inc 2p p 10434 051 24X 

Flebe. 30-346, 83/04/25, 8305120419 


■8309120423 Notice of violation from Insp on 830124-28 4 0224-23 
3PESSARD»R L Division of Engineering 93/04/25 4pp 
18434 053 24X Fiche 50-546,83/04/25,8305120419 


•8309120428 lE Insp Repts 50-546/83-01 «< 50-547/83-01 on 830124-28 {< 
0224-29 Noncomp 1 ianc e noted failure to assure that 
applicable rettuirements translated into instructions, 
procedures or drawings Nonconforming items not tagged 
LOVE, R S . KENDEZ. R • NILLIANS, C C Region 3, Office of Director 
83/04/20 23pp 18434 057 a4X Fiche 90-546,83/04/25,8305120419 


8305170148 Forwards IE Insp Repts 50-546/03-04 t, 50-547/83-04 on 
830309-18 No noncompliance noted 

STREETER, J F Region 3, Office of Director 83/04/27 SHIELDS, S W 
Public Service Co of Indiana, Inc 2pp 18466 283 24X 

Fiche 90-546,83/04/27,8305170148 


-S3091701S3 IE Insp Repts 50-546/83-04 U 50-547/83-04 on 030309-18 No 
none omp 1 i ance noted Major areas inspected electrical 
contractors OA program, imp lament ing procedures & training 
VANDEL, T E . KISH, J N , HAWKINS, F C Region 3, Office of Director 
83/04/27 4pp 18466 287 24X Fiche 30-546,83/04/27.8305170148 


8303040026 IE Info Notice 03-24, "Loose Parts in Secondary Side of 
Bteam Oenerators at PWRs " Svc list end 

,IORDAN> E I. Division of Emergency Preparedness (, Engineering 
Response (Poet 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc U9pp 18382 047 24 X Fiche 50-000.83/04/28.8303040026 


8303040027 IE Info Notice 83-25, "Standby Oas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
UOROAN, E L Division of Emergency Preparedness & Engineering 
flesponse (Post 830103) 83/04/28 Consolidated Edison Co of New 

York. Inc llSpp 18382 165 24X Plche 50-000,83/04/28,8303040027 


8303040028 IE Info Notice 83-26, "Failure of Safety/Rel ief Valve 
Discharge Line Vacuum Breakers " Svc list end 
OORDAN, E I. Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/05/03 Consolidated Edison Co of New 

York# Inc 122pp 18441 170 24X Fiche 50-000,83/09/03,8303040020 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Eitutpment " Svc list end 

,/OR DAN > E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/05/04 Consolidated Edison Co of New 

York. Inc I12pp 10382 202 24X Flcha 50-000,83/03/04.8303040030 


0303040031 IE Info Notice 83-28, "Criteria for Proteetlv# Action 
ftecoihmenda tlons for Oeneral Emergencies " Svc list and 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc H9pp 18441 001 24X Plche 30-000,83/09/04,8303040031, 


8303040033 IE Info Notice 83-29, "Fuel Dinding Caused by Fuel Rack 
Oafornatlon *' Svc list incl 

JORDAN.E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 83/09/06 Consolidated Edison Co of New 

York, Inc llSpp 18523248 24X Fiche 90-000,83/09/06,8303040033 


6303040034 IE Info Notice 83-30, "Misapplication of Oenerie Emergency 
Operating Procedures (EOP) <}uldel ines, " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18524 003 24X Plche 90-000,83/03/11,8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program *' 
8ve list encl 

JORDANrE L Division of Emergency Preparedness 6 Engineering 
Respdnee (Post 830103) 83/05/19 Consolidated Edison Co of New 

York, Inc tl4pp 18697 009 24X Fiche 30-000,83/09/19.8303040040 


8303040046 IE Info Notice 83-33, "Nanrepresenta t Ive Sampling of 
Contaminated Oil " Svc list end 

JOSDAN.E L Division of Emergency Preparedness 4* Englnsering 
Respanee (Post B30103) 83/09/26 Consolidated Edison Co of New 

York, Inc 114pp 18647 007 24X Fiche- 90-000. 83/03/26, 8303040046 


S Reportable occurrencss, lERs ^ related c orrespandence 


6305020291 Finol deficiency rept re potential for Inaccurate 
indication of Westinghouse mfg gate valve position Initially 
reported on 821223 Wes t 1 ng h a u s e issued field change notice 
documenting corrective actions 

SHIELDS. SW Public Service Co of Indiana, Inc 83/04/21 

KEPPLER, J C Region 3, Office af Director 2pp 18281 296 24X 

Fiche 50-546,83/04/21,8309020291 


8305110427 Part 21 4, deficiency repts re misaporation of DS-416 reactor 
trip undervoltage devices Initially reported on 830420 
Attachments will be replaced w/devlces w/widened grooves 
to accommodate now retaining rings Mfg drawings revised 
RAHE.E P Hestinghouse Electric Corp 83/04/21 DEVOUNG, R C 
Director's Office, Office of Inspection and Enforcement 5pp 
18409 099 24X Fiche 50-000 83/04/21,8305110427 


S30502011B Final deficiency rept re interference between rear 
attachment brackets U mochantcal snubber pivot mount 
brackets Initially reported on 630325 Rear brackets will be 
returned to ITT Orinnel for leworklng 

SHIELDS, S W Public Service Co of Indiana, Inc 83/04/22 

KEPPLER. J e Region 3, Office of Director Ip 10278 217 24X 

Fiche 30-546.83/04/22,8309020118 


83051 10324 Part 21 rept re Type SA-1 Class It relays Silicon controlled 
rectifier (SCR) in trip output circuit may cause random trip 
output Westlrghouse corrective action Includes replacing SCR 
w/burn-in SCR 

DUVALL, D D Oroiiin Bover 1 Corp (subs Rrown Dovsri 4, Co > Ltd ) 
83/04/27 STELLOfV Director's Office, Office of Inspection and 
Enforcement 9pp 18393 278 24X Fiche 50-000,83/04/27,8305110324 


8305040494 Interim deficiency ropt re operation of centrifugal 
charging pumps during high energy line rupture Initially 
reported on 800309 Hestlnghouse 4, util working to refine 
equipment mod to mutual satisfaction Next rept by 83102B 
SHIELDS. 5 W Public Service Co of Indiana, Inc 83/04/28 

KEPPLER. J 0 Region 3. Office of Director 2p p 18319 264 24X 

Fiche 90-546,83/04/28,8309040494 


0309130207 Interim deficiency rept re problem involving embedded plates 
in primary shield wall w/deformed wire anchors missing or 
welds between plate 4, anchor being cracked Initially 
reported on 820818 Caused by axial tensile stresses 
SHIELDS, S U Public Service Co of Indiana, Inc 03/09/09 

KEPPLER, J Q Region 3, Office of Director 2pp 18439 393 24X 

Fiche 90-946, 83/09/09, 8305130207 


B30SS4040B Final deficiency rept re potential for improper operation of 
OS-416 reactor trip switchgear undervoltage attachments 
Initially reported on Q3D421 Attachments to be replaced w/ 
abtachments having modified grooves 

SHIELDS. S W Public Service Co of Indiana, Inc 03/09/16 

KEPPLER. J 0 Region 3, Office of Director 2pp 18974 277 24X 

Fiche 90-546,83/09/16,8303240408 


8309260332 Interim deficiency rept re Commonwealth-Lord Joint Venture 
failure to adequately Implement OA program initially 
reported on 830211 Nonconformance repts for Items not 
previously audited written Neit rept by 830S09 
SHIELDS, S N Public Service Co of Indiana, Inc 83/09/16 

KEPPLER, J 0 Region 3, Office of Director 2pp 18629 009 84X 

Fiche 90-546,03/09/16,8305260332 


DOCKET 8TN-30-35a PHIPPS BEND NUCLEAR STATION, UNIT I 


5 Reportable occurrences, LERs 4, related correspondence 


8309120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recomblners supplied 
by Rockwell Inti Initially reported on 830328 Matter under 
Investigation Final rept by 830808 Reported per Part 2i 
MANNO, 8 F Niagara Hohauik Power Corp 83/04/26 STARDSTECKI , R 
Region I, Office of Director 2pp 18433 072 24X 

Fiche 50-000,83/04/26,8305120392 


■8309120404 Part 21 rept re failure of post-LOCA hydro,gen recomblner 
component during IEEE-323 qualification program Circuit 
breaker not properly selected for specific application Plant 
operators notified of deviation 

EMPEY, D C Rockwell International Corp 83/03/11 COLLINS.JT 
Region 4, Office of Director Spp 18433 074 24X 

Fiche 50-000,83/04/26,8309120392 
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DOCKET STrl-50“554 PHIPPS BEND NUCLEAR STATION. UNIT 2 


S Riportdble occ urr pnce s > LERs ti related correspondence 


8305130392 Interim deficiency nept re misapp 1 icetlon of ITE Gould 
circuit breakers In post-'LOCA hydrogen recombiners eupplied 
by Rockuell Inti Initially reported on S303S8 Matter undar 
Investigation Pinal rep t by 830808 Reported per Part 31 
MANNO. 5 F Niagara Mohauk Pouer Corp 83/04/36 8TAR05TECKI< R 
Region 1. Office of Director 2pp 18433 073 34X 

Flche 30-000.93/04/26. 63 031 30 393 


— 8303130404 Part 21 rept re failure of post-LQCA hydrogen recomblner 
component during IEEE-333 qualification program Circuit 
breaker no.t properly selected for specific application Plant 
operators notified O'f deviation 

EMPEY. D C ftockiueH International Corp 83/03/11 COLLINS, J T 
Region 4, Office of Director Spp 18433 074 24X 

Fiche 30-000.83/04/26.8305130392 


DOCKET 5TM'50-556 BLACK FOX STATION. UNIT I 


A Ap p 1 lea t> ony cons true 1 1 an stage documents 6 correspondence 


Q30S0906S9 Generic Ltr 63-30 to all operating reactor licensees tt 
holders of CPs re integrated scheduling for imp i omenta ti on 
of plant mods Sve list end 

EISENHUT. D G Division of Licensing 83/05/09 Consolidated 
Edison Co of Neu York. Inc I6pp 18637 133 24X 

Flche 30-000,83/05/09,8303090639 


F Security, medical, emergency h fire protection plans 


B3O3U0034 Generic Ltr 93-21 to all licensees of operating reactors, 
applicants for QLs 6 holders of CPs re clarification of 
access to control procedures for iau enforcement visits 
SVC list encl 

EISENHUT. DC Division of Licensing 83/03/11 Consolidated 
Edison Co of Neu York, Inc 16pp 18940 093 24X 

Fiche 30-000.03/03/11.8303110034 


O Adjudicatory correspondence 


6303360170 Advises that time for Commlssien to review ALAD-723 eiplred 
Commission declined revieu Decision became final agency 
action on 830534 

CHILK.S U Office of the Secretary of the Commission 83/03/39 
Atomic Safety and Licensing Board Panel Ip 18399 270 24X 

Fiche 30-336.83/03/35.0305260178 


Q Inspection reports, IE Bulletins & correspondence 


B2120603B5 IE Info Notice 93-14. **Deuiatered Spent Ion Exchange Rosin 
Susceptibility to Eiotharmic Chemical Reaction " Sve list 
end 

TAYLOR, x7 H Bcvision of Safeguards L Inspection Programs IPest 
8301031 83/03/3] Consolidated Edison Co of Neu York. Inc 

113pp 18308 319 34X Fiche 30-000.83/03/21.8212060383 


B303040031 IE Info Notice 03-31, "Defective Emergency Use Respirator ’’ 
Sve list encl 

JQRDAN'E L Division of Emergency Preparedness h Engineering 
Response (Post 830103} 83/04/13 Consolidated Edison Co. of Neu 

York, Inc 136pp 18435 153 24X Fiche 50-000.83/04/15.8303040031 


8303040023 IE Info Notice 83-22. "BUR Safety/Rellef Valve Failures " 
Sve list encl 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post 8301031 83/04/33 Consolidated Edison Co of Neu 

York. Inc USpp 18383 089 34X Fiche 30-000,83/04/33.8303040033 


8J0-304O0'25 IE Info Notice 83—23, "Inoperable Containment Atmosphere 
Sensing Sys " Sve list encl 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response IPost 830103) 03/04/23 Consolidated Edison Co of Now 

York. Inc 1 19pp IB3BI 291 34X Fiche 30-000.83/04/23,8303040023 


0303040036 IE Info Notice 83-24, "Loose Parts in Secondary Side of 
Steam Generators at PHRs " Sve list encl 

JORDAN.E L Division of Emargency Preparedness L Engineering 
Response {post 8301031 83/04/30 Consolidated Edison Co of Neu 

York. Inc U5pp 18383 047 24X Fiche 50-000,83/04/28,8303040036 


9303040027 IE Info Notice 83-25. “Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svt list encl 
JORDAN, E L Divlslcin of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/04/20 Consolidated Edison Co Of New 

York, Inc liepp 18382 169 34X Fiche 90-000.83/04/28,8303040027 


8303040030 IE Info Notice 03-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment " Bve list end 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response {Post 8301031 83/09/04 Consbltdatcd Edison Co of New 

York. Inc 113pp 18382 282 24X Fiche 90-000,83/09/04,8303040030 


0303040031 IE Info Notice 83-3B> "Criteria for Pratectlve Action 
Recommendations for General Emergencies " Sve list end 
JORDAN.E L Division Of Emergency Preparedness b Englneertni 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York. Inc 119pp 18441 001 24X Fiche 90-000,83/09/04.8303040031 


8303040033 IE Info Notice 83-39, "Fuel Binding Caused by Fuel fleck 
Deformation " Sve list encl 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Pest 830103) 83/09/06 Consolidated Edison Co ef Hiw 

York, Inc 11 Spp 18333 248 24 X Fiche 90-000,83/09/06,8303040033 


8303040034 IE Info Notice 83-30, "Misappl Icatlon of Generic Emcrgiitcg 
Operating Procedures lEOP) Guidelines " Bve list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/05/11 Consolidated Edison Co ef Niw 

York, Inc H4pp 18334 003 34X Fiche SO-000, 83/03/1 1, B303040034 


0303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Prograe ■ 
Sve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response {Post 830103) 03/03/19 Consolidated Edison Co of Hiw 

York, Inc 114pp 10697 009 24X Fiche 90-000,83/09/19,8303040040 


8303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Oil ” sve list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/09/36 Consolidated Edison Co, of Hew 

York. Inc ll4pp 18647 007 S4X Fiche 90-000.83/09/26.8303040046 


DOCKET STN-90-597 BLACK FOX STATION, UNIT 3 


A Application/constructlon stage documents b correspondence 


83D3090699 Generic Ltr 83-20 to all operating reactor llccnstoi b 
holders of CPs re integrated schoduUng for Implementation 
of plant mods Sve list end 

EISENHUT, D 0 Division of Licensing 83/09/09 Conio 1 tdated 
Edison Co of New York, Inc 16pp 18637 193 24X 

Fiche 90-000, 83/09/09, 8305090699 


F Security, medical, emergency b fire protection plans 


8309110034 Generic Ltr 83-31 to ell licensees of operating raectors. 
applicants for OLs b holders of CPs re clarification of 
access to control procedures for law enforcement visits. 

Sve list end 

EISENHUT, D 0 Division of Licensing 83/09/11 Contolldeted 
Edison Co of Now York, Inc 16pp 18940 099 34X 

Fiche 90-000,83/09/11,8309110034 


0 Ad jud Icatory correspondence 


8309260178 Advises that time for Commission to review ALAB-733 eiptred 
Commission declined review Decision became final agency 
action on 830924 

CKILK, S J Office of the Secretary of the commission 83/09/33 
Atomic Safety and Licensing Board Panel Ip 1899? 270 84X 

Fiche 90-996, 83/09/29, 8309360170 


0 Inspection reports, IE Bulletins b correspondence 


6312060309 IE Info Notice 83-14, "Dewatered Spent ion Eichangt Resin 
Susceptibility to Exothermic Chemical Reaction " Sve list 
tnc I 

TAYLOR, J M Division of Safeguards fc Inspection Programs {Poet 
830103) 83/03/31 Consolidated Edison Co Of New York. Inc 

llSpp 18308 319 24X FI cho- 90-000, 83/03/21 > 8212060389 


8303040031 IE Info Notice 83-31, "Defective Emergency Use Reaplretor ^ 
Sve list end 

JORDAN, E L Division of Emergency Preparednees b Engineering 
Response (post 030103) 83/04/19 Consolidated Edison Co. of Nix 

York, Inc 126pp 18439 199 24X Fiche 90-000.83/04/19,8303040031 


8303040023 IE Info Notice 83-32, "BUR Safety/RoUef Valve Failures " 
Sve list end 

JORDAN.E L Division of Emergency Preparednees b Engineering 
Response (Post 830103) 83/04/32 Consol idated Edison Co of New 

Yoric. Inc 113pp 183B3 0B9. 24X Fiche; 90-000, 03/04/22,8303040033. 
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8:303040029 IE Info Notlo 83-23. 'Mnoparable Coti ta I nme (tt Atmosphere 
Sensing 5ys " Svc list end 

OORDANi E L Division of Emergencg Preparedness & Engineering 
Response (Post 830103) 83/04/29 Consolidated Edison Co of Neu 

York, me 119pp 18381 2?} 24)( Fiche 90-000.83/04/29.8303040029 


a30304002i> IE Info Notice 83-24. “Loose Parts in. Secondarg Side of 
Steam Oenerators at PNRs '* 8vc list one 1 

JOROAN.E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co of Neiii 

York, Inc tlSpp 18382 047 24X Fiche 90-000. 83/04/28, 830304002f. 


8303040027 IE Info Notice 83-29, “Standby Oas Treatment Sys Heater High 
Tenp Trip Setpoint Adjustment “ Sve list end 
JORDAN. E. L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/04/28 Consolidated Ellison Co of Neiu 

York, Inc liSpp 18382 1&9 24X Fiche 90-000. 83/04/28. 8303040027 


9303040028 IE Info Notice 83-2ii, “Failure of Saf e ty /Rel lef Valve 
Discharge Line Vacuum Breakers " Sve list end 
JORDAN. E L Division Of Emergency Preparedness it Engineering 
Response (Post 830103) 83/09/03 Consolidated Edison Co of Neu 

York. Inc. 122PP 18441 170 24X Fiche 50-000. 03/09/03. 9303040028. 


8303040030 IE Info Notice 83-27. "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Egulpment ” 8vc list and 

JORDAN. E L Division of Emergency Preparedness &■ Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neiu 

York. Inc 112pp 18382 282 24X Fiche 90-000.03/09/04.8303040030 


9303040031 IE Info Notice 83-28. "Criteria for Protective Action 
Recommendations for Oeneral Emergencies " Sve list end 
JORDANaE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of Neu 

York. Inc ll?pp 18441 OOI 24X Fiche 90-000.93/09/04,8303040031 


Q Inspection reports. tE Bulletins 1. correspondence 


8303040028 IE Info Notice 83-26. 'Failure of Saf et y /Re 1 1 e f Valve 
Discharge Line Vacuum Breakers '' Sve list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 8301031 83/09/03 Consolidated Edison Co of Neel 

York. Inc I22pp 18441 170 24X Fiche 50-000.03/09/03,8303040028 


DOCKET STN-50-S67 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A App I icat lon/cons true t ion stage dotuments fr correspondence 


8305090269 FOIA reguest fur all documents re decision to terminate 
cons t of facility 

DEVIENCE.A Dcvlence S. Q'Meara. Ltd 83/02/24 Office of 

Adfsinistratlon Ip 18381 225 24X Fiche 50-566,83/02/24, 

9305090205 


830-5090292 Responds to FOIA reguest for all documents re decision to 
terminate const of facility Forcjards documents listed In 
App A 

FELTON, J H Division of Rules and Records 83/03/21 DEVIENCE.A 
Devlcnce (. O'Neara, Ltd 2pp 18381 226 24X Fiche 50-966. 

83/03/21. 8309090292 


8309170237 Forwards “Details of Deferral Plans for Velloui Creek Nuclear 
Plant " 

MILLS, L M Tennessee Valley Authority 83/05/12 DENTON. H fi 
Office of Nuclear Reactor Regulation, Director Ip 18469 079 24X 

Fiche 50-966.83/09/12.8309170237 


— 8303170240 "Details of Deferral Plans for Yollou Creek Nuclear Plant ” 
* Tennessee Valley Authority 03/09/31 7pp 18469 080 24X 

Fiche 50-366,83/09/12,8305170237 


8303040033 IE Infd Notice 83-29, "Fuei Binding Caused by Fuel Rack 
DeTormatlon. “ 8vc list end 

JORDAN, E. L Division of Emergency Preparedness I, Engineering 
Reeponee (Post 030103) 83/09/06 Consolidated Edison Co of Neu 

York, Inc llgpp 18923 248 24X Fiche 90-000,83/09/06,8303040033 


8303040034 IE Info Notice 83-30, "HI sapp 1 lea t i on of -Oenerlc Emergency 
Operating Procedures (EOP) Ouidelines “ Sve list encl 
JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post B3D103) 83/09/11 Consolidated Edison Co of Neu 

York. Inc. 114pp IB924 003 24X Fiche 90-000,83/09/11,8303040034 


6303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program '• 
8vc list encl 

JORDAN, E, L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 83/09/19 Consolidated Ediion Co of New 

York. Inc 114p'p. 18697 009 24X Fiche 30-000,03/05/19,6303040040 


DOCKET STNI~30-399 CARROLL FACILITY I 
0 Adjudicatory correspondence 


8303060461 ProYidos quarterly status rept on developments Projected 
Inservlte dates revised for Unit I from 1999 to 2000 Ji for 
Unit 2 from 2000 to 2001 

DIELAWSKI.A I' Isham, Lincoln t, Dealc DIELAMSKI.A P Consolidated 
Eefisnn Co of Neu York, Inc 83/03/02 WOLF, J F . HOLTON, R L , 
BRIGHT, G 0 Atomic Safety and Licensing Board Panel 2pp 
18348 070 24 X Fiche 50-599,83/03/02,8305060461 


DOCKET STN-90-600 CARROLL FACILITY TI 


Q Adjudicatory correspondence 


9303040046 IE Info Notice 83-33, "Nonrepresentative Sampling of 
Contaminated Dll," Sve list end 

JORDANtE L Division of Emergency Preparedness li Engineering 
flesponee (Post 830103) 83/09/26 Consolidated Edlsan Co of Neu 

York. Inc I14pp 18647 007 S4X Fiche 90-000,83/03/26,8303040046 


DOCKET 8TN-50-S66 YELLOW CREEK NUCLEAR PLANT, UNIT I 
A Application/construction stage documents t, correspondence 


9^-09090289 FOIA request for all documents re decision to terminate 
const of facility. 

DEVIENCE.A Oevience 6 O'Meara. Ltd 83/02/24 Office of 
Administration Ip 18381 229 24X Fiche: 90-566, 83/02/24, 

B3090902BS 


S305090292 Responds to FOIA request for all documents re decision to 
terminete const of facility Forwards documents listed in 
App A 

FELTON, J M Division of Rules and Records 83/03/21 DEVIENCE.A 
Deviance 6 O'Meara, Ltd. 2pp 18391 226 24X Fiche 30-966, 

93/03/21 , 8303090292. 


8303170237 Foruiards "Details of Deferral Plans for Velloui Creek Nuclear 
Plant " 

HILLS, L M Ttnnassee Valley Authority 83/09/12 DENTON, H R 
df-fice of Nuclear Reactor Regulation, Director ip 18469 079 24X 

Fiche 90-966,83/03/12,8303170237 


--9305170240 "Detalle of Deferral Plans for Yellow Creek Nuclear Plant," 
a Tenneseee Valley Authority 83/03/31 7pp 18469 080 24X 

Fiche 90-966,83/09/12,8309170237 


8303060461 Provl-das quarterly status rept on developments Projected 
Inssrvice dates revised for Unit 1 from 1999 to 2000 6 for 
Unit 2 from 2000 to 2001 

BIELAWSKl.A P Isham, Lincoln & Beale DIELAWSKI.A P Consolidated 
Edison Co of New York, Inc 83/09/02 WOLF, J F . HOLTON, R L , 
BRIGHT, O O Atomic Safety and Licensing Board Pa-ncl 2pp 
18348 070 24X Fiche 30-599,83/05/02,8305060461 


DOMESTIC LiCENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 flATTELLE MEMORIAL INSTITUTE, COLUMBUS. OH 


S10S17O96B Forwards renewed License SNM-7, consol Ida 1 1 ng activities 
authorlied by License SNM-7 & Byproduct Matls License 
34-6834-05 Dypro-duct Hatls License 34-6834-05 terminated 
ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Oranch 03/04/29 
TOY.H L Dattelle Memorial Institute. Columbus Laborataries 2p p 
10496 126 


— 8309170970 Renewed License SNM-7i consol Idatlng activities authorlied by 
License SNM-7 & Byproduct Matls License 34-6894-09 
ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 63/04/2? 
I2pp 18496 128 


— 8303170971 Forwards question ft answer fact sheet t< 621227 FR notice re 
final rulemak Ing on land disposal of low I evel raduas te 
(10CFR611 Neu provisions Include waste classification, 
manifest preparation -6 missing shipment investigation 
HAWKINS. E F Lou Level Waste Licensing Oranch 63/02/11 
Affiliation Unknown 43pp 18494 338 


8305060623 Forwards IE Itisp Repts 70-0008/83-01 6 40-8202/83-01 on 
830330-0401 No noncomp 1 1 ance noted 

PAPERIELLO. C J Region 3, Office of Director 03/09/03 UNOAR, E W 
Batbelle Memorial Institute, Columbus Laboratories 2pp 
10348 231 
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--6305060634 IE Insp Repts 70-0008/63-01 40-8206/83-01 on 830330-0401 

No none Offlp 1 1 ante noted Major areas Inspected radiation 
protec tion< radua 3 t e irgti facllitg changes 6 safety 
committees 

PECK. C C . OfiESEft.L R Region 3, Office of Director 83/04/27 
6pp 16346 2S3 


8303190161 PHD- 1 1 1-83-036 bioassays h In vivo count of licensee uorlier 
indicated potential thorium uptaie Cause untnoun No 
potential eiposure sources identified Add 1 medical tests 
scheduled for 630316 

GBEOER.L n . MILLER, D E . PAPERIELLO. C J Region 3, Office of 
Director 83/05/13 Ip 18302 238 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CDRP , CANOGA PARK, CA 


6305200338 Recommends that Item of noncompliance re License SNH-21 be 
classified as Severity Level IV violation fy handled per 
guidance in Item 2 of end 820719 teicon memo U/o enc I 
AXELRAD, J A Director's Office, Office of inspection and 

Enforcement 02/10/10 JOHNSON, A Region 3, Office of Director 

Ip 13316 229 


8303240306 Forwards IE Safeguards Insp Rapt 70-0025/63-02 on 830307-11 
No noncompliance noted Rept uithheld <ref I0CPR2 790) 

NORDERHAUS. L R Region 5, Office of Director 83/03/21 
FEILER,F M Rockuen International Carp 2pp 17678 106 


B30S310219 Foruards ‘’Radiation Survey for Phase 1 Release for 
Unrestricted Use of ESO Head<iuar t ers> D 1 dg OOl " Document 
describes efforts to assure elimination of any residual 
contaml nation, scop e of survey & procedures followed 
REHLEY.ME Rockwell International Corp 03/03/05 THOflAS, R 0 
Region 5, Office of Director 2pp 18662 269 


— 9303310220 "Radiattan Survey for Phase I Release for Unrestricted Use 
of E8& Headquarters. 0 1 dg 001 " 

RENLEV.M E Rockwell International Corp 83/05/06 36pp 
16662 271 


DOCKET 70-0027 0AOCOCK *< WILCOX CO , LYNCHQURO, VA 


6303270348 Forwards IE Insp Rept 70-0027/83-04 on 930314-18 No 
noncompliance noted 

STOKRiU P Division of Emergency Preparedness & Materials Safety 
83/04/20 ECKERT, J P Dabcock 6 Wilcoc Co 2pp 18647.163 


—8305270556 IE Insp Rept 70-0027/83-04 on 830314-1 B No noncompliance 
noted Major areas inspected operations , tOCFR21 
Imp lementatlon. Internal reviews t> auditrsafety committees, 
training 6 nonroutine events 

CORYELL. 0 P Region 2, Office of Director MCALPINE, E J 
Division of Emergency Preparedness & Materials Safety 63/04/20 
Spp. 18647 167 


630503D36B Forwards IE Safeguards Insp Rept 70-0027/83-06 on 
830404-08 No none amp 1 lane a noted. 

STOHR, J P Division of Emergency Preparedness t, Materials Safety 
83/04/28 ECKERT, J P Babcock *, Mile or Co 2pp 16292 176 


—8303030371 IE Safeguards Insp Rept 70-0027/63-06 on 630404-06 No 
noncompliance noted Major areas inspected site organ 1 lat 1 on, 
review of security or ganl jatlon-mgt 6 security organ 1 iati on- 
personnel Details uithheld (ref 10CFR73 21) 

TILLMAN. A . URVC. B Region 2, Office of Director MCCJUIRE, D R 
Division of Emergency Preparedness I, Materials Safety 63/04/28 
ip 18292 176 


6303160178 issues Amend 19 to License SNM-42 incorporating radiological 
contingency plan Amend supersedes Amend IS dtd 820328 
PAGE.R <5 Uranium Fuel Licensing Branch eS/OS/OS REOAN, N 
Babcock & Wilcox Co 2pp 18462:397 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC , ATTLEBORO, MA 


0305190001 Advises that official files for License SNM-23 transferred 
to Region 1 due to regionalization, effective 830401, 

PAOE.R 0 Uranium Fuel Licensing Branch 83/05/05 SHERMAN, F L 
Texas Instruments. Inc. Ip 18523 244 


0303190008 Advises of 630418 transfer of official docket file ti 
outstanding licensing action from NM98 to Region I 

PASE.R 0 Uranium Fuel Licensing Branch 63/05/03 BTAROSTECKI , R 
Division of Project 6 Resident Programs ip 10323.220 


8303230601 Requests change of (ddress for transmitting future 
correspondence as result of further implementation of 
regional licensing program, per 830303 1 tr 

PA(}E, fi 0 Uranium Fuel Licensing Branch 03/03/18 SHERMAN, F L 
Texas Instruments, Inc Ip 18394 322 


DOCKET 70-0002 NUCLEAR METALS, INC , WEST CONCORD. MA 


0305120224 Addl response to FUIA request for license applicatiani, 
license 6 Insp repts re Nuclear Metals, Inc L correspondence 
on employee overexposures to 1900 Forwards documents listed 
in App A Info partially withheld (ref rolA Exemption 6) 

FELTON, J H Division of Rules and Records 83/03/01 MOONEY ■ 8 C 
Louielt Sun. Lowell, MA 9pp 18460 OSO 


— 8305120246 Motif it's that Nuclear Metals Div of Textron, Inc acquired kg 
Whittaker Corp Approval for transfer of licenses requested. 

THOMPSON, P Nuclear Metals, Inc 66/08/11 Atomic Energy 
Commission Ip 18460 063 


—8305120260 IE Insp Findings t. Licenses Ack dtd 691202-03 of License 
SMB-t79 Insp findings no noncompliance noted 

SMITH, R K Atomic Energy Commission 69/12/03 Ip 16460’ 066 


— 8305120264 Advises that response to 690822 application for License 
SHB-179 has not been received Info re issuance of licsnsi 
requested 

LEE.M R Whittaker Corp 69/10/22 NUSSBAUMER. D. A Atomic 
Energy Commission Ip 18460 067 


—8305120268 Submits list of replacement pages to application for Llcinis 
SNM-63 p in response to 690923 comments 

ISSEROW.S Whittaker Corp 69/10/22 NUSBBAUMERiD A Atomic 
Energy Commission 2pp 18460060 


— 0305120269 Forwards application for renewal of License 8NM-6S 
Application refiled In loose leaf format incorporating 17 
items from 680806 Itr U/o end 

KNEPPEL, D S Whittaker Corp 69/02/26. NUSSBAUMER, 0. A. Atomic 
Energy Commission Ip 18460 070 


—8303120274 IE Imp Findings 6 Licensee Ack dtd 690903 it 04 o# Lleenitl 
8NM-6S (i SHB-179 tnip findings proper evaluations not made 
of certain aspects of health physics program per Sections 
II b 4 through It b 6(b> of License Condition 6 

BROWNE, W 0 Atomic Energy Commission 69/09/lB Ip 10460 071. 


—6305120264 IE Insp Findings t. Licensee Ack dtd 700715 li 16 of Licenses 
SNM-69 & BMn-179 Intp findings no noncompliance noted 
SMITH, R H Atomic Energy Commission 70/07/16, Ip 18460 076 


— 8305120269 Notifies that no items of noncompliance observed during Insp 
of Licenses SNM-6S 6 SMB-179 Corrective measures implementad 
re Item of noncompliance during 690903 & 04 Insp 6 Isterau 
replaced OS Kneppsl as criticality officer 

SMITH, R H Atomic Energy Commission 70/01/06 Atomic Energy 
Commission ip 18460 077 


—8305120294 IE Insp Findings & Licensee Ack dtd 710513 «c 14 of Licensis 
8NM-65 6 SMB-179 Insp findings no noncompliance noted 
Related Info enc 1 

SMITH, R H Atomic Energy Commission 71/03/14 22pp 18460:070 


— B303I2O316 Ack receipt of 740327 & 0416 Itrs Informing of stop* tatlh 
to correct violations noted in 740215 Itr 

O'REILLY, J P Region 1, Philadelphia, Office of the Director, 
74/04/26 TUFFIN, W B Nuclear Metals, Inc ip. 18460 t40. 


— 8303120352 Suppls 740327 Itr re use of gloves for hand protection, 
monitoring of hand L glove exam & use of breathing tone air 
sampler, in responss to 740404 teicon. Related info and. 

TUFF IN, H B Nuclear Metals, Inc 74/04/16 O'REILLY, JP. Region 

1, Philadelphia, Office of the Director Spp 18460.141. 


—8305120356 Foruards Insp Repts 40-0672/73-02 t, 70-0082/73-03 on 
731227-20 b 740100-09 b notice of violation U/o insp reptc, 
O'REILLY, J P Region 1, Philadelphia, Office of the Director. 
74/02/13 TUFFIN, W B Nuclear Metals, Inc 2pp. 16460.146 


—0305120369 Responds to NRC 740215 Itr re violations noted in Ifisp Repts 
70-0082/73-05 b 40-0672/73-02 Corrective actions; finger 
dosimeters placed on Individual employees monthly on 
rotating basis U handling smptoyees survayad. 

TUFFIN, W Nuclear Metals, Inc 74/03/27 O'REILLY, J P Rag ion 
I, Philadelphia, Office of the Director ilpp 16460 133, 
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— 030912037a Insp Repts 40-0672/73-02 6 70-0082/73-03 on 721227-20 & 
740108-09 Noncamp 1 lance noted failure to evaluate dose to 
hand* of Indivlduale handlinp U-230 U wearing gloves 
contaminated u/U-23a i daughter products 

GERMAN 1 P C p KNAPPpP J Region 1. Ph i lade 1 ph ia. Office of the 
Director 74/02/0! 20pp 18460 164 


— 8303120301 Responds to IE Bulletin 75-07 re emission of corrosive gases 
into ventilation sgs filtered by HEPA filters No HEPA or 
other celluloslc filters used in ventilation sgs eshaustlng 
nitrogen oxides Plastic overwrap used in disposal 
OILMAN. A R Nuclear Metals, Inc 75/12/22 Region 1, 
Philadelphia, Office of the Director ip 18460 187 


DtWKEr 70-0124 TELEDYNE ISOTOPES, INC , WESTWOOD, NJ 


8309100799 Lists official docket files «, outstanding licensing actions 
transferred to Region I, effective 030401 

PAOE.R O Uranium Fuel Licensing Branch 83/05/05 MARTIN, T T 
Division of Engineering L Technical Programs Ip 18506 053 


e3O9iaO058 Advises that official flies for License SNM-107 transferred 
to Region I due to regional i zatl on, effective 830401 
PACE, R 0 Uranium Fuel Licensing Branch 83/05/05 BLACK, S A 
Teledgne Isatapes Ip 18S06 039 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


B309090099 Forwards Rev 51 to Section 2 0 of fundamental nuclear matl 
control plan, Rev 40 Rev withheld (ref 10CFR2 790) No 
lOCFRITO fees applicable 

HENSLEY,K D Nuclear Fuel Services, Ine (subs of Oettg Oil Co ) 
S3/02/16, SMITH, C N Fuel Facility Safeguards Licensing Branch 
Ip 16342 011 


B305030699 Provides status of progress In const phase of ventilation 
upgrade project ti correction to schedule contained in 
021203 Itr Ventilation sys expected to be fully operational 
hg 030430 

MANSER, W C Nuclear Fuel Services, Inc (subs of (Jetty 01 1 Co > 
83/03/29. PAOE.fi 0 Otvislon of Fuel Cycle «i Material Safety 2pp 
18309 111 


0309030694 Requests procedures forwarded in end 011109 Itr to recent 
request re new ventilation sys be treated as proprietary 
Info 

IDEKERiR L Nuclear Fuel Services, Inc (subs of (Jetty Oil Co ) 
83/04/07- BOON(}, A L Uranium Fuel Licensing Branch Ip 
16309 113 


S309190003 "Dally Summary of Stack Monitoring for Mar 1983 " 

MANSER, W.C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
03/04/14. O'REILLY, J P. Region 2, Office of Director 9pp 
16523 236 


0309180852 Responds to alleged violation noted in IE Insp Rept 
70-0143/63-14 Corrective actions personnel performing 
caltbr it testing sample counting (Procedure NFS-H8-A-4) 
reinstructed in procedure requirements 

MANSER, W C Nuclter Fuel Services, Inc (subs of Oetty Oil Co ) 
B3/04/22 8T0HR, J P Region 2, Office of Director 2pp 
16506.027 


0309190033 Amends 021209 eppllcatlon for amend to License SNM-124, 
revising Page 79 to epply specifically to proposed unsafe 
geometry pits In floor beneath processing furnaces W/thrce 
oversite drawings. Aperture cards are available In PDR. 

IDEKERrR L Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
83/04/29 PAGE, R 0 Uranium Fuel Licensing Branch 3pp 

10923 169 


0309270640 Forwards IB Imp Rept 70-0143/83-19 on 830409-08 No 
neneampl lance noted. 

STOHR, J.P Division of Emergency Preparedness 6 Materials Safety 
83/04/29. MANSER, W C Nuclear Fuel Services, Inc (subs of (Jetty 
Oil Ca ). 2pp 18646 201 


■8305270640 IE Insp Rept 70-0143/83-19 on 830405-08 No noncomp 1 lance 
noted Major areas inspected organization, 10CFR21 
Implementation, fee 1 1 Ity mods, safety committees, operetions, 
nuclear criticality safety 6 previous Imp findings 
CORYELL, O P Region 2, Office of Director MCALPINEiE J 
Divlelon of Emergency Preparedness & Materials Safety 03/04/25 
4pp 18646 203. 


8305200650 Forwards Rev 53 to Feb I9B3 fundamental nuclear matl control 
plan Section B 0, per 10CFR7C 32 Changes upgrade mods & do 
not decrease effectiveness of plan No fees required Rev 
withheld <rcf 10CFR2 7901 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
83/05/04 MCALPINE.E J NRC - No Detailed Affiliation Given Ip 
18519 319 


5305270155 Ack receipt of 830422 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0143/83-14 
STOHR. J P Division of Emergency Preparedness L Materials Safety 
03/05/04 MANSER, W C Nuclear Fuel Services, Inc (subs of Getty 
□l I Co ) Ip 10638 070 


6305130173 PNO-1 1-03-037 on 63051 0, unusua I event declared per 
emergency plan after ventilation sys stopped operating in 
bldg where high enriched U recovered from scrap Caused by 
electric motor 2, backup blower 

CORYELL, G P , GIBSON, A F Region 2. Office of Director 03/05/10 
Ip 1 04 37 205 


6305130095 Order CLI-B3-12 approving 830406 joint motion to suspend 
proceeding Proceeding held in abeyance NRC directed to 
Implement agreement Dissenting views of Commissioners 
Ahearne U Roberts end 

CHILK.S J Office of the Secretary of the Commission 83/05/11 
Nuclear Fuel Services, Inc (subs of Getty Oil Co I 3pp 
18436 212 


0305200310 Forwards IE Safeguards Insp Rept 70-0143/83-20 on 830404-29 
No noncompliance noted 

STOHR, J P Division of Emergency Preparedness S, Materials Safety 
83/05/17 GUINN, F K Nuclear Fuel Services, Inc (subs of Getty 
ail Co ) 2pp 10516 290 


— 8305200318 IE Safeguards Insp Rept 70-0143/83-20 on 830404-29 No 
noncomp 1 1 ance noted Major areas Inspected facility 
opera t Ion, fac 1 1 1 ty changes 6: mods, crl tical i ty safety 6 
environ protection Details withheld (ref 10CFR2 790) 

LEE, T D . MCALPINE.E J Region 2. Office of Director 83/05/13 
Ip 18916 292 


8309270161 Forwards IE Safeguards Insp Rept 70-0143/03-19 on 030418-22 
No noncomp 1 lance noted 

STOHR, J P Division of Project $1 Resident Programs 03/05/18 
GUINN, r K Nuclear Fuel Services, Ine (subs of Getty Oil Co ) 

2pp 16630 134 


•8305270167 IE Safeguards Insp Rept 70-0143/03-19 on 030418-22 No 
noncomp 1 1 ance noted Major areas Inspected storage 6 Internal 
contra t . records repts 6 shipping L receiving Details 
withheld (ref 10CFR2 790) 

JONES, D W , RICHARDS, D L . LANKFORD. J D Region 2. Office of 
Director 83/05/17 ip 1863B 136 


8309290937 PNO-I 1-83-041 on 830520, unusual event declared 1 h after 
process ventilation sys stopped operating In bldg where 
high enriched U recovered from scrap Caused by failure of 
electric motor Employees evacuated No contamination noted 
KAHLE, J 0 , GIBSON, A F Region 2, Office of Director 83/09/20 
Ip 18SB8 226 


8309270600 Forwards IE Safeguards Insp Rept 70-0143/83-12 on 
830207-0304 No noncomp 1 lance noted 

STOHR, J P Division of Emergency Preparedness 6 Materials Safety 
83/09/29 MANSER, W C Nuclear Fuel Services, Ine (subs of Oetty 
Oil Co ) 2pp 10646 324 


•0309270613 IE Safeguards Insp Rept 70-0143/03-12 on 830207-0304 No 
noncomp 1 lance noted Major areas Inspected licensee action on 
previous insp f ind ing s, f ac 1 1 1 ty opera t ion, fac 1 1 1 ty changes tc 
mods L criticality safety 

LEE, T D , MCALPINE, E d Region 2, Office of Director 83/03/23 
7pp 10646 326 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC , UNCA5VILLE, CT 


8309200177 Forwards revised fundamental nuclear matl control plan, Page 
3-4 It request to revise Hass Measurement 8 used to overcheck 
gross weight of clad mat! H/o end 

MOLVENDYK, A United Nuclear Corp 03/03/10 HAYNES, R C Region 1, 
Office of Director 2pp 1 8540 230 


B303I90350 Forwards IE Safeguards Insp Rept 70-0371/03-02 on 030317-23 
it notice of violation Ends withheld (ref 10CFR2 790) 

MARTIN, T T Division of Engineering 6 Technical Programs 83/05/06 

AMYiG O United Nuclear Corp 2pp 18901 023 
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8303230363 Ack recelflt of 830228.0310 ^ 0406 Itrs informing NF1C of 
steps taken to correct violations noted in IE Insp Rept 
70-0371/82-14 8» foruards revised notice of violation 
STAftOBTECm.R Division of Project U Resident Programs 03/OS/13 
AHY.O 0 United Nuclear Corp 2pp 19388 187 


--83O93S0S68 Revised notice of violation from insp on 821110-12 
Noncoop 1 lance noted raw fuel storage vault b three trailers 
containing U-bearlng waste not posted u/auth or 1 1 ed 
criticality safety limits 

* Region 1- Office of Director 83/05/02 Sp p 18388 199 


— 8309030207 Reneued License 8NN-34B for Harry Diamond Lab ti author! i ing 
possession t> use of Pu-239i U-233i natural b deplated U & 

Np'237 encapsulated fission foils 

LAVFIELDaR L Atomic Energy Commlssioni Directorate of Licensing 
72/12/19 2pp 18333 264 


— 8305030212 License SNN-348 for Harry Diamond Labsi authorl z ing 
possession tc use of Pu-239f U-233i natural b depleted U b 
Np-237 encapsulated fission foils 

LAVFIELD.n L Atomic Energy Commission 68/07/13 3pp 
16333 266 


— 83O52SO370 Suppts 030220 b 0310 ttrs re violations noted in IE Insp 
Rept 70-0371/02-14 Corrective actions air flow restored to 
license requirements between metallography exam area b 
sample preparation room b between lab b sectioning 

AMY.c □ United Nuclear Carp 83/04/06 MARTIN,! T Division of 
Engineering b Technical Programs Spp 10308 191 


— 8309230562 Notifies that response to 830228 Itr re Item A of App A b 
Paragraph 3 of details re air ba 1 anc e< ad dressed in 020224 
renewal application for License SNM-368 Pending disposition 
of modino other change will be proposed 

KtRK.W F United Nuclear Corp 83/03/10 MARTIN,! T Division 
of Engineering b Technical Programs Ip 18588 196 


—8303250586 Responds to NRC 830121 Itr re violation noted in IE Insp 
Rept 70-0371/82-14 Corrective actions raw fuel storage 
vault modified during Sept b Oct 1982 Conservative posting 
of "cans on their side," remains until shelves modified 
AMY, 0 0 United Nuclear Corp 83/02/28 MARTIN, T T Division of 
Engineering b Technical Programs 2pp 18388 202 


8303230603 Issues Amend 20 to License 8NM-368, author i 1 1 ng fabrication 
of new fuel parts 5ER end 

PAGE, 8 0 Uranium Fuel Licensing Branch 03/OS/lS KIRKrH F. 
United Nuclear Corp 2pp 18394 309 


— 8303230607 SER supporting Amend 20 to License SNM— 366, au thor i i Ing 
fabrication of neiu fuel elements using new individual unit 
b spacing requirements 

8tDlNGER,0 H Uranium Fuel Licensing Branch, 83/03/10 3pp 
10394 311 


DOCKET 70-0378 ARMY. DEPT OF, ADELPHI, MD 


0303020007 Partial response to- FOIA request for documents re Harry 
Diamond Labs located at 2600 Powder Hill Road i Ade 1 ph 1 , MO 
from 1963 to present Forwards documents responsive to 
request Documents also available in PDR 

FELTONiJ M Division of Rules and Records 83/01/11 SIMPSON, C 
Affiliation Unknown ip 18336 003 


— 8305020091 Forwards Harry Diamond Labs application to amend Licenses 
19-17250-01, 19-17230-03, 19-17230-04, 19-17230-03 b SNM-0340 
Amend removes JE Stafford as radiation protection officer 
b substitutes CA Rowe 

QUEFNi U G Army, Dept of 70/09/06 Radioisotopes Licensing 
Oranch IPre 79030U 3pp 10333 047 


--8303030213 License 8NM-34G for Harry Diamond Lab s, author I z Ing 
possession b use of Pu b U enriched In U-83S fission fall 
JOHNSON, L Atomic Energy Commission 63/07/16 3pp 16333 269 


— 0305030218 Application to amend License SNM-348, r equeit Ing storage of 
metis prior to transfer, substi tut ing CA Rowe at alternate 
radiation officer b listing MJ Dorlsky as radiation 
protection officer 

MOTKERSBAUGH, L Army, Dept Of 82/11/22 Radioisotopes 
Licensing Oranch (Pre 790301 ) 13pp 18333 272 


— 63050302S3 Forwards resume of MD Funkhouser, designated netu radiation 
protection officer at Harry Diamond Labs replacing C Roue 
N/o end 

TARAS, D N Army, Dept of 80/05/22 Radlolsotopei Licensing 
Branch (Pre 7905011 6pp 18353 284 


— 8303030233 Forwards Harry Diamond Labs response to 780706 Itr re 
License 6NK-346 Headquarters concurs ui/retponse 
Act of receipt of correspondence requested M/o end 
TARAS, D N Army, Dept of 78/07/24 C0HD8, F Radlolsotapes 
Licensing Branch (Pre 7903011 Ip 1833S 289 


— 8303030239 Submits addl Info re security requirements, rad lat Ion safety 
facilities b procedures for storage b use of Np-237 foil 
matl listed on Harry Diamond Lab-s application for renewal of 
License ENM-34B 

GOOONIN, C R Army, Dept of 78/07/19 COMBS, F Radioisotopes 
Licensing Branch (Pre 7903011 2pp 18333 290 


— 03DSO3O24? Requests addl info re eocurlty requirements, radiation safety 
facilities b procedures for use b storage of Np-237 b 
description of leak testing procedures for fission foils 
COHOS, P Radioisotopes Licensing Branch (Pro 7903011 78/07/06 

TARAS, 0 N Army, Dept of, Headquarters Materiel Development b 
Readiness Command tp 18393 292 


— 8303030251 Application for renewal of License 8NM-34G, ref lectlng 
changes in location of lab headquarters, amount of Pu-239 In 
Pu-Ba neutron source b radiation protection officers b 
users 

TARAS, D N Armyi Dept of 77/11/18 Radioisotopes Licensing 
Branch (Pro 7903011, 17pp 18353 293 


— 8303030255 Ac k receipt of application to renew License aNM-340 License 
will not ezplre until final action taken 

DRDNN, vi H Rad 1 o t setopes Licensing Branch (Pre 790301). 77/12/03 

TARAS, D N Army. Dept of Ip 16333 310 


— 8303020095 Application to amend Licenses 19-17250-01,19-17230-03, 
19-17230-04,19-17230-03 b SNM-0348, removing dE Stafford as 
radiation protection officer b substituting CA Rowe 
GOODWIN. C R Army, Dept of 70/08/ 11 2pp 18353 048 


— 8303050539 Application for amend to Licenses 19-17250-04,19-17250-03, 
19-17230-01.19-17550-05 b SNM-0348, removing JE Stafford as 
radiation protection officer b replacing CA Rowe 
QUEEN, U G Army, Dept Of 78/08/11 Radioisotopes Licensing 
Branch (Pre 790501) 2 pp 18353 117 


— 0303030260 Application for amend b renewal of License 8NM-34B, 
authorizing possession b use of 9 76 mg Pu-239, 0 24 g (J-233, 
1 72 g U-233 b 3 0 g Np-237 

REHHIO.A VJ Army, Dept of 72/12/04 Atomic Energy 
Commission 21pp 10333 311 


— 0305030264 Amend 4 to License BNH~346, revising expiration date to 
630731, tD Oruccl qualifications added to license record. 
LAYFIELDjR L Atomic Energy Commission 63/01/12 FLYNN, R.M 
Army, Dept of Ip 18335 332 


•—8303030189 Amend 3 to License SNM-340, revising Subitems 9 A-9 F b 
Conditions 10, 12 b 18 re dosimetry studies b calibr studies 
WALKER.W J Division of Fuel Cycle b Material Safety 02/12/21 
tp 18333 259 


—8303030195 Amend 2 to License SNM-34B, revi sing Condition 10 re 
possession b use of licensed matl described in I terns 6,7 b 
8 

OUINN.P R Division of Fuel Cycle b Material Safety 00/07/09 
tp 1B353 260 


— 8303030201 Amend 1 to License SNM-348i revising possession amounts for 
Pu— 539, Np— 237, dep 1 e ted U, LI— 235 b LI-239 encapsulated fission 
Foils b sources 

COMaS.F C Division of Fuel Cycle b Material Safety 78/10/30 
Spp 18335 261 


— 8303030268 Amend 3 to License 8NM-348, revising Items 7 b 8 b adding 
I tern 14 re licensee compliance u/attachid leak test 
conditions for Pu alpha sources 

DDULOS, N , NL/BSBAUMER, D Atomic Energy Commleslotl 64/01/21 
GOLDSTEIN,!} L. Army, Dept of Ip 16333 333, 


— 83GS030278 Forwards Amend 2 to License 8NM-348 License does not 
authorize insertion of metis into nuclear reactor Insartlons 
must be authorized W/o end 

JOHNSON, L Atomic Energy Commission 63/09/26 GOLDSTEIN, B L. 
Army, Dept of Ip 18333 334 


— 8303030261 Amended License 8NM-340 for Harry Diamond Labe, authorizing 
enriched LI-233 as Pu-Oe neutron source b 64,6 g as fission 
foils 

« Atomic Energy Commission. 63/09/26 4pp. 18333 33S 
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-a303D30SB& Llcenie 6NH‘'348 for Harrg Diamond Labsi author 1 z ing use of 
16 g Po encapsulated os Pu-Qe neutron source, 12 micrograms 
encapsulated In fast neutron detectors & 10 g encapsulated 
as neutron activation detectors 

JOHMSONi L Atomic Energy Commission 62/02/S7 tp 16393 339 


-9305030SS9 License SUM-S-dS for Diamond Ordnance Fuze Lab, author 1 iing 
use of 16 g Pu encapsulated as Pu-Oe neutron source 12 
micrograms encapsulated In fast neutron detectors 
• Atomic Energy Commission 61/11/14 2pp 183SS 340 


-3309030296 License SNM-349 for Diamond Ordnance Fuze Lab, author 1 1 Ing 
possession ti use of 16 g Pu encapsulated as Pu-De neutron 
source & 12 micrograms encapsulated in fast neutron 
detectors 

NiySSDAUMER, D Atomic Energy Commission 61/03/10 Ip 
18399 342 


-8309030301 License SNIi-3dB for Diamond Ordnance Fuze Lab, author 1 z ing 
possession & use of 16 g Pu as encapsulated Pu-Be neutron 
source 

OELANEV, J C Atomic Energy Commission 60/03/03 2pp 
18399 343 


-8309030304 Amend to License 8NM-34Br c orr ec t Ing docket number error in 
Item 9 Correct number should be 70-0378 

LAYFIELD, R L Atomic Energy Commission 6S/07/24 HAAS, C F 
Army, Dept of Ip 18393 349 


-8309030309 Forwards reneteed License SNM-348, refl oc t ing leak test 
condition for Pu as sealed source U/a end 

LAYFIELD, R L Atomic Energy Commission 69/07/19 HAAS, C F 
Army, Dept of Ip 18393.346 


8309030313 Application for renewal 6 amend of License SNH-348, 
authorizing possession & use of 34, 7 g Pu It 16 g Pu~239, 
Np-237, dep leted U, U-233 It U-23a neutron source In 
encapsulated callbr sources b fission foils 
HAAS, c F Army, Dept of 6B/06/S9 tlpp 18399 347 


8309030320 Notifies that License 8NM-348 expires on 6B0731 
Application for renewal of license should be filed within 
30 days Notification should be given at decision not to 
renew by completing end form N/o end 

NOSSSAUKER, D A Atomic Energy Commission 68/09/26 SEIDLER.O 
Army, Dept of Ip 18399 398 


8309030333 Forwards renewed License 9NM-348 W/o end 

JOHNSON, L Atomic Energy Commission 69/07/16 SEIDLCR, 0 Army, 
Dept of Ip 18399' 33? 


8309030336 Forwards addl Info re use St storage of Pu neutron source, 
per AEC 690604 request Includes description of Pu neutron 
source It dimensions of tantalumi & stainless steel source 
container 

SEIOLERi 0 Army, Dept of 69/07/06 Atomic Energy Commission 
2pp 1B3S9 360 


8309030332 Reciuests addl Info re use & storage of Pu neutron source 
bt personnel monitoring program, in response to 650909 
application to renew License SNK-348 

LAYFIELD, R L Atomic Energy Commission 69/06/04 FLYNN, R M 
Army, Dept of Ip 18399 362 


8309030339 Application for renewal & amend to License 8Nli-348, 
authorizing 13 4 g Np-337, 94 9 g Pu-23?, 94 9 g LI-233 k 143 g 
U-238 In form of fission foils for callbr studies 

FLYNN, R M Army, Dept of 69/09/05 Atomic Energy Commission 
t3pp 18336 001 


8303040060 Application to amend License 19-17230-01,19-17390-03, 
19-17390-04,19-17390-03 & SMM-348, removing JE Stafford as 
radiation protection officer t, substituting CA Rowe 
OOODMIN, C R , aUEEN, H 0 Army, Dept of, Headiiuarters Materiel 
Oevslopment 6 Readiness Command 78/08/11 Radioisotopes 

Licensing Branch (Pre 790901 > 3pp 18396 023 


0309040468 Forwards Harry Diamond Labs application to amend Matl/ 
Byproduct Licenses 19-17290-01,19-17290-03,19-17290-04, 
19-17280-09 b 8NM-34fl. 

QUEEN, N 0 Army, Dept of, Headquarters Materiel Development U 
Readiness Command 78/09/06 Radioisotopes Licensing Branch 

(Pre 790901) Ip 18396' 326 


B30904047S Application for amend to Ma tl/Bypraduc t Licenses 
19-17390-01, 19-17290-03, 19-17290-03 b SNM-34IB Amend requests 
removal of JE Stafford as radiation protection officer b 
substitutes CA Rowe. 

OOODHIN, C R Army, Dept of 78/08/11 3pp 18396337 


— 8309040983 Application for renewal it amend to License SNH-34S, inc lutf Ing 
T0 Grucci as authorized user 

FLYNN. R M Army, Dept of 64/12/30 4pp 18337 036 


— 9309040906 Notifies that License SNM-34e expires on 650131 Application 
for renewal should be submitted 30 days prior to expiration 
of license Notification of nonreneual should be given by 
completing end form W/o enc 1 

NUBSBAUMGRi D A Atomic Energy Commission 64/12/19 
GOLDSTEIN. D L Army, Dept of Ip 18397 040 


— 0309040507 Notifies that no action will be taken on Harry Diamond 
Labs 640417 application to amend License SNM-34a,per 640605 
tel con 

LAYFIELD. R L Atomic Energy Commission 64/06/24 SEIDLER.O 
Army, Dept of Ip 18397 041 


— 8305040593 Application for amend to License SNM-340 re periodic leak 
tes ts 

SIEDLER, 0 Army, Dept of 64/05/22 Atomic Energy Commission 
2pp 10357 042 


— 8 3030 40399 Application for amend of License SNM-340 to include 5 mC i 
Pu-239 for Harry Diamond Lab# 

GOLDSTEIN. D L Army, Dept of 63/12/17 Atomic Energy 
Commission 3pp 18397 044 


— 8303040603 Discusses Condition 13 of License gNH-34ailn response to 
631011 I tr b 631003 tclcon Condition 13 does not authorite 
actual insertion of matl held under license into any 
reactor Insertions should be authorized 

NUSSBAUHER, D A Atomic Energy Commission 63/10/23 DERMAN, P G 
Army, Dept of Ip 18357 047 


— 8305040674 Requests cancellation Itr requesting allocation of 99 055 
U-239 for use as threshold detector for fast neutron 
dos 1 metry 

BERMAN, P 0 Army, Dopt of 63/10/11 LAYFIELD, R Atomic Energy 
Commission Ip 18337 048 


—8305040670 Forwards addl info re H,irry Diamond Labs application for 
amend to License SNM-348 per request 

OOLDSTCIN, B L Army, Dept of 63/09/13 Atomic Energy 
CorrmisBlon 7pp 16397 049 


— 0309040687 Requests addl Info re procedures for use b storage of 
Np-237. Pu-239 b U-930 fission foils, In responso to 630931 
request for amend to License SNM-348 for Harry Diamond Labs 
NUSSDAUMER. D Atomic Energy Commission 63/07/17 DANIELS, R G 
Army, Dept of 6pp 1B3S7 096 


— 0309040696 Requests allocation of 31 g U-239 as metal of 99 07. purity 
for fission foil fast neutron dosimetry sys for DDRF-Trlga 
reactor 

BERMAN, P G Army, Dept of 63/00/31 NUSSBAUMER, D A Atomic 
Energy Cammisslon Ip 18337 063 


— 830SOS0292 Requests addl info re procedures for use b storage b 
description of fol Is, In response to 690931 application to 
amend License 9NM“34a 

NUSSBAUMER, D A Atomic Energy Commission 63/07/19 DANIELS, R G 
Annv, Dept of Ip 18357 063 


--8305090297 Application for amend to License SNH-34e, author 1 z ing 
possession b use of 13 4 g Np-237, 54 9 g Pu-239, 34 3 g U-235 
b 143 g U-238 

DANIELS, R 0 Army, Dept of 63/03/31 Atomic Energy 
Commission 9pp 10337 064 


— 8303030301 Notifies that RW McEvoy 621115 Itr made part of records 
under Docket 70-378 Changes In technical b supervisory 
personnel having health-safety responsibilities should be 
provided on continual basis 

NUBSBAUMER, 0 A Atomic Energy Commission 63/01/2? DANIELS, R 0 
Army, Oep t of Ip 10397 073 


— 8305090306 Application for amend to License SNM-348, substi tuting NL 
Oleselar for W Hunker as supervisor of Instruments 
1 nco'rpora t ing Pu calibr sources 

DANIELS, R 0 Army. Dept of 63/01/22 Atomic Energy 
Commission 3pp 18357 074 


"8309090310 Requests nuclear matl draft re receipt of 9 g Pu foils 
contained in nuclear accident dosimetry sys 

HANSDN.G P Army, Dept of 62/11/26 LANE, J Atomic Energy 
Commission Ip 10357 07/ 


—8309050312 Amend to License SNM-3401 revls ing Item 8 re authorized use 
of 1 icensed matl 

NUSSBAUMER. D A Atomic Energy Commission 62/08/19 OAMIELS.R G 
Army, Dept of Ip 18337 078 
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—03 05030316 Application for 
caltOr of neutTon turvey 
authorited matl user 
DANIELS. R 0 Dept 

Commission 3pp 18357 


amend to License SNM-348> revls ing 
meters t. designating OP Hanson as 

of 63/00/07 Atomic Energy 
079 


Item 8 re 


— 03O323OS33 Requests authorization to release vacated facilities at 
Cushing. OK to refining dlv for unrestricted use Bldgs used 
tiy nuclear products dept cleaned it decontaminated Health 
physics survey indicates contamination below limits 
WULUER. 0 Q Kerr-MeOee Nuclear Corp 66/06/09 NUSBBAUMER. D A 
Atomic Energy Commission 4pp 18543 S27 


”8305050319 f^oruards amended License SNM-348 W/o end 

MUSED AUMEfl ■ D A Atomic Energy Commission 62/02/?7 DANIELS, R 0 

Army. Dept of Ip 18337 0S2 DOCKET 70-0734 OA TECHNOLOOIES. INC , SAN DIEOO, CA 


—0303030322 Application for renewal of License SNff-34B for possession U 
use of 26 g Pu. 13 mg Pu, 1 g Np-337 In 30 g depleted U 
DANIELS. R G Army. Dept of 63/01/15 Atomic Energy 
Commission Ip 16357 083 


—8303050326 Notifies that License SNM-34B expires on 620131 Renewal 
application should be filed within 30 days 

MUSSBAUKER, 0 A Atomic Energy Commission 61/12/01 DANIELS. R 0 
Army, Dept of Ip 16357 083 


—8303DS0326 Forwards diagram of cannisfeer used in nuclear accident 
dosimetry sys.psr telcon request 

MCCOSKEY. R E Army, Dept of 61/10/24 NUSSBAUMEfi.D Atomic 
Energy Commission 2pp 18357 086 


—8305050330 Forwards application to amend License SNM-348j au thorl z ing 
possession i< use of SO g depleted U. 10 g Pu-239 (■ 1 g 
Np-237 

DANIELS, R 6 Army, Dept of 61/10/09 Atomic Energy 
Commission 3pp 18357 088 


--8305050333 Application to amend License SNH-348, au t h or 1 1 1 ng 
possession p use of addl 12 micrograms Pu In form of callbr 
d evices 

KRAUL, C W Army, Dept of 61/05/01 Atomic Energy Commission 
app 18357 091 


--8303080335 Forwards License SNM-34B H/o end 

DELANEY, J C Atomic Energy Commission 60/03/03 HIRHAN, M 8 
Army. Dept of ip 10357 093 


— 830S050337 Forwards Diamond Ordnance Fuze Lab 391113 application for 
SNM license Class I flea tlon review requested H/o end 
FLEURV.E R Atomic Energy Commission 60/01/28 STRAUSER.N A 
Atomic Energy Commission ip 18337 094 


— 830S030339 Application for amend to License SNM~340j author 1 z I ng 
possession i. use of Pu 

KRAUL. C W Army. Dept of 59/12/21 Atomic Energy Commission 
Spp 18337 093 


8305100127 Act receipt of 830425 1 tr informing NRC of steps taken to 
correct violations noted In IE physical security Insp rept 
NORDERHAUO, L R Region S, Office Of Director 83/05/04 
PARKER, J H OA Technologies, Inc /General Atomic Co Ip 
IQ375 018 


DOCKET 70-0754 GENERAL ELECTRIC CO , PLEASANTON, CA 


8305020520 Forwards Annual Financial Rept 1982 

CUNNINGHAM, O E General Electric Co 83/04/04 CUNNINGHAM, R E. 
Division of Fuel Cycle & Material Safety Ip 18284 337 


0305160067 Forwards IE Insp Rept 70-0754/03-01 on 830314-16,18,21 «i 22 
No none ompl lance noted 

BOQK.H E Region 5, Office of Director 83/04/29 DARMITZEL, R. U 
General Electric Co Spp 18453 089 


— 8305160078 IE Insp Rept 70-0754/83-01 on 830314-16,18,21 (c 22 No 
noncompUancB noted Major areas inspected organization, 
facility changes (t mods, internal review 6 audl t, radwastc 
mgt.critlcality safety ti radiation protection 

BROCK. D L , THOMAS, R 0 , BOOK.H E Region S< Office of Director 
03/04/39 I3pp 18453 093. 


8305130035 Memorandum 6 order extending OE time to respond to ASL8 
830408 inquiry into license renewal application until IS 
days following sve of Commission decision whether to review 
ALA0-72O 

FRYEiJ H Atomic Safety and Licensing Board Panel 83/05/12 
General Electric Co 2pp 18436 315 24X Flehe 50-070, 83/05/ 12, 

0305130035 


DOCKET 70-0820 UNITED NUCLEAR CORP , WOOD RIVER JCT , RI 


8305260371 Forwards drawings w/marked locations of concrete cor# 
samples taken during site eharecterl zatlon survey 6 drawings 
showing location of underground piping M/o end 

HELOESDNrK A United Nuclear Corp 83/05/06 CROW, W T Off lea oP 
Nuclear Material Safety (c Safeguards, Olric tor Ip 18647,286 


DOCKET 70-0466 MAINE MARITIME ACADEMY, CASTINE, HE 


8305050133 Discusses IE Insp Rept 70-0466/83-01 conducted on B30322 No 
noncomp 1 1 anc e noted Major areas inspected activities re 
Pu/Be sealed sources 

MARTIN, T T Division of Engineering & Technical Programs. 83/05/02 
CUKIERSKIi M W Maine Maritime Academy 2pp 18341 351. 


DOCKET 70-0690 WESTINOHOUSE ELECTRIC CORP , PITTSBURGH. PA 


DOCKET 70-0824 BABCOCK «< WILCOX CO , LYNCHBURO, VA 


8305020523 Forwards decommissioning plan for facility 

OLSEN, A F. Babcock 6 Wilcox Co 83/03/28 CROW, M T Uranium Fual 
Licensing Branch Ip 18284 294 


--8305020326 Oecommlsi ionlng plan for facility 

• Babcock t< Wilcox Co 83/03/30 27pp 18284 295 


8305020075 Forwards "Rept on Results of Quarterly Ground Water 
Monitoring Samples at Waltz Mill Site '' 

OALM, D T Westlngheuse Electric Corp 83/03/30 HAYNES, R C. 
Region 1, Office of Director 2pp 1830B 265 


—8303020076 “Rept on Results of Ouarterly Ground Water Monitoring 
Samples at Waltz Mill Site " 

« Westinghouse Electric Corp 83/02/28 IQpp 10308-267. 


DOCKET 70-0712 KERfi-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


al response to FOIA request for insp repts of safety 
t Kerr-MeOee Pu plant at CresantiOK from Aug- 
JF Danahue 731102 memo transmitting IE 
, 70-1193/73-01 w/portions deleted 
lion of Rules and Records 03/03/22 WIDMER, R R, 
in ip 10343 154 


USSCS closeout insp of Licenses SHB-664 6 8NM-695 On 
ends that licensee be authorized to transfer 
ittes to unlicensed recipient 
imic Energy Commission 66/07/29 DUfllNSKIrL 
immlssion. 4pp 18543 223 


DOCKET 70-0846 TEXAS NUCLEAR CORP , AUSTIN, TX 


8305030297 Forwards IE Imp Rept 70-0046/83-01 on 830301 No 
nencofflpl lance noted 

BROWN, 0 D Region 4. Office of Director 83/04/88 Remtey 
Engineering Company 2pp. 18298 133 


—8305030308 IE Insp Rept 70-0846/83-01 on 630301 No noneomp 1 lance noteii. 
Major areas inspected- nuc lear matl control t accountability. 

Including facility organization t< operation, measurement 6 
controls h shipping 6 receiving 

CALDWELL, R A . EVERETT, R J , KELLY, U, A Region 4, Office of 
Director 83/04/20. Spp 18298 135 


DOCKET 70-0925 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8305120224 Addl responee to FOIA request for 
Tlcenee 6 insp rept* re Nuclear Metals, Inc 
on employee overexposures to 1980 Forwards 
In App A Info partially withheld iref FOIA 
FELTON, J <1 Division of Rules and Records 
Lowell 6un, Lowell, MA 9pp 1B460.050 


license applications, 
l< correspondence 
documents lilted 
Eiemptlon 6], 

83/03/01 MOONEY, 8 C 
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-'-9112290597 Act agreement u/proposed enforcement action per B1I01& memoi 
line* revi sedi bated on NRC consultant conclusion that 
evaluation of U uptake could not establish that regulatory 
limit was eiceeded 

THOMPSON, D Enforcement i> Investigation Staff (Pre 820301) 

81/12/01 KEPPUER, J Region 3, Chicago. Office of the Director 
(81/03/01) 2pp 18462 107 


— 83091206S6 Forwards Enforcement Guidance Memorandum 81-31 re proposed 
enforcement action for facility 

CARLSON. R T Enforcement (< Investigation Staff 81/12/13 
8TAR03TECKI . R Division of Resident 6 Project Inspection 
martin, T T Division of Engineering it Technical Inspection 
SMITH, 0 H Division of Emergency Preparedness t. Operational 
Suppport Ip 18462 106 


B303270113 Forwards IE Insp Rept 70- 1 1 1 3/S3-O0 on 830307-11 No 
noncompl lanc e noted 

STOHR. J P Division of Emergency Preparedness ti Materials Safety 
83/04/11 LONG. J A General Electric Co 2pp 18638 229 


— 8303270116 IE Insp Kept 70-1113/83-08 on 830307-11 No noncompl lance 
noted Major area Inspected emergency preparedness 

MARSTON, n R Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness 6 Materials Safety 83/04/08 7pp 
18638 227 


8309090168 Forwards revised pages to fundamental nuclear matl control 
plan Pages withheld (ref 10CFR2 790) 

JAUOHAN. C H General Electric Co 83/04/22 O'RElLLYiJP Region 
2. Office of Director ip 15341 092 


830S130319 Advises of transfer of official docket files h outstanding 
licensing actions for listed 1 i censes, from V Fuel Licensing 
Sranch to Region 111 

PAOE.R Uranium Fuel Licensing Branch 83/09/09 HIND, J A 
Region 3, Office of Director ip 18909 079 


8305270156 Forwards IE Safeguards Insp Rept 70-1113/83-10 on 830404-08 
No none amp 1 1 anc e noted 

STOHR. J P Division of Emergency Preparedness U Materiats Safety 
83/04/27 LONG, J A General Electric Co 2pp 18638 131 


8309180890 Notifies that official files for License 3NM-928 
transferred to Region III as of 830401, as part of regional 
lletnslng program U/o stated FR notice 

PAGE, R 0 Uranium Fuel Licensing Branch 63/09/09 SHELLEY, W J 
Ksrr-McOee Corp ip 18906 026 


0309200472 Forwards IE Insp Repts 70-0929/83-02 t< 70-1193/83-03 on 
030902-04 No noncomp 1 lance noted 

MILLER. J R Rtgion 3, Office of Director 83/09/17 SHELLEY. U J 
Ktrr-HcOee Corp 2pp 18916 112 


--8305270199 IE Safeguards Insp Rept 70-1113/63-10 on 830404-00 No 
noncompliance noted Major areas Inspected KC-83206Q 
measurements 6 statistical controls Details withheld 
(ref 10CFR2 790) 

CLAY.E L Region 2, Office of Director MCAUPINE.E J Division 
of Emergency Preparedness 6 Materials Safety 03/04/27 Ip 
18636 133 


DOCKET 70-1143 HESTINGHOUSE ELECTRIC CORP . PITTSBURGH, PA 


— 8309200402 IE Insp Repts 70-0929/83-02 & 70-1193/83-03 on 830902-04 Mo 
noneompllance noted Major areas inspected facility 
organltatlon 1. operations, records t. repts & mgt of matl 
control sys Details withheld (ref 10CFR2 790) 

MADEDA.T J , KNICELEV, J R . CREED. J R Region 3, Office of 
Director 83/09/16 2pp 18516 114 


DOCKET 70-0992 DAVID WITHERSPOON, INC . KNOXVILLE, TN 


8309180769 Lists official docket file 6 outstanding licensing action 
transfarred to Region I I, effective 830401 

PAGE. R 0 Uranium Fuel Licensing Branch 83/09/09 QLBHINBKI.J A 
Oivifton of Engineering 6 Radiological Safety Programs ip 
18906 094 


8309100859 Advises that official files for License 8NM-992 
transferred to Region II due to reg ional 1 zat ion. effect ive 
630401 

PAOE.R G Uranium Fuel Licensing Branch 83/09/09 WITHERSPOON, D 
Oavld W1 therspoon. Inc Ip 18906 040 


DOCKET 70-1007 GENERAL ELECTRIC CO < SAN JOSE. CA 


8309020090 Forwards Annual Financial Rept 1982 

CUNNINGHAM, 0 E General Electric Co 83/04/04 CUNNINGHAM, R E 
Division of Fuel Cycle S< Material Safety Ip 18289 304 


DOCKET 70-1113 GENERAL ELECTRIC CO , WILMINGTON. NC 


8309310109 Ack receipt of 830317 Itr informing NRC of steps taken to 
correct violation noted in IE Safeguards Insp Rept 
70-1113/83-03 

STOHR, J P Division of Emergency Preparedness & Materials Safety 
83/04/06 LONG, J A General Electric Co Ip 18693 117 


— 8309310113 Responds to NRC 630216 Ur re violation noted in IE 
Safeguards Imp Rept 70-1113/83-03 Corrective actions 
withhold (ref 10CFR2. 790). 

VAUGHAN, C M General Electric Co 03/03/17 STOHR, J P Division 
of Emergency Preparedness (i Materials Safety Ip 18693 tlB 


8305310132 Forwards IE Safeguards Insp Rept 70-1113/83-09 on 030314-16 
No noneompllance noted 

STOHR, J P Division of Emergency Preparedness t< Materials Safety. 
83/04/06 LONG, J A General Electric Co 2pp 18693 11? 


— 8309310134 IE Safeguards Insp Rapt 70-1113/83-09 on 830314-18 No 
noncompliance noted Major areas Inspected records li repts 
Intarnal controls, Details withheld (ref 10CFR2 790) 

LANKFORD, J. B Region 2, Office of Director MCALPINE, E J 
Division of Emergency Preparedness U Materials Safety 83/04/06 
ip 10693 121 


8304180941 Forwards IE Safeguards Insp Rept 70-1143/03-02 on 830316 No 
noncompliance noted 

MARTIN,! T Division of Engineering h Technical Programs 03/04/09 
JACOBI. W M Westinghouso Electric Corp 2pp 17996 199 


—0304180594 IE Safsguards Insp Rept 70-1143/03-02 on 830316 No 
noncompliance noted Major areas inspected physical 
protection measures for protecting SNH of moderate, strateg ic 
9 Ignlf I cance 

SMITH, G C , GODY.A T Region 1, Office of Director 03/04/01 
2pp 17996 161 


DOCKET 70-H51 HESTINGHOUSE ELECTRIC CORP , PITTSBURGH, PA 


8305270450 Ack receipt of 030317 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1131/83-03 
STOHR, J P Division of Emergency Preparedness Si Materials Safety 
83/04/06 D'AHORE.M Westinghouse Electric Corp Ip 18644 176 


— 8305270459 Responds to NRC 830215 Ur re viutation noted in IE Insp 
Rept 70-1151/63-03 Corrective actions signs identifying 
nuclear criticality control parameters replaced on 
830120 

D'AHORE,M Westinghouse Electric Corp 03/03/17 O'REILLV.JP 
Region 2, Office of Director 2pp 10644 177 


—8309270467 Forwards IE Insp Rept 70-1151/03-03 on 030117-2! U notice 
of violation 

STOHR, J P Division of Emergency Preparedness S, Materials Safety 
03/02/19 0'AMORE,M Westinghouse Electric Carp 2pp 
10644 179 


--8305270471 Notice of violation from insp on 830117-21 

* Region 2, Office of Director 83/02/15 Ip 1B644 IBl 


— 0305270480 IE Insp Rept 70-1151/83-03 on 830117-21 Moneompllance noted 
failure to post critical control parameters on equipment 
in SNM areas 

CORYELL, 0 P Region 2, Office of Director MCALPINE, E.J 
Division of Emergency Preparedness t< Materials Safety 63/02/15 
9pp 18644 102 


8309310120 Ack receipt of 330329 t, 10 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Rept 70-1151/03-01 
STOHR, J P Division of Emergency Preparedness ^ Materials Safety. 
B3/04/12 D'AMOREiM Westinghouse Electric Carp Ip 18696 128 


6309270142 Forwards IE Safeguards Insp Rept 70-1 151 /B3-06 on 830411-15 
No noncompliance noted 

STOHR, J P Division of Project li Resident Programs 83/09/18 
BRITTON, U.H Westinghouse Electric Corp 2pp 18636' 137 
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— 8303?70t45 IE Safeguards Insp Rept 70-U51/83-06 on D30411-13 Wo 
nonCDirp 1 1 anc e noted Major areas Inspected eiport V import 
verification U follouup on previous insp findings Details 
withheld (ref 10CFR2 790) 

BAreSiJ W Region 3. Office of Director MCALPINE. E J Division 
of Project & Resident Programs 33/03/li ip 16638 139 


DOCKET 70-1193 KSRR-HCOEE NUCLEAR CORP > OKLAHOMA CITY, OK 


6305230113 Pinal response to FOIA request for Insp repts of safetg 
violations at Kerr-flcOee Pu plant at Cre8ant,0K from Aug- 
Wov 1973 Forwards UP Donahue 731103 memo transmitting IE 
Investigation Rept 70-1193/73—01 u/portlans deleted 
FELTONiU M Division of Rules and Records 63/03/28 WIDMER, R fi 
Affiliation Unlnoun Ip 18543 154 


—9305230134 Forwards Regulatory Investigation Rapt 70-1193/73-01 on 
730917-31 No significant health ti safety problems associated 
u/occurrences reported in allegations 

DONAHUE. J F Atomic Energy Commission 73/11/02 FIORELLti 0 
Atomic Energy Commission 4pp 10543 133 


— 03OS23O139 Regulatory Investigation Rept 70-1193/73-01 on 730917-21 
Major area investigated anonymous allegations re leaks in Pu 
waste drums & unsafe practices Info re personnel interviews 
de 1 eted 

DONAHUE, J F , FINN, J A . RIDOHAY, K R Atomic Energy Commission 
73/11/01 lOpp 1B543 159 


— 930S330179 Discusses licensee employee allegations re spills of Pu (i 
leaking tanks Facility insp u/emphasis on Incidents, 
ap 1 Us, d econtamlnation & personnel exposures sthedulod for 
730917 

DONAHUE. O F Atomic Energy Commission 73/09/04 Atomic Energy 
Commission 4pp 18543 177 


— 8305310033 IE Safeguards Insp Rept 70-1301/83-05 on 830405-09 No 
noncompl lance noted Major areas Inspected Inventory 
difference t< associated limit of error t, records repts 
Details withheld (ref 10CFR2 790) 

JONES, D N . RICHARDS, B L . LANKFORD. J D Region 2, Office of 
Director 83/04/27 Ip 18653 124 


8305260376 Application for amend to License 8NM-116B changing health 
physics ti conditions sections re reactor insp sys 

FORD, J T Babcock t< NUcdk Co 82/05/04 PAQE.R. S Uranium Fuat 
Licensing Branch 20pp 18647 258 


DOCKET 70-1834 TELEFLEX, INC , NORTH WALES, PA 


9305050176 Discusses IE Insp Rept 70-1224/83-01 on 930331 ti forwards 
notice of violation 

MARTIN, T T Division of Engineering 4 Technical Programs 83/04/21 
ALDOM, 1 Teloflei, Inc 2pp 18341 118 


— B30S0S0162 Notice of violation from Insp on 830331 Noncomp 1 lance noted 
required Inventory of 6NM not conducted 4 records not 
maintained 

« Region 1, Office of Director 83/04/21 tp 18341* 120 


DOCKET 70-1357 EXXON NUCLEAR CO , INC , RICHLAND, WA 


9305100184 RO on 830403, routine sampling of solutions between top 4 
bottom liners of Lagoon 3 revealed top liner leaking Lagoon 
emptied, solids removed 4 liner cleaned Slit 4 blisters In 
lining repaired 

MALODY, C W Exxon Nuclear Co , Inc (subs of Exxon Corp. ) 
B2/0S/0S ENGELKENiR H Region 5, Office of Director. 3pp 
18374 316 


--8305230186 Updates 730904 memo re licensee employee allegations 
concerning unsafe working conditions due to possible 
contamination of work sites Related news articles 4 press 
release end 

DONAHUE, J F Atomic Energy Commission 73/09/13 Atomic Energy 
Commission lOpp 18543 181 


8305100178 RO on 830113, large quantity of air or gas existed between 
liners causing large bulge Caused by rotten upper lagoon 
liner Upper liner patched at deteriorated area 
HALOOV, C W Exxon Nuclear Co , Inc (subs of Exxon Corp.) 
83/04/04 ENSELKEN, R H Rsglon 5. Office of Director 2pp. 

16374 288 


—8305330196 Rev 1 to Pu Plant Std Operating Procedure KM“NP-37-3i 
"Liquid Waste Solidification " Related info end 
KULKINiR Kerr-MeOee Nuclear Corp 72/05/02 31pp 16543 191 


8305200473 Forwards IE Insp Repts 70-0933/03-02 4 70-1193/03-03 on 
830508-04 No noncompliance noted 

MILLER, J R Region 3, Office of Director 83/03/17 SHELLEY, H J 
Kerr-McOee Corp 3pp 18316 113 


— 6305200483 IE Insp Repts 70-0925/83-03 6 70-1193/63-03 on 830502-04 No 
noncempliance noted Major areas Inspected facility 
OTpanliation 4 operations, records 4 repts & mgt of matl 
control sys Details withheld (ref 10CFR2 790) 

MADEDA.T J , KNICELEV, J R . CREED, J R Region 3. Office of 
Director 03/03/16 3pp. 18516 114 


DOCKET 70-1301 BABCOCK 4 WILCOX CO , LYNCHBURG, VA 


8305050100 Forwards revised pages to fundamental nuclear metis control 
plan Revs Incorporate reargnl latlon of matls mgt group 
change from nuclear power tn util power generation group 4 
provide new facility layout Pages withheld (ref tOCFRS 7901 
FORD.JT Babcock 4; Wilcox Co 83/03/38 Region 3, Office of 
Director Ip 18341 361 


9305050305 Forwards revised Pages 11, ill 4 14 revised Figures 3 8, 5 to 
security plan End withheld (ref I0CFR3 790) 

FORD, J T Babcock 4 Wilcox Co 83/03/03 Region 3, Office of 
Director Ip 18330 146 


0305270174 Forwards IE Safeguards Insp Rept 70-1201/83-04 on 930331-24 
No noncomp 1 i anc e noted 

STOHRi J P Division of Emergency Preparedness 4 Materials Safety 
83/04/33 ALTOifi A Babcock 4 Wilcox Co 2pp 18638 128 


8305100643 Advises that state-approved sys for monitoring fluoride 
emissions In stack gases optratlonal, satisfying License 
Condition 30 requirements Determination of line lost as part 
of std sampling procedure not required 

MALODY, C W Exxon Nuclear Co , Inc (tubs of Exxon Corp ). 
03/04/19 CROW, W T Uranium Recovery Licensing Branch 8pa 
18504 030 


— 0308180640 "Control 4 Monitoring of Fluoride Emissions for Exxon 
Nuclear Fuel Fabrication Facility " Draft Procedure P69361, 

Rev 1 to XN-NF-103, "Determination of Fluoride as HF in 
Environ Filters or Liquid Samples, " end 

* Exxon Nuclear Co., Inc (subs of Exxon Corp ) 63/01/31. 

23pp 19504 050 


8305030074 Notifies of Issuance of Amend 9 to License SNM-I227r 
authorlilng const 4 operation of liquid waste treatment 
facilities Condition 9 date for Insp of feed tank changed to 
830103 

PAGErR 0 , CROWiW T Uranium Fuel Licensing Branch 93/04/80 
MALODY, C H Exxon Nuclear Co , Inc (subs of Exxon Corp ) Ip 
18326 110 


—8305030077 SER supporting Amend 9 to Llctnss 8NM-1827 

BIDlNOERrO H Uranium Fuel Licensing Branch 83/04/20 3pp. 
16336 111 


DOCKET 70-1301 FLORIDA POWER CORP , ST PETER9BUR0, FL 


0305340034 Submits annual rept re changes, tests 4 sxperlmants at Morris 
Operations facility during period 030504-830430, per 
10CFfi78 33<b)3 

EOSR, K, J General Electric Co 83/05/02 Region 3, Office of 
Director ip 19577 357 


•-9305370254 IE Safeguards Insp Rept 70-1301/03-04 on 930331-34 No 
noncompliance noted Major areas Inspected' measurement 4 
independent insp effort Details withheld (ref 10CFR2 790) 

BATES, J H Region 3, Office of Director MCALPINE, E J Division 

of Emergency Preparedness 4 Materials Safety 03/04/80 Ip 


8305310016 Forwards IE Safeguards Insp Rept 70-1301/03-05 on 030409-06 
No noncompliance noted 

^ Division of Emergency Preparedness 4 Materials Safety 
83/04/3S ALTO.R A Babcock & Wilcox Co, 3pp 18653*188 


DOCKET 70-130B GENERAL ELECTRIC CO . BAN JOSE, CA 


9305170540 Forwards addendum consisting of confirmatory msaiursmtnts 
program data sheet of analysis of waits lagoon sample 
completed after onsite insp, transmi t ted by 830215 Itr 
PAPERIELLO, C J Region 3, Office of Director 83/05/09. VAN 
HOOMI68EN General Electric Co 2pp 1B468‘ 031 
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03OS13OZ27 Forwards IE Safaguards Insp Rapts 70-1308/83-02 i 
72-0001/83-02 on 830419-21 No noncomp 1 lane e noted 

MtLLERiJ R Region 3. Office of Director. 83/OS/lO VAN HOOMISBEN 
Oeneral Electric Co 2pp 18439 171 


— 830S130234 IE Safeguards Insp Repts 70-1308/83-02 b 72-0001/83-01 on 
630419-21 No noncomp 1 lance noted Hajor areas Inspected matl 
control t( accountab 1 1 1 tg> measurement U statistical control 
Details withheld (ref 10CFR2 790) 

MADEDA. T J , STAPLETON. D W , CREED, J R Reg 1 on 3. Of f 1 C e 0 f 
Director 83/09/10 tp 18439 173 


DOCKET 70-1359 IRT COfiP . BAN DIEGO, CA 


8309230026 Application for amend to License SNM-1409 deleting provision 
for licensee use of bldg located at 7070 Convog Court 
CROSBIE.K L IRT Corp 83/01/29 PAGE. R 0 Uranium Fuel Licensing 
Branch 3pp 18943 126 


--8309230033 Req.ussts payment of fee for review of 830129 application 
for amand to License 8NM-1409 

WEI88, D License Fee Hanagement Branch 83/03/07 CROBBIE.K L 
IRT Carp Ip 18943 130 


—6309230035 Forwards fee for amend requested In 030125 Itr 
CROSBIE.K L IRT Corp 83/03/14 UEISS, D License Fee 
Management Branch Ip 18543 131 


DOCKET 70-1402 ADINOTDN MEMORIAL HOBP , ABINGTON. PA 


6309090134 Discusses IE Insp Repts 70-1402/83-01,30-02948/83-01 «. 
30-00453/83-01 on 830315 & forwards notice of violation 
MARTIN.T T Division of Engineering 6 Technical Programs 83/04/21 
CANOIA. 0 Ablngton Radiology Services, Ltd 2pp 18341 34B 


— 6309050140 Notice of violation from insp on 830313 Noncomp 1 lance noted 
one patient implanted u/pacemaker did not have required 
6-month followup eiam, per Condition 16 <10CFR2<App C) Reply 
expected within 30 days 

» Region 1, Office of Director 83/04/21 Ip 18341 350 


DOCKET 70-1621 DUQUE8NE LIGHT CO., PlTTaBUROH, PA 


G3091S0011 Forwards Endorsement 63 to NELIA Policy NF-a26 tt Endorsement 
94 to MAELU Policy MF-B7. 

BARNETT. J E Conover & Associates, Inc Insurance 83/05/03 
OINITZ.J Office of Nuclear Reactor Regulation, Director 3pp 
18423 070 


DOCKET 70-2926 DETROIT EDISON CO , DETROIT, HI 


8309030706 Discusses items of in teres t, 1 ncl uding DOE 830419 visit to 
NMBS to examine docket files of Kerr-HcOee Nest Chicago Rare 
Earths Facility t< Detroit Edison Co 830419 visit to discuss 
proposed license conditions for BNM-1915 for fuel storage 
PAGE. R 0 Uranium Fuel Licensing Branch 83/04/20 DAVIS, d 0 
Division of Fuel Cycle t Material Safety 3pp 18309 105 


6309170662 Advises that proposed statutory merger of Holverine Electric 
Cooperative. Inc & Northern Michigan Electric Coop era tlve, Inc 
completed on 821231 Wolverine Power Supply Cooperative, Ine 
is new company name 

TAUBER.H Detroit Edison Co. 03/04/20 SERtNI, D L Uranium Fuel 
Licensing Brench, Ip. 18496 346. 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CQ , DALLAS, TX 


8309170029 Application for amend to License 8NM-1912 adding other metis 
raRwlring NRC license specifically l< seeking auth orl latlon 
to receive. own fc use certain byproduct matl In connection 
w/preoperatl on & startup activities 

OART.R J. Texas Utilities Generating Co 83/04/11 Office of 

Nuclear Material Safety It Saf eguards. Dlree tor 138pp 18494:017, 


83O91V0002 Forwards executed Indemnity Agreement B -96, per 830214 

request 

CO&a.B W Texas Utilities Generating Co 83/04/18. PAGE.R 0 
Uranium Fuel Licensing Branch 14pp 18902,021 


DOCKET 70-2953 CONNECTICUT, UN IV OF. STORRS, CT 


8304230192 Discusses IE insp of Licenses aNM-1809. 06-01430-47 «t 
06-01490-40 on 830303-04 & forwards notice of violation 
MARTIN.T T Division of Engineering 6 Technical Programs 03/04/11 
VAN GELDER, A Connaetlcot. Unlv of 2pp 10179 275 


— 8304250163 Notice of violation from insp on 830303-04 None omp 1 i anee 
noted Rooms 302R I, 32d containing licensed matl not posted, 
current copies of Form NRC-3 not posted Room 472 not 
secured 

*• Region 1, Office of Director 03/04/11 Ip 18179 277 


DOCKET 70-2973 COMMONWEALTH EDISON CO , CHICAGO, IL 


8305100787 E.eeuted Indemnity Agreement 8-97 

SALTZtIANi J Assistant Director for State & Licensee Relations 
Commonwealth Edison Co 83/05/06 13pp 18503 332 


8309190004 Forwards Matls License SNM-1917 4, safety evaluation License 
SNtl-1917 authorlids receipt, possession, insp ic storage of U 
enriched in U-239 1 so tope, con tained in fuel assemblies 
PAGE.R 0 Uranium Fuel Licensing Branch 83/05/06 TRAMH. T R 
Commonwealth Edison Co 2pp 18523 221 


— 8303190006 Matls License SNM-1917, author 1 1 ing receipt, possession, insp 
t< storage of U enriched In U-233 Isotope contained in fuel 
assemblies 

• Division of Fuel Cycle 1< Material Safety 03/05/06 3pp 
10523 223 


—8303190007 Safety evaluation supporting License 5NM-191 7. au thor 1 1 Ing 
rece 1 pt, possession, Insp (• storage of fuel assemblies 
containing U enriched to 3 99'/, 

SERINI.B L Uranium Fuel Licensing Branch 83/09/06 12pp 
18523 226 


8309240339 Forwards executed copy of Indemnity Agreement B-97 

08TER, J Commonwealth Edison Co 83/05/19 SALT2MAN, J Assistant 
Director for State 4 Licensee Relations I3pp 10372 342 


DOCKET 70-2902 ROCHESTER, UNIV OF. ROCHESTER, NY 


6309200159 Forwards License BNM-1913 for Unlv of Rochester. authorising 
possession of 436 g enriched U, in form of U hexafluride 
PAGE.R 0 Uranium Fuel Licensing Branch 83/05/13 GREGORY, W D 
Rochester, Univ of. Ip 18340 239 


—8309200163 License SNM-19ie for Univ of Rochester authoriiing 
possession of 436 g enriched U as U hexafluoride 
PAGE.R G Division of Fuel Cycle 4 Material Safety 83/05/13 
4pp 10340 240 


DOCKET 70-2983 PENNSYLVANIA POHER 4 LIGHT ALLENTOWN, PA 


03OS1BO646 Application for license to receive, possess, store. Inspect 4 
packag* for transport nuclear fuel bundle/asi embl les 
Supporting documentation end 

CURTIS, N W Pennsylvania Power 4 Light Co 83/04/12 Office of 
Nuclear Material Safety 4 Safeguards, Director 23pp 18909 204 


6309240599 Forwards 830412 application for receipt 4 storage of new 
fuel W/e end 

KETZLACH, N UranlumFuel Licensing Branch 83/09/17 CUTCHIN, J M 
Office of the Executive Legal Director Ip 10393 337 


0309240363 Forwards 830412 application for receipt 4 storage of new 
fuel U/o end 

KETZLACH. N Uranium Fuel Licensing Branch 83/05/17 PERCH. R L 
Licensing Branch 2 Ip 18993 327 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0001 ANEFCO, INC 


830S040700 Requests addl info re 830313 application for review 4 
approval of Rev 7 to OA program concerning requirements 
for Anefco shipping packages 

MACDONALD, C E Transportation Branch 83/04/29 MURPHY. D U 
Anefco, Inc 3pp 18336 250 
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DOCKET 71-0143 RANCHERS EXPLORATION I DEV CO 


8309840091 Advises that final tes ting . ba latte Ing adjustment A atceptance 
of nsui ventilation sgs scNeduled for completion 6 ij 830&30 
Entire sgs must be rebalanced each time add 1 process 
component added to sys 

MANSERiM C Nuclear Fuel Seivices> Inc (subs of Gettg Oil Co ) 
03/09/03 PAOE.R 0 Uranium Fuel Licensing Branch 3pp 
18994 308 


DOCKET 71-0166 NEW YORK TESTINO LABS. INC 


6309240046 Reifuests registration as user of Model C — 10 source changeri 
Kodel T-3-T encapsulated sourcBiModel 1R-30 source changer A 
Model 7 encapsulated source 

ROCKETT, D fl DabCOCk t WllCOi Co 03/04/19 MACDONALD. C E 
Transportation Branch Ip 18594 301 


DOCKET 71-0494 MONTANA X-RAY, INC 


6304130034 Foruards Montana X-Rag, Inc QA program. Imp lemented for 
License 25-21134-01 per lOCFRTJ 1 3(b > ( 1 ) ( 1 1 1 1 

8TRIN6HAM. S D Montana X-Rag, Inc 83/03/09 Office of Nuclear 
Material Safety A Safeguards, Director ip i799S 890 


— S304i30042 OA program for QA proc edures, engineering procedures A 
specific package design approval provisions 

STRIKQHAM, SD Montana X-Rag. Inc 83/03/09 2pp 17990 291 


DOCKET 71-0499 SOUTHWEST X-RAY CORP 


G309040671 Forwards OA program for License 48-19788-01 
TILLEY. R Southwest X-Rag 03/04/13 MACDONALD, C E 
Transportation Branch ip 18336 8S6 


—0309040679 OA program for compliance U/10CFB71. App E 

TILLEY. R Southwest X-Ray 83/04/13 3pp 18336 859 


B305I30S96 Forwards OA program approval fcir Radioactive Matl 
Package 0495. Rev 0 

MACDONALD. C E Transporta tlon Branch 03/05/03 TILLEY, ft 
Southwest X-Ray Ip 18497 173 


— 8305130261 OA program approval for Radioactive Matl Package 0495iRev 0 
MACDONALD. C E Transportation Branch 83/09/03 ip 10457 173 


DOCKET 71-0496 NUS CORP 


8309230165 Forwards Revs A A 8 to OA program manual for packaging used 
In transport of radioactive matl 

HOTL.O P NUS Cor p B3/09/02 MACDONALD, C E Transportation 

Branch Ip 10546 141 


—0309230176 Revs A A D to QA program manual for packaging used in 
transport of radioactive matls 

CASELLI,AE. MOTL, 0 P NUS Cor p 83/05/02 91 pp 10346: 143 


DOCKET 71-4986 MODEL RA-8. RA-3, RA-J, GENERAL ELECTRIC CO 


B30S110015 Notification of registration as user of Model ftA-3 
In response to 030217 request 

MACDONALD. C 6 Tf ansportation Branch 83/08/03 COUNSIL. H 0 
Northeast Utilities Ip 18421 842 


9309170097 Forwards Rev 14 to Certificate of Compliance 4906 for 
Models RA-2 A RA-3 

MACDONALD. C E Transportation Branch 83/09/11 VAUSHANrC M 
General Electric Co 2pp 18499 331. 

— 8309170103 Certificate of Compliance 4986, Rev 14. for Models 
RA-8 A RA-3 

MACDONALD, C E Transportation Branch 83/09/11. Spp, 1S499 333. 


DOCKET 71-9026 MODEL CNS 14-190, CHEM-NUCLEAR SYSTEMS, INC 


8309170733 Rei^uests amend to Certificates of Compliance 6244. 91 1 1. 6601 
A 9026 allowing fissile matls in byproduct matl providing 
10CFR170 limits are not eiceeded 

POPPE, L K Chem-Noclear Systems, Inc 83/04/14 MACDONALD, C E 
Transportation Branch 2pp IB496 183 


DOCKET 71-9332 MODEL 2030-1, ENERGY, DEPT OF 


8305040702 Informs that Certificate of Compliance 8333 for Model 
8030-1 shipping package expired on 830131 

MACDONALD, C E Transportation Branch 83/04/19 BARRACLAUOH, E 
Energy, Dept of Ip 18327 349 


DOCKET 71-9992 MODEL CAS CYLINDER FIRE IMPACT SHIELD, ENERGY, DEPT 


0309260003 Forwards Rev I to OnNL/ENG/TM-9, "BAR for Packaging ORNL 
Gas Cylinder Fire A Impact Shield," final draft 
TRAVIS, W H Energy, Dept of 83/04/18 MACDONALD, C E 
Traneportatlon Branch 2pp 18648 123 


--8305860004 Rev 1 to "8AR for Packaging ORNL Gas Cylinder Fire A Impact 
Shield," final draft W/slx oversiie drawlngt Aperture cards 
are available In PDR 

EVANS, J H , LEVINE, 0 L . EVERBOLE, R E Oak Ridge National 
Laboratory OfiNL/ENO/TM-9 DRF 01 83/04/30 129pp 10648' 189 


DOCKET 71-3607 MODEL T-2, ENERGY. DEPT OF 


8309230080 Forwards revised pages to ANL "T-2 Shipping Package BAR." 
MOSER, R M Energy, Dept of 83/04/13 MACDONALD, C E 
Transportation Branch 3pp 18946 001 


—0309330036 "T-S Shipping Package BAR," revised pages 

FRANKLIN.E, M Argonne National Laboratory 83/03/31 137pp 

10946 004 


8309180686 Documents 830414 telcon re registration for GE T-2 package. 
Ho Itr of registration located In files Current validity of 
NRC 77O4S0 notice Of registration questioned 
OEIOL, H 0 Texas AAM Unlv . College Station, TX 83/04/13. 
MACDONALD. C E Transportation Branch Ip 19909 329 


—8309180630 Notification of registration as user of Model OE T-2 in 
response to 770404 request 

MACDONALD, C E, Transportation Brancfi 77/04/20 RANDALL, J D 
Tiies AAM Unlv , College Station, TX Ip. 108OS'326 


8308230697 Requests clarification as to whether licensee mag continue 
to use OA procedure already approved or whether request 
for registration should be amended based on mod to inner 
basket on GE T-2 package 

DEICL.H J Texas AAM Univ , College Station, TX. 83/05/02 
MACDONALD, C E, Transportation Branch ip 18942 329 


DOCKET 71-9814 MODEL NRBK-41i -42 A -43, ENERGY, DEPT. OF 


8309090048 Forwards Rev 1 to Certificate of Compliance 9314 for Models 
NRBK-41,NRBK-42 A Nfi0K-43 

MACDONALD, C. E. Transportation Branch 83/04/20 ENGEL, W.P. 

Energy, Dept of 4pp 10301 176. 


— 8309090056 Certificate of Compliance 9014, Rev l,for Modele NRBK-41, 
NRBK-43 A NRDK-43 

MACDONALD, C E Transportation Branch 33/04/28 4pp 18331' 130 


DOCKET 71-9374 MODEL, WAPD-40, ENERGY, DEPT. DF 


0309090149 Forwards Rev 1 to Certificate of Compliance 9874 for 
Model WAPO-40. 

MACDONALD, C E. Transportation Brbnch. 03/04/28 ENGEL, H P 
Energy, Dept. of. 4pp 18381 113 


—3309090150 Certificate of Compliance 9374, Rev i.for Model HAPD-40 

MACDONALD, C E Transportation Branch 83/04/28 Spp 13381 117 
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DOCKET 71-3873 MODEL WAPD-39 tt NFlDK-44, ENERGY, DEPT OF 


8309090133 Forwards Rev 1 to Certificate of Compliance 3Q73 for 
Models WAPD-39 «< NRBK-44 

MACDONALD. C E Transportation Branch 83/04/28 ENGEL. W P 
Ensrgi^. Dopt of 4pp 18381 i20 


— 0303090140 Certificate of Compliance 5875, Rev l.for Models WAPD-39 4< 
NRBK-44 

MACDONALD, C E Transportation Branch 83/04/28 4pp 183Si 124 


DOCKET 71-3997 MODEL BMl-1. BATTELLE COLUMBUS LABORATORY 


B309330018 Retiuosts registration as user of Model BMI-1 

WETHY. C M Florida Power t, Light Co 83/04/20 MCDONALD. C E 
Transportation Branch ip 10542 296' 


DOCKET 71-9979 MODEL 9979, ALPHA-OMEGA SERVICES, INC 


03O9D6O2O8 Forwards Rev 4 to Certificate of Compliance 9979 for 
Model 9979 

MACDONALD. C E Transportation Branch 83/04/21 BRADLEY. W. 
Alpha-Omega Services. Inc Ip 18359 397 


—0303060212 Certificate of Compliance 5979. Rev 4. for Model 3979 

MACDONALD. C E Transportation Branch 83/04/21 3pp 18399 390 


DOCKET 71-9980 MODEL OE-600. GENERAL ELECTRIC CO 


8303090113 Forwards Rev 7 to Certificate of Compliance 9960 for 
Modal OE-600 

MACDONALD. C E Transportation Branch 63/04/28 CUNNINGHAM. 0 E 
Qanaral Electric Co 2 pp 18381:132 


—0303090121 Certificate of Compliance 9980. Rev 7 for Model OE-600 

MACDONALD. C E Transportation Branch 83/04/28 6pp 18381 134. 


DOCKET 71-6244 MODEL 6244. CHEM-NUCLEAR SYSTEMS, INC 


8303170733 Req.uests amend to Certificates of Compliance 6244,9111.6601 
tc S026 allowing fissile metis in byproduct matl providing 
10CFR170 limits are not exceeded 

POPPE.LK Chcm-Nuelear Bgstems. Inc 83/04/14 MACDONALD.CE 
Transportation Branch 2pp 18496 183 


DOCKET 71-6272 MODEL 6272. U 8 ECOLOGY 


8309100670 Forwards revised application for amend to Certificates of 
CO'inpl lance 6400 t, 6272 

MOSER. R M Energy. Dept of 83/04/13 MACDONALD. C E 
Transportation Branch 8f o 18909 194 


"0303100676 Revittd application for amend to Certificates of Compliance 
6400 A 6272 Approval for special packaged solidified waste 
as euthorlied contents in shipping containers requested 
a Energy. Dept of 63/04/30 24pp 18909 136 


DOCKET 71-6294 MODEL’ UNC-2901> COMDUSTION ENGINEERING CO . INC 


8309030001 Forwards changes to 821217 request for amend of Certificate 
of Compliance 6294 W/three overtlie drawings Aperture cerds 
are available In POR 

FORD. a T Babcock L Wilcox Co 03/04/19 MACDONALD. C E 
Transportation Branch 95pp 18309.243 


0305060107 Forwards Rev 6 to Certificate of Compliance 6294 for 
Medal UNC-2901 

MACDONALD, C E Transportation Branch 83/04/29 ESKRIDGE. H K 

CoRibustlon Engineering. Inc. 2pp 18364 302. 


— 0309060190 Certificate of Compliance 6294, Rev 6, for Model UNC-2901 
MACDONALD, C E Transpor ta t ion Branch 83/04/23 9pp 18364.304 


DOCKET 71-6346 MODEL FSV-l . GENERAL ATOMIC CD 


830509023 1 Requests registration as user of Model FSV-l 

KALIVIANAKIS, N Cofnftionwe a 1 1 h Edison Co 83/04/13 MACDONALD, C E 
Transportation Branch tp 18381 101 


8305170596 Notification of registration as user of Model FSV-l In 
response to B30413 request 

MACDONALD, C E Transpor t a t i on Branch 83/03/09 KAL IVIANAK18. N 

Comimonijea 1 th Edison Co Ip 16496 107 


DOCKET 71-6400 MODEL 6400, WE9TIN0H0UBE ELECTRIC CORF 


0309100670 Forwards revised application for amend to Certtficetes of 
Compliance 6400 h 6272 

MOSER, R M Energy, Dept of 03/04/19 MACD3NALD. C E 
Tran spo r tat 1 on Branch 2pp 18903 194 


— B30S1B0676 Revised application for amend to Certificates of CompHancs 
6400 6 6272 Approval for special packaged solidified waste 
as authorized contents in shipping containers requested 
* Energy , Dept of 03/04/30 24 pp 18303 156 


DOCKET 71-6493 MODEL PADUCAH DEMONSTRATION CASK. ENERGY 


8303160278 Forwards request for addl info re 821117 application 
requesting approval of model Paducah demonstration cask 
packagi'ng Response must be received within 30 days of Itr 
receipt 

MACDONALD, C E Transportation Branch 83/03/06 PRICHARD. R P 
Energy. Dept of 3pp 18475 038 


DOCKET 71-6330 MODEL 6-GB-l, ENERGY, DEPT OF 


0305240932 Forwards Certificate of Compliance 6330. Rev O. f or Model 
6 - 00-1 

HARVEY. R V Lawrence Berkeley Laboratory 83/03/03 MACDONALD, C E 
Transportation Branch Ip 18394 220 


--9303240336 Certificate of Compliarvce 6930, Rev 0, for Model 6-03-1 

MACDONALD. C E Tra nspo rta 1 1 on Branch 83/03/03 2pp 10394 221 


DOCKET 71-6353 MODEL PADUCAH TIGER, ENERGY, DEPT OF 


8303040791 Informs that Certificate of Compliance 6393 for Paducah 
Tiger shipping package expired on 830331 

MACDONALD, C. E Transportation Branch 83/04/19 BLALOCK, L 
Energy. Dept of 2pp 10327 194 


0309240064 Requests extension of Certificate of Compliance 6993 for 
use in moving U hexafluoride between gaseous diffusion 
plants Leak test data forthcoming 

PRICHARD.R P Energy, Dept of 83/04/2? MACDONALD.C E 
Transportation Branch ip 18577 361 


DOCKET 71-6601 MODEL CNS 8-120, CHEM-NUCLEAR SYSTEMS. INC 


B309020S33 Requests mailing address change for BD Withers 

a Portland General Electric Co 03/04/08 NRC - No Detailed 
Affiliation Given tp 18284 290 


8303170733 Requests amend to Certificates of Compliance 6244.9111.6601 
fa 5026 allowing fissile natls In byproduct matl providl'ng 
tOCFR170 limits are not exceeded 

POPPE. L K Chem-Nuclear Systems, Inc 83/04/14 MACDONALO. C E 
Transportation Branch 2pp 10496 183 


8303170339 Notification of registration as user of Model CN8 0-120 
In resp'Onse to 030304 request 

MACDONALO, C. E Transportation Branch 03/03/09 COONEY. M U 
Philadelphia Electric Co Ip 13496 109 


DOCKET 71-6639 MODEL MH-IA, ENERGY, DEPT OF 


8303180210 Responds to 030224 Itr requesting addl info re approval of 
Model MH-lA Estimates that 4 months will bo required 
to respond to questions Packaging engineers will arrange 
meeting to discuss request 

PRICHARD.R P Energy, Dept, of 83/04/20 MACDONALD.C E 
Transportation Branch Ip 18303 331 
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3303170973 SufWiiarg at 030502 msetln.g u/DOE i Santfia tn Silver Spring. MD 
re review of SAR for 320907 MH-IA application 

ODEGMRDEN.RH Transportation ffranch 83/05/06 Tramp or tat 1 on 

Branch 2pp 10496 124 


DOCKET 71-670B MODEL C-6, ENEftCY. DEPT OF 


0303090214 Informs that Certificate of Compliance 6708 for Model C-6 
shipping package eiplred on BSI031 

KACDOWALD, C Trans p or tat 1 on Bran ch 83/04/19 PETERSON, J M 

Energ<j> Dept of Ip 16381 llO 


DOCKET 71-6717 MODEL 6717-0. OAMMA INDUSTRIES 


B303020061 Requests registration as user of Gulf Nucleer lOX, 20Yi U-1 lOA 
it Gamma Industries Models C-10 it Century Pipeliner I 
TILLEY. R SouthiuBSt X-Rag 83/04/13 MACDONALD. C E 
Transportation Branch Ip 1B30B 286 


B30S240046 Requests registration as user of Model C-IO source changer. 
Model T— 3-T encap ssi 1 a ted source.- Mode 1 IR-50 source changer St 
Model 7 encapsulated source 

HOCKETT. D R Babcock f. Wilcox CO 83/04/1? MACDONALD. C E 
Transportation Branch Ip 10394 301 


B3051 10023 Notification of registration as user of Model 6717-B in 
response to 830413 request 

MACDONALD, C E Transportation Branch 83/03/03 TILLEY, R Sooner 
X-Rag St Mag , Inc Ip 18411 357 


DOCKET 71-9010 MODEL NLI-1/2. NL INDUSTRIES. INC 


B3O5I7O1O0 Forwards Rev 9 to Certificate of Compliance 9010 for Model 
NLF-I/a 

MACDONALD, C E Transportation Branch B3/03/£0 JOHNSON, C R 
Nuclear Assurance Corp 3pp 10493 348 


— 03051701 13 Certificate of Compliance 9010, Rev ?, for Model NLI-1/2 

MACDONALD, C E Transportation Branch 03/03/10 Spp 10495 331 


DOCKET 71-9013 MODEL TN-0, -8L, NO USERS 


0309230107 Forwards Rev 1 to second addendum to TN-8/9 BAR 
GOLDMANN.K Transnu c 1 ear, Inc 03/03/03 MACDONALD, C E 

Transportation Branch Ip 10346 303 


— 03092301 IB Forwards Rev t to second addendum of TN-8 St TN-9 SAR 
Issuance of Rev 3 to Certificate of Compliance 9019 for 
Models TN-0 it TN-8L packaging requested 

GOLDMANN.K Trans nuc 1 ea r, Inc 03/04/26 MACODNALDi C E 
Transportation Branch Spp 1BS46 304 


—8305230125 Rev 1 to "TN~B ti TN'9 SAR. Second Addendum for TN-B ti TN-BL 
Packagings " 

• Transnue lear. Inc E-350a ROl 83/04/26 33pp tB946 307 


0305170343 Forwards Rev 4 to Certificate of Compliance 9013 for Models 
TM-0 h TN-BL 

MACDONALD, C E Trans p or ta t ion Branc h S3/03/IS GOLDMANN, K 
Transnue I ear, Inc Ip 16493 343 


— 8305170251 Certificate of Compliance 9015, Rev 4. for Modals TN-8 U 
TN-SL 

MACDONALD, C E Transportation Branch 03/03/12 7pp 18493 344 


DOCKET 71-9033 MODEL 660 1 660E. TECHNICAL OPERATIONS, INC 


0303170738 Application for registration as user of Tech/QPs Model 660 
KAWACHI., M Navg.Dept of. Pearl Harbor Naval Shipyard B3/02/li 
MACDONALD, C E Transportation Branch Ip 10496 182 


DOCKET 71-9044 MODEL 0E-160O, GENERAL ELECTRIC CO 


830S11O143 Notificatlan of registration as user of Model OE-1600 In 
response to 830331 request 

MACDONALD, C E Transportation Branch 83/03/06 JONES, H C Omaha 
Public Pouier District Ip 18421 349 


DOCKET 71-9049 MODEL QE-SOO, GENERAL ELECTRIC CO 


B3091 10021 Notification of registration as user of Modal OE-300 
In response to 830412 request 

MACDONALD" C E Transpor ta 1 1 on Branch 83/09/03 STEIN, 3 B 

Advanced Medical Systems, Inc Ip 18411 398 


DOCKET 71-9070 MODEL N-99, ENERGY, DEPT OF 


0309100019 Application for exemption from requirement of Certificate 
of Compliance 9070 for Model N-39 Requests one time shipment 
of Pu fluoride neutron source containing 39 Cl Pu-238 In 
encapsulated form 

NARDI.A J Hestinghouse Electric CorP 83/04/29 MACDONALD, C E 
Division of Fuel Cycle 8< Material Safety 3pp 16497 200 


DOCKET 71-9079 MODEL HN-100, SERIES 2 fc 2A, MITTMAN NUCLEAR 


830S040147 Advises that encl Hlttman Nuclear St Development Corp 
830406 proprietary application S< associated repts St drawings 
re Model HN~100, Ser les g package deqlgn should be placed In 
PDR, per 830216 Itr 

MACDONALD, C E Transportation Branch 83/04/29 SCOTT. 8 Document 
Management Branch ip 18336 231 


— 03030401 S9 Forwards add! info to support 830216 request that HN-iOO, 
Series 2 casks be Included In renewal of Certificate of 
Compliance 9079 Rev 6 to “Cask Handling Procedure for 
HN-IOD, Series S & Series 3 " encl 

MALLORY, C W Hlttman Nuclear 6 Development Corp (subs Hlttman 
Corp » 03/04/06 MACDONALD, C Transportation Branch. Spp. 

18336 232 


— 930S040176 Rev 6 to "Cask Handling Procedure for HN-lOO. Serlee 2 It 
Series 3 Shielded Traniport Casks *' W/three overilie 
drawings Aperture cards are available in PDR 

e Hlttman Nuclear It Development Corp (subs Hlttman Corp 1 
S3/04/O6 19pp 10336 239 


S3031I0211 WoUfieatlon of registration as uier of Model HN-100 
Series 2 in response to 830401 request 

MACDONALD, C E Transportation Branch 83/03/06 MINECK. D L Iowa 
Electric Light & Power Co Ip 1B411 392 


DOCKET 71-90BO MODEL 9080. HITTMAN NUCLEAR It DEVELOPMENT CORP. 


8309180816 Requests registration as user of Model 9080 radioactive 
matls shipping cask 

MIS. F J Rochester Gas 6 Electric Corp 83/04/21 MACDONALD, C E 
Transportation Branch Ip 10909 396 


8303110019 Notification of registration as user of Model 9080 In 
response to 830218 request 

MACDONALD, C E Transportation Branch 83/09/03 FAY, C H. 
Wisconsin Electric Power Co ip 18411 399 


DOCKET 7I-90B1 MDDEL CNBI 1-13C, CHEM-NUCLEAR SYSTEMS. INC 


6303170987 Notification of registration as user of Model CN8 1-lSC 
In response to 830220 request 

MACDONALD, CE Transportation Branch 83/09/09 BORST, F J Public 
Service Co of Colorado tp 18496 106 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC 


6309160280 Forwards request for addl info supporting 830228 application 
for amend to Model CNS 21-300 Response should include 
drawl ngs. shielding I, operating procedures ti acceptance 
tests Response requested uilthln 30 days 

MACDONALD, CE Transportation Branch 83/09/03 POPPE, L K 
Chsm-Nuclear Systems, Inc 3pp 18479 008 


DOCKET 71-9100 MODEL KKP-20~4990, KERR-MCGEE NUCLEAR CORP 


B30S0301B1 Requests registration as user of Model KKP-20-4990. 
□ 'HEA.P B. Rhone-Poulene, Inc 83/04/14. MACDONALD, C. E 
Transportation Branch Ip 18310 030 



DOCKETED ITEMS 


B3OS110190 Foruardt Rev S to Certificate of Compliance 9100 for 
Hod* I KKP"20-<19S0 

MACDONALD. C E Tr *n» p or ta t i on Branch 83/03/06 gHELLEY. H J 

Korr-HcOee Nuclear Corp 8pp 10434 lOS 


•-B30SU0151 Certificate of Compliance 9100. Rev 2. for Model KMP-20-4950 
MACDONALD. C E Transportation Branch 03/05/06 4pp 10434 107 


DOCKET 71-9103 MODEL NLr-690a. NO USERS 


6309110011 Foruards Rev 3 to Certificate of Compliance 9103 for 
Model NLr-6308 

MACDONALD, C E Transp or ta 1 1 on Branch B3/0S/O3 JOHNSON, C R 

Nuclear Assurance Carp Ip 16421 243 


— 630S110013 Certificate of Compliance 9103, Rev 3 for Model NLI-AS02 
MACDONALD, C E Transportation Branch 83/03/03 Spp 18421 231 


DOCKET 71-9103 MODEL RAD-WASTE CB I, CHEH-NUCLEAR SYSTEMS, INC 


8303030716 Foruards Rev 2 to Certificate of Compliance 9108 for 
Model RAD-MASTE CARRIER I 

MACDONALD, C E Transpor tatlon Branch 83/04/25 DEAL, R 
Chere-Nuc leer Systems, Inc 4pp 18309 073 


■6309030720 Certificate of Compliance 9103, Rev 2, for Model RAD-WASTE 
CARRIER I 

MACDONALD, C E Transparta i 1 oit Branch 83/04/25 2pp 18309 079 


DOCKET 71-9106 MODEL DW-20HC-3, BABCOCK & WILCOX CO 


8309040772 Informs that Certificate of Compliance 9106 for Model 
BM-20WC-3 shipping package eiplred on 83022B 

MACDONALD, C E Transportation Branch 83/04/19 COR DAN I, R A 
Babcock (< Wilcox Co ip 10327 299 


DOCKET 71-9111 model CN8 i-80-2, CHEM-NUCLEAR SYSTEMS, INC 


6309170733 Requests amend to Certificates of Compliance 6244,9111,6601 
t< 5026 allouing fissile Riatls in byproduct matl providing 
lOCFRt70 limits are not exceeded 

POPPE.L K Chem-Nuclear Systems, Inc 83/04/14 MACDONALD, C E 
Transpor tatlon Branch Spp 18496 183 


6305110017 Notification of registration as user of Model CNS 6-00-2 
In response to 630314 request 

MACDONALD, C E Transportation Branch 83/05/03 HUSOLF, D 
Northern States Pouer Co Ip 18411 ‘360 


DOCKET 71-9139 MODEL CENTURY 8 «< SA, CEN UNIU S & 8A< OAMMMA IND 


0304270399 Ac k receipt of response to error notice for Model C-10 
Identical typograph leal error observed on Page 5 of 020430 
safety evaluation 

RIDDLE, D H Nuclear System 83/04/00 MACDONALD, C E 
Transportation Branch ip 10244' 311 


6309230104 Requests registration as user of Model Century S & 6A 
ENSELOM, M R Hardy Associates, Inc 83/04/18 MACDONALD, C B 
Transportation Branch Ip 18946 342 


8309090436 Forwards revised Page S to SER on Model Century series 
packaging, per 830408 Itr 

MACDONALD, C E Transportation Branch 83/04/26 RICHARDSON, H D 
Nuclear System 8pp 18392 049 


DOCKET 71-9146 MODEL 770, TECHNICAL OPERATIONS, INC, 


6309170992 Notification of registration at user of Model 770 in 
response to 030323 request 

MACDONALD, C E Transportation Branch, 83/05/09 CUNNINGHAM, 0 E 
Oeneral Electric Co ip 16496 103 


DOCKET 71-9150 MODEL PAT-2, ENERGY, DEPT OF 


8305160684 Forwards application for amend to Certificate of Compliance 
9150 revising operational controls for shipping Pu 
safeguards samp le s 

CAUDLE,R E Energy, Dept of 03/04/19 CUNNINGHAM.R F Division 
of Fuel Cycle ti Material Safety 2pp I0SO4 073 


--0305180608 Application for amend to Certificate of Compliance 9150. 
revising operational controls for shipping Pu safeguards 
tamp 1 e s 

* Sandia Laboratories 83/04/30 33pp 18304 07b 


DOCKET 71-9151 MODEL HN-100, SERIES 3, HITTMAN NUCLEAR (, DEV CORP 


6305230730 Submits rev to Paragraph 5(b)(2) of revised Certificate of 
Compliance 915t for Model HN-100 Series 3 re mas quantity Of 
matl 

MALLORY, C W Hittman Corp 83/04/29 MACDONALD, C Transportation 
Branch 3pp 18576 175 


8305170391 Notification of registration as user df Model CNS 14-170 in 
response to 830228 request 

MACDONALD, C E Transportation Branch 03/03/09 MUSOLF, D 
Northern States Pouer Co Ip 19496 104 


8305170255 Forwards Rev 2 to Certificate of Compliance 9191 for Models 
HN-lOO Series 3 t, CNS 14-170 Series 3 

MACDONALD, C E Transportation Branch 03/03/12 SILLYMAN, D 
Klttman Nuclear t, Development Corp (subs Hittman Corp I 2pp 
10493 351 


— 8303170260 Certificate of Compliance 9151, Rev 2, for Model HN-100 Serle 
3 t, CNS-14-170 Series 3 

MACDONALD, C E Transpor tat i on Branch 83/03/12 Spp 18493 353 


S303260350 Advises that end Hittman Nuclear 6 Development Corp 830427 
Itr re 630S03 application for amend to Certificate of 
Compliance 9131 & associated proprietary SARs t, drawings 
should be placed in POR 

MACDONALD, ce Transpor ta t i on Branch 03/03/13 SCOTT, 8 Document 

Management Branch ip 10640 023 


— 6305260339 Foruards addl info supporting 830203 application for amend 
to Certificate of Compliance 9131 td permit use of stainless 
steel shielding insert, in response to NRC request W/foUr 
overslid drawings Aperture cards are available in PDR 
MALLDRY, C W Hittman Nuclear t< Development Corp (subs Hittman 
Corp ) 83/04/27 MACDONALD, C Ti anspor ta t i on Branch 6pp 

18640 026 


— 0305260373 Rev 7 to "Cast Handling Procedure for HN-100 Series 2 «< 
Series 3 Shielded Transport Casks " 

» Hlttma.i Nuclear t. Development Corp (subs Hittman Corp I 
83/04/26 16pp 10640 032 


DOCKET 71-9136 MODEL, IR-SO, INDUSTRIAL NUCLEAR CO 


8303240046 Requests registration as user of Model C-10 source changer. 
Model T-3-T encapsulated source, Model IR-SO source changer ti 
Model 7 encapsulated source 

ROCKETT, 0 R Babcock b Wilcox Co 03/04/19 MACDONALD. C £ 
Transportation Branch Ip 18394 301 


DOCKET 71-9163 MODEL ONO-20. GULF NUCLEAR, INC 


8303240031 Foruards revised info re Model GNO-20 source container 
HOPCRAFT.C P Gulf Nuclear, Inc 03/04/28 MACDONALD. C. E 
Transportation Branch 33pp 18374 224 


DOCKET 71-9179 MODEL CNS6-0OB, NUCLEAR PACKAGING, INC 


0305060133 Releases Nuclear Pac kaging, I nc 830304 application for 
certificate of comp J lane e, SAR &• drawings to public W/o 
drawl ngs 

MACDONALD, C E Transportation Branch 03/04/29 SCOTT, S Document 
Management Branch Ip 10394 02? 


— 8303060142 Responds to 030310 request for addl application fee for 
certificate of compliance Intent is to limit payload so 
Model CNS 6-80B can be licensed under Category itC so no 
addi fee required, 

STREUTKER.SR Nuclear Packaging, Inc 83/03/24 JACKSON, G 
License Fee Managament Branch 2pp 10334 030 
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— 6305060140 Application for certificate of compliance for Model CNS6-80B 
bulk resin shipping flask 

BTREUT1'ER> a n Nuclear Packaging. Inc 63/03/04 HACDONALDiC E 
Transportation Branch Spp 18354 032 

— 03O5O6OIS2 "SAR for CNB 6-eOB Shielded Cask to 10CFR7I Type D Packaging 
Renolrements “ 

♦ Nuclear Packaging, Inc 83/03/04 22fipp IB334 040 

— 8305060IS4 Requests add! fee re B30304 application for certificate of 
compliance for Model CNSt-aOD bulk resin shipping flask 
JACKSON, <9 License Fee Management Branch 63/03/ IS 
STREUTKER, S R Nuclear Packaging. Ire 2pp 16394 666 


DOCKET 71-9177 MODEL NUPAC 10/140, NUCLEAR PACKAGtNO, INC 


B30502000S Forwards Rev 0 to Certificate of Compliance 9177 for Model 
HUPAC to/ 140 

MACDONALD, C E Tran sp or ta 1 1 on Branch 03/04/18 StMCHUK.JO 
Nuclear Packaging, Inc Ip 10309 269 


— 6305020004 Certificate of Compliance 9177, Rev 0, for Model NUPAC 10/140 
MACDONALD, C E Transp o r ta 1 1 on Branch 63/04/10 ISpp 

18300 390 


— 03O5O2OOOB Safetg evaluation approving use of Model Series A 
waste shipping packages for shipment of low-specific 
activitg radioactive matl 

MACDONALD. C E Transportation Branch 03/03/23 9pp 18308 S93 


DOCKET 71-9100 MODEL 500-SU, AUTOMATION INDUSTRIES, INC 


8305160194 Forwards addl Info on aperablng Ins true ti ons > acc ep tance 
criteria *• general maint for Model SOOSU-OPiper 03041 1 
request 

9ANTORO.HP Automation Industries, Inc 63/04/21 MACDONALD, C E 
Transpoi tation Branch 6p p IB503 384 


DOCKET 71-91B1 MODEL PA8-2, NUCLEAR PACKAOINO, INC 


8305040096 Releases Nuclear Packag ing, Inc 630331 application for 
certificate of compliance L SAR for placement in POR 

iKACOONALD.C E Transportation Branch 03/04/25 SCOTT, S Document 
Management Branch Ip 1S331 367 


— S30S040109 Application for certificate of compliance for NUPAC 
Post-Accident Sampling Cask PA6~2 
STREUTKERi S R Nuclear Packaging, fnc 63/03/31 
Transportation Branch 4pp 18331 268 


—6305040110 "BAR for NUPAC PAS-8 Packaging to 10CFR71 Tgpe 8 Packaging 
Raquirements " 

« Nuc tear Packaging, Inc 83/03/31 91pp 19331 272 


DOCKET 71-9788 MODEL S3W REACTOR COMPARTMENT, ENEROY, DEPT OF 


6305110612 Forwards Rev 0 to Certificate of Compliance 9768 for 
Model SSU reactor compartment 

MACDONALD, C E Transportation Branch 83/05/06 ENGEL, U P 
Energg. Dept of Ip 18415 354 


"8309110614 Certificate of Compliance 9780, Rev 0, for Model 89W reactor 
compar traent 

MACDONALD, C E Transportation Branch 83/05/06 4pp 1 84 IS 359. 


DOCKET 71-9901 MODEL 120, ENEROY, DEPT OF 


8309040706 Notifies that Certificate of Compliance 9901 for Model 120 
shipping package expired on 830228 

MACDONALD.CE Transpor tat 1 on Branc h 03/04/19 PETERSON.JM. 
Energg, Dept of tp 16327 196 


6305110033 Forwards Rev 1 to Certificate of Compliance 9901 for 
Model 120 

MACDONALD.CE Transportation Branch 83/09/06 PETERSON.JM 
Energg, Dept of Ip 18421 304 


--8305110035 Certificate of Compliance 9901, Rev 1, for Model 120 

MACDONALD.CE Transportation Branch 83/09/06 6pp 18421' 309 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO 


8309240034 Submits annual rept re changes, tests L experlmenti at Morris 
Operations f ac 1 1 1 tg during period 820904-830430, per 
10CFR72 35(b>2 

EGER.K J General Electric Co 83/09/02 Region 3, Office of 
Director Ip 18977 399 


8309170543 Forwards addendum consisting of confirmatory measurementi 
program data sheet of analysts of waste lagoon sample 
completed after onsite Insp, transmitted by 830215 1 tr 
PAPERIELLD.C J Region 3, Office of Director 83/09/09 VAN 
KOOMISSEN General Electric Co 2pp 18468 031 


8305130227 Forwards IE Safeguards Insp Repts 70-1308/83-02 ti 
72-0001/83-02 on 830419-21 No noncompliance noted 

MILLER, J R Region 3, Office of Director 63/05/10 VAN H00MI89EN 
General Electric Co 2pp 18439 171 


—8305130234 IE Safeguards Insp Repts 70-1308/83-02 1< 72-0001/83-01 on 
830419-21 No noncemp 1 iance noted Major areas inspected matl 
control It accountab 1 1 i ty, measurement t< statistical control. 

Osbails withheld <ref 10CFR2 7901 

HADEOA. T J , STAPLETON, B N , CREED, J R Raglan 3, Office of 
Director 83/05/10 Ip 10439 173 


DOCKET 71-9510 MODEL OPHSr ENERGY, DEPT OF 


B309020036 Forwards Info on shipping cylinder for GPHS nodule U welding 
% Insp procedures. In response to. NRC 820930 request M/three 
overslie drawings Aperture cards are available In PDR 
MILLER. R L Energy, Dept of 83/04/18 MACDONALD, C E 
Transportati on Branch lOpp 18308 251 
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COMMISSION MEETINQ RECORDS 


8305030829 Unofficial tranterlpt of Commioslon 830426 public masting 
ra pesalbla vote on raitart in Math lneton< DC Pp 1-107 
* Commiftlonart. 83/04/36 I87pp 10S84 078 24X 

Flcha 80-373. 83/04/26. 93050205S? 


0308040034 Diacuitai ttatui of B1«H-0PU lautuit doeomanl revlau Matt 
rapt aipactad within 2 wkt 

D1RCK8> M J Offica of th# Ecaeutiva Olractor for Oparatloni 
03/04/20 PAULADINOi N > OILINaKV.V.. AHEARNE. 0 Commltiionapt 
8pp 18336.328 24X Fleha 80-289.03/04/20.8308040084 


'-0303040068 Staff pa^uiramantt mamo pb 030330 hriafing on invattlgation 
4c poitlbla anforcamant action lE raiiuatted to lubrritt 
Invaatlgatlon ratultt batod on raviaw of all doeumantt fop 
now info within 3 wkt. 

CHILK. 8 J Offica of tha Sacpatartj of tha Commiiilon M830330B 
03/04/08 D1RCK8. H J Offica of tha Exaeutlvo Oiractor fop 
Opapattona HAYE8.B. B. NfiC - No Dstailad Affiliation Given 
CUMMINOBiJ, u Offica of Inipector (c Auditor 2pp 18336 327 
a4X Fleha- 80-289. 83/04/20. 8308040034 


8303040086 Tpanierlpt of 830422 briaflng in Hath Ingten. DC rt THI-2 
cleanup Pp 1-98 

* Commit a lontpt 83/04/22 124pp. 18320 248 24X 

Flcha- 80-320. 03/04/22. 0308040006 


8308040788 Tpaneeript of Commlaaton 830427 public matting in 
Uaahlngton. DC ra mldyr program ravieu, Pp 1-90 
« Commlttianert 83/04/27 SOpp 10381 260. 


6308060696 Staff raqolramantt mttno ra Nuclear Mattt Pollcu Act of 1982 
traf 8 ECy-B 3 - 107 > 

CHItKiS J Office of tha Sacrataru of tha Committion MBSOOIS 
63/03/20. DIRCRS. W J Office of the Executive Director for 
Oparatloni. 2pp. 18358. 120. 


■0308060700 Ditcuitat co-location of teat & evaluation faeilitg & 
geologic rapoaltorg. par 830318 Commtaiton briefing on 
Nuclear Matte Policg Act of 1902 ftalated Info and 
DIRGKS.W J Office of tha Exaeutlva Dlraetor for Oparatlona. 
03/04/08 CHll.K( 8 J Offica of tha Becratarg of the Commiiilon 
ISpp. 16398- 130 


0309090812 Ratpondt to 030406 ataff ra^ulramanti mamo ra briefing on 
DHR atudlai on C-E p lanta. Invaatlgatlon will be comptatad bg 
030630 Si raaulta of itudg. eoncluiiena Si raeommandatlona util 
ba praaanted to CoAmlaaion bg Aug-aapt. 

OIRCKS.H. J. Offica of tha Exaeutiva Director for Oparatlona. 
03/04/28. CHlLKiB. J Office of tha Saeratarg of tha Committion. 
Ip. 18381-246. 


—0308090916 Staff raqolramanta «ame rt 030404 briefing on DHR atudiaa on 
C-E plant!. Commi talon raquaatad NRC accalarata atudg b 
loliclt It addriaa ACRB vlaui on taaua 

CHILK.0, J Offica of tha Saeratarg of the Commiiilon MB30404 
63/04/06. DIRCK81M J OPftea of tha Exicutlva Director for 
Oparatlona. Ip. 1B381 249 


0308090649 Tranterlpt of Commlitlon 830904 briaflng on atata of nuclear 
in'duitrg in Maihlngtom DC Pp 1-67. Supporting d ocumintatton 
•ncl 

« Coiamlaaionara 83/09/04 BBpp 10366-017 


0309110604 Tranterlpt of Commlitlon 830429 briaflng in Uaihlngtoni DC ra 
U Mill tailtnga atda.Pp 1-61 Vtawgrapha and 
• Cemmiailonari. 83/04/29. 62pp, 18421: 001 . 


0308120611 Board Notification 83-89 forwardt Info ra component 
cooling uatar igt dlicuaied at 830419 meeting tu/PObE in 
aan PrandacOiCA 

EISENHUT, 0 0 Dlvialon of Licanalng 03/09/04 PALLAOINO. N J , 
OlLtNSKY.V . AHEARNE. U Comml a a 1 onera 3pp 18440 228 24X 

Flcha 80-278. 83/09/04, 030312061 1. 


"8308120621 Tranterlpt of 830419 public mBatlng In San Frandao.CA re 
ravieu of component cooling uatar ags Pp 1-121 
» Commlaalonart 03/04/19 123pp 10440 231 24X 

Flcha 80-278, 83/08/04, 8305120611 


0308130327 Transcript of Commiaalon 830805 maeting. dlacua alon b 
poaalbla vote In Math ing ton. DC ra atatua of emerganeg 
planning at facllltlaa Pp 1-22 

a Commlialonara 83/08/08 27pp 10487 277 24X 

Fleha. 30-247,83/08/08, 0305130327 


0303170089 Transcript of Commiaalon 830812 miating In Hath ington. DC to 
dlaeuaa evaluation of Implleattona of Salem event (Part 1> 

Pp 1-78 Supporting documentation and 
* Commltf lonert 83/08/12 Slpp 10498 226 24X 

Flcha 80-272,83/09/12.0308170089 


6303170192 Transcript of Commiaalon 830312 mating In Mia hlngton, DC to 
diacuta Ragulatorg Task Force adminiitrat Ive propoiala re 
baekflt rule Pp 1-78 Supporting documentation and 
a Commlaslonara 83/03/12 B7pp 18492 213 


6308100076 Tranterlpt of Commission 830813 af f Irma t ion/d 1 acuta ion b 
vote In Maahlngton. DC ra prepoied rule on storage b disposal 
of high level waste Pp 1-8, 

« Comml III oners 83/08/13 6pp 18499. 380 


0305180082 Transcript of Commiaalon 830312 af f Irmatlon/di aeuaaton b 
vote on 8ECY-e3-187 concerning faellltg OL In Uaihington. DC 
Pp 1-4 

a Commiitlonart 83/03/12 7pp 18803 279 24X 

Flche 80-322.83/08/12.0308180082 


0303100391 Transcript of Commlstion 830813 public meeting u/ACRS In 
Met h ington. DC to dlaeuaa levere accident research program b 
accident source term program Pp 1-66 
a Commlaalonart. 83/08/13 66pp 10402 041 


0308230130 Transcript of Commltalun 830318 public maating in 
Haahlngton. DC re evaluation of Implleattona of facllltg 
avant ’art I) Pp 1-82. Supporting documentation encl 
* Commltalontra. 83/08/18 97pp 18877 110 24X 

Flche 30-272.83/09/18,8303230130 


0308240566 Raliaiea tranterlpt of Commiaalon 021222 dlacuaaion b 
petalbli vote on amtrgencg planning aettona for placemont In 
POR. par 10CFR9 Committion datermlnation atatemant end 
CHILK. 8 J Office of the Sacretarg of tha Commiaalon 83/08/18 
Public Document Branch 2pp 18393 063 24X Flcha 80-00a< 83/08/ IBr 

8309240866 


—8309240370 Transcript of B21222 ditcuiilon b poiaibla votf on emargeneg 
planning actions In Maahlngton. DC 
a Commlaalenira 82/12/22. ISpp 10993 068. 84X 

Flcha 80-003.83/08/18.8308240366 


— 8309240574 Tranterlpt of 821222 dlaeuaa Ion b potalble vote on imargancg 
planning actions In Maahlngton. DC 

a Commlaalonart, 82/12/22. 39pp 1B893-082. a4X 
Flcha, 80-003. 83/08/18,8308240866 


0308290236 Staff raquirimanta memo ra 830804 brlaMng on atata of 
nucliar Induitrg In Maahlngton.DC 

CHILK. 8 J Office of the Secretarg of the Commiaalon HB30904A. 
83/03/08 Offica of the Secretarg of tha Comniatlon. Ip 
18998 343. 
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S3032S03Q9 Rf'qUdtt Info on uhg rooolution of UnrtooWod It«u* A-17 
util prceod* Unrttolvcd Isfut A-A? tine* both it«m« or* 
cloottg rolatid Rotpontt rtquoitcd bg 030917 uilng »td 
^uattlon ti ansiiier format 

PUNCHESj J. L Planning & Program Anaigil* Staff 93/09/11 
SPElSi T P. Dtvitlon of Bafatg Tachnotogg Spp 19S94 396 


— -330SS9Q308 Staff ragutrananti mimo re S30AS7 nidgr program ravieu on 
Info raquastad on number of people It dollars necessarg to 
handle Masta Mgt Act a* uell as (lutitlons Chairmen Palladino 
will be addressing bg separate memo 

CHILKaS. J Offict of the Secretarg of the Commission HS30427 
B3/09/06 DIRCKSiM J Office Of the Eiecutlve Director for 
Operations. Spp 19994 398 


eSOSSAOSaa Responds to 830419 staff requirements memo re schedule for 
daclsfon on license amend request to permit operation of 
steam generators, Schedule for decision contingent upon 
outcome of significant hazards determination 
□IRCKSrU J Office of the Eiecutive Director for Operations 
63/09/19 CHILKiS. J Office of the Secretarv of the Commission 
9pp 18994:337 S4X Flchc S0-SB9< 83/09/19. 9309390988 


--83093S0S90 Staff requlremants memo re 030419 briefing on status of 
TMI-l staan generator repairs Commission requested Info on 
differing dates for decision on license amend request 
depending on significant hazards determination 
CHlLKi S J. Office of the ateretarg of the Commission. K830419B 
83/04/29 DlRCKSiU. J, Office of the Executive Director for 
Operations. Ip. 18994 346 S4X Flcht 90-899. 93/09/19, 9309390988. 


8303360199 Transcript of Commission 930523 af f Irmatlon/dlscuss ion 6 
vote in Washington, DC re SECY 03-117,93-099 (< B3-099B 
a Commits loners 83/09/23 14pp 18649,074 


8309270041 Transcript of Commission 930923 briefing on NRC comments on 
EPA proposed Title 11 Stdi {0 mill tailings) In Washington, 

DC. Pp 1-90 Viewgraph-s end 

« Commissioners, 83/09/23 94pp 18661 363 


8305310099 Transcript of Commission 930923 discussion of Indian Point 
order In Wash ington, DC Pp 1-19. 

a Commissioners 83/09/83 83pp 18663 128 24X 

Fleh e 90-847, 93/03/23, 9309310059. 


8309310071 Transcript of Commission 930924 briefing in Washington, DC ri 
NRC ravalldotlon of mgt competence for restart Pp 1-57 
Vlaargraphs and 

a Commissioners 93/09/84 73pp 18663 029 24X 

Flehe 90-889. 03/09/24, 9309310071 


ACHB ADVISORY COMMITTEE _pN_Rl^ACTOR_8AFEOUARD9 


8304140198 Summerg of ACRS CRBR Bubcomml ttee meeting on 881027 in 
Washington, DC re plant design crl t erle, rat lonale of 
salectlon af DBA spectrum h associated prevention/ 
mitigation sgt Ic plant safeguards & securltg 
a ACRS - Advisory Committee on Reactor Safeguards 88/10/29 
ACR6 - Advtsorg Committee on Reactor Safeguards 21 pp 10341’ 047 
24X Flcha 90-937,02/10/29,8304140198 


8309080067 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects 830480 meeting In Hash Ington, DC Pp 1-S9B Supporting 
documentation end 

a ACRS — Advisory Committee on Raecter Safeguards 63/04/28, 
91Spp 18279 279, 


6309080174 Transcript of ACRS Bukcoismlttee on OE Water Reactors, 
OESSAR-IX 830422 meeting in Banta Monica, CA Pp 361-609. 
Supporting documentation end 

« ACRS — Advisory Committee on Reactor Sefiguerds. 83/04/22 
397pp 18281 299 84X Flehe 90-447,83/04/22,9309020174 


8309030387 Transcript of ACRS Subcommittee on Reactor Radlologlcol 
Effects B30429 hearing in Washington, DC Pp 299-967 
Supporting documentation end 

a ACRS - Advisory Committee on Reactor Safeguards. 83/04/29 
SlOpp 13897.193. 


6309040998 Notification of contract execution' "Extreme External 
Phenomena subcemmittaa, '' awarded to Oeorge Weahington Univ. 

HOYLE, A Admlnlitrattva Contracts Branch FIN B-1997 
NRC- 1 1-83-703, &3/04/83, FRALEV.R F, ACRS - Advisory Commlttaa on 

Reactor Safeguards BAVIQ.R, NRC - No Data! lad Affiliation Oivan 
Ip. 16391 834. 


— -9308040993 Contract "Extramt Extarnal Phanomana Subeommlttaa, " awardad 
to Oeorge Washington Unlv 

FOX, R. R Otorga Washington Unlv. REBELLO, J E. Division of 
Contracts. FIN B-1997, NRC-1 1-83-703 83/04/29 4pp 

16391:239 


9309090366 Comments on propetsd plan for regionalization of certain NRC 
operations revlawod during ACRS 274th, S79th (i 876th maetlnga 
on 930210-18,0310-12 (i 0414-16 roipaettvaly Potantlot 
nagatlve impact on raactor safety dlicuisad, 

EBERSOLE, J. C ACR6 - Advisory Commlttaa on Reactor Bafaguords 
63/04/19 PALLADINO, N J Comml silonars Spp 18367,816 


8309100164 Tranaertpt of ACRS LACBWR SEP Subeommlttaa 830906 hearing in 
Wash Ington, DC Pp 1-166 Supporting decumantatlon and 
« ACRS - Advisory Commlttaa on Raactor Safeguards 83/09/06 
289pp 18370 269 24X Flcha 90-409.83/09/06,8309100164 


8309180001 Transcript of ACRS Subeommlttss on Elaetrleal 8yt 830910 
hearing in Washington, DC Pp 1-199. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards, 83/09/10 
831pp 1842B 001 


8309120008 Transcript of ACRB Subcommittee on ECC8 830910 hearing in 
Washington, DC, Pp 1-894 Supporting documentation end 
e ACRS - Advisory Committee on Reactor Safeguards 83/09/10, 
379pp 18483 077 


8309120187 Transcript of ACRS Subcommittee on AC/DC Powar Syt 830910 
masting in Washington, DC. Pp 1-173 Supporting documantatton 
anc 1. 

« ACRS - Advisory Commlttaa on Reactor Safeguards. 83/09/10 
833pp. 16422:004. 


9309180996 "Consultant Rapt for ACRS Review of CRBR Thermal Margin 
Beyond Dsilpn Basis, " 

POWERS, D, A Sandia Laboratorlas POWERS, 0. A ACR8 - Advisory 
Committee on Reector Bafeguordt. 83/09/10 30pp. 18443' 090 a4X 

Flcha' 90-837,83/09/10,8309180996. 


6309180968 Buomery of 869th ACRS meeting on 620909-11 re safety goals 
for nuclear power plants. 

s ACRS - Advisory Committee on Reactor Safeguards 83/09/09. 

ACRS - Advisory Committee on Reactor Safeguards. 239pp 18442:811. 


8309130005 Transcript of ACRS Bubcommllites on Safety Research Program 
930911 meeting in Washington, DC Pp 1-388. Bupportlng 
deeumsntatlon tnd 

e ACRS - Advisory Committee on Reactor Safeguards. 63/09/11. 

399pp 18438 138. 


0309130015 Transcript of ACRS Combined Subeommittaas on Reliability tc 
Probabilistic Assassment 6 Extrame External Phenomena 
830511 meeting in Washington, DC. Pp 1-136 Supporting 
documentation and. 

e ACRS - Advisory Committee on Reactor Safeguards. 83/09/11 
leepp. 18436.020. 


8309130290 Summery of 86Bth ACRS meetings on 880618-14 In 
Weshlngton, DC 

a ACRS - Advisory Commlttes on Reactor Safeguards. 83/09/09 
ACRa - Advisory Committee on Reactor Safeguards. 9S9pp. 18498:889 
84X Flehe: 90-000, 83/09/09. 8309130290. 


8309130381 Comments on ACRS Equipment aualtflcetton Subcommittee 830319 
meeting. Mild environs need attention, equipment vibrotlon 
qualification incomplete It plant ogtng roseareh required. 

CATTON, I, ACRB - Advisory Committee an Reactor aefeguerds. 

83/04/04. CAPPUCCI.A. J ACRS - Advisory Committee on Reactor 
Safeguards, Ip 18497 307 


8309130386 CoMents on NUREO/CR-3384 1 tarns Unprotectad transient 
overpower accident ic unprotected loss-of-flow accident 
should be reviewed at ACRS full committee meeting. 

KASTENBERO, W, E ACRS - Advisory Committee on Reector Bafaguerd*. 
63/03/28. CARBON, M ACRB - Advisory Committee on Reactor 
Safeguard s 4pp. 18497’ 303, 


8309130340 Responds to ACR8 830319 meeting request for comments on 
quel 1 f leatlon program for sef ety-reletid equipment Analysis 
of equipment In mild ti extreme environs, comperettve seismic 
stresses i« eltctricel distribution lys recommended, 

LIPINBKltU. C, Argenne National Leborstory LIPINSKI, W. C, ACRS - 
Advisory Committee on Reactor Safeguards 83/03/88. EBERBOLE, J. C. 
ACRS - Advisory Commlttes on Roeetor Safeguards 8pp. 18497,338. 


8309130346 Coxwsents on quel If leatlon program for ACRS Sufaeommittee on 
Sefety-Reloted Equipment 830319 meeting. 

PTCKEL, T. U, Union Carbide Corp, PICKEL, T W ACRS - Advisory 
Committee on Reactor Safeguards. 83/03/83. CAPPUCCI>A J. ACRB - 
Advisory Commlttae on Reactor Safeguards, 8pp 18443:340. 
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B309130347 Concurt w/NflC li applicant petition ettabllthlng Capa Ann 
aarthguata at controlling aartbciuata for facllltlai 
Bupporting doeumantatton and. 

HAXMELLxl C Maiwtll. J C KAXMELU^ J C ACRS - AdvitorM Comnittaa 
an Raaetor Saftguardt 83/09/03 KERRtW ACRS - AdvltoTV Connlttea 
on Raaetor Safaguardt 9pp 18443:339 24X Flcha 90-44a> 83/09/O9> 

B309130347 


0309180637 Etpratiat appraeiatlon for opportunity to particlpatP In 
CRBH projact raviaw Saltmie safety margin attimatat probatly 
contarvatlva Failure of small diameter pipes ttilll be 
dlseustad 

SeiDENSTlCKBR Argonna National Laboratory BEIDENSTICKER ACRs - 
Advisory Committaa on Reactor Safeguards 83/04/19 CAR BON> M ACRS 

- Advisory Committse on Reactor Safeguards ip 18909 329 Z4* 

Rich# 90-937.83/04/1910309190637 


8309i30349 Submits comments on core disruptive accidents t< stlsmic 
margins per regueit mede at ACRS 830316-17 naetlngs 
Applicant energetic source tern acceptable Salimlc margin 
calculations not acceptable 

LtRINSKi.N C Argonnt Netlonal Laboratory LtPiNSKi.U C ACRS - 
Advisory Committsa on Reactor BaPaguarde 83/03/31 CARBON, ti N 
ACRS - Advisory Committee on Reactor Safeguards. 9pp 1B497 340 
S4X Fleba 90-937.83/03/31.8309130349. 


8309180664 Bumnary of ACRS 630223 meeting w/Bubcommlttee on SEP In 
Washington. DC to reviau facility integrated aafety 
assesiment 

a ACRS - Advisory Committee on Raaetor Safeguards ACR8-a07a 
03/04/07. ACRS - Advisory Committee on Reactor Safeguards lopp 
18902 327 24X Flche 90-029. B3/04/07. 830S1B0664 


S349130390 Commsnts on seismic design safety margin for facility Addl 
conmanti to be mada at ACRS B30414 masting 

SEIOENaTlCKER Argonna National Laboratory 8EI0EN8TICKER ACRS - 
Advisory Gommittaa on Raaetor Safeguards S3/03/31 BOEKNERT.P 
ACRE - Advisory Comnittaa on Raaetor Safeguards. 3pp. 1S443 397 
241< Fteh4 90-937.83/03/31.8309130390. 


0309180668 Summary of ACRS Subcommittee on Regulatory Policy & 
Procedures 830207 4. 08 meetingi In Wash Ingoni DC re briefing 
by Regulatory Riform Test Force. Ofe of Oeneral Counsel 6 
Ad Hoc Committsa on Regulatory Reform 

a ACRS - Advisory Committer on Reactor Safeguards 83/04/14 
ACRS - Advisory Committee on Reactor Safeguards 12pp 18909 062 


B3O9130392 Informs of uneasiness on stlactlon of 1799 Cape Ann 
earthftuake as facility std for design response spectra. 

Critical safaty-rslatad components should be designed to 
withstand larger Charleiton event. 

POMEROy.P. W Rondout Assoc ietes, POMEROY. P. W. ACRS - Advisory 
Comnlttea on Reactor Bafeguards B3/04/09 KERR. W. ACRS - Advisory 

Committee on Reactor Safaguardi 2pp. 16443' 333 24X 

Flche. 90-443. 83/04/09. 8309130392, 


B309130399 Providei Input ra salsmlc safety margins for CRBR. based on 
ongoing letsnic safety margins research program at lab. 

BOHM.H P Lawrence Livermore Laboratory. BDHM.M, P. ACRS - Advisory 
CasMilttea on Reactor Safeguards. SB-B3-7B/09ilU. 63/04/0B 

CARBONiH ACRS - Advisory Comeittse on Rsactor Safeguards. 6pp 
la443'326 24X Flche 90-937.83/04/08.8309130399 


8309130399 Telecopy of eemmente on CRBR re pressure boundary Design of 
reactor pressure vessel meet* 6 usually excaads requirements 
of A6ME 111 (t relevant code casea, 

BUSHiBH Battalia Hemoriel Institute. Pacific Northwest Laboratory 
BUSH.B H ACRS - Advisory Commltteo on Reactor Safeguards 
63/03/30. CARBON. M, ACRS - Advisory Committee on Reactor 
Safaguards. 2pp 18443-324 S4X Fich a: 90-937. 83/03/30. 8303130399 


B309160030 Transcript of ACRS S77th general meeting on 830512 in 
Waahlngton. OC. Pp 1-241, Supporting documentation end 
« ACRS - Advisory Committee on Reactor Safeguards 83/09/12 
319pp. 1B492 023 


B309160346 Comments on BSMflP rlik anelyete, Risks from seismic evente 
■Tiould Pe analyied separetelV ?ro« internal event* u/reiulti 
treated Independently, Only upper limits need be estimated to 
datarntne if risks acceptable, 

DAVISiP.R, Affiliation unknown DAVIS. P.R ACRB - Advisory 
CosMlttee on Reactor Safeguards. 63/04/16. OKREMT.D ACRB - 
Advisory Committee on Reactor Safeguards Ip, 18472,001 24X 

Flche, 90-299.83/04/161 B30916O246, 


8309160299 Forwards rept summariilng review of TMBDB presentatlor at 
ACRS B30310-1I meetings Review confined to bhormomechani c e. 
anglnearlng design li finite element ana Lyels, Review will be 
tummaplied at 830414 meeting. 

ANOeRBONi C. A. Lof Alamos Bclontlflc La bore ter y ANDERSON. C A. ACRS 

- Advisory Committae on Reactor Safeguards 0-13-83 163. 83/03/29 

CARBDN.M ACRS - Advisory Committee on Reactor Bafeguards, 6pp, 
18472: 069 24X Flche; 90-937. 83/03/89. S3091 60299. 


— 8309180674 Bummery of ACRB 030208 meeting u/Subcomml ttee on Regulatory 
Policy t( Procedures In Washington. DC re Ofe of Executlva 
Director briefing on concept of r eg lonall cation 
•* ACRS Advitcr^ Commlttf* on tlractor 93/OA/M 

ACR8 - Advisory Committee on Reactor Safeguards 3pp 16909 07i 


— 8309180676 Certifie* minutes of ACRB Subcommittee on fteguletory Policy 
& Procedures 03O8O7-OB meetings Issued on 030331 
LEWIS, H ACRS - Advisory Committsa on Reactor Safeguards 
63/03/31 OASKE.tl C Deputy Executive Legal Director. Ip 
18909 074 


8309230002 Transcript of ACRS Subeomml ttee on Human Factors 030519 
meeting In Wash Ing ton. DC Pp 1-290 Supporting documentation 
end 

e ACRS - Advisory Committee on Reactor Safeguards 03/09/19 
369pp. 18933 273 


0309240033 Forwards commsnts on ACRS Subcommittee on Reactor 
Radiological Effects 030428 meeting re use of potatelum 
Iodine at thyroid blocking agent. NRC rlsk/beneflt analytes 
not compatible w/comparible approechce. 

EBERSOLE. J C ACRS - Advisory Committee on Reactor Safeguard* 
63/09/17 OIRCKS.W J. Office of the Executive Director for 
□pe rati one S6pp 1B977 333 


0309290074 Comments on Task IC 126-9. “Rag Oulda or> Instrumant Banting 
Lines." dtd B2U08 Proviilont of guide A referenced std not 
to be baekfltted to nuclear plants now operating or under 
const 

EBERBOCE. J C, ACRB - Advisory Committsa on Rgactor Bafeguards, 
63/09/23.' DIRCRS. H J. Office of the Executive Director for 
Operations Ip 18996,306 


0309290070 Clarifies major concerns w/plan for rag lone 1 1 lat ion of 
certain NRC operations. per 830210-12.0310-12.0414-16 tc 
0912-14 ACRS 274-277th meetings 

ESERBOLE. V, C ACRB - Advisory Committee on Reactor Bafeguards 
83/09/16 PALLADINQ. N J Commissioners 8pp. 18996:309 


8309260008 ComMints on recent work Ic proposed programs re accident 
sequence precursor study & use of operational axperleneti at 
27Ath 4< 877th ACRB meetings on 030414-16 & COIB-U 
respec t ive ly. 

EBERSOLE. J, C, ACRS - Advisory Commlttes on Reactor Bafeguards 
83/09/18, DlRCKSi N V. Office of the Executive Director for 
Operations, 7pp 18649:098 


8309170301 Tr4nscrlpt of ACRS 277th general meeting on 830913 in 
Washington. DC Pp 242-43B Supporting documentation end 
tt ACRB - Advisory Committee on Reactor Safeguards, 83/09/13 
aSlpp. 18463- IBS 


8309180391 Transcript of Commission S309I3 public meeting w/ACRS In 
Washington. DC to discuss ssvere accident research program t< 
accident source term progrem. Pp 1-66 
« CosMlSfloncrs 83/09/13, 66pp. 16462:041 


8309180620 Summery of ACRS Subcommittees on Mstal Components it THI-1 
830188 meeting in Washington. DC re review of potential steam 
generator generic requirements 1. current eteam generator 
repair program 

a ACRS - Advisory Committee on Reector Safeguards, 83/04/12, 

ACRS - Advisory Committee on Reactor Safeguards, 19pp. 18904:001. 

B4X Flche: 90-2B9. 83/04/12. 6309180620 


6309260104 Forwerds summery of ACRB Subcommittee on Reactor 
RadleloglcsC Effects 630428 meeting re control 
room h e b 1 tab i 1 1 ty. E va 1 uetlon of potential need for 
monitoring oxygen concentrations recommended 

EBERSOLE. 0 C, ACRB - Advisory Committee on Reector Bafeguards 
B3/09/17. DIRCK8.W J. Office of the Executive Director for 
Operations 9pp 10647-068 


8309310162 Transcript of ACRS Subcommittee on Joint Metal Components/ 
Reactor Fuel 830926 meeting in Hath ington, DC. Pp 1-217, 

Supporting documentation end. 

* ACRB - Advisory Committee on Reactor Safeguards 83/09/86 
389pp 18691:306. 


ADVCH NRC ADVISORY COMMITTEE 


8309230006 Forwards draft Itrs to Individuals willing to appear at 
next advisory committee meeting in order to expedite 
preparation for 830926 meeting. 

LEVIrR P. NRC - No Detailed Affiliation 01 van 83/04/29. 

SILBERT.E. J Schwalb. Donnenfeld. Bray bSllbert 3pp. 18942 219 
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— Q309230010 Toruardi tranicrlpt of Advisory Comoilt-tss on Rights of 
LUtntts Eaploytss Under Invsstl gatlan B30413 msttingi copy 
of committei charter ti questfons for committee in response 
t« C silhert riqutst 

LEVl.R P. Off let of the Oaneral Caunid S3/04/2? DEUtNE, T 
Institute for Policy Studies Ip 18942 SI? 


— 830923D012 Olsevfscs possibility of having Investigators From other 
agencies testify at Advisory Committee on Rights of 
Employees Under Investigation 830326 meeting re procedures 
b practices 

SILffERTt E S Schwalbr Donnenfeldi Bray 6 eilbert 03/^09/03 
EITXOERALDiJ A Office of Investigation REUBHAUSENj 0 Dtbevolse 
& Plimpton SCOTTi J B Katori Scott & Heller 2pp 10942 220 


— fl303230{)17 Confirms appearance at Advisory Coiomittee on flights of 
Licensee Employees Under Investigation 830926 meeting. 

Trenecrlpt of last meetlngillet of qutstione for committee 
Si committee charter end 

LEVt.R P NRC - No Detailed Affiliation Olven B3F09/04 
SHOOP. P. Affiliation Unknoun tp 18942 222 


— 8309230029 Foruards draft FR notice announcing Advisory Committee on 
Rights of Licenses Employeas Under Investigation 030926 
meeting 

LEVIiR P. NRC - No Detailed Affiliation Olven 83/09/03. 
REUBKAUSEN.O Debtvolse ti Plimpton Ip 10942:223 


— 8309230032 Foruards draft FR notice announcing Advisory Committee on 
Rights of Licenses Employes! Under Investigation 030526 
mist ing 

LEVIiR P NRC - No Detailed Affiliation 01 van. 03/09/09, 

BILBERTiE J Schualbi Donnanfeld. Bray Sc Sllbart. tp 10542 224. 


0309230360 Respond# to 830406 Itr re basis for not implementing or 
enforcing codified Umlll licensing reguletlons contained in 
App A to I0CPR40. Prior epproval from Committee on 
Appropriations sought appropriating spending funds 

PALLADINOfN J Commissioners 03/09/09 UDALL. N. K House of Rep. > 
Interior 6 Insular Affairs, 8pp 16942 007 


-—630923036? Eiprasses concern re itatui of Implementation 6 enforcement 
of U mill llcenelng regulations to have been affective 
beginning 030101 

UDALL. M K. House of Rep . Interior 6 Insular Affaire. 03/04/06 
PALLADINO.N J Comml si lonar t 2pp 18942' 009 


0309230377 Responds to questions in 830323 Itr re steam generator tube 
rupture scenario at TflI-1 6 Subcommlttse on Oversight ti 
Investigation 021213 hearing Updated status of TNI action 
plan Items provided on 830329 

FALLADINO.N U Commissioners 03/09/09 NARKEY. E J House of 
flap. r Interior 6 Ineular Affairs Bpp 1B6B3'307 84X 

flche' 90-20?, B3/09/09, 8309230377 


— 6309230368 Rsqussti further reeponse to liiuee In 830121 Itr re steam 
generator tube degradation at TNl-1 6 aubcommlttee on 
oversight 6 Investigation 821213 hearing Updated status of 
TMI action plan items also requested. 

NARKEYjE. J House of Rap., Interior 6 Insular Affairs. 83/03/83. 
PAULAOINO.N J Commlssloneri 3pp 18942:019. 24X 

Flche: 90-289,83/09/09, 8309230377 


0309230384 Submits questions Advisory Commtttes on Rights of Cmploysss 
Under Investigation should address to aid In dsl lbs rations. 
PALLADINO, N J. Conmitslonsrs 83/04/11. BILBERT,E. U. Bchwalb, 
Donnsnfeld, Bray li Sllbirt. 8pp 18943:360 


— 8309230040 Foruards draft FR notice announcing Advisory Committee on 
Rights of Licensee Employees Under Investigation 830926 
meeting 

LEVI,R P NRC - No Detailed Affiliation Olven. 03/09/09 
0COTT.J B. Ketor, Scott << Heller, Ip. 10942 229. 


— 8309230048 Foruerds draft FR notice announcing Advleory CoimnlttBe on 
Rights of Licensee Employees Under Investigation 830986 
meeting 

LEVI.R P. NRC - No Detailed Affiliation Olven. 63/05/09 
BPRITZERiRS Penniylvania, Unlv. of. 9pp 19942,226 


8305230364 Submits questions Advisory Committee on Rtghti of Employees 
Under investigetlon should address to aid In deliberations. 

PALLADINO, N U Commissioners 83/04/11 8ILBERT, E J Schwelb, 
Oonnenfeld, Brey t, Silbtrt 2pp. 18943' 360. 


CONHISaiON NRC COHNISStONERa 


8309040138 Forwards propesad Chairman testimony before Udall 
Subcommittee 830406 hterlng re developmente since Apr 1?B2 
at TNI, responding to Itsms in Congressman Udall B30413 Itr, 

U/o proposed testimony 

DENTON, H R, Office of Nuclear Reactor Regulation. Director. 

83/04/20 DIRCKS.H J. Office of the Executive Director for 
Operatione 2pp 18327:011 24X Flehe. 90-28?. 83/04/20, 8309040138. 


— 8309040149 Enumeretes Items to be addressed by Commlselon at 
Subcommlttse on Energy i> Environ 830426 oversight hearing on 
major developments at TNI since lest hearing in Apr 1982 
UDALLiHK House of Rep , Interior t, Insular Affairs. 03/04/13 
PALLADINO, N Commissioners 2pp, 18327,013 24X 

Fich#' 90-299, 83/04/20, 8309040136 


8309040777 Meekly Info rept for uik ending 830422. 

AEHMrT A Office of the Executive Director for OpeTatlDns 
83/04/89 48pp 18327:297 


0309230397 Responds to 830330 request for vleue on S. B 386, creating 
offense for aggravated property destruction at energy 
fact 1 ity, Position not taken as legislation not applicable to 
feclllttes under NRC jurisdiction. 

PALLADINO, N J. Commtsslonsrs 83/09/09. THURNOND. 6 Senate, 
Judiciary Commlttes. ip, 18942 021 


— 0309230406 Requests visws on end 8. B 388 to create offanee for 
aggravated property destruction at energy facll Ity. Response 
requested within 20 days, 

THURMOND, S Bsnate, Judiciary Committee 83/03/30. 

PALLADINO, N, J, CaeiMlseloners App, ia942'022. 


0309230413 Advisee of Commlselon decision not to mats any changes in 
present structure for provlelon of legal sves within 
Commlsslan. In responia to request In House Rapt 97-890, 
CoxNslisloners Olllnsky I, Roberts advocate further study. 

PALLADINO, N J. Commissioners 03/09/09. BEUILL, T. House of Rep. , 
Appropriations, Ip ie948'026 


0309230420 Rf spends to 830314 Itr urging Implimentatlon of spent fuel 
provisions of Nuclear Haste Policy Act IP, L 97-429), 

Proposed rule lOCFRSS, "Criteria for Determining Adequacy 
of Available Spent Nuclear Fuel Storage Capacity" end 
PALLADINO, N. J. Commissioners. 83/04/27. RILEY, R.H. South 
Caroline, State of. 2pp, 18942:027. 


— 8309230429 Proposed role iOCFR93, "Criteria 6 Procedures for 
Detsrmlnlng Adequacy of Available Spent Nuclear Fuel 
Storage Cepeeity. " 

CHILKi 8 J Office of the Secretary of the Commission. 83/04/26. 
80pp 18942. 029. 


— S309230428 Urgss vlgoroui implsmentetlon of spent fuel provisions of 
Nuclear Hmsta Policy Act IP. L. 97-429) !< davalopmemt of 
propofod rule re critarla for datarmlnlng if util qualtflas 
for emargancy federal storage of spent fusl. 

RILEY, R.H. South Carolina, State of, 83/03/14. PALLADINO, N. J. 
Commissioners. 2pp, 18942. 049, 


8305110139 Hiekly Info rept for wk ending 830429. 

flEHM.T A Office of the Executive Director for Operations. 
83/09/06 47pp 18421 297. 


8309170717 Hsakly Info rspt for wk ending 830906, 

REHM, T. A Office of the Executive Director for Oparatlont, 
83/09/12. 48pp. 1B496.202 


9309230121 Ueokly Info rept for wk ending 830913. 

REHMiT, A Office of the Executive Director for Operations, 
03/09/20, 44pp. 18977:066 


0309230394 Forwirds rept on nondisclosure of safeguards Info for 
quarter ending Mar 1983, 

PALLADINO, N J. CommUstoners 83/09/06, BUSH, 0 H. Senate, 
O'NEILLiT.P House of Rep. 9pp ie942'001, 


0309230439 Forwards response to Question 20 in 830223 Itr re NRC 
review of BIAJ/OPU trial record. 

PALLADlNa,N J. Conmltslonors 03/04/28. UDALL, M K. House of Rsp. , 
Interior I, Insular Affairs 2pp 18942:091 84X 

Flehe' 90-289, 83/04/28, 8309230439. 


— 8309230440 informs of dissenting opinion re Commission mejoritv 
dsclfion blocking Qensral Counsel review of BliH/9PU trial 
record In TNI-1 restart proceeding. Decision will hamper 
ability of Individual Commissioners to obtain nssdsd Infe, 
OILINSKY.V. Comaisstonsrs. 83/04/07 SIMPSON, A. K. Bsnate, 
Environment 6 Public Horks. 2pp, 18942:093. 84X 

FI Che; 90-289, 83/04/28, 8309230439. 
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— 0309330443 Rsipond« to Chairman Palladlno 830309 raquaat for vlaus 
on lagalltu o# CaiiNnli»lon dacltlon diraetlng Eiecutlva 
Director for Operatlonij rather than Ofc of Oaneral Couniali 
to review BtiM/OPU trial record Action* tupported 
PLAINEiH H B Office of the Oaneral Counsel 83/03/29 
PALtADlNO. N J , OILINSKV. 9. AHBARNEi 0 Commies lonere 9pp 
10948 099 24X Flche 90-209,83/04/28.0309230439 


— 8309230446 Provide! Connlsilon reiponte to Commlitlonar Olllnskg 
030407 Itr disagreeing u/Commlss Ion majorltg decision to 
block Oaneral Counsel review of BbU/OPU trial record In 
TMI-1 restart proceeding Commission actions justified 
PAU-ADINO, N J Commissioners 03/04/19 yOALL.M K House of 
Rep., Interior It Insular Affair* 4pp 10942 060 84X 

Flche 90-289, 83/04/20. 8309230439 


—8309230493 Disagrees w/Commission majorltg views in Chairman Palladlno 
030419 Itr justlfgtng Commission decision to block Oanaral 
Counsel review of Bt<H/OPU trial record In TM1~1 restart 
proceeding 

AS8EL8T1NE, 0 K Commissioner* 83/04/29 UOALL.MK House of 
Rep < Interior b Insular Affairs 3pp 18942 064 84X 

Flche 90-889,83/04/28,8309230439 


0309230497 Forwerd* NRC "Rept to Congress on Studg of Financial 
Impacts on Resident Inspectors " 

PALLAOINO. N, J Commissioner* 83/04/89 OTTINOBR.RL House of 
Rap , Energy l< Commerce 91HP80N, A Ssnete, Environment 1, Public 
Work* UDALL, H K House of Rep , Interior & Insular Affairs 3pp 
18942; 067. 


—8309230461 "Rept to Congress on Studg of Flnenclal Impacts on Resident 
Inspector* ” 

* IMC - No Detailed Affiliation Otven 03/03/31 81pp 
18942' 070 


8309830469 Responds to 830322 Itr discussing activities of ANS Bpeclal 
CosMlttee on Source Tern* Info meeting to present work of 
camailttee welcomed 

PALLADlNOi N. J Commlfilonere 03/09/02 STRATTON, H R. American 
Nuclaar Soeletg. Ip. 16942: 191 


— 9309230469 Dlscueeee actlvitlee of ANS Special Committee on Source 
Terete Meeting to ditcue* source term Issue l< present work of 
committee proposed 

aTRATTON, M. R American Nuclear soeletg 83/03/82 PALLADINO.N J 
CoAsilseloners. 8pp 18942' 192 


0309830474 Forward* “NRC/FEMA Joint Ouarteplg Rept to Congrss* on 
Emergeneg Preparedness, Jan-Har 1983 " 

PALLADINO, N J, Commlsslonar*. OIUFFRIDAiC 0 Federal Emergeneg 
Hanagement Agency 83/09/03 BIKPBON, A K. Senate, Environment b 
Public Works, 2pp. 18948' 194 


—8309230479 "NRC/FEMA Joint Querterlg Rept to Congress on Emergency 
Preparedness, Jan-Har 1983," 

» NRC - No Datallad Affiliation Olvan # Federal Emargancg 
Hanagement Agency 83/03/31, 99pp 18942,196 


8309230660 Forward* currant long-range research plan, In raeponsa to 
830389 request fop Info on ongoing (• anticipated rtsaarch 
activities using enlitlng sourca term* 

PALUADINO, N J CommlsstonaP* 83/04/21 BOUOARD, M House of Rap, , 
Seltnee l< Technology, Spp 18942 333 


— 8309830664 Aek receipt of 830104 reeponee to request for Commission 
views on implementing recommendations In committee rept on 
NRC research program (H R 97-799) List of ongoing It 
anticipated research activities requested 

SaVKHMROiM. L. House of Rep., Science (, Technology 83/03/29, 
PAULADINOiN. Commissioners. Spp, 18942.336 


8309230670 Advise* that state can choose to offset or substitute 
compensatory planning maasures in lieu of local levtl 
•mergancy plan per cited condition*. hMflE0~0684-FEMA-REP-l, 

Rov 1 std* would place heavy resource burden on state. 
OXlfPFRlOA, L.. 0 Federal Emergency Management Agency 83/04/18. 
PALUADINO, N. J Commissioner*. Ip 18942' 329, 84X 

Flche- 90-003,83/04/10, 0309230670. 


—8309230676 Seek* c ler 1 f leetlon of Issue re FEMA review of offsite 
emergency planning around facilities Question* whether 
steie can substitute for county w/o own emergency plan, 
PALLADINO.N, J Commissioner*. 03/03/30, OIUFFRIDA, L 0. Federal 
Emergency Hanagement Agency 8pp. 18948:330. 24X 

Flche; 90-003. 03/04/16,8309230670. 


8309230692 Comment* on H R. 600 re ftdaral menl toping, analysis, riportlng 
(i policy on foreign acquisition of US buslnasse* t< assets In 
vital t< ssnsltlve natl Interest sectors of economy, in 
raeponsa to 830218 Itr. NRC cannot support bill as drafted. 

PALUADINO, N. J. Commissioners, 83/04/20 BROOK8, J. House of Rep , 
Oovarnment Operations, 8pp, 18943:063. 


— 0309230699 Forward* H R 600 for comment Transmittal of raply in 
trlplieatt requasttd 

HRODKa, J House of Rep , Oovernment Operation* 03/08/10 
PALLADINO.N J Commissioners 61pp 18943 069 


0309230703 Urges resolution of remeining questions rt facility restart 
Delay In resolving restart Issue unacceptable when jobs at 
stake Restart Issue should receive high priority this 
Spring 

BROYHlLLi J T , MOORHEAD, C J , RITTER, D House of Rep , Energy 1, 
Commerce 03/03/16 PALLADINO, N Commissioners 3pp 10942 317 
84X Flche 90-889.83/03/16,8309230703 


0309830732 Concur* w/830307 Itr re informel resolution of NRC response 
to Congressional correspondence Senior Commission staff may 
sign responses involving submittal of factual Info, per 
030210 Itr 

PALLADINO.N J Commissioner* 03/04/13 MARKEV.E J House of 
Rep . Interior 6 Insular Affairs ip 10942 260 


— 0309230739 Objects to Congressional response procedure outlined in 
B30218 I tr. Commission should be accountable to members of 
Congress for accuracy & completeness of info Commissioners 
raqussted to review Issues 

MARKET, £ J Housa of Rep , Interior t< Insular Affairs 83/03/07 
PALLADINO, N J Commissioner* Spp, 18842 261 


0309240019 Responds to 830418 Itr recommending retention of technical 
cadre of experts to review CRBR & overall DOE breeder 
program Halnt of CRBR Program Ofc at adequate level planned. 
Decision on Iseuanei of CP expected by June 1984 
DIRCK8, H J Office of the Executive Director for Operations 
93/09/10 LLOVDfH Heuee of Rep , Science & Technology 3pp 
16977 300 24X Flche 90-937.03/09/10,8309240019 


— B309S40O23 Recommends that Cemmlielon retain technical cadre of experts 
to review CRBR 6 overall DOE breeder progrem 
LLOYD, H House of Rep , aclence b Technology 83/04/18 
PALLADINO.N J Commissioner* Ip. 18977 310 24X 

Flch* 90-937,83/09/10,8309240019 


0309240079 Discuss** study of significant haiards consideration posid 
by reracklng of spent fuel pDols, in respanse to 330414 
memo. Science Appt Icatlons, Inc will provide Independent 
assessment. Final rept will be submitted by 830601 
DIRCKB, M J. Office of the Executive Director for Operations 
03/08/06 PALLADINO, N, OILINSKY, U. , AHEARNE. J F Cammisstoners 
3pp 10994-308 


— 8309240004 Requistf description of plans for completing study on 
potential significant haxard* of spent fuel pool reracking 
amends Description should include studg approach t, schedule* 
for assuring submittal of final study by 830001 

PALLADINO.N J Commissioner* 83/04/14 DIRCK8. W J Offiesof 
the Executive Director for Operations Ip 18894 300 


030924-0188 Ack receipt of 030318 Itr expressing concern re Commission 
treatment of tlcene* amend request concerning reracklng of 
epant fuel storage pools In Interim final rule License 
amend request* examined on cass-by-cass bails 

PALLADINO, NJ Cammlts loner* 03/04/22 SIMPSON, A K House of 
Rep., Environment 6 Public Works 2pp 18894 001 


— B309240167 Ack receipt of B30318 Itr expressing concern re Commlstian 
treatment of license emend request concerning reracklng of 
spent fuel storage pools In Interim final rule License 
emend requests examined on case-by-case basis 

PALLADINO.N Commlssionirs 83/04/22. HART.O, House of Rep . 
Environment I, Public Work*. 2pp. 18894 003 


— 8309240179 Ack receipt of 030319 t, 24 Itrs expressing coneirn re 
Cemnisston treatment of license amend requests concerning 
reracklng of spent fuel storage pools in interim final rule 
Amend request* examined on casc-by-easa basts. 

PALLADINO.N J. Commissioner* 63/04/22 MITCHELL, 0 J House of 
Rep . Environment 6 Public Work* 2pp. 10994*009 


—8309240190 "Btds for Determining Whether License Amends Involve No 
Significant Haiards Considerations," 10CFR90 Intarlm final 
ruli. Amends raguletlon to specify stds for determining if 
requested amend to OL Involve* significant haiards 
CKlLKiB J Office of the Secretary of the Commission 83/04/04 
44pp 10994.007. 


— 8309110904 Discusses Sholly provliion In FV02-B3 NRC Author iiation Act 
re treatment of amends to reraek spent fuel storage pools 
Treatment unacceptable 

BIMPBON, A K. , HARTiO, , MITCHELL, 0 J Senate, Environment 6 Public 
Work* 03/03/19 PALLADINO.N J Commissioners Spp. 1B894 091 
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— -S309il0&01 Canifirni 630323 talcon r* prapaivd rcgul^tloni for Sholly 
provition on to rtroek «pont fual t.tor«g« pooli 

Propotcd cafo^bg-eato aiam for raradclng unaccaptabla 
MITCHELL. OJ Banata 83/03/24 PALLAIMNO 4 N J Conmlttlonart 
2pp 16374 094 


B3<}9240311> Advlta* that 930323 Itr raquoatlng Immidlati halt to all 
work at TMI— 1 8 . 3. w/ticaption of nalnt neca**arg for 
tafatyiuilll rccalva contldirattan a< «'04|,uast for action 
vnfar lOCFRS. 20^ FR notlco tncl. 

S£NTON>H R Offlca of Muclaar Raactor Ragulatton. Dlractor 
83/09/17 KINO.R. Thraa Hlla laland Public Intaratt Rttourca 
Crntar 2pp 18393 30&. 24X Flcha 90-289 > 83/09/17. 83092402 1& 


— 6309240220 Notlc* of raquait for action und*r tOCFR2 206 ra imnadlata 
halt to uork at THI-t ti 2 

DENTON.H R Office of Nuclaar Raactor Ragulatlon. Dlractor. 
93/09/17 Ip 16973 308 24XFlcha 90-289,83/09/17.6309240216. 


8303240292 Ratpond < to 621207 Itr ra procasilng of T Applagata FOIA 
raquait far docunant* on Invaatlgatl on Into allagad conit 
daflelanclai All NRC ofca ulll conplg u/FOIA raquait. Raquait 
Raquaiti will ba coordlnatad iP/Ofc of Oanaral Counaal 
PALLADIHO.N J Coirmlillonari. 83/04/14 UDALL. M K. Houia of Rap , 
intarlar & tniular Affalri 7fp. 18994 131 24X 

Ficha 90-398.83/04/14.8309240292 


— 8309240296 Raiponda to 830302 Itr ra procaiilng of T Applagata FOIA 
raquait for docunants on Invaitlgatf on Into allagad conit 
daf Iclanciai All FOIA raquaiti ulll ba coordinated u/Ofc of 
Oanaral Counial Commltiionari vleui and 

PALLAOINO.N J Coounllilonar 1 . 83/04/14 SEiSERLlNO. J. F Houaa 

of Rap . tntarlor <> Iniular Affairi 12pp 18994' 138 24X 

Ficha 90-398.83/04/14,8309240292 


— 8108290739 Bubinlti minor organl latlonal changa It raafflrna pravlouily 
aitabllihad admlntitrattva procadurat. 

CUMMINOS.O J. Office of Inapactor & Auditor 30/06/20. Offlca 
of Inipactor t> Auditor 2pp. 18994 190 


— 8309240263 Olicuitai Invaitigat 1 on of Applogate allagatiofli. "Adaquacg 
of IE Invaittgatlon 30-398/80-09 at WH ZImnar Nuclaar Pouar 
Station." par Udall 821207 Itr IE Invai tlgatlon found 
uniatlifactory In Aug 1781 T Harpitsr Intart/lau ancl 
CUMMINOa.J J Offlca of Inipactor t< Auditor 83/01/09 
BICKWtT. L Offlca of the Oanaral Counial. Bpp. 18994,193 24X 

Ficha 90-398, 83/04/ 1 4. 83092402 92 


—8309240267 Foruards addl info ra NRC withholding of T Harpitar 
Intarvlau u/Qovt Accountability Project 811123 FOIA raquait. 
par Conmliiton 630207 Initructloni 

CUMHIN08.0 Offlca of Inipactor 6 Auditor. 83/02/16 HALSCH.H 0 
Offlca of the Oanaral Counial 6pp 1B994 163 24X 

Ficha 90-398.83/04/14.8309240292 


— 8309240272 Raquaata Info ra Ofc of Inspector h Auditor lOlAl Inquiry 
Into Zlnnar mattar Raasoni for removal of documanta from OIA 
ofca guaatlonad Hlthholdlng of documanti contributed to 
dalay In public recognition of true itatua of project. 

UDALL. M K. Houia of Rap , Intarlar 6 insular Affalri 82/12/07 
PALLADINOiN J. Comml solonarl. Ip 18994 169 24X 

Ficha 90-398.83/04/14,8309240292 


— 8309240273 Raquaiti addl info ra 821207 Itr aaaktng aiplanatton of 
c Ircunitancai surrounding compliance u/FOlA raquast fop 
documanta pertaining to facility Adequacy of Cumatlngt reply 
questioned 

UDALL. M , SIEBERLINO. J. House of Rap.. Intarior L Iniular Affalri 
83/03/02. PALLAOINO.N Comml aslonirs. 2pp 18974.170 24X 

Ficha 90-398. 03/04/14. 8309240292 


8309290311 Respond! to 630414 raquast for Info ra frequency of raactor 
scrams for US plants 1. axplanatlon why comparable Uapanaaa 
plants aiparlanea fawar reactor irrama. Table providing 
number of trips aipartancad for 1980.81 t, 82 and 
D1RCK8.U J Offlca of the Eiacuttva Director for Cparatlons. 
83/03/04. AHEARNE.J Commlislonara. 9pp 18399:317 


— 8309290313 Raquasts Info- ra trips par yr par plant lor US plants for 
last 3 yrs of operation 1, explanation why Japanasa plant! 
axparianca fawar trlpi. 

AHEARNEi J. conmiailonara 83/04/14. Offlca of tha Eiacuttva 
Director for Oparations, Ip 18999.327 


CONTRACT NRC CONTRACTB AND MODIFICATIONS 


6309030707 Corrected notification of contract axacutlon.Hod 3 to 
"Earthquake Recurrence Intervals at Nuclear Power Plant 
Sites * Contractor: Ertac Uestern. InC 

OU 8 TAVE 1 R P Technical Assistance Contracts Branch FIN B-722A. 
NRC-04-&1-167 83/04/14 BATSON, U Office of Nuclaar Regulatory 

Rataarch. Dlractor. MURPHY. A NRC - No Datatlad Affiliation Olvtn 
tp 18307 104 


8309040260 Notification of contract aiacutlon, Hod 6 to "Electrostatic 
Copying Sves " Contractor ' Literature Research Co 
SMITH. P. A Division of Contracts NRC-10-77-361 83/04/29. 

BE8AM, H. U Division of Tschnlcal Information I, Docunant Control. 
BAOOETT. H NRC - No Detailed Affiliation Olvan Ip 1B336.349 


—6309040264 Mod 6. daobllgatlng balance of funds for cloaaout, to 
"Electrostatic Copying Sves " 

BULLINOTON, R L Lltsratura Rataarch Corp, SMITH.P A Division af 
Contracts NRC-10-79-361. 83/04/29 Ip 18326.346. 


8309040341 Notification of contract axacutlon.Hod 10 to "Caroor 
Counseling." Contractor. Binder. Elttar. Handelson t. Uhaalar. 

Inc 

SMITH.P. A Division of Contracts. NRC-10-77-3e7 83/04/28. 

8PRIN0ER.M. Office of Adnlnlatratlon. TAYLOR, K. Hanaganant 
Davalopmant h Training Staff. Ip 18326.333 


— 8309040349 Nod 10. daobllgatlng balance of funda raaiaining under 
contract for official closeout. to "Career Counseling. * 

HENDELBON. I N. Binder, Elstar, Handalion It Nhaalar. Inc. SMITH, A. 
Division of Contracts NRC-10-77-387. 63/04/28 Ip. 18326:334. 


9309040992 Notification of contract tiacutlon: "Extrema External 
Phanofflsna Subcommlttaa. " awarded to Oaorga Uashlngton Univ 
HOYLE. A. Administrative Contracts Branch FIN B-1997. 

NRC-1 1-83-703 83/04/29. FRALEY, R F ACR6 - Advisory Conmlttaa on 

Raactor Safeguards SAVIO. R NRC - No Dstallad Affiliation Olvan. 
tp. 18391.234. 


—8309040993 Contract "Extrema External Phenomena Subcommlttaa. " awarded 
to Oaorga Uashlngton Unlv 

FOX.R R Oaorga Hashlngton Unlv. REBELLO, J. E. Division of 
Contracts FIN B-1997 NRC-1 1-83-703. 83/04/29. 4pp 

18391 239. 


8309040639 Notification of contract axacutlon' "Evaluation of Hatl 
Accounting Parformonca at Nuclear Fuel Cycle Facllltiai, " 
awarded to NU8AC, Inc. 

UlOOINB.E Technical Asslstanca Contracta Branch. FIN B-7379. 
NRC-02-63-037 83/04/21 0AUI8, J Offlca of Nuclaar Material 

Safety I. Safeguards, Director. HILLER. H. NRC - No Datallad 
Afffllatlon Olvan Ip 18336:28? 


— 8309040643 Contract. "Evaluation of Matl Accounting Performance at 
Nuclaar Fuel Cycle Facilities," awarded to NUSAC. Inc, 

PEREN9TE1N. J. E NUSAC. Inc. MORTON, K. V. Division of Contracts. 
FIN B-7377 NRC-03-83-O27. 63/04/21 22pp. 18336’ 284 


8309040690 Notification of contract axacutlon. Mod 1 to "Establish 
Collaborative Program Between State 1. Commission to Provide 
Indapindant Maasuramants of Radioactivity in Effluents 1. 

In Environ. .." Contractor State of Hi. 

8ILVI8.R M Technical Aislstanca Contracts Branch. NRC-09-73-014. 
83/04/27. Director's Offlca. Office of Inspection and Enforcement, 
tp. 18336.267 


— 8309040660 Hod 1. daobl Igatlng funds, to "Establish Collaborative Program 
Between State It Commission to Provldo Indapandanb 
Maasurenants of Radioactivity in Effluents 1. In Environ 
Around Selected Commission Licensed Activities. " 

REIVITZ.L Wlaconiln, State of. euSTAVE.R P, Division of 
Contracts. NRC-09-73-014. 83/04/29. Ip. 18336-270. 


8309090389 Notification of contract axacutlon.Hod 3 to "Lease of 
Vehicles." Contractar:Wa Try Harder. Inc. 

BROHBERO.B Administrative Contracts Branch. FIN B-8t93. 
NRC-tO-B2-377. 03/04/26, CORLEY, V. . BRANT, L. NRC - No Datallad 

Affiliation Olvan Ip 18392.063, 


— 8309090387 Hod 3. extending period of performance to 840S12, to "Lease 
of Vahtclai, " 

a Ua Try Harder. Inc. SMITH. P, A. Division of Contracts. FIN 
B-B193 NRC- 10-82-377. 83/04/26 Ip, 18392:064. 
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9309090400 Notification of contract ■ lac ution< Mod 9 to "Pirformanca of 
Enginaartd Barrtar* in Otologic Rtpotitorg “ Contractor 
Ooldtr Aitoc) Inc 

FIELDS. J A Divition of Contract! FIN 6-6996-3 NRC-03-81-027 

Q3/03/2S DAVI6.J Offict of Nucltar Hatorlal Safttg b 
Baftguardf. Diroctor PITTlOLia. L NfiC - No Dttailtd Affiliation 
Oivan Ip 18392 060 


—8309090404 Hod 9. a«tab I t«h ing proviflonal ovorhtad rate for labor coiti 
4t incraating funding, to “Parf ormanct of Englnttrtd Barrlart 
in Otologic Ripofttorg " 

PENTZ. D L Ooldar Aatociataa OUSTAVE.R P Divition of 
Contract* FIN B-6986-3. NRC-02-ai-027 83/03/28 2pp 

18392 061 


8309060174 Notification of contract anacvtlen. Mod 7 to “Enargatlc 
Thtr«al Intaraetion* t. Coolant Flow Phanomtna Axoclatad 
H/Nuelaar Raactor Cencapti, ** Contractor Purdua Rtiaarch 
Foundation 

FLEENOR. C Divition of Contract! NRC-03-80-102 83/02/29 

MATT60N.R 0 Divition of Sgttoffli Inttgratlon (pott 811009) 
H6YER. J NRC - No Datailad Affiliation Oivan Ip 18399.394 


--8309060183 Hod 7. attanding pariod of parfortnanca through 830328 b 
ravitlng billing inttructlon*. to "Enargatlc Thermal 
intaraetion! I. Coolant Flow Phenomana Atteclatad U/Nuclaar 
Raactor Concaptt. " 

DREElAiORN.R A Purdua Ratasrch Foundation GUSTAVE. R P. Divition 
of Contract! NRC-03-a0~102 83/02/29 2pp 18399,399 


8309060239 Notification of contract axacutlon. Hod 9 to "Raviau of Rapt 
Entitled 'Slnulation of Earthquaka Orownd Motlan! for San 
Onofra Nuclear Ganarating Station Unit 1 - Pinal Rapt. 

Contractor Unlv of California at San Dlago 

8H1TH. P A Divition of Contract! FIN 8-6931. NRC-03-78-1B6 

83/04/29 DENTON. K R Of flea of Nuclaar Reactor Regulation. 
Director. REITER. L. NRC - No Datailad Affiliation Oivan ip. 

18399 392. 24}( Ficha 90-206.83/04/29.8309060239. 


— 8309060239 Hod 9. deobl igating fund! for cloieout. to "Ravliu of Rapt 
Entitled 'Simulation of Earthiiuak* Ground Hotloni for San 
Onofra Nuclear Oanaratlng Station Unit 1 - Final Rapt, 

« California. Unlv of. Ban Dlago 8H1TH.P A Divition of 
Contract! FIN 6-6931, NRC-03-7Q-186 83/04/29 Ip 18399,393 

24X Ficha. 90-206. 83/04/29. 8309060239. 


8309060246 Notification of contract axacution. "Perform Studlai Ra 
Data b Analgiit of Nuclear Fuel Cgcle. " awarded to Nuclaar 
Atauranca Corp 

HOYLE. A Adminlitratlva Contract! Branch FIN B-7386-3 
MRC-02-B3-037 83/04/26 BROWN. R S Program Support Branch. 

LOWENBERO.H. NRC - No Datailad Affiliation Given Ip. 18399' 346 


—8309060291 Contract' "Perform Studlat Ra Data b Analgiit of Nuclaar 
Fuel Cgela. " awarded to Nuelaar" Atiuranca Corp 
tXIIRON. D. 0 Nuclear Aaturanca Corp REBELLO. J, E, Divition of 
Contract! FIN B-73B6-3 NRC-0a-a3-037. 83/04/26 9pp. 

18399 347 


8309060320 Notification of contract axacwtlon. "Davalopmtnt of Rtg 
Oulde b Ragulatorg Analgtat. " awarded to Analgiit b 
Tachnologg 

M100IN8. E. Divition of Contraeti. FIN B-B649 NRC-03-B3-107. 

83/04/01. THOHPBON. H. L. Divition of Homan Factori Bafatg 
BENDER. U NRC - No Datailad Affiliation Oivan, ip. 18393-039 


— 8309060326 Contract "Oavalopmant of Reg Guide b Ragulatorg Analyiei.*' 
awarded to Analgiit b Tachnologg 

NOLF. D M Analgiit b Tachnologg. Inc. HORTON. K V Divition of 
Contract*. FIN 8-8649. NRC-03-B3-t07. 83/04/01 2app. 

18393- 036. 


8309060341 Notification of contract ixaeutton. Hod 1 to "Gaetachnteal 
On-Call Atilttance for Cate Revlawi. " Contractor, US 
Amg Carpi of Engineer!. 

fields. J. A. Divition of Contract!. NRC-03-82-107. 83/02/23. 

VOLLMER. R.H. Divition of Engineering. HELLER. L. NRC - No Detailed 
Affiliation Oivan. Ip. 1B393: 024. 


— B309060391 Hod 1. changing addrett for tubmiitlen of Involeet to. 
“eeatechnical On-Call Atilitanee for Cate Raviewt " 

KAVANAUOH.P F Armg. Dept. of. Corpt of Engine art HAGAN. T. F. 
Divition of Contract!. NRC-03-e2-107. 83/02/23 Ip. 18393:029. 


8309060379 Notification o-f contract execution. Mod 6 to "Foundationa b 
Vndorp inning. Review of Reeiadlal Heaturao for Strueturet on 
Fill for Hldland Plantt 1 b 2, Contractor- Oeotechnical 
englnatri. Inc, 

FIELDS. J. A. Divition of Contraeti. NRC-03-82-092 03/04/12 

VOLLHERtR. H. Divition of Englnooring. KANE. J, NRC - No Datailad 
AffUlatlon Given. Ip 18393: 086. 24X Ficha; 90-329. 83/04/12. 

0309060379. 


— 8309060384 Mod 6. modlfging monthlg buHnett Itr raporting r edulremantti 
to "Foundatlont b Underpinning Review of Ranedlal Keaiuret 
for Structurei on Fill for Midland Plantt 1 b 2 “ 

POUUDS, a J Geotechnical Englnacrt, Int OUSTAVE.R P Divition 
of Contract! NRC-03-82-092 83/04/12 3pp 10393 007 24X 

Ficha 90-329.83/04/12.8309060379 


8309090009 Notification of contract execut i on. Mod 9 to "Site 
Sultabllitg Atiettmenti Bated on Seepage b Oroundwattr 
Conditleni Aitoclatad N/U Rtcovarg Oparatlont " 

Contractor W1 11 lami-Reblnattf b Atioc 

DELOATCH. V Technical Aillttanca Contraeti Branch FIN B-7383— 3 
NRC-02-81-039 83/04/29 DAVIS. J Office of Nuclear Hataria) 

Safttg b Safaguardt. Dirac tor Ip 18369 360 


"0309090012 Hod 9. extending period of performance to 830920. to "Site 
Sultabllitg Aitaatmentt Bated on Seepage b Oroundwatar 
Cendltiona Aitociated U/U Recovarg □perationi " 

WILLIAHS.R.E Wt 1 1 lamt-Rob Ine tte b Aitocla t e tr Inc OUSTAVE.RP. 
Divition of Contract! FIN 0-7303-3 HRC-O2-01-O39 83/04/29 

Ip 10369 361 


8309090090 Notification of contract execut Ion. Mod 7 to "Fire Protactioni 
Retearch Program " Contractor Underwriter Labt. Inc 
MOLLETT. a Technical Attittance Contract* Branch FIN B-6I97 
NRC-04-77-12a, 83/04/29 BATSON, M afflca of Nuclear Ragulatorg 

Retearch. Director NOTLEY. D NRC - Mo Detailed Affiliation Oivan. 
ip 18381 174 


—0309090058 Hod 7, providing no coit extanaion until 830930. to "Fire 
Protection Retearch Program " 

a Undaruir Itepi Laboratorg OUBTAVE, R. P Dlviilon of Contraeti 
FIN B-6197 NRC-04-77-122 03/04/29 Ip. 18381 179 


8309090068 Notification of contract exec utlon. Hod 3 to "Coordination of 
Cooperative Qrganl xationi Participating in Gaologlcel. 

Oaophgtlcal b Salimaloglcat atudlei " Contractor St Louie 
Untv. 

NOLLETT. 8 Technical Atiittanca Contract! Branch. FIN B-7242. 
NRC-04-eO-229 03/04/29 BATSON. U Office of Nuclaar Ragulatorg 

Raiaareh. Director WASTLER.S NRC - No Detailed Affiliation Oivan 
Ip 18381.196 


— 8309090117 Hod 3. extending performance to 031108 at no addl coit, to 
"Coordination of Cooperative Organiiatlont Participating in 
Oeelog i cal. Oeophgic ial b Seltmoleg leal Studiet " 
a St Loulf Unlv . St Louie, HO GUSTAVE. R P Dlvtlion of 
Contract! FIN B-7242 NRC-04-00-229 83/04/29. Ip lB38t-197 


8309090122 Notification of contract execution. Mod 2 to "Hanual to 
Define Lower Limit! of Detection in Radiological Effluent b 
Environ Heaiurementi " Contractor NBS. 

DELOATCH. V. Technical Attittance Contract! Branch FIN B-0619 
NRC-03-B2-t26 S3/04/2S MATTSON. R Office of Nuclaar- Raaetor 

Ragulatlon. Director HEINKE.H MC - No Detailed Affiliation 
Given ip 18381.128. 


■8309090131 hod 2. changing pariod of perfornanca to 840901 b incraating 
fundi, to "Hanual to Define Lower Llnitt of Detection in 
Radiological Effluent b Environ Keaturamentf " 

SHREVE. 0 8 Commerca, Dept of. National Bureau of Standarda. 
OUBTAVE. R.P. Divition of Contract* FIN 8-86 1 9 NRC-03-82-126 

83/04/28 2pp 18381.129 


8309090291 Notification of contract exec ut 1 on. Hod 2 to "Comprahan* iva 
Current <Real-Tlme> Otophgiical Data Storage b Retrieval 
8g*, " Contractor, W81 Corp. 

COLEMAN. R Administrative Contract* Branch. NRC-33-e3-496, 

83/09/03 BASSETT. H Divition of Data Automation b Management 
Information UOHNSONi C. NRC - No Detailed Affiliation Given tp 
10381.239 


—8309090300 Mod 2. correctlg itating amount certified under Hod i.to 
"Compr ahaniiva Currant (Real-Time) Gaophgiicat Data Storage 
b Retrieval Sgt " 

a WSI Corp MATTIA. H. J. Divition of Contract* NRC-33~83-496 
83/09/03 ip 18381 236 


8309110009 Notlficatien of contract axacut i on. Hod 4 to "Ad Hoc 
Committal for Ravlaw of Nuclaar Reactor Llcon*ing Raform 
Propoials, " Contractor, 0 Charnoff 

TOWNSEND, a Admtniitrative Contraeti Branch, FIN 8-8179. 

NRC -18-82-481 83/09/03 ROTHSCHILD, T Of flea of the Oanaral 

Countal Ip. 18421 249. 


— 8309110008 Hod 4. extending pariod of parformanca to 831231. to "Ad 
Hoc Committee for Review b Llcantlng Reform Proposal*.*' 
a Charnoff, 0. REBELLO. J E. Dlvlaton of Contract* FIN B-ai79. 
NRC-18-e2-4ei. 83/09/03 Ip 18421 290. 
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NONDOCKETED ITEMS 


S309110031 Notification of contract o cecutlon. Mod 7 to "Technical 
Aseittancr on Site Charac teriiatlon 6 Monitoring " 

Contractor US Army Carp* of Englnttra 

FCEENOft.C Technical Aatistanco Contracts Branch NftC-02-Sl-096 
B3/04/'a9 DAVIS..! Office of Nucloar Material 3af»tg fc 
Safeggards. Director. PENNIPILL.H NRC - NO Ootal led Af f 1 1 lat 1 on 
Qlven Ip 18421 011 


--8309110041 Nod T.revlsing delivorv achadola for task rapti to eitend 
period of perforxiance to 830228) to "TechnlcaL Assistance on 
Bite Characterliatlan tc Monitoring " 

MARCUSOH.W F Armg. Dept of. Corps of Engineers eoSTAVEi R. P 
Technicat Assistance Contracte Sranch NBC-02-B1-096. a3/'04/29 

ip tS421 312 


8303110146 Notification of contract execution "Advleorg Coimnittee for 
Rsuleu of Ofc of Investigation Pollcg on Rights of Licensee 
Enplogaes Under Investigation." awarded to Dabevolse & 

PI ifflptan 

TQUNSENDiB Adntnlstrative Contracts Branch FIN B-8IB& 
NRC-la-B3-407 83/03/03 ROTHSCHILD. T Office of the Osneral 

counsel LEVl.fi NRC - No Detailed Affiliation Olven Ip 
18421 341 


— 8303110192 Contract "Advlsorg Comeilttee for Review of Dfc of 
investigation Pollcg on Rights of Licenses Emplogces Under 
Investigation." awarded to Debevolse it Plimpton 
RUEBHAUBEN.O H Pickard. Lowe 6 Sarrlck. Inc REBELLO.U E. 
Division of Contracts, FIN B-B1&2 NRC-lB-83-407 83/05/03 

4pp 184S1 342 


8309110199 Notification of contract esecutlaniMod 3 to "Computer Based 
Software. Instal latloni Test ing Docuflentationi Training It Sgt 
Integration for Inplenentation of NRC TLD Direct Radiation 
Monitoring Network " Contractor Applied Physical Technologg 
OILDENNORN.A J Administrative Contracts Branch NRC-10-80-691 
83/04/26 OORIE.U Office of Administration COSTELLO. F NRC - No 
Detailed Affiliation Olvan Ip. 18434:241 


— 8303110163 Mod Sireduclfig total amount of contract. to "Computer Based 
Software. Installation. Tasting Documcntatlona Training ti Sgs 
Integration for Imp t aeisnta tlon of NRC TLO Direct Radiation 
Monitoring Network Pragranv " 

a Applied Physical Technologg. Inc HASAN. T F Division of 
Contracts NRC-10-00-691. 83/04/26 2pp 10434 242. 


8309110190 Notification of contract execution. Mod 3 to “Ad Hoc 
Committee for Review of Nucleer Rcector Licensing Reform 
Proposals " Contractor. Ohio Btate Unlv 
HOYLE) A. Ad(slnistretlve Contracts Branch, FIN B~BI79 
NRC-18-B2-4B1 83/04/23 ROTHSCHILD, T Office of the Oeneral 

Counsel, ip 18434 2 80. 


— 8303110192 Mod 3)Cittndlng period of performance to S31231 ti increasing 
total funding, to “Ad Hoc Committee for Review of Nuclear 
Reactor Licensing Reform Proposals '* 

REDMONO.R F Ohio State Unlv REBELLO. J C Divielon of 
Contracts FIN B-B179 NRC-la-S2-4Bi 83/04/29 ip 18434 201. 


B30911D194 Notlftcetlon of contract execution, Mod 23 to "Security 
Survey Ouldes & Appraisal Oulde '* Contractor; 0 Wright. 

HOYLE.A Admtnlstratlva Contracts Branch. NAC-tO-S2-a83 83/09/03. 

BRADY.ff. J. Division of Security KIDD, D NRC - No Detailed 
Affiliation Olven ip 18434 277. 


— 6303110198 Mod 3,reflacbing new delivery tchadula b payment) to 
■'Sacuritg Burveg flutdes & Appraisal Cuida " 

WRIOHT.D Wright) 0. REBELLO.J E. Division of Contracts. 
NRC- 10-82-389 83/09/03. Ip 1B434 278 


B3091 10229' Noti ficat Ian of contract exocution' "Automated Llhrarg Sys.” 
awarded to On-Line Cemputor Bgt. Inc, 

COLEMAN, R Adminletrat iva Contracte Branch NRC-3a-B3-494. 

83/09/09 BASSETT. H Office of Resource Management, Director. 
ZUNBDLl.8 NRC - No Deteiled Affiliation Given. Ip. 1S434 289. 


— 8309110232 Contract "Automated Llkrarv Sys, " awarded to On-Line 
C0)nputer 8ys. Inc. 

LYNN.D.L, On-Line Computer Sgitemi) Inc. MATTIA.M J. Division of 
Contracts NRC-33-B3-494 83/09/09. 12pp. 18434 286. 


8309110233 Notification of contract oxtcutlonrMod 3 to "Inveetlgatlon 
Into State of Stress In Crust Under Northoaatern " 

Contractor Colvmhla Unlv. 

FIELDS. J. A Technical As si stance Contracte Branch. NHC-04-B1-180 

83/04/29 BATSON, H.F. Of flea of Nuclear Raactor Regulation, 

Director. ZURFLUEHiE NRC - No Detailed Affiliation Olven Ip. 

18434 283 


"8309110236 Mod 23, extending expiration date to 83 1 01 4, to "Inveetlgatlon 
Into state of Stress In Crust Under Northeaetern US." 

STAM8AU0H)P. Coluntla Unlv OUBTAVE.H, P. Division of Contracts, 
NfiC-04-Bl-laO 83/04/29 ip. 18434*284. 


8309110904 Notification of contract oxecutton, Mod 4 to "Radiological 
Evaluation of Burial Grounds ” Contractor Radiation Hgt 
Corp 

FLEENOA.C Tochnical Afststanco Contracts Branch. NRC-02-SO-034 
83/04/19 DAVI8.U Offlco of Nuclear Hatorlal Bafotg fc 
Safeguards. Director CROW, B. NRC - No Detailed Affiliation Olvtn. 
Ip 18419 399 


— 8309110909 Mod 4, extending period of performance to 830901. to 
"Redlologlcal Evaluation of Burial Orounds. " 

BOOTH. L F Radiation Hanageaient Corp OUSTAVE, R P Division of 
Contracts NRC-08-BO-034 83/04/19 tp 18419 360 


B309110939 Notification of contract oxocutlon, Mod 10 to "Technical 
Assiitance in Support of NRC Reactor Liconslng Action 
Program 2 " Contractor * Frankl in Inst 

FUYNNiM Technical Assistance Contracts Branch NRC-03-B1-130 
83/04/14 EISENHUr.O 0 Division of Licensing CARRINOTON. H. NRC 
- No Detailed Affiliation Olven Ip 18419 112 


— 8309110949 Mod 10, replacing project officer (, certain members of 
performance evaluation board I, incorporating revised Manual 
Chapter 3202, to "Technical Assistance in Support of NRC 
Reactor Licensing Action Program 2 ’■ 

ASHTON, A.M. Franklin Instltute/Frahklln Research Center 
OUSTAVE, R P Division of Contracts NRC-03-B1-130 83/04/14 

Spp 18419.113 


8309120142 Notification of contract execution. "Llettng of High 
Technology B<a> Firms," awarded to Miranda Assoc, Inc 
BAZIN, U Administrative Contracts Branch NRC- 13-83-446. 83/09/03. 

KERRiU Ofc Of Small I, Disadvantaged Bus. Utlllxatlon b Civil 
Rights. COLEMAN,H NRC - No Detailed Affiliation Olvan ip. 

18439 269 


— 8309120190 Contract* "Listing of High Technologg B(a> Firms," awardtd 
to Miranda Assoc, Inc 

BERODOLL.T. E Miranda Assoclatos, Inc MATTIA.H J Division of 
Contracts NRC-13-B3-446 83/09/03 21pp, 10439*290. 


8309120913 Notification of contract axocutlon* "Fire Protactlon Program 
Rovlow casawork Plants 6, " awardad to Rolf Jtnsen b Assoc, 

Inc 

EDOEWORTH, P , FLEENOfl, C, Technical Asslstanca Contracts Branch FIN 
B-8642. NRC-03-B3-104 83/09/03 VOLLMER, R H Division of 

Engineering NDLAN, F. NRC - No Detailed Affiliation Olven. ip. 
18443: 129. 


— 8309120917 Contract. "Fire Protection Program Ravlau* Casework Plants 
6," awardad to Rolf Uensen b Assoc, Inc 

UEBBtU. A. Rolf Jensen b Associates, Inc. HORTON, K. V. Division of 
Contracts. FIN B-8642. NRC-03-83-104 83/09/03 19pp 

18443- 126 


8309120999 Notification of contract execution* "Advisory Ceemlttee for 
Review of Ofc of Investigation Policy on Rights of Liconaoe 
Enplogeos Under Investigation, " awarded to Sehuelb, 

Donnenfeld. Brag b Sllbart 

TOWNSEND, B, Administrative Contracts Branch FIN 6-6182. 
NRC-18-83-406 83/09/06. ROTHSCHILD, T. Off lea of tha Donaral 

Counsel Levi,R. NRC - No Detailed Affiliation Given. ip. 
18441.398. 


— 6309120960 Contrect; “Advisory Goamlttss for Review of Ofc of 
tnvestlgetlon Pollcg Rights of Licensee Employees Under 
Investigation," awardad to Bchwalb, Donnanfeld, Bray b 
Sllbert 

SILBERTiE J Schwalb, Donnanfald, Brag b Sllbert. REBELLD, J. E 
Division of Contracts FIN 8-8182. NRC-18-83-406. 83/09/06. 

4pp 19441*399. 


830913029? Notification of contract axecution.Hod 1 to "Caraar 
Counseling for NRC partlclpanta,Raglon II.* Contractor’R 
Nawyn 

HOPPER, A. Division of Contracts NRC- 10-62-370. 83/09/09, 

ODLDMANiP. J. Hanagamant Dovolepment b Training Staff VAN SANTEN.L. 
NRC - No Detailed Affiliation Given. Ip, 16460:043. 


— 8309130300 Mod 1, Increasing funding, to "Career Counseling for NRC 
PartlcipantsiRegton II,” 

• Newgn, R. REBELLO, J, E. Dlvieion of Contracts. NRC- 10-82-370, 
83/09/09. Ip 18460:043. 


6309130396 Notification of contract eiacutlon; "Ortavanca Ravlaw 
Examiner, " awarded to JE Kaufmann. 

HOVLE.A Adninlstratlva Contracts Branch. NRC- 10-83-399. 83/09/10. 

BIRD, P, E, Division of Organliatlon and parsonnal JACKSON, J NRC 
- No Oatallad Affiliation Olven Ip. 16460:044. 


—8309130361 Contract: "Grievance Review Examiner," awarded to JE 
Kaufmann. 

KAUFMANN, JE Kaufmann, J. E. REBELLO, J E. Admlnletrativa 
Contracts Branch NRC- 10-83-399, 83/09/10. Spp. 18460:049. 



NONDOCKETED ITEMS 


4 K 


8309160304 Notific4tlon of controet •xcutlon ‘'Conversion of Prefiled 
Tottlmony for Indian Point Haaringti" auardcd to Central 
Data Procassingi Inc 

HlLEStE B Administrative Contracts Branch PIN B-Q899 
NRC-33-e3-460 63/08/02 BABBETT, H S Office of Resource 

Management* Director FITTIjC Atomic Safety and Licensing Board 
Panel Ip 18471 247 24X Fiche 90-247,63/08/02.8309160304 


“8305160312 Contract "Conversion of Prefiled Testimony for Indian Point 
Hearings," awarded to Central Data Process 1 ng, Inc 
a Central Data Processing, Inc tlATTlA.hf J Division of 
Contracts FIN 8-6698 NRC-33-83-460 83/09/02 2pp 

10471 246 84X Flche 90-247,83/09/02,8309160304 


— 0309160316 Bolleitatlon, offer *< award to “Conversion of Prefiled 
Testimony for Indian Point Hearings," to Central Data 
Processing, Inc 

COUCH, M 0 Central Data Processing, Inc HATTIA.M J 
Administrative Contracts Branch FIN 8-8899 NRC~33-a3-460 

63/04/26 g6pp 16471 290 24X Fiche 90-247.63/09/02,8308160304 


8309160316 Notification of contract estcutlon, Mod 1 to "Oiv of 
Engineering Review 6upport on Bailly Nueleer Plant I " 

Contractor MT Davisson 

FIELDS, J, A. Tschnlcal Assistance Contracts Branch PIN B-7909 
f4nC-03-BI-092 63/09/06 VOLLMER, R H Division of Engineering 

CEAR.Q, NRC - No Detailed Affiliation Olven Ip 16472 091 24X 

Fiche. 90-367, 63/09/06, 6309160318. 


--8308160332 Mod 1, terminating contract S< deepligetlng funds, to “Div of 
Englnisring Revlsw Bupport on Bailly Nuclear Plant I “ 

DAVISSON, M T Darlsson, M T OUSTAVE.R P Division of Contracts 
FIN 0-7909 NRC-03-B1-092 63/09/06 2pp 18472*092. 24X 

Fiche 90-367,83/09/06,8308160316 


— 0308170661 Mod 1, raising contract ceiling U adding project officer, to 
" I ns ta 1 lat 1 on, Dc i ns ta i 1 a t i on & Matnt of Support Svcs for 
High Frequency I Very High Frequency 6 Ultra High Frequency 
Radio Equipment Owned t. Operated by NRC “ 
a Metroeom, Inc SMITH, P A Division of Contracts 
NRC-10-a3-331 63/05/13 Ip 16496 348 


6308170668 Notification of contract eiecutlon. Mod 9 to "Presentation 
of OE BHR/6 Design & Operation Courses “ Contractor GE 
HOLLETT, 3 Technical Assistance Contracts Branch FIN B-1224 
NRC-09-eO-2B2 83/05/13 BLAHA, J Program Support Branch 

HAVENS, 0 NRC - No Detailed Affiliation Olven Ip 16476 316 


--6309170673 Mod S, reducing rates for three courses t< cencsling one 
course, to “Presentation of 0£ DUR/6 Design 6 Operatiori 
Courses " 

PIERCE, R L General Electric Co OUSTAVE.R P Division of 
Contracts FIN 0-1224 NRC-09-80-2B2 63/09/13 2pp 

18496 319 


8309180038 Notification of contract erecutlon. Mod 1 to "Consulting Sve 
on Indian Point Probabilistic Safety Study " Contractor 
Colufflb la Un 1 V 

HOYLE, A Administrative Contracts Branch FIN B-B644 
NRC-03-B3-1O6 83/09/10 DENTON. H Office of Nuclear Reactor 

Regulation, Oiractor CQDELL, R NRC - No Detailed Affiliation 
Given Ip 18499*289 24K Fiche 90-247,83/09/10,8309160036 


--8309180047 Mod i.eitendlng period of performance to 930630 & changing 
payment t, general provl slons , to "Consulting Svc on Indian 
Point Probab i 1 1 Stic Safety Study “ 

LEHIS, J P Columbia Unlv REBELLD, U E Division of Contracts 
NRC-03-83-t06 63/09/10 tp 16499 290 24X 

Fiche 90-247183/09/10,8305160038 


6309170069 Notification of contract asacutlon. "Developmant of 
Rag Guide 1, Regulatory Analyses," awarded to Analysis Si 
Taehnology, 

WXOGINB, E Division of Contracts FIN 0-6649 NRC-03-e3-107 

83/04/01 THOMAS, H L Division of Human Factors Safety BENDER, L 
MRC - No Detailed Affiliation Olven Ip 16499 030 


—3309170070 Forwards two fully aiacutad copies of NRC-03-B3-107, 
"Development of Reg Guide (< Reguletory Analyses " 

KRAVIT8, D, L Analysis ti Technology, Inc FIN 0-8649 
NRC-03-a3-107. 83/04/06. MORTON, K.V Division of Contracts Ip 

18499' 031 


6309180412 Notification of contract esecutlon, Mod 3 to "On Call Malnt 
for NRC Computer Peripheral Equipment •' Contractor* Computer 
Bys Support Carp 

PERLMAN, J Division of Contracts FIN B~0t74 NnC-33-B3-491 

63/09/12 BASSETT, H 6 Division of Data Automation & Henagement 
Information JOHNSON, C NRC - No Detailed Affiliation Given Ip 
16903 399 


— S3D9180421 Hod 3, fncraaslng funds, to "On Call Malnt for NRC Computer 
Ferlph era 1 Equipment " 

a Computer Systems Support Corp SMITH.P A Division of 
Contracts FIN 0-8174 NRC~33-e3-49i 83/09/12 Ip 10903*360 


—3309170077 Contract' "Devalopment of Reg Guide 8i Regulatory Analyses," 
swarded to Analysis t< Tachnology 

NOLF.D M Analysis h Tachnology, Inc FIN 0-8649 NRC-03-83-1O7 

63/04/01 134pp 18499 032 


63()!fl70&03 Notification of contract execution, Mod 1 to “Reviewing 
Hydrogeologlc investigations of NV Test Site-Project C " 
Contractor' Hill iams-Roblnette 

aiLVlS, R Technical Asststanca Contracts Branch. NRC-02-62-046 
33/09/03. DAVIS, J. Office of Nuclear Material Safety ti 
Safaguardi, Director. JEFFREY, P NRC - No Detailed Affiliation 
Given Ip 10497' 044 


— 3309170614 Hod 1, adding new project officer, to "Revltwing Hydrogaologic 
Invastlgations of NV Test Site-Project C. " 

a Unilams-Roblnatte ti Associates, Inc GUSTAVE, R.P. Division of 
Contracts NRC-02-B2-046. 83/09/03 Ip 10497,049, 


8309130997 Notification of contract execution “Purchase I, Installation 
of Multichannel Analyier Sys, " awarded to Nuclear Data, Inc 
MILES, E 6 Admintstratlva Contracts Branch FIN 8-6689 
NRC-31-33-662 33/09/13 E NOEL KEN, R Region 9, Office of Director 

COLLINS, J.T , tfISE, R Region 4, Office of Director tp. 

16909 121 


— 3309100560 Contract "Purchase ti Installation of Multichannel Analyier 
8ys, " awarded to Nuclear Data, Inc 

a Nuclear Data, Ine MATTIA, M J Division of Contracts FIN 
0-0895 NRC-31-03-662 63/09/13 3pp 16909*122 


--S305180562 Sol ic 1 tat ion, of far & award to “Purchase L Installation of 
Multichannel Analyxer Sys," to Nuclear Data, Inc 

RIBBO, R P Nuclear Data, Inc MATTIA, M J Division of Contracts. 
FIN 0-6659 NRC-31-03-662 63/03/01 29pp 10909 129 


3305170606 Notification of contract execution, Mod 9 to “OA for 
Ototiehnlcal QC. " Contractor. US Army Corps of Engineers 
FLEENOR.C. Technical Assistance Contracts Branch NRC-02-02-039 
03/04/20 UAV16,J. Office of Nuclear Material Safety tc 
Safeguards, Director. PENNIFILL, R NRC - No Oeteltad Affiliation 
Given. ip, 16497' 024 


— 3309170607 Mod 5, modifying raportlng requlramant, revls Ing schedule for 
submission of task l< updating billing Instructions, to "dA 
for Oaotachnlcal QC " 

MARCU8DN,M F. Army, Dept, of. Corps of Engineers OUSTAVEiR.P 
Technical Assistance Contracts Branch. NRC-02-B2-039, 63/04/28. 

2pp. 18497. 029 


3309130765 Notification of contract axscutlon, Hod 4 to "Ad Hoc 
Camnlttae for Review of Nuclear Reactor Licensing Refortn 
Proposela. “ Contractor Trial Uauysrs for Public Justice 
HOPPER, A Division of Contracts FIN B-ai79 NRC-ie“a2-4 18 
63/09/13 ROTHSCHILD, T Office of the Oeneral Counsel Ip 
10908 330 


— 8309180792 Mod 4, extending period of performance to 031231, to “Ad Hoc 
Committee for Review of Nuclear Reactor Licensing Reform 
Propoia 1 s " 

ROISMAN,A Z Trial Ltwyars for Public Justice RESELLO, J E. 
Division of Contracts FIN 0-8179 NRC-18-82-41B 83/09/13 Ip 

10905 331 


3309170646 Notification of contract execution. Mod I to "Installation, 
Deinstallation Ic Malnt Support Svcs for High Frequency, Vary 
High Frequency t< Ultra High Frequency Radio Equipment Owned 
It Operated by NRC," Contractor. Metroeom, Inc 

MCLEAREN, T. Division of Con tree ta NRC-10-B3-331 63/09/13 

CORLEY, J Division of Facilities Ic Operations COHEN, 8 NRC - No 
Detailed Affiliation Given Ip. 18496.347 


3309190906 Notification of contract axscutlon, Mod 8 to “Review I 
Evaluation of Geologic ti Seismic Features of Nuclear Pouar 
Bites " Contractor U808 

FIELDSiJ A Technical Assistance Contracts Branch. NRC-03-80-1 13. 
83/04/12 VOLLMER, R H Division of Engineering JACKSDN, R NRC - 
No Detailed Affiliation Given Ip 16923 194 


•8305190914 Hod 
It Evaluation 
Sites " 
a Interior, 
of Contraete 


0, correcting mod number to 7 in previous mod, to "fievltw 
of Geologic l> Seismic Features of Nuclear Power 

Dept of, Geological Survey. GUSTAVE, R P Division 
NRC-03-80-113. 83/04/12 Ip 16823:159 
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3309200002 Notification of contract ■ i scut i ain> Mod 4 to "LI can ting 
Aatlttanea/Osotschnlcal & Hydrological Evaluation! 

Contractor Borr Englnssring Co 

FIELD< J A Admlnl ftratlvs Contracts Qranch NRC-OE-aO-OSS-OS 
S3/0S/13 DAVIS. J Offlcs of Nuclsor Mataptal Bafaty t. 

Bafsguards. Oirsctor OARCIA.P NRC - No Oatallod Affiliation Olvan 
Ip IS3?e 395 


— 8309200004 Hod 4isxtendtng psrlod of p drPoroianCo to 830930. to 
"Lletntlng Asslstanca/Osotschnlcal i Hydrological 
Evaluations '* 

a Barr Englnssrlng Co OUSTAVE. R P Division of Contract* 
NRC -02-80-033-03 03/09/13 Ip 10928- 339 


030920001.2 Notification of contract a xscut 1 ani Mod 1 to "ABC Btanoscrlpt 
Shorthand *' Contractor Hontgoffliry County MD Public Schools 
DORSEY, M Adminlstratlv# Contracts Branch WnC-IO-79-3e9. 

83/09/11 DORtE.M M Offlcs of Administration OALLAOHER, U H NRC 
- NO Dstailcd Affiliation Olvsn Ip 10340- 12fi 


— 8309200071 Hod 1. dsoh 1 Igatlng rsmalning balanca.to "ABC Stanoicrlpt 
Shorthand " 

PASCOE. 8 Montgomsry County. MO SMITH, P A Division of 
Contracts NRC-10-79-3a9 33/09/11 Ip 10340 127 


8309200131 Notification of contract srscu tlon. Hod 4 to "Mlcroftcho 
Varlflcation I, Ratroflt " Contractor SBA Subcontractor 
Lahat-*Andsrfon, Inc 

OILOEMHORNi A J. Admlnlstratlvs Contracts Brancfi. Nnc-10-82~425 
83/04/39 BESAUjH J Division of Technical Information (< Documtnt 
Control SKDCZLASiJ , SCOTT, 8 NRC - No Oatallod Affiliation Olvsn 
Ip 18928 340 


— 8309200134 Mod 4, sitsndlng psrlod of psrf ormanca to 830A09, to 
"Klcroflcha Varlflcation ti Retrofit " 

BERODOLL,T £ Small Business Administration LABAT,V 
Lahat-Andarson, Inc HAOAN, T F Division of Contracts 
NRC- 10-82-429 83/04/29 2pp 18928 341 


8309200149 Notification of sxscution, Hod 2 to "Const & Calibr of 8r-90 
Irradiator Multiple Dosimeter Irradiations " 

Contractor Univ of MI 

FLYNN, M Technical Assistance Contracts Branch. FIN fl-B2B0 
NRC-04-S2'024 83/09/13 FOREHAND.M Offlcs of Nuclear Regulatory 

Research, Director DENNia>N NRC - No Detailed Affiliation Olvsn 
tp 18940 249 


•8309200149 Mod 2, extending completion date for 3 months, to "Const I, 
Calibr of 8r-90 Irradiator for Multiple Ooslmstar 
Irradiations " 

STEHPLE.P J Michigan, Unlv of OUSTAVE, R P Division of 
Contracts. FIN B-B2B9 NRC-04-82-024 03/03/13 Ip. 10940: 24A 


8309230024 Notification of contract eiecutlon. Mod 1 to "Interagency 
Agreement to Provide NRC Power Plant Location Mapping 8vcs " 
Contractor US06 

DORSEY, M Administrative Contracts Branch FIN 8-1299 
MBC-03-B1-86B 83/05/09 COSB,L I Training fc Administration 

Staff HElNaTElN,E NRC - No Detailed Affiliation Olven Ip. 
10942 298 


8309230031 Mod 1 , dtob 1 Igetlng funds, to "Interagency Agreement to 
Provide NRC Power Plant Location Mapping Bvci " 

SOUTHAROiR B Interior, Dept of, Oeolgglcal Survey SMITH, P. A 
Division of Contracts FIN B-I299 NRC-09'ai-2AB 83/09/09 Ip 
18942 299 


8309230199 Notification of contract eiecutlon, Hod 4 to "Transient 
Prototypical Steam Oeneretor (HB-3) Research Taiting 
Program " Contractor Hestlnghouse «< EPfll 

8AI8DEN<L Technical Assistance Contracts Branch FIN B-0292 
NRC -04-8 2-020. 83/09/i3 BAT80N<N □ffice of Nuclear Regulatory 

Research, Director HOPENFELD. J. NRC - No Detailed AfflHetlon 
Olven Ip 18943 349 


— B3092301A9 Ltr contract NRC-04-B2-020, Mod 4t#itandlng period of 
parformenee to 830931, to "Transient Prototypical Steam 
Oanerator tMB-2> Research Testing Program " 

HORTON. K.V NRC - Mo Detailed Affiliation Olven. FIN D-0292. 
NRC-04-82-020 03/09/13 SPENCE, L W Nts 1 1 ngbouie Electric Corp 

RVTKONEN, D. B Electric Power Research Institute 2pp, 

18943 3Ai 


8309230249 Notification of contract exacutlon. "Ciecuttva Development 
Program." euardtd to UBDA Oraduate School 

BAIINrJ Administrative Contracts Branch. STCNART.S 0. Division of 
Contracts NRC- 10-83-299. 83/09/17 OOLDKANrP J Management 

Development k Training Btaff ALLEN, R A. NRC - No Detailed 
Affiliation Olven tp 18943 237. 


"8309230249 Contract "Executive Development Program," awarded to ilSOA 
Oratfuata School 

e Agriculture, Dapt of, Oraduate school HATTIA, M 0 Dlvtften 
of Contracts NRC-10-a3-299 83/09/17. App 18943 238 


e3{>923029A Notification of contract axocutlon "Managerial 
Competencies," awarded to USDA Oraduate School 
8TEUART, S. D , BAZIN, J Administrative Contracts Branch 
NRC- 10-83-300 83/09/17 OOLOMAN, P J Management Development <> 

Training Stoff ALLEN, R A, NRC - No Detailed Affiliation Olven. 
Ip 16943-291 


— 8309230274 Ltr contract "Managerial Competencies," dotelllng terms of 
Task 3, providing t, developing training programs for setsetsd 
NRC personnel in occordance w/statement of work I, listed 
terms t, conditions 

HATTIA. M J Division of Contracts NRC-IO-83-300 83/04/13. 

VARNER, 9 Agriculture, Dept of, Oraduate School 6pp. 

18943 292 


6309230281 Notification of contract execution, Hod 6 to "Canadian 
Seismic Agreement " Contractor* Canadian Commercial Corp. 

WOLLETTiS Technical Asclstanca Contracts Branch. FIN B-6279. 
NRC-04- 79-160 83/09/13 BATSON, U. Office of Nuclear Regulatory 

Research, Director MURPHY NRC - No Detailed Affiliation Oivon, 
ip. 18976: 329 


—8303230289 Hod 6, providing add I funding 1« extending period of 
performance to 840331 to "Canadian Commerlcal Corp " 

8HAU, L Canadian Commercial Corp OUSTAVE, R. P Dlvlalon of 
Contracts FIN B-6279. NRC-04-79-180 83/09/13 2pp. 

18976:330 


8309230287 Notification of contract axocutlon. Hod 17 to “On-Call 
Halnt for NRC Computtr Ferlphoral Equipment " 

DORSEY, M Administrative Contracts Branch FIN 8-8162. 

NRC- 10-79-399. 83/09/02. DORIE.HM Of flea of Administration 
UOHNSDN, C NRC - Mo Detailed Affiliation Olven Ip 18943-290 


— 8309330293 Hod 17, daobllgotlng balance of funds for contract closeout, 
to "On-Call Halnt for NRC Computer Perlpherel Equipment " 

ROOT.L E Computer Systems Support Corp 8HITH, P. Division of 
Contracts. FIN B-ai62 NRC-lO-79-399 83/09/02 ip 18943:291 


8309230298 Notification of grant eiecutlon, Hod 3 to "Natural Convection 
Heat Transfer In Spent Breeder Fuel Shipping 
Configurations " Orantee. Howard Unlv 

MCDERMOTT, D. Technical Assistance Contracts Branch, FIN 0-1019. 
NRC-0-04-81-007 83/09/11 BATSON, N Office of Nuclear Regulatory 

Research, Director. HURPHY.J NRC - No Detailed Affiliation Olven. 
ip 18976 327 


— 8309830311 Mod 3, providing addl funds, extjindlng period of perforeunce 
to 640^01 fc incorporating renewal propo's'al, to "Natural 
Convection Heat Transfer in Spent Breeder Fuel Shipping 
Configurations. " 

HARRIS, C L Howard Unlv HORTON, K V Division of Contracts. FIN 
0“iOI9 MRC-0-04-0 1-007. 83/09/11 Ip. 18976.326. 


8309230326 Notification of contract axocutlon* "Radiation Monitoring 
Program Regulrcmants/ " awarded to State of PA, 

MCDERMOTT, 0 Technical Assistance Contracts Branch FIN B-B396. 
NRC- 28-83-60 7. 93/09/12 HC08CAR. J. Region I. Office of Director. 

COSTELLO, F NRC - No Detailed Affiliation Olven. Ip 10977:891 


— 8309230332 Contract. "Radiation Monitoring Program Regulromants, " 
awarded to Stete of PA Cooperative agreement end 
« Pennsylvania, Comnonuealth of. HORTON. K. V Division of 
Contracts FIN B-6396 NRC-2S-83-607 83/09/12. 16pp. 

10977*292 


8309260081 Notification of contract exacutlon. Hod 1 to "Comprehensive 
Current (Real-Time) Oeophyslcal Data Storage It Retrieval 
Byi. " Contractor: U9I Corp 

OILOENHORN, A J , COLEMAN, R C Administrative Contracts Branch. 
NRC-a3-83~496 03/04/08 BASSETT. H Division of Data Automation l> 

Managamsnt Information. JOHNSON. C NRC - No Detailed Affiliation 
Olvsn Ip. 18649 076 


— 8309260067 Hod 1, adjusting language of statement of work, travel 
cel lings, overhead rata cel 1 ing. adding special provisions I, 
incrsastng contract amount, to "Camprehsnslvt Current (Real- 
Time) Oeophyslcal Date Storag 1 , Retrieval Oys " 
a MSI Corp. HATTIA.M. J Division of Contracts. NRC-33-B3-496. 
83/04/08, 3pp 18649: 077 


6309260206 Notl fleet ion of contract execution. Nod 1 to "Computor 
Output Microfilm Production " Contractor Anecomp. Inc. 

MCLEAREN, T Administrative Contracts Branch NRC-10-83-897 
63/09/23, BE6AH, N J. Division of Technical Infonsatlon t, Documtnt 
Control. SKOCZLAS.J, NRC - No Detailed Affiliation Olven. Ip. 
16647: 184. 



NONDOCKETED ITEMS 
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— ■830S2603S2 Kod li chAnglng location for pickup & diltvirgito 
"Cojuputir Output Microfilm Production " 

SEYMOUR t L A Anacompi Inc KAOAN< T F Dlvlclon of Contractt 
NRC-10-83~297 S3/09/23 Ip 18647 183 


B309260340 Notification of grant axaeutioni Hod i to “Condaniatlon & 
Evaporation Rato* for Nuelaar Aaroaola Fliaton Product 
Ralaaia ti Hgdrogan Mitigation " Orantaa'Unlv of HO - 
Columbia 

MCDERMOTT) D Tachnlcal Aialttanc# Contract! Branch FIN 0-1024 
NRC0-04-S1-26 83/08/13 BAT SON) W Of flea of Noclaar Ragulatorg 

Raaaarehi Diraetor LARKINS. J NRC - No Oatallad Affiliation Olvtn. 
tp. 10629 208, 


—•8309260341 Mod liincrtailng fundi b actandlng parlod of parformanct to 
840930. to "Cendantatlon h Evaporation Ratal for Nuelaar 
Atroioli Flitlon Product Ralaaia & Hgdrogan Mitigation " 

BLOUNT. 0 H Mliaourl. Unlv of. Columbia MORTON. K V Tachnlcal 
Aaalatanca Contracti Branch FIN C-1024 NRCQ-O4-01-O2A 
83/09/13. Ip. 18629 289. 


8309260377 Notification of contract aiac utlon. Hod 3 to "Exam of 
Agraamant 8tata Program " Contractor, Natl Oovarnori Atioc 
nCLEAREN. T Admlnlitratlva Contract! Branch NRC-06-0 1-293, 
S3/09/16 KERR.O U Offlca of Stata Programa. Olractor LUBENAU. J 
NRC - No Dttallad Affiliation «lvan Ip 18647.296 


--3309260380 Hod 3. providing conildiratl on to govt for lata dallvarg of 
contract dal 1 varab lai. to "Exam of Agratmont Stata Program " 
8CHEPPACH. R C National Oovarnori' Aiioelatlon SMITH. P A, 
Dlvltion of Contracti NRC-06-ia-293 83/09/16 ip 10647 297 


B309270090 Notification of contract axaeutlon. Hod 1 to "Radiation 
Monitoring Program Ragulramanti. “ Contractor Stata oif NE, 

MCDERMOTT. D. Tichnical Aiilitanca Contracta Branch FIN B-B903, 
NRC-31-83-670 83/09/16 MEYERS. D H Region 4. Office of Director 

NICHOLAS. vl 0 NRC - No Datallad Affiliation Olvan Ip 1S661 392, 


"B309270093 Hod 1. correcting BltR numbari.to "Radiation Monitoring 
Program Rattulramanti " 

« Nabraika. Stata of. MORTON. K. V Otvlilon of Contracti PIN 
B-8903 NRC-31-B3-670 83/09/16 Ip 18661,393, 


8309270097 Notification of contract axaeutlon. Mod 9 to "Source Term 
Charactarliation Raiultlng Prom Exp loi Ivi Ig-Cauiad Bicondarg 
Violation! of Spent Fuel Shipping Caiki " 

Contractor. DM1 

UOLLETT. S. Tachnlcal Aiilitanca Contracti Branch, FIN 8-6710 
NRC-04-80~lB0 83/04/20 FOREHAND. H Offlca of Nucliar Ragulatorg 

Itaaaarch. Olractor LANS. B. NRC - No Datallad Affiliation Olvan 
tp 18661:390 


— 83092701 00_ Hod 9. daob ligating fund*, to "Bourea Tarm Charactarliation 
Ratulflng From Exploilvalg-Cauiad Stcondary Ulolattoni of 
Spent Fuel Shipping Caiki, " 

LUKZ.F J Battalia Mamerlal Initltuta. Columbui Laboratorlti 
0U8TAYE. R P. Dlvliion of Contract!, FIN B-6710. NRC~04-eO-180 

83/04/28 Ip 18661 •391. 


6309270103 Notification of contract axec ution. Mod 28 to "Oowncomar 
Effacti Exptr Imantal Program " Contractor ' Craare. Inc 
UOLLETT. 8, Tachnlcal Aiilitanca Contracti Branch FIN A-4070 
NRC-04-73-162. 83/09/06. BATSON. U Offlca of Nuelaar Ragulatorg 

Raaaarch. Olractor REYEB. J. NRC - No Datallad Affiliation Olvan 
Ip. 10661 342 


‘8309270109 Mod 20. Ineraailng funding. to "Downcomar Effect! Exparlmantat 
Program " 

HICKIN.R. A. Craara. Inc HORTON. K V, Dlvliion of Contracti FIN 

A-4070 NRC-04-79-162. 83/09/06, 7pp 18661,343. 


8309270108 Notification of contract axaeutlontKod 3 to "Technical 
Aiilitanca in Nuclear Reactor Cora Phgiiei, " Contractor, 

Pickard. Lowe ti Oarrlek Aiioc. Inc. 

BILVIS.R.M Technical Aiilitanca Contract! Branch. FIN B-9947 
NRC-04-79-8t3. 83/09/18, BATSON. U. Offlca of Nuelaar Ragulatorg 

Raiaarch. Director. Ip. 10661:340 


—8309270110 Mod 3. daob 1 tgattng fundi. to "Tichnical Aiilitanca in Nuelaar 
Reactor Cora Phgilei. " 

PICKARD. U K Pickard) Lowe 6 Oarrlek. Inc, OUSTAVE. R P. Civilian 
of Contract! FIN B-9947. NRC-04-7g-213, 83/09/10 Ip. 

1866 l 7 eHl. 


FOJA FREEDOM OP INFORMATION ACT REQUESTS ANO RELEASES 


B309020006 FOIA rebuilt for doeumanti ra Harrg Diamond Labi located at 
2800 Powder Hill Road. Adtlp hi. HO from 1969 to praiant, 

BIHP80N.C Affiliation Unknown. 82/12/19, Offlca of 
Admlnlitratlon 2pp. 18399.001. 


8309020007 Partial rasponia to FOIA rai^ueit for documinti ra Harrg 
Diamond Labs located at 2800 Powder Hill Road. Adalph 1. HD 
from 1969 to praiant. Forward! doeumanti reiponilva to 
riquait Doeumanti alio available in FOR 

FELTON. J M Dlvliion of Rules and Record! 83/01/11 SIMPSON.C 
Affiliation Untnoun Ip 18396 003 


—8006100978 Raquaitf amind of Matl/Bgproduct Liciniei 19-t7250-01» 
19-17290-04.19-17290-09 6 SNM-348 Amend raplacai C Roue 
w/HO Funkhouiar ai radiation protection officer Ratuma for 
MD Funkhouiar and. 

TARAS. 0 N Armg. Dept of. Headquarters Material Oavelopniant 6 
Raadlneii Command 03992 80/09/22 Llcanilng Hanageaiant 

Branch 9pp 18389 109 


•8008290310 Mat l/8g produc t Llcania 19-17280-09 for Dept of Armg. Harrg 
Diamond Labi li amended par @00909 Itr Amend 4 add! 
conditions of uia of llcanaad matl 

OUINN. P R Llcanilng Kanagemint Branch 30/07/19 2pp 
18399 090 


—8008250337 Matl/Bgproduct License 19-17290-04 for Dept of Armg. Harrg 
Diamond Labi Is amended par 800909 Itr Amend 3 authoriiai 
uia of Ilcanied matl par 780118 b 0011 applleatloni b 800909 
Itr. 

QUINN. P R Licensing Managenent Branch 80/07/09 ip 
18396 019 


— 8008290463 Matl/Bgproduct Lleanca 19-17290-01 for Dept of Armg. Harrg 
Diamond Labi Is amandid par 800909 Itr Amend 3 adds 
conditions of uii of llcinsed matl, 

QUINN. P R Llcanilng Management Branch 80/07/02. Ip 
18396 211 


— 8103130267 Request! amend of Matl/Bgproduct Llcania 19-17290-01 to 
delate PA Caldwell. HE Dlailalir b JE Stafford. add KO Karrii. 

CC Casair b P Sarlglanls b remove radiation datcetton 
instrumanti 

BENOIT. U R Armg. Dept of 06602 61/01/22 NRC - No 

Detailed Affl 1 la t ion Olvan 3pp 16396 314 


--8104030770 Matl/Bgproduct Llcania 19-17290-01 for Dept of Armg. Harrg 
Diamond Labi Is amandad par 810122 Itr Aman<r 4 changai 
reading o,f Conditions 12 b 16 re namis of uiirt of liceniad 
matl 

QUINN. P R Llcanilng Managamanb Branch 81/02/29 ip. 

18396 210 


-“8104060899 Requests amend of Matl/Bgproduct Llcania 19-17290-09 to 
add P Sarlglanta as altarnata operator of Co-60 facility k 
delate obsolata radiation detection Initrumanti 
TARAS. 0. Armg. Dept of. Haadquarteri Material Oavalopmant b 
Raadinasi Command 26974 81/02/09 Licensing Hanagamint 

Branch Ip 18399 104 


■8309020010 Amend 1 to Matl/Bgproduct Llcania 19-17290-04 for Dapt of 
Armg.Harrg Diamond Labi, authoriilng uia of Irradiatad 
alaetronlc equipment b threshold ditactors, 

OUINN. P.R Licensing Managamanb Branch 78/06/07 2pp. 

18399 004 


--8303020019 Application to rsnaui b amend Matl/Bgproduct License 
08-02434-01 for Harrg Diamond Labi, authorlx ing listed 
Individuals ai users of Co-60 b Cs-137 laalad tourcai for 
callbr of radiation dataetton instrumanti 
CAMPAONA.JH, Armg. Dapt of 93020 67/04/03 10pp. 

18399 006. 


--8303020016 Forwards application to renew Matl/Bgproduct License 
oa-02434-01 for Harrg Diamond Labe. Approval racommandad. 

MCSRAH. T. L Armg. Dapt. of 93820 67/04/10. Atomic Enargg 

Commlsilon. Ip 10399' 016 


— 8309020019 Appl teat ion to rtnaw Matl/Bgproduct Llcania 08-02934-01. for 
Harrg Diamond Labs. authorl i Ing llstad Individuals as utarc 
of Co-60 b Cs-137 sources for callbr of radiation datactlon 
instruments 

SISCO. HU. Armg. Dapt of 69029 69/09/17 2pp tB399'017 


—0309020022 Reeomnands that and application for renewal of Matl/ 
Bgprod'uct Llcania 08-02934-01 for Harrg Diamond Labs be 
approved. W/o and 

FLYNN. R. M. Army. Dapt. of. 69029. 69/06/17 Atomic Enargg 

Commission 3pp. 18399 019 


— 8309020027 Ack raeaipt of 620417 notification daitgnating OP Hanien 
at radiation protection offletr b chairman of radioactive 
matia control board Application to amtnd llcania raquaitad, 
CUNNINOHAMiR Atomic Enargg Commliiion DROTL-032 62/06/19 
Armg. Dipt, of Ip, 18399' 020 
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-8303020031 R.eoMtndi approval of tnd requaft for thans** ‘n Diamond 
□rdnanci Fuia Lap radiation protaetlon program Radiol lotopa 


faeiiltitt adaquata 
DANIELS. A 0 Arny, Oapt 
Enargq Coamtitlen 3pp 


of KEDPB-PO 
18333 021 


—0305020033 SuPniki raaiflti of laakag# ta»t» an Co-60 taalad loorcaa par 
Condition 15 of MatlfBgproduet Llcenta O0-O283<-O1 Smtar 
t*»t rcQOvad contaminiatlon of 0 3 mCl from one lealed 
« ourc a 

WCOSK-EViR E Arovi Dipt of ORDTL-230 62/02/00 Atomlt 
Enargq Comilialan Ip 1G3S3 024 


— asosoaxysf HatWBiiproduct Licanta 00-02534-01 for Diamond Ordnance Puia 
Lab*, authortilng poatattion it uta of Co-60 tracarlab allvar 
ioldarad taalad tourcat 

a Atonic Enirgv Comal ttlon 37/05/01 2pp 10335 025 


—8303020042 Raeommandt approval of and application for rantual of Matl/ 
Bypfoduct LUantfS 00-02534-01 *< 00-02334-02 for Diamond 
Ordnance Fuia Labi. raqoaitlng uta 6 poiiattlon of 246 2 
mCl Co-60 (. 13 mCi Cl-137 

OANtELS.R 0 Armq, Dipt of MEDPS-PD 61/08/01 Atomic 
Enargq Conmiitlon Ip 10355 027 


— 8305020047 Application for ranaval of Natl/Bgprodoct Llconta 
00-02334-01. authoriiing RE KcCoilcag at radiation protection 
officer 6 poiiaition 6 ota of 245 fflCl Co-60 l< IS mCl Ct-137 
storad In lead plgi 

a Arng. Oapt of 36370 61/07/12 6pp 10355 020 


— 8305020049 Trip rapt of 570414 vltit to Diamond Ordnance Fota Lab. 
Hachlngton. DC ra radlotietope program at faellltg Program it 
limited It doai not require tvct of full-time health 
phyile 1 tt 

BASS IN. N Atomic Enargg Commiitlen 57/04/14 Atomic Entrgg 
Cooniiilon 3pp 16355 036 


--S303020037 Application for rtnaual of Hatl/Bgproduct Llcanta 
00-02334-01. authorl ting R KcCottag at davalopment luparvltor 
6 EE Conrad at radiological tafetg officer at utart of Co-60 
fc Ca-137 taalad tourcat 

a Amy. Dapt of 17453 57/03/03 4pp 10335 037 


--03O5O'2OO63 Forwtrdi Diamond Ordnance Fuia Lab application for matl/ 
byproduct 1 icania. authbri ting uta of 225 mCi cobalt 
Expedited handling raquattad Llcanta needed bg 370515 
Ralatad matl and 

EAR HER. R F Atomic Enargg Commlitlon 57/04/15 BUCHANAN. C fi 
Atomic Entrgg Committlen 3pp 1B3SS 043 


—0305020070 Raeommandi approval of and application for matl/bgproduet 
llcanaa for Diamond Ordnance Futa lab. author 1 1 Ing uta of 
249 nC{ Co“60 Ic 15 mCi Cs-i37 in taalad tourcat 

CALLISON. R L Armg. Oapt of MEDCE-OH 57/04/17 BUCHANAN. C R 
Atomic Entrgg Commltalon ip 18355 046 


•8309020001 Foruardt Harry Diamond Labi application to amend Lieantat 
19-17290-01, 19-17250-03, 17-17230-04, 19-17290-09 li 8Nt1-0348 
Amend ramovat UE Btafferd at radiation protection officer 
l< aubatltutat CA Rowe 

QUEEN. H e Army, Oapt ef 96301 70/07/06 Radioltotopat 

Lleanting Branch iPrt 790301) 3pp 10399 047 


— 8309020107 Amend 3 to Matl /Byproduct Llcanta 19-17290-03, author t * InB 
8r-70 for uta at cheek tourea 

OUINN.P Olvliion of Fuel Cycle & Material Safety 02/00/30 
3pp 10399 060 


— Q30S020191 Amend 2 to Hatl/Bgproduct Llcante 17-17850-08. ravi a ing 
Condition 16 re poitattlon (, uto of llcantad matlo 
COMBS, F Radioltotopat Lleanting Branch <Pr§ 790801) 70/09/29 

Ip 10399 063 


"0309020196 Amend 1 to Matl /Byproduct Licanio 19-17290-03. author I « 1 tag 
tteraga ef Am-24i>8r-90 at chock tourea In Uictoraan Hodale 
A0B-1OK0-8R lurveg inttrumint <i 716A ramota area monltora 
BABBIN.N Radioltotopat Lleanting Branch (Pra 790901) 77/OB/S9 

3pp 18399 064 


--8305020200 Matl/Bgproduct Llcente 19-17890-03 for Harry Diamond Labi, 
authoriiing uta of Am-241i8r-90 taalad tourcaa for ttartup 
of Trlga Mark F Reactor & check tourcat in Vlctoraan 
Modalt AOB-IOKO-BR tc 716A ramota area monltora 

8A8SIN, N Radioltotopat Licensing Branch (Fra 790901) 76/11/23. 

3pp 10399-067 


--B30S020201 Aek receipt of application for ranaual of Hat 1 /Byproduct: 
Llcanta 19-17250-03 Llcanta uill not expire until final 
action taken 

HlCKETiJ, H Olviiion ef Fuel Cycle (< Material Safety 12134 
02/00/09 TARAS, D Army. Dapt. of Ip 18399 070. 


— B30S020204 Forivardt application to renew Hatl/Dyproduct Llcanaa 
19-17290-03, author 1 1 tng potiaiiion it uta of 3r-90 Vlctoraan 
BD-lOlOA laalad source a* callbr tourea 
TARAS, 0 N Army, Oapt of DHC6F-P/B2-0079 82/07/87 

Radioltotopat Licensing Branch (Pra 790901) Ip 18399,071 


— 8309020207 Application for matl/byproduct 1 icanta, authorl l ing 
HJ Borltky at radiation protection officer I, JM McOarrity ae 
alternate, for uta of 0r~9O Vlctoraan BB-tOlOA staled aourc* 
at callbr source 

* Army, Dept of, 12134 82/06/02 i7pp 18399 072. 


—8309020218 Netlflas that Matl/Bgproduct License 19-17850-03 etpireb on 
020831 Ranawal application must ba filed u/updatad Info re 
radioisotope program 

* Licensing Managamsnt Branch 12134, 82/09/20 Army, Dee b. 

of Ip 1B399'O0? 


•8309020280 Matl/Bgproduct Llcanta 19-17290-09 for Harry Diamond Lmbb. 
authoriiing pottottion tc uta of Co-60 

OUINN.P R Lleanting Management Branch 79/09/i0 3pp. 

10399 098. 


— 8309020306 Amend 1 to Hatl/Bgproduct License 19-17890-09f adding C0-&O 
taalad tourea to Uimt 6, 7 tc 8, par 780118 application 
COMBS, F C Radioltotopat Licensing Branch (Pra 790901), 78/09/18. 

Ip 10399, 099 


•8309020318 Amsnd 8 to Matl/Bgproduct Llcansa 19-17890-09, ravis tng 
Condition 17 ra posittsion tc uta of llcantad matl. par 780811 
app I Icatlon. 

COHBSiF C Radlolsotopas Licensing Branch (Pra 790901) 78/09/89. 

Ip 18359 096 


-8309080099 Application to amand Llcantai 19-17890-01,19-17890-03, 
19-17890-04,19-17890-09 tc 8NM-0348, removing JE Stafford as 
radiation protection officer Ic substituting CA Rout 
eOODHlN, CR Aresg. Oapt of 96301 70/00/11 2pp 18399 048 


-830^80138 Atl r^lpt of application for ranawal of Hatl/Bgproduc 
Llcanta 19-17290-04 Currant llcanta will not aipira until 
final action taken 

V *• Material Safety 80400 77/Qy/i^ 

TARAE. D N Army, Dapt of Ip 18399' 091 


— 8309080198 Suboiti addl Info to 
byproduct llcanta ra handling 
HINHAN. W.S Army. Oapt of. 
Commltslon. 2pp 1B3S9.092. 


hi added to application for matl/ 
tc storage of tourcat 

BABB IN, N Atomic Enargg 


-8309080169 RacoMandt approval of Diacsond Ordnance Fur. l.k 
application for Licanstt 00-08934-09,06-02934-04 
08-8934-01 6 00-08934-03 b OS-oawilosfauf^oJi?!;, 
potsastlon 0# listed radieactlva matlt 

KAAULr C U Army, fiapv of, 17499 3<p/03/24 Atna.r c. 

Co-amltslon Ip 16399 094 99/03/84. Atomic Enargi 


‘^830«^0fi01 78 Application Pof ftafi/hmta-njiiij i % t 

^ootooilon I. uo OP 245 -Ci Co^oTlS «c 
traearUt t, taalad tourcat. ® 

* Army. Dapt of 97 / 04 /la 9pp 10399,099, 


■8305020323 Hatl/Byproduct Llconta 19-17290-09 for Harry Diamond Lmbi, 
authoriiing passattlen of 37.896 Cl Co-60 taalad source 
for uta in water pool irradiator for irradiation of matte 
aicluding axploslvat 6 flammable matti. 

BASBIN.N Radloliotepa* Licensing Branch (Pra 790901) 77/11/14, 

Spp 10399,097 


•8309080909 Hatl/Byproduet Licenia 19-17290-09 for Harry Diamond Lmti. 
authoriiing use 37,896 Cl Co— 60 sealed eourcaa In water pool 
Irradiator for irradiation of matlt alluding axplosiva tc 
flammable matl*. 

BAfiSlN.N, Radioisotope* Licensing Branch (Pra 790901), 77/11/03, 

Spp 18399; 100 


■0309020929 Amend 4 to Hatl/Byproduct Llcanta 19-17890-09 for Harru 
Oi^nond Labt Hfttlns ^ Sjit'ijiAnit At AlttmAtf optnior 
of Co-60 faellltg 6 removing listed radiation datactlen 
Instrumant* from Item 10, 

BENAIT.H, R Army, Dapt. of 06974. 81/01/03, 4pp. 18399:108. 






19-17890-01, 19-17890-09 Ic BNM-0349, removing JE Stafford a* 
radiation protection officer 6 replacing CA Rowe 

7B/0B/U. Radtalsotopea Liesnsln* 
Branch (Pra 790901). Spp, IB399'117. 
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“8305020849 Foruardi Harrg Diamond Labi application for rinauaj ti amend 
of Matl/Bgproduct Llcanie 19-17280-03 Amend delatei 16 g 
Pv/Se neutron tource from Hat of lourcas available for 
calibr tt incluilon of storage for Am-24l tource 

TA«A8. D N Army, Dept of 86400 77/OA/30 Dlvlilon of Fuel 

Cyelt (t Matartal Safety Ip 1B3S8 120 


—9303020990 Application for renewal of Matl/Bgproduct Lictnie 
19-17290-03, author I » Ing OE Stafford ai radiation protection 
officer If JM Mcdarrlty 1< CA Roue as alternates & listed 
users of Am-24i 8, 8r-90 sealed sources 

LOWREy, A Army, Dept of 88400 77/09/23. 14 kP 18399 121 


--9309020994 Application for amand to Matl/Byproduct Llcansi 
08-02934-10, author 1 1 Ing TB Oruccl, radiation protection 
officer, as user of Am-241 beryllium neutron source as 
atartup source for Trlge reactor 

e Army, Dept of 71783 7A/10/06 3pp 18399 139 


—8309020998 Application for amtnd of Matl/Byproduct Llcanse 08-02934-09, 
authoriilng JE Stafford as radiation protection officer 
MCOREOORfT. Army. Dept, of 84029 76/10/04 6pp 10399 138 


—8303020960 Forwards Harry Diamond Labs application to renau it amend 
Hatl/Byproduct Licenses 00-02934-01 i< 08-02934-09 Licenses 
ulll expire on 720831 Approval requeeted 

REHRIO. A H Army, Dept, of 28999 72/06/89 Atomic Energy 

Commission 2pp 18399 144 


—8303020964 Application for renewal of Metl/Byproduc t License 
00-02934-09, author 1 1 ing KA Camann as radiation protection 
officer B JM HcOerrlty t< CA Roue as alternate users of 
Am-241 if Sr-90 sources for Trlge Mark F reactor 
MOONEY, T Army, Dept of 29041 72/06/12. 17pp 18399 146 


—8303020967 Application for rantwal of Matl/Byproduct License 
08-02934-09, author 1 ling TB Orucei as radiation protactlon 
officer If UL Oieseler,<JH HcOarrltytEO McOarry b RB Oswald as 
users of Am-241i8r-90 It Hf-19a 

CAMPAONA.J. H Army, Dept of 99702 67/06/18 12pp 

18399 162 


—8303020971 Forwards Harry Diamond Labs application for renewal of 
Matl/Byproduct Llcenst 08-02934-09. Approval recommended, H/o 
and. 

MCKEEN. C M. Army, Dept of LOO/PB-IBB 67/07/17 Atomic 
Energy Commission tp 18399 174 


— B309030008 Recommends that end application for amend to License 
08-02934-10 be epproved 

FLYNN, R H Army, Dept of L00/E2 69/09/29 Atomic Energy 

Commission. ip 16399.179. 


—0309030020 Application for rcniwet of Matl/Byproduct License 
08-02934-10, author 1 1 Ing possession t, use of 90 uCl Am-241 b 
10 Cl beryllium neutron source 

BISCOiH U Army, Dept of 74499. 66/01/11 9pp 18399 176. 


— 8303030023 Notifies that amend to License 08-02934-09 requesting 
possestlen of 9 mCl Au-19B In liquid form canceled Au-19a 
■oalad sources consist of solid metallic foils 

OHUCCl.T. B Army, Dept, of 69/06/29. BABSINi N Atomic Energy 
Commission Ip. 16399 189 


—0309030027 Recommends that Au-196 in liquid form be deleted from 690416 
application to rtnaw License 06-02934-09 Approval also 
raquastad 

FLYNN, R.M. Army, Oapt of 69/07/19. Atomic Energy Commission 

Ip 18399, 166 


— 0303030039 Application for renawal of Matl/Byproduct Ltcenss 
00-02939-09, author 1 ting TB Orucci as radiation protection 
officer b possession b uis of Sr-90, Au-196 b Po-210 
818C0,H.M. Army, Dept, of 69/06/01 Upp. 18399:167. 


— 6309030047 Requests sddl Info re use b handling of Au-19B b drawings or 
sptcs for staled sources containing Au-19e> in response to 
630416 application to amend License 06-02334-09 
BA881N>N. Atomic Energy Commission, 66231. 63/06/21 Army, 

Dapt of. Ip. 18399, 199 


— 6303030099 Application for natl /byproduct licensa, authorltlng TB Orucci 
aa radiation protactlon offlcar b listed Individuals at 
uaars of 9 mCl Au-198 auric chloride liquid for use w/Trige 
dosimetry studies 

SISCO, H,W Army, Dtpt of 69291. 69/04/16 9pp 16399’ 200. 


— 8309030063 Application to amend Matl /0ypr oduc t License 0a-O8934-09i 
substituting TB Orucci In place nf OP Hanson as radiation 
protection officer 

FLYNN, H M Army, Dept of 65/09/18 Atomic Energy Commission 

3pp 1B39S 209 


—8309030073 Application to amend Matl/Byproduct License 09-02934-09. 
substituting TD Orucei In place of OP Hanson as radiation 
protection officer W/o end resume 

FLYNN. R M Army, Dept of 66949 69/03/09 Ip 18399 212 


— 8309030090 Forwards Harry Diamond Labs application for rooewal of 
Matl/Syproduct License 08-02934-10 Approval recommended 
SEIDLER,0 Army, Dept of 65/01/27 Atomic Energy Commission 
Ip 10399 213 


— 8309030087 Forwards drawings for encapsulation of 10 Cl Ara/Oe neutron 
source for use as startup source In HDL-DORF Trlga Merk F 
reactor Both vendors should be approved as possible sources 
for Item Related info unci 

BERMAN, P O Army. Dept of 66/02/01 DASSIN, N Atomic Energy 
Commission 4pp 18399 214 


— B309030092 Bubmlts addl info In response to 651101 request re 690819 
application for possession b use of Am-241 beryllium neutron 
source U6 Nuclear Corp has two sources of 6 48 b 10 Cl 
designated as Models AM-200 b Am-309 

ORUCCI, TB Army. Dept of 69/11/30 8A8SIN, N Atomic Energy 
Commission Ip 18398 066 


— 830S03009B Requests add! Info re model numbers of Monsanto Research 
Corp b Numec Instrument b Contois Corp sources, In response 
to 690819 application for Ain-341 beryllium neutron source 
BA8BIN, N Atomic Energy Commission 65/11/01 Army. Dept of 
7pp 10399 219 


— 8309030105 Application for renewal of Matl/Byproduct License 
08-02934-09, author Itlng OP Hanson as radiation protection 
officer b HL Olesler b PO flerraen at users of Po-2iO b Sr-90 
SISCO, H H Army, Dept of 93149. 63/08/09 Upp 18399-226 


— 8309030129 Recommends that amends b renewals of Hatl/Byproduct 
Licenses 08-02934-01 b 08-02934-09 for Harry Diamond Labs ba 
approved b disposition of isotopes on Llcanie 08-02934-02 be 
shown as statsd on end certificate H/o end 
DANIELS, R.O Army, Dept of, 63/08/01. Atomic Energy 
Commission ip 18399 237 


— 8309030142 Forwards Diamond Ordnance Fuie Labs application for amend 
to Mitl/Dyproduct License 08-02934-09 for 2,430 mCl Sr-90. 

Approval recomnandtd. Radiation protection program adequate 
for proposed use 

DANIELS, R 0 Army, Dept of 49063 63/01/22 Atomic Energy 

Commission Ip 16399 236 


“8305030147 Application for amend to Matl/Byproduct License 
08-02934-09 for possession b use of Po-aio 
DANIELS, R.Q Army, Dept of 62/08/28 Atomic Energy 
Commission 2pp 18399. 241 


— 8309030194 Forwards Diamond Ordnanca Fust Labs application to amend 
Hatl/Byproduct License 08-02934-09 to Include one addl 6r-90 
sealed source Approval recommended 

DANIELB, R. 0 Army, Dept of. 41312 62/02/28 Atomic Energy 

Commission 9pp 18399 007. 


■8309030163 Application far amand to Hatl/Byproduct Llcanse 08-02534-09. 
authoriilng OP Hanson to perform tests for leakage b 
contamination, rep lacing A achucbel 

HCEYOY. R H. Army, Dept of. 62/07/11 2pp 18399 244. 


— 8309030169 Application for metl/byproduct license, authoriilng 
pottatelon b use of Br-90 sealed sources included In listed 
monitoring Instruments. 

FLYNN, R H. Army, Dept of 68281 61/10/30 9pp 18399’ 247. 


—8309030174 Forwards Diamond Qrdnancs Fuie Lab application for 
metl/byproduct license for 1820 mCl Sr-90. Approval 
recommended Rediolsotope facilities adequate 
DANIELS, R.O. Army, Dept, of. 61/11/01 Atomic Energy 
Commission Ip. 18399:292 


— 8309030179 Forwards Diamond Ordnance Fuie Lab application for 
matl/byproduet licensa for poseesslon b use of 20 Cl 
Po-210 

DANIELS, R 0 Army, Dept, of 38700 61/0B/17 Atonic Energy 

Commission, tp 18399.293 


—8309030189 Application far metl/byproduct 1 leanse, author! ting 
possession b use of 20 Cl Po-8t6 sealed neutron sources 
8I8C0, H. W. Army, Dept of 61/08/16 9pp 18399' 294. 
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8303030167 Amend 3 to Lltense SNM-348. r avl e 1 ng Subitem* 9 A-9 F fc 
Condition* 1 D> 12 i, 18 re do*imetri| studlei gt celibr ttudle* 
WALKER. H J Division oP Fuel Cgcle It Material Safetg 82/12/81 
Ip 16333 259 


8305030193 Amend 2 to License 5NM-348. revl s ing Condition 16 re 
poeseEsion !■ u«c oP licensed matt described In Item* b. 7 t< 

6 

OUIMN. P R Division ot Fuel Cgcie t, Material Safety 80/07/09 
Ip 16333 3b0 


8303030201 Amend 1 to License aNM'348. r evt s ing possession amounts for 
Pu-839. Np-237i depleted U. li-233 & U-23B encapsulated fission 
foils t> sources 

COMSS.F C Division of Fuel Cgcle !< Material Safety 78/10/30 
3pp 18333 2b 1 


—8303030268 Amend 3 to License SNH-34Bi revising Item* 7 & 8 (t adding 
Item 14 re licensee compliance w/attach#d leak test 
conditions for Pu alpha sources 

DDULOStN ( NUSSDAUMER. D Atomic Energy Commission 64/01/21 
OOLDSTEIN. D L Army. Dept of Ip 18333 333 


—8303030270 Foriiiards Amend 3 to License 8NM-*34S License does not 
authorlic Insertion of mails into nuclear reactor Ineartlons 
muit be authorlied H/o encl 

JOHNSON. L Atomic Energy Commission 63/09/26 OOLDSTEIN, B L 
Army. Dept of Ip 18333 334 


— 8303030281 Amended License 8NH-34B for Harry Diamond Labs. authorlting 
enriched U-233 as Pu-Be neutron source & 64 6 g as fission 
foil* 

* Atomic Energy Commission 63/09/26 4pp 18333 333 


-6303030207 Reneued License SNM-34B for HairTy Diamond Labs, authorl i ing 
possession 6 use of Pu— 239. U-233i natural 4. depleted U & 

Np-237 encapsulated Fission foils 

LAVFIELD.R L Atomic Energy Commission. Directorate of Licensing 
72/12/19 2PP 18333 264 


-8303030212 License BNM-348 for Harry Diamond Labs, author! i ing 
possession 6 use of Pu-239. U-233i natural tc depleted U {. 
Np-237 encapsulated Piislon foils 

LAYFIELD.R L Atoeiilc Energy Commission 68/07/13 3pp 
18353 266 


-8303030213 License SNM-34G for Harry Diamond Labs, author! ilng 
possession 6 use of Pu 6 U enriched in U-233 fission foil 
JQHNSONi L Atomic Energy Commission 63/07/16 3pp 18333 267 


-8303-030218 Application to amend License SNM-34B> requesting storage of 
matls prior to transfer, substituting CA Roue as alternate 
ra-diatlon officer & listing HJ Bortsky as radiation 
protection officer 

MOTHER5DAUOH. L Army. Dept of 21639 62/11/22 

Rad i olsotopes Licensing Branch (Pre 790301 > 12pp 18333 272 


-0303030223 Foru/ardt resume of MD Funkhouser. designated new radiation 
protection officer at Harry Diamond Labs replacing C Roue 
W/o encl 

TARAS. D N Army. Dept of 1646? 80/03/22 Redlolsotopes 

Licensing Branch <Pre 79DS01) 6 pp 13333 264 


— 83030302G6 License 8NH-34B for Harry Diamond I abs. authorising use of 
16 g Pu encapsulated at Pu-Bs neutron source. 12 micrograms 
encapsulated in fast neutron detectors t. 10 g encapsulated 
at neutron activation dctactors 

JOHNSON. L Atomic Energy Commission 62/02/27 ip 18333 339. 


— 830S030289 License SNM-34Q for Diamond Ordnance Fuic Lab. authorlilng 
use of 16 g Pu encapsulated at Pu-De neutron source 12 
mtcrograms encapsulated In fast neutron detectors 
e Atomic Energy Commleiion 61/11/14 2pp 18333 340 


— 830S030S96 License SNM-348 for Diamond Ordnance Fuia Lab. authorl ilng 
possession & use of 16 g Pu encapsulated as Pu-Be neutron 
source it 12 mlcrograms encapsulated in fast neutron 
detectors 

NUSSBAUHER. D Atomic Energy Commission 61/03/18 Ip 
18333 342 


— 8303030301 License SNH-348 for Diamond Ordnance Pute Lab. authorl ting 
potsesslon t> use of 16 g Pu a* encapsulated Pu-Be neutron 
source 

DELANEY. J C Atomic Energy Commitelon 60/02/03 2pp 
18333 343 


— 8303030304 Amend to License SNM-348. correcting docket number error in 
Item 3 Correct number should be 70-0378 

LAYFIELD.R L Atomic Energy Commitelon 6S/07/24 HAAS. C F 
Army. Dept of Ip 18333 343 


•83<}3030233 Foriuards Harry Diamond Labs responic to 760706 Itr ro 
License SNn-348 Headquarters concurs u/rsiponta 
Act of receipt of correspondence requested U/o end 
TARAS. D N Army, Dept of 70667. 76/07/24 COMBS. F 

Radio i sotopsc Licensing Branch iPre 7903011 Ip 18333 289 


— 8303030309 Forwards renewed License 8NM-34S. ref Icctlng leak test 
condition for Pu as staled source H/o encl 

LAYFIELD.R L Atomic Energy Commission 68/07/13 HAAS. C F 
Army. Dept of Ip 18333 346 


-8305030239 Submits addl info re s'ecurlty requirements, radiation safety 
facilities C< procedures for storage b use of Np-237 foil 
matl listed on Harry Diamond Labs application for renewal of 
License 5NM-34B 

OaODUIN. CR Army. Dept of 78/07/19 COMBS, F Radioisotopes 
Licensing Branch <Pre 79050I1 2pp 16333:290 


-8303030249 Requests addl info re security requirements. radiation safety 
facilities b procedures for use S< storage of Np-237 6 
description of leak testing procedures for fission foils 
■COMBS. F Radioisotopes Licensing Branch tPre 7903011 78/07/06 

TARA 81 0 N Army, Dept Of. Headquarters Materiel Development & 
Readiness Command ip 1B333 292 


-8305030251 Application for renewal of License SNM-349, ref I ectlng 
changes in location of lab headquarters, amount of Pu-23? In 
Pu-Be neutron source i. radiation protection officer* I. 

users 

TARAS. 0 N Army, Dept of 77/11/18 Radioisotopes Licensing 
Branch tPre 7905011 17pp 18353 293 


-9305030255 Ack receipt of application to renew License 8Ntf-348 Licenta 
espire until final action takan 

Radioisotopes Licensing Branch CPre 790501) 08143 

TARAS, D N Army. Oept of ip 18335 310 


amend ii renewal of License &NH-348. 
use of 9 76 mg Pu-239, 0 24 9 U-233, 

/04 Atomic Energy 


tvlslng expiration data ta 
to 1 Icanse record 
>n 63/01/12 FLYNN, R M 


— 8303030312 Application for ranawal << amend of License SNM-348. 
authorlilng possession tt use of 34 7 g Pu (< 16 g Fu-239. 
Np-237. depleted U. U-233 b U-23B neutron source In 
encapsulated callbr sources & fission foils 
HAAS.C F Army. Dept of 68/06/23 llpp 18333*347. 


— S30S030320 Notifies that Llcensa SNM-34e explrct on 680731. 
Application for renewal of llcanso should be filed within 
30 days Notification should ba given at decision not to 
renew by completing and form H/o encl 

NUSSBAUHER. 0 A Atomic Energy Commission 68/03/26 8EIDLER,0. 
Army. Dept of Ip 18333,338 


— 8303030323 Forwerdi renewed License SNH-348. U/o end 

JOHNSaN.L Atomic Energy Commission 63/07/16 BEIDLER.O Army. 
Dept of Ip 18333-339 


— 6309030326 Forward* addl info ra use b storage of Pu neutron source, 
per AEC 630604 request Includes description of Pu nsutron 
source b dimension* of tentelum b »talnloit iteel source 
container. 

8EIDLER.0 Army. Dept of 63/07/06 Atomic Energy Commltflon 
2pp 18333 360 


— 8303030332 Raqucsti addl info re use b storage of Pu neutron source 
b pcreonnel monitoring program. In responie to 630303 
application to renew License SNM-346. 

LAYFIELD.R L Atomic Energy commission 63/06/04 FLYNN, R M 
Army, Oept of ip 18333 362 


— 8303030333 Application for renewal b amand to License 8NH-34S. 
authorlilng 13.4 g Np-237, 34 3 g Pu-239, 94 3 g U-239 b 143 g 
U-33a In form of fission foils for callbr studies 
FLYNN) R M. Army. Dept of 69/03/03 Atomic Energy Commission. 
12pp 18396 001 
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"8303030337 Mat I /Byproduct Lleanss 19-17830-04 for Dapt of Army) Harry 
Oldoiond Labf I Author {> Ing uae of SSO mCl Irradiated 
•taetronle equipment b threshold detectors for experimental 
development of laser devices 

SASSIMiN Radioisotopes Licensing Branch <Pre 790501) 7&/11/Z4 

Spp 18356 013 


— 8303030684 Amend S to Matl/Byproduct License 19^ 17250-04i making 
editorial changes to Condition 14 

COMBS. F Radioisotopes Licensing Branch tPre 790301 ) 78/09/B9 

Ip 1B3S6 016 


— 8303040060 Application to amend License 17-17230-01 > 19-17S50-03, 
17-17830-04,19-17250-03 b SN(1-34B, r emovi ng JE Stafford as 
radiation protection officer b substituting CA Rowe 
OODDUtN, C R I queen, U 0 Army. Dept of. Head guar te r s Materiel 
Development tc Readiness Command 7S/0B/I1 Radioisotopes 

Licensing Branch (Pre 770501) 3pp 1B356 023 


— 9303040081 Aek receipt of application for renewal of Metl/Byproduct 
License 17-17230-04 License will not expire until final 
action taken 

OlfINN. P R Rediolsotopes Licensing Branch (Pre 790301) 72387 

78/01/27 TARAS, D.N Army. Dept of. Headquarters Meterlel 
Development b Readiness Command Ip 1B336 026 


— 8303040087 Application for raneual tt amand of Matl/Byproduct Llcensa 
19-17830-04, removing ED McOarryiFW Balicki b MS Roth stein 
from lilt of authoriied users of licensed matl b adding CR 
Helmbach.TL Prultb b S Share as authoriied users 
TARAS, D N Army, Dept of. Headquarters Haterlal Development b 
Readiness Command 72387, 78/01/16, Radioisotopes Llcanting 

Branch (Pre 770301) 2pp 18356 027 


—8303040073 Application for renewal b amend of Matl/Byproduct License 
19-17230-04. author i I ing listed individuals to use any 
byproduct matl w/Atomlc Numbers 3-83 inc luslve. w/ac t ivated 
electronic b threshold detectors 

RAM9DEN. J J Army, Dept of 78389 83/01/11 tSpp 18356 027 


— 9303040103 Forwards Harry Diamond Labs application for renewal of Matl/ 
Byproduct License 17-17830-04. 

TARAB, D N Army. Dept of. Headquarters Materiel Development b 
Readiness Command 94530 79/03/12 Radioisotopes Licensing 
Branch (Pre 770301) Ip 18336' 044 


— 8303040114 Application for renewal b amend of Matl/Byproduct License 
19-17230-04. author 1 1 ing listed Individuals as users of 
any byproduct matl u/Atomlc Numbtra 3-8 b electronic 
equipment 

RAMBDEN.J v) Army. Dept of 74330 78/01/16 t6pp> 18336 047 


— 9303040120 "Procedures for Maintaining Radiological Safety. 
Administrative circular' 6, 

a Army. Dept, of 83772. 37/10/31, 48pp 18336 063 


--8303040127 Forwards application to amend Matl/Byproduct License 
09-08534-06 for Harry Diamond Labs Amend reflects new 
location of headquarter! b removes Semiconductor b Radiation 
Cffecte Physics Branch. 

TARAS. D N Army. Dept, of. Headquarters Materiel Devalopmarit b 
Read mesa Command DRCBF-P 176-0090 76/10/06 Office of 

Nuclear Material Bafaty b Safeguards, Director. Ip, 1Q3S6‘112 


— B3030401S8 Application for amand of Matl/Byproduct License 0B-O2S34-O6 
for Harry Diamond Labs No changes indicated 

NCOREOOR.T. Army, Dapt of 89033 76/10/04. 2pp. 18336 113 


— 8303040163 Forwards application for amend to Matl/Byproduct License 
08-02334-06 for Harry Diamond Labs, author 1 1 ing listed 
individuals as users of any byproduct matl u/Atomtc Numbers 
3-83 in activated electronic equipment 

RATCLIFF, R. H. Army, Dept of DALO-MAB-I 74/04/08. Atomic 
Energy Commission Ip. 18336,113 


— B30S04017S Application to amand Matl/Byproduct License 08-02534-06 fop 
Harry Diamond Labe, author 1 ling listed Individuals as users 
of any byproduct matl w/Atomlc Numbers 3-83 in activated 
electronic equipment b threshold detactors 

EIN8EL.D.W. Army. Dept, of 47101 74/04/18 16pp 18336' 116 


— 9303040183 Forwards application for renewal of Matl/Byproduct Llcanse 
09-02334-06 for Harry Diamond Labs. delating b adding listed 
names for users of activated electronic equipment b 
threshold detectors for expar Imantal laser development 
REHRIO. A M Army. Dapt of DALQ-MAI 73/01/11, Atonic Energy 
Commission. Ip. 18336’ 132 


--830S04O18? Application for renewal b amend of Matl/Byproduct License 
08-02334-06 for Harry Diamond Lab a , de I e t i ng b adding listed 
names for users of activated electronic equipment b 
threshold de tec tors for e iper imed tal laser development 
EINSEL, D M Army. Dept of 73/01/04 14pp 183 36 133 


— 8303040200 Forwards application to amend Matl/Qyprnd-uct License 
08-02534-06 for Harry Diamond Labs Amend allows for mat 
possession of 100 Cl of isotopes resulting from activation 
of crystals (laser matls) 

KELLEY, WD Army, Dept of DALO-MAE-I 71/il/lO Atomic 
Energy Commission ip 18356 146 


— 8305040211 Application for amend of Matl/Byproduct License 
06-02534-06. auth or i 1 1 ng listed Individuals as users of 
activated electronic equipment b threshold detectors for 
experimental development of laser devices 
CAMPAGNAi J H Army. Dept of 25039 71/09/24 Llpp 

10336 147 


— 8305040217 Application to amend Matl/Byproduct License 08-02534-06, 
Including Connecticut Avenue b Van Ness Street location a« 
place of usage for irradiated electronic equipment 
HAAS. C F Army. Dept of LOO/PE-ISB 67/09/03 Atomic Energy 
Commission 2pp 183S6 139 


— 8303040224 Application for rensual of Matl/Byproduct License 
08-0SS34-D6 far Harry Diamond Lab s, author 1 1 1 ng listed 
Individuals as users of any matl byproduct w/Atdmlc 
Numbers 3-8 w/actlvated electronic equipment 
CAMPAONA, J H Army, Dept of 79831 67/11/30 lOpp 

10356 160 


— 8305041)234 Application for renewal of Matl/Byproduct License 
08-02534-06. author i I Ing listed Individuals as users of any 
matl product w/Atcmic Numbers 3-83 for activated electronic 
equipment 

SIECC.H U Army. Dept of 74456 66/01/03 lOpp 18356 171. 


— 8305040237 Application for amend to Licenses 08-02534-06 b 08-02534-08, 
listing TB Oruccl as radiation protection officer 

FLYNN, R M Army. Dept Of 65/02/54 Atomic Energy Commission 
Ip 18356. 181. 


— 8305040244 Application to amend Licenses 09-02534-06 b 08-02534-08, 
substituting TB Oruccl as radiation protection officer 
ORUCCIiT B. Army, Dept of La&/E2 65/01/28 2pp 18336 182 


— 8305040250 Application for renewal of Matl/Byproduct License 
08-02534-06, author 1 1 Ing listed Individuals as users of 
activated electronic equipment subj to post— Irrad la tion 
exam 

6ISC0, H H Army, Dapt of. 37098 63/12/31 Spp 18356 184 


— 8305040256 Recommends approval gf end request for renewal of Matl/ 
Byproduct License 08-02534-06 for Harry Diamond Labs M/o 
end 

CHEATHAM, 3 R Army. Dept of 57078 64/01/30 Atomic Energy 

Commission Ip 18356 192 


— S305O40266 Notifies that no amend to Matl/Byproduct Licenses 
08-02534-01.08-02534-06 b 08-02534-10 needed re designation 
of OP Hanson as radiation protection officer 

BA88IN. N Atomic Energy Comm I ss ion 62/il/OS Army. Dapt of 
tp 18336 173 


— 8303040272 Application to amend Matl/Byproduct License 08-02534-06, for 
Diamond Ordnance Fun Labs, de s 1 gnatlng OP Hanson as 
radiation protection of flc en replacing RE fTcCoskey 
MCEVOV, R. H Army, Dapt of 62/10/02 Atomic Energy 
Commission 2pp 18356 194 


— 8303040277 Recommends approval of Matl/Byproduct License OO-OBOSd-Ob 
for Diamond Ordnance Fuze Labs for 250 mCl of all isotopes 
w/Atomlc Numbers 3-83 

DANIELS. R 0. Army, Dept. of. 70341 62/02/00 Atomic Energy 

Commlsiion. Ip. 18356 196 


— 930S0402B7 Application for renewal of Matl/Byproduct Licensa 
08-02334-06. author! zing listed parsons as users of activated 
elactronic equipment sub j to post-irradtati on exam. 

HORTON. 8, M Army. Dept, of 40841 62/01/11 2pp 183S6 177 


— 6303040270 Application for mat l/byproduct license for Diamond Ordnance 
Fuze Labs, reques ting listed individuals at users of all 
tsotopei 3-83 activated electronic equipment sub) to 
post-irradiation exam 

MCCOSKEY, R E Army. Dept, of 23772 60/01/26 7pp 10356.179 
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—8309040294 Recommend I ap prove 1 af end application for Ma 1 1 /Og product 
License 0B-02934-0& for Dleriond Ordnance Labs> 

authoritinp uie of SSO mCi of all Isotope* 3'B3 
KRAUL. C. H Arrng. Dept of 23772 60/01/28 Atomic Energg 

Commission Ip 18336 206 


-B30S040297 Amend 5 to Matl/Bgproduct License 19-17230-01. author i i ing 
use of listed matl at Harry Diamond Labs 
HICKEY. J U Office of Nuclear Material Safety k 
Saf e guards. Dlrec tor B3/D1/11 3pp 1B396 207 


—8305040310 Amend 2 to Hatl/Byproduct License 19-17230-01. adding 
editorial change to Condition 16 

COMflS.F Radioisotopes Licensing Branch iPrd 7903011 73/09/29 

ip 18396 212 


— 93DS040366 Amend 1 to Katl/Bgproduct License 08-02334-01 . author i i Ing 
use of tracer lat sealed sources k Nuclear Chicago Model 
890233 containing Co-60 k Cs-137 at Harry Dlemond Labs 
• Aadldl sotopes Licensing Branch (Pre 790S01 1. B3/0'l/ti 3pp 

18396 213 


— B309D40376 Matl/Byproduct License 19-17290-01 for Harry Diamond Labs, 
authorliing use of tracerlab sealed sources U Nuclear 
Chicago Model 830213 sealed sourcasi con tain 1 ng Co-60 4c 
Ci-137 

BASSIN.N Radioisotopes Licensing Branch (Pre 790301). 76/11/23. 

4pp 10396 216 


-8309040380 Notifies that Matl/Byproduct License 19-17230-01 ttplree on 
B20B31 W /0 end reneiaal forms 

• Licensing Management Branch 62/09/20 Agriculture. Dept 
of. Ip 18396 219 


— 6309D40367 Foruards Harry Diamond Labs response to 021007 reguBst for 
eddl Info in support of application to reneu Matl/Byproduct 
License 19-17290-01. 

TARAS- D N Agriculture, Dept of DRCSF-P/B2-0033 82/11/04. 

PATTERSON. J H Rad id tsotop es Li c ens t ng Branch (Pre 790301) Ip 
18336 220 


—8309040392 Foriuards Instrument calibr procedures, rad iat Ion euryey 
program k personnel exposure repts 

WILLIAMS, R Agriculture, Dept of 82/10/28 HRC - No Detailed 
Affiliation Olven 6Spp 10396 221 


—8309040403 Rei^uests add 1 info re instrument calibr procedure b 
radiation survey program for renewal of License 19-17230-01 
for Harry Diamond Labs Response should be provided per Reg 
Oulde to 7 

PATTERSON. c) M Assistant Director for Material Safety b Licensing 
12247 82/09/30 Army, Dept of 2pp 10336 292. 


—8309040408 Ack receipt of application for reneu/al of Matl/Byproduct 
License 19-17290-01 

HICKEY. J W Asilstent Director for Material Safety b Licensing 
12247 82/00/19 Army, Dept of 2pp 16336 294 


—8309040414 Forwards Harry Diamond Labs application for reneiual of Matl/ 
Byproduct License 19-17290-01 W/o end 

MOTHER S BAUOH. L Army. Dept of DRC6F-P/a2-0033. 82/08/09, 
Radioisotopes Licensing Branch (Pre 7903011 2pp 18396 299 


—8309040423 Application for renewal of Matl /Byproduct License 
19-1 7290-01, authori ting KO Kerris at physicist. CC Casaar k 
P Sarlglanli as Cd- 60 Irradiator operator 4c MJ Borlsky as 
radiation protection officer 

BURKE, A B Army. Dept, of 12247 82/03/12 16pp. tB396 297. 


■8309040450 Forwards Harry Diamond Labs applicatlen to amend Matl/ 
Byproduct License 19-17290-01 Amend lists new personnel & 
deletes other personnel from list of individual users, 
deletes Instruments 4t adds replacement I nit rumen tat ton 
TARA8,D N Army. Dept of, 81/01/27 Radioisotopes Licensing 
Branch (Pre 790901), tp 16396 313 


■8309040468 Forwards Harry Diamond Labs application bo amend Matl/ 
Byproduct Licenses 19-17290-01,19-17230-03, 19-17230-04, 
19-17230-09 ti 8NM-34B 

QUEEN, W 0 Army, Dept of, Headyuerters Material Developmant 4, 
Readiness Command. 96362 78/09/06 Radioisotopes Ltccniing 

Branch (Pra 790901), Ip 16396 326 


—8309040478 Application for amend to Matl/Byproduct Licenses 
19-17290-01,19-17290-03. 19- i 7290-09 1< SNM-a48 Amend rayuesti 
removal of JE Stafford as radiation protection officer 4i 
substitutii CA Roue 

GOOOMINiC R Army, Dept of. 96382. 78/08/11 2pp 18396.327. 


—8303040484 Ack receipt of application to renew Matl/Byproduct License 
19-17250-01 License will not expire until final action 
taken 

COMBS, F C Radioisotopes Licensing Branch (Pre 790301) 88401 

77/07/13 TARAS. D N Army. Dept of, Headguarters Materiel 
pcvelopment 4, Readiness Command Ip 16336 329 


— 830304040? Forwards Harry Diamond Labs application to ransu Matl/ 
Byproduct License 19-17230-01 Ack of correspondence 
requested 

TARASrO N Army. Dept of. Headquarters Materiel Development I, 
Readiness Command DRCSF-P/77-004B 77/06/30 Office Of 

Nuclear Material Safety b Safeguards. Director Ip 18396 330 


— 8309040S01 Application for renewal of Matl/Byproduct License 
19-17230-01, author! I ing listed individuals as users of Co-60 
b Cs-137 sealed sources for calibr of radiation detection 
instruments 

LOUREY. A Army. Dept of 88401 77/03/26 14pp 18396 331. 


— 0305040302 Foruerdi Harry Diamond Labs application to amend Matl/ 
Byproduct License 00-02534-01 

TARAS. 0 N Army. Dept of. Headquarters Material Development (t 
Rtedlneis Command DRCSF-P/76-0093 76/10/06 Office of 

Nuclear Material Safety b Safeguards. Director. 2pp 18336 343, 


— 83(79040310 Application to amend Matl/Byproduct License 00-02534-01. 
authorising JE Stafford as radiation protection officer b 
JH HcOarrlty b CA Roue as alternate radiation protection 
of f i car, 

HCORESOR, T Army, Dept of 84012 76/10/04 12pp lB3S6-‘347. 


— 830S04D319 Application to renew b amend Matl/Byproduct License 
08-02334-01, author! 1 Ing listed Individuals as users of Co-60 
ti Ci~137 sealed source, for calibr of radiation detection 
instruments 

MOONEY. T R Army. Dept of 26993 72/06/13. 14pp 18396’ 361. 


— 8303040323 Notiflas that sources will bi uiid for calibr of 
scintillation detectors b TLOi in response to 670626 Itr 
Calibr procedure discussed 

ORJCCr.T 8 Army. Dept of AMKDO-RBB 67/06/29 BASBIN.N 
Atomic Energy Commission 2pp. 18337 013. 


— S3DS040354 Recommends application to amend Matl/Byproduct Licensee 
08-02334-01,03-02334-06 b 08-02334-10 for Diamond Ordnance 
Fuie Labs be approved Amend revises name of radiation 
protection officer 

DANIELS, R 0 Army, Dept, of MEORS-PO. 62/10/29 Atemlc 
Energy Commission Ip. 18337 013 


— 8303040336 Application to amend Matl/Byproduct Licenaet 08-02334-01. 
OS-03934-06 b 08-02934-10, revising name of radiation 
protection officer. 

MCEVOY.R W. Army, Dept, of 43482 82/07/14 3pp 18397:016 


— 6309040399 Application for renewal b amend to Matl/Byproduct Licenses 
OB-02934-01 b 08-02934-09, des Ignat Ing GP Hanson as 
radiation protection officer, replacing RE HcCoskey 
MCEVOYiR.W, Army, Dept of 47842. 62/10/02. 2pp. 18397:020 


— 8309040962 Recommends approval of and application for amend of Hatl/ 
Byproduct Licenses 08-02934-01 b 08-02934-09 for Diamond 
ordnance Fuie Labs, W/o end 

DANIELS, R 0. Army, Dept of, 49402 62/08/08 Atonic Energy 

Commission Ip. 18337 022 


— 8309040369 Application to renew Matl/Byproduct Llcents 08-02934-01 for 
Harry Diamond Labs, author! sing OP Hanson as radiation 
protection officer b listed individuals as utirs of Ca-60 b 
Ci-137 sources 

SISCO, HW Army, Dept of 33144 63/07/16. 9pp. 18337:023. 


— 8309040373 Requests that Harry Diamond Labs Matl/Byproduct License 
08-02334-01 be annotated to Hit TS Orucd es radiation 
protection officer Resume end. 

FLYNN, R M. Army, Dept, of 66994 69/03/09. Atomic Energy 

Commission. 3pp, 1B397> 032, 


—6309040378 Application for Amend 4 to Matl/Byproduct Lieania 
06-02334-01, substituting TB (}rucd as radiation protection 
officer 

ORUCCI.T, 8. Army, Dept. of. 66334 63/02/19. 2pp 18337.033 


— 8309040979 Ack rtealpt of application for renswal of Matl/Byproduct 
License 08-02334-01 . License wilt remain in effect until 
final action taken AddI info re use b handling of sources 
pequestsd 

BASaiN.N. Atomic Energy Coaunlsslon 67/06/26 Army, Dept, of, 
tp 18337: 033 
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"0309040983 Application for rcncual & om«nd to Llcinie SNI1-348i Inc 1 ud Ing 
TB Orucci a« authorlitd u««r 

FLYNNiR M Armv. Dapt. of £4/18/30 4pp 1B397 03£ 


— 8309040986 NotlfU« that Llcan«* SNM-34e aiplro* on 6S0131 Application 
for rontwal should bs submitted 30 daps prior to eiplratlon 
of tlcsnss Notification of nonransual should bs glvsn by 
comp toting sncl form W/o sncl 

NUS8BAUMER.D A Atomic Energy Commission 64/12/19 
OOLDSTEIN. B L Armyi Dopt of Ip 18397 040 


~-03O9O4O9B7 Notifies that no action uill be taken on Harry Diamond 
Uabs 640417 application to amend License ONK-SASiper 640609 
telcon 

LAYFIELD.R L Atomic Energy Commission 64/06/24 8EIDLER- O 
Army< Dept of ip 10397 04i 


— 0309040993 Application for amend to Llcante SNH-348 re periodic leek 
tests 

BIEDLERi 0 Armyi Dept of 64/09/22 Atomic Energy Commission 
2pp. 18397-042 


"0309040977 Application for amend of License BNM-348 to include 9 mCi 
Po-239 for Harry Diamond Labs 

OOLD8TE1N.B L Armyi Oapt of 63/12/17 Atomic Energy 
CoiMKlsslon app 18397 044 


— 8309040603 Discusses Condition 13 of License 8NH-348i in response to 
631011 Itr t( 631003 telcon Condition 13 does not authorlis 
actual insertion of matl held under license Into eny 
roactor Insertions should bo authoriisd 

NU08BAUMER. D A Atomic Energy Commission 63/10/23 BERMANi P 0 
Armyi Dspt of, ip 18397 047 


— 8309040674 Requests cancellation Itr requesting allocation of 99 BX 
11-239 for use as threshold detector for fast neutron 
dosimetry. 

BERMAN. P.O. Army. Dept. of. 63/10/11 LAYFIELD.R Atomic Energy 
Commission. Ip, 18397 048 


— 8309040678 Forwards addl Info rt Harry Diamond Labs application for 
amtnd to Licensa SNM-349 per request 

OOLDSTEIN. B L Army. Dept of 63/09/13 Atomic Energy 
Dommlsslon. 7pp 18397-049 


— 3309040687 Requests addl info rt procedures for use ti storage of 
hlp-237.Pu-239 t( U-830 fission foils. In response to 630931 
request for amend to License 6NK-34B for Herry Diamond Labs 
NUBBBAUMER. 0. Atomic Energy Commission 63/07/17 DANIELS.R, o 
Army. Dept, of 6pp. 18397-096 


"9309040696 Requests allocation of 31 g U-239 as matal of 99 8X purity 
for fission foil fast neutron dosimetry sys for DORF-Trlga 
reactor 

BERHANiP. 0 Army. Dept, of 63/08/21 NUSSBAUMER . 0, A. Atomic 
Energy Coeimlsalan. ip 18397.062, 


— 8309090298 Requeets addl info re procedures for uss (i storage Si 
description of foils. in response to 690931 application to 
aatend License 8NM-348 

NLISBBAUMER. D. A. Atomic Energy Commission 63/07/19. DANIELS, R, 0. 
Army, Dept. of. tp. 18397 063. 


--9309090297 Application for amend to License 8NM-34S. authorl i Ing 
possession St use of 13.4 g Np-237. 94 9 g Pu-239. 94 9 g U-239 
I. 143 g U-23B. 

DANIELB. R, 0, Army, Dept. of. 4020. 63/09/31 Atomic Energy 

Commission. 9pp. 18397.064. 


— 8309090301 Notifies that RM HcEvoy 621119 Itr made pert of rtcorde 
under Docket 70-378. Changes In technical t. supervisory 
personnsl having health-safety responsibilities should be 
provided on continual basis. 

NUSBBAUtlER, D. A. Atomic Energy Commlision. 63/01/29 DANIELS.R S. 
Army. Dept, of Ip 18397 073 


— 8309090306 Application for emend to License SNI1-340I substituting WL 
Olasaler for H Hunker as supervisor of instruments 
incorporating Pu callbr sources 

DANIELS.R, 0. Army. Dept of 63/01/82. Atomic Energy 
Cosuslsslon, 3pp, 18397:074 


"8309090310 Roqussts nuclear matl draft re rscolpt of 9 g Pu foils 
contained in nuclear accident dosimetry eye, 

HAN80N.0 P. Army, Dept of, 10769 68/11/26 LANE, 0 Atomic 

Energy Commission Ip. 18397-077 


—8309090312 Amend to License SNM-348, revising Item 8 rs sulhortisd uss 
of licensed mstt, 

NU88SAUMER, D. A. Atomic Energy Commission. 68/08/13. DANIELS, R.O 
Army. Dept. of. ip 18397:078 


— 9309090316 Application for emend to License SNM-34B. revising Item 8 rt 
cellbr of neutron survey meters & designating OP Henson as 
authoriisd matl user 

DANIELS.R 0 Army, Dept of 62/08/07 Atomic Energy 
Commies Ion 3pp 18397 079 


— 8303090319 Forwards amended License SNM-348 U/o end 

NUSSBAUMER, D A Atomic Energy Commission 62/02/27 DANIELS.R 0 
Army. Dept of Ip 18397 082 


— 8309090322 Application for reneual of License 6NM-34e for possession 6 
use of 26 g Pu. 12 mg Pu. t g Np-237 6 90 g depleted 0 
DANIELS.R 0 Army. Dept of 62/01/19 Atomic Energy 
Commission Ip 18397 083 


— 8309090326 Notifies that License SNK-348 etplras on 620131 Renewal 
application should bs filed within 30 days 

NUSaBAUMEH, D A Atomic Energy Commission 61/12/01 DANIELS.R 0 
Army. Dept of Ip 10397 089 


— 8309090328 Forwards diagram of cannlster used in nuclear accident 
dosimetry sys. per telcon request 

KCCOSKEYiR E Army. Dept of 61/10/24 NUSSBAUMER. D Atomic 
Energy Commission 2pp 18397 086 


— 8303090330 Forwards application to amend License 8NH-34S. author li Ing 
poetesslon !■ use of 30 g daplsted If. 10 g Pu-239 it I g 
Np-237 

DANIELS.R O Army. Dept of 61/10/09 Atomic Energy 
Commission 3pp 18397-088 


— 8303090333 Application to amend License 8NH-348. author It ing 
possoBslon t. use of addl 12 mlcrograms Pu in form of callbr 
davlces 

KRAUL. C U Army. Dept of 61/09/01 Atomic Energy Commission 
2pp 18397:091 


— 8309090339 Forwards Licinsi BNH-34B N/o end 

DELANEY, j c Atomic Energy Commission 60/02/03 HIRHAN. U 8 
Army. Dept of. Ip 18397 093 


—8309090337 Forwards Diamond Ordnance Fuic Lab 991113 applicetion for 
SNH license C less! f icetlon review requested W/o end 
FLEURY.E. R Atomic Energy Commission 60/01/28 STRAUSER.M A 
Atomic Energy Commission Ip 18397 094 


— 8309090339 AppllcatlO'n for amand to License SNH-34a. author i i Ing 
possession it use of Pu 

KRAUL, C U Army. Dept of 99/12/21 Atomic Energy Commission 
9pp 18357:099 


— 8309090342 Submits detailed results of radiation survey conducted on 
771213-19. per License Condition 16 t< NRC requirements 
RAM80EN, J J Army, Dept of 93972 78/01/12 C0MB9. F 

Radioisotopss Licensing Branch CPre 7909011 8pp. 18397-100 


—8309090346 Concurs u/end Harry Diamond Labs radiation survey conducted 
on 771213-19 M/o end. 

TARAB.D, N Army, Dept of, 93972 78/03/28 COHBS.F. 

Radioisotopes Ltcsnslng Branch CPre 790901) Ip. 18397 108 


— 8309090349 Forwards Harry Diamond Labs 770922 rtsponsi to 770823 
Inquiry re proceduras for obtaining authority to possisi. 
usa 8. transfer radloectlve matl. par License 08-02934-12 
TARAS. D N Army. Dept of. 77/09/26 COMBS. F. Radioisotopes 
Licensing Branch <Pre 790901) 2 pp 18397 109 


— B309090391 Forwards addl Info re Harry Diamond Labs application for 
amtnd of License 03-02934-12. Training procedures for 
Individuals using Co-60 dlscusssd U/o end. 

RAM80EN, J J Army. Dept of 90132 77/09/22 COHBS.F 

Redlolsotopos Licensing Branch <Pra 790901) Ip. 18397:111 


— 0309090399 Requests addl Info In rasponse to application for license 
to use radioactive matl In custom-designed water well 
Irradiator Description of operators training programimods to 
facility <1 procedures to conduct dally checks requested 
COHBS.F. Radioisotopes Licensing Branch (Prs 79O90U. 06799 

77/08/23. STAFFORD, J Army, Dspt of 19pp 18397-114 


— 8309090399 Application for emend to Matl/Byproduct License 

08-02334- IS. allowing for establishing Co-60 water-ua 11/frce- 
alr Irradiation facility. 

QUEEN, H.e Army, Dept, of 86799 77/04/07. Radiol sotopes 

Licansing Branch <Pre 790901) 3pp 18397,130 


— 8309090361 Application for amend to Hatl/Byproduct License 
Oe-OS934-lS. authorl I Ing postestlon ti use of 269 Cl Co-60 in 
ancapsulatad neutron sources. 

MCOREOOR.T. Army, Dept. of. 86799 83/01/11. 90pp 18397 133. 
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— 8305090363 "Co-60 Irradiator Sys for Harry Diamond Labs " 

a Nautron Productsr Jnc B6799 83/01/11 I23p{> 18397 164 


83090*0073 Addl r»»pons» to FOIA roquest for doci/ment* ra tf#orts to 
isalio facility more earthquake resistant Documents 1 through 
7 listed on app enc 1 Documents 8 through 10 uithheld Irtf 
FOIA Eiemptlon 9) 

FELTQNiJ M Division of Rules and Records 63/03/14 WHARTONj R J 
San Diego State College 3pp 103&S 023 24X Fiche 50-206i 

83/03/14. 0303060073 


— B2031B0032 Dlecusses facillti| capability to shut down safely for 
postulated steam Una breaks regardless of uhcther Failure 
saismically Induced Knit to remain shut douin until Issues 
resolved 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
02/03/02 REMICK.F -J Office of Policy Evaluations 3pp 
10363 121 24* Fiche 30-206.03/03/14.0303060073 


— 8204190027 Updates status of resolution of staan line break tc seltmlc 
Upgrade issues for facil 1 tg . identl f 1 ed in 820302 memo 
DENTON.H ft Office Of Nuclear Reactor Regulation. Director 
82/04/08 REMICR.F O Office of Policy Evaluations 6pp. 

16363 126 a4X Fiche 30-206.83/03/14.8303060073 


0309060096 FDIA request for current salary scales L/pt 00 schedules as 
applied to NRC staff positions 

WILLIAMS. O 0 NUTECH Engineers. Inc OOW- 03-029 03/02/24 
FELTON.J M Division of Roles and Records Ip 18394-277. 


8309060112 Responds to FOIA request for current salary scales ti/or 
QO schedules as applied to NRC staff positions Forulards 
App A documents 

FELTON.J M Division of Rules and Records 03/03/14 WILLIAMS. 0 S 
NUTECH Engineers. Inc 2pp 18394 278 


— 8305060117 App 4i30-C re current pay admin i stra tlon salary schedules 
for NRC staff positions 

a NRC - No Detailed Affiliation Oivcn 82/12/tS 12pp 
16394 280 


0309060123 Addl response to FOIA request for three categories of 
documents Foruards 2? slides used at 620916 meeting tetueen 
NRC.OE 6 OUR 1 Icenicas. Remaining 33 slides idltoheld 
Cref FOIA Eicmptlon 41 

FELTON.J H Division of Rules and Racords ES/OS/IS VAN ALLEN. 8 
Northern Sun Alliance Ip 10359 233 


03O9O6O13S Addl response to FOIA request for info re Nuclear Metals. 
Inc. Including incidents of employee overexposures Foruards 
App A documents Info partially uithheld names of overexposed 
individuals (ref FOIA Exemption 6) 

FELTON.J N Division of Rules and Racords 83/03/03 MOONEV. 8 C 
Lou* 11 Sun. Louellt HA 3pp 18333 169 


— 8201070110 Confirmi 811213 telcan agreement re consulting svcs for 
probable U overexposure Incident described in one 1 Work 
involves analysis of health significance of uptake t< most 
likely initial update of depleted 0 Outdance & forms end 
HAVNES. R C Region 1. Philadelphia. Office of the Director 
(01/03/01) 81/12/30 HURSH. J B Hursh. J B 12pp. 18333 190 


— 8208060242 Foruards rept on last quarter 1981 skin dose to Nuclear 
Metals. Inc enployea 

ALLARD. DJ Nuclear Metals. Inc 82/03/01. KINNEMAN. J O 

Division of Engineering 6 Technical Programs Ip 16393 H23 

— 82D6060244 Rept on last quarter 1901 skin dose to Nuclear Metals. Inc 
employee 

ALLARD. DJ Nuclear Hotels, Inc S2/03/01 19pp. 10393 224 

— G309060141 Submits final rept re 740913 smoke f< vapor emlislon at 9 
gallon can of depleted U Analyils of container L surrounding 
area revaalad no spread of contamination Control procedures 
Improved Info partially deleted 

OILMAN. A R Nuclear Metals, Inc 74/10/24 ALLEN, M Region 1. 

Philadelphia, Office of the Director 9pp 18333 169 


— 0303060145 Forwards 771020 complaint re alleged radiation exposure at 
Nuclear Metals. Inc, In response to 771031 telcon 

RILEY. E J Labor, Dept of 77/11/03 MCCLINTOCK. R. Office of 
inspection It Enforcement. Office of the Director 3pp 16393 174 


—6303060196 Act receipt of 780630 transmittal of final overexposure 
rept. per 10CFR20 403 (a> 

MCCLINTOCK. R.O Region 1, Philadelphia, Fuel Facility ti Materials 
safety Branch 78/07/13 OILMAN. A R Nuclear Metals, Inc 2pp 
10393 177 


— 8309060101 Submits rapt re employee whole body overexposure to beti 
plus gamma radiation. per 10CFR20 409<a><ll Film badge 
rtevaluatlon 6 everexpoaure of U conflrmtd 780930 
Raas clgnment of personnel 6 early alert procedure initiated 
OILMAN. A R Nuclear Metals. Inc 78/06/30 Region 1. 
Philadelphia. Office of the Director 3pp 18333 100 


—6309060189 Foruarde JE Olenn 810106 memo re allegations of unsafe 
conditions ti improper firing of employee by Nuclear Metals. 

Inc No further action planned unless written complaint 
flltd 

KINNEMAN. J D Nuclear Metals, tnc 01/01/13 SMITH. 0 H Ragiin 
1. Philadelphia. Office of the Dlrtctor ip 18333 187 


— 8303060193 Discusses allegations by former Nuclear Metals, tnc eaiploytt 
rt unsafe conditions & Improper firing. Info partially 
dtlatsd 

OLENN.J E Region 1, Philadelphia. Office of the Dlrtctor. 

01/01/06 KINNEMAN. JD Region 1. Philadelphia, Office of the 
Director 3pp 10393 180 


— B303060200 Forwards "Analysis of Exposure Involving Depleted U at 
Nuclear Matals.Apr 1981." consultant rapt 

HURSH, J B Rochester. Univ of, 82/02/10 HAYNES. R C Region 

1. Office of Director. tp 18393 202 


— 8305060209 Discusses allegations mads by Nuclear Metals, Inc •mployat rl 
unsafe conditions Involving risk of amploysa contamination 
Ralatad info and. Info partially dalctsd 

ROUE, C Raglon 1, Office Of Director 02/04/22 KINNEMAN. J. D 
Rtgion 1. Office of Director Ip 18333 241 


— 8303060214 Notifies of results of inquiries re allegations etade by 
Nuclear Metals. Inc employee No items of concern represented 
noncomp 1 lance u/NRC regulations or safety hazards 
KINNEMAN. J 0 Raglon 1. Office of Director 02/04/02 
FIATARONE, J V Labor, Dept of Ip. 18333 242 


— 8309060220 Forwards complaint from Nuclear Metals, Inc employee re 
unsafe conditions b health hatardt at facility Related Info 
and Info partially deleted 

FIATARONE, J V Labor. Dept of 02/02/02 KINNEMAN. J Region 1, 
Office of Director. 20pp 18333 243 


8309060144 Responds to FOIA Requests 02-499.82-471 b 82-479 re 
suppression pool dynamic loads. Ends to Documents 3 b 4 b 
rept end u/Document 7 withheld (ref FOIA Exemption 4) 

FELTON.J M Division of Rules end Records 03/03/17 HAFNER.B 
Affiliation Unknown 2pp 18364 261. 


— 8309060153 Submits schedule b program for analyzing b resolving efftcti 
of LOCA re suppression pool hydrodynamic loads. safety 
rtllaf valve vent clearing b steam quenching phenomena 
Schedule coordinated w/OE b otha'r utils 

WOFFORD. A U Long Island Lighting Co BNRC-90 79/06/03. 

STOLZ.J F Light Water Reactors Branch 1 4pp 10364 266 


— 8309060133 Requests addl info re suppression pool temp limit Rasponsst 
to Questions li2. 4 b 9 will be provided by 6E Queetlon 3 
must be answered by util. 

KNIEL.K Light Water Reactors Branch 2 77/08/31. WOFFORD. A W. 

Long Island Lighting Co 2pp 10364.283 


—0309060160 Forwards rept "170 F Pool Temp Limit for Safety Relief Valve 
Remthtad Condensation Stability.” In response to NRC 
questions Applicable subscala teat results b field data 
survey appropriate during low probability events 
FULLER, E D Oensral Electric Co. MFN 343-77. 77/09/06 

PARR.O D. Light Water Reactors Branch 3 2pp 18364 209. 


—0303060164 Responds to 770631 Itr ref (}E rept "170 F Pool Temp Limit 
for Safety Relief Valve Ramshtad Condansatton Stability." 

In response to Questions 1.2.4 b 3 Submittal date for 
response to Question 3 will be provided 

BURKE. T.J. Long Island Lighting Co 77/09/26 KNIEL.K Light 
Watsr Reactors Branch 2 Ip. 1B364’ 287 


— 8303060171 Forwards proprietary "Suppression Pool Temp Response to 
Sefsty/flelief Valve Discharge Through Rsmshead In Mark I b 
II Contalnmcnti. " for review as part of Mark 1 Task 7 9b 
Mark II Task B 6 Withheld (ref 10CFR2 7901 
SaBON.L J Oenerel Electric Co. MFN- 138-78. 78/03/31 

STOLZ.J F Light Hater Reactors Branch 1. 2pp. 18364.300 


— S309D601S3 Submits schsdule h program for analytlng b resolving sffkcti 
of LOCA re suppression pool hydrodynamic loads. safety 
rtllaf valve vent clearing b steam quanchlng phenomena. 

Schedule coordinated w/QE b other utils. 

WOFFORD. A W Long Island Lighting Co 8NRC-90 73/06/03. 

STOLZ.J F Light Hater Reactore Branch 1 4pp IB364 266. 
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--830906019S addt tnfo ra tupprassion pool tamp limit Retponsea 

t4> Ouaitlont lrS>4 tf 9 ui 1 1 b« provldad bg OE Question 3 
must be ansytred bg util 

KNIEL, K Light HetiP Reeetops Branch S 77/08/31 MOFPORDj A W 
Long Island Lighting Co Spp 18364 383 


—8308060160 Forwards rept "170 F Pool Temp Limit for Safetg Relief Valve 
Ramshead Condensation 8tabllitg>" in response to NRC 
(tuastions Applicable subscaU tsst results t< field data 
•urveg appropriate during low probabllitg events 
FULLER. E D Oeneral Electric Co MFN 343-77 77/Q9/0b 

PARRiO D Light Mater Reactors Branch 3 Spp 10364 SB9 


— 8308060164 Responds to 770831 Itr ref OE rept "170 F Pool Temp Limit 
for Safetg Relief Valve Ramshead Condensation Stabtlitg." 

In response to Questions 1.3.4 l< 9 Submittal date for 
response to Question 3 will be provided 

BURKE. T J. Long Island Lighting Co 77/07/36 KNIEL.K Light 
Water Reactors Branch 3 ip 18364 387 


—0309060171 Forwards proprletarg "Suppression Pool Temp Response to 
6afetg/Rel lef Valve Discharge Through Ramshead in Mark I ti 
II Containments. " for review at part of Mark I Task 796 
Mark II Task B. 6. Withheld (ref 10CFR3 770) 

SOBON. L J Oeneral Electric Co MFN- 138-78 78/03/31 

8T(X.Z.J F Light Water Reactors Branch 1 Spp 18364’ 300 


—8309060193 Submits tehedula 6 program For analgiing (> resolving effects 
of LDCA re suppression pool hgdrodgnamlc loads. safetg 
rollef valve vent clearing 6 steam quenching phenomena 
Schedule coordinated w/OE 6 other utils 

WOFFORD. A M Long Island Lighting Co, 8NRC-90 79/06/03 

STOLZf J, F Light Matsr Reactors Branch 1 4pp 18364 366 


—8309060199 Requests addl info re suppression pool temp limit Responses 
to Questions 1.8.4 6 9 will be provided by OE Question 3 
must be ensuered bg util, 

KNIEL.K Light Water Reactors Branch 3, 77/08/31 WOFFORO. A W 

Long Island Lighting Co 8pp 18364,383 


--0309060160 Forwards rept "170 F Pool Temp Limit for Safetg Relief Valve 
Ramshead Condansation Stabllltg." in response to NRC 
questions, Appl leable subsceli test results 6 field data 
•urveg appropriate during tow probabllitg events 
FULLER. E,D. Oeneral Electric Co MFN 343-77 77/07/06 

PARR. 0.0. Light Meter Reactors Branch 3 Spp. 18364 889 


— B308060164 Responds to 770B31 Itr ref OE rept "170 F Pool Temp Limit 
For Safetg Relief Valve Ramsheed Condensation Stabllltg." 
in response to Questions 1.8.4 6 9 Submittal date For 
response to Question 3 will be provided. 

BURKE. T J. Long Island Lighting Co 77/07/86 KNIEL.K Light 
Water Reactors Branch 2 Ip 18364,887 


—8309060171 Forwards proprletarg "Suppression Pool Temp Response to 
Safetg/RelleF Valve Discharge Through Ramshead in Merk I (. 

II Containments." For review as part of Mark 1 Task 796 
Mark II Task B. 6. Withheld (ref 10CFR2 770) 

SOBON. L U General Electric Co MFN-t3B-7B 78/03/31 
BTOLZ.J, F. Light Water Reactors Branch 1 Spp 18364 300 


8309090024 Addl response to FOIA request for documents ri BS1130 
apaclel Insp rept. Forwards App A documents Portions of 
Documents 1 6 8 in App B withheld (ref FOIA Exemption 61 
Documents 364 withheld (ref FOIA Exemption 7> 

FELTON. U M. Division of Rules and Records 83/03/81, OAROE. B 
Oowarnment Acceuntabll i tg Project, 4pp 10381 ISS 34X 
Ftche: 90-806. 83/03/81. 8309090084, 


— S30907{X>38 Discusses telcon u/8 Kohn (Govt Accountabl 1 Itg Project 
(GAP)) an 881101 re tepe cassettes 6 transcript of interview 
w/EE Kent on 881019 Transcript unsatt sfae torg 6 replete 
w/errors, 

SHACKLETON. 0. C, Region 9. Office of Director 82/11/04 Region 
9. Office of Director. Spp, 18381’ 164 


"630909<X}43 Discusses telcon w/unidentif led male on 821104 re 8 Kohn 
881019 request for tepe cassettes of interview w/EE Kent on 
821019, Orlg Inal tapes sent to headquarters for reproduction 
SHACKLETON. 0 C Region 9. Office of Director 88/11/04 Region 
9. Office of Director Ip, 10381:166 


—8309070047 Forward! tepe caesettes of EE Kent 621019 Interview. per 
request. w/o end. 

SHACKLETON. 0. C. Region 9. Office of Director 88/11/08 

FAULKEN6ERRV, B, Region 9. Office of Director Ip, 18381:167. 


—8309070099 Requests reproductions of tape cassstte of EE Kent B21019 
interview, mai led to B Faul kanberrg . 

SHACKLETON. 0. C Region 9. Office of Director. 83/11/03, 

WARD.W J Director's Office. Office of Inspection and Enforcement 
Ip 18381.168 


— S309090057 Notifies that seven tape cassettes of EE Kent 821019 
intirvieu will be sent for reproduction Tapes will be 
returned for use at disposition 

BHACKLETON. 0 C Region 5, Office of Director 82/11/03 

FAULKENOERRV. B Region 9. Office of Director Ip 10381 167 


0309070834 FOIA request For Ohio Citiiens for Responsible Energy sixth 
6 seventh set of 1 nterrogstorias. Sunf lower Alliance third 
set of interrogatories 6 draft responses to five ASLB 
questions re hgdrogen issut 

HIATT. S L Ohio Citiiens for Responsible Energy B3/08/i4 
FELTON. J M Division of Rules and Records ip 1B3B1 212 


0309090341 Responds to FOIA request for Ohio Citizens for Responsible 
Energy 6 Sunflower Alliance interrogatories 6 draft 
responses to ASLB questions Forwards App A documents Info 
partially withheld (ref FOIA Exemption 51 M/o ends 
FELTON. J M Division of Rules and Records 03/03/21 HIATT. 8 L 
Ohio Cltiians for Responsible Energy 3pp 18301 213 


8309070805 FOIA request For all documents re decision to terminate 
cons t of f ac 1 11 ty 

DEVIENCE.A Devi ence 6 O'Mtara. Ltd 83/02/24 Office of 
Administration Ip 18381 889 84X Fiche 90-966.83/08/84. 

0309090889 


0309070878 Responds to FOIA request for all documents re decision to 
terminate const of facility Forwards documents listed in 
App A 

FELTON. J M Division of Rules and Records 03/03/21 DEVIENCE.A 
Oavlence 6 O'Meara. Ltd 8pp 183B1 286 24X Fiche 90-966. 

83/03/81 , 8309070278 


8309070306 Add! response to FOIA request for all records prepared at 
Rigion lit. all investigators Involved In Investigation of 
T Howard 6 8 Morelia allegations 6 ell Internal records re 
problems discovered at facility Forwards App B documents 
FELTON. J. N Division of Rules and Records 03/03/82 GARDE. B 
Government Ac coun tab 1 1 itg Project Spp 18391 216 34X 

Fiche, 90-373. 83/03/38i 83090703Q6 


— 0309070313 IE Investigation Repts 90-373/02-9! 6 90-374/88-19 on 
B2O781'’10Ol No noncompllance noted Major areas Investigated 
followup on allcgatlont re matl proceurement 6 QA 
deficiencies of HVAC sgi Installed by Zach Co 
LANK6SURY.R D. . WESTCOTT.K M Region 3. Office of Director 
90-374/88-19 02/08/16 4pp 1S3B1 81? 24X 

Fiche 90-373.83/03/82,8309070306 


0309090933 FQIA request for addl Info re earlier request on Pilgrim dtd 
031109 concerning simller documentation for Seabrook 
fad lltles 

6H0TWELL. vf A Massachusetts, Commonwealth of, 83/01/09 
FELTON, U N Division of Rules and Records 2pp 1B36G 001 24X 

Fiche 90-443. 83/01/09,0303070523 


8309090927 Partial response to FOIA request for addl info re Q21109 
request pertaining to facility Forwards App A documents 
Documents also available In PDR App S documents eompletity 
withheld (ref FOIA Exemption 9) 

FELTON, J II Division Of Rules and Ricords 03/03/10 SHQTWELL.vI A 
Massachusetts. Commonwealth of. 9pp 18368 003 84X 

Fiche 90-443.83/03/10,8309090929 


—8111030693 Forwards revlsid draft discussing paper re safetg goals for 
nuclear power plants, for rtvlew NRC 810723-24 second 
workshop in Harpers Ferry comments 6 new ideas Incorporated 
Comments requested bg 811019 

REMICK.F, J. Office of Policy Evaluations 81/10/01 
PAL LAD I NO. N. vl Cammt ssi oners. Ip 18360 213 


— 8111030695 Revised draft diseutsion paper re safetg goals for nuclear 
power plants. incorporating 810723-84 second workshop in 
Harpers Ferry comments 6 other new ideas 

» Office of Policy Evaluations 81/10/01 78pp 18368 814 


—0803190073 Forwards branch review comments of facility emergtncy plan, 
parformtd against NUREO-0694 criteria Addl Info 6 
commitments required prior to aeeeptanes 

PAOANO.F, 0. EP Licensing Branch 88/03/03 MIRAGLIA.FJ, 
Licensing Branch 3 80pp 18366 014 S4X Fiche 90-443,63/03/10. 
8309070927. 


— 8SOB17007B Requests findings on prompt protective action dtcisionmaklng 
In Btatec of VT.NH 6 MA Significant problem may exist 
w/offslte preparedness In listed states "81ta 6 Environ 
Interface." Chapter 2 end 

ORIMEB. B. K Division of Emergency Preparedness (Pre 8301031. 

82/04/27 KRIMN. R M Federal Emergency Management Agency App 
10368 034 84X Fiche 90-443,83/03/10,8309070929 
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— S30S090614 "Estimate* Of Evacuation Time for Seabroot Nuclear Power 
Station " 

• HKtl Asiociate*. Inc 03/03/10 SApp l83Aa I9S a4X 
Fiche S0-443i 63/03/10,0308090929 


--6411030653 Forward* revi*oil draft diecosslrg paper re lafety goals for 
nuclear power plants, for review NSC B10723-S4 second 
workshop in Harper* Ferrg comments & new ideas incorporated 
Comments requested by SllOlS 

REftICK, F J Office of Policy Evaluation* 01/10/01 
PALLADINO, N J Commissioners ip 1836a S13 


— 6111030659 Revised draft discussion paper re safety goals for nuclear 
power plants, incorporating S107S3-24 second uiortcshop In 
Harpers Ferry comment* b other new ideas 

a Office of Policy Evaluations 01/10/01 70pp 10360 214 


—6200190078 Requests findings on prompt protective action dec li i onmak ing 
in States of VT> NH U HA Significant problem may exist 
u/offslte preparedness In listed states "Site b Environ 
Interface," Chapter 2 end 

ORlHESiO K Division of Emergency Preparedness CPre 830103) 

82/04/27 KRinHrB M Federal Emergency Management Agency App 
18369 034 24X Fiche 90-443,03/03/10,8305090529 


— 8309090614 "Estimates of Evacuation Tim* for Seabrook Nuclear Power 
Station " 

« HHH Associates, Inc 03/03/10 S6pp 18366 195 34X 

Fiche 50-443,03/03/10,0309090929 


8309090337 FOIA request for transcript of Commission meetings 
discussing 621112 order CCl-82-33 b documents supporting 
NRC recommendation to Commission re issuance of order. 

SAMP, R A 0hau> Pittman, Pot is b Trowbr i dga 83/02/0? 

OniHBLEVjOK Division of Rules and Records 2fp 10369 134. 24X 

Fid) s. 90-350,83/02/09, 0303090337 


8309090942 Partial response to FOIA request for transcript of 
Commission meetings discussing 8211 f2 order b documents 
supporting NRC recommandetlons to Commission re issuance of 
order Forwards App fi documents App A documents in PDR 
FELTON, J M Division of Rules and Records 83/03/17 SAMP, R A 

Shew, Plttmani Pott* b Trowbridge, 4pp 18369:136 24X 

Fi cfi e ■ 90-390, 83/03/ 1 7. 030909094 2 


— B30909094S Submits Interim rept of Natl Beard Notification ASHE Code 
related const at facility, per State of OH<Div of Boiler 
Insp 

MCDONALD, D 0 Ohio, State of 02/09/12 MILAN, 0 M Ohio, State 
of 7App 10369 140 24X Fiche 90-398,03/03/17,8309090942. 


—6309090549 Testimony of JOKeppIer before US House of Representatives, 
Committee on Interior b Insular Affairs, Subcommi ttee on 
Energy b Environ on 020610 re 04 problems b related 
actlvltes at facility Pp 1-12. 

KEFPLER, 0 0 NRC - No Detailed Affiliation Olven 82/06/ 10 

12pp 18369 216 24X Fiche 90-356,83/03/17,8309090542 


—0309090961 Submits Natl Board Audit Interim Rept 3 re ASHE Cade related 
const at facility, per State of OH Oiv of Boiler Insp Rept 
covers activities from 020807-0930 

MCDONALD, D J . ALLISON, C H . SULLIVAN, M F. Ohio, State of 
82/09/30 MILAN, D M Ohio. State Of IBpp 16369 361 24X 

Fiche 90-398,03/03/17,8309090942 


0309120009 FOIA request for Sand i a Lab elec tromagnet 1 c pulse study 
HARSKALUjW H Haptaton Interveners 03/02/27. PALLADINO, N. J. 
Commlttloners ip 10435 361 


6305120007 Responds to FOIA request for Sandia Lab electromagnetic 
puls* study NUREO/CR-3069, "Interaction of Electromagnetic 
Puls* H/Commerical Power Reactor Sys, " sent to 8 Oalder^per 
830325 telcon. 

FELTON. J H Division of Rules and Records 63/03/31. MARSHALL, N H 
Mspleton Intervenori. Ip 18435 360 


8305120010 Addl response to FOIA request for documents re exploration, 
mining or milling of U in specific areas of ME Forwards 
documents listed on app Review of remaining documents subg 
to request in progress, 

FELTON, U H Division Of Rules and Records 03/03/21, REID.A D 
Broken Plow Law Office ip 16443 262 


— 8309180014 Comments on Proposed Draft LB 390»p*r 811210 requeet. Us# of 
word "mining" may cause some problems NRC doss net have 
jurisdiction over conventional mining of source matl or 
ether matl 

MONTOOMEfiV, J L Region 4, Dallas, Office of the Director 
<el/03/0i). 02/01/19 DRAIN, DT Nebraska, State of 2pp 

18443 284. 


— 6309120019 Discusses 620202 telcon w/J Lange re proposed U in situ 
project In NE by Uyomlng Fuels Co State has licensing b insp 
jurisdiction over project until 021106 

MONTGOMERY, J L Region 4, Office of Director 82/02/06 
COLLINS, J T Region 4, Office of Director 2pp I0443’aa6 


—6309120023 Forwards info re 810313 meeting w/NE State officials 
concerning state b UMTRCA topics State will seek amended 
agreement after 611108 Agency other than E Simmons div 
assigned to handle U mills 

MOHTOOMERV, J Region 4. Dallas, Office of the Director (61/03/01) 
61/03/10 YOUNO, F Office of State Programs, Director 4pp. 
18443 260 


— 8309120039 Concurs u/D Drain request for assistance in developing MOU 
to define respaettv* roles in connection w/U or solution 
mining in northwest NE June 1982 meeting suggested to begin 
formulating MOU 

COLLINS, J T Region 4, Office of Director 02/09/03 DAVIStJ.O. 
Office of Nuclear Material Safety b Safeguards, Director KERR,0, U. 
Of(‘lce of State Programs, Director Ip 18443 292 


— 6309120041 Requests assistance in arranging meeting in Lincoln, NE bo 
discuss requirement* b develop MOU defining roles re U or 
solution mining in northwest NE 

DRAIN, 0 T Nebraska, Btate of 62/04/27 COLLINS, T Region 4, 
Office of Director 2pp 18443 293 


—6309120049 Informs that draft MOU ready for signature pending review b 
concurrence by OELD Due to changes in location b 
organization of U Racevery Licensing BranchiMOU should be 
signed by regional administrator 

COLLINS, J T Region 4, Office of Director 62/07/28 DAV18,J 0 
□ fflea of Nuclear Material Safety b Bafeguards, Director ip. 

18443 295 


— 6309120092 Forwards draft MOU re site U mining in NE Draft cancidera 
all previous NRC ofc comments b it acceptable to State of 
NE Comments should b* provided by 821019 

COLLINS, J T Region 4. Office of Director, 82/10/01. 0IRCK8.M J. 
Office of the Executive Director for Operations. BTELLO.V 
Regional Operations b Generic Requirements KERRtO U Office «f 
Stats Programs, Director 3pp 18443 296 


— 63091200S6 Forwards notice of issuance b availability of MOU batwean 
NE Dept of Environ Control b NRC for In situ U mining for 
filing b publication In FR 

COLLINS, J T Region 4, Office of Director. 82/12/01. COMBS, T. It 
Correspondence b Records Branch Ip 16443 299 


—6309120062 Notlca of Issuance b availability of HDU between NRC (i HE 
Dept of Environ Control re in situ U mining 
COLLINS, J T. Region 4. Office of Director 82/11/30 Ip. 

16443 300 


— 6309120065 MOU between NRC b NE Dept of Environ Control re In eitu U 
mining 

COLLINS, JT. Region 4, Office of Director DRAIN, D T Nebraskii 
Stato of. 82/11/02 2pp. 18443 301. 


8309120070 Addl response to FOIA request for IE Insp Rept 90-398/81-13 
Portions of documents listed on app withheld <raf FOIA 
Exemption 4) 

FELTON, J M Division of Rults and Records. 63/03/21 DEVINE, T. , 
ROSENTHAL Government Accountability Project 3pp 16443 193 24X 

Fiche 90-396,63/03/21,6309120070 


—6309120074 Forwards Electrical Drafting Btd EDSB-126 revised on 791009, 
Pages 2-43 through 2-46 of Electrical Installation Spec 
H-2I73 b Pages 8 3-29,6 3-30 b 8 3-69 Of F8AR, per request 
re tray loading criteria, Related Info enc 1 

COTTA, R E Sargent b Lundy, Ine 61/02/18. BARRETT, P. Regiion 3, 
Chicago, Office of the Director 36pp 16443' 196 24X 

Fiche 90-398,83/03/21,6309120070 


0309120099 Responds to FOIA request by NH Marshall that 8 Gaidar 
receive "Interaction of Electromagnetic Pulse U/Commerclal 
Power Reactor Sye " Documents forwarded. 

FELTON, J M Division of Rules and Rscords 83/03/31 GAOLER, 8. 
Affiliation Unknown Ip. 18439 398. 


8305120224 Addl response to FOIA request for license applications, 
llcsnso b insp ropts re Nuclear Metals, Inc b cerraspondtnes 
on tmployse overaxpoturis to 1960 Forwards documents listed 
in App A Info partially withheld (ref FOIA Exemption 61 
FELTON, J.K Division Of Rults and Records 63/03/01. MOONEY, B. C. 
Lowell Sun, Lowell, MA. 9pp 10460' 090. 
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— ~Btl21&OS39 Forwards urlnslytls history farm for rsviau hy Dceupattonal 
Htslth 8tds Branch Info ri<tuastad as rosult of rsetnt insp 
• t Nucltsr Hstal in Concorde HA whsre cmployses urine showed 
concentration of U in ttcass of licensee guide 
KINNEHANtvl D. Materials Radiological Protoetion Section 
Bl/12/07 OREULAfA H Fuel Cycle <4 Materials Safety Section 
4pp 184A2 ISA 


— 811SS90997 Ack agreoinont w/proposcd enforcement action per BllOlA memoi 
since ravi sadt based on NRC consultant conclusion that 
evaluation of U uptake could not establish that regulatory 
limit was esceaded 

THOMPSONiD Enforcement t< Investigation Staff (Pre B20S0t ) 
eA-62--007 Si/12/Ol KEPPLER.vT Region 3< Chicago. Office of the 
Director (81/03/01) 2pp tB462 107 


— 8309120234 Inep Findings Si Licensee Ack dtd 620424 of License SHB-179 
Insp findings no noncoqipl lance noted 

KLEVIN. P B Atomic Energy Commission 62/04/24 2pp 18460 060 


— 8309120240 Insp Findings 6 Ltconsoe Ack dtd 691207 6 OB of License 
8KB-*179 Insp flndlngs.no noncompliance noted 
* Atomic Energy Commission 69/12/08 ip 18460 062 


— 8309120246 Notifies thet Nuclear Metals Dlv of Tsstron. Inc acyulrad by 
Whittaker Corp Approval for transfer of llcensos reguested 
THOMPSON.?. Nuclear Metals. Inc 66/08/11 Atomic Energy 
Commission tp 18460 063 


— 8309120291 IE Insp Findings 6 Licensee Ack dtd 671227 6 28 of License 
SMB-179. Insp findings no noncompl lance noted 

QRELLA.A U . BROUNE. H 0 Atonic Energy Commission 67/12/28 Ip 
18460 064 


—8309120297 Forwards IE Insp Findings t. Licenses Act dtd 671227 <. 28 
Ho noncompl lance noted U/o end 

KIRKMAN. R. W Atomic Energy Commission CO I AMO. 68/01/03 
ABREAU, M. A. Whittaker Corp Ip 18460.069 


—8309120260 IE Insp Findings U Licensee Ack dtd 691202-03 of License 
SliB-179. Insp findings no noncompllancs noted. 

BMITH.R K. Atonic Energy Comnlseion 69/12/03 Ip 18460 066 


— 8309120264 Advists that response to 690822 application for License 
8MB-179 has not boon racalvod Info re Issuance of license 
raquasted 

LEE. MR Whittaker Corp 69/10/22 NU83BAI/MER. D A Atomic 
Energy Commission Ip 18460’ 067 


— 8309120268 Submits list of raplacamcnt pages to application for License 
SNM-69i In response to 690923 comments 

laBERQH. B. Whittaker Corp 69/10/22 NU86BAUMER< D A Atomic 
Energy Comnisslon. 2pp, 18460.068. 


— 8309120269 Forwards application for renewal of License 8NM-69. 
Application refltod in loose loaf format Incorporating 17 
Items from 680806 Itr W/o and 

KNEPPEL.B B Whittaker Corp 69/02/26 NUSSBAOMER. D A Atomic 
Energy Commission. Ip 18460 070 


— 8309120274 IE Insp Findings *t Licensee Ack dtd 690903 6 04 of Licenses 
SNM-69 k BMB-179 Insp find tngs. proper evaluations not made 
of certain aepacts of health physics program par Sections 
II b 4 through II b 6(b) of License Condition 8 

BROWNE. M 0, Atomic Energy Commission 69/09/18 ip 18460 071 


—6309120279 Application for renewal of Llcanss 8MB''179> author 1 1 Ing 
poseesston i use of U-239 solid metal 6 alloy for 
fabrication 6 exparlmentatlon 

OOMMESONiP.U Whittaker Corp 2696 69/08/22 3pp 18460 072 


— 8309120283 Notifies that License 8MB-i79 expires on 690930 Renewal 
application should be filed within 30 days Enel 
carttf Icatlon of status of source matl activities form 
should bs completed for nonreneual of license 

NU88BAUMER.D A. Atomic Energy Commission 67/07/29. HANNA. M. J, 
Whittaker Corp. Ip. 18460:079. 


— 8309120284 IE Insp Findings It Licensee Ack dtd 700719 tt 16 of Licenses 
8NM-69 6 BMB-179. Insp flndlngs.no noncomp Ilanca noted. 

BMlTHiR H Atomic Energy commission. 70/07/16. Ip. 18460’ 076 


— 830512028? Notifies that no Items of noncompllancs obsarvtd during Insp 
of Licenses BNM-69 6 BMB-179 Corrective maasuras Implamanted 
ra Item of noncompllanco during 690903 6 04 insp 9 Issorow 
replaced DB Kneppel as criticality officer 

SMITH. R H. Atomic Entrgy Commission 70/01/06 Atomic Energy 
Commlstlon. Ip 18460*077. 


— 8309120294 IE Insp Findings & Licensee Ack dtd 710913 6 14 of Licenses 
6NH-65 ti 8MD-179 Insp findings no noncompliance noted 
Related info end 

SMITH. R M Atomic Energy Commission 71/09/14 22pp 1B460 078 


— 03O312O29B Discusses 740913 smoke 6 paper emission from 5-gallon pail 
of U Fire dept removsd pail Smoke b vapor emission ceased No 
personnel contamination resulted or radiation released 
Caused by reaction between metal b oil 

OILMAN. A R Nuclear Metals. Inc 74/09/13 Region 1. 
Philadelphia. Office of the Director 3pp 18460 129 


— 8303120303 Discusses map of License BMD-179 radiation control program 
License c lass 1 f 1 cat Ion should be changed from E-3 to B-1 
Nest Insp scheduled during Nov 1974 

JERMANiP C Atomic Energy Commission. Directorate of Regulatory 
Operations 74/08/22 Atomic Energy Cammlsstoni Directorate of 
Regulatory Operations. tp 18460 128 


— 8309120307 Forwards Insp Rept 40-0672/74-01 on 740930 b 31 No 
noncQfflpliance noted 

NELSON.P R Atomic Energy Conunlsston. Directorate of Regulatory 
Operations 74/08/22. TUFFIN. U B Nuclear Metals. Inc 2 pp 
18460 129 


— ^6309120310 Insp Rapt 40—0672/74—01 on 740930 b 31 No noncomp I lance 
noted Major areas inspected radiation control program 
JERMAN. P C > KNAPP P J Region 1. Ph 1 ladelphia. Office of the 
Director. 74/08/20 9pp 18460 131 


— 8309120316 Ack receipt of 740327 b 0416 Itrs informing of stops taken 
to correct violations noted in 740219 Itr 

O'REILLV.J p Region I. Ph 1 ladelphia. Office of the Director 
74/04/26 TUFFIN. W B Nuclear Metals. Inc ip 1B460 140 


— 6309120398 Buppls 740327 Itr re use of gloves for hand protection, 
monitoring of hand b glove exam b use of breathing lone air 
sampler, in response to 740404 telcon Related Info and 
TUFFIN. W D Nuclear Metals. Inc 74/04/16 O'REILLY. J P Region 
1, Philadelphia. Office of the Director Spp 18460 141 


— 8309120396 Forwards Insp Repts 40-0672/73-02 b 70-0082/73-03 on 
731227-58 & 740108-09 b notice of violation W/o insp repts 
O'REILLY. J P Region 1. Phi ladolphla. Office of the Director 
74/02/13 TUFFIN. MB Nuclear Metals, Inc 2pp 18460 146 


— 830S120399 Notice of violation from Insp of 731327-28 b 740108-09 
None omp I lances noted failure to conduct adequate evaluations 
of hand exposures, to survey for airborne U-23a b to 
analyte environ water b soil samples 

« Region 1. Philadelphia. Office of the Director 74/02/19 3pp. 
18460 148. 


— 8309120369' Responds to NRC 740219 Itr re Violations noted In Insp Repts 
70-0082/73-03 b 40-0672/73-02. Corrective actions finger 
doslmetors placed on Individual employeet monthly on 
rotating baste If handling employees surveyed 

TUFFIN, W Nuclear Motels. Inc 74/03/27 O'REILLY. JP Region 
1, Philadelphia. Office of the Director lipp 18460’ 193 


— 8309120372 Insp Repts 40-0672/73-02 b 70-0082/73-09 on 721237-28 b 
740108-09. Nonconplience noted' fal lure to evaluate dose to 
hand! of indlvlduale handling U-33a b wearing gloves 
conteffllneted W/U-33B b deughtar products 

UERMAN.P C , KNAPP. P J Region 1. Philadelphia. Office of the 

Director. 70-0082/73-09 74/03/01 SOpp 18460 164 


"8309120376 Confirms 740104 b 07 telcons re actions taken to correct 
vloletione noted In Insp on 731537 b SB Represantatlvti will 
visit plant on 740107 to •vatuete corrective actions 
O'REILLY.U P Region 1. Philadelphia. Office of the Dlroctor 
74/01/07 TUFFIN. W B Nuclear Metale. Inc 3pp 1B460 184 


— 8309130381 Responde to IE Bulletin 79-07 re emission of corrosive gasei 
Into vontitatlon sys filtered by HEPA filters No HEPA or 
othor celluloelc filters used In ventilation sys exhausting 
nitrogen oxides. Plastic overwrap ueed In disposal, 

OILMAN. A R Nuclear Mete Is. Inc lEB-79-07 79/12/23 Region 

1, Phlladelphta. Office of the Director Ip 16460 187 


"8309130430 Forwarde Insp Rept 40-0672/79-01 on 790929 b 30 No 
noncompllanco noted. Major areas Inspscted selective exam of 
procedures b representative records. Interviews w/pereonnsi. 
measurements marie by Inspector b observations W/O end 
NELSON. P.R Raglan 1. Ph 1 Udalphla. Office of the Director 
79/06/89 TUFFIN. W B Nuclear Metals. Inc 2pp 18460 191 


--8303120494 “Nuclear Reactor Fuel Bves Semtannuel Insp II Plan b Field 
Notet. “ 

EfBTEIN.E. I MCCLtNTOCK.R Office of Inspection «c Enforcoment. 
Office of the Director 79/06/23 16pp 18460’ 199 
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■8309120462 IE In»p Rept 40-0672/79-01 on 730329-30. No noncorap llance 
noteij Major area* Inspecteil rapt intervlou re scope of 
program b operat lonii a t tsrna 1 & internal e t posure s. s tac k air 
man i taring I 1 1401(1 uaste It controls 

CPSTEtNi E , MCCLINTOCK.R □ Region 1( Rh i 1 ad e 1 pM a, Office of the 
Qlractor 79/06/23 4pp 10460 311 


— 6305120466 IE Insp Findings l< Licensee Ack dtd 760610 of License 
8MD~179 Insp findings no noncompliance noted Radiation data 
sheet encl 

EPSTEINjE Region 1. Ph t lad e Iph ia> Office of the Director 
76/06/10 9pp 16460 217 


— 8305120472 Foruards results of analgses of samples taken at Nuclear 
Metalstln response to 771118 1 tr li 77120B telcon M/o stated 
guidelines for decontamination of facilities 

HCCLtNTQCKt R □ Office of Inspection 6 En f arceraentr Office of the 
Director 77/12/27 CROUTHERi T Labori Dept afi Occupational 
Safety l> Health Admin 2pp 18460 236 


"0305120474 Foruards samples of lathe turning of depleted LI collected on 
771116 in (machine shop at Nuclear Metals per T Crouther 
telcon 

FlATARONEtJ 0 Labort Dept ofr Occupational Safety & Health 
Adratn 77/11/lB HCCLINTOCK/R Region 1( Phi lade Iph lar Office of 
the Director 12pp 18460 239 


— 6305120479 Ack receipt of 770510 1 tr re violations noted ir IE Insp 
Rept 40-0672/77-01 Records of evaluations denoting true 
exposure of Individual eiposed to contamination should be 
maintained for revleu during neit insp 

NELSON.P R Region li Philadelphia. Fuel Facility & Materials 
Safety Branch 77/09/31 TUFFIN. U B Nuclear Metals, Inc Ip 
16460 291 


— 9305120460 Responds to NRC 770418 Itr re violations noted in IE Insp 
Rapt 40-0672/77-01 Corrective actions e(nployee ii>i 1 1 present 
badge to guard at eiit Badge sealed lulthln cleanable mylar 
envelop e 

TUFFIN. M D Nuclear Metals. Inc 77/09/10 NELSON, P K Region 
1( Phi laiielphlaj Fuel Facility b Materials Safety Branch 3pp 
18460 232 


— 9309120493 Discusses IE Insp Rept 40-0672/77-01 on 770329 It forwards 
notice of violation 

NELSON. P R Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch 77/04/18 TUFFIN, U B Nuclear Metals, Inc 2pp 
10460 299 


— 6309120499 Notice of violation from, insp on 77033<7 NoncD(npl lance notad 
failure to perform surveys to assure compliance w/ 
i0CFR20 lot b 10CFR20 409 re radiation exposure to personnel 
monitoring (fllml badge for Third Quarter 1976 

» Region 1. Philadelphia, Office of the Director 77/04/18 Ip 
18460 297 


— 6309I20493 Ack receipt of 700919 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/78-02 
CROCKER.H U Region 1, Philadelphia! Fuel Facility b Materials 
Safety Branch 78/09/27 TUFFIN, U B Nuclear Metals. Inc ip 
18460.250 


— 0309120494 Responds to NSC 780821 Itr re violations noted in IE Insp 
Rept 4O-O672/7B-0S Corrective actions radiatlen levels along 
outside rear wail of Butler Bldg 1 reduced to I m/h Fencing 
placed between ends of bldgs 

TUFFIN. H B Nuclear Metals, Inc 70/09/19 Region 1. 
Pfitladeiphta, Office of the Director Ip 19460 25? 


— 8305120-500 Forwards notice of violation from insp on 780727-28 Results 
of smear samples within license guidelines 

CROCKER.H U Region 1, Philadelphia. Fuel Facility b Materials 
Safety Branch 70/OB/Bl TUFFIN. M B Nuclear Metals, Inc 3pp 
16460 260 


— 9305120503 Notice of violation from Insp on 780727-88 Two Individuals 
working in restricted area received exposures to skin of 
8. 54 b 8 19 rams, respeetlvel(j, during First Quarter CV78 
Draft Insp Rept 78-QS and 

o.-4_. . O,.. ( r.t the Director 78/09/21 8pp 


8 Noncompl lance noted 
rams during 
, exceeded 

ilai Office of the 


— 8305120909 Ack receipt of 700410 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-0672/76-01 
Re(iuest to amend license must accompany changes to 
procedures noted In 780418 Itr 

NELSON, P R Region 1. Ph 1 1 ed e 1 ph la. Fuel Facility b Materials 
Safety Branch 76/05/11 TUFFIN, U B Nuclear Metals. Inc 2pp 
18460 275 


— 8305120911 Responds to NRC 780324 Itr re violations noted In IE Insp on 
760223-0301 Corrective actions personnel Instructed to 
collect floor siuetplng In containers color coded to Identify 
scrap containing licensed metl 

TUFFIN. H B Nuclear Metals, Inc 78/04/18 Region 1, 

Philadelphia, Office of the Director 2pp 18460 277 


— 8305120514 Forwards notice of violation from insp on 780Q28 b 0301 
Methods For detecting radioactive contamination should be 
reviewed Comments on smoking in restricted area reguested 
NELSON, P R Raglan 1, Philadelphia, Fuel Facility b Materials 
Safety Branch 70/03/24 TUFFIN. H B Nuclear Metals, Inc 3pp 
18460 279 


— 0305120519 Notice of violation from insp on 760229 b 0301 Noncompliance 
noted fallura to perform surveys re disposal of licensed 
matl in waste b radiation exposure to extremities 
» Region 1, Philadelphia, Office of the Director 76/03/24 Ip 
18460 282 


—9309120518 IE Insp Rept 40-0672/78-01 on 780228 b 0301 Noncomp I lance 
noted failure to ivaluata exposure to extremity b to wear 
ring dosimeter in restricted area Radwaite found in trash 
dumpster 

OLENN.J , MCCLINTOCK.R Region 1, Phlladelph la, Office of the 
Director 78/03/13 8pp 18460' 383 


— 8305120919 Forwards proposed ack Itr to Nuclear Metals 601003 response 
to notice of violation b 600929 notice of propoicd 
Impdfitlon of civil penalty 

DRIER, B H Region 1, Philadelphia, Office of the Director. 

60/11/19 THOMPSON. D Executive Officer for □peratlone Support. 

2pp 18461 026 


— 8305120523 Forwards draft enforcement action Itr b notice of violation 
b proposed imposition of civil penalty re failure to meet 
NRC b DOT regulriments for shipment of radwaste to Barnwell 
burial site 

DRIER, B H Region 1, Philadelphia, Office of the Director 
30/00/26 THOMPSON, D Executive Officer for Operations Support 
Spp 16461 107 


— 8305130927 Amend S to License 8MB-179i revising Items 6 b 7 re source 
metl b mex posseiflon b use, per 751003 telegram 
DRAOONETTE, K 6 Division of Fuel Cycle b Material Safety 
7S/1O/D0 Ip 18461! 165. 


— 8309120530 Confirms discussions re possible overexposure of employee 
to airborne concentretlon of depleted U JB Hureh b 
KN Skrable engaged as consultants for NRC Assistance 
requested 

KINNEHAN.J D Region 1, Philadelphia, Office of the Director 
81/01/15 TUFFIN, U B Nuclear Metali. Inc Spp 1B461 199. 


—8309120940 Discusses IE Insp Rept 40-0672/BO-04 on 801120 Proposed 
transmittal Itr b notice of violation b proposed Imposition 
of civil penalties end 

ORIER, B H Region 1> Philadelphia, Office Of the Director 
81/02/03 THOMPSON, D Office of Inspection b Enforcement. Office 
of the Director. lOpp 16461 202 


— 6309120602 Dtscussei IE Insp on 801120 b forwards notice of violation b 
proposed imposition of civil penalty 

STELLO, V Director's Office, Office of Inspection end Enforcement. 
EA-01-23 01/02/24 TUFFINiW B Nueloer Metals, Inc 2pp. 

18461 229 


— 8309120609 Notice of violation b proposed Imposition of civil penalty 
In amount of *9,000 Noncompl lance noted tow specific 
activity radioactive matl found leaking from Drum 58 
STELLOi U, Director's Office, Office of Inepectlon and Enforcement, 
81/02/26 2pp 18461 231 


— 8309120614 Fopwardt Info from State of MA Dept of Social b Health Bvee 
re transportation discrepancy by licensee Followup action 
requested. 

OBELLA.A H Office of Inspection b Enforcement, Office of the 
Director 81/03/31 KNAPP, P Region I, Philadelphia, Office of 
the Director 2pp 18461,233, 
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-83091SO&17 H««ponds to B1023<& Itr re violations notsd In IE insp rept 
Corrective actions staging area coaiplatelg and bg chain 
link fencing to cltarlg delineate region from rest of 
conples Pagment of civil penalty end 

TUFPIN.W B Nuclear Natal s< Inc EA-ei-a3 01/03/1^ STELtO. V 

Director's Officei Office of Inspection and Enforcement Zipp 
1G461 237 


~83091SO&SO Ack receipt of 810316 Itr b payment of civil penalty 
proposed In 810226 Itr 

THQMPSON.D Director's Office IPre 820201) 01/03/27 

TUFFIN. U D Nuclear Kttals, Inc Ip 10461 290 


— 8309130093 Foruards B20513 request for addl info re licensee 
application for renewal application 

HtCllEY.J U Division of Fuel Cycle ^ Material Safety 02/03/13 
KINNEtlAN.J D Region 1, Office of Director 2pp 10462 174 


— 0309130062 Ac k receipt of B11116 application for reneioal of License 
SM0-i79 Addl info re temporary jot sites at which source 
raatla uiill be possessed or usedi rad 1 a t Ion survey prograei ti 
waste disposal requested N/u stated encl 

NANOi J C Division of Fuel Cycle S< Material Safety 82/09/13 
OILMAN^ A R Nuclear Metals. Inc 4pp 18462 176 


■8309120623 Dlscussas licensee 810312 fire Appro* iO lb U chips In 
drum In usste handling area Ignited by spontaneous 
combustion Fire spread to flammabla matl Mipas in araa 
revaalcd gross bats contamination. 

CaBTELLO.F, M NRC - No Detallad Affiliation Olven 81/04/03 

KINNEMAN.J.d NRC -No Detallad Affiliation Olven 2pp. 

18461 29? 


■8309120627 Discusses B10312 fire caused by auto-lgnl tlon of 10 lb of 
encapsulated U turnings. 

OILHAN.AR. Nuclear Metals. Inc 81/04/10. COSTELLOr F Region 
la Philadelphia. Office of the Director <31/03/01) 3pp 
18461 261 


■8309120630 Forwerds IE Insp Rept 40-0672/81-01 on 810219 No 
noncompliance noted Major areas Inspected selective exams of 
procedures 6 representative records. interviews w/personnel. 
meesurements 6 observations by inspector H/d encl 
KINNEMAN. J, D Region 1. Philadelphia. Office of the Director 
181/03/01). 01/04/16, TUFFIN, H.B Nuclear Metals, Inc 2pp. 

18461 264 


8309120633 Responds to 810724 application to amend source matl License 
Addl Infd re Inclnaratlon of U chips & turnings requested 
NANO. J C. Division of Fuel Cycle 6 Material Safety 19716 
81/09/29. OILMAN, A R Nuclear Metals, Inc. Ip 18461 297 


8309120488 Addl response to FOIA request for six categories of 
documents Foriijards App A documents 

FELTON. J M Division of Rules and Records 03/03/29 HIATT. S L 

□hie Citixens for Responsible Energy 2p p 1G497 211 24X 

Flche 90-271103/03/2910309120408 


— 0207300178 Details Of IE Investigation Rept 90-271/02-12 on 020606-10 
No noncompliance noted Major areas Investigated licensee 
actions in withholding Info re 820424 loss of feedwater 
transient Proprietary d-etalls delated (ref 10CFR2 790) 

• Region 1. Office of Director 82/07/20 3Dpp 10497 217 24X 

Flche 90-271.83/03/29.8309120480 


— 8309130223 Foruards chronology of Region I actions re 620424 loss of 
feeduater event. Insp 1 nvei t iga tlon. documentations, mee 1 1 ngs 
u/state 6 licensee of f Ic ia 1 1 . e value t ions of appropriate 
enforcement action 6 processing civil penalty 

HOLOOV, O J Region 1, Office of Director 02/10/13 AXELRAD. J 
Director's Office. Office of Inspection and Enforcement 3pp 
18497 262 24X Fiche 90-271.83/03/29.8309120406 


8309120973 FOIA request for list of all eiport licenses for Cf-292 
since beginning of 1980. Inc 1 uding to whom licenfie issued, 
quantity far which license Issued & ultimate consignee 
HRONZEK. A L FOl Sorvicai 03/03/02 FELTON, J M Division of 
Rules and Records ip 18440 203 


B309120642 Raquasti addl info re 810927 application to amand Llcanie 
8KB-179. proposing dilution factor of 143 bi applied to air 
affluent releases from van tt la t ion stacks per 
1OCFR20 106{d> 

WANO.U C Division of Fuel Cycle I. Material Safety 81/11/12. 
OILMAN. A R Nuclear Metals, Inc 2pp 18461 326 


9309120696 Forwards Enforcement Ouldance Memorandum Bi-3t re proposed 
enforcement action for facility 

CARL80N. R T Enforesmant 6 1 nvai ttga tlon Staff EOM-81-31 
81/12/19 8TAR09TECKI.R Division of Resident 6 Project 
Inspection MARTIN.T T Division of Engineering 6 Technical 
Inspection SMITH. 0 H Division of Emergency Preparedness t. 
Operational Buppport Ip. 1846B 106 


8309130006 Ac k receipt of application for renewal of License SMO— 179 
License will not expire until final action taken by NRC 
HtCKEV.U U Division of Fuel Cycle b Material Safety. 20002 
81/12/20 OILMAN.A R Nuclear Metals. Inc, Ip 18462 109 


830S120576 Responds to F0IA request for list of all export licenses 
for Cf-ZS2 since beginning of 1900, Includ ing to wham 
license is sued. quant 1 ty for which license Issued 6 ultimate 
consignee Forwards requested info 

FELTCN. J M Division of Rules and Records 83/03/24 KRONZEK.A L 
FOI Bervlcas 7pp 1B44D 204 


8309160192 FOIA request for all documents dtd 820101 or after detailing 
or referring to 8ALP for facility 

CLARIA.R San Francisco Examiner 83/02/22 FELTON, U t1 Olvlslon 
of Rules and Records Ip IB462 190 24X flche 90-312,83/02/22. 

8309160192 


0309160199 Addl response to FOIA requeet for all documents dtd 020101 
detailing or referring to SALP for facility Forwards 
documents listed In App A Further search for documents in 
progress 

FELTON, J M Division of Rules and Records 03/03/31 CLARK, R A 
Ban Francisco Examiner 2pp 10462 191 24X Flche 90-312.03/03/31, 

8309160199 


8309130011 Confirms 820216 conversation w/C Rouie re possible quarterly 
skin overexposure to employee Detailed rapt forthcoming Info 
deleted. 

VVIMBACD.F J Nuclear Metals, Inc 82/02/16 KINNEMAN, J D 
Region 1, Office of Director tp 18462:110 


8309130016 Confirms talcon re application for rencutal of License 
8MB-179 Site visit scheduled for 820304 

HtCKEY.J H Division of Fuel Cycle b Material Sefety. 20002 
82/02/18 OILMAN.A.R Nucl eer Metals. Inc Ip 18462:111. 


8309130031 Discusses 820126 telcon rt email crack In dike during 
discharge of U neutralliad acid waste to lagoon Possibly 
caused by freeic-thaw cycle. Dike reinforced 

KINNEMAN. J D Region 1. Office of Director 82/03/24 Region 
1, Office of Director. tp 18462' 130. 


8309130037 Comments on application for rtneual of Llcanst 8MB-179 
Application should provide more sptclflc procedures for 
frisking personnel b clothing at exits from controlled aria 
KINNEMAN. J D Region 1. Office of Director. 82/04/01 
MILLER. V L Office of Nuetaer Material Safety b 
aaftguerds, Director, 2pp 18462:131 


8309130042 Forwerds Rev 2 to "NMl Scrap Packaging Procedures. '' for 
disposal of depicted U wastes. In support of Dec 1981 
license rensuel submittal. 

VUMBACO.F. J Nuclear Metals. Inc. 82/03/10. HICKEY, J. Division 
of Fuel Cycle b Material Safety Ip. 18462:194 


— 8211030191 Provides results of reactor operator b senior reactor 
operator exams administered Jul l901~Sept 1902, as input to 
SALP rept Alt operators passed exams 

BECKHAM. 0 H Operator Licensing Drench 02/10/19 MINER, 8 
Sacramento Municipal Utility District 13pp 10462 211 24X 

Fiche 30-3ta.a3/03/31*e309160199 


— 8211100901 Foruards NRR input for util SALP. per 821014 memo 

MINER.a Operating Reactors Qranch 4 83/11/16 STERNBERO.DM 

Region 9, Office of Director 7pp 18462 226 24X 

Flche 90-312,83/03/31,0309160199 


— 8309160200 Notifies that SALP board scheduled to meet 021123 
Evaluation period remains Jul 1901 - Sept 1982 
EMOELKEN.R H Region 9. Office of Director 02/10/04 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
DAVIS. J a Office of Nuclear Material Safety & 

Safeguard s, Dirac tor HICHELSON. C Director's Offtee tp 
18462 193 24X Flche 90-312,83/03/31,0303160199 


— 0309160204 Foruardi SALP evaluation of IAEA safeguards licensing 
activities for facility 

OIDBON. J Standard i i at Ion b Gpeclal Projects Drarxch 82/10/18 
miner. S Operating Reactors Branch 4 3pp 10462 194, 24X 

Flche 90-312,83/03/31,8309160199 


— 8309160213 Forwards draft NRR SALP Input re licensing activities for 
Jul 1981 - Sept 1902 Comments received by 821119 will be 
considered in final rapt 

MINER. 5 Operating Reactors Branch 4 82/11/10 EIBENMUT.DO 

Division of Licensing MATTSON, R Division of Systems Integration 
(post 011003) VOLLMER.R Division of Engineering 19pp 
10462 196 24X Flche 90-312.83/03/31,0309160199 
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— S3O516021S Foruariis SALP for Jul 1981 - Sept 1933 Overall performance 
of llcenied aetivlttee acceptable Prof & responsive 
attitude In dealings u/NRC I« In dav'to-dai/ conduct of 
safety-related activities neteuortby 

STERNaERO. 0 M Region 3. Office of Director 8S/1S/13 
ENOELKEN.R H Region 3. Office of Director Spp 10462 233 24)C 

Pichc 30-312.83/03/31.0303160193 


—3303160882 Forwards SALP evaluation Input. per Sternberg 821014 memo 
Info consists of safeguards licensing portion 
HCCORKLE.O U Power Reactor Safeguards Licensing Branch 
82/11/04 NOROERHAUO. L Region 3. Office of Director Spp 
18468 233 24X Flche 50-312,83/03/31,8303160193 


8305160233 Partial response to FOIA request for all documents dtd 
S80141 or after detailing or referring to SALP for facility 
FELTON, J M Dlvlston of Rules and Records 83/03/24 CLARK, R San 
Francisco Ecamlner 2pp 18472-241 24X Fiehe 50-312.83/03/24. 

3303160235 


--8211100083 Provides engineering evaluation of 810807 tur b Ini/reactor 
trip Event review agrees ui/llcensee Event had little effect 
on plant safety Automatic functions occurred substantia I ly 
as expected given concurrent operator actions 
PELLET, J L Reactor Operations Analysts Branch AEOO/E247 
82/10/26 SEYFRIT.K V. Reactor Operations Analysis Branch 4pp 
18472 290 84X Flche 30-312,83/03/24,8303160253 


“3211110643 Discusses licensee reporting of 610807 tur btne/reac tor trip 
Proposed LER rule would require more detailed (c complete 
event rept M/o end 

□RNSTEIN.H L Reactor Operations Analysis Branch AEOO/E249 
82/11/04 8EYFR1T, K U. Reactor Operations Analysts Branch 3pp 
18473 006 84K Fiche; 30-312, 83/03/24, 8303160233 


--82111S006B Discusses performance evaluation of SALP for facility LERs 
contained adequate info enabling knowledgeable readers to 
understand events) houever, LER 81-39 failed to adequately 
inform reader of event. 

SEYFRIT.K V Reactor Operations Analysis Branch 82/11/03 
STERNBERO, D N Division of Resident, Reac tor Project i. Engineering 
Programs Ip 18473 005 24X Flche 30-312.83/03/24.8305160255 


— 8303160271 Notification of 830103 meeting u/util in Sacramento, CA to 
discuss SALP for Jul 19B1 - Sept 1982 Meeting agenda end 
a Region 3, Office of Director. 62/12/02 Region 5, Office of 
Director Spp 18473 018 24X Flche 30-312.83/03/24.8305160253 


8303180001 Addl response to FOIA request for seven categories of 
documents re Broun t< Root. Inc t< south Texas project Forwards 
App B documents Documents also available In POR Addl 
documents undergoing revlau 

FELTON. J M Division of Rules and Reeerda 83/03/09 LINDEMAN.HN 
Lowanstein, Nsuman, Reis. Axelrad A Toll 6pp 18497 219 24X 

Flche 30-000,83/03/09,8303180001 


“7908080036 Forwards matl r« allegations of harassment (< Intimidation 
per 790324 request 

THOMPSON, D Executive Officer for Operations Support 79/06/12 
FORTUNA.R A Office of Inspector &i Auditor Bpp 18499 196 24X 

Flche 30-000,33/03/09,8303180001 


— 7909180214 Requests views re adequacy of QA/QC program in light of 
PNO-79-179, "Voids in Reactor Contalnmsnt Wall '• 

KENNEDY, R T Commissioners 79/06/25 0O8B1CK, L. V Office of 
the Executive Director for Operations ip 18497*233 24X 

Flche 30-000,33/03/09,8305180001 


“8003140296 Responds to 800418 memo re concrete voiding Discusses status 
of problams tc rapalrs 

STELLO, V Office of Inspection & Enforcement, Office of the 
Director 30/04/25 BRADFORD, P A Commissioners 3pp, 

18499 139 24X Flche 30-000,83/03/09,8305180001 


--8003280930 Forwards draft Investigation Repts 30-498/79-19 1, 
30-499/79-19 Final pevleu Is awaiting concurrence by members 
of team located around country Revlaw is expected to be 
complete by 300413 briefing 

STELLO, V Office of Inspection & Enforcement, Office of the 
Director 30/04/11 AHEARNE, J ► OILJNSKY, V, KENNEDY. R 
Commlss loners 173pp 18498 304, 24X Fich e. 30-000, 03/03/09, 

8303180001 


—8006090440 Responds to 791010 memo re enforcement action against Broun 
(i Root Enforcement package complete No enforcement action 
taken previously sines earlier insps did not substantiate i 

allegations , 

STELLO, V Offlci of Inspection 1, Enforcement, Office of the 
Director 80/03/13 BRADFORD. P A Commissioners 2pp j 

18499 135 24X Flche 30-000,83/03/09,8303180001 j 

I 

—8006090443 Forwards WA Post artlcla re harassment of QC personnel j 

Lac k of enforcement action questioned. i 

BRADFORD, P. A Commissioners 79/10/10 STELLO, V, Office of i 

Inspection (> Enforcement, Office of the Director 2pp. 18497 237 
24X Fiche 30-000.83/03/09.8303180001 


— 8008t20773 Forwards outlines of JF Ahearne ti V Btello proposed 

testimony re facility before House Subcommittee on Oversight j 
i< Investigation ! 
STELLO. V Office of Inspection ti Enforcement. Office of the , 
01 rector 80/07/11 AHEARNE, J F . OILINaKY. V , HENDRIE. J I 
Commissioners 6pp 18499 163 24X Fiche 30-000,83/03/09, | 
8303180001 


— 8009120352 Advlfss that Region 4 should assume responsibility for 
review 6 verification of corrective actions by licensee as 
followup action associated w/South Texas problems 
Headquarters will be responsible for monitoring ravleut. 
THORNBURO.H D Division of Reactor Construction Inspection 
80/06/24 SEYFRIT.K. V. Region 4, Dalles, Office of the Director 
3pp 18499 219 24X Flche 30-000,83/03/09,8303180001 


--8010090450 Forwards draft Commission info paper re plan for resumption 
of const. Comments or concurrences needed by SD0912, M/o end. 
THORNBURO, H D Division of Reactor Construction Inspection. 

80/09/11 DENTON, H.R, Office of Nuclear Reactor Regulation, 

Director SHAPAR, H K Office of the Executive Legal Director 

STELLO, V Office of Inspection 1, Enforcement, Office of the 
Director 9pp. 18499 222 24X Fiche 30-000,83/03/09,8303180001 


—8010260578 Respondf to Ouestlon 4 of 800923 memo re Eckhardt hearing 
Major Brown 6 Root Corp nuclear const work 1, weld deficiency 
status summarlied Licensee will complete visual Insp t, 
comply w/corrective actions in end AMS Code, 

STELLO. V Office of Inspection b Enforcement, Office of the 

Director 80/09/25 AHEARNE, J F. Commissioners Spp. 

18497 228 24X Fiche. 30-000, 83/03/09, 8303180001 


—8010360381 Aeelgns queetions resulting from 800923 Eckhardt hearing 
AHEARNE, J F Commissioners 60/09/23 Office of the Executive 
Director for Operations Spp IB499 193. 24X 

Flche 30-000,83/03/09,8303180001 


—8103230383 Summarlies events re 810317 tileon w/L Sinkin concerning 
allegations at facility Improper alteration of documente, 
removal of documents to prevent NRC inep b intlmldatlen of 
Braun b Root personnel have been alleged. 

MILBER.H A. Reactor Projects Sections (Regions 2.4 b 31 
81/03/17 SEYFRIT.K V Region 4, Dellas, Office of the Director 
2pp. 18499,242 24X Flche 50-000,83/03/09,8300180001 


— 8303180064 Responds to Oosslck request to reply to Inquiry re adequacy 
of OA/QC program, Licensee continuing to look for addl voids 
b is evaluating possible alternate designs for reinforcing 
steel b liner stiffeners 

STELLO, V Office of Inspection b Enforcement, Office of the 
Director 79/07/31 KENNEDY, R.T. Commissioners. Spp. 

18497 234 24X Fiche 30-000,83/03/09,8305180001. 


— 630S18007S Responds to Commissioner Bradford 791019 Inquiry re 
newspaper article concerning facility Imps "Surprise Inep" 
announced IE insp of facility QA program Allegations re 
beating of QC inspector could net be substantiated. 

HVBACEK, M 0 Region 4, Dallas, Office of the Director 79/10/26. 
REINMUTH, 0. N Division of Reactor Construction Inspection. 2pp. 
18497 239 24X Flche 30-000,83/03/09,8303180001 


—8303180083 Requests that responsts to Cemmitiionar Bradford tnquiriee 
re nsuspaper article concerning facility imps be revised to 
accommodate listed commente by Barbar/Thompeon. 

REINMUTK.O. M Division of Reactor Construction Inspsetion. 

79/11/02. SEIDLE.M. C Region 4, Dallas, Reactor Construction b 
EnglneSTlng Support Branch Bpp 18497*241 24X 

Flche 30-000, 83/03/09, 630318000! 


—6308180094 Discusses recommendattem for further IE Invai tigatien b 

—8006090238 Responds to 800421 request that IE interview former site (nsp efforts at fadlltles Expanded b comprehensive insp 

QC Inspectors Of 69 persons Identl f i ed, 23 contacted. program should be Immediately Initiated b maintained until 

STELLO, V Office of Inspection b Enforcement, Office of the confidence established, Related Info end. 

Director 80/03/13 BRADFORD, P, A Commies i oners 3pp. HAYES, D M Region 3, Chicago, Office of the Director eO/03/tt 

18499' 149, 84X Flche: 30-000, 63/03/09, 8303180001 THORNBURO, H D. Division Of Reactor Construction Intpeetion. 

421pp. 16497 243 24X Flche. 30-000, 63/03/09, 8303180001. 
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— 8309180121 R«qu«*t» info fa icopt & significance of voids in concrete 
«t site Response requested by 800423 

BRADFORD, P A Cooimissloner B SO/04/iS DIRCKS, W j Office of 

the Eiecutive Director for Operations Ip 18499 138 24X 

Flehe 90-000,03/03/09.8309180001 


— 8309180148 Advises that staff should notify Commission in advance of 
proposed actions re facility Investigation, per Coaimisslontr 
Bradford 800410 memo 

CHIUK, 8 J Office of the Secretary of the Comntisslon 
COHPB-aO-lA B0/04/2S DIRCH8, U J Office of the Eiecutlve 
Director for Operations ip 18499 148 a4X 
Fiche 90-000,03 /03/09, 8309 1 SOOD 1 


—0309180197 Foruards enforcement paekaye Including enforcement notice, 
draft prase ralease, forwarding Itr, notice of violation, 
proposed imposition of civil penalty !< shou cause order 
N/o ends 

STE(,l.a,V Office of Inipectlon Enforcement, Office of the 

Director SO/04/8S AHEARNE, J F , QILtNSKY, 9 > KENNEDY, R T 

Commlsslonars ip 18499* 143 84X Fiche 30-000, 63/03/09. 

8309180001 


— 03O918O1A7 Informs that Commission concensus not in favor of 
recommendations contained In 000418 memo re facility 
Invastlgatl on Modified version of Suggestion 1 further 
modified by Commlssloiie r Kennedy. Responi es end U/o encls 
CHIUK, S Office of the Secretary of the Comnissian 
COMPB-80-1A 00/04/88. BRADFORD,? A Commissioners Ip 
18499.144 84X Fiche 90-000,83/03/09,8309180001 


—8309180179 Raeemmindi that IE address Ofc of Oeneral Counsel Questions 
1-7 prior to enforcement action IE ulll taka action on 
800901 

BR ADFOR D.P.A Commissioners CDKPB-aO-19 80/04 /30 

AHEARNEiJ F, Commissioners Ip 18499 149 24X 

Fiche* 90-000, 03/03/09, 0309100001 


— 0309180161 Discusses results of follouiup inquires by Region tV re 
terminated Brown ti Root, Inc QC civil engineer inspectors 
8EYFRIT, K 9 Region 4, Dallas, Office of the Director 80/04/30 

DEVOUNO, R C Office of Inspection & Enforcement, Office of the 

Director Spp 18499* 14A 84X Fiche 90-000, 83/03/09. 8309180001 


"8309180169 Informs that Commlsslonars have not supported request to 
ask IE to address Ofc of Oeneral Counsel Questions 1-7 prior 
to time of enforcement action 

CNILKi 8 J Office of the Secretary of tha Commission 
CCIMPB-SO-19, 00/09/08 BRADFORD, p A Cemmi s t loner s Ip 

18499 148. 84X Flehe. 90-000, 83/03/09. 8309180001 


— 6309180208 Informs of ntw allegations concerning possible intimidation 
of QC Inspactors received while preparing response to 791010 
mano. Investigation will bs conducted to verify facts. 

Appropriate enforcement action will be taken 
STEtCD, V. Office of Inspection (< Enforcement. Office of the 
Director 03/03/09 BRADFORD,? A, Commissioners Ip 
18499 198 SAX Flehe. 90-000,83/03/09,8309100001 


—8309160211 Responds to 791010 memo re newspaper article concerning 
facility I, question related to enforcement action following 
Region IV Invastlgatlon of alleged beating of Brown (t Root 
QC Inepactor Allegation could not be substantiated. 

8TELL0, V Off let of Inspactlon fc Enforcement, Office of the 
Director. 83/03/09 BRADFORD, P, A Commlstloners 3pp 
18499. 193. S4X Fiche 90-000, 83/03/09, 8309180001 


—8309160881 Informi that NRC will be requeeted to testify on first day 
of House Subcommittee on Oversight & Investigations hearings 
tentatively echaduled to begin «n 800789 re const problem tt 
NRC Investigation of facility. 

HAMMERER, C. Office of Congreeslonal Affairs 80/07/09 
AHEaRNE.O. F , OILINSKY.V. , HENDRIE, J.M Commissioners Spp 
18499 197 S4X Fiche: 90-000, 03/03/09, 8309180001 


—8309160836 Submits schedule of Congreeslonal hearings r* waste bill 
H. R. 7416, Meet Valley Bill HR 6869 a. South Toioe projiet 
Related Info end. 

RBHMiT. A Office of tho Executive Director for Operate one. 

60/07/07. STBLLO. V Off let Of Inspection *i Enforcemont, Office of 
tha Director DAVIS, vl. Office of Nuclear Material Safety t, 
Bafaguarde, Director 4pp 10499: 199. 24K Fichu 90-000,83/03/09, 

8309180001 


—8309180890 Forwards Chairman Ahearne 6 V Stall o testimony prepared for 
House Subcommittee on Oversight l< Investigation hearing re 
feetllty 

STEULOtV. Office of Inspection ti Enforcement, Office of the 
Director. 80/07/89. AHEARNE, J. F. , OILINflKY.V, HEMDRIE.JM 
Commicslonere 8pp. 10499*169 a4X Flehe: 90-000, 83/03/09, 
8309160001. 


-8309180334 Statement of JF Ahearne to House Subcommittee on Oversight t, 
1 nvof tiga blons Pp 1-9 

AHEARNE. O F Comml as 1 onoTS 60/07/29 6pp 16499 171 84X 

Fiche 90-000.63/03/09,8309180001 


— 630.9180257 Statement of V Stoll o before House Subcommittee on Oversight 
li Investlgatlone 600729 hearing Pp i-19 

STELLOi V Of flea of Inspection t< Enforcement, Office of the 

01 rector 80/07/29 I6pp 18499 177 24 X Flehe 50-000, 83/03/09. 

6309100001 


-8309160276 Foruards draft Commission info paper intended for 
presentation during wk of 000414 re investigation 1, proposed 
enforcement action Comments needed by 800409 
THORNOURO, H D Division of Reactor Construction Inspection 
60/04/03 DENTON. H R Office of Nudeor ftaactor Regulation. 

Director SHAPAR, H K Office of the Executive Legal Director 

STBLLO, V Office of Inspection Sc Enforcement, Office of the 

Director llgp 10499 804 24X Fiche 90-000,83/03/09,6303180001 


—8305100319 Forwards Part 2 of Comralsiion regulations re practice in 
conduct of formal hearings before Commission adjudicatory 
panels 1, procedures for initiating enforcemont actions 
M/o one 1 

BURNS. S O Office of the Executive Legal Director 80/05/29 
CORTEZ, B Cominun 1 1 1 es Organized for Public Service Ip 
1049? 2ta 24X Fiche 90-000,83/03/09.6309180001 


— 8309160326 Informs that Chairnan has requested that end Commission 
paper re plan for resumption at const he forwarded through 
L Blckui t, genora 1 counsel 

giELLO.V Office of Inspection !< Enf opcement. Office of the 
Director 80/09/18 OIRCKS, U J Office of the Executive Director 
for Opera t ions llpp 10497 231 84X Fiche 50-000,03/03/09, 

8309100001 


—6305180337 Discusses Importance of NASLAP dadsion re protection of 
conf Idontlali by of Informers t< allegera Dissenting opinion 
points out cautions that should be observad in informing 
altegers or informants 

THOMPSON, O Enforcement «, Investigation Staff (Pre 620201) 
91/05/14 QRIER.B H Region 1. Philadelphia. Office of the 
Director <81/03/01 > O'REILLY, J P Region 2, Atlanta, Office of 
the Director <01/03/01) KEppLER.O 0 Regions, Chicago, Office 
of tha Director (01/03/011 Ip 18499 244 24X 

Fiche 90-000,03/03/09.8305100001 


6309180003 FOIA request for documents associated w/lnvestl gatlon of 
Nuclear Pharmacy, inc by NRC Ofes of inspector t< Auditor t, 

IE 

EMSHUtLLERpJ R Mall Street t/ournal 62/10/26 NRC - No Detailed 
Affiliation Olven ip 16503 091 


0309180009 Addl response to FOIA raqueet for documents associated w/ 
Investigation of Nuclear Pharmacy, Inc by Ofes of Inspector ft 
Auditor te IE Forwards documents llstsd In Apps Abo Info 
partially withheld Iref FOIA Exemptions 9 i, 7) 

FELTON. >1 M Division of Rules and Records 03/04/18 
EMBHMILLER, J R Malt Street Journal 7pp 16903 098 


— 79111S0393 Informs that Nuclear Pharmacy, Inc shipped Xe~133 unit doses 
not fit for human use List of shipments, date distributed, 
activity & prescription number end 

KEPPLER.J. 0 Region 3, Chicago, Office of the Director 79/11/02 
COMISKEY.J Bt Michael Hosp. Milwaukee, MI Spp 18903 080 


—6309180010 Documents basis for csrtaln statements contained In IE Insp 
Rapt 79-01 for Nuclear Pharmacy, Inc Personally Identifiable 
info dalcted 

DICEY, 8 D. Region 3, Chicago, Office of the Director 79/09/81 
PAPER lELLO.C.J Region 3, Chicago, Offlco of the Director Spp. 
10903 099 


—6309180013 Discusses 600129 Interview w/JH Snleiel re 000121 meeting 
u/Nuclear Pharmacy, Inc concerning notice of violation 
DAMBLE, D K. Office of Inspector t< Auditor 80/01/31 
STRICKLER.L J Office of Inspector h Auditor 4pp 18903,063 


—8309160016 Discusses B0D1S9 interview w/P£ Bad (DOJ) re 600181 meeting 
between Nuclear Pharmacy, Inc (NPl) h NRC concerning NPI 
possession of Xe-133 

OAMBLE,D-H Office of Inspector h Aud Ifcor 00/08/01 
STRICKLER.L J Office of Inspector t. Auditor 8pp. 16903 067 


— 8309180021 Forwards Region lit 791108 Itr sent to certain customers 
(hospsl of Nuclear Pharmacy, Inc (NPl) notifying that NPI 
sold Xe-133 prepared from chemical-grade bulk matl rather 
than from pharm-gradc bulk matl 

STRICKLER.L J afflce Of Inspector 6 Auditor 79/11/06 Office 
of Inspector t. Auditor. Ip 1B903 079. 
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—8303190031 Discusses 791108 meeting u/DQJ re potential for <isveloping 
prosecutable case against Nuclear Pharmacyilnc OOJ has no 
Interest in proceeding u/crimlnal action If violation not 
of sufficient significance to warrant civil penalty 
STBICKLER, L J Office of Inspector U Auditor 79/11/13 Office 
of Inspector !■ Auditor 2pp 1B303 OBS 


— -8303160037 Discusses 791100 briefing ui/DOJ re deficiencies in case 
against Nuclear Pharmacgr Inc concerning purchase of Xe-133 
from Union Carbide 

STRICKLER.L J Office of inspector 1. Auditor 79/11/14 Office 
of Inspector !• Auditor Spp 10S03 004 


— B3O5180044 Urges NRC not to mitigate fine for Nuclear Pharmacy, Inc. re 
unauthorlied acquisition t, breakdoun of packaging << delivery 
of X«-133 unfit for human use Other vendor violations cited 
Persenslly Identifiable info deleted 

• Affiliation Unknown 79/13/01 SNIEZEK.J H Division of Fuel 
Facility tc Materials Safety 3pp 18303 085 


— 6303180032 Oucumenbs recollections of statements made during 790323 mgt 
enforcement conference re procurement 1, distribution of 
Union Carbon Xe-133 contrary to FDA b NRC requirements 
DICEY, 0 8 Region 3, Chicago, Office of the Director 79/12/03 
STRICKLER, J Office of Inspector i Auditor 2pp 18303 089 


— BSOSIBOOSb Submits amended response to 750410 questions re license 
application Manufacturers package insert for ail radlopharms 
dispensed by use will be foruardsd to each user. 

EANCMEr. R L MuPharm. tnc 73/04/23 DOVER, J E Division of Fuel 
Cycle Ic Material Safety 3pp 18503 091 


■ — B30S1800b3 Application to amend License 24"l*319-'01i ref lectlng 
corporate name change to Nuclear Pharmacy, Inc Zc change of 
ad dross 

REAVIS, J H NuPharm, Inc 86499 77/03/16 DOYER, J E Office of 

Nuclear Material Safety b Safeguards, Olrec tor Ip 18303 094 


^-0303180070 Discusses 791307 teicon re postponement of meeting u/Nuclear 
Pharmacy, Inc INPI ) Allegations in notice of violation u/o 
foundation Prompt action to resolve matter requested 
VAKERICS.TV O'Connor «< Hannan 79/12/07 5TELL0. V Director's 
Office, Office of Inspection and Enforcement 3pp 18503 093 


— 3305180074 Confirms 791205 teicon re uithdrawal of Nuclear Pharmacy, Inc 
matter from consideration by OOJ Investigation of source of 
unauthorlied disclosures of confidential Info requested 
VAHE«rC3,T V O'Connor t, Hannan 79/12/07 CUMMINGS, J J Office 
of Inspector t, Auditor Ip 18303 098 


— 8303180080 Documents recollection of 790323 enforcement mgt meeting re 
Nuclear Pharmacy, Inc reason for distributing l/nton Carbide 
Xo-133 

PAPERIELLO. C Region 3. Chicago, Office of the Director 
79/12/10 STRICKLER.J Office of Inspector & Auditor Ip 
18303 100 


—8303180092 Discusses status of other NRC ofc actions from 790614-1127 
re NRC criminal referral to DOJ re allegations of Improper 
activities by Nuclear Pharmacy, Inc 

STRICKLER.L J Office of Inspector & Auditor 79/12/13 
CUMMINGS. J J Office of Inspector I, Auditor 3pp 18303 101 


— 8305180096 Forwards 791201 Itr re allegations of Improper activities by 
Nuclear Pharmacy, Inc Ltr includes number of Issues which 
appear to warrant further Investigation Personally 
Identifiable info deletud 

COMER. G C Ececutive Officer for Operations Support 79/12/19 
FORTUNA.H Office of Inspector Auditor 3pp 18303 106 


—0303180100 Discusses 800128 Interview w/J Murray re 800121 meeting ui/ 
Nuclear Pharmacy, Inc on proposed notice of violation 
BlNCUAIft.J. R Office of Inspector U Auditor 81/02/04 
STRICKLER.L J Office of Inspector L Auditor 3pp 18303 109 


--8305180106 Discusses 800203 interview u/V Stello re 800121 meeting w/ 
Nuclear Pharmacyilnc concerning sales of Xe-t33 not approved 
for human use Affidavit end Personally Identifiable Info 
deleted 

GAMBLE. D H Office of Inspector L Auditor 81/02/08 
STRICKLER.L J Office Of Inspector t< Auditor 6pp 18303 112 


--8303180111 Discusses Senator H Gchisitt 800102 Itr re Nuclear Pharmacy, 
Inc CNPtl tc T Oroclcett responses concerning possible 
criminal violations by NPt 

STRICKLER.L NRC - Mo Detailed Affiliation Given 80/02/19 
NRC - No Detailed Affiliation Given ip 18303-118 


— -6303I8Q116 Requests ecpedltious resolution of notice of violation 
Issued to Nuclear Pharnacyi Inc 

SCHMITT. K Senate 80/01/02 AHEARNE. J Commissioners Ip 
18303' 119 


— 0303180123 Urges final action to resolve notice of violation Issued to 
Nuclear Pharmacy, Inc in Aug 1979 Review by another agency 
not sufficient justification to forestall prompt action 
DOMENICI.P V Senate 80/01/09 AHEARNE, J F Commissioners 
2pp 18303 ISO 


—8303180133 Discusses 800109 ltr re pending administration action 
against Nuclear Pharmacy, Inc INPI) DOJ currently reviewing 
matter No operating restrictions placed on licensee 
DIRCKS, W J Office of the Eiacuttve Director for Operations 
80/02/11 OQMENICI.P V Senate Ip 18303 122 


— 8303100159 Confirms 800227 teicon re Jan 1979 Insp at Nuclear Pharaiacy, 
Inc (NPI) No Indication that NPl reused New England Nuclear 
dosa vials for packaging ii distributing Xa-133 observed 
Interview rept end Personally identifiable info deleted 
DICEY, B B Michigan. Vniv of 80/02/27 STRICKLER.J Office of 
Inspector h Auditor 9pp 18303 123 


— 8303100166 Notifies that D Leggett << J Fischer provided w/lletid 
statements during 800310 visit, per DOJ instructions re 
Nuclear Pharaiacy, Inc Investigation Personally Identifiable 
Info deleted 

STRICKLER.L J Office of Inspector & Auditor 80/03/13 Office 
of Inspector 6 Auditor Ip 18303 132 


, — 83051B0174 Advises that listed original statements placed in Nuclear 
Pharmacy, Inc investigation file on 800313. Personally 
identifiable info deleted 

STRICKLER.L J Office Of Inspector & Auditor 80/03/13. Office 
of Inspector & Auditor Ip 18303 133 


. — 8303160178 Forwards DOJ 800307 ltr describing frustrations In dealing 
w/NRC during consideration of possible criminal aipacts of 
Nuclear Pharmacy, Inc case 

Cl/HMINGS, J J Office of Inspector L Auditor 80/03/13. 

AHEARNE, J F Commissioners Ip 18303.134 


— 6303160186 Disagrees w/800313 memo to Chairman re civil penaltioi 
resulting from notice of violation issued to Nuclear 
Pharmacy, Inc 

STELLO, V Director's Office, Office of Inspection and Enforcement 
80/03/18 CUMMINGS, J J Office of Inspector i< Auditor 2pp 
18303 143 


— 8303180196 Discusses 800321 teicon w/formar employee of Nuclear 
Pharmacy, Inc, re unsafe U unethical practices Interview end. 
Personally identifiable info deleted 

UARD.H J Executive Officer for Operations Support 80/03/31. 
Executive Officer for Operations Support 7pp 18303 143 


—8305180207 Notifies that final rept of 800401 interview placed in 
Nuclear Pharmacy, Inc statement file on 800404 Personally 
identifiable info deleted 

STRICKLER.L J Office of Inspector & Auditor 80/04/04 Office 
of Inspector & Auditor Hpp 18303 132 


— 8303180223 Notifies that original 800319 statement placed In Nuclear 
Pharmacy, Inc file on 800404. Persona 1 ly Identifiable Info 
deleted 

STRICKLER.L J Office of Inspector J< Auditor 80/04/04 Office 
of Inspector ti Auditor 19pp 18303 163. 


— 0303180233 Discusses conflict of interest on part of formar Region I 
employee re civil penalty action against Elfreth Alley 
Apothecary, part of Nuclear Pharmacy , Inc. Personal ly 
Identlflabla Info deleted 

FORTUNA, R A Office of Inspector «< Auditor. 80/03/29 BISCUIT. L 
Office of the General Counsel Ip 18303 199 


— 8303180241 Discusses corrective actions per 800310 ltr. in response to 
NRC 800407 Si 0219 Itrs re radiation safety for personnel Her 
film badge results Indicate significant improvement 
Personally Identifiable Info delated 

• NuPharm. tnc EA-80-003 80/03/03 STELLO. V Director's 

Office. Office of Inspection and Enforcemant 2pp 10303,200. 


— 8303180247 Notifies that 800516 statamints placed In Nuclear Pharmacy/ 
Inc file on 800603 Personally identifiable Info delated 
STRICKLER.L J Office of Inspector t. Auditor 80/06/03 Office 
of Inspector L Auditor 13pp. 18303 202 


— 8303100258 Forwards Amend 6 to Mat! Byproduct License 4B-17466-01MD. 
License may be subj to subsequent action by NRC or DOJ 
resulting from exam of past activities Involving Xe-t33 
Personally Identifiable Info deleted 

DELMEDICO.J Division of Fuel Cycle i< Material Safety 80/03/03. 
REAVIS, J M NuPharm. Inc 32pp 18303 213 
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■&3'a9iedS&3 Foruard* Nuclear Phartnacyi Inc B00626 Itr dlicusting actions 
Initiated to provide nai safety for employees 
FQRTUNA.n A Office of Inspector t. Auditor BO/07/07 
OREENSPUN. J Justice. Dept of Ip tBS03 S47 


'63Q3160269 Discusses 800&24 meeting re development of corporate 
radiation safety program Personallif identifiable info 
deleted 

a NuPharm. Inc BO/Oii/Sdi DAVIS. B Region 3> Chicago. Fuel 
Facility & Materials Safety Branch 4pp 18303 348 


-6303180263 Fortoards documents on investigation of Nuclear Pharmacy. Inc 
(NPll par 800B27 commitment re NPI-Ml luaukee distribution of 
non-MDA Xenon in uillful violation of license condition 
Personally Identifiable Info delated U/o enc I s 
FORTUNA.R A Office of Inspector & Auditor 00/09/19 

OREENSPUN. J Justice. Dept of 3pp 16303 232 


■6303160291 Foruards sis interview summaries prepared by Region III 
ra apparent conflict of interest by former Region I employee 
concerning Nuclear Pharmacy. Inc Investigation Personally 
identifiable Info deleted 

FORTUNA.R A Office of Inspector & Auditor 80/11/23 
OREENSPUN, J Justice. Dept of lOpp 16303 253 


— 83031900QQ Repts allegation re lack Co falsified documents concerning 
HVAC activities at facilities per NBC Nightly Neus 
broadcast 

* Radio TV Reports. Inc 82/07/24 NRC - No Detailed 

Affiliation Oiven 2pp 18306 124 24X FI Che 30-000. 63/03/1 1 • 

8303190005 


— 0303190097 Requests Investigation of Region til inadequate 

Investigative oversight re QA breakdoun b passible criminal 
falsification at Zack Co. H VAC contractor at facilities AT 
Houard b B Marello allegations discussed 

DEVINE. T . GARDE, n Government Ac coun tabl 1 I ty Project 82/07/26 
PALLADINO. N J Commissioners llpp 18306 128 24X 

Flche 30-000.83/03/11.6303190003 


— 8303190102 Affidavit of 6 l Marello ra OC breakdoun b criminal 
falsification at Zack Co. HVAC contractor at facilities 
MARELLO. 3 L Affiliation Unknoten 82/07/26 22pp 1 6306 139 
24X Flche 30-000.63/03/11.6303190003 


— 6303190109 Affidavit of AT Houard re QC breakdouin b criminal 
falsification at Zack Co. HVAC contractor at facilities 
HOUARD. A T Affiliation Unknown 62/07/26 39pp 19506 160 
24X Flche 30-000,63/03/11,8305190003 


6303180308 FOIA request for aECY-83-17 b SECV-03-19 

BflEADY. J C KMC, Inc 83/02/06 CHILK.S, J Office of the 

Secretary of the Commission. Ip 1B30S 229, 


B3OS10O316 Responds to FOIA request for SECY-e3-17 b 8ECY-a3~t9 
Forwards documents Documsnts also available in PDR 
FELTON. J M Division of Rules and Records 83/03/29. BREADY, J C 
KMC. Inc Ip 10305 230 24X Flche 30-237.63/03/29,8303180316 


— 6303180322 8ECY-83-019 

Informs of proposed plan to convert seven remaining 
provisional OLs to full-terra OLs after completion of SEP 
Phase II 

DIRCKB, H J Office of the Eiacutive Director for Operations 
83/01/17 13pp 18303 231 


“8303180328 
Notifies 
DIRCK8. U 
83/01/12 


BECY-e3-017 

of results of SEP review of facility 
J Office of the Eiacutive Director for Operations 

47pp 10503 246 24X Flche 30-237,63/03/29.8305100316 


8303190005 Final response to FOIA request for documents re Zack Co b/or 
work performed by Zack In const of facilities Foruards App A 
documents Documents denoted w/asterlsk available In PDR App 
S. C.D b E documents ulthheld iref FOIA Eiemptlon 7) 

FELTON. J M Division of Rules and Records 83/03/11 
PRENDER0A8T. R Prendergast. R. J 17pp 16906 097 24X 

Flche. 30-000, 83/03/11,8303190003 


— 8S0S2S0306 Trip rapt of 820902 audit. ravleuing seismic b qualification 
file for Zack Co equipment. at Sargent b Lundy Engineers ofe 
In Chleega, IL 

ROBZTOCZY. 2 R Equipment Qualification Branch 82/03/06 
SCHUENCER. A. Licensing Branch 2 Bpp 18307 201 24X 

Flche 50-000.83/03/11.8303190003 


— 8303190043 Requests vendor Insp of facilities having contracts w/Zack 
Co due to QA/QC problems at Midland re HVAC activities 
Zack Co correspondence re LaSalle b related info end 
FlORELLt.O Region 3. Chicago. Reactor Construction b Engineering 
Support Branch 60/04/21 PDTOPOUS. U Region 4, Dallas. Vendor 
Inspection Branch 12pp 16306 077 24X Flche 30-000.83/03/11. 

8303190003 


— 8303190030 Summarlies 620430 meeting w/presldent of Zack Co. HVAC 
contractor at facllltias, ra potential allegations Zack Co 
planning to terminate several employees In document control 
section 

HAYES. D U Region 3. Office of Director 82/03/12 Region 3. 
Office of Director ip 16506 06? 24X FI cha . 30-000, 63/03/1 1 , 

8303 I 90003 


— 8303190061 summarltes 820510 telcon w/T Houard, former employee of Zack 
Co, re allegations concerning Zack Co. HVAC contractor at 
various nuclear power const sites Matter will be pursued 
upon return of C Hell on or about 820317 

PHILLIP, G A Region 3, Office of Director EI8 82-23 82/03/21 

Region 3. Office of Director ip 18306 090 


— 8303190084 RO fire dampers supplied by American Warming b Vcntl latloni 
Inc declared Inoperative Caused by discrepancy in fusa link 
assambly siia Fuse assemblies will be replaced. JV Hinkle Itr 
re news telecast b J Dlerback note end, 

HOLYOAK, R.H Commonwealtb Edison Co 82/07/01 KEPPLER.J 0 
Region 3, Office of Director 33pp. 18306 091 24X 

Fiehe 30-000,83/03/11,6303190003 


— 6303190112 Deficiency rept re errors b discrepancies contained in HVAC 
matl Certifications Procurement documentation will be 
re val idated I doc ument & records mgt program will be developeil 
b OA/QC personnel util be added Also reportable per Part 21 
CALKINS. D E , EICH3TAEDT. C L . DEZUTEL. C Z Zack Co lOCFR 
030 33E 91/10/23 GlOpp 18506 2(3 24X Flche 50-000.93/03/11, 

8303190005 


— 9303190119 Hepts Investigation re possible flawed equipment at 
fac 1 1 i t Icsi per Eyewitness News broadcast 

• Radio TV Reports. Inc 02/07/26 NRC - No Detailed 

Affiliation Given 2pp 18507 169 24X Fiche 90-000,83/03/1!. 

B3O3190005 


——8303190124 Offers assistance b cooperation In Investigating Zack Co 
Suggestions discussed 

DEVINE. T , OARDE. B P Government Accountability Project. 

82/07/27 PALLADINO. N J Commissioners 2pp 16507 167 34K 

Flche 50-000, 83/03/11. 6303190005 


— 6303190128 Forwards outline of investigation ropt re Zack documentation 
concerning HVAC activities Discussion of matl spec b 
mechanical properties for galvaniied sheet steel b stiffener 
hanger b support steel b L DelOeorge handiurltten notes end 
NORELIOS.C E Region 3. Office Of Dlrectop 02/07/28 
KEPPLER.J 0 . DAVIS. A D . FOSTER. J Region 3. Office of Director 
29pp 16307 169 24X Flche 50-000.83/03/11.6305190003 


— 0305190132 Foruards results of analijses of carbon steels received from 
Region III on 020726 MBS stds used to quality assure 
phosphorus. manganese b copper results performed on same 
sample salutlon 

GREEN, D H Argonne Matlonol Laboratory 02/08/02 LANKSDURY. R 
Region 3. Office of Director 6pp 10507 194 


— 8305190145 Confirms telcon u/Tonguo re Unit I switchgear heat removal 
welds Certain welds on Unit 2.Div II switchgear heat removal 
sys may not meet applicable code requirements 
HOLYOAK. R H Commonwealth Edison Co 62/06/06 Region 3. 
Office of Director Ip 18907 200 24X Flche 90-000.83/03/11, 

8309190005 


— 8305190151 Informs of atty general of State of IL 
NRC 820011 meeting u/utll b Oovt Accountability 
discuss selection of third party to Investigate 
al legations 

VAN VRANKEN.J Illinois. State of 02/00/09 
Region 3. Office of Director tp 18907 209 
Flche 90-000,63/03/11,8309190009 


intention to 
Project to 
HVAC 

KEPPLER.J O 
24X 


attend 


— 8305190153 Forwards results of reanalyses of carbon steels received on 
820726 Analysis results of ND8 carbon b sulfur std data 
submi tted 

GREEN. O.W Argonne National Laboratory 62/08/10 LANKSOURY. H 
Region 3. Office of Director 2pp 1BS07 210 


— 8305190162 Introduction of 820611 public meeting to discuss util plans 
re employment of third party contractor to conduct 
independent review of HVAC sys at facilities 
« NRC - No Detailed Affiliation Given 02/08/11 2pp 
10907-214 84X FI eh* 30-000,03/03/11,0305190005 
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“B30S19O167 (lenoflit* that all interaittfd partial lie furnished proposed 
contract betuaen util & CF Braun for Independent 
Investlfation of facilities S< be alloued Co submit urlttan 
coaiments befcire agreement flnaliled 

VAN VRAWEM.J IlJlnoli. State of B2/0B/-12 KEPPLER* J 0 
Region 3< Office of Olrector Spp 10307 213 2AX 
Flche 90-000,83/'03/ 11. 8303190003 


— 9305190179 Renuesti that Region III monitor CF Braun activities in 
Independent revleu of HVAC sys at facilities & that T Howard 
tc 8 Karelin eiperlence ^ knowledge be utilised In review 
proceie Util 920813 1 tr to CF Braun & Co end 

HONARD.A T Affiliation Unknown 82/08/13 KEFPLER. J O Region 
3. Office of Director lipp 18507 218 24X 

Flehe 30-000. 93/03/11. 8305190005 


— 8309190164 Confirms 920B1S telcon r« telephone call fram H Cherry 
concerning lack Investigation h circumstances surrounding 
termination of Zack emploi/aes. 

0AV18. A D Region 3. Office of Director B2/08/If. FirZSERALO. J 
Office of Investigation 3pp 18307 230 24 X 

Flche 30-000,83/03/11.8305190005 


— 9305190189 Notification of 820824 meeting w/utll In Olen Ellyn. IL to 
discuss status of licensee Independent HVAC review 

* Region 3. Office of Director 62/08/18 Region 3r Office of 

Director Ip 18307 231 24X Flche 50-000,83/03/11,8305190003 


— B303190207 Verifies AT Howard receipt of four cassette tapes of 820730 
discussions between NRC & AT Howard. SL Karel lo & T Devine at 
Region III ofc In Olen Ellyn. IL 

* Region 3, Office of Director NOMARDi A T Affiliation UntnoUn 
B2/0B/20 Region 3, Office of Director. Ip 18307 238 


— 9305190232 Requests investigation re discharge of AT Howard tt 
8 Harello from Zack Co. per B20B19 discussion w/ 

U FI t igeral d 

DAVIS, A B Region 3. Office of Director 82/08/23 FOSTER. U E 
Region 3. Office of Director Ip 18507 239 


— 8305190274 Confirms oral direction given to RD Lanksbury requesting 
that Zack investigation determine adequacy of qua 1 If 1 ca tlons 
of Zack personnel involved In Zack QA/flC program Hark may be 
performed by Region IV 

DAVIS. A a Region 3. Office of Director 82/08/23 MDRELrUS, C E 
Division of Engineering Ip 18307 242 


—6303190283 Introduction of 820824 public meeting to discuss util 
preliminary plans re independent review of HVAC sys at 
facilities Meeting will focus on CF Braun technical 
proposals 

e NRC - No Detailed Affiliation Qlven 83/08/24 Ip 18307 244 
24 X Flche 50-000.83/03/11.8303190005 


—8303190289 Forwards T Devins 820813 Itr.AT Howard B20B13 Itr h 88 
Harello 02OB14 Itr for NRR consideration In aisessnent of 
util proposal on third party revtaw of HVAC sys at 
facilities 

BPESSARDiA L Division of Froject & Resident Programs. 82/0B/23. 
EISENHVT, D 0 Division of Licensing. Ip 18507 273 24X 

Flche 30-000.83/03/11,8303190003 


— 8303190292 Advises that AT Howard t SS Mare Ho do not object to 
saloctlon of CF Braun to conduct third party investigation 
of charges against Zack Co. sub j to llstad conditions Relatad 
Info end 

DEVINE. T Oovernmsnt Accountability Project B2/0B/f3 
KEPPLER.V Region 3. Office of Director lApp 19907 294 24X 

Flche 30-000,83/03/11,8305190003 


— 8305190294 Common ti on 820811 meeting w/NRC It u 1 1 1 re CF Eraun audit of 
f act 1 1 ties. CF Braun thbtild rift directly to NRC & should 
audit all critical areaa at facilities 

KARELLD.B L Affiliation Unknown 82/08/16 KEPPLER. U Region 
3. Office of Director 3pp 18307 313 24X Flche 50-000. 

83/03/ 1 li 8303190003 


— 8305190299 Advisee that HVAC review contlils of Independent review it 
review of Bllegations 6 that NRR it Region III 
responiibll Itiei delineated per 820824 meeting. In response 
to HR Denton question (draft memo} 

BOURNIAtA Licensing Branch 2 62/08/26. NOVAK. T.tl. Asaistant 

Dlractor for Licensing. Ip 18307 316 


—8309190302 Forwards Rav 0 to ’’Assessment of Btitch Held Strength in 
HVAC Ductwork Const. LaSal 1 a County Station Units 1 ti 2. ■' OC 
regectabla uslds have sufficient strength to meet design 
requirements of HVAC ductwork 6 need not be repaired 
POLLOCK.! R. H. Sargent k Lundy, Inc. 82/08/27, SHELTON, B R 
Commonwealth Edieon Co ip 18307 317 24X PI che: 30-000, 

83/03/ 1 li 8303190009, 


—8308190303 COD-003490 ROO 

Rev 0 to "Asiesifflini of Stitch Weld Strength In HVAC 
Ductwork Const. LaSal la County Station Units 162“ 

CHO.F L > KISISEL, I T . HELIOl.A V Sargent 6 Lundy, Inc 
82/08/27 27pp 18307 318. 24X Flehe 30-000.83/03/11,0309190005 


— 830S190304 Discusses concarni on bahalf of AT Howard 6 8 Haralto.for 
NRC consideration In review of CP Braun final proposal to 
conduct Independent review of HVAC sys at fad 1 Itles, per 
820924 meeting 

DEVIME.T Oovernment Accountability Project 82/09/04 
KEPPLER.J 0 Region 3, Office of Dlractor 6pp 18307.345 24X 

Flche 50-000,83/03/11,8303190003 


—8303190306 Clarifies Initial actions taken re A Howard allegations 
concerning Zack Co Agrees w/RP (darnick handling of case w/ 
relative priority 

FOSTER, J E Region 3, Office of Director 82/09/07 KEPPLER.VO. 
Region 3, Office of Director 3pp 18307 331 


— 8303190307 Discussee A Howard 820S03 allegations ra Zack Co tampering 
u/documents concerning HVAC activities at facilities. 

Further Investigation will be Implamantad If daamid 
appropriate by mgt 

SHAFER, W.D. Region 3, Office of Director. 82/OS/ll WARNICK.R F 
Region 3, Office of Director. 3pp. 18307-334 84X 

Flehe. 30-000. 03/03/11, 8303190003 


--B303190329 Responds to 820904 Itr containing comments on CF Braun 
proposal for indtpandent verification of HVAC sys at 
facilities Comment taken Into consideration In NRR revliu 
of proposal 

KEPPLEft.J 0 Region 3, Office of Director 82/09/13 DEVINE. T 
Oovernment Accountability Project. Ip 18307,397 84X 

Flche. 50-000.83/03/11. 8303190003 


— 8308190332 Forwards “LaSalle County Station Iitdepandant HVAC Revltw. “ 
interim rept.Rept also sent to JO Keppler 

KEHPIAK.A J C F Braun 6 Co BL-6 82/09/13. SHELTON. 8 R. 
Commonwealth Edieon Co Ip 18307 339 24X Flche 90-000. 

83/03/11. 8309190009 


— 8303190337 Forwards results of analysis of steal received on 620913, 
OREEN. D H Argonno National Laboratory 82/09/29 LANKSBURY.R 
Region 3, Office of Director Spp 18300-009 


— 0305190341 Forward f peiulti of analyils of staels received on 820924 
OREEN. D H, Argonne National Laboratory. 82/10/11 LANKSBURY, H. 
Region 3, Office of Director 2pp 18308-088, 


—8303190353 Forwards TE Uatts 821019 k 23 mamoa to CM Schrotder 
responding to R Lanksbury quistlons re HVAC ductwork disign 
i. transmitting Rev O to Project Instruction PI-LS-42i 
“Review of QC Documentation for LaSal ie County Station " 
SCHROEDER.C M. Commonwealth Edieon Co 3332N. 82/10/27 

KEPPLER, J 0 Region 3i Office of Director, 9pp. 18308-093 24J( 

Fiche 30-000,83/03/11,8303190003 


—0303190337 Rev 0 to Project Instruction P1-L8-42, “Review of QC 
Documentation for LaBalle County atatlon Units 162" 

« Sargent & Lundy, inc, 82/10/21 ?pp. 18808:102 24X 

Flche 30-000,83/03/11,8303190005 


— 8303190363 Forwards Vats 1-4 to "Independent HVAC Review, LaBal 1 c County 
Nuclear Plant," final rept. 

KEHPIAK.A J. C.F Braun fc Co, BL-a3 02/10/27 SHELTOW, B.R. 
Commonwealth Edison Co. tp 18308.111, 24X Flche- 30-000, 

83/03/11, 8303190003, 


—8303190367 Aek receipt of CF Braun final rapt of Indiptndant HVAC 
review at facilities 

PHILLIPS, R.N Region 3, Off let of Director. 82/10/27 Region 
3, OffiCi of Dlractor Ip 18308.112 24X Flcha. 90-000. 83/03/li, 

8303190005 


— 8309190374 Forwards Itr from Chicago-bated late firm representing Zack 
Co, riquestlng withholding of documints ra NRC Investigation 
of Zack Co per 10CFR2 770 Conference call will be held on 
821110 to dlscuat tubj M/o ■(hcl, 

COLLINS, J.T Region 4, Office of Director. 82/11/08 KEPPLER, J. 
Region 3, Office of Director. CUNNINOKAKi 0. Office of the 
Eiacutlve Legal Director Ip. 18308-113 


— 0305190379 Raquffts list of raeulte of detailed calculation* on rabar 
damage for 647 concrete elamonts affecting Unit 1 operation 
6 approved CF Braun propoeal for Independent HVAC raviaie. 

Zack Co chronology and 

OOaDIE.JS Illinois, State of 82/07/07. KEPPLER, JO. Region 
3. Office of Director. Spp, 189111278 S4X Flche; 90-000, 

83/03/1 1, 8309190003. 
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— a3091W384 A(lvi»t» that 4ield imp of HVAC lys at facility eomplatedi 
including ravlau of Oovt Ac countab i 1 iy Projtct allegation* 
againat Zact Co No tachnlcal batlt eiiit* for further 
raatrictlon of facility pourar Idvel W/l-elatad info 
KEPPLEB. J 0 Rbgion 3, Office of Director 03/12/03 DENTON. H R 
Office of Nuclear Reactor Regulation. Director llpp 18912 03B 
24X Flche SO-000. B3/03/li. 8309170009 


— B305170397 Rev 1 to "LaSalle County Station Technical Propoial.*' 
Including <copa of uork.uork plan to accomplteh Independent 
HVAC ravleu. organl jatlon chart t. raeumes of personnel 
aitlgnad to project Liit of matl specs for HVAC const end 
• C. F Braun (< Co 02/08/29 34pp 10912 199 S4X 
Flche 90-000.83/03/1110309170009 


— 9309170390 P Donahue shou Transcript 00302 re nuclear power safety 
Info re facilttlce !< Zack Co ancl 

» Multimedia Program Production. Inc 83/03/li 12Bpp 
18912 10? 24X Flcha 90-000. B3/03/ 11. 0309170009 


— 9309170393 Discussal Zack Co Part 21 rapt re dual traveler record syi 
for fabrication of duct work b hangers at facility. per 
920727 telcon w/L DilOeorgo (< C Reed AT Howard resume end 
UILLtAHS. C C NRC - No Detailed Affiliation Given 03/03/11 
LANK8BURY. R, D. NRC - No Datalled Affiliation Given. 6pp 
19912 317, 24X Flche 90-000.83/03/11.9305170009 


— 930919039i> Discusses 020624 telcon w/B Oarde of Oovt Accountability 
Project re allegations concerning Zack Co QA program at 
facilities Personally Identifiable info deleted 

NORELIUB.C, E Division of Engineering 02/07/12 Division of 
Engineering ip. 1B912 323 24X Flche 90-000.83/03/11. 

8309190009 


— 8309190399 Handwritten notes re meeting u/util on allegations 
concerning Zack Co activities at facititles 

OAVIBiA.B NRC - No Detailed Affiliation Given. 02/07/16 9pp 
10912.339 24X Fiche 90-000.83/03/11.8309190009 


S3092000B7 Responds to FOIA request for name of sianuf ac turar of fuel 
rods used at facility Fuel rods mfg by Bt<N. 

FELTON. J M. Division of Rules and Records 93/03/31 UHITED. P. J 
Affiliation Unknown Ip. 18941.004 24X Flch a’ 90-320. 83/03/31. 

9309200097 


8309200101 FOIA request for name of manufacturer of fuel rods used at 
facility 

UHITED.P J. Affiliation Unknown 83/03/23 FELTON. J M Divlflon 
of Rules and Records. ip iB94t'009 24X Flcha 90-320.03/03/23. 

8309200101, 


9309230009 FOIA request for all correspondence 6 repts re NRC Contract 
NRC-i9-B2-493, "Espert Opinion on Use of PRA «i Bafety 
Goals. between NRC Ofc Of Policy Evaluation & NUS Corp 
BHOLLYiS. C Union of Concerned Bdentists FIN B-B17B 
NRC-t9-B2-493 83/03/11 FELTON. J. M Dlvlllon of Rules and 

Records Ip. 18946. 26B 


8309230029 Responds to FOIA request for all correspondence l< repti re 
NRC Contract NftC-19-B2-493i "Expert Opinion on Use of PRA Ic 
Safety Goals." between NRC Ofc of Policy Evaluation t. NUS 
Corp. Forwards App A documents 

FELTON. U H Division of Rults and Records FIN B-017B. 
NRC-19-B2-493 83/03/31 BHOLLY. 0 C, Union of Concerned 

aclentlsts. 2pp. 10946 263 


--8309230039 Comments on NUREO-OBBO. "Safety Goals for Nuclear Power 
Plants. Discuss ton Paper." Feb 1902 Proposed policy does not 
contain independant numerical guideline for early fatality 
societal risk, 

LEVINE. 8 NUB Corp C0-BL-2B-82 82/09/26. REKICK. F. J. Office 

of Policy Evaluations, 9pp. 18946:269. 


—8309230047 Advises that 9 Levins directed to provide followup 
discussion It advice on safety goals re 920926 written rapt 
It 820719 meeting w/F Remtck providing advice on use of PRA. 
per Article I of Contract NRC-19-02-493 

MONTGOMERY, J M. Off lea of Policy Evaluations NRC-19-B8-493 
82/07/19. Office of Policy Evaluations, Ip, 10946:274. 


—8309230097 Forwards matl from O Kaiser re calculation of individual It 
■oclatal risks for compartsoti w/ssfety goals Raquests 
maatlng w/0 Kaiser it R Bland to discuss differences in 
predictions of uslghted individual risk rsquastad 
LEVINE. 8 NUS Corp. CG-3U-98-82 02/11/18, ZERBE.U, E. Office 

of Policy Evaluations. 28pp. 18946.279. 


8309230099 FOIA request for 8ECY-a2-i3D, 

PEDRO. J NUS Corp. CD-LI8-S992, 83/02/28 Division of Rules and 

Records. Ip 18943 136. 


0305230069 Responds to FOIA requeit for SECY-03-13D Forwards requested 
document Document also available in FDR 

FELTON, U M Division of Rules and Records 83/03/31 PEDRO. J NU3 
Corp Ip 18943 137 


— 8309230070 BECY-02-O13D 

Informs Coramlssidn of status of Implementation of 10CFR90 48 
& App R to 10CFR9O re fire protection rule for Third 
Quarter 1702, per SU Chllk BOl 103 request 

DtRCKSi W J Office of the Etecutive Director for □peratlons 
82/12/10 9pp 18943 13B 


9309230112 Final response to FOIA request for Insp repts of safety 
violations at Kerr-McOee Pu plant at Cresant.OK from Aug- 
Nov 1972 Forwards JF Donahue 731103 memo transmitting IE 
Investigation Rept 70-1 193/73-01 (j/portlon« deleted 
FELTON. J M Division of Rules and Records 63/03/23 UIDMER.R R 
Affiliation Unknown ip 1S543 134 


--8305230134 Forward* Regulatory Investigation Rept 70-H93/73-01 on 
730917—21 No significant health t. safety problems associated 
w/occurrencss reported in allegations 

DONAHUE. J F Atomic Energy Commission 73/tl/02 FIORELLI.O 
Atomic Energy Commission 4pp 1GS43 135 


— S305230137 Regulatory Investigation Rept 70-1173/73-01 on 730717-21 
Major area investigated anonymous allegations re leaks in Pu 
waste drums 6 unsafe practices Info re personnel Interviews 
df 1 eted 

DONAHUE. J F , FINN, J A , RIDOUAY. H R Atomic Energy Cotfimlsslon 
73/il/Ol 10pp 10543 159 


— 8309230179 Discusses licensee employee allegations re spills of Pu h 
leaking tanks Facility Insp w/emphasis on incidents, 
tp 1 1 1*. dec ontatnlna t Ion 6 personnel exposures scheduled for 
730917 

DONAHUE. J F Atomic Energy Commission 73/07/04 Atomic Energy 
Commission 4pp 18943 177 


— 830923D1B6 Updates 730904 memo re licensee employee allegations 
concirnlng unsafe working conditions due to passible 
contamination of work sites Related news articles 6 press 
release end 

DONAHUE. U F. Atomic Energy Commission 73/09/13 Atomic Energy 
Commission lOpp 1 8543 101 


— 8303230196 Rev 1 to Pu Plant Std Operating Procedure KM-NP-37-2, 
"Liquid Uaste Solidification " Related Info end 
MULKIN, R Kerr-KcOee Nuclear Carp 72/09/02 31pp 18943 191 


— 8305230207 Forwards Region IV 660729 memo re facility closeout survey 
results Licensee measurements in 66 O 609 Itr substantiated 
by Region IV findings 

KOY.O N. Atomic Energy Commission 66/00/00 NUSgSAUHER.D A 
Atomic Energy Commission ip 18943 222 


—8309230222 Discusses closeout insp of Licenses SMB-664 >< 8Nli-699 on 
660706 Recommends that licenses be authorized to transfer 
control of facilities to unlicensed recipient, 

WALKER. D L. Atomic Energy Commission 66/07/29 DUBINSKI.L 
Atomic Energy Commission 4pp 18943.223 


— 8309230233 Requests authorization to release vacated facilities at 
Cuihtng.OK to refining dlv for unrestricted use Bldgs ueed 
by nuclear products dept cleaned & decontaminated Health 
physics survey indicates contamination below limits 
WULLER.O S Kerr-McOee Nuclear Corp 66/06/09 NU8BBAUMER, D A 
Atomic Energy Commlselon 4pp 18943 227 


8309230203 FOIA request for NRC Investigation Rept 1-83-003 

OORELICK. M 8 Btelnberg. Oreentteln. Qorelick. Price (. Lavtson 
83/03/29 CHRIETOPHER. K Office of Investigation ip 18943307 


8309230219 Responds to FOIA request for NRC Invs it igafcion Rept 
1-03-003 Rept withheld (r«f FOIA Exemptioni 9 L 7) 

FELTON, J K Division of Rules and Records 93/09/02 OORELICK. M B 
Btelnberg. Gresnsteln, Gorellck, Pries 6 Laveson ip 1B943’3O0 


8309230220 FOIA request for names L addresses of outside law firms 
which have performed legal sve for NRC during past 3 yrs 
involving Title VII or similar employment discrimatlon 
matters, t e ege or handicap 

SIMPSON, OH Simpson. G. H. 83/03/29 Office of Administration 
ip 18943 343 


8309230223 Responds to FOIA request for names L addresses of outside 
Isu firms which have performed legal sves for NRC during 
pest 3 yrs involving Title VII or similar employment 
dlscrimation matters No rieords sub j to request available 
FELTON. J 11 Division of Rules and Records 03/04/29 BltlPBON.O H 
Simpson. G H. Ip 18943-344. 





NONDOCKETED ITEMS 


Bsosssoas*? FOIA request for three categories of documents 

PONTENNEYiJ Safe Energq Coalition 03/02/14 Division of Rules 

and Records Ip 18S43 309 


8303S30332 Partial response to FOIA request for three categories of 
documents Forwards Apg A documents Docomont 3 sent to NRC by 
State of vr & approved for release by DDT Review of addl 
aocuffisnts Its projre^i 

FELTON. J II Division of Rules and Records B3/03/21 PUNTENNEV.J 
Safe Energy Coalition 3pp 18943 310 


— 3308830234 FR Notice. Vol 47. Number 70 from Research & Special Programs 
Administration Related news articles & Itr frojn State of VT 
to POT secretary end 

* Transpnrta t ion. Dept of 08/04/22 30pp ISS43 313 


B309230243 POIA request for documents re meeting between 
representatives of ASEA-ATDM (Sweden) & NRC concerning 
Process Inherent Ultimate Safety Reactor 

SMOLLV. S C Union of Concerned Scientists 83/04/13 FELTON. J M 
Division Of Rules and Records Ip 10945 SA3 


— 01O33O<}276 Comments on draft "Reactor Safety Study Methodology 
Applications Program Results for Orand Oulf 1 OUR Pourar 
Plant " Omissions b simplifications overstate risk of 
f ac 1 1 1 ty operation 

HODDES. U Reactor Systems Branch 81/03/24 CURRY. J Office of 
Nuclear Regulatory Research. Director 3pp 16593 292 24)( 

Flche 90-000.83/03/31.8309240294 


—030924029? Forwards comments on draft rept re Reactor 0afety Study 
Methodology Applications Program for facility Changas 
indicated in areas of validity of sys criteria b correctness 
b approp lateness of assumptions in sys analysis 
PARKER. U 0 Duke Power Co 004022 00/09/22 BERNERO. R 

Probabilistic Analysis Staff (Pre 801119) llpp 18993 181 24X 

Flche 50-000.63/03/31.8309240294 


—8309240200 Forwards util comments on Reactor Safety Study Methodology 
Applications Program results Risks associated w/BUR/0 plant 
design misrepresented 

CESARE.O NRC - No Detailed Affiliation (liven Bi/02/17 
CURRY. J NRC - No Detailed Affiliation Olven 9pp 18993 199 
24X Flche 90-000.83/03/31.0309240294 


8309230240 Partial response to FOIA request for documents re meeting 
between representatives of ASEA-ATOM (Sweden) U NRC 
concerning Process Inherent Ultimate Safety Reactor Forwards 
App A documents Documents also in FOR 

FELTON. U M Division of Rules and Records 83/04/20 SHOLLY, 3 C 
Union of Concerned Scientists 2pp I9S45 264 


— 8309230251 Notifies that K Hanneri of ASEA-ATOM (Sweden) has offered to 
present seminar on 030329 to interested staff re proposed 
super safe LWR concept called Process Inherent Ultimate 
Safety (PIUS) reactor List of participants encl 
LAFLEUR, J D Dir* c tor 's Of f 1 ce, Office of Inspection and 
Enforcement 33/03/02 GARNER, D , ABBOTT, E , CORNELL. K NRC - No 
Detailed Affiliation Olven 2pp 18949 266 


—0309230294 Draft pf "Toward Intrinsically Safe LWfts " 

HANNERZ.K Oak Ridge Associated Unlv 82/06/04 02pp 
18949 260 


8309240087 Addl response to FDIA request for draft inap evaluation 
repts b comments on J Keppler 620719 Itr re special safety 
ln*p of facility during May-Jul 1902 Forwards App C 
documents 

FELTON. U M Division of Rules and Records 83/03/31- GARDE, D 
Government Accountability Project 2pp 18993 015 24X 

Flche- 90-373.83/03/31, 8305240067 


— 8309240098 Five draft summaries of affidavits fe a ta t emen ts, draf t 
comments on followup of a) 1 egat ions, minu tes of Region 
111 020329,0419.0903 b 0706 staff meetings i draft 
investigation schedule. Personal ly Identlftabl* info deleted 
e NRC - No Detailed Affiliation Given 83/03/29 36pp 
18993 010 24X Fiche 50-373,03/03/31.8309240037- 


—8309240125 Discusses actlone planned during addl Insp to resolve 
concerns re adequacy of workmanship during const of masonry 
walls R Llplnskt assistance requested to resolva issues 
starting wk of 020015 

SPESSARDjR L Division of Project b Resident Programs. 02/00/17 

EISENMUT.D 0 Division of Licensing 2pp 10593 034 24); 

Fiche 50-373,83/03/31,8309240087 


— 8305290144 Recommends uncsorted access to protected areas for 
R Llplnski b 8 Chan Rapifac sheet transmitting evaluation 
of technical rapt. "Assessment of Effects of Nicked 
Reinforcing Stool," end 

KEPPLER, J 0 Region 3, Office of Director 82/06/14 REED, C 
Commonwealth Edison Co 7pp 13993 056 24X 

Flche 90-373,03/03/31,6309240097 


B309240849 FOIA request for three eetegories of documents re Reactor 
Safety Study Methodoldgy Application Program 
(NUREG/CR-1699, Yols 1-4) b Interim Rellebllltv Evaluation 
Program (NUREG/CR-2919. 2787 b 2602) 

SHOLLY. 0 C Union of Concerned Scientists 83/03/11 FELTON. J H 
Division of Rule! and Records Ip 16993 178 24X 

Flche 90-000.83/03/11,0305240249 


0309240294 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application b 
Interim RellBblilty Evaluation Program repts Forwards 
App A documents Search for eddl documents in progress 
FELTON. J ii Division of Rules and Records. 83/03/31 SHOLLY. 3 C 
Union of Concerned Scientists. 2pp. 18993-179 24X 

Fiche 50-000,83/03/31,8309240294 


—8305240269 Discusses concerns re Reactor Safety Study Methodology 
Applications Program (R88NAP) evaluation conducted by Sandla 
Natl Labs Eicesstyely conservative calculations usad Related 
correspondence end 

DALE.L F Mississippi Power b Light Ce AECM-S1/1B4. 81/01/23 
BERNERO.R M Office of Nuclear Regulatory Research. Director 
49pp 10993 200 24X Flche 50-000.83/03/31.8309240254 


—630924026? Forwards comments b corrections to Reactor Safety Study 
Methodology Applications Program (RBSMAP) analysis If rapt 
le to be published. clear statement of program assumptions b 
limitations should be included 

TlERNANiJ A Baltimore Oas b Electric Co 82/03/09 BURDICK. O.R. 
Office of Nuclear Regulatory Research. Director. 39pp 
18993 299 24X Fiche 90-000,83/03/31,8309240294 


8309240395 FOIA request for RFP £00-83-436. "Developing Dedtlonmeking 
Rationale for Establishing New Regulatory Requirements " 

HENMAN.K A Debevolse b Liberman 83/03/24 FELTON. U M. Division 

af Rules end Records ip 10627 031 


8309240369 Responds to FOIA request for RFP ED0-B3-436. "Developing 
Oedslonmaking Rationale for Establishing New Regulatory 
Requirements " Forwards document Document also available in 
FDR 

FELTON, J M Division of Rules and Records 83/03/31, NEUMAN, K. A. 
Debtvoise b Liberman Ip 18627 032. 


—830924036? RFP 88-600-83-436, "Developing Decisionmaking Rational for 
Establishing New Regulatory Requirements, " RFP summary 
proposal submission Instrue tlons. no-off er response form b 
solicitation package encl 

MATTIA. M d Administrative Contracts Branch, 83/01/17 67pp 
10627 033 


0309290029 FOIA request for RFP-R8-e0-t02 b technical b business 
tactions of winning proposal for NRC Contract 
NfiC-03-80-102 

BURKE. S Affiliation Unknown NRC-03-GD-102. 83/03/08 Division 

of Rules and Records tp 18996,807 


6309250029 Responds to FOIA request for RFP b winning proposal under 
Contract NRC-03-80-102 Forwards requested document RFP alio 
evallatle In POR 

FELTON. dM. Division of Rules end Records. NRC-03-ao-102 
83/03/2? BURKE, S. Affiliation Unknown Ip 18996.208 


—0309290034 RS-NfiR-BO-lOa 

RFP R3-NRR-S0- 102 for "Energetic Thermal Interactions. 
Recr itlcall ty b Coolant Flow Phanomsna Associated w/ 
Advanced Nuclear Reactor Concepts " 

DQUOHERTY, D J. Division of Contracts 79/08/02 4Spp 
16996 209 


'-8309250038 NRC Manual Chapter 3202, "Publication of Unelasiified 
Regulatory b Technical Documents Prepared by NRC Contractors 
Including Repts Prepared Under or Per Interagency 
Agreements " 

* Office Of Administration 70/01/29 7pp 18996- 857 


—0309290043 "Publication of Regulatory b Technical Documents Prepared 
by NRC Contrac tors. Including Repts Prepared Under or per 
Interagency Agreementi " 

e Division of Technical Information b Document Control, 78/01/25. 
42pp 18996 264 
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9309260397 Addl rtiponse to FOIA request for transcripts of Commission 
031028.1109 tt 12 meetings re Iseuence of 821113 show cause 
order ti supporting documentation Forwards App A docueients 
App B documents withheld (ref FOIA Ciemptlon 9> 

FELTON. J M Division of Rules end Records 83/03/38 SAMP. R A 
Bhau. Pittman, potts It Trowbridge 4pp 1B647 274 24X 

F 1 c h e 30-3 38. 83 /03/28, 8303260397 


— B30S260401 Forwards press release, wi tness list t. 3 Keppler final 
testlmong for 820914 hearing on status of NRC review of 
const activities at facility 

KAMKERER. C Office Of Congressional Affairs 82/09/13 
PALLADIND. N , OILINSKV. V . AHEARNE. J Coraml as loner s Ip 
10647 298 24X Flche 30-338.83/03/28.8303260397 


— 8303260403 Testimony of JO Keppler (Region IlM before Subcommittee on 
Energy t. Environ of Committee on Interior & Insular Affairs 
on 830914 re quality confirmation program in Uash ington. DC 
KEPPLER. J O Region 2. Office of Director 02/09/14 62pp 

10647 302 34X Flche 30-338.83/03/20.8303260397 


(JEN TEC IS GENERIC TECHNICAL ISSUES 


8309020343 Summarllts 830423 meeting u/NRC re reactor vessel Internals 
& thermal shield plant recovery program concerning 
prasiuriied thermal shock Plant may safely operate u/o 
restriction from pressurized thermal shock considerations 
UHRIOiR E Florida Power & Light Co L-83-263 83/04/27 

CLARK. R A Operating Reactors Branch 3 iSpp 18274 079 24X 

Flche 30-333.83/04/27.8303020343 


8309040323 Doard Notification 03-037 forwards differing prof opinions 
re sys interaction k safety classification Info relates to 
Doard Notifications 83-17 & 03-44 re Unresolved Safety Issue 
A-17 

EieENHUT.D 0 Division Of Licensing 83/03/04 PALLADINO. N 
CoaMTilssloners 22pp 18337 139 24X Flche 30-000.83/03/04. 

8303040323 


0309040403 Memorandum ti order denying Intervener 830428 oral motion to 
keep record open on steam tube Integrity sublsaues Record 
contains sufficient info to make decision re Unresolved 
Safety Issue A-3 

SMITH. I U Atomic Safety and Licensing Board Panel ISSUANCES OL 
83/03/03 League of Women Voters of Rockford. IL 2pp 
18323 208 24X Flche 30-434.83/03/03.8303040405 


8309040730 Discusses AE0D/C3D9. “Potential for Hater Hammer Damage 
During Restart of RHR Pumps at BUR Nuclear Power Plants " 
Recommendations provided do not citend beyond procedural 
davelopment (. operator awareness 

HELTEMES. C J Director's Office AeOD/E309 83/04/22 E18ENHUT. D 
Division of Licensing. 8PE1S. T Division of Safety Technology 
Ip. 18328 067 24X Flche 30-239.83/04/22.8309040730 


— 8303040737 Forwards AE0D/E309. “Potential for Water Hammer During 
Restart of rhR Pumps at BWR Nuclear Power Plants " 

RUBIN. 8 Reactor Operations Analysis Branch AE0D/E3O9 
03/04/21 8EVFRIT.K V Reactor Operations Analysis Branch ip 
18603 319 24X Flche 30-239.83/04/22.8303040730 


— 6303040743 "Potential for Water Hammer During Restart of RHR Pumps at 
BWR Nuclear Power Plants. “ AEOD engineering evaluation 
r ept 

RUBIN. 8 . LANIK. 0 Dlractor's Office AEDD/E309 83/04/30 
29pp 10320 069 a4X Flche 90-239.83/04/22.8305040730 


830SO60395 Forwards response to 820923 Itr re open items In NUREO-O6i2> 
''Control of Heavy Loads at Nuclear Power Plants “ Dynamic 
load effects, iniervlce Insp (< eiam frequency reviewed Phase 
IT results expected by 830601 

CROUSE. R P Toledo Edison Co 943 83/09/02 STOLZ. J F. 

Operating Reactors Branch 4 7pp 18343 167 24X 

Flche 30-346, 83/03/02. 8303060395 


0303060397 Forwards proprietary version of “Fracture Mechanics Analysis 
of Indian Point. Unit 3 Nuclear (Jeneratlng Stab ion. Steam 
(Jenarator Olrth Weld Cracks Under Pressurlted Thermal 
Shock Conditions, *' Rept withheld (ref tOCFR2 790) 

BAYNE. J P Power Authority of the State of New York lPN-83-32 
63/03/03 VAROAi 8 A Operating Reactors Branch 1 2pp 10348 203 
34X Flche 30-286.83/05/03.8309060397 


—8303060407 Forwards proprietary version of "Fracture Mechanics Analysis 
of Indian Point. Unit 3 Nuclear Canerating Statl on. Steam 
Oanerator Olrth Weld Cracks Under Pressurized Thermal 
Shock Conditions " Rept withheld (ref 10CFR3 790) 

COTTER. K H Fracture Proof Design Corp 83/04/29 Office of 
Nuclear Reactor Regulation. Director Ip. 18348 203 24X 

Flche 80-286.83/03/03,8303060397 


--8303060417 Submits application For ulthholding from public disclose. 
“Fracture Mechanics Analysis of Indian Point.Unit 3 Nuclear 
Generating Statl on. Steam Generator Olrth Weld Cracks Under 
Pressurized Thermal Shock Condltlans " 

COTTER. K H Fracture Proof Design Corp 83/04/29 Office of 

Nuclear Reactor Regulation, 111 rector 4pp 10348 206 24X 

Flche 30-286.63/03/03.8303060397 


8305090244 Responds to 630329 memo re mgt k technical Issues of ATWS 
events Issues to be addressed in NUREC-1000. "Generic 
Implications of ATMS Events at Salem Nuclear Power Plant “ 

RHR capability addressed in Unresolved Safety Issue A— 45 
DENTGN. H R Office of Nuclear Reactor Regulation. Director 
83/04/29 EPLER.E P Epler, E P Spp 18381 084 24X 

Flche 30-272.83/04/29.8303090244 


0303090568 Forwards direct testimany k affidavits in response to 
questions posed by ASLD during 830407 telcon 

TREaV.S A Hearing Dranch 1 03/03/03 DLOCH. P B Atomic Safetg 

and Licensing Hoard Panel 2pp 18360 001 24X 

Flche 30-443.83/03/03.8303090368 


—8303090607 Affidavit of FD Coffman on Unresolved Safety Issue A-17. 
“Sys Interaction in Nuclear Power Plants. “ per ASLD 830407 
telcon request Prof qualifications encl 

COFFMAN, F D Reliability *< Risk Assessment Branch 83/03/05 
9pp 10360 038 24X Flche 30-4 43.83/05/03.8303090368 


—8303090640 Affidavit of CE Rossi re ABLE 030407 telcon questions 
concerning status of NRC position on Unresolved Safety Issue 
A-9i “ATWS “ Prof qualifications encl 

ROSSI. C E Ins t rumenta t i on Control Systems Dranch 83/03/05 
3pp 18360 083 24X Flche 30-4 43.03/03/05.8303090560 


— 8305090646 Affidavit of AJ Siukieuiicz t, TO Dunning re A&L8 830407 
questions on Unresolved Safety Issue a-47i “Safety 
Implications of Control Sys “ Prof qualifications encl 
aZUKlEMlCZ. A J Ocnerlc Issues Branch DUNNING. T 0 
Instrumentation fc Control Systems Branch 83/05/03 9pp 
18360 093 24X Flche 50-445,83/03/03.0303090368 


8303100240 Forwards response to Unresolved Safety Issues A— 1. A— 3. A— 11. 
A-12, A-17, A-40, A-43. A-44, A-45, A-46, A-47, A-4a k. A-49 
Responses support position that plant can be operated safely 
until resolution of open items 

MILLS. L M Tennessee Valley Authority 83/05/03 ADENSAM. E 
Licensing Branch 4 26pp 18372 290 24X Flche 30-430.83/05/03, 

8303 100240 


0303110134 Forwards supplementary response to B20223 6-(nonth response 
to Oeneric Ltr 81-07. NURE0-06i2i "Control of Heavy Loads." 
to confirm clarify Items discussed in 820804 telcon 
LIDEN.E A Public Service Electric k Oas Co of New Jersey 
OL-81-07 83/04/27 VARGA. 3 A Operating Reactors Dranch i 8pp 

24X Flche 30-272,83/04/27.8305110154 


— 0303110136 PBE-OIOB. "Malnt Procedures " 

« Public Service Electric & Gas Co of New Jersey 0L-8i-07 
83/04/27 l,OS7pp 58400001 24X Flche 30-272,83/04/27, 

8303110134 


8303110383 Forwards response to open item on safe load paths contained 
in NRC 820923 technical evaluation rept of util 820201 
submittal re control of heavy loads (NUREO-0612) 

CR0U6E.R P Toledo Edison Co 946 83/03/06 STOLZ, J F 

Operating Reactors Branch 4 lipp 18406 201 24X 

Flclie 50-346.83/03/06.0305110385 


8303110413 Notification of CROP Meeting 38 on 830318 in Dethrsda.HD 
to discuss proposed rule. “Analysis of Potential Pressurized 
Thermal Shock Events." prioritization of generic safety 
Issues & operator requalification program Review matl encl 
8TE(.LQ. V Regional Operations L Generic Requirements 83/05/10 
EISENHUT. D O. Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office, Office of Inspectlbn and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety k 
Safeguard 5 . Dlrec tor 2 pp 18394 221 


— 8309110423 Forwards draft FR notice & supporting regulatory assessment 
on propased rule re pressurized thermal shock CRQR review 
requested within 2 uks 

DENTON. M R. Office of Nuclear Reactor Regulatlot,. Director 
83/03/03 STCLLO. V Regional Operations ti Generic Requirements 
36 pp 18394 222 


8305120325 Forwards response to NUREG-0612, “Control of Heavy Loads “ 
Ack of receipt of matl requested 

CRANE. P A Pacific Oas * Electric Co 83/03/09 KNIGHTON. 0 U 
Licensing Drench 3 S22pp 18432 042 24X Flche 30-275.83/03/09, 

8303120323 
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BSOSIS'OSSO Sumnidi'v of S304S9 mee>tlng u/util te C-C in 0et^€3da<HD re 
thermal shack to reactor pressure vessel u/renovai of 
thermal shield from facllltij 1/leug raph s srcl 

SELtSi D E Operating Reactors Branch 3 63/09/03 Operating 

Reactors Drench 3 l7pp 16441 34l 24)( Flehe 90-339.63/09/03, 

8309120920 


6303130094 4ck receipt of S21103 Itr re Intention to complete Phase It 
of control Dp heavg loads issue (NUREG-OihtS) Final technical 
•valuation rept & tIRC safety evaluation to ensure no 
outstanding deficiencies remain requested 

OiAnRlTY.J H Maine Yankee Atomic Power Co Hh(~B3-94 B3/03/10 

CLARK.R a Operating Reactors Dratieh 3 2pp 16437 031 HdX 
rlcho. 90-309. 03/09/10, 0309130094 


9309130294 Forwards safety evaluation & Frantlln Research Ctr technical 
evaluation rept, "Control of Heavy Loads <C-10) > Oconee 
Muclear Power Station, Uni ts 1,2 & 3 " Phase 1 actions 
acceptable per NUREG-0bl2 

STOLZ. JF Operating Reactors Branch 4 03/04/30 TUCKER, H B 

Duke Power Co 3pp 16497 17? Z4X Flche 90-269,63/04/20, 
8305130294 


—6309130296 Safety evaluation supporting Phase I actions re control of 
heavy loads <NUREG-061S} 

* Office of Nuclear Reactor Regulation, Director 03/04/20 Ip 
16497 laa 24X Ficha 90-269,63/04/20.3309130294 


— 3304070266 TER-C5906-374/375/37 

"Control of Heavy Loads (C-IO), Oconee Nuclear Power Station 

Units 1,2 1, 3,” technical evaluation rept 

ROBERTS. S Franklin Institute/Franklin Research Center 

riac-03-e}-130 TAC oe 06 S 83/03/31 CLEMENSDN.F NRC - No 

Detail ed Affi nation Given 2dpp 10497 183 24X 

Flche 90-269,63/04/80,9309130294 


6305170113 NUREO-0697 FC 

CONTAINMENT EMERGENCY SUMP PERFORMANCE Technical Findings 
Related To Unresolved Safety Issue A-43 

SERKfZ.A H Division of Safety Technology 33/04/30 129pp 

18493 007 


3309170123 NUREO-0069 FC 

VSI A-43 RESOLUTION POSITIONS 

6ERKIZ.A M Division of Safety Technologg 63/04/30 74pp 
16496 023 


8305170596 Requests attendance at 630519 public meeting in aethBsda,MI) 
to exchange Info on two aspects of possible ATNS 
requirements for final ATWS rule, (Generic Issue A-09) 

ERNST, M L Division of Risk Analysis 63/04/28 KNUTH, D F KMC, 
Inc 4pp 16495 024 


8305230295 Summarizes info supporting position that postulated pipe 
breaks In RCS primary loop piping should be eliminated 
from structural design basis of all Nestlnghouse plants 
Testing program per Generic Issue A-2 documented 
RAHE.E P Uestlnghouse Electric Corp NS-EPR-276B 83/05/11 
VOLUME R, R H Division of Engineering 2pp 13937 139 


6305230276 Forwards "Control of Heavy Loads (C-la> Haddam Neck Plant," 
draft technical evaluation rept Response within 60 days 4f 
receipt of Itr requested 

CRUTCHFIELD. D Operating Reactors Branch 9 L809-a3-05-044 

33/09/19 COUNSIL, N 0 Connecticut Yankee Atomic Power Co 2pp 
18939 006 S4X Flche 90-213,83/05/19,8309230276 


— 8305S302B4 TER -C 9906-350 DRFT 

"Control of Heavy Loads CC-IO) Haddam Neck Plant," draft 
technical evaluation rept 

BOMBERCEH.C ■ AHMED, N Franklin In#t 1 tut e /Fra nk 1 1 n Research 
Center NRC-O3-B1-130 63/02/15 CLEMENSON. F NRC - No Detailed 

Affiliation Given SSpp 16539 000 24X Fiche 50-213,63/09/19, 

3309230276 


6309240916 First set of interrogatories on presiuriied thermal shock 
contention Certificate of Svc end Related correspondence 
LEWIS.M r Lewis, H 83/05/19 Office of the Executive Legal 
Oircctar Ip 13971.179 24X Flche 50-392,63/05/19.3309240916 


8309390305 Requests info on why resolution of Unresolved Issue A-17 
will precede Unresolved Issue A-47 since both Items are 
closely related Response requested by B30S17 using std 
question (c answer format 

PUNCHES, J L Planning i< Program Analysis Staff 83/05/11 
SPEtSiT P Division of Safety Technology 2pp 13994 396 


—8305290308 Staff requirements memo re 630427 mldyr program revlaif on 
Info requested on number of people It dollars necessary te 
handle Haste Mgt Act as well as questions Chairman Patladlno 
will be addressing by separate memo 

CHILK.S J Office of the Secretary of the Commission M03O427. 
03/09/06 0IRCK5, W J Office of the Executive Director for 
Operations 3pp 18594 398 


8309260290 Commits to resolution of three open Items re NURE0-0612i 
"Control of Heavy Loads, " using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryer/separator lifting rig applicable 

RYBAK, a Commonwealth Edison Co 6611N 83/09/19 DENTON, H fi 

Office of Nuclear Reactor Regulation, Director ip 18629 394 24X 

Flche 90-237,03/05/19,3309260290 


8305260294 Forwards response to 830405 draft technical evaluation rept 
re control of heavy loads Phase 1 review complete Util 
position accepted per 830518 telcon 

ASH, R E Baltimore Gas it Electric Co 83/09/24 EISENHUTrO. 0 
Division of Licensing 2pp 16629 161 24X Flche 90-317.83/09/24, 

3309260294 


6309270220 Requests extension until 830620 for completion of special 
lifting rig analysis per NUREG-0612 EX'tenslon required due 
to late receipt of Mestlnghouse rept 

STEWART, W L Virginia Electric & Power Co 322 83/05/20 

DENTON,H R Office of Nuclear Reactor Regulation, Director Ip 
18637 329 24X Fiche 90-333,83/09/20,3309270220 


8305310240 Requests addl info for control of heavy loads ravieu. 
Including Info open Items for updated "Control of Heavy 
Loads " 

CLARK, R A Operating Reactors Branch 3 63/09/17 JONES, M, C 

Omaha Public Power District 2pp 16662 180 24X 

Flche 90-265,83/09/17.6309310240 


—8309310241 TeR“C9906-396 DRFT 

"Control of Heavy Loads (C-lO), Omaha Public Power District, 

Fort Calhoun Station," updated draft technical evaluation 
rept 

V08BURY,F . BOMDERGER. C , SARGENT, I H Franklin Initl tute/Frank 1 In 
Research Center NRC-03-ei-t30. TAC 07991 82/11/29 

CLEMENSON, F NRC - No Detailed Affiliation Given 92pp 
18662 162 24X Flche 90-289, 83/05/17, 8309310240 


JtE INSPECTION AND ENFORCEMENT 


8109040024 PNO-I I -81 -032A on 810715, while performing reactor veisel 
Insp w/remote video camerat, loose parts discovered in 
bottom of vessel Perts identified as missing from Internal 
vessel structures Caused by corrosion fatigue 

BRYANT, J C Region 2, Atlanta, Office of the Director (81/03/01) 
Bl/Oa/07 Ip 10326 300 24 X Flche 90-269,81/08/07,8109040024 


0212060385 IE Info Notice 33-14, "Dewatered Spent Ion Exchange Resin 
Susceptibility to Exothermic Chemical Reaction " Svc Hat 
end 

TAYLOR, J M Division of Safeguards it Inspection Programs (Post 
830103) 83/03/21 Consol idattd Edison Co of New York, Inc. 

112pp, 18308 319 24X Fiche 90-000,83/03/21,8212060389 


8303040021 IE Info Notice 83-21, "Defective Emergency Use Respirator ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103), 83/04/19 Consolidated Edison Co. of New 

York. Ine lS6pp IB439 199 24X Fiche 90-000,83/04/18,8303040021 


6303040023 IE Info Notice 83-22, "BHR Safcty/Rel ief Valve Failures.'' 
svc lilt end, 

JOROANiE L Division of Emergency Preparedness t. Engineering 
Reiponsa (Post 630103) B3/04/22 Consolidated Edison Co of Now 

York, Inc 112pp. 18383- 089 24 X Flche- 90-000, 83/04/22, 8303040023. 


8303040025 IE Info Notice 63-23, "Inoperable Containment Atmosphere 
Sensing Sys “ Svc list end. 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/04/29 Consolidated Edison Co. of New 

York, Inc I19pp 10381 291 24X Flche 80-000,83/04/29,8303040029 


8303040026 IE Info Notice 03-24, "Loose Parts In Secondary Sid# of 
Steam Generators at PWRs. " Svc list end 

J0fi0AN,E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 33/04/28 Cansolldetsd Edison Co of New 

York, Inc llSpp 10362 047. 24 X Fiche 90-000, 83/04/88, 8303040026 


6303040027 IE Info Notice 83-25, "Standby Gas Treatment Sys Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN, E.L Division of Emergency Preparedness l< Engineering 
Response (Post 830103), 63/04/28 Consolidated Edison Co of New 

York, Inc liepp. 18382 169 24X FI ehe, 90-000, 63/04/28, 8303040027. 
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83030400&8 IE ln#o Notice 83“26( "Failure of Saf e ty /Rel lef Valve 
Discharge Utie Vacuum Dreaters " Svc list end 
JORDANj E L Division of Emergency Preparedness tc Engineering 
Rsaponse IPoit 8301031 83/08/03 Consolidated Edison Co of Neu 

Vork) Inc lS2pp 18441 170 B4X Fiche 50*000i e3/03/03i 0303040020 


S303040030 IE Info Notice 03-a7( "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment “ Svc list end 

JORDAMj 6 L Division of Emergency Preparedness !< Engineering 
Aesponee <Post 830103) 83/03/04 Consolidated Edison Co of Neu 

Yorki Ine llSpp 18302 282 24X Fiche 30-000(03/03/04,8303040030 


8303040031 IE Info Notice B3-SB, "Criteria far Protective Action 
Reeom/nendations for Oeneral Emergencies " Svc list end 
s/OftDAN, E L Division of Emergency Preparedness & Engtneerlny 
Response IPost 830103) 83/03/04 Consolidated Edison Co of New 

Vorit Inc ll9pp 18441 001 24X Fiche 50-000,83/03/04,0303040031. 


8303040033 lE Info Notice B3-S9, "Fuel Binding Caused by Fuel Rack 
Defamation '• gve list end 

JORDAN, E U Division of Emergency Preparedness t. Engineering 
Response IPost 830103) 83/05/06 Consolidated Edison Co of Neu 

Yorkf Xne llSpp 18323 248 24X Fiche 30-000,03/03/06,8303040033 


8303040034 IE Info Notice 83-30, "Misapplication of Oeneric Emergency 
Operating Procedures <EOP) Guidelines '* Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/03/11 Consolidated Edison Co of Neu 

York, Ine lt4pp 18524 003 24X Fiche 30-000,83/03/11,8303040034 


8303040040 IE Info Notice 83-31, "Error in ADLPIPE Computer Program " 
ave list end 

JORDAN, E L. Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 83/03/19 Consolidated Edison Co of New 

York, Ine IMpp 18697 009 24X Fiche 30-000,83/03/19,8303040040 


8303040046 IE Info Notice 03-33, "Nonrepresentatlve Sampling of 
Contaminated Oil " Svc list end 

JORDANfE L Division of Emergency Preparedness 4, Englnetring 
Response (Post 830103) 83/03/26 Consolidated Edison Co of Neu 

York, Inc 114pp 18647 007 84X Fiche 30-000,83/03/26,8303040046 


8304110196 PNO- 1 -83-025, on 830330, only four of five packages containing 
radioactive matl received by group carrier Hissing package 
contains 330 mCl Xs— 133 encased in two lead pipes Search 
Initiated 

DENNIS, N , OODYi A. T Region I, Office of Director 03/04/04 lo 
179IB Oil 


83041S038S PN0-IV-83-D14A on 830325, uorker received apparent 30-40 rem 
uhdle body exposure AddI blood studies being conducted but 
no apparent symptoms observed from exposure Investigation 
continuing. 

EVERETT, R.J Region 4, Office nf Director 83/04/07 Ip 
17929 237 


8304280139 PNA-I 1-81-042 re mailgram sent on or about 810301 by union 
at Tannasirc Nudear Specialties, Inc to State of TN alleging 
unsafa uorklng conditions at Jonesboro, TN plant Ulcensee 
citad for Inadequate controls over airborne U. 

WOODRUFF, R, l. , gibbon, A Region 2, Atlanta, Office of the Director 
{81/03/01). 81/06/11 Ip 18681 190 


8304230299 PNS— 1 1— 80— 030 On 801104, bomb threat received from unknoun 
famela caller Const site not evacuated State of NC t* local 
law anforeement agencies notified 

HALL, B. L . MCGUIRE, D Region 2, Atlanta, Office of the Director 
80/lt/O4 Ip IB2S3 330 a4X Fiche 30-400,80/11/04,8304880299 


8303020183 PN0-V~B3~0iB on 830421, utU received Itr from C-E informing 
of error in equivalent voltages corresponding to setpoints 
aseeclatad w/steam generator high delta pressure trip 
function Corrective action being developed 
BISHDP»T W Region 3. Office of Director 83/04/23 ip 
18277.293 24X Fiche 30-361,83/04/83,8303020183 


8303020232 EN— 83-088. on 830303, notice of violation 4, proposed 
imposition of civil penalty in amount of *10,000 to be 
t *eu*d. Ac tion based on failure to control access Into 
protected (, vital areas & unauthorlred entry 

ROSANa, R, Director's Office, Office of Inspection and Enforcement. 
83/04/28. Ip 18877 277 a4X Fiche 30-293,83/04/28,0303020232 


8303020271 PNQ-I 1 I-83-031A' on 930481, piece of solid radloactlvs mat) 
appearing to bt U metal found In unsecured shed behind 
rPstdenca In Waterford, Ml, Matl placed in shipping container 
it sant to Unlv of MI for interim storage 

SRENIAWaKIfD , MILLER, J, Region 3, Office of Director 83/04/23 
Ip 18277. 230 


8305020337 PNO- l-a3-03BA on 030427, r ec 1 r to la 1 1 on loop A riser exam 
completed One ue 1 d In each of two risers had crack 
indications Data forwarded to GE for more detailed analysis 
Licensee addressing repair method L impact on outage 
DLOUGH, MCCABE, e Region I, Office of Director 83/04/27 Ip 
18277 134 24X Fiche 30-270.83/04/27.8303020337 


B30S0204S9 PNS-1-S3~009 on 030427, bomb threat phoned In by unidentified 
male caller Evacuation Initiated Search conducted u/negative 
findings Normal operations resumed Authorities notified 
MADDEN, W . OODY, A T . JOYNER. J H Region 1, Office of Director 
83/04/27 Ip 10203 310 24X Fiche 30-219,03/04/27,8303020459 


03OSO2O311 PNO-I 11-83-032 on 030426, scram circuitry failed to operate 
properly when mode switch moved from refuel position to 
shutdown position Caused by three loose wires In rectifier 
bridge 

JORDAN, M , SHAFER, W Region 3, Office of Director 83/04/87 Ip 
18281 233 24X Fiche 50-331,83/04/87,0303080311 


8305030094 PNO— 1-83— 040 on B3042B, p r o t es t are arrived at north gate 
Gate closed (, access established through south gate No 
press re 1 ease planned 

CONTE, R , KEIMIO.R Region 1, Office of Director 83/04/28 Lp 
10300 179 24X Fiche 50-389,83/04/28,0303030094 


8305030110 PNO-!-a3-03S on 830435, three 1-ineh long atial Indications 
& one circumferential indication in heat affected ions of 
recirculation pump riser discovered Caused by intergranular 
stress corrosion cracking 

BLOUOH, MCCADE Region 1, Office of Director 83/04/86 tp 
18308 107 24X Fiche 30-278,03/04/26.8303030118 


8303030396 PND- 1 1-83— 030 on 8304 20, c on tr 0 1 1 etj shutdown begun due to 
steam generator tube leak which increased from 0 1 to 0 303 
gpm Licensee plans bo keep plant out of svc for 3 uts to 
repair leak & conduct eddy current testing 

HARDIN, A K , VERRELLI, D M Region 2, Office of Director 83/04/20 
lp 18300038 24X Fiche 30-261.83/04/88,8303030256 


8305030294 PNS-1-03-OOB on 830484, see ur 1 1 y officer overheard voices 
from storage trailer in protected area Officers apprehended 
four contractor employees exiting trailer rear window Search 
re ve a led marl juana cigarette Employees suspended 

MCKEQWN.L , OODV, A T . JDVNER. J H Region 1, Office of Director 
03/04/23 lp 18297 144 24 X Fiche 30-806,83/04/23,8303030294 


8303030313 PNS-V-03-OO5 on 830426, rog 1 on dispatched reactive Insp teanv 
to review findings t< status to date of licensee 
Investigation of safety significance of recent vandalism 
event on 8304 19 Involving gauges In coolant pipe 
MCQUEEN, A O , NDRDERHAU9, L R Region 3, Office of Director 
83/04/27. lp, 18297 069 34 X Fiche 30-273,83/04/27,9303030313 


9303030374 PHD- 1 1-83-031 on 930429, Unit 1 cancellation announced 
Caused by lower than anticipated growth in customer demand 
for power 

lONATDNIS, A , DANCE, H C Region 2, Offlco of Director 83/04/29 
2pp 18306 302 24X Fiche 30-491.83/04/29,8305030374 


8305030405 EH-83-027 on 830503, no t Icc of violation S< proposed 
Imposition of civil penalty in amount *40,000 to be issued 
for licensee failure to perform evaluations to ensure dose 
■tds for workers exposed to radiation not exceeded 
FLACK, E , AXELRAD, J Director's Dfflce, Office of Inspection and 
Enforcement 83/04/28 lp 18306 312 24X Fiche 30-250.03/04/20. 

8303030403 


9303030450 PNO-1-83-041 on 830425, while closing reactor trip breaker 
IB to test newly installed reactor manual trip switches, 
break tr would not latch In closed position Caused by 
unattached coll spring at latch mechanism end 

LAZARUS. W . KEIHIO, R Region t, Office of Director 83/04/28 ip 
10306,249 24X Fiche 30-272,83/04/28,8303030450 


930303045? PN9-I-83-010 on 830427, Bech tel safety representative 
received telephone call that bomb located In reactor, 

8eapch of reactor bldg conducted u/negative results Police 
notified No press release planned 

MCKEOUN, L , KUBHNERiW , JOYNER. J Region 1, Office of Director 
83/04/28 lp 18294 130 24X Fiche 50-334,83/04/20,8303030439 


8305030469 EN~B3-029 on 830505, no t Ice of violation I, proposed 
Imposition of civil penalty in amount of *4,000 will be 
issued Action based on vtolatfon re licensee failure to 
conduct ad equate survey, causing employee overexposure 
FLACK, E , AXELRAD, J Region 3, Office of Director 83/03/08 ip 
1B30B 243 
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Q30S030S34 PNO-I-B3-039 smai 1 fire occyrretl beneath auiiliarg boiler A 
located in turbine bldg Caused b g small amount of oil on 
concrete pad Fire extinguished using hand extinguisher 
CONTB.B . KEIMIG. n Region li Office of Director B3/'Od/26 Ip 
18308 190 24X Fiche 50-269.83/04/26,8303030534 


8303040192 PNfl-a3-007 on 030303,100 oC I 1-123,3 mCl Tl-201 !< 8 raCl 
0a~67 stolen from US Priority Transport vehicle near 
Colonle roti)n,Ny Packages not found Press release mag be 
Issued 

C^KPDELL.M Region 1, Office of Director 83/04/04 tp 
18326 333 


0303040201 PNA-a3-007A on 030303,100 uCl t-l23,3mCi Tl-201 & 8 mC i 
Oa-67 stolen from US Prlorltg Transport vehicle near Colonle 
Town, NY Package of I-i2S found on 830313 in home of suspect 
CAMPDELL,H Region 1, Office of Director 83/03/15 Ip 
16326 334 


8305040445 PflD-1 11-63-033 an 830428, c ontra c t health phgsics technician 
observed u/smalt vial containing uhlte pouderg substance 
Preliminary test identified substance as cocaine Individual 
denied access to site 

CHftlSTOPFER. G , CREED, J . MILLER, J Region 3, Office of Director 
83/04/29 Ip 18321 299 24X Fiche 30-331,83/04/29,8305040445 


8305090189 PN0-I-a3-042 on 030428, during packaging of uas be, emp logee 
ruptured plastic bag & spread Pu-238 contamination in lab 
Employee clothes (, shoes discarded Employee decontamina ted 
Cleanup uiill start 830502 

OLENH. J , KINNEMAN, J Region 1, Office of Director 83/04/29 Ip 
16342 258 


8305030193 PNO-1— 83-043 on 830430, Tros ler gauge 34-11-0, c on ta In i ng 
approx 40 mC 1 Am-241 damaged at const site Caused bg 
accidentally cracking gauge ease ui/backhoe bucket Nlpes 
taken 6 analyird Gauge shipped to manufacturer for repair 
LADUN. R , «!NMEMAN, J Region 1, Office of Director 03/05/02 Ip 
10337 135 


8303060387 PN0-I-a3-045 on 830503, s h utd own initiated due to 
containment pressure increase to 0 6 psi 6 unidentified 
containment leakage of 5 4 gpm Recirculation pump cooling 
uater leakage noted 

MCCABE, E , KEIrtI0,R Region 1, Office of Director 83/05/03 ip 
18343 165 24X Fiche 50-277,83/05/03,8305060387 


8305060530 FNO-I— 83-044 on 830503, e f fee t of continued feeduiater flow 
due to failed open feedwater regulating valve incorporated 
per addl questions re iicensee response to IE 0ulletin 
00-04, "Analysis of PHR Main Steam Line Break " 

ARCHITZEL, MCCABE Region !• Office of Director lEB-00-04 
83/03/03 ip 18347 292 84X Fiche 90-317,83/03/03,0303060330 


0305060958 PND-I-a3-045A on 830503. d ryue 1 1 entry identified packing 
teat on recirculation pump discharge header cross connect 
motor operated valve M0-65A Cause not stated Region I will 
respond to media Inquiries 

MCCABE, KEIMIG Region li Office of Director 83/05/04 Ip 
18348 262 24 X FI Che 50-277,83/03/04,8305060558 


03OSO6OSBO PNO— V-83-019 on 830502,6 S Richter scale earthquake occurred 
approx 63 miles from facllltg No damage identified Strong 
motion seismic recorder not actuated Media Interest 
expec ted 

KIHSCH, D F Region S, Office of Director 83/03/03 Ip 
10349 057 24X Fiche 30-275,83/05/03,0303060590 


6305090104 EH— 03-031 on 830510, no t i c e of violation It proposed 
imposition of civil penalties in amount of S40,000 will be 
Issued to util Action based on Tech Spec limiting condition 
for operation violation re secondary containment integrity 
DARBER, 0 , AXELRAD, J Director's Dfflcei Office of Inspection and 
Enforcement 83/05/05 ip 18364 001 24X Fiche 90-271,83/05/09, 

0305090164 


8305090224 EN— 03— 030 on 630509, not 1 c e of violation I, proposed 
Imposition of civil penalty in amount of 440,000 issued to 
licensee Action based on serious uisaknesses in internal i. 
external dose monitoring It procedural compliance 
FLACK, £ , AXELRAD* J Director's Office, Office of Inspection and 
Enforcement 83/03/04 ip 18363 349 24X Fiche 30-200,83/08/04, 

8303090224 


0305090397 EN— 83— 032 on 630505, not i ce of violation it proposed 
imposition of civil penalties in amount of $850,000 to be 
issued Action based on violation of Tech Spec requirements 
re reactor trip breaker failure 

KLlNGLERiG . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/05/05 ip. 18363 339 84X Fiche 50-272,83/05/05, 

0305090397 


8305100004 PNS-!-e3-011 on 030304, sec ur 1 tg officer received bomb 
threat on inside plant telephone line from mate caller 
Search initiated No bomb found Call considered hoas 
MCKEQHN, CODV, JDYNER Region i, Office of Director 83/05/04 tp 
18377 251 84X Fiche 30-272,83/03/04,8305100004 


8305100094 PNS-V-03-006 on 830904, ar t 1 c I e in Trl-Clty Herald 
erroneously quoted util spokesman J Britton as saying 1,700 
or liSOO craft workers will be asked to take vacations 
during 830709-15 or be laid off Util will clarify 
MORTENSEN, U P , NORDERHAUS, L R Region 5, Office of Director 
03/05/05 Ip 18377 261 24X Fiche 50-913,83/09/09,0309100094 


8305100098 PND-I 1-83-034 on 030504, 1 icansae issued news release re 
inoperability of two auxiliary feedwater pumps on 830419 
Caused by valves inadvertently closed on 830414 
JULIANiC A , LENIS.R C Region 2, Office of Director 83/09/09 
2pp 10377 299 24X Fiche 90-250,83/09/09,8309100098 


8309100258 PNO-t-83-046 on 830428, d lese 1 generator tC tripped off bus 
during 1 h test Caused bg biofoullng in sve water sys 
Licensee plans comprehensive program of sve water sys 
chlorination & Insp to evaluate eitent of biofoullng 
NORRMOLM.L , TRIPP, L , KEIMIG, R Region 1, Office of Director 
83/09/04 2pp 18373 317 24X Fiche 90-272.83/09/04,8309100298 


8309110258 PND-I-03-047 an 830904, contractor employee entered ropetf-off 
area for radiographic exams of pipe welds it received approx 
40 mrem dose No overexposure identified Industrial 
radiography suspended pending completion of evaluation 
MCCANN, MCCABE Region 1, Office of Director 83/09/09 ip 
18393 290 24X Fiche 50-388,83/09/09,8309110298 


8309110262 PNO-n-83-036 on 830908, unit achieved initial criticality 
w/o incident Actual parameters in close agreement w/ 
predicted conditions 

NEJFELT. 0 M , IONA TON IS, A Region 2, Office of Director 83/09/09 

Ip 18393 198 84X FlChe 90-370,03/09/09,8309110262 


8309110299 PNa-!-03-O46 on 830429, potential nonconformance Identified 
in conduct of nondestructive evaluation on approx 2,400 
safety t, nonsafety-related welds, Involving procedural 
violations during magnetic particle exam 

CERNE, A , GALLO, R Region I, Office of Director 83/09/06 ip 
10393 333 24X Fiche 90-443.83/09/06,8309110299 


8309110399 PN0-II-a3-035 on 830507, fir# detected In Circuitry Of on# 
of three component cooling water pumps Licensee declared 
alert Caused by faulty relay Relay replaced & pump restored 
to operab 1 1 Ity 

BUTCHER, R C , CANTRELL, F 8 Region 2, Office of Director 03/05/09 
Ip 10406 189 24X Fiche 90-399,03/09/09,8309110399 


0303110439 PNS-1-33-012 on 030905, licensee Informed Region t that 
contract health physics employee of Inst for Resource Mgt 
arrested on suspected multiple federal drug-related charges 
Individual access to site voided as of 830909 

MCKEONN, BAILEY, OODY Region 1, Office of Director 83/09/09 tp. 
18409 037 24X Fiche 90-286.83/09/09.8309110439 


0309120412 PNQ-I-63-049I] on 830903, ultrasonic testing conducted on 
Sample 2 recirculation riser welds & one RHR weld on Unit 2 
to determine if Unit 3 crack indications exist on Unit 2 RHR 
showed cracks on both pipe b elbow side 

SLDUOH, MCCABE Region 1, Office of Director 83/05/09 tp 
18431 153 24X Fiche 90-277,83/09/09,8309120412 


8305120434 PNS-1-S3-013 on 830902, Lower Alleways Creek, NU, police dept 
Informed licensee of p lanned, peaceful demonstration to 
protest facility restart scheduled for 830908 No prese 
release planned 

MCKEOWN, L , OODY, A T , JOYNER. J Region 1, Office of Director 
83/09/06 tp 18431 13! 24X Fiche 90-272,83/09/06.0303120434. 


8309130138 PNO-1 1-83-032 an 830901, contractor employee suffered broken 
arm, free tured pelvis b passible skull fracture in machine 
shop accident Caused by cotton glove caught by valve stem 
pulling person into lathe w/contamlnated valve 
ROGGE, J F , DANCE, H C Region 2, Office of Director 83/09/02 
2 pp 18437 277 84X Fiche 90-321,83/09/02,8309130138 


8309130142 PNO- 11 -83-038' on 830510, safety injection pumps inadvertently 
actuated during heatup in preparation for restart Caused by 
loti of vital dc electrical bus Damaged batteries replaced 
JENISDN.K M , JULIAN. C. A, Region 2, Office of Director, 83/09/10 
ip 18438 131 24X Fiche 90-280,83/09/10.8309130142 


8309130165 PNO-1 I I-83-034A on 830907, Insp performed at refinery 
facility due to damage caused by fire on 830907 Radiation 
survey performed on nuclear gauge Involved in fire 
determined gauge Intact u/shutter remaining open 

MIEDEMAN, 0 , MILLER, J Region 3, Office of Director 83/09/10 if 
18438 119 
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-8309130173 PNO-I I-fl3"037 on B30310i unusual event declared per 
■mergency plan after ventilation eye stopped operating In 
bldg where high enriched U recovered from scrap Caused by 
electric motor St backup blower 

CORYELL, 0 P . OlflSON, A F Region 2, Office of Director B3/09/10 
Ip 1Q437 209 


8309130186 PNO-I I-B3-033 on B3050I , 1 nadver tent safety injection 
occurred Caused by spurious signal during tests of steam 
generator D, Lou power OL received on B30303 Si Initial 
criticality planned during uk 

NEJFELTiC.. lONATONia.A Regions, Office of Director 83/09/02 
Ip IB440 049 24X Flche 90-370,93/09/02,8309130106 


8309130187 PN0-V-a3-022 on 830509, while performing aid I ultrasonic 
eKains,RCS piping in eree of one ueld determined less than 
min wall thickness specified by code Caused by welds being 
ground smooth during original preservice eram 
KIRBCH.D F Region 9, Office of Director 83/09/11 Ip 
1843? 347 24X Flche 90-879,83/09/11,6309130187 


830916000? PNO-V-83-021 on 83042?, leak discovered in component cooling 
water piping sys Caused by potentially Inadeituate welds in 
pipe spool Visual Insp S< NOE to be performed to verify weld 
Integrity 

KIRSCH, D F Region 9, Office of Director 83/09/10 Ip 
18456*081 24X Flche 50-279,83/09/10,6305160009 


030917095? PNO-1 U-83-034 two nuclear gauges, con tain tng 190 mCl Cs-137 
t< 300 mCl Cs-137, involved In facility fire. Cause of fire 
not stated No evidence of contamination found 

UIEOEHAN.D , MILLER, J Region 3, Office of Director 03/05/09 Ip 
18468 IS? 


8309190072 PNO-t-a3-091 on 830916, veh ic le ran stop sign S, struck 
licensee-owned van carrying radioactive matl Package not 
damaged Si no contamlnetlon found Package returned to site 
for repackaging. 

THOMAS, CONNER Region I, Office of Director 83/09/16 Ip 
18902 068 24X Flche 90-219,83/09/16,8309190072 


0309190079 EN-B3-034 on 830920, no tl ce of violation tt proposed 
imposition of civil penalty in amount of *40,000 to be 
Issued Action based on violation re operating reactor w/one 
train of HPSI Incapable of automat leal 1 y starting 

BARBER, 0 , AXELRAD,V Director's Office, Office of Inspection and 
Enforcement 83/09/17 Ip 10902 069 24X Flche SO-309, 83/09/17, 

8309190079 


0309190161 PNO-1 11-83-036 bioassays N in vivo count of llcensae worker 
Indicated potential thorium uptake Cause unknown No 
potential exposure sources Identified Addl medical tests 
scheduled for 830916 

OREOERiL R, , MILLER, D E , PAPERIELLO, C J Region 3, Office of 
Director 83/09/13 Ip 18902 238 


8309190233 PNO-I I 1-83-039, on 83091 1, 1 icensee stopped work on new 
Installation of pipe-whip restraints on safety-related 
piping per 830913 confirmatory action 1 tr Restraints 
Installed w/o adequate procedures or OC insp program 
DANIELBON, D H , LITTLE, W 8 Region 3, Office of Director 83/05/13 
Ip. 18901 318 24X FI C h e • 90-494, 83/09/ 13, 83091 90233 


8309190336 PNO-I-B3-090 on 830513, 100 gallons of contaminated water 
discharged from auxlllery bldg sump onto ground between 
auxiliary I, fuel handling bldgs Cause under Investigation No 
offsite release occurred Contaminated sell removed. 
aUMMERS.R , TRIPP, L Region 1, Office of Director 83/05/13 Ip, 
18900 233 24X Flche 90-272,83/09/13,8305190336 


8305800344 PNO-IV-B3-01?* on 830917, Ind lea t ions of Intergranular stress 
corrosion cracking in heet-apfeeted lone of welds In RCS 
Idantlfied Data forwarded to OE for detailed analysis.RCS 
loops Inspected 

DUflOia>D , MESTERMAN, T F Region 4, Office of Director 188-83-02 
83/09/17 tp 18916 233 24X Flche 50-298,03/09/17.8309200344 

8305200430 PNO-I 1-83-040 on 630915, two utH employees 1. one former 
enployea arrested for cocaine li marijuana possession Arrest 
occurred offsite Employees not Involved in licensed 
operator actlvltits. 

LANDIS, K D , DANCE, H.C Region 2, Office of Director 83/05/17, 

If 18S17-150 24X Flche 50-335,83/05/17.8309200430 


8309200497 PNO-I-a3-049 all licensee commitments required for restart 
completed Actions to assess (• mitigate sve water blofoultng 
In support of plant heatup anticipated to occur on 830518 
comp leted 

NORRHOLM, L . COLLINS, 8 Region 1, Office of Director 83/09/17 
Ip 18914 032 24X Flche 50-278,82/09/17,8309200497 


8309200588 PNO* I I-B3-039 two Intergranular stress corrosion cracks 
found on recirculation line end cap weld Cracks found during 
ultrasonic insp per IE Bulletin 03-02 Further weld insps 
p lacined 

DLAKE, J J . OUTCHEB.R C Region 2, Office of Director lEB-BB-OB 
03/0 9/16 ip 18914 247 24X Flche 50-299.83/09/16.8309200580 


8309240002 PNO-1 1 1-83-037 on 830509. Reg I on III radiation specialist 
learned that main steam line noble gas monitors not yet 
installed per 830314 commitment date Dfc of Investigation 
Investigating failure Monitors to be installed by mid June 
LOVENDALE. P , PAPERIELLO, C Region 3. Office of Director 03/05/10 
Ip 18549 138 24X Flche 50-266,83/05/10.6305240002 


8305240439 EN-83-035 on 030520. no 1 1 c e of violation i, proposed 
imposition of civil penalties in amount of 44,000 issued to 
licensee Action based on one violation Involving 
falsification of radiation survey records 

KLIMOUER, G , AXELRAD, U Director's Office, Office of Inspection and 
Enforcement 03/05/20 Ip 18972 337 


830525023B PN0-1-B3-092 on 830520, plant went critical for first time 
since 830229 Reactor startup 6 required reactor trip breaker 
testing completed within 24 h Rower ascension to lOOX 
expected over next several days 

NORRHOLM. L , JACOQB. R , OREENMAN, E Region 1, Office of Director 
63/05/23 Ip 13992 398 24X Flche 50-272,83/03/23.0305250230 


S303250S37 PNO-I I-83-D4 1 on 830520. U nuioa 1 event declared 1 h after 
process ventilation sys stopped operating in bldg where 
high enriched U recovered from scrap Caused by failure of 
electric motor Employees evacuated No contamlna t ton noted 
KAHLE.J 0 . OIBBON.A F Region 2, Office of Director 83/09/20 
Ip 18508 226 


8305260314 PNO-I 1 1-83-038 on 83051 9, reactor placed in hot shutdown to 
Investigate ti repair steam leak In drain line between 
moisture separator 6 preheater in nonsafety-rela ted turbine 
sys Addl steam leak found In turbine control valve flange. 

WALKER, R D , SHAFER, W D Region 3, Office of Director 83/03/20 
Ip 16629 198 24X Flche 50-263,83/09/20,6309260314 


B3DS27011S PNS-V-BS-OO? otl B30920i while performing security duties, 
upon approaching truck being of f 1 oaded, secur 1 ty officer 
observed individual throwing article Into cab Investigation 
revealed cocaine in small glass container Police notified 
SCHAEFER, O.M , NORDERHAUD, L R Region 5, Office of Director 
83/05/23 Ip 10638 165 24X Flche 90-312,(03/09/23,0309270113 


B30S270192 PNO-I 11-83-0-39 on 830323, util employee entered protected 
area through open Si unman 1 tor ed enbrance to receive whole 
body count Individual escorted out of area Region III will 
1 nves ttgate. 

CREED, J , HIND, J Region 3, Office of Director 03/03/23 ip 
10638 19? 24X Flche 90-239.63/05/23.8309270152 


83 0 5310 1 74 PNO-I 1-03-042 on 830921 , emp 1 o yee Injured while pressuriilng 
inf latabl e, bl edder-l 1 k e pipe plug Rupture of bladder caused 
employee left han-d to hit adjacent piping resulting in cuts 
tl broken bones Hand decontaminated 

lONATONIS.A • GIBBON, A F Region 2, Office of Director 03/09/23 
2pp 10652 a?7 24X Flche 30-369,83/03/23,0309310174 


MIBC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8305020342 Submits requested info re generic QA problems in equipment 
qual I f icat 1 on Industry Problems include failure of 
organl lati-ons to include t0CFR9D, App 0 6 Part 21 
requirements In purchase orders or contracts. 

BANOART, R L Division of Uendor it Technical Programs 63/04/22 
TAYLOR, J M OlvlBlon of Safeguards it Inspection Programs (Post 
030103) 3pp 18277 073 


8309030704 Forwards comments on NRC reliability program plan repts 
par 830610 request Fdrelgn experience In reliability 
programs should be considered 

IPPOLITO, T A Operating Reactors Assessment Branch 03/04/18 
THADANI, A C Reliability It Risk Assessment Branch. 2pp 10309 109 


8309040996 ''Per formanc* Tests of Commercial Personnel Monitoring Sves," 
740729-750129 

NICHOLS, L L , NEWTON. C E. Commerce, Dept of. National Bureau ef 
Standards NICHOLS, L L Battelle Memorial Institute, Pacific 
Northwest Laboratory. 79/01/29 IBpp 18336 080 


— 8011180782 BNWL-2199 

"Test of Performance of Personnel Dosimeters " 

NICHOLS, L L Battelle Memorial Institute, Pacific Northwest 
Laboratory. NRC-t 77/04/30 37pp 18336 099 
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NONDOCKETED ITEMS 


8303090204 Responds to 030324 memo requesting assistance In updating 
safeguards program plan for FY83-89 Standard 1 latl on & 

Spaciai Projects Branch responsible for Interface lu/NMSS on 
reactor safeguards matters 

eiSENHUTi D Q Division of Cicensinj 83/04/21 BURNETT . R F 
Division of Safeguards 2pp 16301 111 


630309027? Responds to 630304 invitation to attend Natl Organiiation of 
Test Research & Training Reactors 831020-21 meetings WJ 
Dtrclll ii V Stella unable to attend due to prior c amm 1 tmen t s> 
howtvariH DentnUf Director of NRRi ul 1 1 attend 

DlRCKSiH d Office of the Eiecutive Director for Operations 
83/03/02 CLARK.!. Massachusetts Institute of Technologg 3pp 
16381 071 


—9303090290 Requests designation of appropriate NRR personnel to attend 
b prepare response to L Clark invitation to attend Natl 
Organiiation of Teat Research b Training Reactors annual 
meeting on 831020-21 In Cambridge. MA 

DIflCKS.W Office of the Eiecutive Director for Operations 
83/04/11 DENTON.H Office of Nuclear Reactor Regulation. 

Director Ip 18381 073 


“6303090315 Eitends Invitation to attend Natl Organiiation of Test 
Research b Training Reactors 631020-21 annual meeting at 
MIT Agenda for Oct 1962 meeting b list of attendees end at 
Indication of program format b content 

CLARK. L Massachusetts Institute of Technologg 83/03/04 
OlRCKSiU Office of the Eiecutive Director for Operations lOpp 
18381 074 


8305090295 Concurs in 830329 statement of uiork re development of data 
base far 10CFR50 SSlel b Part 21 deficiency reporting 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/04/22 HELTEMES.C J Director's Office 2pp 18381 241 


—8304140328 Requests comments on development of data base for managing b 
analyilng info reported under 10CFR2I b I0CFR30 33<a> Data 
could provide info re capability to determine similarities 
or trends In reparted deficiencies 

HELTEMES.C J Director's Office 63/03/29 NRC - No Detailed 
Affiliation Olven 3pp 18381 243 


6303120807 Forwards documentation re LERs on reactor trip breaker 
failures between 600101 b 830222, per 830329 request Many 
trip breaker failures unreported when occurring during inodes 
when operability not required by Tech Specs 

DENTON.H Office of Nuclear Reactor Regulation, Director. 63/04/26 
HELTEMES. C J Director’s Office 2pp 1B440 127 


— 8212070092 Discusses review of LER failure data for reactor protection 
sys electrical b mechanical components No basis found to 
support Industry intuitive guess that ratio of electrical 
to mechanical failures is 10 to 1 

KENDALLi R Instrumentation b Control Systems Branch 62/11/17 
PVATT. 0 U Reactor Risk Branch SSpp 18440 129 


—8303120813 Summary of 820900 operating reactor events meeting 

MIRAOLIA.F J Assistant Director for Safety Assessment 62/09/16 
EI8ENHUT.OO Olvls Ion of Licens 1 ng llpp 18440 165 


— 6304040591 Requests documentation or other Info re reviews or 
analyses of reactor trip breaker failure repts performed 
600101-630222 by 630411 

HELTEMEH, e J Director's Office 83/03/29 HAYNE0, R C Region 
1, Office Pf Director O'REILLY.J P Region 2. Office of 
Director KEPPLERiJ 0 Region 3> Office of Director 2pp 
16440 196 


— 8304010139 Discusses study of two issues re imp I ica t ion t of reactor 
trip failure on NRC program for collection b analysis of 
operational experience Preliminary outline for study end 
Preklmlnary draft of study will be sent by 630401 
HELTEMESiCJ Director's Office 63/03/28 MATTSON. R 0 Salem 
Oinerlc Implications Task Force Spp 18440 198 


6303190396 Notifies that JE Olenn will be available for meeting on 
630316 to discuss recent application for Co-6D facilityiper 
63040B request 

ALLAN. JM Region 1> Office of Director 83/03/04 CAMPBELL, E 
Andover Township. NJ 2pp 16300 023 


— 8303190361 Requests NRC representative attend meeting of planning 
board b other municipal agencies to discues proposed Co-60 
fee 1 1 1 ty 

CAMPBELL, E Affiliation Unknown 83/04/08. HAVNES. R C Region 
ti Office pf Director. Ip 18300-026 


83032303tl Forwards “Failures of Class IE Safety-Related Switchgear 
Circuit Breakers to Close on Demand " Results suggest that 
training covering associated logic b operation may be 
appropriate for breakers equipped w/anti-pump tng controls 
KBLTEMBS.C J 01 re c lor ' s Of f 1 e e 83/04/29 DENTON, H. R Office of 
Nuclear Reactor Regulation. Director 2pp 18341 277 


—8303230319 Forwards "Failures of Class IE Safety-Related Sultchgeer 
Circuit Breakers to Close on Demand " Results suggest 
that training covering associated logic b operation may be 
appropriate for breakers equipped ui/ant 1-pump Ing controls 
HELTEMES. C J Director's Office 83/04/89 WILKINSON, E P 
Institute of Nuclear Power Operations 2pp 10341 279 


—8303230524 Forwards "Failures of Claei IE Safety-Related Switchgear 
Circuit Breakers to Close on Demand." Results suggest that 
training covering associated logic b operation may be 
appropriate for breakers equipped w/antl-pump ing contrail 
HELTEMES. C J Director's Office 83/04/29 ROSSIN.D Nuclear 
Safety Analysis Center ip 16341 881 


—8303830331 "Failures of Class IE Safety-Related Switchgear Circuit 
Breakeri to Close on Demand “ 

CHIRAMAL.M Reactor Operations Analysis Branch. AEOD/CSOl. 
83/04/30 SOpp 16376 336 


6305830296 Notlflcatlan of 830317 meeting u/HAFA Inti Carp, American 
Nuclear Insurance b TECo in Bethesda.MD to dlscuee 
application of acouetic emission testing as alternative to 
volumetric Insp method of Inservlce insp of components 
VI8BIN0, 0 Operating Reactors Branch 4 83/03/09 BTOLZ, J 

Operating Reactors Branch 4 Spp 18394.361 


630326014? Responds to 830413 Itr re deletion of nonradiologlcal water 
quality-related requirements from OLs NRC Mar 1903 actions 
consisted of Issuance of license amends to delete 
requirements from OLi for fecllitles u/NPOES permit 
EISENHOT.D 0 Division of Licensing 83/05/10 DREY.L A 
Affiliation Unknown Ip 18648 121 


—8304160420 Requests description of NRC actions taken in Mar 1983 re 
delation of nonrad lolog lea 1 water-qua 1 1 ty-rcla ted 
requirements from OLs Alto requests info re changes made in 
requirements on radiological releases 

DREY, K Affiliation Unknown 83/04/13 Office of Nuclear 
Reactor Rtgulation. Director, Ip 18648 122 


6303260131 Forwards DOE responses re review of SIC reactor prototype, 
Windsor Site, far review b comment Reply requested by 
830323 since DOE const mods have already begun at site 
W/o ends 

THOMAS, C 0 Standard i ietlon b Special Projecte Branch 83/03/11 
LEAR.fi. Structural b Oaetschnlcal Engineering Branch, Ip. 

18646 120 


8303260376 Speech entitled “NRC Vlswe on Sve Buppllart Roles. 

Quel 1 f Icatlons b Aecep tab i 1 1 ty. “ presented at 830319 
conference on nuclear svee butineis in t960f In Washington, 

DC 

BTELLO. V Regional Operations b Generic Requirements 83/03/19 
Spp 18647.231 


NUREO NUREO REPORTS AND RELATED CQRHEBPONOENCE 


8303860319 Forwards order confirming licensee commttmente on post-THI- 
relat ed Issues Order based on eomml tments contained in util 
reiponsee to NBC Osnerle Ltrs 02-03 b 88-10 

STOLZ, J F Operating Reactors Branch 4. OL-88-03 83/03/14 

HANCOCK. J A Florida Power Cerp Spp 17713 234 84X 

Ftehe 90-302,83/03/14,8303260319 


— 6303280325 Order confirming licensee commitments on pest-TMI-reletsd 
issues 

PURPLE.R, A Assistant Director for Licensing 83/03/14. 

Florida Power Corp. 10pp. 17713 237 24X Flehe 30-302. 83/03/14, 

6303280319 


8304120027 Forwards revised order confirming licensee commitments on 
post-TMI-related issues, correcting info re Implemcntetlon 
schedule for Item II B 3, “Post-Accident aampllng." 

STOLZ, J F Operating Reactors Branch 4 83/03/30 BECKHAN.JT 

Oeorgla Power Co. 4pp 17937 320 24X Flehe* 50-381,83/03/30, 

8304120027 


— 8304120042 Order revising schedule for submittal of info re Item 
II B.3, "Post-Accident Sampling," from 830401 to 830701 
PURPLE.R A. Division of Licensing OL-e2-OS 83/03/30. 

Oeorgla Power Co lOpp 17987 324 24X Flehe 80-321,83/03/30, 

8304120027 
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S30418094B Forward* proprletarv WCAP-BBOOi Rev 1, WCAP-03O1< WCAP-8302i 
UCAP- 8 SSI 1 4raf t reiponte* to quettlons an UCAP-10079 b 
related info re new tmall break evaluation model per 
NURE0-0737< Item 1 1 K 3 30 Ends witMteld <ref lOCFRS 790) 

RAHE> E P Heetlnghoufe Electric Carp NS-EFR-S74di 83/04/12 
THOMASi C 0 Standard 1 tatton Special Project* Drancb 2pp 
17V97. 049 


flaOSOBOO&d) Forward* SER bated on review of NURE0-0737< Item III D 3 4i 
’’Control Room Habitabilitg< " tubmltted In 801219 (< 821019 
Itr* Control room habltabllitg syt acceptable 
CRUTCHFIELD. D Operating Reactor* Branch 5 LSOS-83-04-074 

83/04/29 VANOEUALLEj D J Consumer* Power Co &pp 18276 236 
a4X Flehe 90-299> 83/04/29. 83090S0066 


--8807080928 Notlfle* that control room meet* retiuirament* of SRP 2 2 1- 
2. 2. 2. 2 2 3 tt 6 4 (1 General Deilgn Criteria 4 {< 19 
Conclualon* ba*ad on pratant plant >gs 6 pratumea 
iMplemantatlon of affactlva HVAC mod* by lleentaa 
HURPHV. D U Battalia Hamorlal Inititute. Pacific Northwett 
Laboratory FIN 8-2323 82/03/24 HULHAN. L 0 Accident 

Evaluation Branch 2pp 18276 242 24X Flehe 90-299.83/04/29. 

8309020066 


8309020809 Forward* reaponte to NRC 830316 Itr re NURE0~0737. I tern 
tl.K. 3 13. ”RCIC Automatic Raitart “ RCIC *y* modlflad to 
relocate algnel for high reactor veaiel water level trip 
froet RCIC turbine trip valve to ateam supply valve. 

BAVNE. si, F Power Authority of the State of New Vork JPN-03-36 
83/04/88 VA 88 ALLO 1 D D Operating Reactor* Branch 2 2pp 
18273 133 24X Flcha. 90-333, 83/04/28, 8309020209 


63090S0399 Forward* lupplenentat r*«ponse to Oenerie Ltr 82-28. 
’’tnadaauatt Cora Cooling Initrunintatlan 8 y*” 6 NUREO-0737. 

Item 11 F 2. W/ena ovarii la drawl ng. Aperture card is 
available in PDR 

CARET. J, si Du^ueine Light Co 0L-B2-2B, 83/04/21 VARGA. 8 A 

Operating Reactor* Branch 1 22pp 10273’ 198 24X 

Fleh*’ 90-334, 03/04/21,8309020399 


B3Q9020362 Forward* plant-apec 1 f Ic responses to «lit NRC (lueatlons re 
aafety/ralief valve testing (NUREO-0737 Item II. D D.per 
321217 raiiuest 8 af ety/rel lef valve discharge piping utilise* 
y ituencher w/*pargar at ditcharga pipe exit 

FIEDLER. P B Otneral Public Utl title* - GPU Service Corp 03/04/27 
CRUTCHFIELD. D Operating Reactor* Drench 9 21pp 18274 098 24X 

Flchi. 90-219, 83/04/27, 0309020362 


8309020383 Confirm* 830902 submittal date for proposed solution to 
three remaining open items on NRC review of upgraded 
auxiliary fatduatar sys per NDREO-0737, I ten It E 1 1 
Contrector re((ue*ted to provide cost estimate for study. 
RODRIOiieZ. R J Sacramento Municipal Utility District 83/04/27 
BTOLZ.J. F Operating Reactor* Branch 4 Ip. 18276 313 24X 

Flcha: 90-312, 83/04/27, 8309020383 


83090203164 Forwards response to 821119 request for addl info r* 
NLlREO-0737, Items II E i 2 6 II K 2 iO Schedule for 
inetallation of euxltiary feedwater sys confirmed H /11 
overslte drawings Aperture cards are available In PDR. 
fiODRieUEZ, R J, Sacramanto Municipal Utility District 83/04/28 
srOLZ.J F Oparating Raaetors Branch 4 3pp 18283 329 24X 

Flcha . 90-312, 83/04/28, 8309020384 


—0309020392 BHNP-B0004 (6-76) R3 

Rev 3 to ’‘Auktllary Faodwatar Sys Sys Oascrlptlon “ 

» Babcock (c Hllcor Co 19-1120980-03 83/04/04 94pp 

16283 332 24X Flcha 90-312,83/04/28,8309020384 


6309020387 Responds to NRC 830203 6 0330 questions re proposed SRP 
Amend 19. No need exist* to arbitrarily increase initial 
power to account for uneartalnty in power level Errata sheet 
li transient summary of faadwator controller Failure end, 
CURTtS.N W. Pennsylvania Power «< Light Co PLA-1640 83/04/28 

8 CHUENCER, A. Licensing Branch 2, 4pp 18276 314 24X 

Fich*- 90-387, 83/04/28, 8309020387 


B30902038B Raspondt to 830322 request for addl Info on instrumentation 
sys for detection of inedequeto core cooling (Generic Ltr 
82-28) tnitellation completed L sys currently being tested, 
etafeus of conformaneo w/NUREO-0737, Item II F 2 end 
BCHUYLER, J 0 Pacific Gas Ic Electric Co OL-82-28 83/04/27 

EIBENHUTiD.O Division of Lieeniing. 7pp ie276’3S9 24K 

Flcha 90-279,03/04/27,8309020388 


6309020421 Forward* addl info ra emergency plan per 821206 request Info 
addresses Question B 4 concerning plant personnel rtsponse 
capability during emergency situation per staffing goal* In 
8 upp] 1 to NUREO-0737. 

KOESTER, 0 L Kansas Gas l< Electric Co KMLNRC 83-091. 83/04/29. 

DENTOff.H R Office of Nuclear Reactor Regulation, Director iOpp. 
18273! 100 24X Flcha- 90-482, 83/04/29, 8309020421 


8309020449 Application to amend License DPR-46, Chang ing Tech Specs to 
Incorporate NUREG-0737 items per 830110 Generic Ltr 83-02 
PlUANT, J H Nebraska Public Power District GL-a3-02 83/04/27 

VA6BALL0, D 8 Operating Reactors Branch 2 3pp IB2B3 173 24X 

Flehe 90-298,83/04/27.8309020449 


—6309020464 Proposed Tech Specs changes re Generic Ltr 83-02 concerning 
NUREO-0737 Items 

« Nebraska Public Power District OL-a3-02 03/04/27 3pp 

18283 176 24X Flehe 90-298,83/04/27,8309020449 


8309020433 Forwards addl info per NRC 021210 request re Generic Ltr 
82-28 concerning Inadequate core cooling *y* Procurement of 
reactor vessel level Instrumentation sys completed Sys 
installation 307, complete 

EURY, L M Carolina Power t< Light Co LAP-03-83 83/04/26 
EISENHUT, D G Division of Licensing 2pp 18281 222 24X 
Flcha 90-261,83/04/26,8309020493 


8309020498 Forwards Info ra NUREO-0737, I tern II D 1. "Performance 
Testing of BHR Safe ty/Re 1 lef Valves," per NRC 830104 
request Applicability of load combination Info to QNR aunert 
Group generic test rept acceptable 

RYBAK, B Commonwealth Edison Co A226N 83/04/27 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 18pp 18283 311 
24X Flehe- 90-294, 03/04/27. 8309020498 


0309020938 NUREO/CR-2000 V02 N3 

LICENSEE EVENT REPORT (LER) COMPILATION For Month Of March 
1983 

» Oak Ridge National Laboratory FIN A-9139 aRNL/N8IC-200 
83/04/30 Director's Office I22pp 18289 182 


0309020947 NUREO/CR-3091 

REVIEW OF HASTE PACKAGE VERIFICATION TESTS Semiannual 
Report Covering The Period Apri 1-Sep t emb er 1982 

aiDA.O T , EASTHOOD, D , JAIN, H Bro 0 k ha ven Na t i onal Laboratory PIN 

A-3167 BNL-NUREG-91630 83/04/30 Division of Waste Management 

147pp Available at NRC S 6 DO 18283 039 


830S020S97 Forwards safety evaluation on NUREO-0737, Item it 0 2 2 , 
"Plant Shielding Mod* for Vital Area Access " Requirement* 
met 

VASSALLOi D B Operating Reactors Branch 2 83/04/22 FARRAR, D 

Commonwealth Edison Co 9pp 18284 222, 24X Flehe 90-294,83/04/22, 

8309020997 


8309030010 Advises that position concerning nonestablishment of 
backup emergency operation* facility (EOF) unacceptable 
Plans to sstabllih EOF by 830601 must be submitted (1 must 
meet NURE0-O737, Bupp 1 1 (Generic Ltr 82-33) criteria 
EieENHUr.D 0 Division of Licensing. OL -82-23 83/04/29 

DIXON, □ H South Carolina Electric It Gas Co 3pp 18310 393 24X 

Flehe 90-399,83/04/29,8309030010 


8309030139 Forwards safety evaluation based on review of util 
submittals r« TMI Action Item II 0 1, "RCS Vents " Licensee 
venting capability acceptable. 

VAS9ALL0,D B Operating Reactors Branch 2 83/04/10 BAYNE, J P 

Power Authority of the State of New Vork 4 pp 18309 239 24X 

Flehe 90-333,83/04/18,8309030139 


—8303310020 B14/TER-D-7 

"Selected Operating Raactor Issues Program II, RCS Vents 
(NUREO-O737r Item 11 B 1)," final technical evaluation rapt 
HELD, J T Energy Incorporated HELD, J T Lawrence Livermore 
Laboratory FIN A-OaOO TAC 44373 83/03/02 ALBERTHAL, G NRC 

- No Detailed Affiliation Given 4pp 18309 239 24X 

Fiche 90 - 333183 / 04 / 18,8309030139 


8309030144 Forward* application for proposed Amend 23 to License 
NPF-t4, changi ng License Condition 2 C (2B)(g)ll) to extend 
completion date for safety parameter display sys to 831230, 
as part of NURBO-0737, Item III A 1 2 (Generic Ltr 82-33) 

CURTIS, N H Pennsylvania Power 8 < Light Co PLA-1634 03/04/29, 

eCKUENCER, A Licensing Drench 2. tp 18306 328 24X 

Flehe 90-387,83/04/29,8309030144 


—8309030193 Application for proposed Amend 23 to License NPF-t4, 
changing License Condition 2 C (2B)<g)(l) to extend 
eomplatlen date for safety paremeter display sys to 831230, 
as part of NUHEO-0737, item III A 1 2 

CURTIS, M W. Pennsylvania Power t, Light Co, OL-02-33, 03/04/29 

2pp 18306 329 a4X FI che: 90-387, 83/04/29, 8309030144 


0309030463 Appllcetion for amend to Licenses DPR-62 S, DPR-71, 
eupp 1 ement ing 820616 request for mi seel laneou* Tech Spec 
revs orlglnelly scheduled for completion during 020901 
refueling outage. Outag e 1, mods bo be completed by 830624 
HOHE.P.H Carolina Power 6 Light Co LAP-03-100 83/04/28. 

VASSALLO, D 8 . Operating Reactors Branch 2 2pp 18308 222 24X 

Flehe, 90-324. 83/04/28. 8309030463 
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--8335030401 Propa^B-i Tech Specs re safety-related hydraulic snubbersi 
post-accident monitoring Instromentatloni gas analyrsr sus> 
reactor coolant leakage detection sys & remote shictdoun 
monitoring Instrumentation 

• Carolina Pouer (. Light Co B3/04/2B l?pp 1B30B S3A 34)( 
Flche 30-334, BO/Oa/ae. 8309030443 


0309030491 Forii<ards response to BSiaiO Oenerlc Ltr BS-SB re Inadei^iiate 
core cooling Instrumentation sy S j 1 nc 1 udlng reactor coolant 
inventory sys d esc r 1 p ti oni conformance summary to NUnEO-0737> 

Item It F a proposed 1 mp 1 ementa 1 1 on schedule 

SAhfDAZZA^ J B Maine Vaniee Atomic Pouer Co GL-B2-a0 03/04/29 

EIBENHUT. D C Division of Licensing 34pp 10299 110 24X 

Flehe; 90-309. 83/04/29, B303030491 


0305030319 Advises that separate iodine particulate sampling lys 
installed L temporarcf mods performed on vent monitoring sys< 
per NRC 830314 order re fJUREO-0737, I tern II f 1 , At tac hment 2 
Unit 1 sys operational Unit 2 sys uill be completed shortly 
ALEXICH.K P American Electric Pouer Service Cnrp AEP NRC D478E 
03/04/29 DENTON, H R Office of Nuclear Reactor Regulation. 
Director app 10295 324 24X Fiche 90-313,83/04/29,0305030519 


8305030999 Advises that applicable recommendations contained in 8&H 
Topical Rept BAM-1544, "Integrated Control Sys Reliability 
Analysis." uill be Implemented prior to fuel loading to 
fulfill requirements of NUREO-0737. Item It K 2 9 
MILLS. L N Tennessee Valley Author ity 83/04/26 AOENSAM, E 
Licensing Branch 4 Ip 1B303 299 24X Fiche 90-430. B3/04 /2&, 

B30903099B 


0305030988 Foruards response to 830219 request for addi Info re 
NUREO-0737. I tarn II D 3 re post-accident sampling sys Areas 
discussed Include radiological fc chemical analysis capacity 
l> reactor coolant gas analysis 

PlLANT.n Nebraska Public Pouer District LQAS300026 03/04/22 

VASSALLO. O B Operating Reactors Branch 2 4pp 10309 354, 24X 

Fiche* 90-290, 03/04/23, 0309030980 


0309030604 Foruards response to Generic Ltr 83~10C re program for 
resolution of NUREG-0737, Item II. K 3 5, "Automatic Trip 
of Reactor Coolant Pump s " Pump trip can be achieved 
safely 4 reliably by op e ra tor, uhe n required 

MILLS, L M Tennessee Valley Authority GL~03-1OC 03/04/22 

AOENSAM, E Licensing Branch 4 Bpp 18303 173 24X 

Fiche 50-390. 03/04/22, 0309030506 


8305030634 Application to amend Licenses DPfi-97 t NPF“3j rev! S I ng Tech 
Specs re TMI Action Plan Items [ A 1 1 3, I A 1 3, IJ E 4 1, 

11 E 4 2 5-7. J I K 3 3, II K 3 13, II K 3 22, 11 R 3 IS. 

II K 3 19. ri K 3 27, 1 1 K 3 49 4 1 1 F 1-4 

BECKHAM, J T Georgia Power Co NED-83-367 03/04/22 8TDLZ. J F- 

Operating Reactors Branch 4 Bpp 10309 309 24X 

Fiche 90-321, 03/04/22, B303030434 


— 8305030445 Revised Tech Specs re TMI Action Plan I time J A 1 13, 
I. A 1 3. II E 4 1, il E 4 3 9-7, 1 1 K 3 3, 1 1 K 3 IS, 1 1 K 3 22, 

II K 3 15>II.K 3 19, II K 3 27,ri.K 3 49 4 II F 1-4 
* Brorgla Pouer Co 83/04/22 31pp 10309 293 24X 

Fiche 50-321. 03/04/22, 0305030634. 


0305040311 Foruards response to B30202 request for addl info re 
NURE0-D737. Item 1 1 F 1 6, "Containment Hydrogen Monitor " 

Info re water level monitors to be provided by B304J9 
BAYNE, vf P Power Authority of the State of New York UPN-S3-3a 
03/05/02 VASSALLO, D B Operating Reactors Branch 2 3pp 
18323*300 24 X Fiche 90-333,63/05/02,8309040311 


8309040317 Responds to NRC request for addl Info re TMI action plan 
items Matl supports util position that nonsafety-related 
equipment falls outside scope of Franklin Research Ctr 
review -Justification not necessary 

LENTINE.F O Commonusalth Edison Co 649m B3/09/02 DENTON, H R 

Office of Nuclear Reactor Regulation. Director 2pp tB323 289 
24X Fiche 50-295,03/09/02,830904031 7. 


8309040362 Responds to 830217 J, 0407 requests for addl info re 
Nl/BEO-0737. Item ILK 3 17, ”ECC8 Outages " info compiled 
from equipment inoperability record which Is completed each 
shift during cold shutdown 

HURFORD. W J Carolina Power 4 Light Co LAP-B3-144 03/04/29 
VARGA. 8 A Operating Reactors Branch 1 4pp 18323 194 24X 
Fiche. 90-261. 83/04/29, B30S04036B 


8305040474 Informs that analysis of aircraft traffic for facility per 
Iniagrated assasiment rept (nUREG-D 822> followup accept-able. 
CRUTCHFIELD,© Operating Reactors Branch 9 LSD 9 -a 3-05 -00 9 

83/05/03 FIEDLER, P Q General Public Utilities - GPU Service Corp 
8pp. 18319 315 84X Fiche 50-219.33/05/03,8309040474 


8309040946 Requests remittance of Class 111 fee for 821110 application 
re nonconformance u/NUfiEO-0737, Item II E 4 2 on containment 
Isolation dependability 

DIGGS, R M License Fee Management Branch 83/04/27 CURTIS, N H 
Pennsylvania Power S< Light Co Ip 10391 230 24X 

Fiche 90-387,83/04/27.8309040546 


8309040664 Foruards Buppl 3 to SER <NURE0-0BB7) H/o end 

YOUNGBLOOD, B J Licensing Branch 1 03/04/27 EDELMANtM R 

Cleveland Electric Illuminating Co 2 pp 10336 266 24X 

Flehe 90-440.83/04/27,8305040664 


B309040669 Forwards 9ER on BWR Owners Group generic response to 
NUR£0-0737i Item 11 K 3 IB, "Mod of Automatic 
Depressuriiation Sys (ADS) Logic " Response acceptable u/ 
stipulated conditions Response requested expediently 
SCHHENCER, A Licensing Branch 2 B3/04/35 CURTIS, N H 

Pennsylvania Power & Light Co lOpp 18336 330 24X 

Fiche 50-3B7, 03/04/29, 0305040669 


B309040682 NUREO-0027 

INTEGRATED PLANT SAFETY ASSESSMENT REPORT, SYSTEMATIC 
EVALUATION PROGRAM - LACROSSE BOILING WATER REACTOR, Ooc k e t 
NO 50-409 (Dalryland Power Cooperative) 

» Division of Licensing S3/04/30 494pp 18334 142 24K 

Fiche 50-409,03/04/30,8305040602 


0309040606 Requests responses re relief from lurvaillance requiremente 
of equipment which would result in excessive exposure Tech 
Spec change requests, schedul Ing for recovering affected sys 
ti rev to recovery plan requested 

BARRETT, L H TMI Program Of flea NRC~TM I -83-024 83/04/27 
KANGA, B K General Public Utilities - GPU Service Corp 3pp 
18336 329 24X Fiche 50-320,03/04/27,0309040606 


8309040639 NUREO-0040 V07 NOl 

LICENSEE CONTRACTOR AND VENDOR INSPECTION STATUS REPORT 
Data As Of March 31, 1903 (White Book) 

» Region 4, Office of Director 83/04/30 2S4pp 18332 001 


0309040693 NUREO-0940 V04 NOl 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE January 1- 
31,1963 

* Dlvlelon of Technical Information 4c Document Control B3/04/30, 
977pp 10332 285 


83D5040740 NUREG/BR-OOSl V04 N6 

POWER REACTOR EVENTS Saptenber-Octobar 1902. 

MA9SAH0, 8 A , TRENERY. 8 E Director's Office 83/04/30 3900 

10327 143 


0309040769 Forwards safety evaluation 6 technical evaluation rept re 
TMI Items I A 2 1 4 "Upgrading of Reactor Operator 4, Senior 
Reactor Operator Training" 4, II IJ 4 "Training for Mitigating 
Core Damaga " Programs satisfy NUnEO-0737 raqulrements 
STDLZiJ F Operating Reactors Branch 4 83/04/20 BECKHAM, J T, 

Georgia Power Co 3pp 10327 300 24X Fiche 50-321,83/04/20, 

S305040769 


0309050022 Forwards Status, description b schedule for meeting 
requirements re emergency response capab 1 1 itlei, per Generic 
Ltr 02-33 (Buppl 1 to NURBO-07371 

FIEDLER, P B General Public Utilities - GPU Service Corp OL-82-33 
83/04/15 EISENHUT, 0 0 Division of Licensing 17pp. 10342 tlG 

24X Fiche 50-219,03/04/19,0305050022 


8309050026 Forwards NEDO-22209, "Analyel s of Scram Discharge Vol 8y* 
Piping Integrity " No further action planned re equipment 
qualification t, sys design mods identified in generic SER 
(NUfiEO-0003) 

BAYNE, J P Power Authority of the State of Naw York JPN-S3-39. 
03/05/03 VASSALLO, 0 B, Operating Raactors Branch 2 2pp, 

10339 313 24X FI C h e ' 50-333, 83/05/03, 8305050026 


0305050229 8ubmlts prograss rept re TMI Items II F, 1 1 I, II F. 1. 2 re 
effluent monitor mods Vendor scheduler uncertainties 
resolved Remaining work consists of training operators, 
software changes Sc minor wiring change 

COUNSILcW 0 Northeast Nuclaar Energy Co (subs, of Northeast 
Utilities). COUNBIL.W 0 Northeast utilities B10767. 03/04/29 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp. 18338 062 24X 

Fiche 90-245,83/04/29,0305050229 


0309050293 Forwards draft SER of NUREO-0737, Item 11. B 3, “Post-Accident 
Sampling " Eight of 11 crltaria mat Criterion 2,10 4c 11 
incomplete Addl info requested to complete review of PASS 

sys 

VARGA, 6, A Operating Reactors Branch 1 83/04/22, UHRIO.R, E. 

Florida Power 4. Light Co 31pp 18352 074. 84X 

Fiche- 50-250, 83/04/22. 8305050293 
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8309090426 NUREe/CR-2001 

SUR REFILL-REFLOOD PROGRAM TASK 4 3-6 I MOLE HEATED BUNDLE 
FfNAL REPT 

SUTHERLAND. W A . BARTON, J E , FINDLAY, 0 A Oaneral Elsctrlc Co FIN 
6-9B77 EPRI NP-2372 63/04/30 Division of Accident Evaluation 

83PP Available at NRC *9 90 18392 299 


8309090432 NUREO/CR-3140 
CDNTAIHiENT BUMP TEST DATA 

SCHMIDT, W H Sand la Laboratoriet FIN A-I29S SAND8Z-29B9 
83/04/30 Dlvlaion of Safety Technology 73pp Available at NRC 
•9 00 18392 229 


8305060001 Foruard* EObO lunmary of dlicutslon re radiological effluent 
Tech Specs during 620602-03 plant visit Pinal draft of 
proposad radiological affluent Tech Specs t< offsite dose 
calculation manual should be developed within 60 days 
CLARK.ft A Operating Reactors Branch 3 83/04/29 FAY, C N 

Wisconsin Electric Power Co 49pp 16393:263 24X 

Fiche 90-266,83/04/29,6309060001 


—8309060007 NUREO-0478 DOT R03 

STANDARD RADIOLOOICAL EFFLUENT TECHNICAL SPECIFICATIONS 
FOR PRESSURIZED WATER REACTORS SEPTEMBER 1982 
* NRC - No Detailed Affiliation Given PWR-ST9-I 82/09/03 
83pp. 16393 308. 24X Fiche 90-266, 83/04/25, 6309060001 


8305060017 Forwards 8ER re util responses to NUREO-0737. Items 1 1 F 1 4, 
"Containment Pressure Monitor, " 11 F 1 9, "Containment Hater 
Level Monitor" b 11 F 1 6, "Containment Hydrogen Monitor." 

Items resolved 

CLARK, R A. Operating Reactors Branch 3 83/04/21 STEWART, W L 

Virginia Electric h Power Co Bpp 18394:314 24X 

Fiche' 90-336, 83/04/21, 8309060017 


8305060049 Forwards BER supporting util responses to NUREO-0737, I terns 
11 . F. 1.4, "Containment Pressure Monitor," II F 1 9, 

"Containment Water Level Monitor" 8, 11 F 1 6, "Containment 
Hydrogen Monitor " Items resolved 

CLARK, R. A. Operating Reactors Branch 3 83/04/21 LUNDVALL.AE 

Baltimore Oas b Electric Co 9pp 18394 299 24X 

Fiche 50-317,83/04/21,8309060049 


8305060106 Advises that regulrementi of NURE(G-0737, TMI Action Plan 
Items 11. F 1.4,11 F 1 9 b It F. 1, 6 met b items resolved 
Criteria raiiulrlng a 4 .ulpment to be environmentally t^ualifltd 
will be reviewed under environ guallf Icatlon program 
CLARK, R. A Operating Reactors Branch 3 83/04/21 HUSOLF, D. M 

Northern States Power Co 9pp 18394 268 24X 

Fiche: 90-282, 83/04/21, 8309060108 


8309060233 NUREG/CR-3 1 36 

AQUIFER RESTORATION AT IN-SITU LEACH URANIUM MINES EVIDENCE 
FOR NATURAL RESTORATION PROCESSES 

OEUTBCH, W J. , SERNE, R U , BELL, N E Bette lie Memorial Institute, 
Pacific Northwest Laboratory FIN B-2379, PNL-4604 83/04/30 

Division of Health, Siting b Waste Management. 96pp Available at 

NRC »9. 90. 18399' 001. 


8305060306 Requests that portion of 830422 response to Otnsrlc Ltr 
83-02 be withdrawn. Portion re Item II.F. 1, "Addl Accident 
Monitoring Instrumentation," will be reevaluated upon 
rocelpt of NRC guidance 

OUCWA.L T Georgia Power Go. NED 83-278 83/05/02 8TOLZ, J F. 

Operating Reactort Branch 4 Ip 18344 323 24X 

Flcha* 90-321. 83/09/02, 8309060306 


8309060329 Responds to New England Coalition on Nuclear Pollution b 
State of NH submittals subsequent to 830407-08 prehearing 
cenfarence. Objects to word "omlsslen” in reworded 
Coalition Contention 1 D. 2 

LESSY.R, P. Hearing Branch 3 ISSUANCES OL 83/09/04. HOYT.H . 
LUEBKE.E. A. , HARBOUR, J. Atomic Safety and Licensing Board Panel. 
4pp. 18344' 081. 24X Fiche' 90-443, 83/09/04, 8309060329 


8305060347 NUREO/CR-3229 

EXPLORATORY ASSESSMENT OF POBTIRRADIATION HEAT TREATMENT 
VARIABLES IN NOTCH DUCTILITY RECOVERY OF A933-B STEEL 
HAWTHORNE. J. R. Materials Engineering Teetlng Services, Inc. * 
ENSA, Inc FIN B-8133 83/04/30 Office of Nuclear Regulatory 

Research, Dlrscter SOpp Available at NRC, *3 29 18399.097. 


3309060399 Forwards response to 620923 ltr re open Items In NURE0-D612< 
"Control of Heavy Loads at Nuclear Power Plants " Dynamic 
lead affects, Inservtce insp b esam frequency reviewed Phaee 
fl resulti expected by 830601 

CROUSE, R.P Toledo Edison Co 943 83/05/02 BTOLZ, J. F 

Operating Reactors Branch 4 7pp. 18343 167. 24X 

Flcha. 90-346, 83/09/02, 8309060399. 


8309060399 Comments on proposad rule re safety goals evaluation plan 
Milano Natl Nuclear Regulatory Agency presently Involved in 
similar but more restrictive task Requests to be kept 
Informed of proceeding s 

OARRIBBA.S Institute di Ingagnerla Nucleare, Milan. Italy 
48FR 10772 83/04/26 Docketing 8< Services Branch Ip 

18343 199 


8309060419 Forwards resolution of open Items re NUREQ-0737r I tern II B 3, 
"Post-Accident Sampling Sys," per 830219 evaluation b 
830314 telcon No significant radiation effects anticipated. 

LATHAMiW K Sacramento Municipal Utility District 63/05/02 
8T0LZ, U F Operating Reactors Branch 4 2pp 18343 279 24X 

Fiche 90-312.83/09/02,8305060415 


6309060431 Forwards application for amend to License DPR-64, changing 
Tech Specs 6 9 1,6 9 1 4, 6 9 1 7, 6 9 t 8. 6 9 2 b Tables 
3 6-1 b 4 4-1 to reflect containment isolation valve mods b 
NRC b util organl la tional changes 

BAYNE, J P Power Authority of the State of New York lPN-a3-34 
83/09/03 VARGA, 8 A Operating Reactors Branch 1 3pp 18391 199 
24X Fiche 90-286.83/09/03,8305060431 


—0309060432 Application for amend to License DPR-64i changing Tech Specs 
6 9 1,6 9 I 4, 6 9 1 7,6 9 1 8, 6 9 2 b Tables 3 6-1 b 4 4-t 
to reflect containment isolation valve mods b NRC b util 
organl xa t ional changes 

BAYNE, J.P Power Authority of the State of New York 83/09/03 
tp 18351 202 24X Fiche 90 -286,83/09/03 . 8309060431 


— 8305060433 Proposed changes to Tech Specs 6 9 1,6 9 1 4,6.9 I 7, 
69 1 8, 692b Tables 3 6-1 b 4 4-1 to reflect containment 
tsoiation valve mads b organ i lational changes H/one overslte 
drawing Aperture card Is available in POR 

a Power Authority of the State of New York 63/09/03 I3pp 
18391 803 24X Fiche 90-286,83/05/03.6303060431 


8309060497 Forwards draft responses to NUREO-0737, Items I C 1,1 C 6. 
r.Dl,lD2, 101blllA12 Responses will be Incorporated 
Into F8AR by June 1983 

BRADLEY, E J Philadelphia Electric Co 83/09/04 SCHHENCER.A 
Licensing Branch 2 9pp 18351 160 24X Fiche 90-392,83/09/04, 

8309060457 


8309060962 Forwarde SER (NUREa-0979) re application for final design 
approval for GEBSAR II b FR notice W/o NUREO 

THOMAS.C O Standard 1 tatl on b apecial Projects Branch 83/04/28 
SHERHOOD.Q 0 General Electric Co 2pp 18399 210 24X 

Fiche 90-447.03/04/28,8309060562 


— 830906056B Notice of availability of SER (NUREO-0979} on proposed final 
design approval for GEBSAR II 

BRINKMAN, D B 8t and ard 1 1 a ti on & Special Projects Branch. 

83/04/28, ip 18359' 21S 24X Fiche 90-4 47,83/04/28,6309060962 


03O9O6O64S Advises that Class III fee appropriate for each listed 
application filed w/NRR for review Request of 830331 for 
exemption from erd t r, conf 1 rmt ng commitment to implement 
NUREC-0737, not esompt from fees 

MILLER, W O License Fee Management Branch 83/09/02 
RODRIGUEZ, R. J Sacramento Municipal Utility District 2pp 
18398.362. 24X Flcha: 90-312, B3/09/02, 8309060649 


8309060690 Forwards safaty evaluation re NURE0-O737, Items II F 1 4, 
1 1 F 1 9 b II F 1. 6 on containment pressure, water level b 
hydrogen monitors Util B01210 submittal b 830218 rev 
acceptable Environ qua 1 If 1 cation to be reviewed separately 
VAROA.S A Operating Reactors Branch t 83/04/22 STEWART, W L 
Virginia Electric h Power Co 2pp 18397 3 97 S4X 
Fiche 90-280,83/04/22,8309060698 


.0305060663 Safety evaluetlon re TMI Action Plan Items (NUREO-0737> 
II.F 1 At "Containment Pressure Monitor," II F 1 5, 

"Containment Water Level Monitor" b II.F 1 5, "Containment 
Hydrogen Monitor " Designs acceptable. 

e Office of Nuclear Reactor Ragulatlon, Director 83/04/22 9pp 
18397:359. 24X Fiche' 50-280, 83/04/22,6305060698 


8309060674 NUREG/CR-2924 

RADON DIFFUSION IN CANDIDATE SOILS FOR COVERING URANIUM 
MILL TAILINGS 

3ILKER.W B , KALKWARF, D.R Battelle Memorial Institute, Pacific 
Northwest Laboratory. FIN B-2269 PNL-4434 63/04/30 Division 

of Health, Siting b Waste Management 92pp Available at NRC 
*9 00 laSSB 200. 


8309060679 NUREO/CR-2009 ROl 

CHECKLIST FOR EVALUATING EMERGENCY OPERATING PROCEDURES USED 
IN NUCLEAR POWER PLANTS 

BRUNEiR L , WEINSTEIN, M HPT, Inc e Sandla Liboratoriea FIN 
B-3098 9ANDei-7074 83/04/30 Division of Safeguards b 

inspsction Programs (Post 830103) 39pp Available at NRC. 44 90 
18398.262 



484 


NONDOCKETED ITEMS 


8305040680 NUftEe-0409 VOS N03 

SYSTEMATIC EVALUATION PfIOORAM STATUS SUMMAflV REPT Data A* OP 
Ka^c^ 31. 17B3 (BufP Daoli ) 

* OPPice OF Hasource Manajemetitr Djrsctor B3/03/31 63pp 
18358 2?5 


8005090013 Foruardt SER (NUREO-0768. Bupp 1 1> Including add I infa 
rvcalYtd Pnom applicant 6 ACRS cammants 

OBACE. 0 N Clinch River Brooder Reactor Program Office 83/05/02 
EONOEffECKER. V Energy' Dept oFi Clinch River Breeder Reactor Plant 
32pp 10369 32Z 24X Flche 50-537, 83/05/02 < 8303D900 13 


8305090035 NUHEO/Bfi-0006 BO I ER 

INSTRUCTIONS FOR COHPLETINO NUCLEAR MATERIAL TRANSACTION 
REPORTS Fprme OOE/NfiC-741. 74IA And 740M 

* Office of Nuclear Material Safety 6 Safeguarde, Director 
83/05/04 Ip 18381 199 


8305090040 HUREO/BR-0006 ROl 

INSTRUCTIONS FOR COMPLETINO NUCLEAR MATERIAL TRANSACTION 
REPORTS Forme D0E/MRC-74I. 741A And 740M 

• Opfice of Nuclear Material Safety k Safeguards, Director, 
S3/04/30 lOZpp 18380 27A 


8303090046 NUREa-O7S0 ROl 
NRC INCIDENT RESPONSE PLAN 

* Director's Office, Office of Inspection and Enforcement 
03/04/30 a7pp Available at NRC *3 75 18381 043 


B30SD9Q144 Suntmarltes review of eonipleted Generic Item B-24 re 
containment purge & vent 6 TKl Action Plan Item II E 4 2 
8ER ti ’’Override k Reset of control Circuitry in 
Vent 1 latl on/Purge Isolation 6 Other ESF Sye <0-24)," encl 
CLARK, R A Operating Reactors Branch 3 83/04/20 STEWART. H L 

Virginia Electric 6 Power Co 3pp 18367 073 24X 

Fiche 50-338.83/04/20,8305090144 


— 830509014? Safety eveluatlan approving containment purglng/ventlng 
during normal operations & override 6 reset of control 
circuitry In vent 1 latlon/purg a Isolation k other ESF sys 
• Office of Nuclear Reactor Regulation, Director 03/04/30 6pp 
18367 0 7 5 24X Flche 50-333,83/04/20,8303090144 


B30S090162 NUREO/CR-31 17 

BEISMICITY AND TECTONIC RELATIONSHIPS OF THE NEMAHA UPLIFT 
and MIDCDNTINENT OEOPHYSICAL ANOMALY Final Project Summary 
BURCHETT, R R Nebraska, State of LUZA, K V Oklahoma, State of 
VAN ECK'O V iGua OsolDglcal Survey FIN A-S774 03/03/28 

Division of Health, Siting 6 Waste Management 43pp Available at 
NRC, *12 00 18347 175 


8305090200 Forwards response to NUREO-0737 Item It K 3 13, "RCIC 
Automatic Restart " RCIC eys modified Such that reactor high 
vater level signal will automatically close RCIC turbine 
steam supply valvs, should valve be open, 

HARRINOTON.W D Boston Edison Co 83-108 83/04/39 VA8BALU0,D, S 

Operating Reactors Branch S Ip 18363 361 24X 

Flche- 50-393, 83/04/39, B305090300 


8308090380 Act receipt of 03Dl3i Itr requesting addl info re 
NVrEO- 0737. Item II K 3 30i "Oual i f 1 ca tlon of ADS Accumulator 
Bys, " Info requested from GE Response will be submitted by 
830630. 

ZIMHERHAN, 0 R Carolina Power & Light Co LAP-e3-U9 83/05/05 
VABSALLO.O B. Operating Reactors Branch 3 Ip 18363 340 34X 

Flche: 50-324, 83/05/05, 8305090380 


830S09046S Forwards BIcW "Bounding Analytical Assessment of NUREO-Oaso 
on LOCA k Operating kM/Ft Llnlti. " per 830331 commitment 
WESTAFER.O, R. Florida Power Corp. 3F-0483-33 83/04/29 

BTOLZ, J. F Operating Reactors Branch 4 Ip 18362 153 S4X 
Flche 50-303.83/04/39,8303090463 


—0305090464 77-1140899-01 

"Bounding Analytical Assessment of NVREO-0630 on LOCA t< 
Operating tVl/Ft Limits, " 

• Babcock «. Wilcox Co 83/04/3? S9pp 18362 154 24X 

Flche 50-303.83/04/29.8305090463 


03OSO9O4B6 Forwards response to Buppl 3 of BER INURE&-D5S8) , 
Becilon 3 10. "Seismic & Dynamic Qualification of Seismic 
Catagory 1 Mechanical k Electrical Equipment " 

FLYNN. J D Cincinnati Oas tc Electric co 83/05/05, DENTON, H 
Office of Nuclear Reactor Regulation, Director 4pp 18360' 333 
34X Flche 50-358,83/05/03,8305090486 


8305090553 Requests remittance of fee due for review of B30S17 amend 
application re tap lamentation of NUREO-0737 Items, providing 
just 1 f Icat Inn for Imposition of fees In response to 830401 
Itr contesting fee 

MILLER, W 0 Llctnse Fee Management Branch 83/05/03, 

ROORIOUEZ.R 3. Sacramento Municipal Utility District Ip 
18367 360 34X Flche, 50-312, B3/0 5/03, 8305090553 


8305100108 Application to amend Licenses oPR-32 <c DPR-37. revising 
radiological effluent Tech Specs in accordance w/Rev 3 to 
NUREO-0473 "Offsite Dose Calculation Manual" alto encl 
STEWART, W L Virginia Electric k Power Co 179 03/05/04 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
VAROAi B A Operating Reactors Branch l 3pp 18371 346 34X 

Flche 50-380,83/05/04, 8305100108 


—0305100111 Proposed revs to radiological effluent Tech Specs. In 
accordance u/ReV 3 to NUREO-0473 

* Virginia Electric 6 Power Co 03/05/04 87pp IB371 349, 24* 

Flche 50-300,03/05/04,8305100108 


8305100110 Responds to 030413 Itr re TMl Action Item 11 K 3 18. "Hods 
to ADS Sys Logic " One of two options <2 or 4) will be 
Implemented Choice based on benefit to design impact on 
schedule, availability of hardware L analysle & total cost 
BOUCHEYi O 0 Washington Public Power Supply System 003-03-408 
83/05/04 SCHWENCER, A Licensing Branch 3 Ip 18375*032 34X 

Flche 50-397,03/05/04,0305100110 


0305100114 Forwards review of existing Specs re containment cooling sys 
operability No nods required Revised Section 3 3, "ESF li 
Auxiliary Sys," will be consistent W/NURE9-0453 ti will be 
submitted as part of Amand 55 

OieSLERiC W Wisconsin Public Service Corp. NRC-B3-103 63/05/06. 

VAROA, 8 A Operating Reactors Branch 1 6pp 10375 020 24* 

Flche 50-305,83/05/06,8305100114 


8305100160 Forwards BER.Suppl 3 <NURE0-0887) W/o and, 

CUTCHIN, J M Hearing Branch 4 ISSUANCES OL 03/05/00 

BLOCH, P D , bright. 8 D . KLINE, J R. Atomic Safety and Licensing 

Board Panel ip 18374 273 24X Flche 50-440,83/05/09,8305100160 


8303100175 Forwards addl info re instrument accuracy k related data for 
containment pressure monl tors, containment water level 
monitors L containment hydrogen monitors <NURE0-0737, Items 
II F 1 4, II F 1 5 li It F 1 6), per 621110 request. 

□ 'TOOLE, J D Consolidated Edison Co. of New York, Inc. 83/04/29 
VAROA, 9 A Operating Reactors Branch I 14pp 10374 274. 24X 

Flche 50-247,03/04/39,0305100175 


8305100197 Forwards comments re proposed NUREa-0737 Tech 6pece>per 
630321 Itr request Comments should not be Inbarpretsd as 
formal position or commitment to specific course of action. 

DENTE, T J dWR Owners Group eWROO-BSlQ 03/05/06 EI6ENHUT. 0 0. 
Division of Licensing 4pp. 10374 311 


0305100229 Forwards response to questions raised during 630422 telcon 
re util plans concerning NUREO-0737, Item II F I, 

"Containment Instrumentation Upgrades " Dedicated recorder 
for hydrogen concentration will he provided 

RDDRIOUEZiR U Sacramento Municipal Utility District. 83/05/06, 
8T0LZ,J F Operating Reactore Branch 4 3pp 18374:128 24X 

Flche: 50-313. 03/05/06, 0305100339. 


0305100344 Submits info re NUREO-0737, Item II E 1.1, "Auxiliary 
Feidwatar Bys Upgrade Review," par 830407 request Info 
resolvsB protection of sys from internal mlisllas L addl 
protection required for condensate storage tank 

RODHIOlfiZ. R J Sacramento Municipal Utility District. 83/05/03. 
STOLZ, U F. Operating Reactors Branch 4 2pp 18378*331 24X 

Fiche 50-313,83/05/02,8305100344 


8305100347 Forwards addl justification supporting adequacy of test of 
electrical load to satisfy Llcsnse Condition 3. C 6 
WCAP-B931, "Setpoint Study, Duka Power, W1 11 lam B Mcoulre 
Nuclear Plant, Units 1 l< 3 " Rept withhold <rof 10CFR3 790). 

TUCKER, H 8. Duke Power Co 03/05/05 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director ADEN9AM, E. O. Licensing Branch 
4 2pp 18378 325 24X Flche 50-369,83/05/05.0305100347. 


S3OS1O0356 Forwards responses to New England Coalition on Nuclear 
Pollution fourth, sixth, eighth, twelfth, fourteenth 6 fifteenth 
motions for summery dlsposttlon 

LESBY.R P, Hearing Branch 3 ISSUANCES OL 83/03/31. HOYT.H , 
LUEBKE, E A > HARBOUR, U Atomic Safety and Licensing Board Pansl 
2pp 18411. 001 34X Flche* SO-443, 83/03/31, 8303100356, 


-0305100419 Affldevlt of RO LeOrange on util commitment to qualify 
wide-range pressure trinsmltters per NUREO-OSaB 
requirements. Commitment acceptable 

LAORANOE.R. S, Equipment Qualification Branch ISSUANCES OL. 
83/03/18. 3pp 1841 1*047 24X Flche 50-443,03/03/21,8305100356. 


—0305100439 Affidevit of JT Wiggins on util proposed alternatives to 
NUREO-0737, I tern I. A 1 i requirements re shift technical 
advisor position Proposal acceptable, 

WieoiNS, U, T Division of Project 8, Resident Programs, 18BUANCE6 
OL, 83/03/17. Spp 18411,057. 34X FI eh S. 50-443, 83/03/31, 

8305100356 
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— B3051004S4 Affidavit of Ro LaOrangs an quallf leatton af CIa«i IE 
alaetrtc valva oparatarc initallad Intldi contalnmant Utlt 
cammlttad ta qualification par NUREO-'OSQB 

LAORANOE.R.O Equlpmant Ouallflcatlon Branch ISSUANCES OL 
83/03/tB 3pp 10411. 0d>4 a4X Elcha SO-dAS. 63/03/21 • 8309100336 


8309100360 Adviaat that u/aicaptlon of Itam II K 3 31 on compltanca 
ki/t0CFR90 96,830324 comfflanti appllcabla to B30321 draft 
ganaric Itr Ravlau of 830324 lubmlttal ro coninantc on draft 
IAMEO-0737 BUR Tach Spacf r a qua* tad 

COUN8IL, U 0 Northaaft Nuclaar Enargg Co (tubi of Northaaat 
Utllttla*) CaUNSIUtU 0 North aaat Utllttiai B 10783 83/09/05 

ElSENHUTtO 0 Olvltlon of Lleanilng 2pp 18378 212 24X 

Fi eha 90-249. 83/09/09. 8309100368 


8305110003 Forward! avaluatlen of loas of dlichargt bad prataura on 
punp oparablllty ra NUREO-0737. Item 11 E 1 1 & 830131 SER. 
par IE Bullatln 80-04, Oparabl 11 tg of auilllarg faaduatar 
punpa aftar axtandad oparatlon at runout flow addraaied 
OlEBLER, C U. Hltconcln Public Sarvlca Corp NRC-83-103 63/09/06 

VAROAiS A Oparating Raactort Branch 1. 9pp 18408:200 24X 

Fieha . 90-309. 83/09/06. 8309110003 


8309110009 CoMtanta an adaquaeg of Implanantatlon of NUREO-0737. Itam 
III. A 2 1. "Emargancg Praparadnaaa. Upgrade Emargancg Plana 
to App Et 10CFR90. " Offalta 6 onaita anarganeg preparadntaa 
adaquata. 

CRUTCHFIELD, n Oparating Raactort Branch 9 LSa9-B3-09-023 

83/09/09. FIEDLER. P B Oanaral Public Utilltlaa - GPU Sarvlca Carp 
3pp 18409-023 24 X FI chi- 90-219. 83/09/09. 83091 10009 


8309110026 Ravi a ad atatanant of P Vacca an 830419 ra SECY 83-62 
concarning rav to 10CFR39. "Human Uae of Bgproduct Natl " 
VACCA. P C Aaaiatant Dlractor for Hatarlal Safatg 6 Llcanalng 

83/04/19. 7pp. 18412 338 


— 8309110009 Supporta <J Dalmtdlco 830228 atatamant of dff faring prof 
opinion ra SECY 83-62 (propoaad rav to tOCFR35) 

VACCA. P C, Aaaiatant Olractor for notarial Safatg & Llcanalng 
83/03/02. PALLADINO.H . 01L1N9KY.V. . AHEARNG. J Commlatlonara 
10pp. 18412 349. 


—8309110030 Taatlmong of J Dalmtdleo on 630419 In oppoaltlon to 8ECV 
63-62 (propoaad rav to 10CFR39). 

DELIlEOlCOtJ Aatlatant Dlractor for Matarlal Safatg (■ Llcanalng 
63/04/19 4pp 18418-399. 


8308110027 NUREO/CR-3119 VOi 

NUCLEAR POWER SAFETY REPORTINO SYSTEM FEASIBILITY ANALYSIS 
FINLAYSON. F. . IMS, d Atroapaci Corp FIN B-B299. 83/04/30 

Dlvialon of Facllltg Oparatlona. 39pp Aval lab la at NRC. *4 90 
18419:249. 


8309110049 COMoanta on Implanantatlon of ^(URE0-0737< Itam III A 2 1. 
"Eaiargancg Praparadnaaa. Upgrada Enarganeg Plana to App E. 
t0CFR90, '' Dnatta ti offalta tmargoneg praparadnaaa adaquata. 
CRUTCHFIELD. O. Oparating Raactort Branch 9. L609-83-09-024 

83/09/10. KAY, J A. Yantaa Atomic Elactrlc Co 3pp. 18409.014. 
a4X Flcha. 90-029, 83/09/10, 8309110049 


6309110099 Advlaoa that onaita h offalta anarganeg praparadnaaa 
adaquata. Eaargancg plant upgradad par NUREQ-0737, Itam 
III A.8. li "Emargancg Praparadnaaa, Upgrada Emargancg Plana 
to App E, 10CFR90. " Itom eomplata 

CRUTCHFIELD, D Oparating Raactort Branch 9 LSO9-B3-09-O82 

83/03/09. DIETCH, R. Boutharn California Ed 1 ton Co 3pp. 
18408.106. 24X Flcha: 90-206, 83/03/09, 83091 10099. 


8303110114 NURE0-0B71 V02 N02 

SUMMARY information REPORT. Data At Of April 30,1983. 

(Brown Book) 

» Managtnant Information Branch 83/04/30. 99pp 16419: 199 


8309110118 NUREO-0969 

REPORT OF THE EVALUATION TEAM ON THE QUALITY OF CONSTRUCTION 
AT THE ZIMMER NUCLEAR POWER STATION. 

a NRC - No Dotal lad Affiliation Olvan 83/04/30. 39lpp 
18418.001. 24X Fie ho 90-398,83/04/30.8309110118 


8309110119 NUREO/CP-0039 

THE man-machine INTERFACE AND HUMAN RELIABILITY AM 
ASSESSMENT AND PROJECTION. 

HAL.L,R.E , FRAOOLA. J. R. , LUCKAS, M J Inatlluta of Eloctrleal b 
Elaetronlc Englnaara. FIN A-3217 BNL-NUReO-91979. 03/04/30 
Off lea of Nuclaar Rogulatory Rtatarch. Dlractor 269pp. 18416.001. 


8309110120 NUREO/CR-2069 ROl 

SUfWARY REPORT ON A SURVEY OF LIOHT-MATBR-REACTOfi SAFETY 
eVSTEMS. 

HEDDLESONrP. A. Oak Rldga National Laboratorg. FIN B-0431. 
0RNL/N8IC-181/R. 83/09/31 D1 vial on of Rlik Ana Ig a la 396pp. 

18417:001. 


S3091 10126 NUREO/CR-3013 

REVIEW OF THE RANCHO SECO NUCLEAR GENERATINO STATION UNIT 
NO 1 AUXILIARY FEEDWATER SYSTEM RELtADILITV ANALYSIS Docket 
No 90-312 (Sacramento Municipal Utilltg Olatrlct) 

ILSERO, D , YOUNGBLOOD. R , PAFA2OSL0U. I A Brookhaven National 
Laboratory FIN A-3393 BNL-NU-REG-btdSO 83/04/30 Divltlon of 
Safety Technologg 49pp Available at NRC 44 79 18416 266 24X 

Flehe. 90-3 12.83/04/30.8 3091101 26 


8309110127 NUREQ/CR-3ia7 

CREVICE CORROSION OF TITANIUM ALLOY Tl CODE- 12 IN SIMULATED 

ROCK SALT BRINE AT 190 CENTtORADE Topical Report 

AHN, T. M . LEE. 8 S . SOC, p Brook haven National Laboratory FIN 

A-3237 ENL-NURea-9t693 83/04/30 Olvltlon Of Health. Siting b 

Maata Managomant Z8pp 18416 317 


8309110131 NUREO/CR-3073 

CONSTITUTIVE RELATIONS IN TRAC-FD2 

ROHATOI.U 6 . JO.J . NEYMOTIH, L Drookhavan National Labaratorg 
FIN A-3219 QNL-NUREG-91616 63/04/30 Divialon of Accident 
Evaluation 43pp 18412 S94 


8309110148 NUREO/CR-8774 904 

PHYSICS OF REACTOR SAFETY Ouartarlg Report. Oc tober - 
Oac amber 1982 

C Argonne National Laboratory FIN A-2013 ANL-e2-24 63/04/3D 

Olvltlon nf Accident Evaluation 3lpp 16412 199 


B3091101S4 Foruarda aupplementarg responae to 820223 6-manth rtaponaa 
to Generic Ltr 81-07. NUREO-06 12. "Control of Heavy Loadi. " 
to confirm b clarify itana diacuaiad In 620804 teleon 
LIDEN.E A. Public Service Electric (t Oas Co of Neu Jtraag 
GU-01-07 83/04/27 VAROA. 8 A Operating Reaetort Branch 1 Bpp 

18399 007 24X Flcha 90-272.83/04/27.3309110194 


— 8309110136 FSE-OlOB, "Malnb Procedure! " 

a Public Service Electric fc Oat Co of Mau Jarfog OL-81-07 
83/04/27 1,317pp. 18399 lOI SAX Flehe 90-272.03/04/27. 

83091101 94 


8309110162 NURE0/CR'3280 

MECHANISTIC ASPECTS OF BTRES9- CORROSION CRACKING OF TYPE 304 
STAINLESS STEEL IN LWR SYSTEMS 

NICHOLS, F A Arganna National Laboratory FIN A-2212 ANL-B3-19 
83/04/30 DlvUlan of Engineering Ttchnology 67pp 18412 227 


6309110174 NUREG-0940 V02 NOl 

ENFORCEMENT ACTIONS BIONIFICANT ACTIONS RESOLVED Quarterly 
Progrtai Report. January-March 1963 

a Dtractor-'a Offtcai Office of Inepactlon and Enforeimant 
83/04/30 SB6pp 10411-066 


8305110176 MUREG/CR-286B 

EWR REFILL-REFLOQD PROGRAM TASK 4 4 - CCFL/REFILL. SYSTEM 
EFFECTS TESTS (30 F SECTOR) SSTF SYSTEM RESPONaE TEST 
RESULTS 

SCHUMACHER, D. 0 , ECKERT, T. , FINDLAY. U A Oeneral Electric Co. FIN 
B-9877 6EAP-22046 83/04/30 D1 Villon of Accident Evaluation 

130pp. Available at NRC *6.00 18412 065 


3305110206 NURE0/CR-a7I6 V04 

REACTOR SAFETY RESEARCH FR0GRAM8 Quarterly Report, October - 
Dacembor 1962. 

EDLERj 3 K Battalia Memorial Inabltute. Pacific Northueet 
Laboratory FIN 8-2101 PNL-4279-4. 83/04/30 Dlviilon of 

Accident Evaluation 69pp, Available at NRC *9,00 18412 001 


3309110223 Reapnndi to 811031.620702 *< 830104 raqueete for eiceptlon 
from Table 1 of NURG0-O737 j Supp 1 1 r cqu irementa re location 
of amergeney oparatlon* facility Exception granted, 

E18ENHUT, D O Dlvleion of Lletnelng 83/04/29 UHRIG.R E Florida 
Power It Light Co 2pp. 18434:334 24X Flcha 90-290,03/04/29, 

6309110223 


S 309 110227 NUREO/ CR-3074 

APPLICATION OF REDUCTION METHODS TO NUCLEAR POWER PLANT 
STRUCTURES. 

MILLER. C A , PHlLIPPACaPQULO Qroofchaven National Laboratory FIN 
A-32t6 BNL-NUREG- 91683 83/04/30. Dlviilon of Engineering 

Technology. 96pp 16413 008 


6305110237 NUREO/CR-8331 V02 N3 

SAFETY RESEARCH PROGRAMS SPONSORED BY OFFICE OF NUCLEAR 
regulatory research. Ouartarlg Prograee Raport.Julg I - 
Septambar so. 1902 

KOUTSrH J . BARI.R a > CERGGNE, R J Brookhavan National Laboratory 
FIN A-3011, 8NL-NUREG-91494 83/04/30. Dlviilon Of Accident 

Evaluation. 163pp 1641 9- 032. 


8309110240 NURE0-074B V03 M03 

OPEHATINO REACTORS LICENSING ACTIONS SUMMARY Data As Of 
April 30.1983 (Orange Book) 

» Managamant Information Branch. 63/04/30. 3l7pp 10420 001. 
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830311O30B Application for amend to QLs revising Tech Specs 3/4 6 2 3> 
3/4 B a 4 & 3/4 8 2 9 to Increase con#idene* of batterg 
operability & provide time to correct battery conditions 
CLAVTON.F L Aiabaffla Fouler Co B3/09/03 VAROAi S A OFFicc of 
Nuclear Reactor Regulation! Director 3pp 1839-3 I9B 24X 
Flche 90-34B! S3/0S/03, 83891 10388 


8303110374 Foruards addl info re NURE0'-0737. Items 11 F 1 4. 1 1 F 1 9 & 
II F 1 6 concerning containment pres s ure< luater level & 
hydrogen monl tors# respective lyp p er 83010-6 request No 
obstructions uould prevent hydrogen from escaping from core 
FIEDLER* P B Ceneral Public Utilities - GPU Service Corp 83/09/06 
CRUTCHFIELD* 0 Operating Reactors Dranch- 3 3pp 18406 279 24X 

Flche 30-219,83/09/06,8309110374 


B30S110389 Foruards response to open item on safe load paths contained 
In NRC 820923 technical evaluation rept of util 820201 
submittal re control of heavy loado <NUREG-06 1 21 
CROUSE. R P Toledo Edison Co 946 83/09/06 STOLZ. J F 

Operating Reactors Branch 4 llpp 10406 201 24X 

Flche 90-346*83/09/06.8309110389 


8309110415 Notification of CROR Hecting 38 on 030918 in Dethesda* KD 
to discuss proposed rule* “Analysis of Potential Prcssurlied 
Thermal 3hocl Events," pr lor 1 1 1 la 1 1 on of generic safety 
Issues & operator requal i f Ication program Revieu matl end 
STELLO.V Regional Operations & Generic Requirements 83/OS/tO 
EISEHHUT.D 0 Office of Nuclear Reactor Regulation* Director 
tfORDAN. E L Director's Office* Office of Inspection and Enforcement 
CUNNINOHAN.R E Office of Nuclear Material Safety & 

Safeguards* Director 2pp 18394 221 


— 8305110428 Foruards proposed Commission paper discussing pr ior i tl lat Ion 
of generic safety Issues b transmitting draft NURE0-0933i 
"Prioritiiatlon of Generic Safety Issues " Procedures for 
identifying 6 managing Issues enc 1 

DENTONiN R Office of Nuclear Reactor Regulation* Director 
03/09/02 DIRCK3.W J Office of the Executive Director for 
Operations 77Ipp 18394 239 


8305110437 Foruards “Bounding Analytical Assessment of NUREG-0630 on 
LOCA & Operating kW/FT Limits." por 830409 Itr 
CROUSE. R P Toledo Edison Co 943 83/09/06 BTOLZ.JF, 

Operating Reactors Branch 4 Ip 18404 3,20 24X 

Flche 90-346,03/09/06.8309110437 


— B309110443 77-1142162-00 

"Bounding Analytical Assessment oF NUREO'0630 on LOCA 6 
Operating kU/FT Limits ’’ 

« Babcock b Wllcoi Co 83/09/06 2app 1B404 321 24X 

Flche 90-346.83/03/06,8309110437 


83031 10457 NUREO/CR-2769 

COMPARISON OF FIELD-MEASURED RADON DIFFUSION COEFFICIENTS 
WITH LADORATORV-MEASURED COEFFICIENTS 

LEPELi E A , SILKERiW 0 . THOMAS* W V Dattclle Memorial Institute* 
Pacific Northwest Laboratory FIN 8-2269 PNL-4414 83/04/30 

Division of Health* Siting 6 Haste Management 36pp Available at 

NRC *4 90 18413 214 


8303110467 NURE0/CR-3ai6 

HEI8SDAMPFREAKTDR (HDRl STEEL CONTAINMENT VESSEL AND FLOOD 
HATER STORAGE TANK STRUCTURAL OVNAMKa TEST 

OORMAN.V H , ARENDTS, J 0 * THINNES.G L EG&O, Inc FIN A-6306 
EGO-2249 83/04/30 Division of Engineering Technology lOSpp 

1B413 106 


83031 10476 NUREO/CR-3293 

ANALYSIS OF REINFORCED CONCRETE CONTAINMENT VESSELS WITH 
NONLINEAR SHEARING STIFFNESS 

CONLEY, C H , WNITE.R H . OERCELY, P Cornell Unlv FIN 9-9688 
83/04/30 Division of Engineering Technology illpp. Available 

at NRC *5 SO IB413 292 


S303I104S2 NUSEO/CR-0169 VOl 

LOFT EXPERIMENTAL MEASUREMENTS UNCERTAINTY ANALYSES 
METHOOOLOOY AND SUMMARY 

LASSAHM.G D E06G. Inc FIN A-6043 £00-2037 83/04/30 

Division of Accident Evaluation 4tpp 18415 020 


8305110491 NUfiEO/CR-2744 V02 

HUMAN RELIABILITY DATA BANK FOR NUCLEAR POWER PLANT 
OPERATIONS Volume 2 A Data Dank Concept And System 
Description 

COKER I M K * KOSINBKYtE J * ECKEL* J. S General Physics Corp FIN 
A-Iiaa SANDBa-7097. 83/04/30 Division of Facility Operations 
I77pp 18414 001 


9309110901 Forwards IE Intp Rept 30-333/83-07 on 830328-31 No 
noncompliance noted 

STAROSTCCKli R Division of Project i Resident Programa, 63/04/26 
MCNEILL. C A Power Authority of the State of Neu York app. 

18393 350 a4X Flche 90-333*83/04/26,0303110301 


—8309110508 IE Insp Rept 30-333/63-07 on 830328-31 No noncoMp 1 lenet 
noted Major areas inspected licensee actions taken to comply 
u/reqotrements described In NUREO-0737* Itam II B 2, ''Design 
Revleiii of Plant Shielding “ 

BBIOOS. L , HAVERKAMP, D . EAPEN.P Region 1. Office Of Director. 
83/04/22 8pp 18393 332 a4X Flche 30-333*83/04/26*0309110901 


8305110312 NUflE0/CR-3a61 

COOPERATIVE TEST PROGRAM ON CRACK ARREST TOUGHNESS 
MEASUREMENT Final Report 

FOURNEV.U L . HAHN, 0 T , HOAOLAND.R 0 Maryland, Unlv of FIN 
8-0119 63/04/30 Division of Engineering Technology 202pp 

Available at NRC *7 00 18414 178 


6303110318 NUREO/CR-3193 

AMALVaiS OF SEMISCALE K0D-2A SYSTEM UHl/SBLOCA EXPERIMENTS 
BHIMECKi D d EOfcO, Inc FIN A-603a EOO-2246 83/04/30 
Oivlilan of Accident Evaluation 42pp 18413 184 


8305110923 NUReO/CR-31B4 

PBF LOCA TEST LOC-6 FUEL BEHAVIOR REPORT 

BROUGHTON* J M , VINJAMURI.K * HAORHAN, D L EObO* Inc FIN A-6041 
E00-S244 83/04/30 Division of Accident Evaluation 66pp 

18419 119 


0305110920 NUREO/CR-2743 

PROCEDURES FOR USING EXPERT JUDGMENT TO ESTIMATE HUMAN 

ERROR PROBABILITIES IN NUCLEAR POWER PLANT OPERATIONS 

SEAVER, D A , STILLWELL* U 0 Decision Science Consortium, Inc » 

Sandla Laboratories FIN A-lIBS SAN082-7094 83/04/30 

Division of Facility Operations I27pp lB419'2a7 


6305120003 Responds to 030316 Itr requesting review of RCIC sys 
automatic restart per TMI Action Item II K 3 13 Acceptance 
criteria Identified In Itr satisfied 

ZIMMERMAN* 6 R Carolina Power & Light Co LAP-83-124 63/03/09. 

VABSALLOi O B Operating Reactors Branch 2 ip 18423-076 24X 

Flche 30-324*63/03/09,8305120003 


830S1200S8 Requests revlsu schedule for applicant response tn Generic 
Ltr 62-33 re NUREO-0737, Supp 1 I concerning emergency 
response capability H/o end 

YOUNOBLOao, B J Licensing Branch 1 OL-82-33 83/04/89 MOORE. V 

Human Engineering Section ROSA, F Instrumentation t> Control 
Branch PAGANO.F Emergency Preparedness Licensing Br (efter 601119 
sea IbEl 3pp 16443.191 24X Flche 90-000.63/04/29.8305120088 


8305120116 Advises that onsite tt offsite emergency preparedness 
adequate per 10CFR90iApp E Emergency plens upgraded per 
NUREG-0737. Item III A 2 1 Itam complete 

CRUTCHFIELD. D Operating Reactors Branch 9 L603-83-09-026. 

63/09/11 FARRAR, D L Commoniiiealth Edison Co 3pp 18423-040 
24X Flche 30-010*83/09/11*8309120116 


6309120189 Informs that post-implementation review Info on NURE0-a737, 
Items II F 14* II FI 9&IIF 16 will not be provided 
until 830701 due to higher priority post-THI work 
KRIEOER.R W Southern California Edison Co B3/03/i0 
CRUTCHFIELD* D Operating Reactors Branch 9. ip 18427-192. 24X 

Fichs 90-206. 83/03/10, 0309120189 


6309120323 Forwards response to MURE0-O61Si "Control of Heavy Loads * 
Acfc of receipt of matl requested 

CRANE* P A Pacific Gas & Electric Co 83/09/09 KNIOHTON. 0. W 
Licensing Branch 3 222pp 18432 042 24X Fiche 30-279,03/03/09, 

8305120325 


8309120370 Forwards Accident Evaluation Branch 8ER Input re NUREO-0737* 
Item lit 034* "Control Room Habitability " Syt acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5 LS05~83-05-027 

83/05/11 FARRAR, D. L Commonwealth Edison Co 6pp 18432 299 
24X Flche,- 50-837,83/05/11.8305120370 


— 8305120374 Advises that licensee proposed program re NUREO-0737« III* 
III D 3 4, "Control Room Habitability," acceptable 
MURPHY. D W Dattflle Memorial Institute, Pacific Northwest 
Laboratory FIN 6-2323 02/03/23 HULMAN, L G Accident 

Evaluation Branch 2pp 18432 301 24X Flche. 50-237. 33/05/11, 

0309120370 


830S1203S9 Forwerds RC8 preesure temp (P-T> curves requested In 
Section 5 3 2 of BER <NURE0-0a97> P-T curves will be 
submitted as part of final Tech Spec submission Submittal 
resolves issue 

VAN BRUNT, E E Arliona Public Service Co ANPP-'837 1 4-WFQ/ 

83/03/09 KNIGHTON, 0 Licensing Branch 3 4pp. 18433-120 24X 

Flche. 90-588, 83/09/09, 8309120389 


8309120440 Forwards IE Insp Rept 90-237/83-03 on 830111-0324 t< notice 
of violation 

LITTLE, M. 8 Region 3, Office of Director. 83/04/89 REED, C 
Commonwealth Edison Co 8pp 18431.091 24X Flche. 90-237, 83/04/89> 

6309120440 
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•8303120449 IE Imp Rept 30-237/83-03 an 030111-0324 Noncompl l4nce 
noted fallwr* to control recirculation riser pipe ueld rod 
studsi unused rod tt unused rolls oF E30BL-16 stainless steel 
ulra 

KEV.W J < DANIELSON. D H Region 3. DFFlce Of Director IEB-82-03 
83/04/21 llpp 18431 094 24X Flche 30-837.03/04/25. 

3309120440 


B30912051i2 Summary of 2&9th ACRS meeting on 820909-11 re safety gools 
for nuclear pooler plants 

• ACRS - Advisory Committee on Reactor Safeguards 63/03/03. 

ACRS — Advisory Committee on Reactor Safeguards 239pp 18442 211 


830913000B Informs that emergsney offsite facility (EOF) operational 
bi/cscaption of issuance of Procedure 1212 i< installation of 
dedicated phone lines at near-site support ctr & EOF. per 
Oanarlc Ltr 02-33 

UHRIO. R E Florida Power U Light Co QL -82-33 83/05/09 

EI8ENH11T. D 0 Division Of Licensing Ip 1S43& 326 24X 

Flcha- 90-230. 83/03/09, 8303130008 


3309130009 Updates progress In meeting scheduler commitments per NRC 
830314 order re Implementation of post-TNI Action Item 
II r 1, "Addl Accident Monitoring Instrumentation " 

FAY. C W Wisconsin Electric Power Co 83/03/06 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 3 3pp 18436 341 24X 

Ficli# 90-266.83/05/06,8303130009 


B309130030 Forwards addl justification required by SER {NUREO-OB47> 
■hawing that research b test results in area of hydrogen 
control capabilities Independent of containment spray 
conditions or boundary pressure retaining capabilities 
HILLS, L M Tennessee Ualley Authority 83/09/10 ADENSAM. E. 
Licensing Branch 4 4pp 18437 129 24X Flche 30-390,83/08/10, 

8309130020 


8309130038 Responds to 830316 request for addl info re NUREO-0737, Item 
II. K. 3 28, "Verify Qual 1 f Icatlon of Accumulators on 
Automatic Depressurization Bys Valves " Environ tc seismic 
qualification will be in accordance u/IE Bulletin 79-OtD 
RVBAK, B Commonwealth Edison Co IED-79-Olfl 83/03/10 
DENTON.H R Office of Nuclear Reactor Regulation, Director 2pp 
18436' 339 24X Flche 30-000,83/03/10,8303130038 


8309130039 Forwards supplemental info to 821012 response re NUREO-O737i 
Item II D 3, "Post-Accident Sampling Sys " Response to 
NRC Ouestlon 9(b> not presently available Info will be 
submitted by 830613 

BAYNE, J P Power Authority of the State of New York IPN-83-38 
83/09/10 E18ENHUT, D Q. Division of Licensing 16pp 1B437 010 
24K Flche 90-286,83/09/10.8309130039 


8309130094 Ack receipt of 821103 ltr re intention to complete Phase tl 
of control of heavy loads Issue (NURE6-0612> Final technical 
evaluation rept b NRC safety evaluation to ensure no 
outstanding dsflclenciet remain requested 

OARRITY.d. H. Maine Yankee Atomic Power Co I1N-03-94 83/03/10, 

CLARK) R A Operating Reactors Branch 3 2pp 18437 031 24X 

Flcha. 30-309, 83/09/10, 8303130034 


B3O913O067 Advlias that util endorses Rev 3 to BAW-10092P b DAW-101 34P 
a.s response to NDREO-0737, Item 11 K 3 30, "Revised Small 
Break LOCA Methods to 8how Compliance W/IOCFR90, App K " Work 
on Item will not commence until repts approved by NRC 
WEBTAFER.O R Florida Power Corp 3F-03B3-07 83/09/09 

8T0LZ,iJ F Operating Reactors Branch 4 Ip 18436 249 24X 

Flcha 30-302,83/09/09,8303130067 


8309130099 Forwards licensee 830428 ltr re emergency feedwater 
Instrumentation b control (EFIC) sys b upgraded auxiliary 
feedwater ays, NUREO-0737, Items II E 1.2 b II K. 2 10 Ltr 
provide* new info on mod completion schedule W/tvc list 
BAXTEFtfT.A Bhaw, Pittman, Potts b Trowbridge BAXTER. T A 
flaeranento Municipal Utility District 63/09/ 11 ROSENTHAL, A S , 
BUCK. U. Hi KDHLi C, N Atomic Safety and Licensing Appeal Pansl 3pp 
18437-223 24 X Flche. 90-312, 83/09/1 1< B309130D99 


8309130118 Advises that mods to purge sys not required Sufficient 
margin aiists to allow chick valve to perform intended 
safety function. 1 tam closes out 3X of rated thermal power 
portion of Licanie Condition 2 C.S 

UKRIO, R E Florida Power b Light Co, L-e3-2B6. 83/03/10 

EIBENHUT, D 0. Division of Licensing 2pp 18438.097 24X 

Flche* 30-389, 83/09/10, 83031301 18 


8309130146 Lists documentation to be provided re 9ER Outstanding Issue 
3 TNURE0-0B33>. "Seismic Analysis," per NRC request at 
830420 meeting W/Bargent b Lundy In Bethesda, MD, satisfying 
site-specific spectrum concerns 

MULLER, 0 E Illinois Power Co. U-0636 83/03/10 BCHHEMCER, A 

Licensing Branch 2. 3pp 18438; 124 24X Flche 90-461.83/03/10, 

8309130146. 


8303130294 Forwards safety evaluation b Franklin Research Ctr technical 
evaluation rept, “Control of Heavy Loads (C-10 ). Oconee 
Nuclear Power 5te 1 1 on , Un 1 1 s 1,2 b 3 “ Phase I actions 
acceptable per NUREO-0612 

STOLZ.JF Operating Reactors Branch 4 63/04/20 TUCKER. H D 

Duke Power Co 3p p 18497 179 24X Flche 30-269,83/04/20. 

8303130294 


— B303130296 Safety evaluation supporting Phase I actions re control of 
heavy loads (NUREC-0612) 

• Office of Nuclear Reactor Regulation, Director 63/04/20 Ip 
18457 182 24X Flche 90-269.03/04/20.8303130294 


— 03O4O7O2B6 TER -C 550'6-374/379/37 

"Control of Heavy Loads (C-10), Oconee Nuclear Power Station 

Units 1,2 & 3," technical evaluation rept 

RDSERTSi 8 Franklin I ns 1 1 tute /Fra nk 1 1 n Research Center 

NRC-03-S 1-130 TAC 08063 83/03/31 CLEMENSON.F NRC - No 

Detailed Affillatton Olven 28pp 16497 163 24X 

Fiehe 50-269.83/04/20,0305130294 


8309130326 Comments on NIJREO/CR-3324 Items Unprotected transient 
overpower accident b unprotected loss-of-flow accident 
should be reviewed at ACRE full committee meeting 
KA8TENBER0,H E ACRB - Advisory Committee on Reactor Safeguards 
83/03/28 CARDON, N ACRS - Advisory Committee on Reactor 
Safeguards 4pp 18497 303 


8303130341 NUREO/CR-31 14 ERR 

PROCEEDINGS OF WORKSHOP ON COGNITIVE MODELING OF NUCLEAR 
PLANT CONTROL ROOM OPERATORS August 1 5- lO, 19S2, Dedham. 

Massachusetts 

» Oak Ridge National Laboratory aRNL/TM-B614 83/03/10 Office 

of Nuclear Regulatory Research, Director Ip 18443 392 


8399160013 Submits schedule for providing Info re NUREG-0737. I tem 
II B 3t "Post-Accident Sampling Capability " Formal 
procedure for relating radionuclide concentrations to core 
damage expected by startup from 1964 refueling outage 
MANOAN. C V Niagara Mohawk Power Corp 83/09/11 EIBENHUT. D Q 
Division of Licensing Ip 10433 162 24X Flche 90-220.63/09/11, 

0303160013 


6399160022 Advises that onsite b offsite emergency preparedness 
adequate b emergency plans upgraded per NUREO-9737, Item 
III A 2 1 Item complete 

CRUTCHFIELD. O Operating Reactors Branch 9 LSa5-a3-09-03D 

63/09/13 CDUN5IL, H 0 Connecticut Yankee Atomic Power Co 4pp 
18452 349 SAX Flche 90-000,63/05/13,8309160022 


8305160041 Forwards marked-up FSAR pages describing equipment for 
sampling b monitoring process b effluent streams during 
postulated accidents Submittal closes out commitment In 
Section 11 S 2 (Pegs 11-14> of SER , NUR 6(7-0892 

BOUCHEY. G 0 Mashing ton Public Power Supply System 002-63-417 
63/05/10 SCHUENCER, A Licensing Branch 2 20pp 16444' 009 24X 

Flche 90-397.93/08/10.8303160041 


8305160099 Clarifies commitments re timing for completion of 
preoperatlona 1 testing of auxiliary bldg ventilation sys 
Review of SER, NURE8-0876. indi cates misunderstanding may 
exist 

TRAMM, T R Commonwealth Edison Co 6594N 63/05/11 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 16493 110 
24X Flchp 50-454.63/09/11.8303160039 


8305160195 Addl response to FQIA request for all documents dtd 820101 
detailing or referring to SALP for facility Forwards 
documents listed in App A Further search for documents in 
progress 

FELTON, J M Division of Rules and Records 83/03/31 CLARK, R A 
6an Francisco Examiner 2pp, 18462 19) 24X Flche 90-312.63/03/31, 

6303160193 


— 6303160204 Forwards SALP evaluation of IAEA safeguards licensing 
activities for facility 

(7IBS0N, J Standard 1 1 at 1 on b Special Projects Branch 02/10/18 
miner, S Operating Reactors Branch 4 8pp 10462 194 24X 

Flche. 50-312, 03/03/31, 6309160195 


0309170048 Advltss that NUREO-0737, Item III A 2 1. “Amend iOCFRSO b 
App E, " considered complete fallowing c(iinprshens 1 ve 3-wk 
onsite emergency preparedness appraisal 

VARGA, 8 A Operating Reactors Branch i 63/09/11 UTLEY, E E 
Carolina Power b Light Co 3pp 18494 tBl 24X 
Flche 90-261,63/05/11,0309170040 


0309170037 NUHE0-096B SOI 

SAFETY EVALUATION REPORT RELATED TO THE CONSTRUCTION OF THE 
CLINCH RIVER BREEDER REACTOR PLANT Docket No 90-337. {U 8 
Department of Energy, Tennessee Valley Authority And Project 
Management Corporation) 

» Clinch River Breeder Reactor Program Office S3/09/3t 36pp 
18493,199 24X Flche; 50-937, 83/09/31, 8309170097 
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B3031700&4 Responds to S304i8 petition k 0418 am«nd< req,uestlns that 
NRC order PS£bO to shou cause uhij fac i 1 f ti^ restart should 
not be restrained Petition denied based on end Director's 
Oeei s 1 on 

OENTCMi H R Office of Nuclear Reactor Regulation! Director 
B3/04/S? RODRIQUEZ! \1 H Neu Jersegi State of 3pp 13494 184 
24)( Ftche »<]'272! 83/04/29! 830:>1 70064 


8303170132 NUfl£0/CR-3S33 V02-04 

TECHNICAL ASaiSTANCB FOR REOOLATORV OEVELOPHENT REVIEW AMD 
EVACUATION OF THE DRAFT EPA STANDARD 40CFR19I FOR DISPOSAL 
OF HI OH-LEVEL WASTE 

• Sandia Laboratories FIN A-tl69 8ANDB2-13S7 83/04/30 

Division of Waste Management 316pp Available at NRC $9 00, 
18479 233 


— B30317009S Safety evaluation re restart of facilities Llctnsee 
acceptably revised L expanded surveillance testing programs 
to address reactor trip issue 

a Office of Nuclear Reactor Regulation! Director OD-83-'Oi& 
83/04/28 43pp 18494 193 24X Flche 50-272. 03/04/29! 83031 70044 


8303170084 NllRCO/CR-3240 

COMPARISON OF CRBR DESIGN OASIS EVENTS WITH THOSE OF 
FOREIOM LMFOH PLANTS 

AORAMAL. A K Srookhaven National Laboratory FIN A-3344 
BNL-NUflEO-31463 83/04/30 Clinch River Breeder Reactor Program 

Office B9pp Available at NRC *5 00 1 8493' 193 S4X 

Flche 30-337. 03/04/30. 8303170084 


8303170133 NUBEO/CR-3235 VOS-06 

TECHNICAL ASSISTANCE FOR REOULATORV DEVELOPMENT REVIEW AND 
EVALUATION OF THE DRAFT EPA STANDARD 40CFR19I FOR DISPOSAL 
OF HIGH-LEVEL WASTE 

• Sandia Laboratories FIN A-I1A9 SAND82-1S57 83/04/30 

Division of Waste Management 144pp Available at NRC •&. 90, 
18479 107 


8303170137 NUREO/SR-0023 V09 N4 

INFORMATION REPORT ON STATE LEGISLATION 

KERR. G W Office of State Programs! Director 83/03/31 14pp< 

18494. 001 


8309170088 NUREO-OSeO Vt2 N04 

REGULATORY LICENSING STATUS SUMMARY REPORT Data As Of April 
30.1983 IBiue Book) 

• Management Information Branch 03/09/31 4Spp 18493 S77 


8303170149 NUREO-0972 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SHEAR ON HARRIS NUCLEAR POWER PLANT UNITS 1 AND 2 Docket Nos 
STM 30-400 And 9TN 30-401 (Carolina Poiiicr And Light Company) 

• Office of Nuclear Reactor Regulation. Director. 83/04/30 220pp, 

18477:216 24X Flche 30-400.83/04/30.8309170149 


8305170092 NUREG-0900 H04 

BTAMDARD REVIEW PLAN Proposed Revision 4 To 6 2 2. 

Containment Heat Removal Systems 

« Office of Nuclear Reactor Regulation. Director P6RP-4 2 2 R4 
83/09/16 lOpp 18A99 308 


B309170093 Board Notification 83-62 foruards NRC evaluation team 
Independent assessment of Installed safety-rela ted 
equipment W/o rept 

NOVAK. T M Division of Licensing 83/09/10 Atomic Safety and 
Licensing Appeal Panel 7pp 18495 317 24X Ftche 90-338.63/05/10. 

8303170093 


— 8305170098 Foruards MfiC evaluation team rept (NUREO-0969) re onsite 
hard'uare evaluation conducted 830124-0304 M/o end 
OIRCKa. W J Office sf the Executive Director for Operations 
83/09/04 PALLADINOiN . 01 L INSKY. V . AHEARNE.J Commissioners 
Ip, 18495 323 24 X Fiche 50-358.83/05/10,8305170093 


B30S170096 NUREG-0SS7 B03 

SAFETY EVALUATION REPORT RELATED TO OPERATION OF THE PERRY 
NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Nos 30-440 And 
50-441 (Cleveland Electric Illuminating Companyl 

> Office of Nuclear Reactor Regulation. Director 83/04/30 79pp 
18492 303 24X Fleh# 30-440.03/04/30,8303170096 


8303170101 NUREG/CR-24B2 V02 

REVIEW OF DOE WASTE PACKAGE PROGRAM Sub task I 1 - National 
Waste Package Program Parts 1 And 2 

SISKIND. B . H8IEH, 0 . 8HAD, U Braokhaven National Laboratory FIN 
A-3164 DNL-NUREO-91494 83/04/30 Division Of Waste Management 
I29pp Available at NRC *6 00 18477 087 


8305170118 NUnEG-0897 FC 

containment EHEROEMCY SUMP PERFORMANCE Technical Findings 
Related To Unresolved Safety Issue A-43 

BERKtZ.A W Division of Safety Technology 83/04/30 129pp 

18493 007 


S309I7O121 NUREO/CR-3173 

NEW MADRID SEIEMOTECTONIC STUDY Summary Of Activities 
1977-1981 

BUSCHBACH, T C. St Lduls Univ . St Louis. MD 83/03/31, 

Division of Health. Siting b Waste Management 2t4pp Avellable et 
NRC «7 00 18480 209 


8309170122 NUREO/CR-3239 VOl 

TECHNICAL ASSISTANCE FOR REGULATORY DEVELOPMENT REVIEW AND 
EVALUATION OF THE DRAFT EPA STANDARD 40CFR191 FOR DISPOSAL 
OF HIGH-LEVEL WASTE 

CRTIZ.N R Sendla Laboratorlts UAHI.K K Science Appllcattnns. 
Inc FIN A-11A5 BAMDB2-1937 83/04/30 Division of Waste 

Management 32pp Available at NRC 43 25 18493 136 


8305170123 NUREO-0869 FC 

U8I A-43 RESOLUTION POSITIONS 

6ERKIZ.A W Division of Safety Technology 83/04/30 74pp 
18496 023 


8309170190 Foruards addl Info requested in 830902 Itr re PDRV/8V 
failures It challtnges Further ref should be made to 820623 
response to NUREO-0737. Item II D 1 

OIESLER. C W Wisconsin Public Service Corp NRC-83-tOS 83/05/13 
VAROA, 8 A Operating Reactors Branch 1 3pp 18466' 291. 24X 

Flchs 30-309.83/05/13.8305170150 


8309170218 Foruards rtsponst to 830208 ti 0317 requests for addl 
Info re NUREO-O737i I terns II F 1 4. "Containmsnt Prtssure 
Monitor." 11 F 1 5, "Containment Water Level Monitor" & 

II F 1. 6. "Containment Hydrogen Monitor " 

LENTINE.F G Commonuealth Edison Co 6S66N 83/03/13 DENTON. H R. 

Office of Nuclear Reactor Regulation. Director Bpp 18466 332. 

24 X Flche 90-399.83/03/13,8309170210 


8309170232 SECV-B3-I9B 

Informs Commission of findings of Saltm ATWS generic 
Implications task force rt overall mgt capability & 
performance S. reactor trip syt rillabllity 

DIRCK8. W J. Office of the Executive Director for Operations. 
83/03/02 159PP 18476 184 24X Flche- 90-272. 83/03/02, 0303170232 


8303170346 Forwards IE Insp Rept 30-397/03-13 on 830404-08 No 
noncomp 1 lance noted 

STERNBERG, D M Region 9. Office of Director. 83/04/19 
CARLISLE. C 8 Washington Public Power Supply System 2pp 
18469 268 24X Flche 30-397.83/04/19,83091^0341. 


—8309170349 IE Insp Rept 90-397/83-13 on 830404-08 No noncompl lance 
noted MaTor areas Inspected preopiratlonal test program. open 
Items. IE bulletln/clrcular response. THI (NUREO-0737) 
activities <c Independent Insp 

WILLETT, D J , DODDS, R T Region 9. Office of Director IEfi-B2-04 
03/04/19 3pp 18463.270 24X Flche 90-397,83/04/19,8303170346 


8303170369 Comments on NOREO-0737. Item III A 2.1. "Eaieroency 
Prepersdness. Upgrade Emergency Plans to App E. 10CFR30 " 

Onsltt Ic offsite emergency preparednets adequate. Item 
complete 

CRUTCHFIELD. D Operating Reactors Branch 9 LS09-83-03-036. 

83/09/16 VANDEWALLE, D U. Consumers Power Co, Spp 18466' 077, 
24X Flche 90-199.83/03/16.8309170369 


8303170416 Notifies that onsite L offsite emergency preparednets 
adequate. NUNEO-0737. Item III, A 2,1. "Emergency Preparedness. 

Upgrade Emergency Plans to App E. lOCFRSO. " complete 
CRUTCHFIELD. D Operating Reactors Branch 9. L8Q3-B3-09-037 

83/09/16 LINDER. F Dairy land Power Cooperative Spp 18469-290. 
24X Ftche. 90-409, 83/09/16, 8309170416 


8309170499 Forwards propossd schedule for resolution of SEP integrated 
essessment open items Identified in NURE0-08S9. "Integrated 
Plant Safety Assesiment " NRC will be Informed immediately 
of any scheduler difficulties 

KAY.J A Yanksa Atomic Electric Co FYRB3-48 83/03/02 
CRUTCHFIELD, 0. Operating Reactors Branch 9. 9pp. 18469,321 24|C 

Flche 30-029,83/09/02,8309170499 


8309170128 NUHEQ-0020 V07 NOl 

LICENSED OPERATINO REACTORS STATUS SUMMARY REPORT Date Ae Of 
Decembor 31 t 1982 (Gray Boot) 

a Management Information Branch. 83/01/31 391 pp IB478 076, 


8303170471 Responds to Oanerlc Ltr 82-33 tNOREG-0737. Bupp 1 1) re 
emergency response capability requirements. Prograss In areas 
of safety parematar display sys. detailed control room design 
reviews it emergency response facilities summariiad 
SASKIN.K P Southern California Edison Co OL-82-33. 83/09/13. 

CISENHUT. D O, Off let of Nuclaar Reactor Regulation. Dlractor Bpp 
18470 077 24X Flche- 90-361, 83/05/13, 8305170471 
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B309t70496 Forward* IE Imp R«pt 90-27S/83-0<? on 930222-39 «t 0314-18 No 
fioncompllanc* notad 

BOQKiH E Raglan 9< Office of Dtractar 83/04/^22 CRANEi P A 
Pacific Oat b Electric Co 2pp 19470 049 24X 

FI Chi' 90-279( 83/04/22. 0309170496 


— 6309170901 IE Imp Rapt 90-279/93-09 on 830222-39 b 0314-19 No 
noncomp llanc* noted Major artai Intpacted Implementation of 
K0REO-O737> Item II F 1. "Addl Accident Monitoring 
Inttrumentatlon ” 

OAflCIA.E H . hENSLAMSKI.F A , BOOK. H E Raglan 9. Office of 
Director 83/04/22 7pp 13470 047 24X Flche 90-279.83/04/22, 

0309170496 


B309170919 Forwardt IE Intp Raptt 90-361/93-14 b 90-362/83-14 on 
830331-30 it notice of violation 

6CARAN0. R A. Divltlon of Radiological Safety b Safeguards Program 
63/04/10. PAPAY.L T Southern California Edison Co 2pp 
13467 260 24X Flche 90-361.83/04/13.9309170913 


— 8309170930 IE Insp Repts 90-361/83-14 k 90-362/83-14 on 930321-30 
Noncompllance noted failure to perform surveys, Inform 
workers b properly monitor llguid radioactive affluent 

release 

yOHAS.O P . WEN 8 LAMSKI.F A , BOOK. H E Region 9. Office of 
Director 90-362/83-14 83/04/14 lOpp 18467 264 24X 

Flche* 90-361, 93/04/19,9309170919 


B30M70996 Forward* SER Guppl 1 <NURE8-09S4) »/o end 

JOHNSON, 0 E Hearing Branch 4 93/09/16 KELLEY. J L , FOSTER. R F , 

CALLtHAN.D. Atomic Safety end Llccnalng Board Panel Ip 
18469.160 24X Flche* 90-413, 83/09/16, B309170996 


8309170979 NUREO-0837 V02 NOSER 

NRC TLD DIRECT RADIATION MONITQRINO NETWORK Progress Report, 

July - September 1992. 

» Division of Technical Information b Document Control. 83/04/28 
Ip. 18496.119 


8309170669 NUREO-OS96 SOI 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEABROOK STATION. UNITS 1 AND 2 Docket No* 90-443 And 
30-444. < Pub 1 1 c Service Company of Neui Hampsh Ire. at al 1 
» Division of Licensing. 83/04/30 33pp Available at NRC 
*4.90 18481 332. 84X Flche 90-443.83/04/30,9309170668 


0303170674 NUREO-1000 VOl 

QENERIC IMPLICATIONS OF ATW3 EVENTS AT THE BALEM NUCLEAR 
POWER PLANT Saneric Implication* 

a Office of Nuclear Reactor Regulation, Director 83/04/30 149pp. 

Available at NRC. *6 90 10491.183 24X Flche* 90-272. 83/04/30, 

8303170674 


6308170712 NURE<J-0994 801 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS 1 AND 2 Docket No* 90-413 And 30-414 
(Duke Power Company, at al ) 

a Division of Licensing. 83/04/30 96pp Available at NRC 
*4.73. 10481.126 24X Flche 30-413,83/04/30,8309170712 


8303180081 Forward* Amend 90 to License DPR-49 b notice of Issuance fc 
availability Amend deletec requirements for shift technical 
advisor to be on duty during refueling per THI Action Item 
I.A 1 1 

VASBALLO, D B, Operating Reactors Branch 2 83/09/03. ARNOLD, 0 

loua Electric Light b Power Co. 3pp. 18303:270 24X 

Flche: 30-331, 83/09/03, 8309100081 


— 8309180091 Amend 90 to License DPR-4'9, delating requirement for shift 
technical advisor to be on duty during rafusltng par THI 
Action Item I, A 1. 1 

VASBALLO, D B. Operating Reactor* Branch 2. 83/09/03, 4pp 

18903:273 24X Flche 90-331,83/09/03,8303180081. 


8309180161 Informs that NURE0-0737i I tern I II, A 2 1, "Emergency 
Preparedness, Upgrade Emergency Plan* to App E, 10CFR90, ” 
comp late. 

BTOLZ.J F Operating Reactor* Branch 4. CLARK. R A, Oparatlng 
Reactors Branch 3 83/03/11 ORIFFIN, J M. Arkansas Power b Light 

Co. 3pp 18902 348 24X Flche 90-313,83/09/11,8309180161 


8309100169 Informs that emergency plan upgrade to meet 10CFR90 App E, 
NUREO-0737, Item III A 2 1 requirements complete. 

VAROAiS A. Operating Reactor* Branch 1, 03/09/13 8 TEMART 1 H. U. 

Virginia Electric b Power Co 3pp 10902:391 24X 

F 1 C h e ; 90-280, 03/09/ 1 3, 0309 1 80 1 69 


8309100389 Forward* "Preliminary Design Assessment of Byron/Bralduoo d 
Oeneretlng Station b Control Room Human Factors Engineering 
Review," Supple I b 11 

SWARTZ, E.D Commonwealth Edison Co. 6946N 83/03/0? DENTON, H R 

Office of Nuclear Reactor Regulation, Director Ip 19407:001 24X 

Flche* 90-000, 83/09/09, 8309180309. 


--6309180397 "Preliminary Design Assessment of Oyron/Dra i duood Osnerating 
Station Control Room Human Factors Engineering Review," 

Suppls I b 11 

« Commonwealth Edison Co 83/04/30 221pp 18487 002 24X 

Flche 30-000.83/03/09,0309180389 


8309180433 Forwards safety evaluation re BUR Owners Group 001230 
response to NUREO-0737, Item II K □ 49. "Depressurl la 1 1 on 
W/Other Than Automatic Depressurl la tton 8 ys ” No mods 
required 

CRUTCHFIELD. D Operating Reactor* Branch 3 LS09-B3-03-041 

03/09/17 FIEDLER. P. D General Public Utilities - GPU Service Corp 
2pp 18466 199 24X Flche 90-219,83/09/17,9303180433 


— 6309180440 Safety evaluation of QWR Owners Croup generic response to 
NUREG-0737. I tem II K 3 49, "Depr es sur 1 latlon U/Otber Than 
Automatic Depressurization Sys " No mods required 
* Operating Reactors Branch 3 83/03/17 4pp 18406 197 24X 

Fleha 90-219, 83/03/17,8309180433. 


8309180468 Forwards responses to NRC concerns raised at 830218 meeting 
w/utll to close out open 1 tarns re emergency feedwater 
control sys, per NURE0-0767| aup p 1 1 H/23 oversize drawings 
Aperture cards arc available In PDR 

KAURIN.L V Louisiana Power b Light Co W3PB3-14B4 63/09/13 

KNIGHTON, 0 U Licensing Branch 3 31pp 10482 131 84X 

Fleha 30-382,83/09/13,8309180468 


0309180347 Forwards order extending completion date for Installation of 
plant mods needed to comply w/NUREO-0661 Extension granted 
until 90 days after start of Fuel Cycle 9 <1983 refueling 
outage} 

VASSALLQ.D B Operating Reactors Branch 2 03/03/03 PILANT. J M 

Nabraska Public Power District 2 pp 19309 084 24X 

Ficb* 90-298.83/09/09,8309180347 


— 8309180948 Order modifying 8 JOII 3 b 820919 orders, extending completion 
date For Installation of plant mod* needed to comply 
w/NUREO-0661 Extension granted until 90 days after start of 
Fuel Cycle 9 (1983 refueling outage) 

PURPLE. R A Division Of Licensing. 83/09/09 Nebraska Public 
Power District 4pp 18309 0B6 24X Flche 30-298,83/09/09. 

8309180947 


8303180963 Foruardi revised order establishing 830930 completion date 
for implementing NURE0-0737. I terns 1 1 0 3 r* post-accident 
sampling b 1 1 F I 1 b 11 F I 9 re accident monitoring 
VA8SALL0, D » Operating Reactors Branch 2 83/09/09 UTLEY, E E 

Carolina Pawar b Light Co. 2pp 18904 394 24X 

Flche 30-324,83/09/03,8309180363 


— 3309180966 Revised order confirming licensee commitments to implement 
NUREO-0737, Items II B. 3 re post-accident sampling b 1 1 F. 1 I 
b II F 1 9 re accident mon 1 tor ing, t y 830930 

PURPLE.R A Division of Licensing. 83/09/09 Carolina Power b 
Light Co 9pp 18904 336 24X F 1 che. 30-324, 83/03/09, 8309180363 


8309180368 Informs that emergency plan upgrade to meet lOCFRSO App E, 
NUREG-0737. I tam ill. A 2 I, complete Item closed 
VAROA.S. A Operating Reactors Branch 1 83/03/13. UHRIG, R E 

Florida Power b Light Co 3pp 16309 293 24X 

Flche 30-230.83/03/13,8303180968 


6309180973 Forwards SER supporting licensee responses to NUnEO-0737, 
Items II F 1 4, "Containment Pressure Monitor,’' II F i 9, 
"Containment Hater Level Monitor," b II F 16, "Containment 
Hydrogen Monitor ” 

VAROA.S A Operating Reactors Branch 1 83/03/02 0IE8LER, C U 

Uisconsln Public Servlet Corp 2 pp 18903 300 24X 

Flche 90-303, 63/03/02, 8303160373. 


— 8309160980 Safety evaluation supporting llcansee response* to 
NUREO-0737, I terns II. F I 4, "Containment Pressure Monitor." 

II F 1 S, "Containment Hater Level Monitor," b 11 F. 1,6. 
"Containment Hydrogen Monitor." 

« Office of Nuclear Reactor Regulation, Director. 83/09/02 6pp 
18909:310 S4X Flche 30-309.83/05/02,8309180973 


8309180691 Fariitards revised order modifying completion dates for 
NUREO-0737, Items 1182, “Plant Shielding," II 8 3, "Post 
Accident Sampling" b II F 1 2, "Accident Monitoring 
Instrumentation " 

VARGA, 9. A Operating Reactors Branch 1 83/04/28 FARRAR, D L 

Commonwealth Edison Co 2pp, 18909 181 24X Fic ho: 90-299, 83/04/28, 

8309180691. 


—8309180702 Revlitd order modifying completion dates for NUREG-0737, 
Itams 11 B.a, "Plant Bhlslding, " II B 3, "Post-Accident 
Sampling" b II F 1 2, "Accident Monitoring Instrumentationt " 
per Generic Ltr* 62-09 b 82-10 

EI8ENHUT. D O Division of Licensing 0L-82-09 83/04/26. 

Conmonwealih Edison Co 9pp 18909.163 24X 

FlCh* 90-299,83/04/28,6309160691 
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aa05ia0743 inform that NUReG-0737. I teoi HI A 2 '•EmoPsentg 
Prepiarednessi Upgrade Emergency Plans to App E< 10CPR3O> " 
completed Item closed 

• Operating Reactors Oranch 1 83/03/13 DOLAN i J Indiana tt 

Hicliigan Electric Co 2pp 18306 043 24X Flche 30-31 5. 83/03/ 13j 

B303I8O743 


B3051e07B2 MUReG/CH-3016 

EVALI/ATIOM OF THE SPLIT-M APPROACH TO MODELING NON -BUOYANT 
RELEASES FROM VENT STACKS 

RAMSDELL.J V Battel le Memorial Institute. Pacific Northwest 
Laboratory FIN B-2314 PNL-431A Q3/04/30 Division of Systems 

Integration fpost 811003}. 49pp Avallahte at NflC *4 73 
I 8302 377 


B30S1B0796 NURe0-094J 

THE NRC'S LIMIT OM INTAKE OF URANIUM ORE DUST 

MCOUIftE. S A Division of Facility Operations 83/04/30 30pp 
Available at NRC 43 30 18304 327 


830S180S34 Forwards safety evaluation of otJl submittals re NUBE0-0737i 
Items 1 1 F 1 4, II F I 3 fc 1 1 F 1 A on containment pressure, 
water level b hydrogen monitors Requirements resolved 
Equipment environ qual i f 1 cat 1 on to be revleiired separately 
VARGA. S A Operating Reactors Branch 1 B3/OSyOS t/KRIO.R E 
Florida Power t< Light Co 3pp 18906 031 24X 

F 1 c h e 30-230. 33/03 / 02. 0303 1 80 0 34 


— 8303180836 Safety evaluation of util submittals re NUREG-0737. I terns 
1 1 F 1 4 re containment pressure monitor. 1 1 F 1 S on 
containment water level monitor & II F 1 6 re containment 
hydrogen monitor Licensee design acceptable 

• Office of Nuclear Reactor Regulation. Director 83/03/02 3pp- 
18306 033 24X FlchB’ 50-230. 03/03/02. 8309130834 


8303190031 Forwards IE Insp Rept 90-322/03-09 on 030412-13 Mo 
noncompl lance noted 

STAROSTECKl. R Division of Project tc Resident Programs 83/09/03 
POLLOCK. M S Long Island Lighting Co 2pp 18302 043 24X 

Flche 30-322.83/03/03.8303190031 


— 8303190038 lE Insp Rept 30-322/83-09 on 830412-13 Mo noncomp 1 lance 
noted Major areas inspected MUREG-0737 1 terns. fol louup on 
previous insp findings b review of licensee controls over 
portable radio transmissions In plant areas 

UlOOfNS.J T , OALLO.R N Region 1. Office of Director 83/03/03 
13pp 16302 045 24X Flche 30-322. 83/03/03. 8303190031 


8309190032 Forwards response to outstanding environ qualification Items 
identified In Section 7 8 of Suppl 6 to SER b technical 
evaluation rept Info suppo-rts full power licensing 
TUCKER.H B Duke Power Co 83/03/12 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAH. E. 0 Licensing Branch 
4 3pp IBS02 OSB 24X Flche 90-370.03/03/12.8303190032 


8303190096 Advises of NRC evaluation findings of automatic 
depressurl 2 atlon sys logic mod options In response to TMI 
Action Item II K 3 18 Util should advise NRC of which action 
will be imp 1 amen ted & furnish necessary design & infO’ 
YOUNGBLOOD. D J Licensing Branch 1 83/04/27. EDEUMAN. M R 

Cleveland Electric Illuminating Co 2pp 18923 194 24X 

Flche 90-440.83/04/27.8303190096 


830519009? Forwards safety evaluation for TMI Action Items 1 A 2 1 4. 
"Upyradlng of Reactor Operator b Senior Reactor operator 
Training” & II R 4. “Training for Mitigating Core Damage " 

Training b requoli f 1 cat 1 on programs acceptable 

VAS9ALL0. 3 0 Operating Reactors Branch 2 03/04/29 UTLEY. E E 

Carolina Power b Light Co 3pp 18323 173. 24X 

Flche- 30-324. 83/04/29. B3D5190O99. 


3303190147 Discusses issuance of revised policy statement re util 
position on NURE0-0737< I tern I. C 6. "Verify Performance of 
Operating Experience ” Policy will be Integrated into 
existing operations procedure by 830812 

HARRINGTON. H D Boston Edison Co 83-126 83/03/13 VASSALLO.O B 

Operating Reactors Branch 2 Ip 16302 070 24X 

Flche 30-293. 83/03/13. 0303190147 


6303190199 Motion to amend petition to Intervene by adding Contention 
SAPL Suppl 7. "Instrumentation for Detection of Inadequate 
Core Cooling " Good cause exists for late filing Certificate 
of 8vc end 

BACKUS.R A Seacoast Antl-Pollut 1 on Leagua BACKUS.R A Backue. 
Shea b Meyer ISSUANCES QL 83/03/16 Atomic Safety and 
Licensing Board Panel 3pp 13502 203 24X Flche 30-443,63/03/16, 

3303190199 


0305190233 Informs of status of NUReO-0737, 1 tom 11 F 1 3 re 
containment hlgh-range radiation monitors Qualified 
In-containment electrical terminations will be made per 
IE Bulletin 79-OlB b NURE0-O58B schedule 

STEUART, M L Virginia Electric b Power Co IEB-79-01B 63/09/13 

DENTON. H H Office of Nuclear Reactor Regulation. Director 
CLARK, R A Operating Reactors Branch 3 Ip 1B90I 233 24X 

Fiche 30-339.03/05/12.0305190233 


8303190343 Forwards Rev 1 to NUREG-0723. "NRC Incident Response Plan." 
In response to 830429 itr requesting updated Itr of 
agreement U/o encl 

HIND. J A Division of Radiological «< Materials Safety Programs. 
83/09/13 LARSON. C E Northern States Power Co 2pp 1B300-S29. 
24 X Flche 30-000,83/03/13.8305190343 


8303200021 Notifies that NUREG-0737, I tern III A 2 1, "Emergency 
Preparedness. Upgrade Emergency Plans to App E. 10CFR30, " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 03/03/12 FAY. C H 

Klscontln Electric Power Co 3pp 10340 114 24X 

Flche 30-266,83/03/12,8303200021 


8303200023 Notifies thet NUREO-0737, I tern lit A 2 t. “Emergency 
Preparedness. Upgrade Emergency Plans to App E. 10CFB30, “ 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 83/03/13. MUSOLF. D. H 

Northern States Power Co 3pp 18340 117 24X 

Flche 30-282, 83/03/13, 8303200023 


8303200030 Notifies that NURE0~0737. Item III A 2 1, ''emergency 
Prepared'ness. Upgrade Emergency Plans to App E. lOCFRSO. " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 83/09/12 UlTHERB. B 0. 

Portland General Electric Co 3pp 18340 120. 24X 

Flche 90-344,33/03/12.0303200030 


B305200060 Informs that onsite b offsite emergency preparedness 
adequate b emergency plans upgraded per NUHEO-0737. 

Item III A 2 I Item closed 

CLARK. R A Operating Reactors Branch 3 83/03/11 JONES.N, C 

Omaha Public Power District 3pp 13340 123 24X 

Flche 30-233,83/03/11,8303200060 


8309200068 Informs that 830409 methodalogy submittal re radiation 
environ for equipment qualif Icatipn Inside containment 
accep tab le. per MUREO-0386 3ubmlttal also provides ref for 
radiation levels outside containment 

CLARK. R A Operating Reactors Branch 3 83/03/13. OARRITY, J H 

Maine Yankee Atomic Power Co 2pp 18340 128 24X 

Flche 30-309, 33/05/13, 3303200060 


8303200090 Notifies that NUREO-0737. I tsm III A 2 1, "Emergency 
Preparedness. Upgrade Emergency Plans to App E, 10CFR30. " 
completed Item closed 

CLARK. R A Operating Reactors Branch 3 83/03/11 UHRIO. R E 

Florida Power b Light Co 3pp 18341 001 24X 

Flche 90-333.83/03/11,0303200090 


B305200094 Notifies that NUREO-0737, Item HI A 2 I, "Emergency 
Preparedness. Upgrade Emergency Plants to App E. lOCFRSO. " 
completed Item closed 

CLARK.R A Operating Reactors Branch 3 83/03/10 8TEMART, W L 

Virginia Electric b power Co 3pp, 18340 333 24X 

Flche 30-338. 83/05/10, 8303200094 


0303200122 Forwards DES b FR notice W/o DEB 

KNIGHTON. 0 N Licensing Branch 3 03/03/12 UTLEY, E. E Carolina 

Power L Light Co. 2pp 13328 346 24X Flche. 30-400. 03/03/12. 

03O32OO12S 


— 8303200123 Notice of availability of DES 

KNIGHTON. O M Llcahslng Branch 3 83/03/12 2pp 13928 348 

24X Fiche 30-400. 33/09/12. 0305200122 


6303200193 Supports util onsite emergency preparedness b upgraded plan 
per NURE0-0737i Item III A 2 1. "Emergency Preparedness. 

Upgrade Emergency Plans to App E. lOCFRSO " Item complete 
VAROA. 8 A Operating Reactors Branch 1 83/03/11 CAREY. J J. 

Duquesne Light Co 3pp 18340 222 24X Flche 90-334,33/03/11, 

8309200193 


8303200196 Draft Commission paper re NRC intention to publish 
NUREG-O906. "Guidance for Implementation of 10CFR90 34(g}," 
rule requiring applicants to evaluate differences from BRP. 
DlRCKSa U J Office of the Executive Director for Operations 
83/09/02 21 pp 18340 247 
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—8309200204 Forwards draft Coinnisston papsr advising of KRC intent to 
publish NUR£0-090&f "Oui dance for Implementation of 
I0CFR90 34(g> ” 

DENTONiH R Office of Nuclear Reactor Regulation! Director 
83/04/21 DIHCKS. M J Office of the Eiecutive Director for 
Operatlans 3pp 18940 266 


0309200246 Forwards safety evaluation of util submittal re procedure 
verification b design mod per NURE8~0737. Item 1 1 K 3 2S< 

'Automatic Switchover of RCIC Suction *' Item resolved 
VASSACLOt D B Operating Reactors Branch 2 83/09/03 BAYNS>J P 

Power Authority of the State of New Vorfc 9pp 18940 206 24X 

Flche 30-333i 83/09/03i 6309200246 


830SS00439 Forwards revised b reformatted comprehensive list of 
NUREO-0737 licensing issues containing status it priority 
aeslgnod for open items 

IIMMERMAM.8 R Carolina Power b Light Co LAP~fl3-lQ0 83/09/17 
VAROA.e A Operating Reactors Branch 1 llpp 18917 134 24X 

Ftche 90-261 • 83/09/17. 8309200439 


8309S00902 Forwards master lists b sys component svaluetlon worksheets 
for NUREQ-0737 environ qualification of electrical equipment 
node installed in harsh area 

HUKILL. H D Oenaral Public Utilities - OPU Service Carp 
9211-83-076 B3/09/I6 SYOLZ. 0 F Operating Reactors Branch 4 

a3pp 18913. 0B2 24X FI Che 90-207.83/09/16.8309200902 


8309200916 Forwards order confirming util commitments O'n post-TMl- 
related Issues Order based on commitments in util 820317 b 
0909 Itrs responding to Oeneric Ltrs 82-09 b 82-10 
HAOaEM. 0 L Region 4. Office of Director OL-a2-09 B3/04/87 

UEEiO R Public Service Co of Colorado 4pp 18916 049 24X 

Ficbc 90-267.83/04/27.8309200916 


“0309200923 Order confirming licensee commitments on post-THI-related 
issues Schedule changes acceptable for TMI Items 1 A 3 1. 

II. B, 2. II B 3. II B. 4 b IJ F I 

OAOLIARPO. J. E. Division of Resident. Reactor Pro/ect b Engineering 
Programs 83/04/27 Public Service Co of Colorado ttpp 
18916 047 24X Ftcho; 90-267. 83/04/27. 8309200916 


8309200917 Forwards list of additions K deletions of safety-related 
shock tupprossort Installed to conform w/acceptance criteria 
In NUIREO-0661. Proposed change to Tech Specs wilt be 
submitted by 830601 

SINCLAIR. J.B Vermont Yankee Nuclear Power Corp FVY 83-37 
83/09/17. VASSALLO. 0 B Operating Reactors Branch S 3pp 
18916:080 24X Flche 90-271.83/09/17.8305200917 


8309200968 Forwards amended Table 3-1 of Section It F. 2. App B 
reflecting clarification of addressing THI Action Item 
11 F 3 re Inadequate core cooling detection instrumentation. 

□pan Item 4 of CESBAR-F SER 

SCHERER. A E Combustion Engineering. Inc. LD-83-046 83/09/13 

EISENHUT, D 0. Division of Licensing 4pp 18914 277 24X 

Flche: 90-470. 83/09/13. 8309200968 


8309200631 Documents review of procedures b practices used in control 
of deoign b conet of Byron Station b highlights loiportant 
flnd'lngs Const of Byron meets requirements of FSAR b 8ER 
<NUREe-0876). Supporting documentation encl 

REED. C. Commonwealth Edison Co 6434N 83/09/11 DENTON. H R 

affico of Nuclear Reactor Regulation. Director lOpp 18921 0B9 
24X FI eh# 90-000. 83/08/11.8309200621 


— 8309200699 Rept of 810929-30 audit to verify Sargent b Lundy 
conformance to NURE0-O9BB re environ qualification of Clast 
IE electrical squlpmant. 

MARCUS. O.F Commonwealth Edison Co 81 / 10/06 6pp. 18922 190 

24 X Flche 90-000.83/09/11.8309200621 


8309200707 Forwards requast for addl Info on NUREO-0737. Item II K 3 28 
re qualification of automatic depressurliatlon sys 
accumulators Rstponse raquoited within 49 days 

VASSALLO. D 8 Operating Reactors Branch 2 83/09/11. FARRAR. 0 L 

Commonwealth Edison Co. Spp 1B928 330 24X Fi c he: 90 - 000 . 83/09/1 1, 

8309200707. 


8309230009 FOIA request for all correspondanca b repts re NRC Contract 
NRC- 17 -82-473. "Expert Opinion on Use of PRA b Safety 
Ooals. '* betwean NRC Dfe of Policy Evaluation b NUs Corp 
6H0LLY. 8 C Union of Concerned Scientists FIN B-817B 
NRC-1 7-82-473. 03/03/11 FELTON. J. M Division of Rules and 

Records. Ip. 18946.262 


8309230028 Responds to FOIA request for alt correspond snea b repts re 
NRC Contract NRC- 19-82-473. "Expert Opinion on Use of PRA 6 
Safety Ooale. " between NRC Ofc of Policy Evaluation & NUS 
Corp. Forwards App A documents 

FELTON. 0 M Division of Rules and Records FIN B-817B. 
NRC-I7-82-493 83/03/31. 8H0LLY. 8. C Union of Conesrned 

Sclent tsts 2pp. 1S946 863 


"8305230037 Comments on NUHEO— 0880. “Safety Ooals for Nuclear Power 
Plants Discussion Paper." Feb 1962 Proposed policy does not 
contain independent numerical guideline for early fatality 
societal risk 

LEVINE, S NUS Corp C0-SL-2a-82 82/09/26 REMICK. F J Office 

of Policy Evaluations 9pp 13946 269 


—8305230047 Advises that S Levine directed to provide followup 
discussion & advice on safety goals re S20S26 written rept 
& 820713 nesting u/F Remick providing advice on use of PRAi 
par Article I of Contract NnC-l7-82-473 

MONTGOMERY. J <1 Office of Policy Evaluations NRC-17-e2-473 
B2/07/t9 Office of Policy Evaluations ip 10346 274 


— 03O923OO'37 Forwards mail from 0 Kaiser re calculation of individual b 
societal risks for cotnparisan w/safety goals Requests 
meeting w/O Kaiser b R Bland to discuss differences in 
predictions of weighted Individual risk requested 
LEVINE. S NUS Corp CO-SL-9B-02 82/11/10 ZERBE.JE Office 

of Policy Evaluations BSpp 18346 278 


8305230119 Forwards safety evaluation of util submittal re procedure 
verification & design mod per NURE0-O737. I tsm II K 3 22. 

"Automatic Switchover of RCIC Suction " Item resolved 
VASSALLO. D 0 Operating Reactors Branch 2 83/03/05 SINCLAIR. JB 

Vermont Yankee Nuclear Power Corp 3pp 10346 344 24X 

Flche 30-271,03/03/03,8308330119 


8305230127 Forwards emergency operating procedures generation package, 
per NUREG-07374 8upp 1 I iOenerlt Ltr 82-331 "Requirements for 
Emergency Response Capability " 

OARRITY. J H Maine Yankee Atomic Power Co 0L-B2-33 83/09/17 

CLARK. R A Qparating Reactors Branch 3 Spp 18331 263 24X 

Flche 30-307. 83/03/17.83 08230 127 


8303230120 Forwards SER supporting licensee compliance w/NUREO-0737, 
Item II B 2 2. "Required Plant Hods." b design review of 
plant shielding requirements for access to vital areas 
CLARK. R A Operating Reactors Branch 3 BTOLZeJ F Operating 
Reactors Branch 4 83/09/11 OHIFFIN, J M Arkansas Power b Light 

Co 2pp 18S46 349 24X F i Che 90-313.83/03/11,0303230128 


—8309230143 Safety evaluation Supporting licensee compliance 
eij/NURE0-0737i Item II B 2t "Design Review of Plant Shielding 
Access to Vital Areas '* 

« Office of Nuclear Reactor Regulation, Director 83/03/11 2pp 
18346 351 84X Fi ch e • 80-313, 83/09/1 1. 8308230128 


8303230230 Advise* that Tech Specs from Amends 47 b 36 re auxiliary 
feedwater sys surveillance satisfy open item noted in 820702 
SER on NUREQ-0737. Item HE 12, "Auxiliary Feedwater 8ys 
Automatic Initiation b Flow Endlcatlon " 

VARQAi S A Operating Reactors Branch 1 GL-B2-16 83/03/16 

CARFV.U J Ouquesne Light Co 2 pp 18343 132 24X 

Fiehe 30-334, 33/03/16,8308230230. 


8309230242 Forwards safety evaluation of util 820831 submittal re 
procedure verification b design mod per NURE0-O737> Item 
II. K 3 22. "Automatic Switchover of RCIC Suction " 

Requirements net 

VABSALLOrD B Operating Reactors Branch 2 83/09/09 PILANT, J M 

Nebraska Public Power District 9pp 18943232 24X 

Flche 90-29B, 83/09/09. 0309230242 


8309230248 Forwards safety evaluation supporting resolution of 
NUAE9-0737. Item II K 3 22. "Automatic Switchover of RCIC 
Suction. *' based on review of util 811231 b QS090S submittals 
re procedure verification fa design mod 

VABSALLQ.D D Operating Reactors Branch 2 83/08/09 MU80LF, 0 M 

Northern States power Co. 3pp 18843 244 24X 

Fiehe 90-263. 83/09/08. 0305230248 


8303230276 Forwards "Control of Heavy Loads (C-10) Haddam Neck Plant," 
draft technical evaluation rapt Retponsa within 60 days of 
receipt of ltr requested 

CRUTCHFIELD, D Operating Reactors Branch 9 L3Q»-a3-0 9-044 

83/09/19. COUNSiLrH O Connecticut Yankee Atomic Power Co 2pp 
18937006. 24X Flche 90-213.83/09/19.3309230276 


— 03O823O3B4 TER-C99O6-390 DRFT 

"Control of Heavy Loads (C-10> Hsddan Neck Plant." draft 
technical evaluation rept 

BOMBEROER.C , AHMED, N Franklin Ins tttu te/Frankl In Research 
Center NRC-03-S1-I30 83/02/19 CLEMENSON. F. NRC - No Detailed 

Affiliation Given SSpp 18937 008 24X Flche 90-213,83/05/17, 

8309230276 


8305S30279 Forwards safety evaluation of plant mods b design review of 
shielding for vital areas per NUREG-0737. Item II B 2 2 
Required mods completed b acceptable. 

VABBALLO. 0 B Operating Reactors Branch 2 83/03/09 SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp 6pp 18343 268 24X 

Fiehe 90-271,83/09/09,8309230277 
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8309830312 Forward! requc!t far ad41 info neadad to complete revieu of 
util B10919 rexponfc to NURE<9-0737. 1 1 am II K 3 88> 

"Ojallf Icatlon of ADS Accumulator* " Response requested 
within 43 days of receipt of Itr 

VASSALLO. D 0 Operatlny Reactors Branch 2 83/03/11 SINCLAIR. J B 

Vfermont Yankee Nuclear Power Corp 3pp 18943 301 S4X 
Fithe 30-271.83/03/11. B305230313 


8309830323 Forwards emergency procedures generation package containing 
procedure guidel Ines. writer* guide (< training program in 
responie to NUREO-0737. Supp 1 1 (Qenerlc Ltr 82-33), 

"Requirements for Emergency Response Cepablllty " 

COUNSIL. U O Northeast Nuclear Energy Co fsubs of Northeast 
Utilities) C0UN51L.M 0 Northeast Utilities A02999 83/09/13 

CRUTCHFIELD, 0 Operating Reactors Branch 9 Ip 16338 2&4 24X 

Fiche 90-243.83/05/13.0303230323 


8309230303 Summary of CROR Meeting 39 on 830429 re Salem Oeneric 
Implications Task Force findings, per NURCO-IOOO 
STELLO, V Committee to Review Oenerlc Raqulremients 83/03/13 
DIRCKS. U J Office of the Eiecutlve Director For Operations 4pp 
18337 164 


6309230341 Advises that util endorses OUR CJwners Group rept NED0-2209i 
"Analysis of Scram Discharge Vol Sys Piping Integrity " 

Proposed amend to License NPF-14 will bo submitted to 
reflect position 

CURTIS. N H Pennsylvania Power S< Light Co PLA-1669 83/03/19 

SCHUENCER. A Licensing Branch 2 2pp 18337 339 24X 

Fiche 90-387.03/09/19.0303230941 


8309230583 Forwards backfit cost info In response to 830208 ltr Tiao 
3.300 kU standby diesel generators, dlese 1 generator bldg, 
auilllary bldg add 1 1 ion, assoc I a tsd electrical equipment b 
new computer sys added per NUREO-0737 

MATTIMOEiJ J Sacramento Municipal Utility District 83/03/16 
TQURrELLOTTE.O Regulatory Reform Task Force 4pp 18941 3IB 24X 
Fiche 90-312.83/03/16,8305230383 


8303230384 Submits editorial rev to Specific Action 10 per 021228 
response to Oenerlc Ltr 81-04 re measures to mlnloklie 
intergranular stress corrosion cracking General S< specific 
corrective actions discussed NUREO-0313 compliance achieved 
8CHR0EDER. C H Commonwealth Edison Co OL-81-04 B3/05/19 

LAINAS.O C Licensing Branch 2 4pp 18937 313 24K 

Fiche 90-373.63/03/19.0305230984 


B305230639 Advises that NRC has considered & reviewed constituent 
HD Turner comments on B30286 New Yorker magazine article 
on safety goal program Misleading Impressions corrected 
DIRCKS. U J Qfflcc of the Executive Director for Operations 
80/03/03 JACKSON. H M Senate 22pp 1 8 376 336 


6303230645 Forwards NUREO-OBB?. Sup p 1 3 to 8ER U/o and 

YOUNGBLOOD. B J Licensing Branch 1 83/03/09 EDELMAN.M R 

Cleveland Electric Illuminating Co 3pp 18942 360 24X 

F 1 C ha 90-440, 83/03/09. 8309230649 


6309240015 NUREO/CR-3330 

EFFECTS OF TEMPERATURE ON FATIGUE CRACK GROWTH OF A908-2 
STEEL IN LHR ENVIRONMENT 

CULLEN. W H Materials Engineering Testing Services. Inc 
TORRONEN.K , DEMPPAINEN. M Finland FIN 11-8133 MEA-2013 

03/04/30 Division of Engineering Technology 3Bpp Available at 
NRC <4 30 10394 172 


8309240022 Forwards Buppl 2 to SER (NURE0-0968> re evaluation of addl 
Info on previously identified outstanding review ttema 
grace, J N Clinch River Breeder Reactor Program Office 83/09/20. 
LONOENECKERi J Energy. Dept of. Clinch River Breeder Reector Plant 
16pp 18577 314 24X Fiche 90-937.83/03/20.6309940022. 


8309240036 Forwards request for OHO review & supporting statement re 
NUREO-0737, TH I action plan 

NQRRV, P G. Office of Administration 83/09/19 SCURRY, N Office 
of Management (, Budget Ip 10994 260 


8309240097 Informs that License Condition 2 C ilDg on NUREO-0737, 

Item II K 3 10. "Anticipatory Reactor Trip,” satisfied 
Safety evait/atlon end 

NOVAK, T M Assistant Director for Licensing 63/03/17 TUCKER, H 0. 

Duke Power Co 6pp 18394 125 24X Fiche 30-369,83/03/17, 

B303240097 


6305240195 Forwards summery of NUflEO-0737 Tech Spec review to determine 
consistency w/guidance criteria provided in 830110 Generic 
Ltr 03-02 

aiMCLAIR.J B Vermont Yankee Nuclear Power Corp OL-B3-Oa. 

83/03/17 VASSALLO, D B Operating Reactors Branch 2 9pp 
18348 032 24X Fiche 50-271,83/09/17,0303240193 


8309240198 Provides Info re emergency operations facility in rtiponte 
to NRC request Uhen control room HVAC is upgraded as result 
of NUREO-0737. Item III D 3 4, technical support ctr HVAC will 
be reviewed to ensure uniformity of design 
BASKIN, K P Southern California Edison Co 83/09/20 
CRUTCHFIELD, D Operating Reactors Branch 9 2pp 18946 010 24X 

Fiche 90-206,83/09/20,8309240198 


8309240246 Advises that requirements of NOREG-0737, Item III A. 2 1, 
"Emergency Preparedness, Upgrade Emergency Plans to Meet 
App E to lOCFROO, " satisfied 

VARGA, 8 A Operating Reactors Branch 1 83/09/16 FARRAR. 0 L 

Commonwealth Edison Co 3pp 18393 303 24 X Fiche 30-299.03/03/16, 

8309240246 


B30924D249 FOIA request for three categories of documents r# Reactor 
Safety Study Hethodology Application Program 
(NUREO/CR— 1699. Vols 1—4) 8, Interim Reliability Evaluation 
Program <NURE0/CR-2919, 2787 >■ 2002) 

SHOLLY. 8 C Union of Concerned Scientists 83/03/11 FELTON, J.M. 
Division of Rules and Records tp 18993 178 B4X 
Fiche 30-000, 63/03/ 1 1 . 8309240249 


8309240254 Partial response to FOIA request for three categories of 
documents re Reactor Safety Study Methodology Application tt 
Interim Reliability Evaluation Program repti Forwards 
App A documents Search for add! documents In progress. 

FELTON. J M Division of Rules end Records. 83/03/31 BHOLLY, B. C 
Union of Concerned 9c lent! its app 18393 179 24X 

Fiche 30-000,63/03/31,0309240234 


8309240284 Forwardi IE Insp Rept 30-331/83-09 on 830321-29 No 
nonccmpl lance noted 

PAPERIELLO. C O Region 3, Office of Director 83/09/18, LIU.L 
Iowa Electric Light & Power Co 2pp 18948 088 24X 

Fiche 90-331,03/03/10,8309240284 


— 8309240292 IE Insp Rept 90-331/63-09 on 830321-23 No noncoeipl lance 
noted Major areas inspected radiation protection program for 
operation & ref uel Ing, Inc ludlng organization I. staffing, 
staff quail ficatlans. training b outage planning, 

HUEtER, L J . PAUL. H A . OSEOER.L R Region 3, Office Of Director. 
83/09/17 17pp 1B34B 090 24X Fiche 90-331,83/09/18.9309240284 


8303240326 Foruardi. "Identification b Listing of Electrical Equlpaent 
Important to Safety per 10CFR90. 49 " Nonsafety-related 
electric equipment w/fallurc that would prohibit 
accomplishment of safety functions not identified 
BAYNE, J P Power Authority of the State of New York IPN-B3-43 
B3/03/S0 VARGA, 9 A Operating Reactors Branch 1 36pp. 

19349 239 24X Fiche 80-206,83/03/20.8309240328 


8303240343 Ulthdraws commitment re NUREO-0737, Item I A I 3. "Llcenetni 
Exam Criteria •' Recummendetlon* to delete requirement for 
use of simulator exam at part of operator license exam 
program approved per 821012 Generic Ltr 82-18 b 8ECV 02-232 
HElDERiL M Vermont Yankee Nuclear Power Corp 2 C 2 1. 83/09/19 
VASSALLO, D B Operating Reactors Branch 2 2pp 18372:399 34X 

Fiche 90-271, 63/09/19, 8309240343 


8303240360 Informs that response to NUREO-0737, Item 11, E, I 2. 
"Emergency Feedwater Byt Automatic Initiation b Flow 
Indication." per B30411 request, will be provided by 830614. 
Change discussed w/E Tourlgny 

MARSHALL, J R Arkansas Power b Light Co 2CAN0SB306 63/09/17 
CLARK, R A Operating Reactors Branch 3 Ip. 18974 002 84X 

Fiche 90-368.83/09/17,8309240360 


8303240372 Forwards responses to NBC 830118 request for info re 
accident monl torlng. to aid in post-implementation review of 
NUREG-0737, Item* 1 1 F 1 4, 1 1 F. 1 3 b 1 1 F 1.6. 

UHRIO, R E Florida Power b Light Co L-a3-10 83/03/19. 

CLARK, R. A Operating Reactors Branch 3 t7pp 18379 070 24X 

Flch* 90-333,83/09/19.8303240372 


B309240399 Discusses 630319 commitment to provide results of BbM 
supplemental ECCS calculation* addressing Impact of cladding 
modal* presented in NUREQ-0630, "Results of Bounding 
Analysis Revised NUREO-0630 being prepared by BbM 
MARSHALL. J R Arkansas power b Light Co. lCAN0ge3O4 83/09/18 
ST0L7, JF Operating Reactors Branch 4. 2pp 18971.042, 24X 

Fiche- 90-313, 03/09/18, 8309240399 


6309240447 Provides status of implementation of SER recamAendatloni 
re NURE0-O737, Item II. K 3 16. "Feasablltty Study - 
Challenges b Valve Failures " Preventive malnt program will 
be available for site review In 2 months, 

SMITH, J L Long Island Lighting Co SNRC-B93 83/09/20 
DENTON. H fl. Office of Nuclear Reactor Regulation. Director. 3pp. 
10972 338 24X FlChe 90-322,83/09/20,8309240447 
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S309240498 Forward* (tatut of anvlron qualification of electrical 
equipment per 10CFR90 4?<g) All equlpmenti eice p t autillarg 
feedwater pump motori > meett NUREQ-OSSS guidelines for 
Category II plant 

9A9KIN>K P Southern California Edison Co S3/09/2O KNIOHTONi G U 
Uictnelng Branch 3 9pp 1094? 206 34X Ftche 90-361.83/09/20, 

8309240498 


8309240997 Informs that NUREO-0737, Item II K 3 45, "Depreesurl latlon 
U/Other than Automatic Depressur 1 ta t ion Sgs. '' completed 
Item dated Safety evaluation end 

VASSAULO, 0 0 Operating Reactors Branch 2 83/09/ IB MUSOLF, D M 

Morthern States Pouier Co 7pp 18993 2?0 24X 

FiChe 30-263.83/09/18.8309240997 


8305290149 Informs that NUREO-0737, Item III A 3 1 re emergency plan 
upgrade to meet 10CFR9O App E requirements complete for 
facility Item closed 

VASSALLQ.D B Operating Reactors Branch 3 B3/0S/ia PILAMT. Jd 
Nebraska Public Power District 3pp 18396 193 24X 

Flche 90-290,83/09/13.8309290145 


830S290166 Forwards Suppl I to SEFI (NURE0-O96B) ro evaluation of addl 
Info on prcvlouslg Identified as outstanding review Items 
since preparation of SER Response to comments for ACRS 
030419 rep t to Comm Isslon also encl W/o ends 

GRACE. J N Clinch River Breeder Reactor Program Office 03/05/19 
LQNOENECKERi J Energy. Dept of. Clinch River Breeder Reactor Plant 
2pp 18596 140 24X Flche 50-537,03/09/19.8305250166 


8309240960 Informs thet NUREG-0737. Item tl F 1, "Containment High 
Range Radiation donttor." completed Item closed Safetg 
evaluation end 

VASSALLO. D D Operating Reactors Branch 2 83/09/13 dORISI.A V 

Boston Edison Co 4pp 18593 396 24X Flche 90-293.03/09/13. 

8309240960 


0309240964 Informs that NllREO-0737. Item III A 2 1. ''Emergencg 
Praparadness, Upgrade Emsrgancg Plans to App E. 10CFR9O, " 
completed Item closed 

VABSAUt-O, D B Operating Reactors Branch 2 63/09/18 UlU, L Iowa 

Electric Light 6 Power Co 3pp IS993 348 24X 

Fiche 90-331,83/09/18,0309240964 


8309250183 Forwards IE Insp Re p t SD-2S9/S3-10 on 830420-22 & 25-28 
Joint headquarters /Region I insp Initiated to evaluate 
effectiveness of GPU actions to ensure adherence to 
procedures since Issuance of NUREO-0080. Supp 1 J 
REHM, T A Office of the Ejecutlve Director for Operations 
83/09/10 PALLADINO, N J , GILINSKV.V , AHEARNE, J Commissioners 
Ip 18996 001 24X Fiche 90-289,83/05/18.8309250183 


8309250226 Forwards IE Insp Rep 6 90-386/83-09 on 830328-31 No 
noncomp I lane e noted 

STAROSTCCKI . R Division of Project it Resident Programs 83/05/13 
BRQN8, J C Power Authority of the State of New Vork 2pp 
18627 017 24X Flche 90-286,83/09/13,8309250226 


0309340971 Notifies that NUREO-0737, Item III A 2 1. "Emergencg 
Praparadnassi Upgrade Emergencg Plant to App E. 10CFR9O. " 
cemptated Item dosed 

VASSALLD. D D Operating Reactors Branch 2, 83/09/18 

HARRIMOTON, H D Boston Edison Co 3pp 10994 217 24X 

Flche 90-293.83/09/18.8309240971 


0305240972 Informs that NUREO-0737, I tern III A 2 1. "Emergency 
Preparadnesi. Upgrade Emergencg Plans to App E. 10CFR90. " 
completed Item dosed 

VASSALLO. D B Operating Reactors Branch 2 83/09/18 MUSOLF. D M 

Northern States Power Co 3pp 18993 345 24X 

Flche. 90-263. 83/09/ 1 8. 8309240972 


— 0309290230 IE Insp Rept 90-286/83-09 nn 830320-31 No noncompliance 
noted Major areas Inspected licenses actions taken to comply 
u/requiremrnts of NUnEG-0737. I tern II B 2. "Design Review of 
P Ian t Shi e 1 ding " 

HAVERKAMP.D R , KENNV. T J . EAPEN, P K Region I. Office of 
Oirector 83/09/12 12pp 18627 019 24X Flche 90-286.03/05/13. 

0309290226 


8305250231 Summary of Power Sys Branch 030409-09 site audit re power 
supply for auelllary feedwater sys per SER Confirmatory 
Issues 19.17 U 23 (Section 1 7 of NURE0-0B30) 
eOISON.O E . HOLONICH.J J Licensing Branch 1 83/09/12 

VOUNOBLDOD.B J Licensing Branch 1 7pp 18627 100 24X 

Flche 90-000,03/09/12/9309250231 


0309240973 Notlflie that NUREO-0737, Item tl K 3 45. "Depressur 1 lati on 
w/Othar than Automatic Oiprcsturi lation Sgs." completed 
Item closed Safety evaluation encl 

VASSALLO, D D Operating Reactors Branch 2 83/05/18 FARRAR, D L 

Commonwealth Edison Co. 7pp 10993 338 24X Flche 90-254,03/05/10, 

S309240573 


0309240976 Informs that NUREO-0737, 1 tern III A 2 li "Emergency 
Praparednest. Upgrade Emergencg Plans to App E, 10CFR90, " 
eomplated Item closed 

VASSALLO, D B Opereting Reectors Brench 2 83/09/10 RHODE,? K 

Niagara Mohawk Power Carp 3pp 10994 214 24X 

Fiche 90-220,83/09/1810309240976 


8309240991 Informs that NUREO-0737, Item 111. A 2 1, "Emergency 
Preparadness, Upgrade Enirgency Plans to App E, tOCFR90, " 
completed Item closed 

VASSALLO, D D Operating Reactors Branch 2 33/09/18 SINCLAIR, J B 

Varnant Yankee Nuclear Power Corp 3pp 18994 211 S4X 
Fiche. 90-271,83/09/18, 8309240991 


8309290082 Forwards Suppl 3 to 6ER (NUREO-0892) 
SCHNENCER.A Licensing Branch 2 03/05/19 

Waehtngion Public Power Supply System 2pp 
Flche. 90-397,83/09/19, S309290082 


M/o encl 
FEROUEONiR L. 
18996 307 24 X 


8308290136 Forwards requist for addl info re NUREO-0737, Item II K 3 28. 
"SubI I f leatlon of ADS Accumulatore " Info requested within 
49 dage. 

VASSALLO, D B Operating Reactors Branch 2 83/09/11 PARRIS. H 0 

Tenneeioe Valley Authority 3pp 18996 204 24X 

rich e; 90-299, B3/09/1 1 , 8309290136 


8309290266 Farwardt Draft 7 of Rev 3 to NUREO-0742, "Std Radiological 
Effluent Tech Specs for PNRs.” at guidance In developing 
final submission of radiological effluent Tech Specs Tech 
Specs requested within 60 days U/o encl 

VASSALLO, D B Operating Reactors Branch 2 03/09/18 PILAMT.JM 

Nebraska Public Power District 2pp 10999 336 24X 

Fiche 90-293.03/05/18.8309290266 


0309290289 Forwards response to 830304 SERs U NRC 030412 Itr re environ 
qua llfication of safety-related elec tr teal equipment Util 
plans to address remaining outstanding action items 
included 

CLAYTON, F L Alabama Power Co 03/05/20 VAROA.S A Office of 
Nuclear Reactor Regulation. Director 110 p 10696 251 24X 

Flche 90-348,83/09/20,8309290209 


0309290294 Memorandum of law supporting motions for summary disposition 
of emergency planning issues Hearing time should not be 
spent on baseless allegations Notice of appearance encl 
BAXTER, T A Union Electric Co BAXTER, T A Shaw. Pittman. Potts & 
Trowbridge ISSUANCES OL 03/09/20 Atomic Safety and Licensing 
Board Panel 14pp 18909 OOt 24X Flche 50-403.03/09/20, 
0309290294 


—9309290907 Affidavit of NM Clark re Reed Contention 20 on author 1 lation 
of excess exposures to workers U spec of decontamination 
action levels Planning need for authorliatlon per 
NUREQ-0694i Section IIJ E S.met Prof qualifications encl 
CLARK, N M Union Electric Co CLARK, H M Callaway County, MO 

ISSUANCES OL 83/09/JB 7pp 18907 273 24X 

Flche 50-403,83/09/20.8309290294 


83092901.37 Informs that NUREO-0737 Item III A 2. 1 re emergency plan 
upgrade to meet t0CFR90 App E requirements complete for 
feel 1 Ity. Item closed 

VABSALLOi D B Operating Reactors Branch 2 83/09/18 BAYNE, J.P 

Power Authority of the State of New York 3pp 18996 201, 84X 

Flche' 90-333, 83/09/18, 8309290137 


0309290377 Forwards "CE-NEBS Electrical Penetration Assembly 
Qualification Program," Vais 1 & 2 to "Response to IE 
Bulletin 79-010 Quad Cities Nuclear Power Station Units 1 L 
2" t> Vols I t> 2 to "Response to IE Qulletin 79-OlD 
RYBAK, B Commonwealth Edison Co IED-79-0IB 83/09/19 
OENTONcHR Office of Nuclear Reactor Regulation, Director. 
2. 118pp 18578 001 24X Flche 90-000,03/09/17.8309890377 


0309280141 informs thet NUREO-0737, Item III A 2 I re emergency plan 
upgrade to meet 10CFR90 App E requirements complete for 
facility Item closed, 

VAB8ALL0, D B Opereting Reectors Branch 2 03/09/18 FARRAR, D L 

Commonwealth Edison Co 3pp 18996 190 24X Flche 90-294,03/09/18, 

8309290141. 


8309290437 Forwards IE Insp Rept 90-249/83-07 on 830411-14 No 
noneomp 1 lane e noted 

STAROSTECKI, R Division of Project ic Resident Programs 83/09/11 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Spp 18988 079 24X Fiche 30-249,83/09/11,0309290437 
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"Ba05230'443 IE Jnap Rept 30-243/83-07 on 830411-14 No none offlp I lance 
noted Na>Dr area* Inspected actions taken to cooiplv 
Ui/NUREO-O737i Item tl S 2. "Design Revlcu at Plant 
Shielding " 

BRIGGS, L , EAPEN.P . PLISCO. L Region 1, Office of Director 
03/05/0^ App lases 077 S4X Fiche 30-245,83/03/11.8303230437 


8303250439 Feriuafds IE tnsp Rept 30-336/83-09 an 830411-14 No 
none ocipl ianc e noted 

STAROSTECKI I R Division df Project t, Resident Programs 83/03/11 
COUNSIL. N 0 Northeast Nuclear Energy Co tsubs of Northeast 
Utilities) 2pp laSSB 096 24X Fiche 30-33&, 03/03/1 i, B303250439 


— B30323046S IE Jnsp Rept 30-336/83-09 on 930411-14 No noncompl lance 
noted Major areas Inspected licensee actions taken to comply 
id/reciuirements discussed in N(JR0-O737> Item II B 2 re design 
review of plant shielding 

LAZARUS.'M U . HAVERKAMP, D R , EAPEN.P K Region 1. Office of 
Director 83/03/09 6pp laSSO 09B 24X Fiche 30-336.83/03/11, 

8303230439 


8303230472 Forwards “St Lucie Units 1 6 3 t< Turkey Point Units 3 (< 4 
Detailed Control Room Design Reviews Program Plan." per 
830413 commitment re Suppl 1 to NUREO-0737 
UNRIG. R E Florida Power t< Light Co L-a3-313 83/03/30 

EISENHUT.D 0 Division of Licensing Ip ISS88 333 24X 

Fiche 30-000.83/03/20.8303230472 


8303230479 Fariiiards responsee to 830411 1 tr re environ qual i f Ica t i on 
of laf ety-rela ted electrical equipment Justification for 
continued Dperatlon. p er NUREO-0737. TMI Action I tern II 0 4 
provided Response to IE Oulletin 79-OlB uilll be revised 
rUCKER.H 0 Duke Power Co IEB-79-01B 83/03/19 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 27pp 18389 005 
24X Fiche 50-269,83/03/19-8303230479 


8303230477 Forwards IE Insp Rept 30-213/83-12 on 830411-14 No 
noncompl lance noted 

STAROSTECK I . n Division of Project << Resident Programs 03/03/11 
CaUN&IL. Id C Connecticut Tankee Atomic Power Co 2pp I BSSfi 253 
24X Fiche 30-213.83/05/11.8303230497 


— 8309250504 IE Insp Rept 30-213/83-12 on 030411-14 NO noncpmp 1 lance 
noted Major areas inspected licenses actions taken to 
comply ui/requir aments descrihed in NUREO-0737. 1 tern II B 2, 

"Design Review of plant Ehieldlng " 

OAUNACK, U H , EAPEN. P K . PLISCQ.L R Region 1, Office of 
Director 83/03/10 9pp 18500 237 24X Fiche 30-213.03/03/11, 

8305250497 


8303230314 Forwards safety evaluation re ONR Owners Group response to 
NUREO-0737. Item II K 3 45. "Depre s suri ta 1 1 on N/Other Than 
Automatic Depressur 1 la 1 1 on Sys " Action on item complete 
VAOSALLO. D D Operating Reactors Drench 2 03/03/ IB RNODE. O K 

Niagara Mohawk Power Corp 2pp 16393 310 24X 

Fiche 30-220.83/05/18.8303290314 


— 8303230323 Safety evaluation supporting DVIR Owners Group generic 
response to Item 1 1 K 3 43 of NUREG-0737, “Depressuriiation 
M/Othcr Than Automatic Depressurization Sys. *' 

« NRC - No Detailed Affiliation Given 83/05/18 Spp 
18393 312 24X Fiche 50-220,83/05/10,8303280314 


8303230336 Notifies that noble gas monitor-stack high-range radiation 
monitor (NUREo-0737. I tern II F 111)) reported as being 
operable in 830310 order, became inoperable on 830426 Caused 
by moisture contamination New monitors ordered 

TUCKER. I-I S Duke Power Go 83/03/19 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 2pp 18388 185 24X 

Fiche 30-269. 83/03/19, 8303250336 


0305260008 Comments on recant work St proposed programs re accident 
sequance precursor study L use of operational exp er fence, at 
a76th & 877th ACR3 meetings on 030414-16 L 0312-14 
respec lively 

EDEREOLEi J € ACRS - Advisory Committee on Reactor Safeguards 
83/05/18 DIRCKS. U J Office of the Eircutlve Director for 
Operations 7pp 18649 098 


8305260037 Forwards supplemental responses to Fewer Sys Branch 
questions re GESSAR-I I ac/dc power sys/&alanc«-of-plant 
interfaces Responses will be included u/Amend 13 to SER 
SHERWOOD. G 0 Genera) Electric Co MFN 071-83 83/03/24 

EISENHUT.D G. Division of Licensing IDpp 18622 310 24X 

FI cite. 50-447. 83/03/24. 9303260037 


—8303260040 Forwards draft Amend 13 to OEGSAR-I I Amend resolves selected 
outstanding L confirmatory issues Identified in SER 
(NUREO-0979) 4, completes Subsection i 9 i on GE8SAfl-II/FSAR 
interfaces 

SHERWOOD. 0 G General Electric Co MEN 090-83 83/03/24 

EISENHUT.D O Division of Licensing 446pp 18622 320 24X 

FI die 30-447. 83/03/24. 8305260037 


0305260094 Provides info identifying electrical equipment important 
to safety within scope of 10CFR30 49(g> already qualified 
schedules for qualification of post-accident instrumentat Ion 
enci 

HUKlLL.Id 0 General Public Utilities - GPU Service Corp 
5211-83-137 83/03/20 DENTON. M R Office of Nuclear Reactor 

Regulation. Director 3pp. 18399 314 24X Fiche 30-289.83/03/20. 

8303260094 


8303260114 Informs that response t« NUREO-0737, I tern II K 3 13 re fiCIC 
restart complete for f ec 1 1 i ty. be sed on 830413 commitment 
to follow OE Owners Group conceptual design 

VASSALLO. D B Operating Reactors Branch 2 83/03/20 SINCLAIR. J 3 

Vermont Yankee Nuclear Power Corp 2pp 18649 063 24X 

Fiche 30-271.83/05/20.8305260114 


8303260130 Informs that NUREO-0737. Item II K 3 43 re depresturl tation 
w/other than automatic deppressurliatlon sys would not 
contribute to plant safety 6 no plant design or opereation 
mod required Safety evaluation end 

VASBALLO. D 0 Operating Reactors Branch 2 63/03/18 

HARRINGTON. W D Boston Edison Co 2pp 18649 032 24X 

Fiche 30-293.83/05/10.8303260130 


8303260134 Informs that NUREO-0737. I tsm III A 2 t re emergency pUn 
upgrade to meet lOCFRSO. App E requirements complete for 
facility Item closed 

VASBALLO. D B Operating Reactors Branch 2 83/03/18 UTLEY. E E 

Carolina Power 6 Light Co Spp 18649 049 24X 

Fiche 30-324, 83/03/18, B303260134 


8305260167 Forwards request for addl Info re NURE0-07a7, Item II K 3.28 
on qualification of automatic depressuriiation sys 
accumulators Responss within 43 days requested 

VASSALLO. 0 B Operating Reactors Branch 2 03/03/11 LIU, L Iowa 

Electric Light 6 Power Co 3pp 18648 117 24X 

Fiche 30-331,83/03/11,8303260167 


8305260170 Forwards request for addl Info re NUBEO-0737, I tern 11 K.3 28 
on qualification of automatic depressuriiation sys 
accumulators Response requested within 43 days 

VASSALLO. D B Operating Reactors Branch 2 83/03/11 PILANT. J.M 

Nebraska Public Power District 4pp 1864B 113 24X 

Fiche 30-298,83/05/11,8303260170 


8303260173 Forwards request for addl Info re NUREO-0737, Item II K. 3 2a 
on qualification of automatic depressuriiation sys 
accumulators Response within 43 days requested 

VASBALLO.OB Operating Reactors Branch 2 83/03/11 HDRIBI.AV. 

Boston Edison Co 3pp 18648 110 24X Fiche 30-293,03/05/11, 

8305260175 


6303260177 Informs of NRC determination that onsite 8. offslt* 
emergency preparedness edequate 6 emergency plans upgraded 
per NUHEO-0737. Item III A 2 1. 

VASSALLO, 0 B Operating Reactors Branch 2 83/05/18 PARRIS, H 0. 

Tennessee Valley Authority Spp 16648 107 24X 

Fiche 30-239.03/03/18,0303260177 


8303260187 Forwards safety evaluation ra BWR Owners Group response to 
NUREO-0737. Item II K 3 43. "Depressurization W/Other Than 
Automatic Depressurization Sys " Action complets 

VASSALLO, O D operating Reactors Branch 2 83/03/10. PARRIB.K 0 

Tennessee Valley Authority 2pp 18648 099 24X 

Fiche 30-239.83/05/10,8303260187 


8303260192 Forwards safety evaluation re 8WR Owners Group ratponsa to 
NURE0-O737. Item II K 3 45. "Depressurization W/Other Than 
Automatic Depressur 1 latlan Sys “ Action complete 

VASSALLO. D B Operating Reactors Branch 2 83/03/18 LIU. L leua 

Electric Light t. Power Co. 2pp 18648 089 24X 

Fiche 30-331.83/05/10,0303260192 


8303260201 Forwards raquast for addl info re 811231 response to 
NUREO-0737, Item II K 3 28, "Qualification of Accumulators on 
Automatic Depressuriiation Sys " Reply requested within 30 
days of \tr receipt 

VASgALLO.D. B Operating Reactors Branch 2 83/03/il I1U3DLF, D » 

Northern States Power Co 3pp tS64B 067 24X 

Fiche 30-263, 83/05/11,0303260201 


9303260207 Forwards revised order confirming licensee commitments on 
NURE0-0737< I tern II F. 1. "Post-Accident honl tortng. " per 
830331 t< 0411 Itrt. Eitendcd completion schedule to 840313 
acceptable, 

VARGA. S A Operating Reactors Branch 1 0L-e2-03 83/03/11. 

UHRIO.R E Florida Power t, Light Co Spp. 18629 340. 24X 

Fiche 30-250,83/03/11,0303260207 


—8303260211 Revised order confirming licensee commitments on post-TMl 
related Issues 

EISENHUT, 0 0 Division of Licensing OL-82-03. 83/03/11. 

Florida Power E Light Co 9pp 18629 343 24X 

Fiche 30-230,83/05/11,0303260207 
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83083A0209 Forward* request for addl Info re SSO'IOl response to 
NtJnE0-0737i Item II K 3 SQi “Oual i fleet i on of Accumulators 
on Automatic Ospressur 1 tation Si^s “ Rsplq requested within 
49 days of Itr receipt 

VA6SALL0/ 0 0 Operating Reactors Branch 3 83/OS/ll BAVMEi J P 
Pouar Authority of the State of New York 3pp 18629 354 24X 

Plena S0-333< 83/09/11. 330S360209 


e3093&O2QS Forwards request for addl Info re 810123 response to 
NUREO-OTS?. Item II K 3 28. "Qualification of Accumulators on 
Autonetlc Depressuri ration Sys " Reply requested within GO 
day* of Itr receipt 

VASSALLOt D B Operating Reactors Branch 2 83/09/11 UTLEY. E E 

Carolina Power t. Light Co 3pp 18629 337 Z4X 
Fieri e 90-324.83/09/11.8309360209 


8309860390 Commit* to resolution of three open items re NUnE0-O6t3. 
"Control of Heavy Loads." using Quad Cities guidelines Quad 
Cities analysis to verify stress design factors for 
dryar/separatop lifting rig applicable 

RVDAKi S Commonwealth Edison Co 661 IN 03/09/19 DENTON. H R 

Office of Nuclear Reactor Regulation. Director Ip 18639'3S4 34X 

FleAe 90-337.83/09/19.8309360890 


8309860394 Forward* response to B3040S draft technical evaluation rept 
re control of heavy loads Phase I review complete Util 
position accepted per 830318 telcon 

ASHift B. Baltimore Oas & Electric Co 83/09/24 EISENHUT. D 0 
Division of Licensing 3pp tfl629 161 34X Fiche 90-317.83/05/34. 

8309860294 


8309S60S96 Forwards safety evaluation of BVJR Owners Group generic 
raeponse to NURE0-0737> Item II K 3 49. "Depresaur i lat ion 
U/Othar Then Automatic Dapressurt letion Sy* " No mod to 
plant design or operations required Action complete 
VABSAULOi D D Operating Reactors Branch 3 83/09/10 SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp 2pp 10639 330 24X 

Fiche 90-371.03/09/18.0309360396 


0309860297 Forwards safety evaluation of QUR Owners Group generic 
reiponse to NUREO-0737. Item II K 3 49. "Dopresaup l lation 
W/Other Than Automatic Depressurl lation Sy* " No mod to 
plant design or operations required Action complete 
VASSALLDiD D Operating Reactors Branch 3 83/09/10 BAYNE. J P 

Power Authority of the Stats of New York 3pp 18639 333 84X 

Fiche 90-333.83/09/18.8309260897 


8309860300 Forwards safety evaluation of BHR Owners Group generic 
response to NURE0~0737. Item II K 3 49. "Depressuri jatlon 
W/Othsr Than Automatic Depressuri zatlon Sys " Alternative 
mode* would not contribute to plant safety No mods required 
VABSALLO. D B Operating Reactors Branch 8 83/09/10 PILANT. J (1 

NebTetka Public Power District 8pp 18689 316 34X 

Fiche 90-398. 83/09/18. 8309860300 


B309S603S3 Response to A9LB 830916 scheduling order Addl statement re 
NRC use of PRA «< rept on NUREO-0737. Item II K 3 19 end 
Schedules for NRC issuance of documents discussed at second 
special prehearing conference valid M/Certlflcate of Sve 
HODODON. A P Hearing Branch 2 83/09/34 9pp 18639 019 24X 

Fiche 90-393.83/09/34,8309360332 


— 8309860337 Forwards evaluation of OUR Oinner* Group generic response bo 
NUREO-0737. Item II K 3 18. "Hod of Automatic 
Depressuri lation By* Logie - Feasibility for Increased 
Dlvereity of Some Event Sequences " Response requested 
aCHWENCER. A Licensing Branch 3 83/09/23 0AUER. E 0 

Philadelphia Electric Co 9pp 18629 OSB 24X 
Fiche 90-392,83/09/34.8309360332 


—8304140161 Foruardi safety evaluation of mods proposed by BUR Owners 
Group re NliREO-0737. I tern II K 3 10. "Hod of ADS Logie " 

Two option* proposed acceptable U/o end 

HQUBTON. R M Assistant Director for Reactor Safety 83/04/01 
LAINA8.0 C Assistant Director for Safety Assessment 3pp 
18639 037 24X Fiche 90-392183/09/34.8309360332 


8309270009 Forward* proposed Tech Specs In form of marked-up Rev 4 to 
NUREO-0493. “BTS for Nesting house PWRs. " 

TUCKER. H.D Duke Power Co 83/09/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licensing Branch 
4 741pp 18630-001 34X Fiche- 90-413. 83/09/30. 0309370009 


0309270036 Provide* clarification of util position on NURBO-0737. Item* 
1 A 1.3. "Min Shift Crew" & III A 1.3. "Staffing Level for 
Emergency Situations " 

NAMGAN. C V Niagara Mohawk Power Corp 83/09/24 VA8SALL0. D B 
Operating Reactor* Branch 8 2pp 18638 304. 84X 

rich a- 90-220. 83/09/24. 8309370026 


8309270030 Forwards response to 830316 request to document compliance 
w/aeceplance criteria S< schedule for NUREG-0737. I tem 
1! K 3 13. "Separate HPCI 6 RCIC Initiation Levels " 

Criteria will be met 

HILLS.L H Tennessee Valley Authority 83/09/24 DENTON. M R 
Office of Nudoar Reactor Regulation. Director 2pp 1863B 306 
34X Fiche 90-299,83/09/34,0309370030 


83092700-39 Forwards request for addl info re personnel training as part 
of NRC review of application for OL 

SCHUENCER.A Licensing Branch 2 83/05/33 CAHILL. H J Oulf 

States Utilities Co 9pp 18663 097 24X Fiche 50-498,83/09/33, 

0309370039 


03093700-58 Advises that fuel load scheduled for B40B1S 9 commercial 
operation planned on 8903IS HUREO-0737 Suppl I (Generic 
Ltr 62-33) requirements re emergency plans will be met 
CADHAN.W K Kansas Oas «< Electric Co 0L-B3-33 03/09/33 

DENTON. H n Office of Nuclear Reactor Regulation. Directot- 3pp 

18638 290 34X Fiche 90-483.83/09/33,830 5270098 


8309270060 Forwards safety evaluation of util response to SER. 
NUREO-0916. I tern 3 re effluent radioactivity monitoring 
sys alarm setpoints U surveillance requirements Honitoring 
sys acceptable 

CRUTCHFIELD. D Operating Reactors Branch 5 LS05-a3-09-0SB 

83/09/26 MAIER.J E Rochester Oas l< Electric Corp 4pp 
18638 333 24XFlthe 90-344.83/09/36,8309270060 


8309270077 Advises that NUREO-0737, I tern III A 2 I, "Emergency 
Frepa redne ss . Up grad e Emergency Plans to App E. I0CFR30. " 
c amp 1 e te 

CRUTCHFIELD, D Operating Reactors Branch 9 LS03-83-O9-094 

83/09/33 MAIER.U E Boehaster Oas L Electric Corp 3pp 
18638 193 34X Fiche 90-244.83/05/23.8309370077 


8309370080 Requests extension to 831019 to provide schedule for 
accomplishing proposed actions to dose outstanding issue re 
IE Bulletin 79-OiD Items Exemptions from I0CPR50 49 t, Rev 2 
to Reg Guide 1 97. 

RODRIGUEZ. R J Sacramento Huniclpal Utility District IE0-79-O1D 
83/09/20 STOLZ.J F Operating Reactors Branch 4 2pp 18630 891 
34X Fiche 90-312.83/09/20.0309270080 


8305370002 Updates 830419 ltr re installation U operability of post- 
accident sampling sys per NUREG-0737. I tem II B 3 Items 
agreed upo-n at 030912 meeting listed Installation work will 
be completed during current refueling outage 

FIEDLER. P 0 General Public Utilities - GPU Service Corp 83/05/20 
EieSNHUT.D 0 Division of Licensing 3pp IB63B 209 24X 

Fiche 90-219.83/09/20.0309270083 


0309270109 NUnE0/CP-O043 

JOINT NRC/AN3 MEETING ON BASIC THERMAL HYDRAULIC htECHAMISMS 
IN LUR ANALYSIS 

HSU, Y Y I LEE. R American Nuclear Society 03/04/30 Office of 
Nuclear Regulatory Research. Director 6iSpp 1664? IIS 


8309370138 Advises that updating inservlce Insp program will be delayed 
until Aug 1903 Commitment to eiamlne control rod drive scram 
discharge vol piping welds will be mot l« unaffected by delay 
in update of Inservlce tnsp program 

OUCHA. L T Georgia Pouor Co N6D-83-2g6 03/09/19 STOLZ.J F 

Operating Reactors Branch 4 Ip 18630 317 34X 

Fiche 90-321.83/09/19,0309270128 


8309270144 Advises that QA program descTibed In NEOO-1 1309-04A being 
Implemented satisfactorily Results of Insp published 
quarterly in NUREa-0040 

COLLINS. J T Division of Vendor t< Technical Programs 83/09/34 
BRUGGEHAN, H H Oeneral Electric Co 2pp 10638 203 


0309270170 Forwards "Bt Lucie 1 fc 3 4. Turkey Point 3 L 4 Detailed 
Control Room Design Reviews Program Plan," fulfilling 830419 
commitment per NURE0-0737r Bupp 1 1 

UHfilO, R B Florida Power t< Light Co L-e3-323 83/03/14 

EIBENHUT.D O Division of Licensing tp 18638 072 24X 

Fiche 90-335,83/09/14,0309270170 


8305270210 Forwards dlv input to emergency planning for suppl to SER 
Matl updates Info contained In Section 13 3. "Emergency 
Planning of Wolf Creek Generating Station SER." (NUREO-08BI. 

Apr 19821 

PAGANO. F 0 Division of Emergency Preparedness 4- Engineering 
Response (Post 830103). 83/09/29 YOUNGBLOOD, B J Licensing Branch 

1 43pp 10637 261 24X Fiche 90-402.93/09/29,0309270210 


0309370219 Forward* IE Insp Repts 90-250/03-09 l< 50-291/03-09 on 
830119-0239 No none omp 1 lance noted 

DANCE, H C. Division of Project h Resident Programs 83/09/06 

UHRIO.R E Florida Power «< Light Co Spp 18637 329. 24X 

Fiche: 90-290, 03/09/06. 8305270219 
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— 0305270319 IE Insp Hsptt 30-250/03-05 & 50-231/03-03 on 330113-0225 No 
noncomp 1 lane e nottd Major areas Inspecteil l^ol louup on 
pravious Incp finding*! IE but 1« 1 1 ns i p ost-TMt Imp Intsentabloni 
surveillance testing h malnt activities 

Voor-LOWEI-L, R , agleSj 3 A Region 2. Office Of Director 

JULIAN! C Division of Project fc Resident Programs 30-251/83-03 

83/05/05 8pp IB637 331 24X FlcAe 50-230! 83/03/06, 830527021 S 


8303270220 Requests eitenslo-n until 830620 for comptetlon of special 
lifting rig analgsls per MUREO-0612 Estansion required due 
to late receipt of Uestinghouse rept 

&TEWART, W L Virginia Electric 6 Poupr Co 322 83/05/20' 

DEMTON, H R Office of Nuclear Reactor Regulation, Director 
CLARK. R A Operating Reactors Dranch 3 Ip 18637 325 24X 

P 1 c h e 50-338. 83/03/20 . 830 5270220 


8303270274 Act receipt of B304O1 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/82-24 
Required actions to Improve QA program listed 

MARTINiT T Division of Engineering U Technical Programs 83/03/23 
MCNEILL. C A Pouer Authority of the State of Meu Vorl 2pp 
16643 131 24X Fiche 50-333.83/03/23.8305270274 


— 0303270284 Responds to NRC 830128 Itr re violations noted In IE Insp 
Rept 30-333/82-24 Corrective actions design verification 
by supervisors In Design & Analysis Procedure 3 1 1 ie 3 18 
revised per Insp rapt Rev to be completed by Apr 1983 
BAYNE. J P Pouer Authority of the State of N«ia York JPN-83-2a 

83/04/01 HAYNES. R C Region I. Office of Director ISpp 

18643 133 24X Fiche 30-333, 83/05/23, 8303270274 


8303270432 Discusses I1I,M Owners Oroup emergency procedure guidelines 
{abnormal transient operating guidelines - ATOQl.per 830305 
Itr Detailed schedule for eipansion of technical bases for 
procedure will be submitted by and of June 

MHITNEV, D D Babcock t, Ullcoi Operating Plants Dteners Oroup 
UHITNEY.O B Sacramento Municipal Utility District 0L-e2-33 
03/05/21 EISENHUT.O C Division of Llcenflng 2pp 18642 289 


8305270479 Ac It receipt of 830325 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-261/83-02 
LEMIS.fi C Dlvition of Project ti Resident Programs 03/04/07 

UTLEY. R E Carolina Pouer «C Light Co 2pp 18644 032 24X 
Fiche 30-261,83/04/07.8303270479 


— 0305270506 IE Insp Rept 30-261/83-02 on 830110-0210 None oflip 1 lane « 
noted failure to implement equipment control procedures, 
to initiate prompt corrective action & to maintain 
annunciator procedures 

HEISEiS Region 2. Office of Director BEMIS, P Dlvlslun of 

Project b Resident Programs 83/02/22 12pp 10644.042 24X 

Fiche 30-261,83/04/07.8305270479 


8305270497 ForuardS (£ Insp Repts 50-269/83-09,50-270/83-09 b 
30-287/83-09 on 830308-11 No noncooip llance noted. 

DANCE.H C Division of Project & Resident Pragrams 50-207/83-09 
83/04/05 TUCKER. H B Duke Pouer Co 2pp 18646 192 24X 

Fiche 30-269, 83 /04/O 3, 83 03270 4 97 


--0303270318 IE Insp Repts 50-269/03-09.50-270/83-09 b 50-287/83-09 on 
830308-11 No noncoMpl lance noted Major areas Inspected 
NUREa-0737, Items II 8 2, "Plant Shielding Mods" b II 8 3, 
"Post-Accident Sampling Sys '* 

COLLINS, T R Region 2, Office of Director 30-270/83-09 
03/04/01 7pp 18646 194 24X Fiche 30-269,83/04/05,8305270497 


8305270561 Foruard* IE Insp Repts 30-333/83-10 & 50-389/83-23 on 
830316-18 No rtoncompt lance noted 

DANCE.H C Division of Project b Resident Programs 03/04/06 

UHRIO.fi E Florida Power b Light Co 2pp 18645 321 24X 

Fiche- 50-335. 83/04/06, 0305270361 


— 8305270576 IE Insp Repts 30-335/83-10 b 50-389/83-25 on 030316-18 No 
noncomfl lance noted Mijor areas inspected Unit 1 plant tours 
during refueling outage b Unit 2 follouup of licensee 
actions on Inspector Identified Items 

HRAV.J R , BARR.K P Region 2. Office of Director 50-389/03-23 
83/04/05 0pp 18645 323 24X Fiche 30-333.83/04/06.8303270561 


8305310028 Advises that requirement* of NUREO- 0737. Item 1 1 F 1 4. 
"Containment Presiure Monitor," tl F 1.5, "Containment Hater 
Level Monitor" b II F I 6, “Containment Hydrogen Monitor" 
r a sol Veda per 821220 b 801215 submittals 

CRUTCHFIELD, D Operating Reactors Branch S LS03'83-03-060 
S3/0S/27 FARRAR, D L Commonwealth Edison Co 7pp 18633 213 
24X Fiche 50-00 0, B3/0 5/27 . 83053 1 0028 


8303310039 Foruard* Inf O' re schedule for steam generator mod*, per SER 
<NUnEe-oe47) design change* 

HILLS. L M rennt***e Valley Authority 03/09/27 ADENSAM, E 
Licensing Branch 4 2pp 18633 307, 24X Fiche 50-390.83/03/27. 

8309310039 


8305310046 Informs of NRC determination that onsite b offsite 
emsrgancy prcparednei* adequate b emergency plans upgraded 
per NUREO-0737, Item III A 3 1 Item complete 

CRUTCHFIELD. D Operating Reactor* Branch 9 LB03-83~03-069. 

83/05/27 VANDEWALLE, D J Consumer* Power Co 3pp 10693:149. 
24X Fiche 90-295, 83/09/27, 8303310046 


8309310073 Submits Info re analyses b repairs of large-diameter 
stainless steel piping welds per Inscrvicc Insp conducted 
during 1983 malnt/refuel Ing outage Identifying unacceptable 
ultrasonic Indications In recirculation b RHR sys 
BECKHAM, J T Georgia Power Co IED-83-og 83/05/26 BTOLZ.J F 
□ptratlng Reactors Branch 4 9pp 18699 343 24X 

Fiche 30-366,93/09/26,8305310073 


— 0303310084 Provide* response to IE Bulletin 83-02 re stress corrosion 
cracking In large-dlamater stainless steel recirculation sya 
piping at OUR plants 

BECKHAM. J T Oeorgla Power Co lEB-e3-02 83/03/26 

O'REILLY, J P Region 2, Office of Director 39pp 18639 334 
24X Fiche 30-366,83/03/26,8305310073 


— 8305310092 Discusses possible Imposition of augmented leak detection 
requirements for RCS due to discovery of unacceptablo pipe 
flaw indications In recirculation b RHR sy« Util commltmonts 
to Incorporate NUREO-0313, Rev 1, Section IV B 1 a 2 
BECKHAM. J T Oeorgla Power Co NED-83-322 03/09/29 8TOLZ, J E 

Operating Reactors Branch 4 2pp 18656 032 24X 

Fiche 90-366.83/03/26,8309310073 


8309310083 Discusses plant-specific evaluation of rellaf b lafaty 
valvas b related discharge piping analysis per B2070? Itr 
Teledyne analysis revealed that discharge piping sys will be 
overloaded b supports stressed beyond allowable limits. 

HUNTER, R 8 Indiana b Michigan Electric Co AEP NRC OSBSF 
83/09/87 DENTON, H R Office of Nuclear Reactor Regulatlois, 
Director 2pp 18630 065 24X Fiche 90-319,83/09/27,8305310009 


0309310094 Forwards revlsad description of NUREO-0737. Item U. F 2. 
"Inediquate Core Cooling Instrumontation, " providing 
sufficient Info to close Item b corresponding requirement 
in. SER 

DRUMMOND, F J Louisiana Power b Light Co. M3Pe3-1942 83/09/83. 

KNIOHTON.O U Licensing Branch 3 34pp 18699 039 84X 

Fiche- 90-382, 83/09/23, B305310094 


8309310147 Response to 8APL motion to amend petition to Intervene re 
8ER open 1 tome Motion chould bo denied on ground* of 
tlmollnesi. Cortlf icate of 9vc onel. 

DIONAN. T 0 Public Service Co of New Hompthiro. DIONAN.T <2 Refe« 
b Oray ISSUANCES OL 83/09/24 Atomic Safety and Licensing 
Board Panel Bpp 18651 209 24X Fiche 50-443.83/09/24,8305310147 


8309310170 Advisee that table of eontente b table of croet-refs bo 
NUflEO-0694 planning etdt/evaluatlon criteria adequate tb 
locate portions rolevant to contentions Referenced portions 
of plans listed 

BAXTER T A Shaw, Pittman, Potts b Trowbridge. ISSUANCES <3L 
83/09/26 REED, J 0. Affiliation Unknown 7pp 18692 326 24X 

Fiche 90-483.83/09/26,8309310170 


B303310179 Forward Rev 1 to “Rapt of Independent Review of Environ 
Oual If Icatlon Programs to NUREO-0988 “ 

PETRICK, N A Standard lied Nuclear Unit Power Plant System 83-0030 

83/03/87 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 344pp. 1B699 144 24X Fiche 30-000.83/09/27,8309310175 


8303310200 Informs of plans to perform mod* to Hestlnghouso Model 
D2/D3 steam generators per SER <NURE-0966> Issued on 
B30316 Plant-specific mod details and 

TUCKER, H D Duke Power Co 83/03/18 DENTON, H R. Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 7pp. 10631-O14 24X FI Che- 50-4 13. 83/03/18, 8303310200. 


8303310205 Advises that Installation of two Controlotron sonic flow 
device* on each flow path to onca-through steam generators 
satisfies requirements of restart SER <NUREO-0680)) 81 1214 
partial Initial decision b NUREO-0737. I tern II E. I 
HUKlLLtH D Otncral Public Utilities - CPU Service Corp 
9211-83-156 83/03/24 8T0LZ, J. F Operating Reactors Branch 4. 

Ip 18698 199 24X Fiche. 90-289, 83/09/24. 8309310209. 


B30331D208 Fouards check In payment of review re nonconf ormanca u/ 
NURE9-0737. Item II. E 4. 2, per 830427 roquast 

CURTIS. N H Pennsylvania Power b Light Co. PLA-16B3 03/05/29 
8CHUENCER.A Licensing Branch 2 ip 18638.133 24X 

Fiche 90-387, 83/03/29, 83093 1 0208 


8309310209 NURE«/CR-3t00 

RELAP9 ASSESSMENT PKL NATURAL CIRCULATION TESTS 
THOMPaON, 8, L. , KMETYK, L N. Sandla Laboratories FIN A-120S 
SANDe8-2902 83/04/30. DlvKlon of Accident Evaluation 60pp. 

18663' 192 
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0308310210 NURE0/CR-23Si 

CALCULATIONa OF REACTOR ACCIDEUT CONSEQUENCES VERSION 2 
CRACS COMPUTER CODE Ustrt Ou ld« 

RITCHIE. L T . JOHNSON. J 0 . OLONO. R H Sand i a Laboratorias FIN 
A>t043 SANDBl-i994 S3/O4/30 Division of Risk Analysla 
t46pp 10663 211 


S309310213 Foruardf tafoty evaluation of util 830325 response to 
NURE0~073?. ttam II K 3 21. "Core Sprag ti LPCI Sgs Lou Level 
Initiation “ Propoied mod designs acceptable 
CSUTCHFIEUD) D Operating Reactors Oranch 8 L SOS --33 -08 -06 2 

83/'09/27 FIEDLER. P B Oeneral Public Utilities ~ OPU Service Corp 
4pp. 10688 142 24X Flcbe 30-219. 83/08/27. 830S3 102 1 3 


8309310231 Advises that responses to NURE0-'O737. I tem 11 1 D 3 4. 

"Control Room Hab i tabl 1 1 tg. “ accep tab 1 e . comp let Ing action on 
item Safetg evaluation end 

VASBALLO. D B Licensing Branch 2 03/08/17 FARRAR, D L 

Commonwaal th Edison Co 4pp 18662 288 24X Fiche 80-284. 33/08/ 17. 

0309310231. 


8309310234 Bummarg of 830411 meating ut/util In Bethssda.MD re schedule 
for completing items in Oenerit Ltr 82-33. Suppl 1 to 
NLIREO-0737 requirements for emergent g response capabilltg 
LAZO, L Licensing Branch 3 (JL-82-33 03/08/11 Licensing 

Branchs 12pp 18662234 24X Fiche 90-412.83/08/11,8303310234 


8308310237 NUREO/CR-2000 V02 N4 

LICENSEE EVENT REPORT (LERI COMPILATION For Month of April 
1983 

» Oak Ridge National Laboratorg FIN A-9138 ORNL/NSIC-200 
33/09/31 Diraetor's Office. 114pp 18683 113 


8309310240 Requests addl Info for control of heavg loads revieu. 
Including info open items for updated "Control of Heavg 
Load t " 

CLARK. R A Operating Reactors Branch 3 83/03/17 JONES. W C 

Omaha Public Pouer District 2 pp 18662.180 24X 

Flehe 90-258,83/09/17,8309310240 


—8309310241 TER-C9006-386 DRFT 

"Control of Heavg Loads (C-10>. Omaha Public Pouer District. 

Fort Calhoun Station." updated draft technical evaluation 
rapt 

VOSBURV.F . BOMBEROER.C . SARGENT. I H Franklin Ins 1 1 tute/Frank 1 In 
Rasaarch Center NRC-03-81-130 TAC 07991 02/11/29 

CLEHENSON.F NftC - No Detailed Affiliation Olven S2pp 
18662 182 24X Fiche 90-289.83/09/17,8309310240 


0R9 CORRESPONDENCE WITH OTHER OROANIZATIONS 


8212060339 IE Info Notlca 03-14. "Dewatered Spent Ion Ekchenge Resin 
Buacaptlbllltg to Exothermic Chemical Reaction " Svc list 
anc 1 

TAYLOR, J H Division of Safeguards t. Inspection Programs (Post 
830103). 83/03/21 Consolidated Edison Co of Neu York, Inc 

llBpp 18308 319 24X Fiche 80-000,83/03/21.8212060388 


8303040021 IE Info Notice 93-21. "Defactivs Emergencg Use Respirator " 
8ve list end 

JORDAN. E L Division of Emergencg Preparedness R Engineering 
Response (Post 830103) 83/04/19 Consolidated Edison Co of New 

Verb. Inc 126pp 18438 ISS 24X Flehe 30-000.83/04/13.8303040021 


8303040023 IE Info Notice 83-22, "BWR SaPetg/Rel lef Valve Failures " 
Svc list end 

JORDAN.E L Division of Emergencg Preparedness b Engineering 
Rssponte (post B30103) 83/04/22 Consolidated Edison Co of New 

York, Ine lt2pp. 1B303’O09. 24X Fiche 80-000,83/04/22,5303040023 


8303040029 IE Info Notice 83-23. "Inoperable Containment Atmosphere 
Seneing Sgs " Svc list end 

JORDAN.E L Division of Emergencg Preparedness b Engineering 
Ratpense (Post 530103) 83/04/29 Consolidated Edison Co of New 

Varlt. Inc. 11 9pp. 1B381 291 24X Fiche 80-000,83/04/28,5303040028. 


8303040026 IE Info Notice 83-24, "Loose Parts in Secondarg Side of 
Steam Oenirators at PWRt " Svc list end 

JORDAN.E L Division of Emergencg Preparedness fc Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of New 

Yorll. Inc, 119pp 18382 047. 24X Fiche 90-000,83/04/28,8303040026, 


8303040027 IE Info Notice 83-29. "Standbg Oas Treatment Sgs Heater High 
Temp Trip Setpoint Adjustment " Svc list end 
JORDAN.E L Division of Emergsncg Prsparedness t, Engineering 
Response (Post 830103) 83/04/28 Consolidated Edison Co. of New 

York, Ine liapp 18302.169 24 X Fiche 90-000.83/04/28, 8303040027 


6303040025 IE Info Notice 83-26, -'Failure of Ba f etg/Re 1 le f Valve 
Discharge Line Vacuum Breakers " Svc list enc I 
JORDAN.E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 83/08/03 Consolidated Edison Co of New 

York. Inc 122pp 18441 170 24X Fiche 50-000.83/03/03.8303040028 


0303040030 IE Info Notice 83-27, "Operational Response to Events 
Concerning Deliberate Acts Directed Against Plant 
Equipment ” Svc list enc I 

JORDAN.E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 83/09/04 Consolidated Edison Co of New 

York, Inc 1 I2pp 1 0302 282 24X Fiche 30-000,83/03/04,8303040030 


0303040031 IE Info Notice 83-28, -’Criteria for Protective Action 
Recommendations for Oeneral Emergencies Svc list end 
JORDAN.E L Division of Emergencg Preparedness b Engineering 
Response (Post 530103) 83/03/04 Consolidated Edison Co of New 

York. Inc U9pp 18441 OOl 24X Fiche 30-000,03/05/04.8303040031 


8303040033 IE Info Notice 83-29, "Fuel Binding Caused bg Fuel Rack 
Deformation ’’ Svc list end 

JORDAN.E L Division of Emergencg Preparedness $< Engineering 
Response (Post 530103) 63/09/06 Consolidated Edison Co of New 

York. Inc llSpp IQ 523 248 24X Fiche 30-000.83/03/06.8303040033 


8303040034 IE Info Notice 03-30. "Misapplication of Oenerie Emergencg 
Operating Procedures (EOP) Guidelines " Svc list end 
JORDAN. E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103). 83/03/11 Consolidated Edison Co of New 

York, Inc 114pp 18324 003 24X Fiche 30-000.83/03/11,8303040034 


8303040040 IE Info Notice 03-31. "Error In ADLPIPE Computer Program ” 
Svc 1 1st end 

JORDAN.E L Division of Emergencg Preparedness t. Engineering 
Response (Post 830103} 83/05/19 Consolidated Edison Co of New 

York, Ine 114pp 18677 009 24X Fiche 50-000,83/05/19,8303040040 


8303040046 lE Info Notice 03-33. "Nanr epres en ta t 1 ve Sampling of 
Oontamlna t ed Oil " Svc list enc 1 

JORDAN.E L Division of Emergencg Preparedness b Engineering 
Response (Post 830103) 83/05/26 Consolidated Edison Co of New 

York, Ine 1 14pp 18647 007 24X Flehe 50-000,53/09/26,8303040046 


8309020403 Discusses DOE agreement re Region IV equipment qual IFlcation 
Insp program consultant svc provided from 021001-530325 
Areas needing greater emphasis or Improvemen t listed 
PHILLIPS.HS Region 4, Office of Director FIN D-3I01 83/04/28 

BANOART.R L Division of Vendor & Technical Programs 2pp 
18273 073 


6309020419 Forwards "Indian Point Plans Verification Analgtis" re 
emergency planning , for info Certificate of Svc end Related 
c orre spond enc e 

GLASS, a M Federal Emergencg Management Agencg ISSUANCES 8P 
83/04/25 GLEASON, J P Atomic Safetg and Licensing Board Panel 
62pp 15273-180 84X Fiche 90-247.83/04/29,8305020419 


8305040001 Responds to approval request for Info collection re IOOFR73 
concerning physical protection of plants b metis Request 
epprovtd through 651031 under GMB Number 3150-0002, per 
Papsruork Reduction Act 

SCURRY, N Office of Management I, Budget DMD 3180-0002 83/04/85 

SCOTT, 8 Document Management Branch 2pp 16336 319 


B30S040003 Responds to approval request for Info collection rt 
L0CFR70 32<E) concerning changes In phgslcal securltg plans 
Request approved through 931231 under 0MB Number 3180-0009, 
per Paperwork Reduction Act 

SCURRY, N Office of Management & Budget 0M8 3180-0009 83/04/26 

SCOTT, 8 Document Management Drench 2pp 16336321 


8309060906 Responds to 830426 Hr re Westchester County, NY bus driver 
if sue, Roc ktand CountgiNY plan Issue b questions raised re 
FEHA briefing t< status rapt on offsite emergency 
preparedness 

KRIMM, R W Federal Emergency Management Agency 83/05/04 
CKlLK, 8 J Office of the Secretary of the Commission i6pp 
10348 331 24X Fiche 90-247,03/09/04,8309060506 


— 8305060629 Responds to request for clarification of issue on whether 
state emergancy plan can substitute for county which, does 
net have emergency plan State can substitute plan but 
NUREG-06S4 places heavy rasource burden on state 
OIUFFRIDA.L 0 Federal Emergencg Management Agency 83/04/15 
PALLADIND.NJ Commissioners 2pp 183 48 347 24X 

Fiche 90-2+7,83/09/04.8309060506 


8309090006 Responds to approval request for info collection re NRC 
Form 9, "Current Occupational External Radiation Exposura " 

Raquest approved through 860430 under OMD Number 3190-0006, 
per Paperwork Reduction Act 

SCURRY, N Office of Management t. Budget 0MB 3180-0006 83/04/28 

SCOTT, 8 Document Management Branch 2pp 10369 354 
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8303090209 Forward* aorvog o# OA procedores applied bg INEL te computer 
code activities for NRC-funded programs 

BANOART. B L Division of Vendor & Technical Programs 83/03/04 
IfATTSQM.B vl Division of Sgstens Integration (post 811003} 3pp 
18364 041 


8303090639 Generic Ltr 83-20 to all operating reactor I icenaaei ti 
liolders of CPs re Integrated scheduling for implementation 
of plant mods Svc list end 

EISENMWr.DO Division of Licensing GL-B3-20 83/09/09 

Consolidated Edison Co of New Yortr Inc 16pp 18627 153 24X 

Flcbe 30-000.83/03/09.8303090639 


8305100132 Forwards post-eterc 1 se evaluation far 810729 e lerc 1*« . f Ina 1 
rapt of raeierclse on 811007 U final eiercise rept of 830118 
ecercise No significant deficiencies cited 

KRIHMiR U Federal Emergencg Management Agencg 03/04/08 
JDRDAN.E L Division of Emergencg Preparednes* ■& Engineering 
fleiponse (Post B30103J. 2pp 18373 048 24X Fiche 30-293.83/04/08. 

3305100123 


.^-8305100126 "Zipn Nuclear Oonerating Station Small-Scale Joint Emergency 
Ecrrcl ae>830( 18. '' final rept 

a Federal Emergency Management Agency 83/03/04 7lpp 
18373 030 24X Fiche 90-293.83/04/08.0303100122 


— B303IO0I31 "ZiPJi Nuclear Power Station Re eterc 1 se. U1 /Kenosha County 
ISmall-Scale) 811007," Final rept 

» Federal Emergency Management Agency 82/04/30 32pp 
18375 121 24X Fiche 50-295.83/04/08.8305100122 


— 8303100136 "Post-Ecorc i se Evaluation. Eterc i se of State St Local 
Radiological Emergency Response Plans for IL t HI (Near Zion 
Nuclear Pouer Station) " 

* Federal Emergency Management Agency 81/07/29 44pp 
18373 tS3 24X Fiche 30-293.63/04/08,8305100122 


8303100143 Submits status of oFfslte emergency preparedness Issues re 
FEMA regional verifications tlirougli 830304 (. data received 
through 830331 concerning schedule for completion of Issues 
at facilities 

HRIMM. R M Federal Emergency Management Agency 93/04/26 
JORDAN.E U Division of Emergency Preparedness b Engineering 
Response (Post 830103) 9pp 18379 001 24X Fiche 30-289,83/04/26, 

8303100143 


8303120421 ACk receipt Of FEMA 830421 Ur fc "Final Eiercise Rept - 
Joint State L Local Radiological Emergency Response 
Eiercise " Emergency preparedness dees not provide 
reasonable assurance tliat protective measures ulli be taken 
ALLAN, J M Region 1. Office of Director 83/03/04 RANDAZZA, J. B 
Maine Yankee Atomic Power Co 2pp- 18433 153 24X 

Fiche 50-309,83/05/04.8303120421 


— 6303120426 Forwards "Final Eiercise Rept — Joint Btate & Local 
Radiological Emergency Response Exercise for Maine Yankee 
Atomic Power Plant." conducted on 821211 

HCLQI/GMLIN. D Federal Emergency Management Agency 83/04/21 
DfRCHS, U J Office of the Executive Director For Operations Ip 
18433 139 24X Fiche 50-309,83/03/04.8305120421 


— 6303120427 “Final Exercise Rept - Joint State Si Local Radiological 
Emergency Response Exercise for Maine Yankee Atomic Power 
Plant “ 

• Federal Emergency Management Agency 83/03/31 a3pp 
18433 136 24X Fi che: 30-309. 83/05/04 . 83031 20421 


8305200438 Forwards FEItA evaluation of prompt notification syi proposed 
for Uarren Dune* State Park Proposed sys adequate to warn 
lOOX of surrounding population Sys will be examined by 
NRC during next emergency preparedness Insp 

UlNDiJ A Division of Radiological t< Materials Safety Programs. 
83/03/20 EOUTHfiOOD. R J Michigan. State of Ip 18313:081 24X 

Fiche 30-31 3. 83/83/20, 8303200436 


— 8303200465 Responds to 821213 ltr re potential Inadequacies of public 
notification sys at Darren Dunes State Park in event of 
nuclear emergency Based on info provided, proposed sys would 
be adequate to warn surrounding population 

ANOER30N. J T Federal Emergency lianagement Agency 83/04/01 
KEPPLER.J, 0 Region 3. Office of Director 3pp 18513 002 24X 

Fiche 50-315,03/03/20,8305200458 


8303230463 Respond* to 938322 ltr discussing activities of ANB Special 
Committee on Source Terms Info meeting to present work of 
committee welcomed 

PALLADINO, NJ Commlesioner* 83/05/02 STRATTON, H « American 
Nuclear Society ip 18542 131. 


-8305230469 Discusses activities of ANB Special Committee en Source 
Terms Meeting to discuss source term Issue & present work of 
cojTiffli proficitsd 

STRATTON. W R American Nuclear Society 83/03/22 PALLADINO, M J 

Commissioners 2 pp 18342 152 


6303230474 Forward* “NRC/FEMA Joint Ouartcrly Rept to Congress on 
Emergency Preparedness, Jan-Mar 1983 " 

PALLADINO.N J Commissioners OIUFFfllDA.U 0 Federal Emergency 
Manegement Agency 83/03/03 SIMPSON. A K Senate, Environment h 
Public Works 2pp 18342 134 


8305230479 "NRC/FEMA Joint Ouarterly Rept to Congress on Emergencg 
Preparedness, Jan-Mar 1983 " 

* NRC — No Detailed Affiliation Given * Federal Emcrgexicy 
Management Agencg S3/03/31 39pp 18342 136 


8309240036 Forwards request for OMfl review A supporting statement re 
NUREG- 0737, TMI action plan 

NORRY, P 0 Office of Administration 83/03/19 SCURRY, N Office 
of Management A Budget Ip 18394 260 


8309240483 Forwards INPO "Evaluation of Oyster Creek Nuclear Oenerating 
Station, 19B2 “ Evaluation conducted 821023-1101 
BRUNNER, e J Division of Project A Resident Progrems 83/03/06 
TAYLOR, J M Division Of Reactor Programs (Pre 830103). Ip 
18571 315 24X Fiche 90-219,83/05/06,8305240488 


•8305240476 "Evaluation of Oyster Creek Nuclear Oenerating Station, 
1982 “ 

• Institute of Nuclear Power Operations 83/03/31 44pp 
1B571 316 24X Fiche; 30-219, 83/03/06, B3092404BS 


8305240510 Forwards "RE Olnna Nuclear Power Plant, 1982 Evaluation " 
BRUNNER, E J Division of Engineering A Technical Programs 
83/03/06 TAYLOR, J M Division Of Safeguards A Inspection Protrama 
(Pott 830103) CASE, E Q Office of Nuclear Reactor Regulation, 
Director Ip 18371 274 24X Fiche 30-844,83/09/06.8303240310. 


’830S240519 "RE Oinna Nuclear Power Plant 1982 Evaluation, " conducted 
during wks of 820331 A 0607 

» institute of Nuclear Power Operations S3/05/06 4lpp 
18371 273 24X Fiche 30-244,83/05/06.8303240310 


B30526037S Speech entitled "NRC Looks Ahead," presented et 830323 INPO 
meeting of plant managers In Atlenta.GA 

STELLO, V Regional Operations A Generic Requirements 83/03/23 
6pp 18647 278 


0303270109 NUHEO/CP-0043 

JOINT NRC/ANS MEETING ON BASIC THERMAL HYDRAULIC MECHANISMS 
IN LUR ANALYSIS 

HStf, y Y. , LEE, R American Nuclear Society 83/04/30 Office pf 
Nucleer Regulatory Research, Director 612 pp 1B649 112. 


8305310049 Responds to 830323 ltr outlining specific proposals for 
ameliorating facility offsite preparedness situation A views 
on emergency preparedness regulation FEMA will assist in 
Improving federal laws re emergency preparedness 
'OIUFFRIDAi L 0 Federal Emergency Management Agency 83/05/23 
CUOMO, H H New York. State of 4pp 18633 284 24K 

Fiche 50-247, 83/03/23, 83033 1 0049 


PR PROPOSED ROLE 


8304270179 Advises of rev In due date for submittal of proposed final 
rul* on Tech Specs to CROR A AEOO, Final package will be due 
at CHOa on 830731 A at AEOD on 830030 

THOMAS, C 0 Standard! xatlon A Special Projects Branch 03/04/19 
EISENHUT, D G Division of Licensing 2pp tS244 169 


8304280121 Package of two comments opposing proposed rule re NRC policy 
statement on regional 1 xatlon 

HAY, DC, TREXLER.R C Affiliation Unknown 4aFR126I9 03/04/22 

Office nf the Secretary of the Commlsiton 2pp 18231)293 


6303020422 Motion to allow Citlxeni Aesoc for Sound Energy to file 
written argument on ieiue In lieu of presenting oral 
argument at B301I9 hearing Cltiiens do not have finances to 
come to Bethesda.MO for 40-minuta argument, 

d Cltiiens Association for Bound Energy 83/01/11 Atomic 

Safety and Licensing Appeal Panel 2pp 1S2S3 001 24X 

Flcha- 30-443, 83/01/11, B30S020422 


—8309020430 Uritten argument on issues to bo argued orally on 830119 In 
BethoidailiO Cltiiens Assoc for Sound Energy unable to attend 
or find representative Hhlstleblower protection discussed 
ELLIS, J Citllens Association for Sound Energy 83/01/11. 

Atomic Safety and Licensing Appeal Panel 69pp 18283 003. 84X 

Flehe 30-449,03/01/11, 8309020422 



NONDOCKETED ITEMS 
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—8309020437 Forwardt Citliens Aisoc for Sound Energii uitnefs J Doyle 
affidavit re blacklixting due to tectlmony at hearing* 

ELLlSfJ Cttiien* Association for Sound Energy 83/01/18 
ROSENTHAl-i A 8 Atomic Safety and Licensing Appeal Panel Ip 
18SB3 OAB 24X Flche 90-449i 83/01/11 . 8309020422 


—8309020444 Affidavit of J Doyle re blacklisting due to testimony at 
hearings NRC should take immediate & stringent measures to 
stop insidious practice NRC current protection for 
uhls t lab louter s Is farce & charade Certificate of Svc end 
DQVL.E. J Affiliation Unknown 83/01/17 4pp 1B283 069 24X 

Flche 90-449,83/01/11,0309020422 


B309030O69 Comments on B30419 final 10CFR90 73 rulemaking package re 
LERs Concerns listed 

MARTIN. J 0 Region 9, Office uf Director 83/04/27 KELTEMES, C J 
Director's Office 2pp 18300 39Q 


8309030416 Package of tuio comments supporting proposed rule 10CFR33 re 
group licensing for certain Oroup tV medical devices 
ROBINSON, R O American College of Nuclear Physicians STRAUSS, R J 
Affiliation Unknoun 4BFR13189 83/04/2? Docketing tc Services 

Branch 4pp 18306 316 


8309030418 Comments on proposed rules 10CFR2 4 90 re granting temporary 
OLs Opposes rule 

LEH18, M I Leuils, H 48FR14926 002 83/04/22 Office of the 

Secretary of the Commission tp 1B306 247 


6309030430 Comments on proposed rule re alternative programs for 
Improving QA & QC in const of nuclear pouer plants NRC 
considerations should be to assure that regulatory 
frameuork combines activities of licensee t< NRC 

□PREA.O U Houston Lighting 6 Pouier Co 48FR9106 013 03/04/22 

CHILK, 8 J Office of the Secretary of the Commission 9pp 
18292 194 


8309030437 Comments on proposed rule re OA programs for const of 
nuclear pouer plants Supports improvement of OA program 
COKPTON.N Affiliation Unknoun 4aFn9106 014 83/04/25 Office 

of tha Secretary of the Commission 4pp 18306 320 


6309030461 Package of three comments on proposed rule re planned 
studio* of QA programs for const of nuclear pouer plants 
KELLY, R B Stone li Uebster Engineering Corp l/HRIO.R E Florida 
Pouer It Light Co AlLEN, R E Pouer Engineering 4BFn9l06 
83/04/29 Docketing b Services Branch 13pp 18306 280 


8309030472 Comments on proposed rule re NRC policy statement on 
regionalization Supports rule Special attention should be 
given to areas of staff Ing, regional ofcs t< mechanisms to 
assure uniformity in program administration 
eiE8E, D J Minnesota, State of 48FR12619 028 B3/04/26 

CHILK, S J Office of the Secretary of the Commission ip 
18306 214. 


8309030480 Comments on proposed rule tOCFR39 adding Oroup IV medical 
device for Instantaneous Imaging u/l-129 sealed source 
{liilecopel Supports rule 

TANSEViU d Douners orove Orthopedic Associates, Douners Drove, IL 
48FR131S9 007 B3/04/22 Docketing tk Services Branch Ip 

18292 174 


8309030487 Comments on proposed rule re policy statement on 
regionalization Opposes rule 

UORTHEN.H Affiliation Unknoun 4BFRI2619 026 83/04/20 Office 

of the Secretary of tha Commission Ip 18308 290 


03O9O3OS96 Comments on proposed rule re policy statement on 
regionalization Supports rule 

TEDFORD.C F Arizona, State of 40FR12619 027 83/04/22 

Docketing b Services Branch 2pp 18306 089 


8309060S36 Comments on proposed rule re decentral Ization of NRC 
headquarter function* Oppose* rule 

FREY, D O Sassafras Audubon Society 4BFR126i9 031 83/09/02 

NRC - No Detailed Affiliation Given 2pp 18349 191 


8305060244 Comments on proposed rule 10CFR50 re changes to regulations 
on Tech Specs for nuclear power reactors Endorses concepts 
embodied In rule Urges Commission to Implement rule on 
schedule reflecting priority 

CCniNBIL, U 0 Northeast Utilities Service Co COUNSIL, H 0 
Northeast Utilities 47FR 13369 032 83/04/29 CHILK, 9 J Office 

of the Secretary of tha Commission 3pp 18349 193 


8309060294 Comment* on proposed rule 10CFR140 re removal of App* A 
through H from financial protection reguirements b 
indemnity agreements Oppose* rule 

OUCWA.L T. ocargia power Co 4BFR9384 018 83/04/28 Docketing 

b Service* Branch 2pp 18349 222 


8309060289 Comments on proposed rule re draft NRC policy statement on 
regionalization Supports rule 

EtCHBAUN, U M Maryland, State of 48Fni2619 029 83/04/20 

DIRCKS, U J Office of the Executive Director for Operations Ip 
18344 324 


8309060294 Comments on proposed rule re d ecen tra I i zat ion of NRC 
licensing functions Requests maintaining central lied 
licensing function for radlopharm business to enhance 
safety of emp 1 oyees. cu stomers b public 

WHITE, L M Syncor Interna t Innal 48FR12619 030 03/04/29 

Docketing b Services Branch 2pp 18344 320 


0309060382 Package of three comments on proposed rule re planned 
studies of QA programs for const of nuclear pouer plants 
GUSTAFSON, L D Affiliation Unknoun HEnrV, W □ Duke Power Co 
UEISS.E R Union of Concerned Scientists 4BFR9106 83/05/02 

Docketing b Services Branch 2?pp 18344 lOS 


6303060436 Comments on proposed rule 10CFR35 re group licensing for 
certain Group iv medical devices Supports rule 
OARCIA.M J Affiliation Unknoun 48FR13109 OlO B3/09/02 
Docketing b Services Branch 2pp IB343 149 


6309060437 Comments on proposed rule re OA/OC for const of nuclear 
power plants prepared by O Hubbard on behalf of NRDC 
Supports rule 

O'NEILL. J Affiliation Unknoun 4BFR9I06 022 83/05/03 

Commissioners Ip 18343 14S 


8305060438 Comments on proposed rule re planned studies of OA programs 
for const of nuclear pouer plants 

TIERNAN'V A Oaltimore Oas b Electric Co 48Ffl9106 0ai B3/04/29 
Docketing Sc Services Branch Gpp 1B343 131 


6309060973 Comments on proposed rule 10CFR30 re environ qual i f ic atlon 
Many operating plants operating u/ungua 1 i f 1 ed equipment b 
w/o justification NRC made finding that justifications 
adequate NRC should be obligated to enforce requirements 
UEI8S, E R Harmon b Weiss 47FR2876 087 93/04/19 

PALLADINO, N vl , ASSELSTINE, JT , AHEARNC, J F Commissioners 2pp 
18348 349 


0305110012 Comments on methods for improving quality of nuclear pouer 
plant const, per B3032B request Focus of NRC QA/QC programs 
should be shifted away from program content b more towards 
actual program performance 

HARIANI.L P , CARNEY. J American Nuclear Insurers 40FR91O6 031 
63/09/03 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 3pp 18409 020 


6305180266 Comments on proposed rule re NRC policy statement on 
regionalization Supports rule 

WITHERS, D 0 Portland Qeneral Electric Co 48FR12619 039 
83/09/02 Docketing b Services Branch 2pp 18490 060 


8305100272 Comments on proposed rule re NRC policy statement on 
reg tonal 1 z atton Opposes rule 

ELLIE, J Citliens Association for Sound Energy 48FR12619 033 
83/09/02 BTello, V Regional Operations *< Generic Requirements 
7pp 16490 062 


8309100306 Comments on proposed rule re planned studies of QA programs 
for const of nuclear power plants Opposes rule Present OA 
programs adequate Imp 1 ementatlon & timeliness of programs 
require more active participation 

ECKERT, R M Atomic Industrial Forum 4BFn9106 023 83/09/06 

Docketing b Services Branch 3pp 18486 014 


—6303100313 "Positive Ezperience in Designing b Constructing Nuclear 
Pouer Plants " 

« Atomic Industrial Forum 83/01/31 3app 18486 017 


8305180330 Comments On proposed rule re planned studies of QA/QC 
programs for const of nuclear power plants Extension of 
deadline for public comments requested so public input will 
be considered in studies 

FREY, D 0 Sassafras Audubon Society 48FR9t06 024 83/05/05 

HARPSTER, T L OA Branch 2pp 18486 059 


8305180334 Package of three comments opposing NRC palicy statement on 
reglonalizatton 

PENNERiP S Illinois. State of RUZICHa, W 0 Union Carbide Corp 
RUBLIblQ.D H Interior, Dept of, Oeologtcal Survey 4eFRt2619 
83/09/12 Docketing b Services Branch 3pp 18486 299 


83091S034I Package of two comments opposing proposed rules 10CFR2 b 50 
re issuance qf temporary OL b significant hazards 
consideration 

DOUGHERTY, vl 6 Daugherty, J B LANPHER, L C Kirkpatrick, Lockhart, 
Hill, Christopher b Phillips 46FR14926 83/05/06 Office of the 

Secretary at the Commission I9pp I04B6 269 



EOO 


NONDOCKETED ITEMS 


8305160342 Comments on proposed rule 10CFR50 re stds for determining 
uhetlier license amends involve no significant hatards 
considerations Supports rule Changes to current Commission 
practices can be achieved il>/g compromising public safetg 
HELFRICW.R E Yankee Atomic Electric Co 4eFRl4Bf,4 016 83/09/06 

Docketing t> Services Branch 6pp 16482 001 


8309160347 Package of tuo comments opposing proposed rules 10CFR2 Ir 50 
r< Issuance of temporarg OL l< significant haiards 
eonild sratlons 

HIATTiS L Ohio Cltitens for Responsible Energy TIEDKE, J H 
League of Women Voters of Suffolk Co . NY 48FRl4'f26 03/09/09 

Docketing !> Services Branch 3pp 16489 291 


8305190391 Comments on proposed rule re NRC policy statement on 
reglonalllatlon Policy has potential to improve quality of 
eiuclear regulation If definitive policies & proper mgt 
controls are developed In advance of implementation 
□WEN. H H Atomic Industrial Forum 4eFRi26l9 032 63/09/04 

Docketing 8. Services Branch 4pp 18405 27B 


6309160393 Package of three comments opposing NRC policy statement re 
reg ionali la tion 

LEVINE. S H Pennsylvania Stale Unlv RICHARDS. W J American 
Nuclear Society BUDNITZ.R J Future Resources Associates. Inc 
4eFAi2619 93/09/0? Docketing & Services Branch 6pp 

18495 S62 


8309180396 Comments on proposed rule lOCFRSO re stds for determining 
uhether license amend involves no significant hazards 
considerations Rule does not meet Congressional mandate 
WEISS.E R . BISHOP, L L Union Of Concerned Scientists 48FR14B64 
003 83/05/06 Commissioners i7pp 16485 245 


6309160358 Package of five comments on proposed rule tOCFR50 re stds 
for determining uhether license amends involve no 
significant haiards eons Iderations 

KEARNEY. J J Edison Electric Institute TIERNAN. J A Baltimore Oas 
& Electric Co « LeBoeuf. Lamb, Lelby 1. MacRae 48FF114a64 
83/05/09 Docketing h Services Branch 19pp 18489 226 


9309190363 Comments on proposed rule lOCFRSO re environ qual 1 f lea t ion 
NRC shirking responsibility to enforce environ qualification 
rult promulgated on 830106 

CURRAN. D . WEISS, E R Harmon I. Weiss 47FR2076 OSB 03/05/04 
PALLADtNO, N J , ASSELSTtNE, J , AHEARNE, J F Commissioners 3pp 
18485 Z14 


8309180436 Comments on proposed rule I0CPR39 re adding device to 
Schedule A. Group VI used for Instantaneous Imag ing. u/I-189 
sealed source (Lltlscope) Supports rule 

SONDAOiT J Good Samaritan Hosp Douners Grove. IL 48FR13ia? Dll 
63/09/05 Docketing ti Services Branch Ip 18486 194 


8305160449 Package of tuo comments opposing proposed rules 10CFR2 tc 
SO re Issuance of temporary OLs 

LATHAM. S D Twomey, Latham & Shea REYNOLDS, N S , HORIN, W A 
Debevolse t< Liberman 4SFR14926 B3/09/09 CHILK, 8 J Office Of 

the Secretary of the Commission lOpp 18486 184 


6305160454 Comments on proposed rules 10CFR2 t. SO re issuance Of 
temporary OLs 

BRADBURY, R B Stone 6 Webster Engineering Corp 48FR14926 007 
83/09/04 Docketing t< Services Branch Ip 18486 163 


6309160460 Package of tuo comments opposing proposed rule lOCFRSO Tt 
significant hazards considerations 

TIERNEY. JE . AHRENS, P . STERN. P Minnesota. State of 48FRt4864 
83/09/10 Docketing t< Services Branch 13pp 1B483 101 


0309200218 Package of tuo comments apposing proposed rule re NRC 
policy statement on regionalization 

DEWITT. R B Consumers Pouer Co GAGE. K Nuclear Information fc 
Resources Services 46PR1261? 83/09/16 Docketing << Servlcas 

Branch 9pp 16517 099 


6309200222 Comments on proposed rule re studies of QA/QC programs 
at nuclear pouer plants Supports rule 

CAMPBELL. 8 E Slnnlsslppl Alliancs for the Environment <8AFE) 
4BFR9106 023 83/09/12 Office Of the Secretary of the 

Commission 2pp 18917 100 


8305800296 Comments on proposed rule re NRC policy statement on 
reg Iona 1 1 zatlon Supports regional 1 la 1 1 on concept 
ROBINSON. R 0 American College of Nuclear Physicians tSFRlSSi? 
044 83/09/16 Docketing & Services Branch Ip. 18916 272 


6305200304 Comments on proposed rule re NRC policy statement on 
regionalization Opposes rule Potential problem re handling 
generic issues as result of occurrences in plants under 
const foreseen 

RAHE.E P Westlnghouii Electric Corp 48FR12619 043 83/09/12 

CHILK. S J Office of the Secretary of the Commission 2pp 
16917 021 


6309180364 Comments on proposed rule lOCFRSO re stds for determining 
uhether license amends Involve no significant hazards 
considerations Rule vague it unsatisfactory 
DOUGHTY. J Seacoast Anti-Pollution League 4SFR14864 Oil 
83/09/06 Docketing V Services Branch Ip 18490 394 


8305180369 Package of two comments opposing lOCFRSO re stds for 
determining uhether license amends Involve no significant 
safety haiards consideration 

FREY.D 0 Sassafras Audubon Society DOROSHOW. J Three Mile Island 
Alert 4eFR14864 83/05/09 Docketing it Services Branch 4pp 

18490 330 


8309200441 Package of two comments opposing proposed rule lOCFRSO rs 
notice b state consultation stds for determining uhether 
license amends Involve no significant hazards 
consldaratlons 

C0UN81L. W 0 Northeast Utilities LEWIS, M 1 Leuis, H 4aFRi4Q64. 
03/09/16 CHILK. B J Office of the Secretary of the Commtealon 
t3pp 1S91B 128 


8309200496 Requests comment period for proposed rule on GA programs be 
ektendcd until full impact of QA breakdown leading to ATW8 
at Salem fully assessed ti reported 

LEWIS, K 1 Leuis, M 4BFR9106 026 83/09/12 Docketing tc 

Services Branch 2pp 18912 360 


8309180378 Comments on proposed rules 10CFR2 b 50 re significant 
haiards consideration b Issuance of temporary OL Supports 
rules 

CONWAY, B Atomic Industrial Forum 48FR14926 83/09/06 

Docketing b Services Branch 4pp 18482 039 


9309200461 Comments on proposed rules 10CFR2 b 90 re issuance of 
temporary OL Supports rule 

PATTERSON. J D Middle South Utilities, Inc - Middle South Energy. 
Inc 4BFR14926 010 83/09/06 Docketing b Services Branch 2pp 

18913 021 


6305I803B3 Comments on proposed rule lOCFRSO re notification b 
consultation u/itate in emergency situation Situation should 
ttlst when plant already in shutdown could be prevented 
from startup because NRC failed to act In timely manner 
BRADBURY. R B Stone b Webster Engineering Corp 4aFRl4B64 004 
63/05/04 Docketing b Services Drench ip 18490 345 


8309200470 Submits UCB comments on proposed rule re NRC policy 
statement on regionalization Opposes rule 
WEISS, E R Harmon b Weiss 40FR12619 046 83/09/17 

Commissioners 6pp 18913 019 


0309160404 Package of tue comments opposing proposed rule lOCFRSO re 
stds for determining uhether license amend involves no 
significant haiards considerations b notification of b 
consultation u/states 

AXELRAD. M Lousnsteln, Neuman. Rais, Aielrad b Toll HIATT. S L 
Ohio Citizens for Responsible Energy 46FR14864 83/09/09 

CHILK, 3 J Office of the Secretary of the Commission Spp 
18406 001 


8309180429 Comments on proposed rule 10CFR35 re adding device to 
Schedule A. Group VI used for Instantaneous Imaging u/l-l29 
sealed source Supports rule 

OEYEiJ A American Association of Physicists In Medicine 4BFfil3l89 
012 83/09/09 PALLADINO, N J Commissioners 2pp I84B9 300 


8309230324 Revised procedures for processing license amends for pouer 
reactor testing facilities (Sholty legislation!. Interim 
final rules for notice b state consideration b stds for 
datermlning uhether amends involve no hazards end 

EISENHUT, DO. Division Of Licensing 83/09/06 17pp 1897A: 179. 


-•8309230333 Interim fine! rule for 10CFR2 b 10CFR90 re reviled 
procedures for processing license amends b notice b state 
consul tatl on 

CHILK. 8 Office of the Secretory of the Commisilon DLOP— 228, 

63/04/04 34pp 18976 196 


—0309110981 ‘'Stds for Determining Whether Llcenie Amends Involve No 
Significant Hazards Considerations " Interim final rule 
Dissenting vieus of Commltsionert Aiselstlne b Olllnsky re 
use of Sholly amend end 

CHILK. S J, Office of the Secretary of tha Commission DLQP— 228. 

83/04/04 49pp 18976 230 



NONDOCKETED ITEMS 


501 


S309S'304S0 Retpondf to 830314 Itr urging implementation of tpent fuel 
provlatont of Nuclear Uaete Polieg Act (P L 97-'429) 

Propotad rule lOCPR93i "Criteria for Determining Adei^uacg 
of Available Spent Nuclear Fuel Storage Capacitg" enc 1 
PAL-LADINO. N J Commissioners 33/04/27 RILEY, B W 3outh 
Carolina, State of 2pp 13942 027 


--8305230429 Proposed rule 10CFR53, "Criteria ti Procedures for 
Dctaroilnlng Adequacg of Available Spent Nuclear Fuel 
Storage Capacltg " 

CKILKj S J Office of the Secretarg of the Commission 33/04/26 
20pp 13942 029 


S30924019S Act receipt of 830315 Itr expressing concern re Commission 
traatment of license amend request concerning reracklng of 
epant fuel storage pools in interim final rule License 
amend requests examined on case-bg-case basis 

PALiADINO, N J Commissioners 83/04/22 8INPS0N, A K House of 
Rep • Environment 6 Public Uorts 2 pp 10994 001 


— B309240167 Act receipt of 830315 Itr expressing concern re Commission 
treatment of license amend request concerning reracklng of 
spent fuel storage pools in interim final rule License 
amend requests examined on case-bg-case basis 

PALLADINOiN Commissioners 03/04/22 HART, 0 House of Hep . 
Environment & Public Horkt 2pp 13994 003 


—830924017? Ack receipt of 830313 24 Itrs expressing concern re 

Commission treatment of license amend requests concerning 
repacking of spent fuel storage pools in Interim final rule 
Amend requeets examined on case-bg-case basis 

PALLADINOiN J Commissioners 83/04/22 htITCHELL, 0 J House of 
Rep 1 Environment (< Public Horks 2pp 18594 009 


—8309240190 "fitdi for Determining Whether License Amends Involve No 
Significant Haiards Cons t derat ions, " 10CFR90 interim final 
rtfte.Amends regulation to speclfg stds for determining if 
requaited amend to OL Involves significant haiards 
CHILK. 6 . J Office of the Secretarg of the Commission 83/04/04 
44pp. 13994 007 


8309290378 Comments on proposed rule re planned studies of QA programs 
for const of nuclear pouer plants. Supports program 
• Affiliation Unknoun 40FR9tO6 028 03/09/14 Docketing «< 

Barvicos Branch ip 18992 too 


8309890381 Comments on proposed rule re planned studies of QA programs 
for const of nuclear pouiir plants. Supports INPO const (i 
evaluation program. Further use of thlrd-partg sves mag 
reeiftt In reduction of util responsib 1 1 1 tg 

EDELMAN, M R Cleveland Electric Illuminating Co 4aFR9106 027 
83/09X16 Docketing 9 Services Branch Ip 18992 iOl 


8309290406 Package of tuo comments supporting proposed rule re NRC 
Rollcg statement on reg 1 onal 1 latlon 

REVNOLDS.N S, Ocbevolea i< Liberman BRADOURY, R B Stone (• Webster 
Englnaering Corp 40PR126i9 33/09/19 CHILK, S J Office of the 

eacratnrg of the Commission 7pp. 18992 084 


830929040? Comments on proposed rule re NRC poIicg statement on 
raglonal Ixation Supports rule 

MU80LP.D. Northern States Power Co 4BFR12619 090 83/03/16 

□ocicatlng ti Services Branch 2pp 18989 330 


8309290419 Package of tuo comments opposing proposed rule re NRC polieg 
statament on rag tonal i zat Ion 

UHRIOiR E Florida Pouer ti Light Co * Affiliation Unknown 
4BFRI26I9. 83/09/20 Docketing 6 Services Branch 7pp 
18989 274. 


8309890420 Comments on proposed rule re NRC polieg statement on 
rtgional liatlon Supports rule 

KEARNEYiJU Edison Electric Institute 4BFR1261? 047 83/09/16 

CHILK 18 yJ Office of the Secretarg of the Commission 2pp 
18989: 281. 


8309290422 Comments on proposed rule i0CFR90 re license amends 
Involving no significant haiards consideration NRC proposal 
vague fc open to interpretation 

e Affiliation Unknoun 4BFR14864 01? 83/09/14 Docketing (< 

Barvtcas Branch Ip 13983 393 


830929048? Forwards comments on proposed rule 10CFR90 re stds for 
determining whether license amends involve no significant 
haiards considtratlons. 

FLYNNi 6 F, Carolina Power li Light Co 48FR14e64 018 83/09/16 

CHlLKaB J Office of the Secretarg of the Commission ip 

18988- 2?9. 


— 8309290493 Comments on proposed rule 10CFR50 re stds for determining 
whether license amends involve no significant haiards 
cons 1 d erat i on s 

HURFORD, H J Carolina Power & Light Co 4aFRI4364 010 83/09/16 

CHILH, S J Office of the Secretarg of the Commlsstohi 3pp 
18983 300 


3309290917 Pac kage of tuo comments on proposed rule re QA program for 
const of nuclear power plants 

WILKINSON, E P Institute of Nuclear Power Operations HARIANI.L P , 
CARNEY, J American Nuclear 3ocletg 4BFR9106 83/09/23 

DEVOUNO, R C Director's Office, Office of Inspection and 
Enforcement 9pp 13938 268 


930929092? Forwards J Jackson comments on proposed rule re QA programs 
for const of nuclear power plants 

STINSON, R C Management Analgsls Co 4aFR9106 029 83/04/29 

DIRCKSiW J Office of the Executive Director for Operations Ip 
[□983 230 


“8309290935 Comments on proposed rule re QA programs for const of 
nuclear power plants Recommends strong emphasis on QA mg t 
o X per 1 ence 

JACKSON, J Management Analgais Co 4SFR9106 029 33/04/22 

TAYLOR, J M Division of Safeguards 1< Inspection Programs (Post 
8301031 3pp 18988 23t 


8309270003 Comments on proposed rule re NRC polieg statement on 
reg 1 ona 1 k t at Ion Major technical activities re plant 
licensing should remain ulthln NRR jurisdl cat 1 on 
BRADBURY. R B Stone V Webster Engineering Corp 4eFR126t9 049 
03/09/16 Docketing 6 Services Branch tp i863B 329 


PROJ projects - PREOOCKET LICENSING 


3309030638 Clarifies definitions of plant t, project low level raduastos 
to be used in developing West Valleg Demonstration Project 
mgt plan t, subsequent environ assessment documentation 
HANNUKi W H Energg, Dept of 22197 83/04/01 CLARK. A T 

Advanced Fuel l< Spent Fuel Licensing Branch 3pp 10309 133 a4X 
Flche 90-201,83/04/01.8309030633 


9309040092 Forwards comments on 330224 topical rapt, "Topical SAR for 
Castor Cask Tgpa I3FSI (Drg Storage) " Revised rept still 
lacks adequate definition re design requirements 1 . 
ob J ec ti ves 

ROUSE. L C Advanced Fuel S. Spent Fuel Licensing Branch 83/04/22 
ROLLINS. J D Oesellschaft fuer Nuklear Service, mbH 33pp 
18328 187 


3309060261 Forwards Vo 1 2 to "Annual Environ Hep t, Radiological, 1982 
SIESER.J D Ouquesne Light Co NDIMSL 2463 83/04/25 

WIGOlNTONiD Operating Reactors Branch 1 Ip 18344 193 24X 

Fiche 90-334.83/04/29,8309060261 


— 0305060269 Uol 2 to ’‘Annual Environ Rept, Rad 1 olog 1 cal, 1932 " 
* Duquesne Light Co 83/04/29 126pp 18344 194 24X 

Fiche 90-334,83/04/39.8305060261 


3305090212 Forwards proprlatery "Wes 1 1 nghouse Advanced PMR Pretendering 
Module 9 - Chemical 6 Uol Control Sgs " Application for 
withholding 6 affidavit anc 1 Rept withheld (ref 10CFR2 790) 

RAHE.E P Wes tl nghouse Electric Corp NS-EPn-2799 83/04/29 

EISENHUT.D 0 Division of Licensing 2pp 18362 342 


— 830S090802 Application for withholding proprietary "Westinghouse 
Advanced PWR PretanderIng Module 9 - Chemical It Yol Control 
8 yi " Affidavit end 

UIESEMANN. n A West 1 nghouse Electric Corp AW-e3-36 83/04/29 

EIBENHUT.D 0 Division of Licensing 9pp 18362 344 


3305100339 Notifies of applicant request for leave to withdraw appeal 
In instant matter 

ADRAONA. J M Spiegel 6 HcDiarmld ADRAONA. J M Pacific Qas i< 
Electric Co ISSUANCES A 33/09/09 ROSENTHAL, A 8 , MOORE. T 8 . 
EDLE 8 , 0 J Atomic Safety and Licensing Appeal Panel Ip 
IB370 399, 


3309100346 Advises that author will present 830918 oral argument on 
behalf of util re intervenor Northern California Power 
Agancg appeal from 830119 memorandum & order 

FALLIN, J F Pacific Oa s t< Electric Co ISSUANCES A 83/09/04 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel ip 
13379 018 


9309110349 Order granting Northern California Pouer Agency motion for 
leave to withdraw appeal from 830119 memorandum t> order In 
antitrust procaadlng Order scheduling appeal from 8309 18 
oral argument vacated 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel ISSUANCES 
A 33/09/09 Pacific Gas L Electric Co Ip 18406 136 



502 


NONDOCKETED ITEMS 


830913037A Reaues^ts JddI info re 030201 affidavit requesting Apps 1<3p 
Sp* U 10 of Rev I to "fotlcal SAR for Castor Cask Tijpe 
ISFSt <nrq Storage)," Ip e withheld (ref lOCFRV 5 l< 2 790) 

ROUSE, U C Advanced Fuel ti Spent Fuel Licensing Branch B3/O5/03 
ROLLINS, J D ffeseJ 1 Belief t fuer Noklear Service, inbH Ip 
IBAJfi 2S& 


a3031d>0363 ForiuarpJa nonpl'oprietary ii proprietary versions of “Topical 
Kept for REA 2023 Drif Storage Cask for DHR Spent Fuel," per 
10CFR72 Affidavit to withhold proprietary info end M7o 
proprietary version 

PARKER, P E Rldlhalgh, Eggers L Associates 22161 B3/04/14 

HOUSE, L C Advanced Fuel & Spent Fuel Licensing Branch 4pp 
19473 021 


— 93051603*5 "Topical Rapt for REA 2023 Dry Storage Cask for BUR Spent 
Fuel “ 

a ftldihalgh, Eggers * Associates 22161 53/04/06 574pp 

18473 025 


8305100905 Responds to 950329 Itr requesting records of former NRC- 
licensed burial area Arrangement should be made tj/DOE for 
site access 

UHITE, I L New York, State of. Energy Research «i Development 
Administration 22213 03/04/12 CUNN INOHAM, R E Division of Fuel 

Cycle t( Material Bafety Ip 18505 350 


B3051B0810 Responds to 830307 Itr advising of continued monitoring of 
Series 1980 tr C9B2 wells by DOE Ultimate disposition of 
csalls will be determined by DOE & ERDA prior to completion 
of project 

DEBOER,T K New York, State of. Energy Research & Development 
Administration 22214 83/04/15 CUNNINGHAM, R E Division of Fuel 

Cycle (< Material Safety ip 16505 352 


8305230015 Forwards Rev 1 to "Functional 5 Operational Requirements 
for Component Test Stand," for coiHinents by 930515 
HUNMUM.W H Energy, Dept of, Idaho Operations Ofc 83/04/10 
CLARK, A T Advanced Fuel l< Spent Fuel Licensing Branch Ip 
18542 232 24 X FIche 50-201 . B3/04/1 8. 83D523001 5 


— 8305230020 Rev 1 to "Functional g. Op era t iona 1 Rayuirementi for 
Component Tost Stand " 

e West Valley Nuclear Services Ce , Inc 93/03/23 S2pp 
18542 233 24X FIche 50-201.83/04/18,8305230015 


8305230041 Forwards "Topical Rept far REA 2023 Dry Storage Cask for DWR 
Spent Fuel, " for review 

PARKER, P E Ridlhalgh, Eggers U Associates 1098/83/57 93/04/14 

ROUSE, L C Advanced Fuel 4 Spent Fuel Licensing Branch ip 
18543 132 


— 8305230056 Forwards affidavit requesting withholding of proprietary 
info included In “Topical Rept for REA 2023 Dry Storage Cask 
for BUR Spent Fuel," {ref 10CFR2 7901 

PARKERiP E Rldihalgh, Eggers 4 Associates 1099/63/58 
83/04/14 ROUSE, L C Advanced Fuel 4 Spent Fuel Licensing Branch 
3pp 10543 133 


8305240614 Requests comments or, "Oealogical Recommendations for 
Investigation of NRC Disposal Area," by 030527 
HANNUHi W H Energy, Dept of, Idaho □peratinni Ofc 22219 
83/04/21 CLARK, A T Advanced Fuel 4 Spent Fuel Licensing Branch 
ip 18593 143 24X Fiche 50-201,83/04/21,8305240614 


— 8305240618 "Oeological Recommendations for Investigation of NflC 
Disposal Area " 

• West ValJey Nuclear Services Co . Inc 22219 63/03/16 21pp 

10593 143 24X Fiche 50-201,83/04/21,8305240614 


8305260393 Responds to Itri requesting comment re disposal of low 
level raduaste DOE plan fur disposal acceptable Detailed 
waste packaging info, per 10CFR61, requested Contments end 
CLARK, A T Advanced Fuel 1, Spent Fuel Licensing Branch B3/05/16 
HANNUM.WH Energy, Dept of I4pp 18647 193 


PT21 NnNCOMPLlANCE REPORTS AND RELATED CORK ESP ONDENCE 


8304150354 Part 21 Rept U-48 4 interim deficiency rept re CE ARR-DO ti 
AKR-50 circuit breakers Initially reported on 930211 
Assessment of safety imp lications it corrective actions 
requested of AE Final rept eipected by 830429 
SCHNELL, D F, Union Electric Co lOCFR 050 55E 83/04/07 

SPESSARDiR L Divl*lon df Project 9 Resident Programs Ip 
17982 120 24X Fiche, 50-000, 93/04/07, 8304150354, 


B30S020133 Supplemental Part 21 Rept 6 re possible thermostatic 
valve malfunction fail-safe to full cooling position Lower 
overrun assemblies in Robertshau valves on diesel generator 
sets replaced u/assomblios using cotter pins 

MORIARTY.JH Colt Industries, Inc 83/04/21 KEPPLER.JO. (leylon 
3. Office of Director Ip 19279 219 24X Fiche 50-463, 93/04/21, 

8305020133 


8305030291 Supplemental response to Part 21 rept re postulated pipe 
cracli in HPCl, RCIC, reac tor water cleanup sys t, main steam 
line drains Required mode will be Installed to meet 
requirements of environ qualification program 

OIETZiC R Carolina Power 4 Light Co B9EP/B3-1260 93/04/26 

O'REILLY, J P Region 2, Office of Director Ip 19300 061 24X 

Fiche 50-324,83/04/26,8305030291 


0305030300 Part 21 rept re linear indications identified in 8A 106 
grade pipe Initially reported on 630413 Caused by mfg 
process error 4 ultrasonic exam Inadequacies All laamlets 
pips put on hold 4 magnetic particle eiamlned 

CARLISLE, C 9 Washington Public Power Supply System 002-63-349 
93/04/15 martin, J B Region 5, Office of Director 18pp 
1D297 070 24X Fiche 50-397,83/04/15,8305030300 


B30503037O Seventh interim deficiency rept re fellure of bolts 4 nuts 
to meet A5TM specs Initially reported on 810924 Results of 
analysis of bolting matl will be evaluated Next rept wilt be 
lubfnitted by 030707 Also reported per 10CFfi21 

MILLS, L M Tennessee Valley Authority lOCFR 050 53E 83/04/95 

O'REILLY, J P Region 2, Office Of Director 2pp 19306' 217 24X 

Fiche 30-439,03/04/25,8303030370 


630503D387 Part 21 rept re pipe clamps for snubbir/struts orlanttd in 
off-axis direction Initially reported on 830224 4 by IE 
Info Notice 83-13 Clamps will be replaced by end of Fall 
1993 refueling outage 

DIETZ, C R Carolina Power 4 Light Co BSEP/83-1220 93/04/22 

O'REILLY, J P Region 2, Office of Director 2pp 1B292 316 24* 

Fiche 50-324, 63/04/22, 6305030387 


8303040466 Interim deficiency rept re nonconforming condition on 
Class IE law voltage switchgear mfg by Broun Doverl 
Electric Initially reported an 621222 Welding fix planned 
for cubicle EF2C03 Final rept will be submitted by 831130 
EOELMAN, M R Cleveland Electric Illuminating Co lOCFR 050 9SE 
93/04/27 KEPPLER,J G Region 3, Office of Director 2pp 
IB319 333 24X Fiche 50-440,93/04/27,9305040466 


0305040496 Final deficiency rept re potential breach of seal integrity 
of hydrogen Igniter Model 6043 glow plug component supplied 
by Power Sys Initially reported on 630207 Igniters repaired 
Also reportable per Part 21 

EOELMAN, M R Cleveland Electric Illuminating Co lOCFR 050 55E 
93/04/27 KEPPleR,J G Region 3, Office of Director 2pp 
16319 356 24X Fiche 90-440,63/04/27,6305040496 


6305050122 Second interim deficiency rept re unqualified fler-Piost 
connections Initially reported on 621027 Problems 
reanalyied 4 flax-hose qualifications performed Also 
reportable per Part 21 

MILLS, L M Tennossae Valley Authority lOCFR 050 SSE 63/04/20 
O'REILLY, J P Region 2, Office of Director 2pp 18342 198 84X 

Fiche 50-430,83/04/28,8305050122 


9305050124 Final deficiency 4 Part 21 ropts re pressure boundary metl 
supplied by Tube Line Corp falling to meet Tech Specs, 

Item 123 Initially reported on 930330 Items returned to 
vendor New fittings purchased 

PARSONS, R M Carolina Power & Light Co lOCFR 050 SSE 83/04/20 
O'REILLY, J P Region 2, Office of Director 4pp i8341'343 24K 

Fiche 50-400,83/04/28,8305050124 


0305050165 Interim deficiency 4 Part 2i repts re base metal defect In 
spool place supplied by Southwest Fabricating 4 Welding Co, 

Initially reported on 630126 Vendor directed to show 
preventive measures Final rept by 930801 

PARSONS, R M Carolina Power 4 Light Co lOCFR 050 55E 03/04/29 

O'REILLY, J P Region 2, Office of Director 4pp 1834S' 240 24X 

Fiche' 90-400, 03/04/29, 0305050185 


9305050839 Final deficiency 4 Part 21 repts re 480-volt switchgear 
design defect in secondary disconnects Initially reported on 
921102 Brown-Boverl completed change-out of all old style 
stationary secondary disconnects 

PARSONS, R M Carolina Power 4 Light Co lOCFH 050 SSE. 93/04/29 
O'REILLY, JP, Region 2. Office of Director 4pp ie338'016. 24X 

Fiche 50-400,63/04/29,6305030259 


0303110292 Third interim deficiency rept re linear indications in Natl 
Valve 4 Mfg Co spool pieces Initially reported on 820924. 

Vendor requested to supply list of spool pieces w/Heat Code 
L63687 Vtil awaiting reply Also reportable per Part 21 
MILLB.L M Tennessee Valley Authority lOCFR 050 55E 83/03/02 

O'REILLV, J P Region 2, Office of Director 2pp 18393.254 
Fiche 50-439,63/05/02,8305110292 
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8303110313 Part SI rept re blotu-out panel In east uest penetratian 
areas Initially reported on B30SO6 Structural framing sys 
detigned to protect flou transmitter & related Instrument 
tubing 

BARKEifitN R 81 1 b er t/C ommonuea 1 th Cos 03/O5/'O9 DEVOUNO.R C 

Director's Officei Office of Inspection and Enforcement Spp 
18393 19& S4X Fiche SO- 393i Q3/03/0?> 83031 10313 


8303110323 Part 21 rept re ring duct stiffener failure Initially 
reported on 830306 Design change to eliminate airflou- 
inducad vibration (< redesign of ring stiffener submitted 
to util 

BARKER, N R 01 1 ber t/Commonuea 1 th Cos 03/03/09 DEY0UN8, fi C 
Director's Office, Office of Inspection and Enforcement 2pp 
1B393 17? 84X Fiche 30-393,03/03/09,8303110382 


8303110324 Part 21 rept re Type 6A-1 Class IE relays Silicon controlled 
rcctiflor (SCR) in trip output circuit may cause random trip 
output Mestlnghouse corrective action includes replacing SCR 
«/burn-ln SCR 

DUl/ALLi D. D Broun Ooverl Corp (subs Broun Ooverl t, Co , Ltd 1 
PT81 83-807-000 83/04/27 STELLO, V Director's Office, Office of 

Impaction and Enforcement 3pp 16393 278 24X 

rich# 30-000.83/04/87,8303110324 


0305110427 Part 21 8 deficiency repts re misoperatlon of DS-4i6 reactor 
trip undarvoltage devices Initially reported on 330420 
Attaefimants ulll be replaced u/devlces u/uidened grooves 
to accommodate neu retaining rings Hfg draulngs revised 
RAHEtE. P Uestlnghouse Electric Corp N9-EPR-2733 03/04/21 

DEVQUN8, R C Director's Office, Office of Inspection and 
Enforcement 3pp. 18403 095 24X Fiche 50-000,63/04/21,8303110427 


0303110441 Final deficiency rept re faulty relays mfg by Broun Hover! 
Electric in auxiliary pouer distribution sys Initially 
reported on 820320 Four relays returned to vendor for 
repair t< reinstalled at facility Also reported per 10CFR21 
KILLS, L H Tennessee t/allay Authority iOCFR 090 33E 03/03/02 

O'REILLY, J P Region 2, Office of Director 2pp 10393 340 24X 

Fleha 90-439,03/03/02,0305110441 


0309120392 Interim deficiency rept re misapplication of ITE Oould 
circuit breakers in post-LOCA hydrogen recomblncrs supplied 
by Rockuell Inti Initially reported on 030320 Matter under 
Invaatlgation Final rept by 030008 Reported per Part 21 
HANNOfS F Niagara Mohauli Pouer Corp 6409 83/04/26 

8TAR0BTECKI,R Region 1, Office of Director 2p p 18433 072 24X 

Flcha: 90-000, 83/04/26, 8309120398 


"0308120404 Part 21 rept re failure of post-LOCA hydrogen recomblner 
component during 1E6E-323 yual 1 flea t Ion program Circuit 
braakar not properly selected for specific application Plant 
operators notified of deviation 

EMPEY, D C Rockuell International Corp B3BS0-14B3 83/03/11 

COLLINS, J T Region 4, Office of Director Spp 18433 074 24X 

Fiche 80-000,83/04/26,8303120392 


8309120479 Part 21 rapt re defect in shielded mult 1 conduc tor cable 
Inatallad in HVAC control panels KCC Pouers personnel 
attached hold tags to 13 HVAC control panels u/defect 
Evaluation being conducted 

HALLiD P Illinois Pouer Co 1606-L 03/09/04 KEPPLER, V 0 

Region 3, Office of Director 2pp 1B431 049 24X 

Fieha, 90-000, 83/09/04, 0309180479 


— •8309120484 Part 21 rept re defect in shielded mul t Ic ond uc tor cable 
Inatalled in HVAC control panels All suspect panels 
Inapected L nonconformance rept ulll be Issued for 
applicable sites 

FAUCONNEAU, 0 Mark Controls Corp 83/04/10 Director's Office, 
□ffica of Inspection end Enforcement 2pp 10431 091 24X 

Fiche. SO-000, 03/03/04. 03O3!2O473 


8309130027 Part 21 ii final deficiency repts (Item t06) re incorrect 
design at 400-velt tultchgear on secondary disconnects 
Dlecunnaets installed in breaker cradle uill be replaced 
PARSOKS. R M Carolina Pouer «> Light Co IOCFR 050 59E 83/04/29 

O'RElLLYi J P Region 2, Office of Director 4pp 10437 129 24X 

Flcha; 90-400. 83/04/27, 8303130027 


8309130000 Diflclency rept re Class IE motor control ctrs from ITT 
(3ould containing ueld defects Initially reported on 
830406 Vendor evaluation to be completed by Jul 1963 
Extension until 030713 requested Also reported per Part 21. 
PARBONS, R M. Carolina Pouer t. Light Co IOCFR 030 99E 83/09/06 

O'REILLY.O P Region 2, Office of Director ip 18436:264. 24X 

Fiche; 90-400,83/03/06, 8309130000 


8309130107 Final Deficiency Rept DER 63-2 re valve operators 
accidentally Interchanged by Posl-Seal on inside (■ outside 
containment valves Initially reported on 030123 Operators to 
be replaced Also reported per Part 21 by Posi-Seal 

VAN BRUNT, E E. Arixona Public Bar vice Co IOCFR 030 SSE. 83/09/03 
STERN0ERO, D M. Region 9, Office of Director 4pp 18437 219 24X 

Fiche* 90-928, 83/09/03, 8309130107 


8305130113 Part 21 rept re lou natural frequency of counterbalance 
ass embl ij 1 resul 1 1 ng In unacceptable stresses on baetdraft 
damper counterbalance arm Seismic qualification criteria not 
fully met Investigation 6 testing underuay 

HILL, T D Ruskin Man uf a c tur 1 ng Co 83/09/10 Director's Office, 

Office of Inspection and Enforcement 7pp 1 0438 001 24X 

Fiche 30-400, 83/05/IO, 83091301 13 


0303130148 Revised interim Deficiency Rept DER 82-76 re Target Rock 
valves not meeting Tech Spec requirements Initially reported 
on 021124 Revised test plan reviewed by Dechte! Final rept 
expected by 830823 Also reported per Part 21 

VAN BRUNT, E E Arljona Public Service Co OER 82-76 83/03/03 

STERNDERG,D M Region 3. Office of Director 4pp 10430 1 17 24X 

Fiche 30-320.83/03/03,0303130140 


0305130134 First interim deficiency rept re defects In pipe clamps mfg 
by ITT Onnnell Initially reported on 830406 Util requested 
vendor to provide response re action taken to prevent 
recurrence of problems Also reportable under Part 21 
MILLS, L H Tennessee Valley Authority IOCFR 030 SSE 63/05/06 
O'REILLY, J P Region 2. Office of Director 3pp 10437 182 24X 

Fiche 90-438,83/05/06.8305130154 


6303130189 Final Deficiency Rept DER 83-12 re malfunction of OE add-on 
electric interlocks used u/Class lE.Slie 2. starters in 
4BO-volt motor control ctrs Initially reported on 830307 
Design change packages issued Also reportable per Part 21 
VAN BRUNT. E E Arirona Public Service Co iOCFR 030 SSE 83/05/03 

STERNBERG. D M Region 3, Office of Director Spp 18439 340 24X 

Fiche 50-328,83/03/03.0305130189 


8303130222 Part 21 rept re potential ASliE Section III & V violation 
Initially reported on 830412 Scope & condition of 
nonconf ormane e under investigation 

WHEATON, U R Dorg-Wflrner Corp 0-B3-007/WRW 03/04/15 

MARTIN.U 0 Region S, Office of Director 4pp 18439 336 24X 

Fiche 30-440,83/04/13,8303130222 


8303130248 Interim Deficiency Rept RDC 70(831 re restart of control 
complex chiller follouing loss of offsite pouer or LQCA 
Initially reported on 630407 Final rept expected by 830813 
Also reported per Part 2i 

EDELMAN, H R Cleveland Electric Illuminating Co IOCFR 030 SSE 
83/03/06 KEPPLEfl.J <5 Region 3. Office of Director 2pp 
18439 212 24X Fiche 30-440. 03/05/ 06, 8303 1 30248 


8303130264 Interim Deficiency Rept DER B3~i6 re failure of dieset 
generator governor t> voltage regulator to automatical ly 
reset from manual/test mode upon loss of pouer Initially 
reported on 830318 Also reportable per 10CFR21 

VAN BRUNT, E E Arixona Public Service Co DER 83-16 33E 83/03/03 

8TERN0ER0, D H Region 5, Office of Director 4pp 18439.238 24X 
Fiche 30-928,83/03/03,0303130264 


8303190005 Final response to FQIA request for documents re lack Co &/ar 
uork performed by lack in const of facilities Forwards App A 
documents Documents denoted u/asterisk available in FOR App 
BiC.D & E documents ulthheld (ref FOIA Exemption 71 
FELTON, J M Division of Rules and Records 63/03/11 
PHENDEROAST, R Prendergast, R J I7pp 18506 059 24X 

Fiche 30-000, 63/03/1 1, B303190C0S 


— 8303190112 Deficiency rept re errors t discrepancies contained in HVAC 
matl certifications Procurement d ocumantat t on ulll be 
reval i da ted . document L records mg t program uill be developed 
& OA/OC personnel ulll be added Also reportable per Part 21 
CALKINS. D C Zack Co IOCFR 030 SSE 81/10/23 310pp 

18906 213 24X Flcha 90-000, 83/03/ 1 1 ■ 8305 170003 


8305200427 Final Significant Deficiency Rept 82-06 re failed sheared 
pinion keys in Llmltorque motor operators supplied by 
ife sting house All deficient keys replaced Also rap or table 
per Part 21 

WOOLBVER.E J Duqoesne Light Co IOCFR 030 59E 03/03/10. 

ALLAN, J Region 1, Office of Director Spp 18317 143 24X 

Fiche 50-412,83/03/10,830520042? 


8303200495 Supplementary Part 21 rept re adequacy of sve water cooling 
tower structure Transverse shear design adequate No defects 
exist Design of s true tore mods expected to be c onp le ted by 
830630 

SARSTEN, 0 E United Engineers & Constructors, Inc {lubs qf 
Raytheon Co ) 83/04/29 Region 1, Office of Director Spp 

18314 033 24X Fiche 30-443,83/04/29,8303200495 


6303230325 Final deficiency rept re Westlnghouse reactor trip 
sul tchgear undervol tage attachments u/design dl screpanc y 
Initially reported on 630422 Attachments replaced Mfg 
drawings (. OC procedures modified Also reported per Part 21 
OPREA.O W Houston Lighting l> Power Co IOCFR 030 93E 83/05/10 

COLLINS, U T Region 4, Office of Director 4pp 10936 31? 24X 

Flcha 30-498.03/05/10,8303230923 
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8305230345 SsconiJ Interim rept re generic deficiencies at Consolidated 
Controls Carp Initially reported on B209i6 Evaluation 
Indicates QC problems corrected i eijoipment failures random 
Alto reported per Part 31 Neit rept by 831117 

MtLLSiL M Tennessee Valley Authority lOCFR 050 33E 83/03/10 

□ 'BEILLV-J P Region 2 j Office of Director 2pp 16S37 003 24X 

Fiche 30-43®. 03/03/10. 8303230343 


8305240336 Part 21 rept re bolting parts for ASHE III NF Class 1 pipe 
supports on rigid struts or pipe clamps for struts or 
snubbers Initially reported on 930313 Oolting parts greater 
than 2-inch slje not examined 

HOVr# L WPS Industriesr Inc FT21 03-876-000 03/03/16 

DEVOUNO. R C Director's QfflcBi Office of Inspection and 
Enforcement ip 10374001 24X Fiche 30-000.03/05/16.0303240336 


B30S240405 Recommends consideration be afforded to contacting listed 
utils to determine revleu U mod status of deficient vertical 
lift metal-clad suitchgear mfg by OE 

POTAPOVS. U Division of Vendor 6 Technical Programs 03/03/19 
0AER.R L Engineering Generic Communications Dranch 2pp 
18374 279 


8305250433 Final rept re deficiencies in Ameron cement mortar lining 
Initially reported on 820321 Corrections to each deviation 
listed Also reportable per 10CFR21 

HILLS. L K Tennessee Valley Authority lOCFR 030 53E 83/03/20 

Q'REILLV. J P Region 2. Office of Director 6pp 18503 293 24X 

Fiche 30-390.03/05/20,0303230433 


8305270625 Part 21 rept re potential problem u/S-phase rectifier 
assembly In exciter not connected In parallel uhlch could 
cause premature failure Initially reported on 830320 Utils 
ulll measure vibration 

HAISLERiR K Litton Ind us tr i es. I nc 03/03/20 KEPPLER, J 0 Region 

3. Office of Director 3pp 1S646 212 24X Fiche 30-000,83/03/20, 

3303270623 


0303310139 Seventh interim deficiency rept re Inconsistency betueen 
assumptions for pipe breal in LOCA & structural analyses 
for connecting pipes in affected loop Initially reported on 
801121 Next rept by 831110 Also reported per Part 21 
HILLS.L M Tennessee Valley Authority lOCFR 030 33E 83/03/23 

O'REILLV.xi P Region 2, Office of Director 2pp 18636 123 24X 

Fiche 30-430,83/03/23,0303310130 


8305310214 Eighth interim deficiency rept re SItU nonconservatlve 
analysis of nsutron flux Initially reported on 001103 Also 
reportable per Part 21 Util auaitlng results of BPM 
analysis Next rept ulll be submitted by 831024 

HILL5.L M Tennessee Valley Authority lOCFR OSO 33E 83/83/23 

O'REILLY.J P Region 2, Office of Director 2pp 18630 146 24X 

Fiche 30-438.83/03/23,8303310214 


0A999 OUAHTV ASSURANCE INSPECTIONS 


830SD208S4 Confirms QA program Insp on 830324-27 at Radiation 
Technology. Roclauay, NJ plant, per 830423 telcon 
POTAPOVS, U Region 4, Office of Director 83/04/28 NELT, H A 
Radiation Technology Ip 18291 298 


9305020261 Acl receipt of 830309 Itr informing NRC of steps taken to 
correct nonconformance noted in DA Program Insp Rept 
99900913/92-02 

POTAPOVS, U Region 4, Office of Director 93/04/20 DIETZ, 0 R 
Isomedlii Inc (subs of Masefield Enterprises, Inc ) Ip 
18277 231 


— 8305020268 Responds to NRC 830207 Itr re nonconformance noted in QA 
Program Insp Rept 99900913/92-02 Corrective actions 
operators given formal instructions re calculation of dose 
rate 6 QC manuals revised 

TVHPANlCKiL Isomedii. Inc isubs of Hasefleld Enterprises, 

Inc ) 93/03/09 PDTAPOVg.U Region 4. Office Of Director 

I2pp 19277 232 


8305020299 Forwards OA Program Insp Rept 99900403/92-03 on 820620-0701 
0713-13 It notice Of nonconfordiance 
POTAPOVS, U Division of Vendor It Technical Programs 83/02/02 
BRUGeEMAN, N H General Electric Co 2pp 18277 176 


— B305020293 Notice of nonconformance from insp on 820628-0701 6 07 I 3- IS 
• Region 4. Office of Director 83/02/02 Ip 10277 170 


—8303020307 QA Program Imp Rept 99900403/82-03 on 820620-0701 h 
0713-15 Noncofflpl iance noted documented Instructions or 
procedures not utlllied to communicate quality requiremente 
re dispoiitlonlng of potential design action items 
CHAMBERLAIN. 0 . HALE, C 0 Region 4. Office of Director 82/00/19 
17pp 10277 179. 


0303020316 Forwards QA Program Insp Rept 99900403/02-04 on 020629-0719. 
No noncomp t lance noted 

POTAPOVS.U Region 4. Office of Director 83/02/02 ORUQOEMAN.WH 
General Electric Co 2pp 18277 140 


—0303020319 QA Program Insp Rept 99900403/82-04 on 820620-0719 No 
noncompllartce noted Major areas inspected Intervieu of 
former employee re number of Mark III containment unrteolved 
Issues per Part 21 requirements 

UILLIAMSON.E L , BURCH, R H , ALDER0QN, C E Region 4. Office of 
Director 82/00/20 4pp 18277 142 


9305020346 Confirms OA program insp at Tustln.CA plant an B30S02-06. per 
030413 telcon 

POTAPOVS.U Region 4, Office of Director 83/04/80 CHIN. A 
Radiation 9teri 1 1 ler s. Inc Ip 18277 064 


0303020364 Ack receipt of 030228 6 0407 Itrs informing NRC of etips 
taken to correct nonconformance noted in QA Program Insp 
Rapt 99900403/82-03 

POTAPOVS.U Region 4. Office of Director 83/04/20 BRUOOEMAN. H M 
General Electric Co Ip 18284 025 


— 8303020363 Responds to NRC 830317 Itr requesting addl info re 
nonconformance noted in QA Program Insp Rept 99900403/82-03 
Requirements for design actions formally documented In 
engineering operation procedures 

BOHL, L 8 General Electric Co. 83/04/07 POTAPOVS.U. Reg ten 4. 
Office of Director 2pp 18204 026 


— 8305020366 Ack receipt of 830220 Itr informing NRC of steps taken tb 
correct nonconformance noted In QA Program Insp Rept 
99900403/82-03 Addl Info needed re actions on design action 
Item list 

POTAPOVS. U Region 4, Office of Director 83/03/17 
BRUGOEMAN, U H General Electric Co Ip 18284.020 


— 030302036? Forwards response to NRC 830202 Itr re nonconformance netef 
In OA Program Imp Rept 99900403/82-03 Corrective actions: 
Engineering Operating Procedure 33-4 00, "Change Control 
Board." revised on 620714 

BOHL, L S General Electric ca 03/02/28 POTAPOVS.U Region 4> 
Office of Director 2pp 18204 029 


8305020420 Summary of 830422 meeting w/Hestinghouse in East Pittsburgh. 
PA re reactor trip breaker problems Changes in mfg controls 
ti QA program planned Attendance list end 

POTAPDVSiU Division of Vendor l< Technical Programs 83/04/28 
Division of Vendor b Technical Programs 4pp 18273 124 


8305020448 Confirms QA program insp at Cherry Hlll.NV ofc on 630302-06 
per 030420 telcon 

POTAPQVSiU Region 4, Office of Director. 03/04/20 KELLYrf) B 
Stone & Hebster Engineering Carp ip 18293 179. 


830S030330 Forwards QA Program Insp flepts 99900373/63-01 k 
99900296/02-01 re Agastat OPOC-740 relay defects Ameraea 
Corp should be contacted to determine likely customers of 
grade relays ly/o end 

POTAPOVS, U Division of Vendor It Technical Programs 63/04/29. 

BAER, R L Division of Emsrgency Preparedness l< Engineering Response 
(Post 830103) 2pp 18297 161 


8303030349 Forwards QA Program Insp Rept 99900789/83-01 on 821129-1203 
POTAPOVS, U Region 4, Office of Director 83/04/13. BUNOaTEDT.U E 
Uooduard Oovernor Co 2pp 10297 118 


“8303030351 OA Program Imp Rept 99900759/03-01 on 821 129-1203. No 
noncompliance noted Major areas Impffcted’ defsctlvs govsrnor 
furnished to Palisades I, dsflclsnt E0B-13P actuator 
furnished to Stewart I, Stevenson Sves, Inc. 

FOSTER, M E , BAHNE6, 1 Region 4, Office of Director 83/03/31. 
13pp 18297. 120 


8305030338 Forwards QA Program Insp Rept 99900769/03-01 on 030207-10 I, 
notice of nonconformance, 

POTAPOVS.U Region 4, Office of Director 03/04/15 HESS.L, fl. 
Pacific Air Products Co 2pp 18291 342 


— 8303030362 Notice of nonconformance from inip on 830207-10. 

* Region 4, Office of Director 83/04/15. Ip. 18291.344. 


—8303030366 QA Program Insp Rspt 99900769/83-01 on 830207-10 
Noncomp 1 lance noted: records not maintained to Indicate 
evaluation made for re portab 1 1 Ity of def actively-mounted 
blade locks in safety-related flra dampers. 

OLLER.R E , BARNES, I. Region 4, Office of Director, 93/04/15. 
16pp 18291 343 
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3308030363 Forusrd* QA P^og^a^l ln»p Rept 999000S3/B3-01 on 030125-20 
Fotlooiup on fallur* to ptrform verification of torq.UB 
adiquaev retiuetttd W/o end 

POTAPQVStU Division of Vendor & Technical Programs 03^04/20 
NOflSUlOS.C 6 Division of Bnjlneerlng Ip 10306 297 


— 0303030090 Notice of violation from 
# Region 4. Office of Director 


insp on 030228-0304 
03/04/21 Ip 13342 03l 


--S30S050091 Notice of nonconformance 
* Region 4. Office of Director 


from insp on 030220-0304 
03/04/21 Opp 10342 032 


0303-030377 Paruardi OA Program Jnsp Rept 99900769/03-01 on 830207-10 
tdentlfiilng potential loose loclis on fire dampers at 
HcOutro station M/o end 

POTAPOVS. U Division of Vendor U Technical Pr-ograms 03/04/29 
LElfISi R L Division of Project It Resident Programs Ip 18306 293 


9308030413 Recommends actions be taken to varlfg uhether uieldlng in 
place hot been accomplished & Impact of mounting on seismic 
^ualif ication re vendor Insp at En-Tronlc Controls of 
diesel generator high voltage cubicles U foundations 
PQTAPOVS.U Division of Vendor 4 Technical Programs 03/04/29 
CREHSiJ L. Division of Res Ident i Reactor Project b Engineering 
Pro-grens Ip 10306 313 


B3090304S7 Informs that AITS F030346B2 re defective diesel generator 
governor at Palisades closed follouing insp at Engine ft 
Turbine Controls Dlv of Uooduard Oovernor Co U/o QA Program 
Inep Rept 99900789/02-01 

PQTAPOVStU Division of Vendor & Technical Programs. VITS 62-254 
83/04/29 BPE99ARD.R L Division of Project i Resident Programs 
tp 18306 276 


0303030466 Forwards QA Program Insp Rept 99900093/03-01 on 030125-20 
& notice of nonconformance 

POTAPOVS. U Region 4, Office of Director. 03/04/12 CARGO. A E 
Anchor /Darling Valve <subs Anchor/Darling Industries) 2pp 
18294: iSS 


— S30S090093 QA Program Insp Rept 99900017/03-01 on 030220-0304 
Noncompliance noted failure to post rogu la t lons/procedures 
in either of two fabrication shop bldgs 6 failure to 
generate nonconf ormance rapti for five rejected fittings 
CONMAV. J T . BARNES. I Region 4. Office of Director 83/04/20 
9pp 10342 035 


0303030094 Forwards OA Program Insp Rept 99900401/03-01 on 830300-10 
No noncomp t iance noted 

POTAPOVS. U Region 4. Office of Dirac tor 03/04/19 ETHERIDOE.K R 
Combustion Engineering. Inc 3pp 18342 012 


— 8308030097 QA Program Insp Rept 99900401/03-01 on 030300-10 No 
noncomp 1 lane 9 noted Major areas inspected status of previous 
Insp findings re shoulder gap problems at five facilities 
MCNEILL.N H . 0ARNES. I Region 4, Office of Director 03/04/19 
6pp 10342 014 


83050S0102 Forwards QA Program Insp Rept 99900002/03-01 on 830300-10 Si 
notice of nonconformanc e 

POTAPOV8.V Region 4. Office of Director 03/04/21 
LICHENDEROERi H Combustion Engineering. Inc 3pp 10341 319 


— 9305030104 Notice of nonconformance from Insp on 030300-10 

• Region 4. Office of Director 03/04/21 Ip 10341 322 


"0308030471 Notice of nonconformance from Insp on 030123-20 

•» Region 4. Office of Director 03/04/12. 2pp 10294 134 


-.3309030478 OA Program Imp Rept 99900053/83-01 on 030128-20 
Noncompl lance noted design rept for 900-lb feedwater 
leolatlon valves furnished to Ueterford Unit 3 did not 
eddreet validltg of velve closing design 

KELLEV. M D, . BARNES. 1 Region 4< Office of Director 03/04/07 
lOpp 10294 156 


0308030509 Forwards QA Program Insp Rept 99900373/83-01 on 830214-10 & 
notices of nonconformance 6 violation 

POTAPOVS. U Region 4. Office of Director 83/04/12 DECKER. H A 
Entronlc Co 3pp 16295 305 


— 830S030311 Notice of violation from Insp on 830214-10 

• Region 4. office of Dlrtctor 03/04/12. 2pp 10298.300 


— 0305030910 Notice of nonconformance from imp on 030214-10 

e Region 4. Office of Director. 03/04/12 2pp 18299 310 


—0309030828 OA Pregrem Insp Rept 99900373/63-01 on 630214-18 
Noncompliance noted current copies of Section 206 of Energy 
Reorganliatlon Act not posted 6 procedures not adopted to 
provide for davlatlon evaluations & informing director 
FOSTER, U E , BARNE0. I Region 4. Office of Director 63/04/04 
9pp tB29S' 312, 


03OSO3D92O Re<iuetts guidance for Insp of vendere not committed to App B 
of 1OCFR90 or 10CFR21. Insp of Noodward Oovtrnor Co 
diecussed QA Program Insp Rapt 99900789/02-01 not end, 

BANOART^R L Division of Vendor 6 Technical Programs 03/04/20 
TAVLOR.J, Division of Engineering h Oualltg Assurance (Pre 030103) 
9pp. 18295' 321 


8308030844 Forwards QA Program Insp Rept 99900769/03-01 on 830207-10 re 
patantlal loose locks on flri dampers N/o end 

POTAPOVS, U Division of Vendor h Technical Programs 83/04/29 
STAROBTEcKI. R Division of Project %t Resident Programs Ip. 

10305 268 


B3OSO80068 Forwards QA Program Insp Rept 99900303/63-01 on 830300-10 
No nancomp 1 ianea noted 

POTAPOVS, U Region 4, Office of Director 63/04/21 METTA.8 
Applied Engineering Co 2pp 18339.094 


— 0309090071 QA Program Insp Rapt 99900303/63-01 on 030300-10 No 
noncempllanca noted Major areas Inspected mgt meeting, etatus 
of pravleue insp findings, 10CFR21 tnsp.QA program, mfg 
precast control, corrective action t, audits 

SUTTON, JN , BARNE0, I Region 4. Office of Dlroctor 83/04/20 
7pp 18339 096 


0308080068 Forwards QA Program Insp Rept 99900017/63-01 on 830220-0304 
li notices of nenconfermance 6 violation 

POTAPOVS, U Rtglon 4, Off lea of Director, 03/04/21 ANDERSON, K 
Orevo Cerp 3pp. 10342:026 


--8308030110 QA Program Insp Rept 99700002/83-01 on 630308-10 
Noncompl lane e notad failure to enter release number for 
poison pallets k compression sleeve used for Lot II 8- 1 k 
treveler for Lot 126-1 missing release number 

MCNEILL. H N , BARNES, I Region 4. Office of Director. 63/04/19 
6pp 10341 323 


0309080107 Forwards QA Program Insp Rept 99900340/03-01 on 030222-29 
No noncompl 1 ance noted 

POTAPOVS. U Region 4, Office of Director 03/04/13 O'CONNELL. T J 
NPS Industries. Inc 2pp 19342 i67 


— 6309080111 QA Program Insp Rept 99900340/83-01 on 630222-29 No 
noncompliance noted Major areas Inspected status of 
previous insp findings. mfg process c ontrol. equipment calibr 
k procurement document control 

OLLER.R E , BARNES. I Region 4. Office of Director S3/04/04 
iipp 16342 169 


0309090114 Forwards QA Program Insp Rept 99900911/83-01 on 830207-11 k 
notice of nonconformance 

POTAPOVS, U Region 4, Office of Director 83/04/13 SRUOOEHAN, U H 
Oenerat Electric Co 2pp 10342 100 


—9309090113 Notice of nonconformance from insp on 830207—11 

a Region 4, Office of Director 03/04/13 2pp 18342 102 


— 8309090117 QA Program Insp Rept 999009U/83-01 on 030207-11 
Noncompl lance noted environ qua 1 1 f 1 cat 1 on testing Initiated 
before review approval 6 issuance of product performance 
qualification Spec PPQS 22A976B 

AOEE. vf R , PHILLIPS.H 9 Region 4. Office of Director 83/04/00 
14pp. 16342: 104 


0309080145 Forwards QA Program Insp Rept 99900264/83-01 on 030214-10 
No none amp 1 lane e noted 

POTAPOVS, U Division of Vendor 6 Technical Programs 83/04/19 
HAOOARD.K D Dragon Valves, Inc 8pp 10341 093 


— 0305080149 OA Program Insp Rept 99900264/03-01 on 030214-10 No 
nonconp 1 lance noted Major areas inspected OA program 
(organl letloi) ) I none on f ormance /c orrect ive action, pro c ess 
control, final Insp , assemb 1 1 ; k test 6 audits 

SUTTON, J N , BARNES, I Region 4. Office of Director 83/04/18 
9pp 19341:095 


6308050160 Discusses OA Progrem Insp Rept 97900224/63-01 on 030214-10 
Appropriate corrective action taken 6 problem ra ECCB 
cabinets incorrectly wired determined not generic 
POTAPOVS, U Division of Vendor t, Technical Programs 03/08/02 
SPESSARDrR, L Division of Project k Resident Programs Ip 
18341 060 


0308080162 Forwards QA Program Insp Rept 99900795/83-01 on 030314-17 
k notices of nonconformance I. violation 

POTAPOVS, U Region 4. Office of Director 83/04/21 LOTT. J E 
E L Manufacturing Peebles. Inc Opp 1833? 382 
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— 030303016“? Notice of violation from 
■» Revlon 4 j Office of Dlroctor 


insp oti 830314-17 
03/04/31 Ip 18339 3SS 


— 03O3OSO171 Notice of non t nnf oMTiani e 
« Rislon 4j Office of Director 


from 1 nsp on 830314-17 
83/04/31 Ip 10339 356 


— 8305050179 QA Program Injp Rept 99900793/83-01 on 830314-17 
Nonccmp 1 lane e noted all unidentified electrodes uere not 
discarded St current copg of 10CPR21 not posted 

HCNEILL. H M » BARNES* I Region 4i Office of Director 83/04/20 
7pp 18339 337 


0305090371 Ack receipt of 030418 Itr Informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900512/03-01 

POTAPnVBfU Region 4i Office of Director 83/03/04 BUPPiL.P 
Quadrex Corp Ip 10363 336 


— B30S0903Sa Responds to NRC 830325 Itr re nonconformance noted in OA 
Program Insp Rept 99900512/83-01 Corrective actions audit 
completed on 021006 OA procedure revised to require 
advisement should anq response to external Insp not be net 
BUPP.L P Quadrex Corp LPB-03-022 83/04/18 POTAPOVB, U 

Region 4i Office of Director 2pp 18363 337 


0305050177 Forwards QA Program Insp ftopt 99900333/83-01 on 030222-25 L 
notices of nonconformance violation 

POTAPOVS, U Region 4, Office of Dirac tor 83/04/13 ADAHBrJ 
Conax Corp 2pp 18341 039 


8305090306 Foruards QA Program Insp Rept 99900203/83-01 on B3O2S0-D3O4i 
notice of violation & notice of nonconformance 

POTAPOVS, U Region 4. Office of Director 83/04/20 MANCHeSTER, E 
BIN Cable Systems, Inc Spp 18363 038 


— 8305050181 Notice of violation from insp on 030222-25 

* Region 4, Office of Director. 83/04/13 Ip 18341 041 


— 0305090393 Notice of violation from Insp on 030220-0304 

e Region 4, Office of Director 83/04/20 Ip 10363 040 


— 8305050184 Notice of nonconformance from Insp on 030222-25 

^ Ragton 4. Office of Director 83/04/13 2pp 18341 042 


— 8303050192 QA Program Insp Rept 99900323/83-01 on 830222-25 
Noncomp 1 lane e noted records for all lead auditors not 
updated annua 1 Ig, tOCPRSl & procedures not posted Cc testing 
for Brand-Rex control cables not performed 

SMITH, A L , PHILLIPS; H 5 Region 4. Office of Director 03/04/07 
ISpp 18341 044 


0305050219 Forwards QA Program litsp Rept 99900525/83-01 on 030220-0304 
No noncomp 1 1 anc e noted 

POTAPOVS. U Region 4. Office 4f Director 03/04/15 LORENZ, H 
01 Ibert/Commonuiea I th Cos 2pp. 18338 076 


— 8305090406 Notice of none Pnf ormane e from Insp on 630220-0304 
» Region 4, Office of Director 83/04/20 3pp 18363:041 


—8305090413 OA Program Insp Rept 99900283/83-01 on 030228-0304 
Noncomp liance noted safety-related testing sves procured 
from Associatsd Testing Labs ti Isomedlx,Inc u/o specifying 
applicability of 10CFR21 provisions 

SMITH, A L , PHILLlPa, H S Region 4, Office of Director 03/04/15 
IBpp 10363 044 


0305090392 Foruards OA Program Insp Rept 99900370/03-01 on 030131-0204 
i< notice of nonconf ormence 

POTAPOVS; U Region 4. Office of Director 03/04/20 KULB.E. 
Oarrett Corp 2pp 18363 026 


— 8305050226 QA Program Imp Rept 99900525/03-01 on 830220-0304 No 
noncomp liance noted Major areas inspected status of previous 
insp f ind 1 ngs. i nternal audit program & review of design 
activities associated u/c lamp -indue ed local pipe stresses 
HARRELL, P H . HALE. C J Region 4. Office of Olrector 03/04/13 
14pp 10338 078 


0305050237 Forwards QA Program Insp Rept 99900224/03-01 on 030214-18 
No noncompl lance no<ted 

PDTAPDVSiU Region 4, Office Of Director 83/04/15 KEVES, II A 
Salley Controls Co (subs of Dabcock & Ullcoi Co ) 3pp 10337 302 


—0303050241 QA Program Imp Rept 99900224/03-01 on 030214-18 No 
none emp 1 1 anc a noted Major areas Inspected 1DCFR5D 53e rept 
re wiring errors In emergsney core cooling actuation sys at 
Midland Units 1 L 2 

PARKER.L 0 , BARNES. I Region 4; Office of Director 03/04/14 
24pp 10337 3D5 


0305030251 Forwards OA Program Insp Rept 99900905/83-01 on 830117-20 
b notices of nonconformance b violation 

POTAPOVS. U Region 4. Office of Director 83/04/St SADLJER, R C 
Uyla Laboratories 3pp 10337 342 


— 0303030255 Notice of violation from insp on 830117-20 

* Region 4, Office of Director 83/04/21 ip 18337 345 


— 9303050258 Notice of nonconformance from insp on 030117-20 

* Region 4. □fftce of Director 83/04/21 2pp 18337 346 


— 8303050262 QA Program Imp Rept 99900905/83-01 an 830117-20 
Noncompliance noted. failure to post current regulations. 
Insufficient info In QA manual b failure to conduct mgt 
audit of OA program 

AOEE,^? R Region 4. Office Of Director PHILLIPS, H S DWliton 
of Vendor b Technical Programs 83/D4/I4 J5pp 10337 348 


0305090001 Ack receipt of 830331 Itr informing NRC of steps taken to 
correct nonconfarmances noted in QA Program Insp Rept 
99900761/83-01 

PDTAPOV^.U Region 4, Office of Director 83/04/21. MORRQU.R 
Reliance Electric Co Ip 18364 052 


— 8305090390 Notice of nonconformance from Insp on 830131-0204 
a Region 4, Office of Director, 83/04/20 Ip 18363 (728 


—0305090403 QA Program Imp Rept 99900370/83-01 on 830131-0204 
Noncompllance noted NRC not formally notified per Part 21 
that shipped solenoid valves contained defect b QA program 
did not include identification b control sys 

SUTTON, d W , HAMILTON, d Region 4, Office of Director 03/04/14. 
9pp 18363 029 


8305090450 Confirms QA program insp at Process Technology an B306Q7-1‘0, 
per 020423 telcon 

POTAPOVS, U Region 4, Office of Director 83/05/04 WELT. M A 
Process Technology, Inc Ip 18362 264 


0303090479 Forwards OA Program Insp Rept 99900307/83-01 on 830207-10 4 
notice of nonconformance 

COLLINS, d T Region 4, Office of Director 83/04/20 
DIBSONNETTE, P OA Technologies, Ine /General Atomic Co 3pp 
18362 325 


— 0305090482 Notice of nonconformance from insp on 030207-10, 

* Region 4, Office of Director 83/04/20 3pp 10362 328. 


—8305090409 QA Program imp Rept 99900307/03-01 on 830207-10 
Noncompl lance noted 020323 Itr to NRC failed to assure 
adherence to stipulated test msthods b series of training 
sessions did not provide clear direction 

MCNEILL, W K , BARNER, I Region 4, Office of Director 83/04/15. 
7pp 18362 331 


8305100336 Ack receipt of 830125 b 0329 Itrs Informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900 902/82-08 

POTAPOVS.U Region 4, Office of Director 83/03/04 HOLBROOK.UU 
Wyle Laboratories Ip 18378 337 


— 8305100343 Requests addl Info re responses to Nonconformances A 3,A S 4 
C noted in QA Program Insp Rept 99900902/82-08 Info 
requested within 25 days 

POTAPOVS.U Region 4, Office of Director 83/03/14 
HOLBROOK. M W Wyle Laboratories 2pp 18378 338 


—8305090003 Responds to WHC B3022S Itr ra nonconformances noted in OA 
Program Insp Rept 99900761/83-01 Corrective actions last 
phase of retraining program completed 821130 Evaluation of 
suppliers of calibr sve will be completed 030520 

MQRRCM.B Aetiance Electric Co 83/03/31. POTAPOVS, U Region 4r 
Office of Director 2pp 18364 033 


— 8305100349 Responds to 830314 request for addl info re Nonconf ormeneei 
A 3, A 2 b C QA personnel Instructed in responsibilities to 
ketp approved procoduri list current 

HOLBROOK, H H Wyle Laboratories 83/03/29 POTAPOVS, U. Region 
4, Office of Director 3pp ie370’34O 
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——0309100355 Responds to URC 830104 Itr rs nonconformancB noted in 04 
Propram Insp ftept 999OO9OS/G3-O0 Corrective actions QA 
propram changed to eliminate retiuirement for QA/saPetg job 
requirements revleu 

HOi.BRonK.WH Wyle Laboratories 83/01/S9 POTAPOVS, 0 Region 
4< Office of Director 16pp 18378 343 


—8309200379 OA Program Irsp Rept 99900056/B3-01 on 830214-18 

Noncomp 1 lane B noted failure to Implement fully QA program to 
meet training ti indoctrination requirements 

COHWAV. J T , BARNES. I Region 4. Office of Director 83/04/21 
tSpp 1B917 357 


8309I2030S Confirms QA program insp on 830509-13 at Chicago ofe per 
B30S04 tel con 

POTAPOVS, U Region 4. Office of Director 83/09/06 PATTERSON, R W 
Sargent (, Lundy, Inc ip 18424 207 


8309120374 Faruards QA Program Insp Rapt 99900768/08-03 on 820188-0310 
Nb noncempl lance noted 

P0TAP0V8,U Region 4, Office of Director 83/02/09 KOH, D 
Htttman Nuclear t, Development Corp (subs Hlttman Corp ) 2pp 
18432 320 


— 8309120397 QA Program Imp Rept 99900760/82-02 on 820128-0310 No 
none amp 1 lane e noted tiejor areas Inspected allegations by 
former employee re quality of HN-100 Series 1,HN"100S t, 

HN'-200 shipping casts. 

SHEPHERD, R £ , CARLSON, R T Region 1, Office of Director 
82/07/19 69pp 18432 322 


8309120482 Confirms QA program insp at New Haven, CT plant on 830606-10 
per 830903 telcon 

POTAPOVS. U Region 4, Office of Director 83/05/10 REED, E 3 
Rockbestos Co Ip 18431 094 


8309170941 Confirms OA program insp at Culver Clty,CA plant on 
830933— 37, per 830904 telcon Insp will cover equipment 
qualification testing of safety-related equipment 
POTAPQVS.U Region 4, Office of Director 03/09/13 EN0U6R, 0 J 
ANCO Engineers, Inc Ip 18468 027 


8305200395 Responds to nonconformances noted in QA Program Insp ftept 
99900743/02-01 on B21006 & 07 Revs to procedures & data 
sheets for TVA units returned for mod or rework will be 
comp leted by 830130 

DUVALL. 0 U Broun Doverl Corp (subs Brown Dover 1 !, Co , Ltd > 
83/01/04 POTAPQVS.U Region 4. Office of Director 2pp 

18318 17S 


6303200411 Ac k receipt of 830104,11 & 0309 1 trs informing NRC of steps 
taken to correct nonconformance noted in OA Program Insp 
Rept 99900743/82-01 

POTAPQVS.U Region 4. Office of Dtrector 83/03/10 DUVALL, D D 
Broun Boverl Corp (subs Drown Ooveri t. Co . Ltd » Ip 18517 164 


— 8305200415 Responds to NftC 830215 Itr re nonconformance noted in OA 
Program Insp Rept 99900743/B2-0’1 Corrective actions QA 
procedure written to define steps necessary to implement mod 
of relays returned frO'm field 

DUVALL, D D Droun Doverl Corp (subs Broun Boverl b Ca , Ltd 1 
83/03/09 POTAPQVS.U Region 4, Office of Director 3pp 
18517 163 


— 8305200418 Ack receipt of B30104 i. 11 Itrs informing NRC of steps tak 
to correct nonconformance noted In QA Program Insp Rept 
99900743/82-01 Understands procedures will be generated to 
prevent recurrence Addl info needed re Item C 

P0TAP0V9.U Region 4, Office of Director 83/02/15 DUVALL. D D 
Broun Boverl Corp (subs Broun Dover! U Co > Ltd ) 2pp 
18517 I6Q 


8309170547 Confirms QA program Insp at Hhlppany.NJ plant on 
830531-0602, per 830509 telcon 

P0TAP0V8.U Region 4, Office of Director 03/05/13 DIETZ, O R 
IsornKflx. Inc (subs of Masefield Enterprises, Inc ) Ip 
18467 082 


—0309200422 Responds to NRC 821202 Itr re nonconformance hated in QA 
Program Insp Rept 99900743/82-01. Corrective actions teat 
procedures h data sheets will be revised by 830130 
DUVALL. D D Droun Boverl Corp (subs Broun Dover! b Co > Ltd > 
□3/01/lt POTAPQVS.U Region 4. Office of Director 3pp 
18517 172 


8309200308 Ack receipt of 830217 «< 0414 Itrs Informing NRC of steps 
taken to correct nonconformances noted In OA Program Insp 
Rept 99900009/82-02 

POTAPOVa.U Region 4, Office of Director 83/09/10 JACOB I. W M 

Mestlnghouse Electric Corp Ip 10316 280 


“8309200319 Responds to NRC 030322 Ur requesting addl Info re 
none onformancei noted in QA Program Insp Rept 
999OOOO9/02-O2 Corrective actions meetings held w/quality 6 
customer sves engineers to review customer needs 
HUaaOiHL Mestlnghouse Electric Corp PA-83-012. 83/04/14 

POTAPOVS, U Region 4, office of Director 2pp. 10916’ 201 


--a3092CK5323 Ack receipt of 820217 Ur Informing NRC of steps taken to 
correct nonconformances noted In QA Program Insp Rept 
77900009/82-08 Addl info needed confirming that actions 
Implemented re documentation of reviews 

POTAPOVS. U Region 4, Office of Director 03/03/22 JACOBI, H M 
Uastlnghouse Electric Corp Ip 18916 283 


--S309200332 Responds to NRC 830118 Ur re nonconformances noted In QA 
Progran Insp Rept 99900009/82-02 Corrective actions 
procedures for order t, spec review evaluated ui/quallty & 
customer sve engineers 

RUBSO, H L Westlnghouie Electric Corp PA-a3-008 83/02/17 

POTAPOVS. U Region 4, Office of Director 9pp 18916 289 


8309200333 Forwards QA Program Insp Rept 99900903/03-01 on 030310 Mo 
noncompliance noted 

POTAPOVS, U Region 4, Office of Director 03/09/04 HENDRICKSON, T 

Burns (< Roe Co 2pp. 18916 220 


—8305200340 OA Program Insp Rept 99900903/83-01 on 030318 No 
noncampllance noted Major areas Inspected piping stress 
analysis in area of plpa clamps mfg by E-8yi tt status of 
previous nonconformances 

BEARS. P , HALE, C J Region 4, Office of Director 03/09/04, 6pp 
18916 222 


8309200370 Forwards QA Program Insp Rept 99900096/03-01 on 830214-18 
It notice of nonconformance Response requested within 30 
days. 

POTAPOVSrU Region 4, Office of Director 03/04/80. WILSON. A K 
Henry Pratt Co 3pp 18917 349 


8305200443 Confirms QA program Insp on 830613-16 at MllfordiQH plant, 
per 630427 telcon 

P(QTAPOVS, 0 Region 4, Office of Director 83/05/17 FARHELU. C R 
FarwDll «< Mandril, Inc Ip 10517 US 


0305200446 Ack receipt of 021122 b 830314 Urs informing NRC of steps 
taken to correct nonconformance noted In oa Program Insp 
fiept 99900782/02-01 

POTAPQVS.U Region 4, Office of Director 83/09/10 FLANNERY, E J 
Druntwick Co Ip 10513 045 


— 0303200457 Responds to NRC 030131 Ur re nonconformance noted in OA 
Program Insp fiept 99900782/82-01 All procedures wilt be 
fully operational by 630630 Rev to QA manual defining 
procedure for handling latent defects added 

FLANNERY, E J Brunswick Co 83/03/14 POTAPQVS.U Region 4, 
Office of Director 2pp 16913 046 


— 8305200462 Ack receipt of 821122 Ur Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
79900702/62-Ql Requests addl Info per F Vollmer 830107 
telcon re audltsitool insp card Initiation t, labeling 
POTAPQVS.U Region 4. Office of Director 03/01/31 
FLANNERY, E J Brunswick Ce 2pp 10513 048 


— 0309200469 Responds to NRC 821105 Itr re nonconformance noted In OA 
Program Insp Rept 79900782/02-01 Corrective actions QA 
procedural changes will be Implemented k Fully operational 
by 030630 

FLANNERY. E J Brunswick Co 02/11/22 POTAPQVS.U Region 4. 
Office of Director 27pp 18513 090 


8309200989 Ack receipt of 030420 Ur Informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
79900519/93-01 

POTAPOVS, U Region 4, Office of Director 83/09/13 HOMES. J M 
Bechtel Corp Ip 18514 041 


— 6309200593 Responds to NRC 930331 Itr re nonconformance noted in QA 
Program Insp Rspt 99900519/83-01 Corrective actions 
Procedure EDPI 4,62-12 revised to allow revleu through 
approval procass of field change notice &, request 
HOMES, JH Bechtel Corp 0A9-a3/ll9 03/04/28 POTAPOVS. V 

Region 4, Office of Director 3pp 18314 042 


— -0309200376 Notice of nonconformance from insp on 830214-18 

* Region 4, Office of Director 83/04/28 9pp 18517 392 
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S309200&21 OocUiTints revt«u of procedures & pr^ictices used In contral 
of' design & const of Dvroni Station U highlights important 
findings Const of Qgron meets requirements of FEAR & SER 
(NURE'G'0B76> Supporting docurnenta t i on encl 

REED. C Commonwealth Edison Co A43hN BS/OS/ll DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 18321 003 
24X Ftche 30-000, 03/05/11 1 03O5SODA21 


— 83CIS200E84 Advises that tlestinghouse QA program implementation 
described in UCAP-a370t Rev 9Ai sa t i sfac torg 

BEYFRIT.K V Region 4. Dallas, Office of the Director {81/03/011 
81/04/30 BLEMDERrR J Heftlnghouse Electric Corp 2pp 
1B322 239 24X Fiche 30-373,83/03/11. 83052(70631 


B 30520 D 6 *a Forwards QA Program Insp Rept 99900794/83-01 on 830317 
& notice d# nonconformance 

POTAPOVB, U Division of Vendor t. Technical Programs 83/09/04 
EOOERB. P E Rldlhalgh, Eggers «c Associates 2pp 1B519 099 


— Q303200A73 Notice of nonconformance from insp on 830317 

• Region 4, Office of Director B3/09/04 Ip 10319 102 


— 8305200678 QA Program Insp fiept 99900774/83-01 on 830317 
Noncompllapce noted design change failed to eliminate 
formation Pf void in siphon tube 

HCNEltt.. H M . BARNES, I Region 4. Office of Director 83/03/03 
3pp 18919 103 


B309230497 Forwards OA Program Insp Rept 99900096/33-01 on 930214-18 
AITS Items F02700230, FD27O030 1 , 302 S< 303 re failed pneumatic 
actuators closed H/o encl 

POTAPOVS, U Division of Vendor ti Technical Programs 03/03/19 
LEUIS.R C Division of Project tc Resident Programs Ip 10337 141 


8303230514 Forwards flA Program Insp ftept 99900056/83-01 on 030214-18 
Insp uncovered leakage S< closure problems u/Haori; Pratt 
butterflg valves U/o end 

POTAPOVS. V Division of Vendor h Technical Programs 83/03/19 
aPESSARD.R L Division Of Project J< Heildent Programs 2pp 
1 0537 168 


0305240333 Confirms OA program insp at Hun tsvl 1 le. AU test facllltg on 
830627-0701 < per 830511 tflcon Insp Will address electrical 
equipment qiral 1 f lest ion process for saf e tg-re lated Class IE 
equipment 

PQTAPDVSiU Region 4, Office of Director 03/05/20 SMITH. E W 
Wgle Laboratories Ip 1BS72 341 


8309240336 Act receipt of 830415 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900273/83-01 Vendor not sicused from compliance Ectenslon 
for response granted until 830601 

POTAPDVS.U Region 4, Office of Director 80/09/20 SCHMIDT. If J 
Uesttnghouse Electric Corp Spp 1S349 361. 


0305240344 Acl receipt of S30413 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900900/B3-01 

POTAPOVS. U Region 4. Office of Director S3/O5/20 SLEMBER.ft J 
Uestlnghouse Electric Corp ip 18574:07? 


— 8303240346 Responds to NRC 630317 Itr re nonconformance noted In OA 
program Imp Rept 9 9 900900/ B3 -01 Corrective actions test h 
aiecution & tait data control procedure manual revised to 
Include description & use of route cards 

SLEMBER.R J Westlnghouse Electric Corp P I»fDA-83-719 83/04/13 

P0TAPDV3.U Region 4. Office of Director 2pp IB574 080 


B30BS40332 Ack receipt of 830302 ti 0422 1 trs informing NRC of steps 
taken to correct nonconformances noted In DA Program Insp 
Rept 97900289/82-03 

POTAPOVS. U Region 4. Of flee of Director 83/03/80 TE8TUUIDE.R R 
Borg-Harner Corp Ip 10375 073 


— 8305240357 Responds to NRC 030325 Itr re nonconformance noted in DA 
Program Tnip Rept 99900289/82-03 Corrective actions; 
personnel Instructed not to utillie vendors not appearing 
on approved vendor list 

M1L1NAZ20. p. L Borg-Harner Corp Q-e3-0B3/PLM 83/04/22 
POTAPOVS, U Region 4, Office of Director. Ip 10575 074 


— 8305240361 Ack racapt of 830302 Itr informing MAC of steps taken to 
correct nonconformances noted In DA Program Insp Rapt 
999 00289/ BB-OS Requests description methods to prevant 
recurrence 5 use of vendor not on approved list 
POTAPOVS, If Rtgion 4, Of flee of Director 83/05/25 
TESTHUIDE.R R Borg-Uarner Corp Ip 1BS75 075 


—8303240363 Responds to NRC B30tl8 Itr re nonconformance noted In QA 
Program Insp Rept 97900289/82-03 Corrective actions list Of 
vendors used for callbr sves reviewed. updated & added to 
nuclear products approved vendor list 

MILINAZZD, P L Borg-Warner Corp Q-eS-OAV/NMS 83/03/02. 
POTAPOVS. U Division of Vendor S. Technical Programs 2pp 
10S7S 076 


B30524040O Ack receipt of 630504 Itr Informing NRC of steps teksn to 
correct nonconformance noted In QA Program Imp Rept 
99900905/83-01 

POTAPOVS, V Region 4. Office of Director 83/05/20 HOUSTEAU.L 
Hgle Laboratories Ip 18374 192 


— 8305240403 Responds to NRC 030421 Itr ra nonconformance noted tn QA 
Program Insp Rept 99900903/03-01 Correetive actions 
procedures revised. mgt audits 1< purchase orders revitwed It 
audits supervised bg lead auditor 

HQVSTEAV.L Hyla Laboratories 03/03/04 POTAPOVS, Lf Rtglon4. 
Office of Director 4pp 18374 193 


8305240411 Ack receipt of 830429 Itr informing NRC of steps taksn to 
correct nonconformance noted in OA Program Insp Rept 
99900501/63-01 Extension of 30 dags for response granted 
POTAPOVS, U Region 4, Office of Director 83/03/20 HAML.H.M 
Bechtel Corp tp 18573 334 


— 8305240415 Responds to NRC 830330 Itr re nonconformance npted in QA 
Program Insp Rept 99900501/83-01 Corrective actions 30-dag 
extension requested to prepare rept re supplier surveillance 
program improvements Drawings will be revised 

HAHL.H W Bechtel Carp 03/04/29 POTAPOVS, U Region 4f Office 
of Director 2pp 16373 353 


8305240419 Confirms OA program insp at Richland. UA site on 030606-10. 
per 830324 telcon Insp will address QA program 
Implementation 

POTAPOVS, U Region 4, Office of Director 83/03/20 VOLHER, C.-J 
Exxon Nuclear Co . Inc (subs of Exxon Corp >. ip 18574 201 


0303240424 Confirms OA progrem insp et Columbia. SC site on 830620-24. 
per 830224 telcon insp will address QA program 
implementation 

POTAPOVS. U Region 4, Office of Director, 83/03/20 JACOBI, H.M. 
Westlnghouse Electric Corp Ip 18573 033 


0303240426 Forwards QA Progrem Insp Rept 99900311/83-01 on 030228-0304, 
notices of vloletion h nonconformance 

POTAPOVS, U Region 4, Office of Director 03/04/25, OREENE. R 
Oeneral Electric Co 3pp 18574, 128 


— 8305240433 Forwards corrected notice of violation for QA Progrem Insp 
Rept 99900311/83-01 

POTAPOVS, U Region 4, Office of Director 83/05/03 QREENE.R 
Oeneral Electric Co tp 10374' 131 


— B30S240437 Corrected notice of violetlon from Insp on 830220-0304 
« Region 4. Office of Director, 83/03/03 ip. 18374.132 


— 0305240443 Notice of violation from Insp on 830228-0304 

« Region 4, Office of Director, 63/05/03 Ip 18374' 133 


— 9305240452 Notice of nonconformance from Insp on 830226-0304. 

• Region 4, Office of Director 83/04/23 2pp 10374 134. 


—8305240462 OA Program Insp Rept 99900311/83-01 on 830220-0304. 
Noneompllance noted failure to notify NRC of 4 16-kV 
vertical lift metal-clad switchgear fallura to comply <u/ 
momentary current tests per ANSI Std C37 20-1974 
FOSTER. W E , BARNES. I Region 4. Office of Director 83/04/21 
lOpp 1BS74 136 


8305240431 Informs that OA program, per SWSQAP l-74AiRev C. 
satisfactorily Impl emantid. Continuing QA program 
accaptahi 1 Ity contingant Upon satisfactory Implementation 
vtriflad through Vandor Programs Branch Insps, 

COLLINS. J T Rag ion 4. Office of Director. 83/05/20 KELLV, R B 
Stone 6 Webster Engineering Corp 2pp 18574.124. 


—6305240435 Advises that S6N satlsfactori ly implementt QA program per 
SWSQAP t-74A. Rev C Confirmation recommendad, 

CHAMBERLAIN, D Riglon 4, Office of Director 93/OS/lS. 

COLLINS, J T Region 4. Office of Director 2pp 18374.12* 


0303260291 Forwards S30S13 sacond intarlm dcficltncy rept re cable 
tit ting, part lal ly rtspondlng to anforcement actions from 
insp of mfg *< tasting activities Final rept schtdulad for 
030630 W/o encl 

POTAPOVS, U Region 4, Office of Dtrictor 83/05/20 BAER. R. U. 
Engineering b Qenerlc Communications Branch, tp 10625 160. 


WONDOCKETED ITEMS 
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S30327O144 Advises thet OA program described In NEOO-l 150?-*04A being 
Implemented satis factor i Ig Results of Imp published 
quarter Ig in NUREO-0040 

CDCLtNSiJ T Division of Vendor ti Technical Programs 63/05/84 
fiRUOGEHAN. H H Oeneral Electric Co 8pp 1B&3B S03 


— S309870149 Discusses corrective actions on nonconformances noted In IE 
Inejpe since Jan 1980 OE satisfactor 1 ig Implemented OA 
program per NED0-11209-04A Confirmation of Implementation 
recommended 

CHAMBERLAIN. D Division of Vendor (< Technical Programs 83/03/20 
COLLINS. J T Region 4. Office of Director ip 18633 205 


6305270S67 Foruards OA Program Insp Rept 99900722/83-01 on 830226-0304 
& nsfelces of violation 1. nonconf ormenct 

POTAPOVS. U Region 4. Office of Director 83/03/13 JOHNSON. I 0 
Robert Shau Controls Co 3pp 18644 274 


— B30987O272 Notice of violation from Insp on 830226-0304 

a Region 4. Office of Director 83/03/13 Ip 18644 277 


--0305270277 Notice of nonconformance from insp on 630828-0304 
* Region 4. Office of Director 63/09/13 ip 1B644 278 


— 8303270266 OA Program Insp Rept 99900722/83-01 on 630228-0304 
Noncompliance noted copies of Part 21 of Encrgg 
Reorganijation Act of 1974 posted 6 procedures adopted per 
regulations not readilg available to personnel 
PARKER.L D . BARNES. I Region 4. Office of Director. 83/03/12 
app. 18644 279 


B305270291 Forwards QA Program Insp Rept 79900031/83-01 on B3028B-0303 
ti notice of nonconformance 

POTAPOVS.U Region 4. Office of Director 83/03/13 PATTY. D F. 

0 ingh«m-Ul 1 lamette Co 3pp. 16644 303 


—0309270890 Notice of nonconformance from insp on 830228-0303 
• Region 4. Office of Director 63/03/13 2pp 18644 309 


— 0309270307 OA Program Insp Rept 99900031/83-01 on 830288-0303 
Noncampllanee noted no documented evidence that committed 
training of pump engineering personnel re HX design 
accomplished 

KELLEV.W D . BARNES. 1 Region 4. Office of Director 03/03/18 
12pp 16644 311 


6303270302 Foruards OA Program Insp Rapt 99900404/83-01 on 030314-16 
No noncompllanct notad 

POTAPOVS. U Region 4. Office of Director 83/03/10 BLEMBER. fi J 
Westlnghouse Electric Corp 2pp 18642 048 


— B3092703U OA Program Insp Rept 99900404/83-01 on 830314-16 No 
noneonpllanci notad, Major areas Inipec ted' d I f f erance between 
post-weld heat treatment on Indian Point Unit 3 staam 
generators I. generators In other plants 

CONHAY, J T. . BARNES. 1 Rtglon 4. Office of Director 03/03/04 
6pp 18642 030 


REOOD REOULATORY OUIDEB 


0309160302 Reg Guide 8 31 Task OH 941-4. "Info re Ensuring That 
Occupational Radiation Exposures at U Hills Mill be ALARA " 
e Office of Nuclear Ragolatorg Research. Director 63/09/31 12pp 
18462 336 


0309200619 Notification of CROR Matting 40 on 830601 in Bethesda.MD 
to discuss proposed amend to tOCFRSO re hydrogen control 
rsqulrancnti. proposed insider rulemaking package 6 operator 
roRUa 1 If icatlon program 

STELLO.V Committee to Review Generic Requirements 03/03/10 
EISENHUT. 0 0. Office of Nuclear Reactor Regulation, Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E, Office of Nuclear Material Safety 6 
Safeguards. Director. 2pp 16320 136 


—8309200654 Dreft Reg Guide 5 XXX, "Std Format ti Content Guide for 
Nuclear Heaetor Access Author 1 »at ton Plan " 
a NRC - No Datallad Affiliation Given 83/05/03 37pp 
10980 289 


—0309200661 Draft value/lmpaet statement of power reactor access 
authorlxation rule Amend to 10CFR73 proposed to establish 
uniform min criteria for granting Individuals unescorted 
accaai to protected areas 

a NRC - No Detailed Affiliation Given. 03/09/03 47pp 
10920 326. 


— 83 0 5200671 Draft Reg Guide 5 XXX, "Guidance for Miscellaneous Amends to 
10CFR73 55 " 

a NRC - No Detailed Affiliation Given 63/09/04 26pp 
18521 040 


— 8303200677 Draft value/impact accessment of miscellaneous amends re 
physical protection of nuclear power plants 
♦ NRC - No Detailed Affiliation Given 83/03/03 19pp 
18321 066 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


0206100204 Forwards SA1 -l-l 86-03-043- 1 , "Design Review of Fox-Mowlett 
Reinforcing Bar Splice Sys," technical evaluation rept 
JOHNSON, D H Science Applications. Inc NRC-03-82-096 02/06/06 

NRC - No Detailed Affiliation Given Ip 166B3 243 


—6206100210 "Design Review of Foi-Howlett Reinforcing Bar Splice Sys. “ 
technical evaluation rept " 

♦ Science Applications! Inc NRC-03-B2-096 SAI-1-1B6-03-04 

82/06/06 62pp 18683 244 


8303080182 "Design Review of Dayton Dar-Orlp Reinforcing Bar Splice 
Bys." technical evaluation rept 

» Science Applications. Inc NRC-03-08-096 SAI-1-1B6-03-61 

83/02/28 NRC - No Detailed Affiliation Given 60pp 18326 044 


— 0303060187 "Design Review of Dayton Dar-Cnp Reinforcing Bar Splice 
Sys, " technical evaluation rept refs 

« Science Applications. Inc NRC-03-02-096 SAI-1-1B6-03-61 

83/02/20 NRC - No Detailed Affiliation. Given 473pg 
16326 104 


8303060194 "Design Review of Dywldag Thraadbar Reinforcing Sys. “ 
technical evaluation rept 

e Science Applications. Inc NRC-03-B2-096 SAI -1-186-03-61 
83/02/28 NRC - No Detailed Affiliation Given 37pp 18327 219 


— 8303080202 "Design Review of Dywldag Threadbar Reinforcing Sys. •* 
technical evaluation rept refs 

» Science Applications, tnc NRC-O3-B2-096 8AI-1-1B6-03-61 

83/02/28 NRC - No Detailed Affiliation Given 396pp 
18327 279 


83030B0309 "Design Review of Cadweld Reinforcing Bar Splice Sys.” 
technieel evaluation rept 

* Science Applications, tnc NRC-03-02-096 SAI-1-186-03-61 

83/02/28 NRC - No Detailed Affiliation Given BOpp 18524 170 


— 8303000215 "Design Review of Cadweld Reinforcing Bar Splice Sys," 
technical evaluat Ion rapt refs 

* Science Applications! Inc NRC-03-82-096 8A1-I-IS6-03-61 

83/02/26 dSapp 18324 238 


6309030029 "Quarterly Mgt Rapt ORNL Projects for NRC Ofc of NRR " 
LOTTS, A L Oak Ridge National Laboratory 83/04/01 Office of 
Nuclear Regulatory Research. Director 176pp IB326 124 


8309060349 "Definition of Scenarios & Evaluation of Methods for 
Analysing Source Terms of Major Accidents Involving U 
Hexafluoride at NRC Licensed Fuel Cycle Facilities," 
monthly progress rept for Mar 1983 

81MAN-T0V.M Union Carbide Corp FIN B-0493 03/04/29 

BERNSTEIN. S Transportation 6 Malarlals Risk Branch 3pp 
18393 081 


B309U0062 "Investigation of Ventilation Component Response to Large- 
Pressure Pulses." monthly progress rept for Feb 1983 
GREGORY. W S Los Alamos Scientific Leboratory FIN A-7028 
03/04/08 80LQER0, D E Transp or ta t Ion 6 Materials Risk Branch 

App 18420 318 


0309110003 "Investigation of Van t ( la t i on Component Response to Large- 
Pressure Pulse." monthly progress rept for Mar 1983 
GREGORY. W B Uos Alamos Sctantiflc Laboratory FIN A-702B 
03/04/21 SDLBERO. D E Tratispor ta t lon 6 Materials Risk Branch 
App 18419 334 


0309130292 "Investigation of Aec I den t-Indueed Flow fc Matl Transport In 
Nuclear Facilities." monthly progress rept for Mar 1983 
MARTIN. R A , GREGORY, W S Los Alamos Scientific Laboratory FIN 
A-7029 80/09/10 BERNSTEIN, S Transportation t, Materials Risk 

Branch 7pp 18498 003 


0309250199 "Oenerie Study of Recycle of Contaminated Matls," monthly 
progress rept for Apr 1903 

TRAVIS, C C Oak Ridge National Laboratory FIN D-0B24 
NRC-60-10-<H-0S 83/09/10 DICEHOUSE.H J Transportation It 

Materials Risk Branch 3pp- 10996 IBS 
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NOIMDOCKETED ITEMS 


0303230168 "Acclifsnt Aerosol Character i tation> " itiForma] monthly 
projreas rapt Far Apr 1983 

OWCZARSKI.PC Battelle Memorial Institute. Pacific Northuiest 
Laboratorn FIN 8-2287 83/03711 BERNSTEIN. S Division of Risk 

Analysis 3pp 18S96 14S 


8303230174 "Accident Aerosol Charac ter < la tion. “ informal monthly 
progress rapt for Mar 1903 

OHCZARSKI.P C Battelle Maraorial Institute. Pacific Horthujest 
Laboratory FIN 8-2287 03/03/11 BERNSTEIN. 5 Division of Risk 

Analysis 5pp 10396 34B 


REUIEU ORP NRC RESEARCH REVIEU GROUPS 


0303180429 Foruards response to 030200 Itr re backfltting costs of 
two nuclear power plants Alt three units have combined 
capability of 1 . 339 HUE (summer) net 

HADLEV. C B Northern States Pqwot Co 03/03/13 TOURTELLOTTE. J 
Regulatory Reform Task Force ^PP 18541 041 24X 

Flche 30-000.03/03/13.9303100429 


8303040630 Notifies of CROR Meeting 36 on 030429 to discuss findings 
of Salem Oenerlc Implications Task Force 

STELLO. V Committee to Revlow Generic Requirements 03/04/27 
EISENHUTiO 0 Office of Nuclear Reactor Regulation. Director 
JORDAN. F L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E. Office of Nuclear Material Safety b 
Safeguards. Director 2pp 10336 306 24X Flche 50-272. 03/(34/27. 

830304(3630 


B303030334 Summary of 030301 meeting u/Nucloar Util Fire Protection 
Oreup. EPMi Debevolse h Liberman. CPC. Bechte 1 & GPU re 
clarification of fire protection rule.App R to tOCFRSO 
WAMBACH. T V Operating Reactors Branch 3 LSO3-03-O4-O19 

63/04/11 Operating Reactors Branch S 4pp 10332 022 


830306039'? Comments on proposed rule re safety goals evaluation plan 
Milano Natl Nuclear Regulatory Agency presently Involved In 
similar but more restrictive task Requests to be kept 
Informed of proceedings 

0ARRIDEA.9 InstiCuto d( Ingegneria Nucleare. Milan. Italy 
48FR10772 03/04/26 Docketing & Services Branch Ip 

1B343 139 


03OS1 10413 Notification of CRGR Meeting 30 on 030918 In Oethesda. MD 
to discuss proposed rule. "Analysis of Potential Pressurised 
Theroial Shock Events." prioritization of generic safety 
Issues ?< operator requal 1 f ica tlon program Revieu matl end 
STELLO. V Regional Operations & Generic Requirements 03/03/10 
EISEHHUTiD 8 Office of Nuclear Reactor Regulation. Director 
JORDAN. E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety b 
Safeguards. Dlrec tor 2pp 10394 221 


— 830S1 10423 Forwards draft FR notice b supporting regulatory assessment 
□n proposed rule re pressurized thoraial shock CROR revlcbj 
requested ulthln 2 uks 

DENTQN.H R Office of Nuclear Reactor Regulation. Director 
83/09/03 STELLO. V Regional Operations tt Oenerlc Requirements 
36pp 18394 222 


— B30511042B Foruiards proposed Commission paper discussing prioritization 
of generic safety issues & transmitting draft NUREG-D933. 
“Prioritization of Oenerlc Safety Issues " Procedures for 
Identifying & managing Issues cncl 

DENTON.H R Office of Nuclear Reactor Regulation. Director 
03/03/02 DIRCKS.U J Office of the Executive Director for 
□perattons 771pp 18394 259 


— B3D31 10432 Forwards options for operator requa 1 1 f Ication eiams 
Administered requallf icatlons option recommended 
DENTON.H R Office of Nuclear Reactor Regulation. Director 
03/03/07 DIRCKS.U J Office of the Executive Director for 
Operations Bpp 10396 310 


— 8303110405 Notification of CRGR Meeting 3? on 830523 In Bethesda.MD to 
discuss proposed amend to 10CFR71 re transportation 
regulations & to review proposed ATNS rule 1DCFR30 60 
STELLO.V Regional Dperatians & Generic Requirements 83/03/10 
EISENHOT. D 0 Office of Nuclear Reactor Regulation. Director 
JORDAN.E L Director's afflce. Office of Inspection and 
Enforcement CUNNINGHAM. R E. Office of Nuclear Material Safety b 
Safeguards. Director 2pp 19396 314 


—.-0305110493 Forwards proposed FR notice 6 regulatory analysis on ATUS 
pule lOCFRSO 60 AddI requirements discussed at CRGR S30420 
briefing added Expeditious response raquested 
NINOCUE. R B Office of Nuclear Regulatory Research. Director 
83/05/<)6 STELLO. V Regional aperatlons b Generic Requirements 
SSpp. 1B396 320 


—0309030722 Requests CROR review of end Commission paper to amend 
10CFR71 re transportation regulations. per 830120 memo 
MINOCUE.R D Office Of Nuclear Regulatory Research. Director. 
03/04/23 STELLO. V Regional Operations b Generic Requir enents. 
236pp 66766 146 


8305130460 Requests Info re issue solutions accepted by NRC utiich have 
li have not been addressed in SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFANO. J J Licensing Branch 1 83/03/02 HOLTZSCHER. 0 L 

Illinois Power Co 2pp 10443 173 24X Flche 30-000.03/03/02, 

0303120460 


— 0303120470 Requests info re Issue solutions accepted by NRC which hav« 
b have not been addressed in SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Croup 
II generic issue 

STEFANB. J J Licensing Branch 1 03/03/02 POUELL, P Maihlngton 

Public Power Supply System Ip 18443 174 24X 

Flche 30-000.03/03/02.8303120460 


— 0303120477 Requests info re Issue solutions accepted by NRC which hive 
b have nut been addressed In SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic issue 

STEFANO. JJ Licensing Branch 1 83/03/02 REED. N J Oulf 

States Utilities Co Ip 18443 173 24X Flche 90-000,83/03/02. 

0303 120460 


— 8305120405 Requests Info re issue solutions accepted by NRC which have 
b have not been addressed in SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
ti generic issue 

BTEFANO. J J Licensing Branch 1 83/03/02 RICHARDSON. J D. 

Mississippi Power b Light Co Ip 18443 176 24X 

Flche 50-000.83/03/02,8305120460 


— 8305120491 Requests Info re Issue solutions accepted by NRC which have 
b have not been addressed In SER/supplemental SERs Info 
needed to document evaluation on each Licensing Review Group 
II generic Issue 

STEFANO. JJ Licensing Branch 1 03/03/02 BUZZELLI.E K 

Cleveland Electric Illuminating Co Ip 10443 177 24X 

Flche 30-000,03/03/02,9303120460 


8305120369 Discusses guidelines developed to aid In review of IE 
Bulletin 79-15 re long-term operability of deep draft pumps 
Alternate qual If ication method Incorporating vibration 
monitoring b std plant test procedures proposed cncl 
NOVAK, T H Assistant Director for Licensing 168-79-13 83/03/03, 

HOLTZ8CHER, D L Licensing Review Group II 6pp 10440.356 24X 

Flche 50-000,03/03/03,0303120369 


0305170279 Notification of CRGR Meeting 37 on 830511 In Bcthfsda, MS to 
discuss methodology used to prioritize generic safety Issues 
& operator requal 1 f ication program 

STELLO. V Committee to Review Generic Requirements 83/04/27 
EI6ENHI/T, D 0 Division of Licensing JORDAN.E L Director's 
Office. Office of Inspection and Enforcoraont CUNNINGHAM, R E 
Office of Nuclear Material Bafety b Bafoguards, Director 2pp 
18493 350 


8305170713 Lists agenda Items from CROR Meeting 37 postponed until 
830510 Meeting 30 Items re methodology used by NRR to 
prioritize generic eafety issues $c briefing on operator 
requal 1 f lea tlon program among items postponed 

STELLO.V Regional Operations b Generic Roqulroments 63/09/06 
EISENHUT. D. O Office of Nuclear Reactor Ragulatlon. Director 
JORDAN.E L. Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R Office of Nuclear Material Safety b 
Safeguards. Director 3pp 18496 253 


8303170718 Summary of 030503 meeting u/NRR b CROR to clarify scop* b 
intent of proposed licensee actions stemming from Salem 
Generic Implications Task Force Rapt (NUREO-IOOO. Vol 2) 

Meeting suggested to discuss recommendations on Item 3 
TAVLOR. M I SCHWINKi H Regional Operations b (Tenerlc Requlreme'htt 
03/03/06 STELLO.V , MURLEV, T Regional Operations b Oenerlc 
Requirements 3pp 18496 199 


8303190010 Summary of CROR Meeting 34 on 830420 re technical positions 
concerning waste classification b form.status of proposed 
ATHS & proposed IE bullotin on Hayward Tyler Pump Co 
pumps b spare parts 

STELLO.V Regional Operations b Generic Requirement* 03/03/04. 
OIRCKSiM J Office of the Executive Director for Operations, 7pp 
18323 213 


8303190046 Commends representatives of BUR/6 util* participating in 
Licensing Review Group II for efforts In resolving issues 
generic to BUR/6 DL applicants 

EISENHUT, D G Division of Licensing 83/05/03 EDELMAN. M R 
Cleveland Electric Illuminating Co 2pp 1S923 190 24X 

Flche 50-000,03/09/03,8309190046 


NONDOCKETED ITEMS 
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--8305190054 CoKiniB nd 5 representatives of QUR/& utils participating In 
Licensing Rivlau Group 11 for efforts In resolving Issues 
generic to QUR/6 OL applicants 

EtSENHUT. D 0 Division of Licensing S3/03/03 HALE, D P 
Illinois Pouier Co Spp 18523 200 24X Flcha 30-000.83/03/03, 

8309190046 


—8309190060 Commends representatives of Bi4F(/6 utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to DHR/6 OL applicants 

EISENHUT.DG Division of Licensing 83/03/03 FERGUSON, M R 
Washington Public Power Supply System 2pp 10523 202 24X 

Flche 50-000.03/05/03,0305190046 


— 630319006B Commends representatives of BWR/6 utils participating in 
Licensing Review Group II for efforts in resolving Issues 
generic to BWR/6 OL applicants 

EISENHUT.DO Division of Licensing 83/03/03 KCOAUQHy, J P 
Mississippi Power ti Light Co Spp 18523 204 24X 

Fiehe 50-000,83/05/03,8305190046 


--9309190077 Commends representatives of BUR/6 utils participating in 
Licensing Review Group II for efforts In resolving Issues 
generic to BUR/6 OL applicants 

EieENHUT, D G Division of Licensing 03/05/03 CAHILL, J Gulf 
States Utilities Co 2pp 18523 206 24X Flche 50-000,83/05/03, 

B309I90046 


8309200939 Forwards "Summary of CRGR Activities for Apr 1983 " 
SCHWINK, W Committee to Review Generic Requirements 03/09/17 
Committee to Review Generic Requirements 4pp 18516 021 


8309200619 Notification of CRGR Meeting 40 on 830601 in Bethesda, MD 
to discuss proposed amend to 10CPR30 re hydrogen control 
requirements, proposed Insider rulemaking package t. operator 
requallf icstion program 

OTELLO. V Committee to Review Generic Requirements, 83/09/18 
EISENHUT. D 0 Office of Nuclear Reactor Regulation. Director 
UORDAMi E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety & 

Safeguards. Director Spp 18520 13S 


—8309300623 Forwards draft Commission paper on amends to 10CFR30 re 
hydrogen control for review 6 comment 

MINOOUE. R Q Office of Nuclear Regulatory Research, Olrector 
83-083 83/05/12 STELLO, U Committee to Review Generic 

Requirements Ip 18920 160 


--B309200627 Draft Commission paper requesting approval for PR 
publication of amends to 10CFR90 re hydrogen control 
Recommends affirmation at open meeting 

DIRCKS. M vl Office of the Executive Director for Operations 
83/09/10 94pp 18920 161 


— 0309200634 Forwards draft Commission paper re Insider safeguards 
rulemaking package for concurrence List of safety/safeguards 
review committee recommendations w/appropr late cross- 
reference to areas changed by CRGR also end. 

0AVI9, U 0 Office of Nuclear Material Safety tc 

Saf f guards. Director 83/09/13 6TELL0. V Committee to Review 

Generic Requirements 34pp 18920'2d9 


— 8309300654 Draft Reg Guide 9 XXX, "Std Format & Content Oulde for 
Nuclear Reactor Access Author 1 latlon Plan " 
a NRC - No Detailed Affiliation Given 03/09/03 37pp 
19920 389 


--8309800661 Draft value/lmpact statement of power reactor access 
authorization rule Amend to t0CFR73 proposed to establish 
uniform min criteria for granting individuals unescorted 
access to protected areas 

.* NRC - No Detailed Affiliation Given 83/05/03 47pp, 

10920 326 


--9309800664 Draft value/impact accessment of nuclear power reactor 
search procedures rule Amend to 10CFR73 99<d)n) proposed 
to clarify requirements for searches 

• NRC - No Detailed Affiliation Given 03/05/03 29pp 
10921 011 


—9309800671 Draft Reg Guide 9 XXX. "Guidance for Miscellaneous Amends to 
iOCFR73 99, " 

a NRC - No Da tailed Affiliation Given 83/05/04 36pp 
19921 040 


—8309800677 Draft value/lmpact accessment of miscellaneous amends re 
physical protection of nuclear power plants 
• NRC - No Detailed Affiliation Given 83/05/03 I9pp 
19921 066 


0305230270 "Active Mod Pr o j e c t s . Op era 1 1 ng PWR. 1982 " 

a Consumers Power Co 82/12/3! 4pp 18576 332 24X 

Flche 50-000,82/12/31,0305230270 


8305230263 Forwards capital cost analysis for backfitting expenditures 
reflecting both actual costs & estimates fo, mods planned or 
In progress 

SMITH, S H Carolina Power U Light Co 83/03/22 roURTELLOTTE. J 
Regulatory Reform Task Force 13pp 10943 277 24X 

Flche 90-000,83/03/22,0305230283 


830S230364 Forwards cost info associated u/back f i ttl ng nuclear units, 
per JL Maulden 030224 commitment 

MARSHALL, J R Arkansas Power !< Light Co 03/03/11 TOURTEULOTTE, U 
Regulatory Reform Task Force 1 Lpp 1BS46 234 24X 

Flche 50-313.83/03/11.0305230364 


6303230360 Forwards "Rept on DC Cook Nuclear Power Plant Backfitting 6 
Regulatory Impact Costs," providing cost analysis, per 830208 
request 

MHITE.W S American Electric Power Co . Inc 83/03/30 
TOURTEULOTTE. J Regulatory Reform Task Force 7pp 18544 336 24X 

Flche 50-315.03/03/30.6303230360 


8305230387 Responds to 830208 request for backflt Info Total of *281 
million spent on backfitting through Jul 1982 Addl S30 
million required to complete work on NRC imposed backflts 
ARTHUR. J M Duquetne Light Co 03/03/09 TOURTELOTTE, J 
Regulatory Reform Task Force t7pp 18546 245 21X 

Flche 50-334.63/03/09.0305230387 


8309230393 Forwards analysis of estimated backfitting costs per 
830208 Itr Estimated S174 millian spent for backfitting 
Backfitting expenditures will average 407 of annual 
expenditures from 1977 through 1995 

HANCOCK, J A Florida Power Corp NCAa3-0145 03/03/25 

TOURTBLLOTTE. d Regulatory Reform Task Force 2pp 10943 358 24X 

Flche 90-302.03/03/29,0305230393 


6303230402 Forwards info on costs incurred from backfitting 6 upgrading 
fac 1 1 i tie Si per 830210 request Mods categorized NRC-requlred, 
TMl-lessons learned or util- initiated 

DIECKAHP.H General Public Utilities - GPU Service Corp 83/03/08 
TdURTELLQTTE. d Regulatory Reform Task Force 9pp 18576 318 24X 

Flche 90-000.03/03/00,0305230402 


8305230407 Informs that backfitting mail will bo forwarded as soon as 
available, in response to 030208 Itr 

FURDUSH, M H Pacific Gas 6 Electric Co 83/02/23 TOURTELLOTTE. J 
Regulatory Reform Task Force Ip 18543 357 24X 

Flche 30-000.03/02/23,0309230407 


8305230903 Summary of CRGR Meeting 39 on 830423 re Salem Generic 
Implications Task Force findings, per NUREG-1000 
STELLOiV Committee to Review Generic Requirements 83/05/13 
OIRCKSiW d Office of the Executive Director for Operations 4pp 
19937 164 


0309230907 Summary of CRGR Meeting 36 on 030429 re actions derived from 
Salem generic impllcatlans rept List of attendees end 
BTELLOi d Committee to Review Generic Requirements 03/05/13 
DIRCKSiH d Office of the Executive Director for Operations 4pp 
18537 320 


830523D3BI Forwards lists of NRC initiated 6 TMI-related backfit items, 
in response to 630200 Itr Backfitting costs resulting from 
utils own needs also provided 

UITHERS.O D Portland General Electric Co 83/03/24 
TOURTELLOTTE, d Regulatory Reform Task Force 4pp 18941 314 24X 

Flche 90-344,83/03/24,6305230981 


6305230583 Forwards backfit cost info in response to 830208 Itr Two 
3,300 kU standby diesel generator s, d 1 esel generator bldg, 
auxlllaiy bldg addl 1 1 on. assoc 1 ated electrical equipment 6 
new computer sys added per NURE0-O737 

MATTIMOE.d J Sacramento Municipal Utility District 83/03/16 
TOURTELLOTTE. d Regulatory Reform Task Force 4pp 18341 318 24X 

Flche 90-312,63/03/16,8303230383 


0309230960 Forwards backfitting 6 regulatory impact cost data for 
hardware 6 r oiihardware-r e lated backflts Requirement for 
adding one addl senior reactor operator to each operating 
shift will cost 6600,000 per yr 

REZNICEK.B U Omaha Public Power District 83/03/04 
TOURTELLOTTE, d Regulatory Reform Task Force 16pp 18341 322 
Z4X Flche 50-203103/03/04.8305230980 


6309230597 Encourages industry approach to formulation of backfitting 
rule In line w/Regulatory Reform Task Force effort. per 
821221 Ur 

DYSON, d B, Power Authority of the State of New York 83/03/02 
TOURTELLOTTE, d Regulatory Reform Task Force 2pp 18541 338 24X 

Flche 50-000,83/03/0210305230397 
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B30S23060B Provide* lump *ufn mimtjer representing direct cost Impact of 
regulatory proliferation during appror period from WHC CP to 
lobf-ppcuer OL> in response to 330208 request re backfltting 
costs 

LUTKENiO C Hississlppl Potjor I, Light Co 83/03/0 4 

70URTELLOTTE . J Regulatory Reform Task Torce 2pp IB54I 340 24X 

Fiche 50-416.03/03/04.8305230600 


8305230616 Forwards Info In response to B3O208 Hr requesting backfit 
cost data for operating nuclear units Cost categoriied 
according to NRC Impos ed. TMI & non-TMI bachf i t s. ut i 1- 
inlttated t< hybrid backflts 

COUNSILi FI O Connecticut Vankee Atomic Power Co B10721 83/03/21 

TQURTELLOTTE, J Regulatory Reform Tasl Forte 2&pp 18543 038 
24X Flthe 50-000.83/03/21.8305230616 


8305230634 Act receipt of 1 tr requesting cost analysis of backPlttlng 
requirements imposed by RRC Facilities will require some 
backfit mods Costs will be almost identical to Byron 
increases 

BHIELDS.SW Public Service Co of Indiana. Inc SVP-OOBO-a3 
63/03/10 TOUBTELLOTTE. J Regulatory Reform Tasi Force app 
18542352 24k Fiche 50-346.83/03/10.6303230654 


0305160316 
Forward* 
FELTaN, J 
KMC, Inc 


Responds to FOIA request for 8ECY-83-17 tt 8ECV-03-t9 
documents Documents also available in FDR 
H Division of Rules and Records 83/03/29 BREAOV.O c 
Ip 18305 230 24 X Fiche 50-237.03/03/29.0305180316 


—8305180320 8Ecy-03-Ol7 

Notifies of results of BEP review of facility 

DIRCKB, W J Office of the Ececutlve Director for Operations 

63/01/12 47pp 18303 246 a4X Fiche 50-237.03/03/29.830516531^ 


—8305160322 SECY-03-019 

informs of proposed plan to convert seven remaining 
provisional DLi to full-term QUs after completion of SEP 
Phase II 

DIRCKSi U J Office of the Eiecutive Director for Operations 
03/01/17 ISpp 10303 231 


8305230065 Responds to FOIA request for SECY-62-13D Foruarifs riquettia 
document Document also available In PDR ^ 

FELTON, vf M Division of Rule* and Records 83/03/31 PEDRO. J mh. 
Corp Ip 18543 137 ^ 


8305230669 Notifies that operator r e qua 1 i f I ca t i on program postponed 
until CRGR Meeting 40. te n ta t 1 ve I y scheduled for 030601 CROP 
Meeting 38 scheduled for 830518 in Bethesda.MD 

STELLD, V Regional Gperations & -Oenerlc Requirements 03/05/17 
EISEMHUT. D 0 Office of Nuclear Reacto-r Regulation, Director 
JORDAN, £ L DlrectO'r's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety fc 
Safeguards. Director Ip 18342 332 


9305230716 Responds to 830208 request for backfitting eepanditures 
Actual cost at OL data was 4383 million Projected addl 
future cost for NRC Imposed mods conservatively estimated at 
*26. 300. 000 

CROUSE, A P Toledo Edison Co 83/02/18 TOURTELLOTTE. vT 
Regulatory Reform Task Force lOpp 10542 294 24X 

Fiche 50-346.03/02/10. 8305230716 


8303230720 Forwards list of utils responding to requests for cost 
figures on backfittlng 

TOURTELLOTTE, J Regulatory Reform Task Force 83/04/11 
PALLADINO. N J , OILINSKY, V , AHEARNE. J F Commissioners 2pp 
10342272 24X Fiche 50-000.83/04/11,0303230720 


8305230724 Forwards estimated annual regulatory Ic nonregul atory 
eipcndltures in 030208 Itrs re cost of backfittlng Combined 
capacity of facilities is 994 MNe 

BUB5TEIN.S Wisconsin Electric Power Co 83/02/23 TOURTELLOTTE. J 
Regulatory Reform Task Force 3pp 18342 269 24X 

Fiche 50-266,93/02/25.8305230724 


8303230728 Forwards listing of r egulatopy-lnduced major plant mods 
costs Slid of nuclear staff nearly doubled since TMI 
accident Total iipendlture* for IE Dulletlns 79-01,79-02 & 

79-14 mods provided 

OIESLER, C H Wisconsin Public Service Corp IEO-79-01 83/03/23 

TOURTCLLOTTE. d Regulatory Reform Task Force 6pp 10342 263 24 X 

Fiche 50-305,83/03/23.0305230728 


— 9303230070 9ECY-a8-013D 

Informs Commission of status of implementation of lOCFRSO 43 
t> App R to iOCFRSO ri fire protection rule for Third 
Quarter 1982, per BJ Chllk 601103 request 

DIRCKB, W J Office of the Etecutive Director for Operatlorve 
02/12/10 9pp 10343 130 


0305250250 9ECY-B3-067 

Provides Commission w/tnfo rept explaining itatus of 
activities re fraudulent practices of Ray Killer. Inc 
OIRCKS.M J Office of the Executive Director for Operations 
83/02/16 30pp 10627 123 


6305270118 6ECY-B3”i93 

Requests Commission approval to transmit comments to EPA on 
proposed stds for 0 ti thorium mill tailings at licensed 
commercial proceesing sites Comments re groundwater 
protection t< radon itdt not supportive of EPA proposed rule 
DIHCKS.H J Office of the Executive Director for Operatione 
83/05/20 BBpp 10661 23i 


STATE PROS STATE PROGRAMS 


8305040192 PNA-03-007 On 830303,100 uCl 1-123.3 mCl 71-201 h 8 mCl 
04-67 stolen from US Priority Transport vehicle near 
Colonie Town, NY Packagai not found Press release may be 
1 isuad 

CAMPBELL, M Region l. Office of Director 83/04/04 Ip 
18326 333 


8303040201 PNA-03-OO7A on 830303,100 uCl I-12S, 3mCi Tl-201 V 0 «Cl 
Qa-67 stolen from US Priority Transport vehicle near Colonie 
TowniNY Package of 1-123 found on S30313 In home of suspect. 
CAHPBELL.M Region 1, Office of Director 03/03/13 Ip 
10326. 354 


SECY POSITION PAPERS DEFORE THE COMMISSION 


8302280090 SECY- 03-059 

Requests approval be publish one 1 technical criteria for 
regulating geologic disposal of high level radwaste as final 
amends to IOCFR60 W/draft final rule on lOCFftbO 
DIRCKS.W J Office of the Executive Director for Operations 
03/02/09 450pp 18629 001 


0304220093 SECY- 03-0598 

Submits proposed responses to comments of Commissioners 
Olllnsky 5< Ahearne re 9ECY-B3-59 concerning technical 
criteria 6 conforming amends to disposal of high level 
radwastes In geologic repositories 

DIRCKSiVt J Office of the Executive Director for Operation* 
03/04/11 26pp 18627 190 


8305020S30 BECV-e3-140 

Presents NRC review of 6 recommenda 1 1 ons on. util 830131 
revised schedule 6 cost info re recovery 

DlRCKSiM J Office of the Executive DLracter for Operations 
03/04/15 33pp 18284 261 24 X Fiche 50-320.83/04/15.8303020530 


8305170232 SECY-63- 1 30 

Informs Commission of findings O'f Salem ATUS generic 
Implications task force re overall mgt capability t< 
performance t, reactor trip sys reliability 

DIRCKS.W 0 Office Of the Executive Director for Operations 
03/05/02 139pp 18476 184 24X Fiche 50-272.03/05/02,8305170232 


8305040630 Notification of contract axecutlon, Hod 1 to "Establish 
Collaborative Program Between State 6 Commission to Provide 
Indapendent Keasuremants of Radioactivity in Effluents <■ 
in Environ " Contractor State of Ml 

BILVISiR M Technical Asilstanca Contracts Branch NRC-05-73-014 
03/04/29 Diractor's Office, Office of Inspection and Enforceaen* 
Ip 18336 269 


— 8305040660 Nod 1, diob ligating funds, to "Establish Callahoratlv* Preirat 
Setwaen State t< Commission to Provide Independent 
Msasurementi of Radioactivity in Effluents 6 In Environ 
Around Selected Commission Licensed Activities " 

R£IU1T2,L Wisconsin. Stats of OUSTAUE.R.P Division of 
Contract* NRC-03-73-014 83/04/29 Ip 18336 270 


6305060466 Provldas technical comments 6 recommendations on Stats 6^ 
radiation control program Program for regulation of 
agreamant matli adequatei howevar. outdated radiation control 
regulations prevant compatibility datermlnatlon 
COLLINS, J T Region 4, Office of Director 83/05/02 SAaOL. B 

Kensasi State of 5pp. 18331 169 

0305100086 Confirms discussion of NRC review t, evaluation of State 
LA radiation control program Program adaquate. Stata should 
focus efforts on reducing backlog of Insps Tachnlcat 
comnenti t( recommandatlons end 

COLLINS, J T Region 4. Office of Director 03/05/05 
StMONEAUX.FP Louisiana. State of 4pp 18377’ 226 
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513 


aaOSlSOOlO Addl rcspomt to FOIA re(iue«t for documentf rg eiploratlorii 
fllntng ar milling of U in specific areas of NE Foruards 
docuffionts listed on epp Revieu of remaining documents subj 
to re<iifest in progress 

FELTON, J K Division of Rules and Records 83/03/21 REID, A D 
srokon Plow Law Office Ip 18443 383 


--0305120041 Requests assistance in arranging meeting In Lincoln, NE to 
discuss requirements ti develop KOU defining roles re U or 
solution mining in northwest NE 

DRAIN, D T Nebraska, State of 83/04/37 COLLINS, T Region 4, 
Office of Director 2pp 18443 393 


--S30S1S0045 Informs that draft MQU readq for signature pending revieu t, 
concurrence by OELD Due to changes in location tc 
organliation of U Recovery Licensing Dranch>nou should be 
signed by regional administrator 

COLLINS, O T Rag ion 4. Office of Director 83/07/88 DAVIS, J 9 

Office of Nuclear Matarlal Safety b Safeguards, Director Ip 
18443 295 


— 8305120093 Forwards draft KOU re site U mining in NE Draft considers 
all previous NRC ofe comments b is acceptable to State of 
NE Commente ehould be provided by SS1013 

COLLINS, 0 T Region 4. Office of Director 83/10/01 DIRCKS, U J 
Office of the Executive Director for Operations 8TELL0, V 
Raglonal Operations b Oeneric Raqulraments KERR, 9 U Office of 
State Programs, Director 3pp 18443 396 


— 8305120096 Forwards notice of Issuance b availability of HOU between 
NE Dept of Environ Control b NRC for in situ U mining for 
filing b publication in FR 

COLLINS, J T Region 4, Office of Director 83/12/01 C0HD3,T R 
Correspondence b Records Branch Ip 18443 399 


—6309120063 Notice Of issuance b availability of KOU between NRC b NE 
Dept of Environ Control re In situ U mining^ 

COLLINS, J T Region 4, Office Of Director 83/11/30 tp 
16443 300 


—8305130069 KOU between NRC b NE Dept of Environ Control re In situ U 
mining 

COLLINS, J T Region 4, Office of Director DRAIN. D T Nebraska. 
State of eS/lt/03 2pp 18443 301 


—8305180014 Comments on Proposed Draft LD 990, per SllaiQ request Use of 
word "mining" may ceuee some problems NRC does not have 
jur ted ictlon over conventional mining of source matl or 
other mstl 

KONroOMERY, J L Region 4, Dallas. Office of the Director 
(01/03/011 82/01/19 DRAIN, DT Nebraska, State of. 3pp 

16443 884 


— 0309180019 Discusses 830203 telcon u/J Lange re proposed U in situ 
project In NE by Hyomlng Fuels Co State has llcenelng b Intp 
jurisdiction over project until 83U03 

KONTOOHERV, J L Region 4, Office of Director 82/02/08 
COLLINS, J T Region 4, Office of Director Spp 18443 386 


—8905120033 Forwards info re 810313 meeting w/NE State officials 
concerning state b UKTRCA topics. State will seek amended 
agreement after 811108 Agency other than E Simmons dlv 
aeeigned to handle U mills 

KONTOOKERY, J. Region 4, Dallas, Office of the Director (81/03/011 
ai/03/ta YOUNO, F Office Of State Programs. Director 4pp 
18443 SSS. 


—8305120035 Concurs w/D Drain request for assistance In developing MDU 
to define respective roles in connection u/U or solution 
mining in northwest NE. June 1982 meeting suggested to begin 
formulating KOU 

CDLLINS.J. T Region 4, Office of Director 02/09/03 DAVI8, J 9 
Office of Nuclear Material Safaty b Safeguards, Dtractor KERR.O W 
Offica of Stata Programs, Director Ip 18443 29S 


8305170137 NUREO/BR-002S V09 N4 

INFOHKATION REPORT ON STATE LEO I SLAT I ON 

KEftR.Q. H Office of State Programs, Director, 83/05/31 14pp 
18494: 001 


8309190014 Act receipt of.a30411 Itr re NRC review of Dept of Environ 
Coneaevation radiation control program on 830909 or 10 
Schadvlc parmlttlng, author will meet w/representetives on 
830510 

HlLLlAKSiH 0 New York, Btate of 83/04/38. ALLAN, J M Region 1, 
Office of Director ip. 18901 339 


6309190264 Forwards rtsponsas to specific technical cemmente b 
Ttcommandatlon par 830229 Itr ro evaluation of NY City 
radiation control program. 

SSMCBR.D d New York, NY. 83/04/22 HAYNES, R C Region 1, Office 
of Director 9pp 18901 242 


8305800330 Confirms admi n I str o 1 1 v« b technical roviow b evaluation 
findings re State of ID radiation control program Program 
adequate Technical comments b recommendations end 
COLLINS. JT Region 4. Office of Director 83/0S/13 PURCE, T L 
Idaho, state of 9pp 18317 038 


8305830326 Notification of contract ececution "Radiation Monitoring 
Program Requirements. •• awarded to State of PA 

MCDERMOTT, D Technical Assistance Contracts Branch FIN B-B356 
NRC-28-83-607 83/05/13 HCOSCAR.J Region 1, Office of Director 

COSTELLO. F NRC - No Detailed Affiliation Given Ip tB977 391 


— 8309330333 Contract "Radiation Monitoring Program Requirements,'' 
awarded to State of PA Cooperative agreement encl 
• Pannsylvanla, Commonwealth of, MORTON. K V Division of 
Contracts FIN D-B3S6 NRC-3S-e3-607 83/05/12 16pp 

1B977 392 


8305260377 Notification of contract e x« cut i on, Mod 3 to "Eiam of 
Agresmont State Program " Contractor Natl Governors Assoc 
MCLEAREN.T Administrative Contracts Branch NRC-06-ai-293 
83/09/16 KERR.O U Office Of State Programs. Director LUBENAU, J 
NRC - No Detailed Affiliation Given Ip 18647 396 


—8309260380 Mod 3>provld{ng consideration to govt for late delivery of 
contract d e 1 i verab las, to "Exam of Agreement State Program " 
8CHEPPACH, R C National Governors' Association SMITH. P A 
Division of Contracts MRC-06-1 8-393 83/05/16 Ip 18647 397 


S305270090 Not 1 f icat ion of contract e > ecu 1 1 on. Mod 1 to "Radiation 
Monitoring Program Requirements " Co-ntractar State of NE 
MCDERMOTT, D. Technical Assistance Contracts Branch FIN 8-8903 
NRC-31-a3-670 83/05/16 MEYERS. D M Region 4. Office of Director 

NICHOLAS. J B NRC - No Detailed Affiliation Given Ip 18661 393 


—8309270073 Mod 1 < correcting DbR numbers, to "Radial ion Monitoring 
Program Requirements " 

* Nebraska, State of MDRTaN, K V Division of Contracts FIN 
8-6903 NRC-3i-e3~670 83/05/16 Ip 18661 353 


8305270130 Ac k receipt of 830407 Itr accepting results of NRC reviaw Of 
MD Dept of Health b Mental Hygiene radiation control 
program 

QUCK.C A Maryland. State of 83/09/11 ALLAN, J M Region 1, 
Office Of Director Ip 18638 314 


8305270165 Responds to 830S02 Itr re RJ Doda evaluation of agreement 
mails portion of state of LA radiation control program b 
concern re overdue intps Staff relatively n«u & several more 
months of on-the-job training necessary 

PORTER.SJ Louisiana, State of 83/05/10 COLLINS. J T Region 4, 
Office of Director 3pp 18638 063 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


B2101903S3 Suggests implementation of emergency response guideline 
program in three steps, inc 1 ud ing preparation of plant- 
specific procedures List of questions & concerns end 
ElSENHUr, D G Division of Licensing 83/09/17 KINGSLEY. 0 0 
Has ting house Operating Plants Dunars Group lOpp 18308 309 


B303340026 Discusses revieu of 820408,0601.1103 & 830316 submittals on 
VAEC-1296P, "DNBR Limit Methodology & Application to HE 
Yankee Plant " Critical heat flux correlation acceptable for 
application to facility reload w/14xl4 fuel assemblies 
CLARK.R A Operating Reactors Branch 3 83/03/09 OARRITY.VH 

Maine Yankee Atomic Power Co 2pp 17690 299 24X 

Ftche 50-309,83/03/09.8303240026 


—83 0 1 060 1 37 FATE-B3- 1 1 4 

"Review of YACC-1896P - DN8R Limit Methodology b Application 
to Maine Yankee Plant ” 

HESS ON, 0 H Battel le Memorial Institute, Pacific Northwest 

Laboratory 83/12/31 NRC - No Detailed Affiliation Given. 
7pp 17690 308 24XFlChe 50-309.83/03/09,8303340036 


8304160348 Forwards proprietary WCAP-02OO. Rev I.WCAP-SSOl. W0AP-e3O2, 
HCAP-882I> draf t responses to questions on UCAP— 10079 b 
related Info r< neu small break evaluation model per 
NUREG-0737. I tem It K 3.30 Ends withheld (ref lOCFRS 790) 

RAHE, B P Hestinghouse Electric Corp NS-EPH-2746 83/04/13 

THOMAS, C 0 Standardisation b Special Projects Branch Spp. 
17997. 049 


— 8304180958 Requests that draft answers to NRC questions on UCAP- 10079, 
"NOTRUHP, Noda 1 Transient Bmall Break b General Network 
Code," be withheld per lOCFRS 790 

HIE6EMANN, R A Hestinghouse Electric Corp AH-e3-37 B3/04/13 

THOMAS, C 0 Standard t lat ion b Special Projects Branch Ip 

17997 051 
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8304300001 FoTUari)4 Endorsements 1 Oi tt 8 03 to NELIA Policies NF-lll b 
WF-034 respectlvelij 

nOTHMAM, J McDermott, Inc 03/04/11 DINJT2, I Division of 
Engineering 3pp 10066 092 


8303080272 Forwards Affidavit AW-00-87 in support of request to 
olthhold proprietary info re effect of radiation on 
insulating iratls in Uestlnghouse medium motor per 
10CFR2 790 re end util draft 030413 Itr 

MieSEMANM, R A Mestlnjhouse Electric Corp CAW-B3-2a 03/04/13 
THOMAS, C □ Division of Licensing 9pp 18277 196 24X 

Flche 50-266,03/04/13,0303020272 


—0303020292 7 1 -1 C2-RADI1C-R i 

Nonpropri etarg version of "Effect of Radiation o,n 
Tnsviatlng Matis Used In Hestinghouse Medium Motors " 
BARTKO, J Uestlnghouse Electric Corp 71/04/10 39pp 
10277 205 24X Flche 50-266,03/04/13. 0303020272 


S3O3OSO201 Fcriiiards results of survey of QA procedures applied by 
BNHL to computer code activities for NRC-fondect programs 
BANOART, R L Division of Vendor t. Technical Programs 83/04/28 

MATTSON R J Division of Systems Integration fpost 811005) 2pp 

18277 171 


B305020384 Foriirards response to 821113 request for addl info re 
til/REO-0737. Items M El 2 *, 1 1 H 2 10 Schedule for 
installation of auilllarij feeduater sys confirmed H/11 
ovirslie draulngs Aperture cards are available in PDR 
RODRIOOEZ, R J Sacramento Municipal Utility District 03/04/20 
STOLZ.J F Operating Reactors Branch 4 3pp 10283-329 84X 

Fiche 30-312,83/04 / 28,0303020384 


—8305020392 BWHP-20004 (6-76) R3 

Rev 3 to '’Auxiliary Feeduiater Sys Sys Description 
e Babcoeti bHllcotCo IS-i 120380-03 83/04/04 54pp 

10283 332 24X Flche 50-312,63/04/28,8303020304 


8305020390 Forwards "UbW 177 Fuel Assembly Owners Orpup Safe-End Task 
Force Rept on Generic Investigation of HPl/Makeup Noiile 
Component Cracking," in response to 5ER Open I tern 8 on 
cracking In RCS makeup noizles 

COOK.J W Consumers Power Co 22343 83/04/13 DENTOM, H R 

Office of Nuclear Reactor Regulation, Director 3pp 18273 001 
24X Flche 30-329,83/04/13.8303020398 


—8305020404 77-1141514-00 

"QtcW 177 Fuel Assembly Owners Group Safe End Task Force Rept 
on Generic Investigation of HPI/Makeup Noiile Component 
Cradling ” 

* Babcock tc Wileo* Co 03/04/13 6tpp 18273 005 24X 

Flche 50-329, 83/04/13, 8303020398 


630S020S02 Forwards comments on C-E Owners Group calculations re 
daprassurl Ta t Ion & OHR capability of C-E plants u/o 
pressurlier PORVs, d 1 scussed at 830112 meeting u/C-E Owners 
Group in Bethesda, MD 

NOVAK, T M Assistant Director for Licensing 03/04/19 MAURINiL V 
Louisiana Power 6 Light Co 4p p 18284 333 24X 

Flche 80-382,83/04/19,8303020302 


8305020524 Notification of 630505 meeting u/OE in Bethesda.MD to 
discuss Improvements in physics methods (< submittal of 
topical repts 

FIEND. D Core Performance Branch 03/04/20 BERLtNCER.C H Cora 
Performance Branch 2pp 18204 202 


8305030013 Forwards NRC comments an C— E Owners Group study re 
d tpretsur 1 la t Ion b DHR capability of C-E plants w/o PORVs 
Info re need for PORVs In plants required by 830630 In order 
to be considered In final decision 

NOVAK.T M Assistant Director for Licensing 63/04/20 VAN 
BRUNT, 6 E Ariiona Public Service Co 4pp. 13310 347 24X 
Flche 30-328,83/04/20,8303030013 


8303030292 Forwards proprietary versions of XN-NF-CC-36 b Suppl 1, 
"Usars Manual for PTBPHR2. FORTRAN Program for Simulation of 
PMR Plant Transients " Repts withheld Iref 10CFR2 790) 

RB Stout affidavit end. 

CHANDLER. U.C Eicon Nuclear Co , Inc (subs, of Exxon Corp ) 
UCC:061 83 83/04/20 THOMAS, C O Standard 1 lat 1 a n it Special 

Projocts Branch 4pp 10300 023 


0305030337 Forwards proprlatary b nonproprietary versions of "fiaduaste 
Solidification Sys " Affidavit for withholding document 
end Propriebarv version withheld (ref 10CFR2 790) 

POWELL, R H J NUS Corp PS-53-03a7 63/04/27 THOMAS, C 0 
Standardixatlon b Special Projects Branch 4pp 18292 318. 


— 9305030343 NP-PS-53-037S RO 

Nonproprietary version of "NUS Process Svci Carp Topical 
Rapt on Rariuiaste Solidification Sys " 

» NUS Corp 83/04/30 33pp 18292 322 


8305030410 Provides further specific info re ATWS Salem Incident 
implications on BbW plants BbW control rod drive trip sys 
contains higher degree of diversity than any othar trip sys 
in Industry 

ROV, 0 H Babcock b WlUoi Co 83/04/20 DENTON, H Office of 
Nuclear Reactor Regulation, Director 2pp 10306 313 


6305030426 Forwards proprietary version of WCAP-10241, "Westinghouse 
BWR ECCB Evaluation Model " Computer Codes GOBLIN, DRAGON b 
CHACHA for QE BWR NS8S designs comply w/requirements of App 
K to tOCFRSO 46 Rept withheld (ref 10CFR2 790) 

RAKE, E P Westinghouse Electric Corp NS-EPR-2730 83/04/20 

THOMAS, C 0 Standard i cation b Special Projects Branch 2pp 
16294 170 


— 0305030433 Requests withholding of proprietary version of WCAP-I024l< 
"Westinghouse BWR ECC8 Evaluation Model," per 10CFR2 790 b 
10CFR9 5(4) 

WtESEMANN, R A Westinghouse Electric Corp 03/04/28 THOMAS, C 0 

Standard 1 latlon b Special Projects Branch Ip 10294 172 


0305040302 Summary of 630422 meeting w/Chem-Nuc lean b FCTC In Silver 
Spring, MD re IE Info Notice 83-10, "Clarification of Several 
Aspects Re Use of NRC-Certl f led Transport Packages " 

ODEGAARDEN, R H Transportation Branch 83/04/26 Transportation 
Branch 2pp 18326 341 


B305040433 Forwards proprietary vlewgraphs entitled “Probab 1 1 ity of 
Turbine Ovarspeed, " from 830400 meeting w/NRC in Bethesda, 

MO Affidavit for withholding end Vlewgraphs withheld (ref 
lOCFfi2 790) 

riMO. PP General Electric Co 83/04/28 IPPOUITO.TA Operating 
Reactors Branch 2 lOpp 18319 135 


03OSO4O4SB Poruards "Core Spray Design Methodology Conflrmatian Tests,* 
per established procedures 

PFEFFBRLEN, M C General Electric Co MFN-067-03 83/04/11 
MtRAOLtA, F J Assistant Director for Safety Assessment ip 
18320 251 


—0305040466 NED0-24718-A 

"Core Spray Design Methodology Confirmation Tests " 
SANDOZ,e A , MVERS, L L , WOOD. J E General Electric Co 
79NED122R1 03/03/31 217pp 10320 232 


B305040S65 Forwards Rev 7 to WPPS8-QA-004, "Operational OA Program 
Description " 

BDUCHEV, G D Washington Public Powar Supply System 002-83-384 
03/04/26 GRIMES, 0 K (JA Branch Ip 18320 139 


—8305040588 Supports Rev 7 to WPP8S-QA-004, "Operational QA Progrem 
Description," reflecting organl latlona 1 changes Revised rept 
meets criteria of App B to lOCFRSO 

KARP8TER, T L QA Branch 83/03/23 BOUCHEV, G D Washington 
Public Power Supply System 3pp 18320 160 


—8305040613 WPSS-QA-004 R07 

Rev 7 to WPP58-QA-004, "Operational QA Program Description " 
a Washington Public Power Supply System 83/03/16 09pp. 

18320 162 


8305050026 Forwards NED0-22209i "Analy s 1 s of Seram Dlschargs Vol Sys 
Piping Integrity " No further aeiton planned re equipment 
qualification b sys design mods identified In generic 6ER 
(NUREO-0803) 

BAVNS, J P Power Authority of the State of New York JPN-83-09. 
33/05/03 VAS8ALL0, 0 B Operating Reactors Branch 2 2pp 
18339 313 24X Flche 50-333,83/03/03,8303050026 


0305050034 Forwards correction to Item 5 of 830329 Itr clarifying 
emergency procedure guidelines in C-E Owners Group 821122 
submittal Discrepancies In termination criteria for 
once-through cooling clarified 

WELLB.R W C-E Operating Plants Owners Group WELL8.R W Northiast 
Utilities RWW-03-23 83/04/22 EISENHUT, D 0 Division of 

Licensing 8pp 18339 100 


8305050200 Forwards proprietary version of "Counterflow Preheat Steam 
Ganerator Tube Expansion Rapt " Rept withheld 
(ref 10CFR2 790) 

RAHE, EP Westinghouse Electric Corp NS-EPR-2751 83/04/20 

EIBENHUT, D 0 Division of Licensing tp 18338 153 


— 8305050208 Application for withholding “Countarf low Praheat Bteam 
Ganerator Tube Ex, anslon Rept," from public disclosure per 
10CFR2 790 

WIEBEMANN, R A Westinghouse Electric Corp AW-83-32 83/04/20 

EISENHUT, D 0 Division of Licensing tp 18338 154 


NONDOCKETED ITEMS 
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B3030S0347 iMfOTms of fee* doe for review of Amend 6 to Topical Rept 
DUKE— 1 -A re OA proaram 

MIt.t.ER>U □ Licenie Fee Management Drench Q3/04/25 GRIER>G U 
Duka Power Co ip 1B39S 021 


fl30S0&0060 Application to amend License DPR-49> revls ing App A Tech 
Specs re mas critical power ratio operating limits for 8tB tr 
Sx8R/PBiSR fuel types to allow implementation of turbine 
control valve mod 

RCXlTiL D Iowa Electric Light & Power Co N(J-B3~1152 03/03/04 

DENTONtH R Office of Nuclear Reactor Regulation, Director ip 
1B34S 052 24X Flche 50-331,03/03/04,8303060060 


— 8309060076 Y1003J01A46 ROl 

Rev 1 to "Supplemental Reload Licensing Submittal for Duane 
Arnold Atomic Energy Ctr, Reload 6 " 

WAONER.R L , ZARDIS, W A , CHARNLEY, J S General Electric Co 
83/03/31 20pp 18345 035 24X Flche 50-33 1 , 83/05/04, B303D6D060 


&305D60'204 Summary of 830320 meeting w/GE In Silver Spring, MD re design 
criteria for nodular cast iron casks No objections to basic 
concept expressed, 

QDEOAARDENa R H Transportation Branch 83/04/21 Transportation 

Branch Ip 1B359 361 


8305060-358 Forwards topical rept evaluation of BAU 1D141<P), “TACO-2 
Fuel Pin Performance Analysis," Rept acceptable Publication 
of proprietary 6 nonproprietary versions of rept requested 
within 3 months of Itr receipt 

THOHASiC D. Standard! latlon S< Special Projects Branch 03/04/13 
TAYLOR, J H Babcock (< Uilcox Co 2pp 18333 112 


— B3040B0009 Nonpr opr 1 etary topical rept evaluation of BAH-10141, 
''TACO-2 Fuel Pin Performance Analysis " Rapt acceptable 
• NEC - No Detailed Affiliation Given 83/03/31 31pp 
18393 114 


830S090S12 Forwards proprietary ''Ueitlnghouse Advanced PUR Pretender Ing 
Module 5 - Chemical & Vol Control Sys " Application for 
ulthhatdlng & affidavit end Rept withheld (ref 10CFR2 790) 

RAIC.E P Ucstlnghouse Electric Corp NS-EPR-27S9 S3/04/29 
eiBENHUT, D. 0. Division Of Licensing 2pp 1B362 342 


— 8309090202 Application for withholding proprietary "Hestinghouse 
Advanced PUR Pretendering Module 5 - Chemical h Vol Control 
Sys “ Affidavit end 

HIESEMANN.R A Hestinghouse Electric Corp AW“e3-36 B3/04/29 

EIBENHUT. D 0 Division of Licensing 9pp 10362 344. 


□309090217 Forwards topical rept evaluation of XN-NF-79-6(PtiNP), "Exxon 
Nuclear Analysis of Power Distribution Measurement 
Uncertainty for Hestinghouse PHRs, " defining basis for 
acceptance of rept 

THOttAS.C □ Standardliation «« Special Projects Branch TAG 12026 
03/04/28 CHANDLER, J C Affiliation Unknown 2p p 18381 103 


— 8305090228 Topical rept evaluation of XN-NF-79-6 (Pt,NP), "Exxon 
Nuclear Analysis of Power Distribution Measurement 
Uncartalnty for Hestinghouse PHRs " Rept acceptable 
* Core Performance Branch TAC 12026 83/02/23 Spp 

1B3B1 105 


B305090467 Forwards Rev 6 to "OA Program, " per NRC 830414 request 
TAYLOR. H 8 Bargent fc Lundy, Inc 0037-00 83/04/29 HAAS8, H P 

Division of Engineering 1, Duality Assurance iPre 330103). Ip 
18360. 154 


— 8305090469 BL-TR-IA R06 
“OA Program " 

TAYLOR, H 8 , AC KM ANN, L E Sargent h Lundy, Inc 83/04/22 48pp 
18360 155 


B30S09O312 Responds to 830406 staff requirements memo re briefing on 
OHR studies on C-E plants Investigation will be completed by 
830630 & results of s t udy , c one 1 us i on s & recommendations will 
be presented to Commission by Aug-Sept 

OIRCKS.H J Office of the Executive Director for Operations 
03/04/25 CHILK.S J Office of the Secretary of the Commission 
Ip 18381 246 


— 8305090516 Staff requirements memo re 830404 briefing on DHR studies on 
C-E plants Commission requested HRC accelerate study 6 
solicit h address ACRS views on issue 

CHILK.S J Office of the Secretary of the Commission Ma30404 
83/04/06 DIRCH.3, W 0 Office of the Executive Director for 
Operations ip 1 8381 249 


8305090532 Notification of canceled 830505 meeting w/GE in DethesdaiMD 
to discuss improvements in (SE physics methods h submittal df 
topical repts 

FIENO, O Core Performance Branch 83/04/28 DERLINGER.C H Core 
Performance Branch 2pp 18367 336 


83050905S1 Advises that branch has requested Div of Accounting L 
Finance to bill util for review of Rav 13 to Topical Rept 
CPC-IA, "DA Manual For Midland Nuclear Plant, Vol t " 

MILLER, H □ License Foe Management Branch 83/04/25 BVRD.U 
Consumers Power Co ip 18367 361 24X Flche 50-329,03/04/25. 

8305090551 


8303090554 Forwards topical rapt evaluation of NEDE-8401 t-P-A-4, 
"Barrier Fuel Amend to QE Std Application for Reactor Fuel " 

Rept acceptable 

THOMAS, C 0 Standard i cat I on ti Special Projects Branch 83/04/13 
CHARNLEY, J S General Electric Co 2pp I83B1 254 


— 8305090557 Topical rept evaluation of HEDE-340 li -P-A-4i '‘Barrier Fuel 
Amend to OE Std Application for Reactor Fuel " Rept 
acceptable 

• Core Performance Branch 83/04/13 13pp 1838 1 256 


830309(1597 Forwards request for addl info re review of Addendum 3 to 
MCAP-B720, "Improved Analytical Models Used in Hestinghouse 
Fuel Rod Design Cotnpu ta 1 1 ens/AppI i c a t Ion for BuR Fuel 
Analysis " Response by 830623 requested 

THOMAS, C o Standardliation 6 Special Projects Branch 83/05/02 
RAMEi E P Hestinghouse Electric Corp Spp 1S367 341 


G303100197 Forwards comments re proposed NUREO-0737 Tech Specs, par 
830321 Itr request Comments should not be interpreted as 
formal position or commitment to specific course of action 
DENTE, T d nWR CwneTS Group DWR08-B313 03/03/06 EI9ENHUT, D O 

Division of Licensing 4pp 18374 3i I 


G30510D268 Forwards Hestinghouse Rev 1 to Procedure I8I-I54, 
"Preservice !i Inservice Insp of Reactor Vessels " Pro-cedure 
meets Intent of Reg Guide 1. ISO, Rev 1 as referenced in 
Generic Ltr 03-15 

CAREY, O J Duquesne Light Co 83/05/06 VARGA, 8 A Operating 
Reactors Branch 1 Ip 18371 160 24X Fiche SD-334. 83/05/06, 

8305100268 


— 8305100273 Rev 1 to Procedure ISI-154i "Preservlce Ic tnservice Insp 
of Reactor Vessels " 

ADAM0M18,D C , LE FGBVRE, B J , VAND, J A Hestinghouse Electric 
Corp 83/03/16 79pp 18371 161 24X Flche 50-334,83/05/06. 
8309100268 


8305100316 F-orwards response tn 820830 request far addl info h revised 
pages to BAH- 10025 IP ) , Rev 1, "Reactor Ves sel Model Flow 
Tests for 203 Fuel Assembly Core " Enel withheld (ref 
10CFR2 790) 

TAYLOR, J H Babcock bWllcoi Co 83/05/02 THOMAS, C □ 
Standardliation (< Special Projects Branch 2pp 18370 098 


8305090483 Forwards errata 6 addenda to N:EDD-2401 1-A-U8, “Licensing 
Topical Rept. OE Std Application for Reactor Fuel (Suppl for 
U8}" I, to NE00-24011-A, "Licensing Topical Rept OE Btd 
Application for Reactor Fuel " 

CKARNLEY, J B General Electric Co MFN-07B-83 83/05/04 

TKOMAS.C 0 Division of Licensing ip 18360 263 


8305100362 Forwards YIOOSJOIASS, "Supp 1 emental Reload Licensing 
Submittal for Brunswick Steam Electric Plant, Unit 1, 

Reload 3(H/o Recirculation Pump Trip)," Inadvertently 
omitted from 830502 Tech Spec rev request 

ZIMMERMAN. S R Carolina Power 1, Light Co LAP-S3-167 83/05/06 

VASBALLOiD B Operating Reactors Branch 2 ip 18379 059 24X 

Fiche 50-323, 83/05/06, 6305100362 


— B30909049S NEDa-2401 1-AOl 1-A-US 

Errata k, addenda to "Licensing Topical Rept GE Std 
Application for Reactor Fuel (Suppl for US) " 

SHERHCDD, 0 0 General Electric Co B2NED0SB. B2/08/31 72pp 
18360*264 


— 8309090497 NED0-240t t-A-3 ERR 

Errata & addenda to "Licensing Topical Rept OE Std 
Application for Reactor Fuel " 

* General Electric Co. B2NED057 82/00/31 I31pp 19360-336 


— 0305100370 Y1003J01AS3 

"Bupp lementa I Reload Licensing Submittal for Brunswick Steam 
Electric Plant.Unlt 1, Reload 3 IH/e Recirculation Pump 
Trip) " 

ZANAROI, O , HILL, R T , CHARNLEY, J 8 General Electric Co 
83/01/31 2Bpp 10379 060 24X Flche 50-325,83/05/06,8305100362 
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9309110360 FoTuariJi WCAP-10a92< ronpropnetary version of WCAP-10196, 
"Second Cycle Performance of Beaver Vallag Unit 1 Fuel ’’ 
Application for ulthholdln; MCAP~101<?6< subni tted on 830202 
•nc 1 

CAREViO U Duquesne Light Co 93/09/02 VAROA, S A Operating 
Reactors Oranch 1 Ip I 9392 1 46 24X FI Che 50-334. B3/OS/02> 

9309110360 


— 8309110377 Application for withholding proprietary WCAP-10196i "aecond 
Cycle Performance of Deaver Valley Unit 1 Fuel." per 
iacFR2 790 Affidavit end 

UIeBEnA^NJR A Mestlnghouse Electric Corp CAM~83-13 83/04/20 

VAROA. S A Operating Reactors Branch 1 8pp 18392 147 S4X 
FI Che 90-334.83/09/02.8309110360 


—0309110398 WCAP-10S9a 

Nonproprietary version of. "Second Cycle Performance of 
Reaver Valley Unit 1 Fuel '■ 

PRITCHETTjP a . KUNIBHl.H . ROBERTS. E Meetinghouse Electric Corp 
83/09/02 66pp 18392 196 24X Flche 90-334. B3/ 09/02. 

93091 10360 


9303110437 Forwards ''Bounding Analytical Assessment of NI;rE 0-063O on 
LOCA & Operating liM/FT Limits." per 830409 1 tr 
CROUSE. R P Toledo Edison Co 949 03/09/06 STOLZ. J F 

Operating Reactors Branch 4 Ip 16404 320 24X 

Flche: 90-346,83/05/06. 8309110437 


—030 9110443 77-11421 62-00 

"Bounding Analytical Assessment of HUPEQ-0630 on LOCA & 
Operating IM/FT Limits " 

e Babcoct tt Ullcoe Co 83/09/06 29pp 18404 321 24X 

Flche 90-346,03/09/06,8309110437 


0309120016 Sutmlts organl lat i nnal charges within util power generation 
div Effective 030401, nuclear fuel svc dissolved as business 
segment 6 integrated Into field technical svc. Organl latlon 
chart end. 

TAVLOR.U H Babcock 1. Milcor Co B3/04/22 HAAS, H P Quality 
Assurance Branch 3pp 18423-04.9 


8309120029 Forwards renueit for addl info re HCAP-a720, Addendum 2. 
"Uastlnghouse Revised PAD Code Thermal Safety Model " 

Responses should be received by 030925 

THONAB.C □ Standardl latlon fc Special Projects Branch 83/09/03 
RAKE, E P Mestlnghouse Electric Corp 21pp 1B443 297 


8309120073 Apprises of BicM □uners Oroup plans re plant emergency 
procedure technical guidelines Abnormal transient operating 
guidelines progrem will be enhanced w/hlgher level generic 
document, expand ing emsrgincy operation technical bases 
WHITNEY. 0 D. Babcock 6 Milcor Operating Plants Ouitiers Oroup 
WHITNEY. 0 0. Bacramento Municipal Utility District 83/09/04 
ElSENHUTiD 0. Division of Licensing 3pp 18427 361 


8309120241 Forwards proprietary 6 nonproprle tary responses to NRC 
020819 request for addl info re ntasurement uncertainties 6 
"Shape Annealing Factor Component of Aiial Shape Indei " 
Proprietary response ti rept withheld (ref 10CFR2 790> 

CDUNSIL.M O ■ SEARS. C F Northeast Nuclear Energy Co (subs Of 
Northeast Utlli tits I CDUNBIUiW.O Nor th east Util 1 1 1 es A02724 

83/09/03 CLARK, R A Operating Reactors Branch 3 16pp 
IB 429 191 24 X Flche 90-336. 83/09/03. 8309 12024 1 


— 8309120292 CEN-247 { N) -NP 

"Shape Annealing Factor Component of Axial Shape Index 
Uncertainty " 

• Combustion Engineering. Inc. 83/03/31 4Bpp 18429 167 24X 

Flcht 50-336,83/09/03,6309120241 


8309130126 Forwards response to questions Included in 830203 Itr re 
Hydrogen Contro-l Owners Group program Ouestions 9 6 9 must 
be eddressed on ptent-speclf ic basis Tsntatlve arrangtments 
made for meeting w/Containment Sys Branch on B3060S 
RICHARDSON. J 0 Hydrogen Control Owners Oroup, &UR-6 Mark HI 
RICHARDSON. J D Mississippi Power t. Light Co MON-011 63/09/11, 

HQUSTON.R W Division of Systems Integration (post 811003) 29pp 
18437 231 24X Flche 90-416.83/09/11,8309130126 


8309160063 Forwards Endorsement 124 to NELIA Policy NF-1 
ROBBINS. J 0 Harsh !• McLennan, In« 83/03/29 SALTZMAN, J 
Assistant Director for State fc Licensee Relations 2pp 18491 034 


9309160084 Forwards Endorssment 124 to NELIA Policy NF-34 (c Endorsement 
99 to KAELU Policy MF-99 

ASHBURN. 0 J Hirsh it HcLtnnan. Inc 93/09/06 SALTZMAN, J 
Assistant Director for State 6 Licensee Relations 3pp 18490 393 
24 X F 1 ch e ■ 5O-0B9, 83/0 9/06, 8309 160084 


8309160363 Forwards nonproprletary L proprietary varstons of "Topical 
Rept for REA 2023 Dry Storage Cask for BWR Spent Fuel, " per 
10CFR72 Affidavit to withhold proprietary Info end H/o 
proprietary version 

PARKER, P E Rldlhalgh, Eggers 6 Associates 22161 93/04/14 

ROUSE, L C Advanced Fuel 6 Spent Fuel Liccnslnfl Branch 4pp 
19473 021 


— 8309160369 "Topical Rept for REA 2023 Dry Storage Cask for BWR Spent 
Fuel " 

e Rldlhalgh, Eggers <t Associates 22161 93/04/06 S74pp 

10473 029 


9309170302 Requests withholding proprietary version of “Correction# 
to Critical Crack Slia, " per 10CFR2. 790 Affidavit and 
COLLIER, A R Mestlnghouse Electric Corp SE-B3-01 93/04/19 

6CHIFF0BN3, J 0 Materials Englnserlng Branch 9pp 18463 001 


— 8309170307 Forwards proprietary 6 nonproprletary versions of 
"Corrections to Critical Crack Site " Proprietary version 
withheld (ref 10CFR2 790) 

DICKINSON, U D Mestlnghouse Electric Corp, SE-83-02 83/09/13 

SCMIFFQENS, vt 0 Materials Engtnesrlng Branch Ip 19463*010 


— S309I70311 CT-29086A 

Nonproprletary version of "Corrections to Critical Creek 

sue “ 

# Mestlnghouse Electric Corp 83/04/19 6pp 10463 Oil 


8305170994 Clarifies commitment to apply lOOX insp to selected 
components of PB-90 6 DS-416 undervoltigi trip attechmints, 

In response to NRC requests New OC procedurs will be applied 
to 0B~90 attachments 

RAHE.E P Mestlnghouse Electric Corp NS-EPR-2762. 83/09/06 

DENTON, H Office of Nuclear Reactor Regulation, Director 2pp 
19467 021 


8303190262 Forwards response to B30407 << 28 tilcon requests for addl 
Info re Rsv 1 to proprietary WCAP-1002i “Mestlnghouse 
Met Annuler Burneble Absorber Evaluation Rapt " Response 
withheld (ref 10CFR2 790), 

RAHE.E P Mestlnghouse Electric Corp 93/04/29 THONAB.C □ 
Standard I latlon L Special Projects Branch Ip 16487,223. 


— 8309180273 Application for withholding response to request for eddi 
Info r# Rsv I to proprietary HCAP-i0021 "Mestinghouse Wet 
Annular Burnable Absorber Evaluation Rapt," from public 
disclosure 

MIESEMANN, R A Mestlnghouse Electric Corp AW-83-39. 83/04/29. 

THOMAS. C D Standard 1 lAtlon ti Special Projects Branch. Ip 
19487 224 


8309190899 Forwards changas in MPOP-l,Rev 9 ra qA eng inaaring. providing 
Insp plan to ac t, rtmovlng requlrament for reviewing design 
documents NRC approval of activity requested 

MILLER, 0 0 Consumers Power Co C8C-6694 83/09/06 HARRISON, J ^ 

Region 3. Office of Director Ip. 19901.083 24X 

Flche 90-329, 93/09/06, 9309190298 


—9305190300 MPQP-1 R06 DRFT 

Draft quality plan for underpinning activities. 

« Consumtri Power Co. MPQP-l 83/09/03. 83pp 18901*084- B4X 
Flche 50-329,83/09/06,8309190298 


9309200072 Forwards revised pages to fundamental nuclear metl control 
p len, dels ting refs to NRC documents ti ripts no longer 
appl (cab le. Revs include description of new fuel rod Item 
control lys M/o end, 

LICHTENBEROER Combustion Engineering, Inc 93-04 83/09/0,4 

JACKSON, R NRC - No Detailed Affiliation 01 van Ip 19940.130. 


8309200992 Deficiency rept re potential defect In steel spring bands of 
60 ampere futeholdcrs. Ini tlal ly reported on 830904 
Hstet lurg leal testing of broken bends continuing Next rapt 
will be submitted within 30 days 

DWYER, P U Sineral Electric Co, 83/09/10. DEYOUNO.R Director's 
Office, Office of Inspection and Enforcement 9pp 18916 007. 


8309200621 Documents review of procedures ti practices used in contfo) 
of design t< const of Byron Station t, highlights Important 
findings Const of Byron meets requirements of F9AR (t 8ER 
(NURE0-O876> Supporting documentation end 

REED.C Commonwialth Edison Co 6434N 83/09/11 DENTON. K. R. 

Office of Nuclear Reactor Regulation, Director lOpp 19921 089. 
24X Flche 90-000,83/09/11,8309200621. 


— 03O92OO6B4 Advises that Uestlnghouss OA program Implementation 
descrlbsd in MCAP-a370, Rev 9Ai satisfactory 

SEYFRIT.K V Region 4, Dellas, Office of the Director (0I/O3/Oi}. 
81/04/30 SLEMBER, R J Mestlnghouse Electric Corp. 2pp. 

18922 299 24X Flche 90-373,83/09/11,8309200621 
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8309S3DS5S 8unim<rlits Info supporting position that postulatsd pips 
brtals in RCS prlmarg loop piping should be ellminatsd 
froa structural design basis of all uestlnghouse plants 
Titling program per Generic Issue A -2 documented 
RAHEiE P Mestinghouic Electric Corp N5-EPR-2768 03/03/11 

VOLLHERiR H Division of Engineering Spp 18337 139 


83093303DS Requests addl info to complete revieu of Rev 12 to GA 
program topical rept Specific questions ulll bo provided 
1 wt prior to B3092ii meeting in Framinghami i1A> per B3D312 
telcon 

HARTlNi T T Division of Engineering t< Technical Programs B3/03/13 
JOfiNEON. U P Yankee Atomic Electric Co 2pp 18337 172 


8309240144 Forwards draft proprietarg Amend 2 to Rev 3 to EDR“l(P)~Ai 
“Edirtrs Nuclear Saf etg-Re lated Eitra-Safetg (< Monitoring 
IX-aAMl Cranes " Affidavit dtd 831008 end Rept withheld 
<pef 10CFR2 790) 

HOLLDRANiR U Hotloran b Associates B3/09/ld, HORAN. 0 

atandardliatlon <■ Special Projects Qranch 3pp 18973 126 


— 9303240194 Forwards draft proprletarg Amend S to Rev 3 to EDR-KPl-A. 
"Ederere Nuclear Bafatg-Rclated Ettra.-8ef etg t< Monitoring 
4X-8AM> Cranes ■’ Rept withheld (ref 10CFR2 790) 

HOLLORAN. R U Holloran b Associates 83/09/13 MORAN. D 

Standardiiation it Special Projects Branch Spp 1S973 129 


9300240310 Forwards Endorsement 39 to NELIA Pol leg NF-193 b Endorsement 
29 to MAELU Pol leg MF-94 

NILSON. R. Exxon Nuclear Co < Inc (subs of Exxon Corp ) 83/03/17 

6ALTZHAN. J Office of Nuclear Reactor Regulation. Director 3pp 
18948' 189 


B3O9240431 Informs thet OA program. per SWSQAP 1-74A. Rev C. 
eatlsfa ctorllg Implemented Continuing QA program 
acceptab 1 1 Itg contingent upon satlsfactorg implementation 
varlflad through Vendor Programs Branch Insps 

COLblNB, J T Region 4. Office of Director B3/09/20 KELLY. R 0 
Stone b Uebster Engineering Corp 2pp 18374 124 


-^8309840439 Advises that 8bH sat isfac tor 1 Ig implements QA program per 
BHBOAP l-74A.Rev C Confirmation recommended 
CHAMBERLAIN, D Region 4. Office of Director 83/09/10 
COLLINS. J T Region 4. Office of Director 2pp 16974 126 


8309240909 Forwards Rev 1 to CPC-2A "QA Program Description for 
Operatlonel Nuclear Power Plants " Changes do not reduce 
conmltnents accepted hg NRC on 830118. Submittal serves as 
annual rapt 

VANDEWALLE. D J Consumers Power Co 83/09/11 KEPPLER.J 0 Region 
3. Office of Director 2pp 18373 116 24X Flche 30-000.83/03/11. 

8303840909. 


—8309340363 CPC-8A ROl 

Rev t to "QA Program Description for Operational Nuclear 
Power Plants " 

REVfiOLDB. J. H. . DEHITT. R, B . COOK. J. M Consumers Power Co. 

83/01/10 90pp 1S973 110 S4X Flche 90-000.83/03/11,8309240909. 


8309290190 Notification of 830603 meeting w/BUR-Hgdrog cn Control Owners 
Group In Bethesda.MD to discuss hgdrogen control program b 
amergeneg procedure guidelines 

HOUSTON. D Licensing Branch 8 83/09/17 8CHMENCER, A Licensing 

Branch 8 4pp {8996-191 24X Flcha 90-416,03/09/17,8309290190 


8309230914 Forwards safetg evaluation re OUR Owners Oroup response to 
NUREG-0737, Item II K 3 49. "Dapressurlietlon U/Othar Than 
Automatic Depressurlxatlon Sgs " Action on Itam complete. 

VA88ALL0, D. B. Operating Raactors Branch 2 83/03/18 RHODE. 0 K 

Niagara Hohawk Pouar Corp. Spp 18999 310 24X 

Flche 90-220, 83/09/ 1 a, 83092909 1 4 


—8309890923 Safetg evaluation supporting BUR Owners Group generic 
response to Item II K. 3. 49 of NUflEO-0737. "Depressurtiatlon 
U/ather Then Automatic Depressurtiatlon 8gs " 

« NRC - No Datalled Affiliation Olven 83/09/lS Spp. 

18999 318 34X Flche: 90-220, 83/03/18, 8309290914 


8303360309 Interim deficlencg rapt re core support structure bolting 
Initial Ig reported on 830419 Evaluation of corrective action 
In progross. Next rapt will be sent bg 031101, 

COOKi J H Consumars Power Co 83-09 *1 83/03/19 KEPPLER.J 0. 

Region 3, Office of Director. 3pp. 18629.200 24X 

Flche: 90-000, 83/09/19, 8309260309 


—8309260311 Deflclancg rapt re ultrasonic test abnormal Indications in 
uppar barrel bolting of reactor internals. Initial Ig reported 
on 830328. Resulte of internal bolt insp discussad Addl info 
will he forwarded. 

TAYLOR, J H. Babcock b UllcQX Co 83/04/11. DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement 9pp 
18629 209 84X Flche. 90-000. 83/09/19. S309260309 


— 0303260313 Updated deflClencg rept re core barrel belting ultrasonic 
test indications Bolts vtsuallg Inspected Hairline crack at 
shank to head junction indicated Repair plans dependent on 
results of lower core barrel Insp 

TAYLOR, J H Babcock b Utlcox Co 83/04/22 DEYOUNO. R C 
Director's Office. Office of Inspection and Enforcement 3pp 
1B629 210 24 X Flche 30-000.83/09/19.8303260309 


8309260320 Forwards NEDO-24982. "Hark I Containment Program Plant- 
Unlqua Load Def l nl tion. Brunswick steam Electric Plant Units 
1*2" Attachment detailing pressur e/terap calculations also 
tnc 1 

IlHMERHANiS H Carolina Power b Light Co LAP-03-170 83/03/24 

VASSALLOi D 0 Operating Reactors Branch S Ip 10629 090 24X 

Flche 90-324.83/09/24.6303260320 


—8309260329 NEB0-249B2 ROl 

“Mark I Containment Program Plant-Unique Load Definition. 
Brunswick Steam Electric Plant Units 1 b 2 " 

* General Electric Co aiNED0070 81/10/31 6lpp 1B62S 059 
24X Flche 90-324. B3y'03/S4 . B30926D320 


8303260396 Requests board notification be Issued to boards associated 
u/C-E plants currsntlg w/o PORVs nRC briefed Commission on 
830404 r* status of DHR studies w/emphasis on need for 
PORVs In current C-E designs 

MATTSON. R J Division of Sgstems Integration (post 811009) 
83/04/28 EI8ENHUT. 0 0 Division of Licensing Ip 18627 360 


8309270006 Forwards proprietary b nonpropr ietarg versions o.f vlewgraphs 
pressnted at 830331 meeting re counter flow preheat steam 
ganerator program Proprietary version withheld 
iref 10CFft2 790) 

RAKE.E P Westlnghouse Electrit Corp NB-EPR-2747 83/04/11 

EISENHUT, D O Division of Licensing HOPKINS, B NRC - No Detailed 
Affiliation Given Ip 18638 140 


— 8308270012 Submits application for withholding vlewgraphs presented at 
830331 meeting re counterflow preheat steam generator 
program from public disclosure (ref 10CFR2 790) 

Nonpropr ietarg vlewgraphs one 1 

HIE8EMANN. R A Uestlnghouse Electric Corp AU-a3-a4 33/04/11 
EI8ENHUT, D O Division of Licensing 12pp 1B638 141 


8309270144 Advises that QA program described In NEDO-l 1209-O4A being 
implemented sa ttsfac tort Ig Results of insp published 
quarterly In NUREO-0040 

COLLINS. J T, Division of Vendor b Technical Programs 83/03/24 
BRUOOEHAN.U H General Electric Co 2pp IB63B 203 


— 8309270149 Discusses corrective actions on nonconformances noted In IE 
insps since Jan 1980 GE satisfactorily implemented QA 
program per NEDD-1 ia09-04A Confirmation of Implementation 
recommended 

CHAMBERLAIN. D Division of Vendor & Technical Programs 83/09/20 
COLLINS. -J T Region 4, Office Of Director Ip IB638 809 


8303270299 Application to amend License DPR-3e. changing core protection 
safetg 1 1ml ts. protec 1 1 ve sgs max allowable setpoints t- rad 
position limits 

TUCKER. H B Duke Power Co 83/03/19 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 8TOL2.J F Operating Reactors 
Branch 4 4pp 18641 224 24X Flche 30-269,83/09/19.8309270239 


—8309270309 BAW-1774 

"Qconee Unit 1 Cycle 3 Reload Rept ’’ 

* Babcock & Wilcox Co 83/02/28 46pp 18641 267 24X 

Flcha 90-269,83/09/19,8309270299 


8305370340 Forwards application to amend License DPR-99 b "Supplemental 
Reload Licensing Submlttel for JA Fltipatrlck Nuclear Power 
Plant, Reloed 9 " Amend changes std reload licensing 
submlttel for forthcoming Reload 5/CgcIe 6 core 
BAYNE, J P Power Authority of the State of New York JPN-a3-47 
03/09/29 VASSALLOi D B Operating Reactors Branch 2 2pp 
18643 071 24X Flche 30-333,83/09/29,8309270340 


— 8309270378 Y1003J01A96 ROl 

Rev O to "Supplemental Reload Licensing Submittal for JA 
Fltipatrlck Nuclear power Plant, Reload 3 " 

ZARBIS, U A , MAONER.R. L , CHARNLEV. J S General Electric Co 
03/03/31. 29pp 18643 103 24 X Flche 50-333.83/05/29.8309270340 


8309270361 Submits topics to be discussed during 030926 meeting re 
nsfd for addl info to complete NRC review of Rev 12 to 
operational QA program topical rept 

MARTIN, T.T Division of Engineering b Technical Programs 03/09/20 
JOHNSQN.U. P Yankee Atomic Electric Co 2pp 18638 361. 
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WONDOCKETED ITEiVIS 


03OiS7OA3S Discusses 3&W Ouners Oroup snepgency procedure guidelines 
(abnormal transient operating guidelines - ATOGltper 830309 
Itr Detailed schedule for sipansion of technical bases for 
procedure ulll be subisitted bg end of June 

UHlrNEY>0 0 BabcO'Ck & Hilcos Operating Plants Ouners Group 
HHITNEY.DD Sacr amen to Mun 1 ctpal lit i 1 i tg D1 str ie t GL-02-33 

83/09/21 EISENHUr. D 0 Division of Licensing 2pp 18642 2S9 


830S2704B1 Forieards propriotarg "Vantage S Fuel SgstVIestinghouse 
Presentation to NRC Staffi " presented at 830910 leeeting b 
application for withholding info from public disclosure 
RAKEiE P Mestlnghouse Electric Corp NS-EPR-a760 83/OS/ 10 

RVSENSTEINiL S Assistant Director for Core fc Plant Sg stems 8pp 
16644 094 


•'-830327043B Submits application for uiithboldlng proprietarg Infn re 
Uestlngbouse Vantage 9 fuel sgs design meeting presentation 
from public disclosure Iref 10CFR2 7901 

WIE3EMANN. B A We sting house Electric Curp AW-83-37 83/05/18 

RUBENSTEm.L S Assistant Director for Core (t Plant Systems Ip 
1S644 096 


WASTE fiST NJCLEAn WASTE HANAGEHENT 


6303290996 Forwards proposed schedule for Basalt Waste rselatlon 
Project ei&922 visit 

WRIGHT. R J High Level Waste Technical Development Branch 00196 
81/08/21 GORANSON.R Energy. Dept of 3pp 17743 239 


8303390813 Discusses progress made since Jul 1980 site visit re 
regulations for high level raduaste repositorij 

WRIGHT. R J High Level Waste Technical Deve 1 apment Branch 00366 
ai/iO/07 LIVINGSTON. V E Washington. State of 2pp 17740 073 


0305060319 FoTuards "Breathing Zone for Airborne Particulates. Cotter 
Enployoes for Month of Mar 1983" b "Breathing Zone Summary 
fop CYe3 " 

CAIN. J Cotter Corp 00232 83/04/13 HAZLE. A J Colorado. State 

of 2pp 16393 064 


-■'8309060339 "Breathing Zone for Airborne Part i culates. Cotter Employees 
for Month of Mar 1983" & "Groathing Zone Summary for CY83 “ 

• Cotter Corp 0232 03/04/13 2pp 18333 066 


8305090967 Responds to topical rept on RADMAN computer code to classify 
b document packaged low level waste per iOCFROl Pro-gram 
shovs promise as valid tool for waste generators to use as 
part of compliance w/Part 61 requirements 

ROLES. 0 W Low Level Watte Licensing Branch 93/03/28- TWITE. P T 
Meste Manageoionb Group. Inc Ip 10367 399 


8303090972 Forwards listed publications per code evaluation 
"Documontatlan of Computer Codes for High Level Waste Hgt" 
also end No significant changes expected prior to final 
promulgatlan W/o encls. 

KNAPP. M R High Level Waste Licensing Management Branch 63/04/12 
BERMAMISjH L Roy F Heston, tne Ip 18367 398 


8305090976 ForieardS first 11 radiological assessment repts for detected 
ereas of residual radioactive mails in Edgemont.SO Addl 
repts wilt be submitted as available U/n encls 

MARTIN. D e Low Level Waste Licensing Branch 63/04/08. BRICH.R 
South Dakota, state of Ip 1B367 397 


8309090982 Comments on review of Atlantic Research Corp request to 
allau onsite disposal of soil contaminated u/Sr-YO Potential 
dose commitment limited to less than 2 mrem to bone provided 
drinking water not within 290 ft of 8r-90 

HIGGINBOTHAM. L Low Level Haste Licensing Branch 83/04/21 
PAGE. R O Uranium Fuel Licensing Branch 3pp 18367 394 


8309090980 Submits current b projected activities in fuel cycle program 
area Resource estimates b level of effort may change after 
evaluating 1983 budget 

BROWNING. R E Division of Waste Management 83/04/tS. 

CUNNINGHAM. R E. Division of Fuel Cycle h Material Safety 2pp 
18367 340 


8309090606 Trip rept of 830324 visit to Rio Algom mill in Grand 
Junction. CO 

PENNIFILL. R A Low Leval Haste Licensing Branch 83/04/11 
HlGGlNaoTHAH. L Low Level Haste Licensing Branch 3pp. 10381:237 


8309090617 Comments on Rev 1 to "Selection of West Valley Demons tret ion 
Project Low Level b Transuranlc Waste Form " insufficient 
technical data in document to judge adequacy of cither 
cement or asphalt for solidification 

HtGOlNBOTHAH. L Low Level Haste Licensing Branch 83/04/19 
ROUSE.L C. Advanced Fuel fc Spent Foal Licensing Branch 4pp 
18367.332, 


8309090630 Summary of 830316 meeting u/OOE In Silver Spring. HD re 
UMTRAP vicinity properties 

FLORY. C A Low Level Waste Licensing Branch 63/04/28 

HI GOINS OTHAM. L Lou Level Waste Licensing Branch 2pp 1B367 330 


8303090626 Forwards list of docomonts within Dlv of Wasto Hgt re 
K Dunn FOIA G3-t93 request 

STILL. N Division of Wasto Management 83/04/06 BEVERIDGE. 0 
Program Support Branch 4pp 18367 329 


8309090643 Forwards NRC comments to DOE on proposed high level wests 
repository siting guidelines W/o end 

browning. R E Division of Wasto Management 83/04/18 LEWIS.Ii D 
Washington. State of ip 18367 306 


8303090647 Trip rept of 830419-21 USGS low level waste research 
meetings in Urbana. IL b at Sheffield site 
aiEPKEN. D L Low Level Waste Licensing Branch 83/04/27. 

HAWKINS. E F Low Level Waste Licensing Branch 4pp 18381 20B, 


S303090693 Trip rept of low level waste compact negotiators 630319-16 
meetings in Atlanta. GA 

JACKSON. K Low Level Haste Licensing Branch 83/04/27 
HIOGINBOTHAH. L Lou Level Haste Ltcaiislng Branch 9pp 16381-279 


8309090696 Forwards, for concurrence revl ew. Commission paper 
recommending puhlicetion of proposed suspension of portions 
of App A to 10CPR40 re U mill tailings regulations 
Telephone response by 030429 requested W/o end 

BROUNINO.R E Division of Waste Hanogemont 83/04/28 KERR.Q U 
Office of State Programs. Director CUNNINGHAM. 0. H Office of the 
Executive Legal Director CUNNINGHAM. R E Division of Fuol Cycle li 
Meterlal Safety Spp 18381 277 


6309090661 Ack receipt of 830308 Itr inviting participation in 
2-day meeting on "MIPP Site Suitability for Radwaste 
Disposal." on 830912-13 in Carlsbad.NM NRC cannot 
participate in meeting or evaluation 

MILLER. H J High Level Waste Technical Development Branch. 

83/03/31 NEILL. R H New Mexico. Stats of 2pp 18381 040. 


8309090670 Forward comments on topical rept "Results of Test Program 
for Soldlf Icatlon of Contaminated Waste Lubricating Oils. “ 

State of HA comments should be addressed separately W/o 
end 

JOHNSON. T C Lou Level Waste Licensing Branch 83/04/27 
IRVING. S A Vi kern Industries, Inc ip 18369 362 


8309090679 Reviews marked-up handout on high level waste reflacting 
enactment of Nuclear Watte Policy Act In Jan 1983 W/o end 
BROWNING, R E 01 vision of Waste Management 03/03/29 COOK.J 
Office of Public Affairs 2pp 1B3S1 289 


B309090679 Forwards 24 radiological assessment repts for properties 
in Edgemont. 80 re presence of residual radioactive matl 
Repts submitted to OQE for remedial action H/o ends 
MARTIN, D E Lou Level Waste Licensing Branch 83/04/28 GEIDT, J R 
Environmental Protection Agency ip 10381. 28B 


B309090696 Forwards NRC "Technical Criteria for Disposal of High Level 
Reduestc in Geologic Repositories." 10CFR60< Sub part E. pep 
830412 Itr Final version to be released on NRC approval W/o 
• ncl 

BALL.M J High Level Waite Licensing Management Branch 83/04/29 
SMITH.O R Michigan, State of Ip 10301.287 


S3050907G9 Foruards reeponse to 830312 request for comment on remediel 
action concept paper for U mill tailings site at Green 
River. UT 

martin. D E Lou Level Waste Licensing Branch 83/04/22 
MARLEY.J A Energy, Dept of 3pp 18381' 284 


8309110024 Forwards comments to DDE on 830207 proposed siting 
guidelines < 10cFR960>i astafa 1 ished in response to Nuclear 
Matte Policy Act of 1982 requirements NRC comments on COE 
PR notice also provided H/o end 

DIRCKS.W J Office of Nuclear Reactor Regulation. Director 
83/04/29 MATHE60N. B M Utah. State of. ip 1B411.396. 


8309110068 Informs that 830406 Itr b attachments sent to H Bell. Copy 
of Reg Guide 4 17 end. U/o end 

HRIQHT.R J High Level Haste Technical Development Branch 
83/04/26 H0VI8. J. B Hovls. Cocfcrill, Weaver b Bjur Ip. 

16421 237 


8309110138 Forwards info on 20 contaminated properties in vicinity of 
Grand Junction site Remedial action being prepared, W/o end. 
BAUBLITZ.J E Energy. Dept of 83/04/19. HAWKINS. E P Lou Level 
Waste Licensing Branch ip 18421 39B 


NONDOCKETED ITEMS 
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8309110142 Poruardt Pinal draft remedial action concept paper for 
Cunniton Inactive U mill tailinga site Comments req.uested 
030906 U/o end 

MORLEYiJ, A Energvi Dept of 83/04/10 HAUKINS, E Lou Level 
Haiti Licensing Branch Ip 16421 390 


S309110I47 Faruardf J Hagei coirments on draft ANS 16 1 ltd W/o end 
JOflNSDMpJ C Lou Level Haste Licensing Branch 63/04/07 OODBEE. H 
Oik Ridge National Laboratorg Ip 16434 111 


0309110196 Foruards separate responses to RADHAN code topical comments 
provided bg states of SCiHA & NV Code ulll reinforce QA 
program & surveg acceptabilities 

TWITErP T Haste Management Group. Inc 03/04/13 JOHNSON.! NRC 
— Mo Detailed Affiliation Given ipp 18434 097 


6309110176 Summarlits 830410 meeting u/DOE L Battel le in Oa 1 thersburg . 
HD re tltlng guidelines (proposed 10CFR96) 

PFLUMt C. O High Level Haste Licensing Management Branch 63/04/23 

80YLe>R>R High Level Haste Licensing Management Branch 2pp 

18434- 390 


6309110163 Foruards 24 radiological assessment repts for properties in 
Edginonti SD ki/detected presence of residual radioactive 
metis Addl repts ultl ba submitted H/o er^d 

HARTINi D. E Lou Level Haste Licensing Branch 63/04/38 DRITCHiR 
South Dakota. State of ip 18434 282 


6309110218 Foruards comments on proposal for transuranic uaste sorting 
«t Meat Valleg par 830409 reguest Concept acceptable 
HIGGINBOTHAM. L Low Level Haste Licensing Branch 83/04/19 
ROOSE. L C Advanced Fuel tt Spent Fuel Licensing Branch 4pp 
1B434 390 


8309290399 »RADQN-222 Repts for Feb k Mar 1963. '' based on TLD chips 
for probes placed on 830211 Si removed 830409 Replacement 
probet not available during Mar due to procurement of neu 
lab to perform ivcs. 

CAIN. J Cotter Carp 00267 83/04/29 HAZLE. A J Colorado. State 

Of 3pp 18947 291 


6309290390 "Breathing Zone Rept for Apr 1983" Si "Cumulative Breathing 
Zona Bummarg for CYSO *' 

CAlNiJ Cottar Corp 00277 83/09/13 HAZLE. A J Colorado. State 

of. 2pp IB94S 021 


8309310211 CeS/etl9R02B 

"Oeologg 9 Hgdrologg of Yucca Mountain Si VldnltgiNV Test 
Site." final rept H/threi overstie figures Aperture cards 
■re available in PDR 

HEADE.M T . MCKAY. E D COS. Ine 83/03/31 7tpp 18691 230 


6309310217 Confirms 830901 meeting U/J Baublltz (OOE) in Bethesda.MD 
to discuss Implementation of UMTRCA for Cannonsburg site, 

PAOE.R.O Uranium Fuel Licensing Branch 83/09/23 HIGGINBOTHAM. L 
High Level Haste Licensing Hanagement Branch FONNER.R Office of 
tha Esecutiva Legal Director CROH. H T NRC - No Detailed 
Affiliation Given ip 18992 298 


XPORTLIC EXPORT AND IMPORT LICENSES 


8309020001 License for OE to isport 500 pieces of lirconlum tubing 
to Hast Oermeng 

ZIMMERMAM.J V Assistant Director for Ekport/Import S. International 
eafaguards BOH-044-83 83/04/29 Ip 18308:308 


6309020(X)3 Raquests Eseeutlve Branch position re OA Technolog 1 es. Inc 
application to amand license to esport. decreasing quantltg 
from i. 1 kg U-239 to 290 g U-239 

ZIKMERKAN.S V. Assistant Director for Expert/Impart S. International 
Safeguards 03/04/26 QTOIBER.C R State. Dept of Ip 
10308-307 


6309020009 Application to amend license to export* adding addl 120 g 
U-839 9 addl ultimate consignee 

HARCHAL. J European Communities. Commission of A0/t943 83/04/14 

GRIFFIN. J A. Energg. Dept, of Ip 18308,309 


6309020021 Application to amand licenses for export t. import, extending 
aspiration data bg 1 gr 

BALALI8, C 0, Union Carblda Corp 83/04/18 HRIOHT, 0 NRC - No 
Oatailad Affiliation Given Ip 18308 309, 


8309020099 Ltr of assurance rt Hestinghouse application to export 
200 g U~239> contained in 9*900 g total U. to United Kingdom 
HARCHAL. J European Communities. Commission of. 63/04/14 
CRIFFIN.UA Energg. Dept, of ip 1 0308 294. 


8309020098 License for Mitsubishi Inti Corp to export 300 mCi Cf-252 
to Japan 

ZIMMERMAM.J V Assistant Director for Ex p art/ Import t. International 
Safeguards 64-7739-83 83/04/29 1 p 1 B30B 263 


9309020208 Foruards application to export six depleted U blanks 
to United Kingdom 

ODMER.D Nuclear Metals, Inc 83/04/14 WRIGHT, B Office of 
International Programs. Director Ip 18308 291 


—0309020299 Application to export 30 4 kg depleted U. in six depleted 
blanks, to United Kingdom 

* Nuclear Metals, Inc 63/04/14 ip 18308 262 


0305020953 Foruards application for license to export slightlg enriched 
U hexafluoride to Japan 

OSHIMA, S Mitsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-94a3-01 63/04/14 Assistant Director for 

Export/Import t< In t erna t iona I Safeguards 3pp 18284 071 


— 0309020557 Application for license to export 80.420 kg slightlg 
enriched U hexafluoride to Japan 

SHIMA.S Mitsubishi International Corp (subs of Mitsubishi 
Corp ) HSA-54e3-0i 83/04/14 ip 10284 074 


03O5O3OOIQ Foruards application for license to export one fission 
eoun ter. Model HS-P9-0B05-134. to Uest Oermang 

BAER.O Disc Corp C-4422 83/04/11 HEMBY.E Assistant Director 

for Eipor t/ Imp ort (. International Safeguards 2pp 18310 286 


— 8309030099 Application for license to export one fission countor. Model 
RB-P9-oa05-134( to West Oermang 

BAER.O Disc Corp C-4422 63/04/11 Spp 10310 2B6 


6309030097 Requests Executive Branch position re Transnuclear* Inc 
application for license to export highlg enriched U to 
Denmark H/o end 

ZIMMERMAM.J V Assistont Director for Ex port /Import k International 
Safeguards 00290 82/10/09 STOIBER.C R State. Dept of Ip 

18310 358 


8309030250 Application to export 500 liters deuterium to Korea 

HHANG. T Pacific International 459 83/04/10 Ip 10309339 


8305040395 Addl info re 830229 application to export 1 kg U-235 to 
Indonesia Quantltg reduced to 290 g. contained In reactor 
irradiation targets, to allag concerns raised re export 
MOWRY* W R OA Technologies. Inc /General Atomic Co IEL-4069 
83/04/13 ZIMMERMAN, J Assistant Director for Export/Import tt 
International Safeguards 9pp 18329 301 


0309040530 Forwards applications for licenses to export 500 pieces 
scrap lirconlum tubing to West Garmang t. 10 pieces lireonium 
tube shell bo Japan 

HILSON, B D General Electric Co BDH-049-B3 83/04/14 HEMBY.E 0 

NRC - No Detailed Affiliation Given Ip 18391 239 


— 8309040591 Application for license to export 500 pieces scrap itrconlum 
tubing to West Oermang 

♦ General Electric Co. 0DW-O44-33 83/04/14 Ip 18391 240 


— 0309040567 Application for license to export 10 plscei Jlrconlum tube 
shell to Japan 

HILSON. D D General Electric Co BDH-045-03 03/04/14 Ip 

18391 241 


8309040637 Application to Import lire clad U/Zlrcalog 8. U/Zlrcalog it 
metal components ti scrap uaste from Canada 

REGAN, N A Babcock U Hileox Co 83/04/19 Assistant Director for 
Export/Import t. International Safeguards 2pp 10339 201 


8309040639 Informs that Disc Corp 830411 application for license to 
export proportional counter to Hest Oermang meets 
requirements of Atomic Energg Act License Issued w/o normal 
19 dag uaiting period 

ZIMMERMAN. JV Assistant Director for Export/Impor t t. International 
Safeguards 03/04/22 Assistant Director for Export/import 9 
International Safeguards Ip 18339 280 


0309040644 Notifies that OE 830414 application for license to export 
lireonium tube shills to Japan meets requirements of Atomic 
Energg Act License issued u/o normal 19 dag waiting period 
ZIMMERMAN* J V Assistant Director for Biport/Irapor t 9 International 
Safeguards 83/04/29 Assistant Director for Export/lmport 9 

International Safeguards Ip 18339 279 
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B309040&3B Amend 3 to Ed 1 ou Inti Co as agent for Micratec>Ine 
Opart 1 icensfi Chang Ins name of ultimate consignee U 
otending expiration date to 900901 

ZlMMERWANiJV Assistant Director for E i port/ Impor t & International 
Safeguards B3/0^/36 ip 18336 S&S 


B30S040665 Requests Executive Branch position re Mitsubishi Inti Carp 
application for license to eiport enriched U to Japan 
ZIMtlERMAN<J V Assistant Director for Ex port/ Impor t 8c International 
Safeguards 93/04/36 STOlOERiC R State. Dept of Ip 
18336 265 


8305090440 Amend 3 to SA Techfiolog 1 es. I nc export 1 ic ense. add 1 ng 
ultimate consignee increasing quantity of matt to 3 167 
k} U-235. conta ined in 19 969 leg U. for export to Italy 
Z I MMERKAN. J V Assistant Director for Ex porl/Import !< International 

Safeguards IEL-20i3 83/04/SB Ip 18352 238 


8305060006 Application to export tioo fission coun ter s. Model 
RS-PO-2403-114. to Argentina 

8KAR0PA.J D Reuter-Stofces. Inc A-9705 83/04/19 Spp 

18394 30? 


8305060014 Notifies that OE 830414 application for license to export 
xirconlum tubing to West Oermany meets requirements of 
Atomic Energy Act. License Issued u/o normal 19 day 
waiting period 

ZIMMERMAN. J V Asilstant Director for Export/ Impor t it International 
Safeguards 83/04/29 Assistant Director for Eiport/Impor t 8< 

International Safeguards Ip 18354 313 


B305060052 Utr of assurance re amend to license to export 33.790 kg ilj 
contained In 1.139 kg U-Z35. to Sweden 

MACNIISDN.U Sweden. Oovt of. 83/04/19 ORJFFIN. J A Energy. 

Dept of Ip 18354 361 


B30S0606B7 Execut 1 ve Branch position re SMUCO. Inc application to aiport 
9 kg U-339> contained in 70 kg If. to Taiwan License should be 
granted 

DEVIWEi J B State. Dept. of. Bureau of Oceans 8: Inti Environ 8. 
Scientific Affairs 83/04/29 SHEA. J R Office of International 
Programs. Director 3pp 18397*308 


6305060690 Application for emend to export 1 ic ense. increas ing SKIM by 
312 39 g u-235i contained in 1.973 74 g If. to Japan 
nOWRY. M R OA Technologies. Inc /Oeneral Atomic Co lEL-gO?? 
83/04/29 ZIMMERMAN. J Assistant Director for Export/Import ti 
International Safeguards. tp 18397 307 


8309090010 Application to import 26.000 kg U. enriched to 3 30K U-235. 
from France 

MARCHAL. J Exxon Nuclear Co . Inc Csubs of Exxon Carp ) 

11003189 63/04/29 ZIMMERMAN. J V Axsistant Dirac tor far 

Export/Import S. International Safeguards 2pp 18369 353 


8309090014 Application for license to export 2.205 lb Zlrcaloy trex. 
w/pure ilrconlum I Iner. to West Oermany 

AERNI. B L Teledyne Wah Chang Albany 2629(21 (JFMl 83/04/27 
Ip 1836? 336 


8309090019 Application for license to export one In-core detector 
containing D 001 g U-235 to Walt Oermany 

PaCHAL WestinghousB Electric Corp ZEiaS34 83/04/21. Ip 
18369 397 


8309090042 Amend 2 to Union Carbide Co-rp licenie to Import iO, 8 kg U. 
containing up to 10 leg U-S39 in 99 MTR plate-type fuel 
elements, from France. 

ZIMMERMAN.J V Assistant Director for Expor t/Import & International 
Safeguards 83/04/29 Ip 18381 198 


8309090114 Application for llcenie to export 97.000 lb Zirciloy trex 
to West OeTiivany, 

AERNI. D L Tcledyna Weh Chang Albany 2907 (JFM) 83/04/21 Ip 
18381: 131 


B30909049B License for OA Co to export miscellaneous specially design 
or prepared replacement parts 6 components for use In Trig* 
tl rasearch reactor to Zaire 

ZIMMERMAN. J Vf Assistant Dirac tor for Export/Import & International 
Bafeguards tEL-3096. 83/04/29 Ip 18381 240 


B3D9090900 Licensa for Westing house to export one compensated 
ionixetlon chamber . Mod t I WL -6377. to Zaire. 

ZIMMERM'ANi J. V Asetetent Director for Export/Import t< International 
Safaguards IE 20994. 83/09/02 Ip. 18381 291 


e3090?07S3 Requests renewal of Export Licenees XU-B499 It XLr-B499 
which expire on 830601 No change in quantity it metis 
expected 

OOMER.D A Nuclear Metals. Inc 83/04/29 HEMBY. E Office «f 
International Programi. Director Ip 18381 276 


0305090730 Forwardi FR notice re applications for licenses to 
import/export nuclear facilities or metis 

ZIMMERMAN. J Y Assistant Director for Export/Import 6 Internatlonil 
Bafeguards 82/09/03 COMBS. T R Gorr e f p ondenc e It Records Brepch 
Ip 18381 273 


— 0305090731 Notice of receipt of applications for licenses to impark/ 
export nuclear facilities or matls 

ZIMMERHAN.J V Assistant Director for Export/Import 6 
International Safeguards 83/05/03 2 pp 18381 274 


8305090733 License for Westinghouse to export 200 g U-235. contained In 
9,600 g U. to United Kingdom 

ZIMMERMAN. J Y Assistant Director for Export/Import It International 
Safeguards MMH-353 83/04/29 2pp 18381 271 


0305090736 Amend 2 to Union Carbide Corp export 1 icense. extending 
expiration date to 840701 

ZIMMERMAN. J Y Aiilstant Director for Export/Import li Internattonil 
Safeguards 281 83/04/29 ip 16381 S70. 


8305090779 Amend 1 to Exxon export 1 icense. Incraae ing quantity to 
1,135 kg U~83Si contained in 33.790 kg U. to Sweden 

ZIMMERMAN. J V Aislstant Director for Export/Import li Internat lonat 
Safeguards 83/04/29 ip 10381 26? 


B3090907BS Inform* that Amend t to Export Llcenee X9NM-1903 may ha 
isiuad No matl changed circumstances since issuance of 
License xaNM-i?74 

MQOREiR N Assistant Director for Export/Import 1. International 
Safeguards, 03/04/28 Assistant Dlraetor for Export/Import *i 
International Safeguards Ip 18301 268 


8309130254 Application for license to export one component cate stud 
for specially prepared coolant pumpi for nuclear eve. to 
Spa in 

PEARSON. A Borg-Uerner Corp 836Y3070 63/05/02 Ip 18497:174 


6305130269 Amend I to Nuclear Metals. Inc export 1 Icense. extend ing 
expiration date until 860601 

ZIMMERHAN.J V Aselitant Director for Export/Import I. Internationa) 
Saftguardi 83/05/09 Ip 10497 171 


830913026? Amend 1 to Nuclear Metals. Inc export 1 Icense. extending 
expiration data until 860601 

ZIMMERHAN.J V Asstitant Director for Export/Import t< International 
Safeguards 83/09/09 Ip 18497 170 


830SI30S73 Executlvt Branch position re Edlow Inti Co application for 
license to export 40 mg Cf-292. in form of cermet wire. to 
United Kingdom Ltcinse should be amended 

DEYINE.J B atate. Oapt of 83/09/03 SHEA. J R Off lea of 

International Frograms. Director ip 16497’ 169 


6309130301 Application for license to export 2.002 mCl Cf~292. in form 
of cermet wire, to France. 

HANNETT. D Transnoc leer, Inc. TNP~426 83/09/02 2pp 18 497.167. 


8305130303 Application for license to export two UX-333S6 BF3 counter 
tubes b eight WX-3335B uncompensated lonliation chambers to 
Ue*t Oermany 

POCHAL.W F Westinghouse Electric Corp ZE 10149 83/09/03 Ip. 

16497 166 


6309130305 Application for license to export primery recirculation puap 
accessories to Spain 

PEAR60N.A Borg-Werner Corp. a23-V-2207 81 63/09/02 Ip. 

18497 169 


6309160294 Forwards application for export license for minor nuclear 
export Ltr of aisurence rsquired.H/o end 

ZIMMERHAN.J Y Assistant Director for Export/Import ti Intarnattonal 
Safeguards 63/05/11 RAYMOND, J F Energy, Dept of ip. 

16472 076 


6309160296 Forwards Exxon Nuclear Co. Inc application for amend to 
export license increasing quantity of U-239 Ltr of 
assurance required W/o end 

ZIMMERMAN. J. V. Assistant Director for Export/Import l< International 
Safeguards 83/09/11 RAYMOND. J F Energy. Dept, of ip 
16472 077 
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0309160S98 Application for lionte to oiport SOO guide thimble tubes to 
JiApan. 

YUHOTO.H C Itoh h Co (Amertce). Inc M(1I-144 S3/0S/10 Sgp 

18473; 079 


&3t>91^0300 Amend 1 to OA Co eiport 1 1 c«ns«> chang Ing name of licensee to 
OA Taclinologlcsi Inc 

2:ttiHEJlHAN^ J V Assistant Director for Eiport/ I<nport International 
Safeguards IEL-30<76 83/03/13 ip 18473 06B 


B3091&03Oi Foruards application for license to eiport cerium fluoride 
to Canada! Uni ted Klngdooii Australia! West Oermang> Japanr France 
U The Netherlands 

BENNER. n O M & T Chemicals, Inc 83/03/03 HENLEY. E NRC ~ No 
Detailed Affiliation Olven 3pp 18472 0di3 


"B3091&0303 Application for license to eiport cerium fluoride to Canada. 
United Kingdom. Australia. Hest Oermang, Japan. France & The 
Netherlands 

SENIOR. R 0 N «, T Chemicals, Inc 83/09/03 Ip 10473 069 


— 83091&0309 Requests info uhether neu license required to eiport cerium 
fluoride to Canada. United Kingdom. Austral ia. Hest Oermang. 

Japan. France it The Netherlands 

BENNER.R 0 M h T Chemicals, Inc 83/04/07. NRC - No Detailed 
Affiliation Oiven Spp 1B472 066 


B30916&306 Informs that License XSNH-2030 mag be issued No mail changed 
clrcumetancee since Issuance of License X8NM-2D09 
fiOCRE. R, H Assistant Director for Eiport/ Import it International 
Befeguards 83/09/10 Assistant Director for Export/ Import ti 
International Safeguards Ip 18472 062. 


8309160307 License for Hltiublshl Inti Corp to eiport 369 kg U-335. 
contained in 10.994 kg U. to Japen 

ZINHERHAN. vl V Assistant Director for Export/Import i. International 
Safeguards H8A-9482-0? 83/09/11 2pp 18472 060 


8309160309 License for Kltsubtshl Inti Corp to export 682 kg U-239. 
contained in 19,794 kg U. to Japan 

ZIMHERMAN, J V Assistant Director for Eiport/Impor t U International 
Safeguards H8A-9482-0S 83/09/11 2pp 18472 098 


8309160310 License for Edloiv Inti Co to export 362 kg U-339. c ontalned 
In 14.410 kg U. to Japan 

ZlflflERHAN. J. V Asstitant Director for Eiport/Import 6 International 
Safeguards. 83/09/11 Spp. 1B472 096 


8309160313 License for Taladgne Hah Chang Albang to export 2.209 lb 
Zlrealog to Hest Oermang 

ZIHHERHAN.J V Assistant Director for Eiport/Import h Interna tlona 1 
Safeguards 26S9(S)<JFM> 83/09/01 ip 18472.099 


B309160319 License for Nuclear Metals. Inc to aiport 30 4 kg depleted 
Ui contained in 6 U blanks, to United Kingdom 

ZINNERKAN. J V. Assistant Director for Eiport/Import (< International 
Safeguards I-20I-7 83/09/11 Ip 18472 094 


6309170120 Requests Eiecutlve Branch position re Nlssho Iwal American 
Corp application for amend to licences. Increasing 
quantity of hlghlg enriched U for export to Japan 

ZlMNEItMAN.J V Assistant Director for Eiport/Import 1< Intarnattonal 
Safeguards. 83/09/11 STOIBER.C R Stata, Dept of Ip 
1S496'021 


— 8309170139 Application to amend 1 1 censes, chang Ing quantltg to 12.270 
tg. contained In 27 026 kg «< 39,049 kg. contained In 99 174 
k'g.for export to Japan 

YAMANA.K Nlssho-Iual American Corp KPD-0763 83/09/04 

NQORE. N Asslftant Director for Export/Import (< International 
Safeguardi Ip. 18496 033 


8309170979 Ltr of asaurance ra axport of 382 kg U-239. contained in 
14.410 kg U, to Japan 

SHIRAKAWA. T Japan. Oovt of.. 83/09/03 GRIFFIN. J. A Energg. 
Dept, of Ip 18496, ISO 


8309170978 Application for amend to export license. extending expiration 
data to 660630 

UILSON.B D General Electric Co BDW-090-B3 83/09/02. 

WRIGHT. B.L Office of International Programe. Director. tp 
18496. 116 


8309170980 Ltr of assurance re export of 369 kg U-339i contained in 
iOi994 kg Ui to Japan. 

BHlRAKAHAiT. Japan, Govt of. 83/09/03 GRIFFIN, J A Energg, 
Dapt. of. Ip. t&4?6'114. 


8309170982 Ltr of assurance ro export of 403 kg U-S33. contained in 
13,418 kg U. to Japan 

SHIRAKAWA, T Japan. Govt of. 83/09/03 GRIFFIN. J A Energy. 
Dept of Ip 18496 113 


8309170984 Application for license to import 29.600 kg U. containing 
1.000 kg U -239. from France 

KIEL. O R Eixon Nuclear Co . Inc (subs of Exxon Corp > 83/04/39 

ZIMMERMAN. J V Assistant Director for Eiport/Import t. International 
Safeguerds 2pp 18496 109 


6309170974 License fur Mestinghouse to eiport 9 kg U~339, contained in 
190 kg U. to Suieden 

ZIMMERMAN. J V Assistant Director for Eiport/Import i. International 
Bafaguards MMH-341 83/09/10 Spp 18493 038 


8309170609 Informs that License XSNN-2033 may ba issued No matt changed 
circumstances since issuance of Llcanse XENM-3003 
MOORE.R N Assistant Director for Eiport/Import 6 International 
Safeguards 63/09/10 Assistant Director for Eiport/Import £> 

Intarnatlonal Safeguards ip 18497 023 


8309170611 Informs that License XSNM-2017 mag be Issued No matl 
changed c Ircumstancis since issuance of License XSNM'2009 
MOORE.R N Assistant Director for Eiport/Import i Internatlo-nal 
Safeguards 83/09/10 Assistant Director for Export/Import t< 

Intsrnat i onsl Safeguards ip 18497 022 


8309170616 Forieards applications to export 32.000 kg U.enriched to 
3 B97. U-233 ti nuc leer fuel harduare, to France W/o 
application to export harduiare 

KIEL. 0 R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 83/09/09 

ZIMMERMANiJ V Assistant Director for Export/Import 6 International 
Safeguards tp 18497 019 


— 8303170621 Application for license to export 92.000 kg U.enriched to 
3 89X U-23S. to Franco 

KtEL.O H Exxon Nuclear Co . Inc <subs of Exxon Corp ) 

83/03/09 Ip 18497 0l6 


83091Q0067 Forwards applications far licenses to export 32.000 kg U. 
enriched to 3 BOX U-239 1< nuclear fuel hardware to France 
M/o X9NM-2043 application 

KIEL. 0 R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 83/09/09 

ZIMMERMAN.J V Assistant Director for Eiport/Import 6 International 
Safeguards Ip 1B499 349 


— 330S160073 Application for llcanse to export nuclear fuel rod harduare 
4. cage assemblies to France 

KIEL.O R Exxon Nuclear Co . Inc. (subs of Exxon Corp ) 

03/09/09 Ip 18499 348 


8309180078 Forwards application for export license for minor huclear 
export Ltr of aesurance required W/o cnc 1 

ZIMMERMAN. JV Assistant Director for Ex port/ Impor t k International 
Safeguerds B3/09/11 RAYMOND, J F Energy. Dept of ip 
18499 399 


93091800B6 Amend 3 to OE I. GE Technical Sves Co. Inc export license, 
extending expiration date to 830630 

ZINHERHANiJ V Assistant Director for Export/Import k Internet i onel 
Bafeguards 8DW-090-83 83/09/12 Ip 18499 360 


6309180090 Amend 9 to GE export 1 Icense. « i tend 1 ng expiration date to 
860630 

ZIMMERMAN.J V Assistant Director for Export/Impart k International 
Bafaguards BDU-093-B3 83/09/12 Ip 18499 361 


8309180991 License for OM Corp to export stainless steel spare parts 
to Canada 

ZIMMERMAN.J V. Assistant Director for Export/ Import k Internatinnal 
Safeguards 84068 83/09/07 Ip. 1B904 353 


8309180617 Application to amend export 1 Icense. « x tend ing expiration 
data to 860630 

WILSON, 0.0 General Electric Co. BDW-093-83 83/09/02 

URtOHTiO L Office of International Frograms. Director Ip 
18909 316 


8309180629 Ltr of assurance re export of 297 kg U-339, contained In 
8>&0t kg U> to Japan 

SHIRAKAWA. T Japan. Govt of, 83/09/03 ORIFFIN.J A Energy, 
Dept of ip. 18909.328 


B3031807D3 License for Cerac. Inc to export II 31 kg thorium, contained 
In 19 0 kg thorium fluoride. to Sultierland, 

ZIMMERMAN.J V Assistant Director for Export/Import k International 
Sa f f guards 83/09/01 Spp 18306 041 
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S3031B070V AppJ (cation to a/neoif Enport License* XSNM-1770 b XSNH-1779 j 
changing quantities to 12 270 kg b S9 04V kgj respect Ive 1 y 
V/iMANA.K Nissho-Iwal rtmericanCorp MP0-O7A3 B3/09/'04 MDORE. N 
Assistant Director for Esport/lmport b International Safeguards 
tp I89D& D43 


9303180713 Application for license to esport 77 kg U osld* powder to 
Japan 

UILSONtC D general Electric Co BDU-091-B3 03/09702 Ip 

1890£> 044 


9309100818 Lkr of assurance re esport of 6S> 000 kg Ui containing 2 p 692 
tg U~239 b ISO kg U. conta i n 1 ng 5 kg 11-23 9. to Sweden 
HA0NU30N.L Buaden, Oovt of, 83/09/07 RAYMOND, J F Energy. 
Dept of ip 18509 390 


9305180819 Ltr of assurance re eiport of 1,82 kg U-239, c ont #1 ned in 
17,794 tg U>tD Japan 

SHIBAKAHA, T Japan, Oovt of, 83/09/03 GRIFFIN, J A Energy, 
Dept of Ip 18503 399 


9309180826 Ltr of assurance re eiport of 341 kg U-235, c ontained in 
11. 43? kg U, to Japan 

SHIRAKAWA, T Japan, Oovtaf. 83/05/03 GRIFFIN, J A Energy, 
Dept of Ip. 18509 362 


6303180831 Application to amend eiport t ic ense, £ ncreas 1 ng quantity 
to 901 329 kg U-23S contained In 27,507 kg U 

HANNETf, D A Transnuq 1 ear, Inc TNP-39a 83703/03 MDQREr N 
Office of International Programs, Director Ip 1B306 COB 


830S160D33 Application to amend export license, Increasing quantity 
to 2,330 kg U-239 

KIEL,0 R Exion Nuclear Co , Inc Isubs of Exion Corp 1 03/09709 

ZIMMERMAN, J U Assistant Director for E ic por t7 Imp nr t It International 
Safeguards Ip 1B906 009 


83OS16O035 Forwards application to amend license to export 623 62 g 
U-233. to japan 

ZIMMERMAN, J V Assistant Director for E « port / Import It rnternational 
Safeguards 83709/10. GRIFFIN, J A Energy, Dept of Ip 
19506 011 


— 8309180339 Application to amend license to eiport 62S 62 g 
U-23S> to Japan 

MOHRYi U R- GA Technologies, Inc /General Atomic Co I EL-4072 

83704/25 ZIMMERMAN.J Assistant Director for Elpert/Import t. 
International Safeguards Ip 18906 012 


8309170033 Requests Executive Branch position re Safety Light Carp 
application for license to eiport dispersed tritium, 
contained In self-luminous devices, gas chromatograph 
detector foils It accelerator target devices 

ZIMMERMAN. J V. Assistant Director for Eiport/Import fc International 
Safeguards 83/03/09 STDIBER.C R State, Dept of. Bureau of 
Oceans & Inti Environ, ic Scientific Affairs ip 19923 196, 


— S3051900S7 Application for license to eiport 120,000 01 tritium to 
various countries 

MILLER. J Safety Light Corp 83/04/22 HEMBRY.E Assistant 
Director For Eiport/Import 1. Internatlnnal Safeguards. Ip 
18323 177 


8303170432 Uithdraus 83D9D3 ,'eq.uest for amend te export license 
HANNETT. B A Transnuc 1 car, Inc TNP-398 83/09/10 MOORE, N 

Office of International Programs, Director Ip 1S9S3’ 167 


6303200127 Forwards notice of receipt of appUcations for licenses to 
eeport/tmport nuclear piatl Request for hearing or petition 
for leave to intervene may be filed ulthln 30 days af FR 
notice publication 

ZtMHERHAN, J U Assistant Director for Eiport/Import b International 
Bafeguards 83703/11 COMBS, T R Correspondence b Records Brench 
Ip. 1832B 343 


— 8303200137 Notica of receipt of applications for licenses to export/ 
Import nuclear matl 

ZIMMERMAN, J V Assistant Diractor for Eiport/Import b 
International Bafeguards 83/09/11. 2pp 18928 344 


8309230163 Forwards updated rapt of export licensing ections b summary 
of pending export applications at of 830430 

ZIMKERMAN, J V Assistant Director for Export/Import b International 
aafeguardi 83/03/13 Assistant Director for Export/Import b 
International Safeguards. 40pp 1B976 147 


8303260016 Requests Executive Branch position re Exxon Nuclear 
application for license to export U to Taiwan 

ZIfIMEHMAN, J V. Assistant Director for Export/Import b International 
Safeguards 83/09/17 BTOIBER, C R State, Dept of Ip 
18647 097 


8309260018 Application to amend license Increasing dollar amount of 
export to Nest Germany 

KIEL, 0 R Exxon Nuclear Co , Ine (subs of Exxon Corp ) 83/09/10 

ZIMMERMAN, J V Assistant Director for Export/Import b Intarnati onal 
Safeguards Ip 18647 076 


8309260027 License for C Itoh b Co (America) Inc to export 200 guide 
thimble tubes to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import fc International 
Safeguards MOI-144 83/09/13 Ip 18649 073 


8309260029 Licenie for Byron Jackson Pump Div to export cate Stud for 
use In coolant pump to Spain 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Bafeguards 836V3070 83/09/20 Ip 18647 074 


8309260034 License for Reactor Expir iments, Inc to export it 3 mg 
Pu-239,as metal dl tc, encapsulated on nickel, to Japan 
ZIMMERMANiJ 7 Assistant Director for Export/Import b tnternatlonel 
Safeguards 1046 83/03/20 2pp 18647 092 


8309260053 Requests Executive Branch position ra Uestinghouie 
application for amend to license inereailng quantity of 
U-235 for export to Yugoslavia 

ZIMMERMANiJ V Assistant Director for Export/Import b International 
Safeguards 93/03/18 STOIDER, C R State, Dept of. Bureau of 
Oceans b Inti Environ b Scientific Affairs Ip 18649 086 


— 3309260057 Application to amend license increasing quantity of U-239 
for export to Yugoelavla 

HERSCHiM M Westinghouse Electric Corp MMH-373 83/03/11. 

ZIMMERMANiJ V Assistant Director for Export/Import b 
International Safeguards Ip 18649 0G7 


8305260060 Ltr of assurance re Edlou Inti Co export of 73,000 kg U. 
containing 3,037 3 kg LI-233 b Transnuc lear. Inc export of 
19 739 kg U, containing 393 3 kg U-23S to Sweden. 

HAGNUSON.L Sweden, Oovt of, , 83/03/12 RAYMOND. J F Energy, 

Dept of Ip 18649 083 


G30S260064 Application to amend license to import 23,000 kg U, 
containing 782 kg U-239, from France 

KIEL, 0 R Exxon Nuclear Co , Inc (eube of Exxon corp ) 63/09/13 

ZIMMERMANiJ U Assistant Director for Export/Import b International 
Safeguards 2pp 1864? 083 


6309260067 License for Pacific Inti to export 90 g deuterium to South 
Korea 

ZIMMERMAN.J V Assistant Director for Export/Import b International 
Safeguards 459 83/03/13 Ip 18649 082 


8309260070 Application to amend licence to export addl 3,210 kg U, 
contained In 90,420 kg U-239, to Yugoslavia 

HERSCH, H M uestlnghouse Electric Corp MMH-373 63/09/11, 

ZIMMERMANiJ V Assistant Director for Export/Import b International 
Safeguards Ip 16649 081 


8305260075 Application for Amend 1 to license increasing dollar 
amount of export 

HILSDN, B D General Electric Co DDW-09B~B3 83/03/10. HEMBY.E 0 
NRC - No Detailed Affiliation Otven Ip 10649.080 


8305260090 Forwards application for export license for minor nucloar 
export Ltr of assurance required U/o end 

ZIMMERMANiJ V Assistant Director for Ekpor t/lmpor t b International 
Sefeguards 63/OS/l? HART. T Energy, Dept of. Ip. 18647 073 


8305260097 fieipondt to 830503 request for conflrmetlon of end use of 
matl for export license application End use statment end 
HANNETT, B A Transnuc! ear, Inc TNP-426 83/09/16 HEM8Y, E, 

Office of Internationa 1 Programs, Director Spp, 18649.073 


6309260113 Forwards application for export licenee for minor nucloar 
export Ltr of assurance required H/o end 

ZIMMERMAN.J V Assistant Director for Export/Import b International 
Safeguards 83/03/17 RAYMOND, J J Energy. Dept of Ip 
18649 067 


6303260105 Amend 7 to Edlou Inti Co export license, authorli ing 
retransfer of Cf-2S2 microgram source from United Kingdom to 
Iraq 

ZIMMERMANiJ V, Aselstant Director for Export/Import b International 
Safeguards TRC-4 83/09/12, Ip 18648 106 


6309260169 License for GE to export 0,125 kg U-333, contained in 12 
fully-clad, irradiated fuel segments b 0 070 kg Pu to Denmark 
b 0 230 kg U-23S, contained In 22 fully-dad irradiated fuel 
segments b 0 110 kg Pu to Norway 

ZIMMERMANiJ V Assistant Director for Export/Import b International 
Safeguards BDW-OOS-83 83/09/17 Spp 18648' 097 
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e3098&0191 flmemt 1 to OE e«port 1 1 tensH. revis Ing total valua o-f item* 
to be eiported to Japan 

Z IMMERHANi J V Aulstant Director for Export/lmport !< Intornatlo-nal 

Bafeguardi BDM-09Q-B3 S3/0S/16 Ip 1864B 096 


6309260194 Licente for Telsdgne Uah Chang Albang to etport 2i SOS lb 
Zlrceloy tr»»j u/pure Zirconium llnerito West Germany 

ZIHMERKANt J V Assistant Director for Eiport/lmport b International 
aafeguerds. JEK-S629 63/09/10 ip 18646 0B6 


6309260197 License for Separative Work Unit Corpi Inc to export 9 kg 
U-339 j contained in 70 kg Ur to Taluan 

ZlftHERHANrJ U Assistant Director for Ex por t/ 1 mpor t & International 
Safegeariis 63/09/13 Spp 16648 07S 


8309260176 Amend 1 to Mitsubishi Inti Corp export 1 1 censcj ref 1 ec ting 
change In end use to Ocnkai Unit 1 

ZIHtlERHAWr J V Assistant Director for Ex port/ Import 6 I nter net i ona 1 
Sefaguarde H3A-9482~09 83/09/19 Ip 18648 071 


SSOS-SbOIT? License for Mestinghouse to export one unit In-core 
detector. Model WL23796. to West Germany 

ZIMHERHANt J V Assistant Director for Export/Import t< Internat 1 anal 
Safeguard*. ZE1093H 83/09/19 Ip 16646 070 


03OS26O2O3 Licanst for Uestlnghouse to export tuo DP 3 counter tubes b 
eight mncompensated ionization chambers to West Germany 
ZlMKEfiMAN.J V Assistant Director for Export/Import b International 
Safeguards ZE 10149 83/09/20 Ip 16646 066 


8305260204 License for Teledyne Hah Chang Albany to export 97i 000 lb 
Zlrcalqy trex to West Germany 

ZIMMERMANtJ U Assistant Director far Expor t/tmport b International 
Safeguards JFM-2907 B3/0S/18 Ip 18648069 


8309260317 Application for license to export 26i 865 kg U-S39ias 
enriched U dioxide. to Japan 

□KADA. S Mitsui b Co (USA). Inc (subs of Mitsui b Co . Ltd ) 
MDK-F3-Ra 83/03/11 Ip 18629 291 


6305260330 Application for license to export 3 mndules <79-h0D-207l 
including support matl for penetration to Suiitierland 
POCKALrW , SCHMAUTZpC E Uestlnghouse Electric Corp ZE-10S03 
83/05/1 1 Ip 18629 290 


6305270032 Foruard* FR notice of applicattans For licenses to 
Import/eiport nuclear facilities or matis 

ZIMMERMAN. J V Assistant Director for Export/ Import b International 
Safeguards 63/09/16 COMBS. T R Public Document Dranch Ip 
18662 102 


— 6309270034 Notice of applications for licenses ^o import/eiport 
nuclear facilities or metis 

ZIMMERMAN. J V Assistant Director for Eiport/lmport b 
International Safeguards 83/05/16 2pp 18662 103 
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8305240492 

50-333 

P 

BAYNE, d P 

8303270284* 

50-333 

3 

BAYNE, d P 

6303270340 

50-333 

P 

BAYNE, J P 

BAZIN, d 

BAZIN, d 

BAZIN, d 

B30S2703S2* 

8305120142 

8303230243 

8303230236 

50-333 

CONTRACT 

CONTRACT 

CONTRACT 

P 

BEACH, A B 

8303090660* 

50-445 

9 

BEACH, A. B 

B30S120133* 

50-445 

9 

BEACH, A B 

BEACH, 0 

BEACH, 0, 

BEACH, 9 

6303130021* 

6303060926 

8305160211 

6305160274 

50-445 

40-8380 

40-8384 

40-8380 

9 

BEAVER, d R, 

8305040380* 

50-320 

F 

BECHHaEFER, C 

8305130045 

50-498 

9 

BECHHOEFER, C. 

8305200511 

50-498 

9 

BECHHOEFER, C 

8305240472 

50-32? 

9 

BECHHOEFER, C 

8303270606 

50-32? 

9 

BECK, J. U. 

0308200373* 

50-32? 

A 

BECKER, B 0. 

8305110213 

50-454 

9 

BECKER. B 0 

8303110213 

50-454 

9 

BECKHAM. D H 

8211030191* 

50-312 

9 

BECKHAM, d T 

8305030634 

50-321 

P 

BECKHAM, d. T 

8303270336* 

50-321 

4 

BECKHAM, d T. 

6305310073 

50-366 

4 

BECKHAM, d T 

6305310084* 

90-366 

4 

BECKHAM, d. T 

6303310092* 

50-366 

4 

BEHAN, d L 

6303180260* 

90-322 

V 


PERSONAL AUTHOR INDEX 


627 


AyTMQR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BELANOERiJ L 

B30S020397* 

90-299 

0 

BEUANCEft. J. L 

630906041 a* 

90-293 

Q 

BELIBLEiO A 

830 82703 96» 

90-321 

0 

BECIBLEiO A 

6309270442* 

90-338 

Q 

BECIBLEiO A 

6309270994* 

90-339 

0 

BE1.L,N 

B309 100263 

90-460 

0 

BEL.t.<N 

8309240347 

90-460 

0 

BELI..N 

8308310009 

90-460 

0 

&EU. 1 N E 
SSLLAHV.R R 

6305060233 

6309020340 

NUREQ 

80-317 

Q 

BEU-AKY.H.R 

8309290960 

90-213 

0 

BEUTZ>I t. 

6309100369* 

90-436 

A 

SEMIBiP 

6309270308* 

90-400 

0 

BEMISiP 

6309270401* 

90-261 

Q 

BEHISi P. 

B309270906* 

90-261 

G 

BEHISiP 

8308270631* 

90-400 

0 

BEMI5.P. 

8309270639* 

50-324 

Q 

BEHAITi W. R 
SEhMERtR 0 
BENNER. R 0 

BE>4N£Ri R. 0 
BENOIT. W R 
BENTON. J 

8309020929* 
6303160301 
S309 160303* 

6309160309* 

6103130267* 

8309090992* 

FOIA 

XPORTLIC 

XPORTLIC 

XPORTLIC 

POIA 

90-449 

0 

BERCDOLL. T. E. 
BERODOLL. T. E 

HEROIN. J.K 

6309120190* 

B309200134* 

0309270239 

CONTRACT 

CONTRACT 

90-336 

S 

BERLIN. K. 

8305160032 

90-829 

0 

BERLIN. K. 

8309160034 

90-929 

0 

BERLIN. K 

8309160000 

90-929 

0 

BERLIN. K 

8309160060 

50-929 

0 

BERLIN. K 

6309160036 

90-529 

0 

BERLIN. K 

6308160086 

50-929 

0 

BERHAN.P « 
BERHAN.P.O 
BERHAN.P. 0 

BERNABEI.L 

8309030087* 

8309040674* 

B309040696* 

0305190216 

FOIA 

70-378 

70-378 

90-329 

0 

8ERNABE1.L 

8309190216 

90-329 

0 

8ERNASE1. L 

8309260166 

90-329 

G 

BERHABEl.L 

8309260166 

90-329 

0 

BERNARD. H 

8309170100 

90-229 

p 

BERHARD.H 

8309170114 

30-112 

p 

BERNHOFT. S, L 

8309100397# 

90-303 

8 

8SRNH0FT. 8 L 

8308270198 

30-303 

6 

BERRY. Z.E 

8309100293* 

30-291 

8 

BERRY. Z E. 

8309110496* 

90-290 

B 

BESa. J.E. 

8305230314* 

50-498 

Q 

BEVERLY. K 

8309310149 

90-237 

8 

BEVERLY. K P 

8309310196 

90-237 

8 

BEYER. B R 

8309060702* 

90-346 

F 

BtDArO. T 

HIDlNe^l. 0 H 
BIDINOER. 0. H. 
BIELAHBKl. A P 

0309020547 

8309030077* 

8308290607* 

8308060461 

NUREO 

70-1297 

70-371 

90-999 

0 

BIELAUSKI.A P 

8309060461 

90-999 

G 

BlELANBKl. A P 

8309170297 

90-494 

0 

BIELANSXI. A P 

0309170297 

30-434 

0 

B1ELAH8XI. A P 

8309170969 

30-494 

0 

BIELAUSKI.A P 

8308170969 

90-494 

6 

BICR.U 

B309040942* 

90-199 

0 

BTER.U 

8309040943* 

90-199 

0 

BtOBEE.D 

8309200691* 

30-373 

P 

BtLANIH. A.U 

8309130104* 

30-271 

P 

SIMBEK.R H 

8309170464 

30-440 

0 

aiRCH.H L. 

8309200440* 

50-369 

P 

BIRKEUiR A 

8303300370 

30-369 

P 

BIRKEL.R A 

8305030679 

90-369 

8 

BIBCKOPP. G A 

8309240482 

90-929 

0 

BISHOP. L L. 

8309030841 

90-443 

G 

BISHOP. L L 

8309030941 

90-443 

G 

BISHOP. L. L 

8309040449 

30-329 

G 

BISHOP. L L 

8309040449 

80-329 

0 

B18KIP. L.L 
BISHOP. L.L 
BISHOP. R.W 

8309060382 

8309100396 

8309020093 

PR 

PR 

30-243 

1 

aiSHOP.T U 

8309020183 

30-361 

8 

BISHOP. T.W 

8309170332 

90-273 

Q 

BISHOP. T.W 

8309170399 

90-361 

0 

BISHOP. T.V. 

6309170363 

90-206 

Q 

BISHOP. T.M. 

8309170417 

90-361 

a 

BISHOP. T. N 

8309170474 

90-361 

0 

BISHQP.T H 

8309240393* 

90-273 

0 

BIBHOP.T H 

8308260287 

90-273 

Q 

BtaSETT.P. 

8309290909* 

90-289 

Q 

BLAAKKKIN. T 0 

8309130199* 

30-373 

F 

BLAKE. E L 

6309180277 

30-289 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLAKE. E L 

0303180277 

50-289 

G 

BLAKE. J J. 

8309200368 

50-259 

8 

BLAKE. J J 

8305270094* 

30-399 

Q 

BLAKE. J J 

830 9270244* 

50-336 

0 

BLAKE. J J 

8305270269* 

90-302 

0 

BLAKE. J J 

8305270276* 

50-324 

0 

BLAKE. J J 

0305270315* 

50-369 

a 

BLAKE. J J 

8309270339* 

50-333 

0 

BLAKE. J J 

8305270342* 

50-324 

0 

BLAKE. J J 

83092703B9* 

50-261 

0 

BLAKE. J J 

8309270402* 

90-369 

Q 

BLAKE. J J 

8309270406* 

90-400 

Q 

BLAKE. J J 

8305270478* 

90-399 

0 

BLAKE. J J 

8305270492* 

90-400 

0 

BLAKE. J J 

8309270537* 

90-436 

0 

BLAKE. J 0 

8305270974* 

90-230 

Q 

BLAKE. J U. 

8305270699* 

90-390 

a 

BLOCH. P B 

0309090960 

50-449 

0 

BLOCK. J. 0 

BLOND. R. H 

BLOSSOM. J N 

8305240327 

8309310210 

8309020363 

90-247 

NUREO 

40-8492 

G 

SLOUGH 

8309020337 

90-270 

S 

BLOUOK 

8309030118 

50-270 

8 

BLOUOH 

BLOUNT. D H 

BLUBAUOH.R E 
BODOEN. 0 

8309120412 

8309260341* 

8305130362 

8309290175 

30-277 

CONTRACT 

40-3453 

40-1162 

8 

BOEROERS. M 

8309180439* 

30-170 

U 

BOOARDUS.R H. 

8305240930 

30-247 

c 

BOGART, D 

BOGDEN. 0 

8305130047* 

8309020407 

50-302 

40-1162 

R 

BOOER. a. A 

BOHL.L 8 

BOHL.L 6 

8309170094* 

8309020369* 

8309020369* 

50-289 

QA999 

aA999 

0 

BOHM.H P 

8309130393 

50-537 

0 

BOHH.M P 

B3081303S9 

50-337 

0 

BOLIN. R 

8309270048* 

50-320 

p 

BOLON.A E 

8303030379 

30-123 

R 

BOUON.A E 

B3093 10006 

50-123 

P 

BOMBEHOER. C 

8309230284* 

30-213 

P 

DOMBEROeR.C 

83033 1 024 1 * 

S0-2BS 

P 

BOOK.H E 

8309100416* 

30-237 

0 

BOOK.H e 

BOOK.H E 

BOOK.H E 

8309160029 

8305160067 

6309160078* 

50-142 

70-734 

70-734 

Q 

BOOK.H E. 

8309170335 

30-397 

0 

BOOK.H E 

8309170343* 

50-397 

0 

BOOK.H E 

8309170496 

30-275 

0 

BOOK. H E 

8309170901* 

30-273 

0 

BOOK. H e 

0309170930* 

50-361 

a 

BOOK.H E 

8305170962 

50-344 

a 

BOOK.H E 

BOOK.H E 

BOOK.H e 

8309170967* 

8308260269 

8309260273* 

50-344 

40-8137 

40-0137 

0 

BOOKER. J, E 

8309030422 

80-438 

s 

BOOKER. J E 

8309060439 

30-438 

s 

BOOKER. J, E 

8309060475 

30-450 

8 

BOOKER. J E. 

8309100198 

50-438 

A 

BOOKER. J E 

S309 120321 

90-459 

S 

BOOKER. U E 

0308120343 

30-4 5B 

a 

BOOKER. J E 

8309120367 

80-498 

s 

BOOKER. J E 

8309120409 

90-498 

s 

BOOKER. J E 

8308120413 

30-458 

s 

BOOKER. J E 

8308120424 

50-498 

3 

BOOKER. J E 

83091 70281 

90-498 

s 

BOOKER. J E 

8308170389 

50-438 

3 

BOOKER. J E 

8309170479 

90-499 

3 

BOOKER. J E 

8309200151 

90-498 

3 

BOOKER. J E 

8305200264 

50-490 

8 

BOOKER. 0 E 

8309200390 

50-498 

3 

BOOKER. J E 

8309230009* 

30-498 

F 

BOOKER. J. E 

8309230438 

90-498 

8 

BOOKER. J. E 

8305230462 

90-498 

S 

BOOKER. J. E 

8305240468 

90-498 

3 

BOOKER. J. E 

8305260268 

90-490 

S 

BOOKER. J E, 

8305250299 

90-458 

S 

BOOKER, J E 

8305260318 

90-430 

8 

BOOKER. J. £ 

8309310042 

90-498 

S 

BOOKER, J. E 
BOOTH. L, F 

8309310102 
83091 10909* 

90-498 

CONTRACT 

I 

BORDENICK. B M 

8309030488 

90-322 

0 

BORDENICK. B M 

8309090129 

90-322 

0 

BORDENICK. B M 

0309090135* 

90-322 

0 

BORDENICK. B M 

830SI00196 

90-322 

0 

BORDENICK. B M 

8309100222 

90-322 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BORDENICK. B M 

8305100223 

30-322 

G 

BORDENICK. B M 

8305100224 

30-322 

G 

BORDENICK, B H 

8305100236 

50-322 

0 

BORDENICK, B M 

8305100239* 

30-322 

G 

BORDENICK, B M 

8309100293 

30-328 

Q 

BORDENICK, B M 

8303100380 

30-322 

Q 

BORDENICK, B M 

8305100398 

30-322 

0 

BORDENICK, B M 

8309200390 

30-322 

0 

BORDENICK. B M 

8305230373 

30-322 

G 

EORDINE. T C 

8305020294 

50-139 

P 

BORDINE, T C 

8305130213 

30-135 

a 

DORDINE, T C 

8305190317 

30-155 

a 

BORDINE, T. C 

8305230044 

50-155 

0 

BORGMANN, E A 

8305030528 

50-358 

K 

BORGMANM. E A 

8305170434* 

50-358 

a 

BORGMANN. E A 

8305170333* 

50-358 

A 

BORGMANN. E A 

8305190168 

30-358 

A 

BORGMANN. E A 

8309190278 

30-358 

A 

BORGMANN. E A 

8309190314* 

50-358 

A 

BORGMANN. E A 

8305240012* 

50-358 

a 

BORGMANN, E A 

8309240016* 

50-350 

a 

BORN, C L 

8309090310# 

50-445 

r 

SOSNAK.R J 

8309130040* 

50-449 

G 

BOTHMAM, J 

BOUCHEY, G 0 

8304200001 

8305030166 

TDPREP 

30-460 

K 

BOUCHEY, 0 6 
BOUCHEY, 0 D 

8305040563 

8309050159 

TQPREP 

50-397 

0 

BOUCHEY. 0. D 

8309100097 

50-508 

A 

BOUCHEY, 0. D 

8309100110 

50-397 

A 

BOUCHEY, 0. D 

8309100246 

50-460 

K 

BOUCHEY, 0, D 

6309100304 

50-508 

A 

BOUCHEY, 0. D 

8309 1 20233 

50-397 

K 

BOUCHEY, 0 0 

8305160041 

30-397 

E 

BOUCHEY, G. 0 

0305 1 70156 

30-397 

A 

BOUKNIOHT.R J 

8305200633* 

30-399 

S 

BOUKNIGHT.R J 

8305230349 

30-395 

s 

BOUQUARD.M L 

8305230664* 

COMMISSION 

BOURN I A, A 
aOHDEN, T J 

0305190299* 

8305240481 

FOIA 

80-348 

I 

BONHAN, M E 

8305030368* 

50-318 

s 

BOYDi D C 

0305020348* 

30-319 

a 

BOYO. D C 

8305100271* 

30-293 

a 

BOYD. D C 

8305170174* 

50-139 

a 

BOYD. D C 

0305200247* 

50-255 

0 

BOYO, D C 

8305240037* 

30-239 

a 

BOYD, D C 

8305240309* 

30-319 

a 

BOYER, V S 

8305060313 

30-277 

a 

BOYER, V 6 

8305100339 

SO-277 

F 

BRADBURY, R □ 
BRADBURY. R 0 

BRADBURY, R B 
BRADBURY, R D 
BRADFORD, L 

8305 1 80383 
8305180434 

8305230406 

8305270003 

0305100212 

PR 

PH 

PR 

PR 

30-269 

G 

BRADFORD, P A 

8006090443* 

50-498 

A 

BRADFORD, P A 

8309160121* 

90-498 

A 

BRADFORD, P A 

8305160173* 

50-498 

a 

BRADFORD, H H 

8309270370* 

30-346 

Q 

BRADHAM,A S 

0305030321* 

50-393 

F 

BRADLEY, E J 

8301310260 

50-332 

K 

BRADLEY, E J 

8305020255 

50-352 

E 

BRADLEY, E J 

8303020434 

50-392 

E 

BRADLEY, E J 

6309030299 

30-392 

A 

BRADLEY, E U 

8305030307* 

30-392 

A 

BRADLEY, E J 

8305050021 

90-277 

P 

BRADLEY. E J 

8309050027* 

90-277 

P 

BRADLEY, E J 

8305060437 

30-332 

A 

BRADLEY, £ J 

8309120320 

50-352 

A 

BRADLEY, E J 

8309130096 

50-393 

A 

BRADLEY, E J 

6303170187 

50-392 

A 

BRADLEY, e U 

8309170228 

50-392 

E 

BRADLEY. E J 

6309180343 

30-392 

A 

BRADLEY. E J 

8309180369 

30-352 

E 

BRADLEY, E J 

8309180402 

30-352 

A 

BRADLEY. E J 

8309160414 

50-332 

E 

BRADLEY. E J 

6309160419 

80-392 

A 

BRADLEY. E J 

6309180432 

30-392 

A 

BRADLEY. E J 

8309160491 

80-392 

E 

BRADLEY, E J 

8309190339 

50-392 

C 

BRADLEY, e J 

8309200619 

90-352 

E 

BRADLEY, E J 

8309230496 

30-352 

A 

BRADLEY, E J 

8309240307 

30-277 

U 

BRADLEY, E J 

0309230133 

80-332 

A 

BRADLEY, e J. 

8309270379 

90-352 

A 

BRADLEY, E J 

8305310009 

30-352 

E 

BRADLEY, E J 

8309310049 

50-392 

E 


628 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BRAEOER.C 0 

a3ossoo6sa« 

90-373 

P 

GRAHDENaURO. B 

8305020423 

90-247 

0 

BRANDENBUROi B 

S3050309B3 

50-247 

G 

BRANDEN8URO. B 

8305040505 

90-247 

0 

BRANOENBURO. B 

8305100308 

50-247 

0 

BRANDENBURG. B 

8305130084 

90-247 

0 

BRANDENBURG. B 

8305130071 

90-247 

0 

BRANDENBURG. B 

8305240527 

90-247 

G 

BRANDI. V A 

03O52OOS49 

90-332 

S 

QRANNEN. J 

8305160459* 

50-322 

H 

QRANNEN. J 

8305180481* 

90-322 

H 

BRANNIN. J P 
BRANSCONEiU H 
BREADY.J C 

8305170250* 

8305170801 

8305180300 

90-335 

40-3493 

FOIA 

8 

BREAKEY. T 

8305280100 

90-155 

0 

BRENI2ER. J S 

B30S23054S 

80-398 

P 

BRENIZER.J S 

8305270228* 

30-82 

Q 

QRENNANiP J 

8305240517 

90-247 

H 

BRENNER. L 

8305020390 

30-322 

0 

BRENNER. L 

8305040429 

30-322 

0 

BRENNER. L 

B30S0804S9 

30-322 

G 

BRENNER. L 

B305090S05 

30-322 

0 

BRENNER. L 

B30S 170939 

30-392 

0 

BRENNER. U 

8305180138 

30-352 

C 

BRENNER. 1. 

8305240432 

30-322 

0 

BRENNER. L 

8305240480 

90-322 

0 

BRENNER. L 

8305250334 

90-322 

0 

BRENNER. L 

8305270563 

50-322 

0 

BRENNER. L 

8305270995 

90-322 

T 

BREUSTER. A 

8309190201* 

90-135 

P 

BREV.H L 

8309020482 

90-267 

P 

BHEYiH L 

8305180048 

30-267 

P 

BREV.H L 

B30 9 180093 

30-267 

P 

BREV.H U 

8309170380 

90-267 

P 

BREV.H L 

8309240477 

30-267 

P 

BRICKS. G 

8309130086* 

SO-244 

P 

SRIOEN. D H 

8309080702* 

30-346 

F 

BRIGGS. L 

8309110908* 

30-333 

Q 

BRIGGS. L 

8309290443* 

30-249 

Q 

BRIGHT. 0 0 

8309030982 

30-142 

G 

BRIGHT. 0 0 

8305080920 

90-142 

0 

BRIGHT. G 0 

0309100330 

90-142 

0 

BRIGHT. G 0 

8309130078 

90-142 

0 

BRIGHT. 0 0 

B3091 30079 

90-142 

G 

BRIGHT. 0 0 

8309130190 

90-142 

0 

BRIGHT. 0 0 

8309180183 

90-142 

G 

BRINKMAN. D 5 

8305060588* 

90-447 

E 

8R 1 XEV, P 

8309190101* 

90-293 

8 

6RDBST. 0 E 

BROCK. B L 

BROMBERG. B. 

8309190290* 

8309180078* 

B3090S0389 

30-917 

70-734 

CONTRACT 

8 

BROMET.E J. 

8309270022 

90-320 

P 

BROMET.E J. 

B309270027* 

90-320 

P 

BROOKS. E H 

8309270308* 

90-416 

Q 

BROOKS. -J 

8309230899* 

COMMISSION 

BROPHV. J J 
BHOilGHTON. J. M 

8309190349 

8309110923 

90-407 

NUREO 

P 

BROWN. C. H 

0309200811* 

90-263 

Q 

BROWN. E. U 

0309090341 

50-289 

B 

BROWN e. U 

0309090393* 

50-269 

8 

BROUN. E J. 

0309230973 

90-237 

S 

BROUN. E. J 

BROUN, e D 

BROUN. 0. D 

BROUN. G. D 

8309230619* 

8309030297 

0309030499 

0309120479 

90-237 

70-048 

40-299 

40-8027 

8 

BROUN. H H 

0303080518 

90-322 

0 

BROUN. H H 

8303080518 

50-322 

G 

BROUN. H. H 

8309120300* 

90-322 

G 

BROUN. H H 

BROUN. J. H 

0309120300* 

8309030299* 

50-322 

70-370 

G 

BROUN. R.L. 

0309090183* 

50-458 

Q 

BROUN. S D. 

BROUNE. W Q 

BROUNE. U G 

0309250271* 

8309120291* 

8309120274* 

50-289 

40-872 

40-672 

P 

BROUNlNGiR E 

0309090988 

UA8TE MGT 

ERQUNINO.R E 

8305090843 

UA3TE MOT 

BROUNINO.R E 

0309090898 

WASTE MOT 

BROUNING.R E 

0309090679 

WASTE MOT 

BROUNLEE.V L 

0309270328* 

50-424 

Q 

BROUNUEEtV L. 

0309270337* 

50-424 

0 

BROUNLEE.V 1. 

8309270338* 

50-289 

G 

BROUNLEE.V L 

0305270482* 

50-399 

0 

BROUNLEE.V L 

8309270402* 

90-937 

0 

BROUNLEE.V L 

0309270925* 

90-302 

0 

BROUNLEE.V 1. 

8309270990* 

90-368 

0 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BROYHILL. J T 

8305230703 

90-289 

U 

8RUNE. R L 

8309060679 

NUREG 


BRUNNER. E J 

8309240408 

90-219 

R 

BRUNNER. E J 

0309240310 

90-244 

R 

BRUNNER. J E 

8303240322 

90-329 

0 

BRUT8CH.W A 

8303100309 

90-213 

F 

BRYANT. D 

S30S2OO696 

90-440 

G 

BRYANT. J 

0303270338* 

90-269 

0 

BRYANT. J 

0309270411* 

90-269 

Q 

BRYANT. J C 

0109040024 

90-269 

8 

BUCK.C R 

8309270130 

State Prog 

BUCKLES. J 

0309160026 

90-319 

J 

BUCKLEY. B 

8309060312* 

90-389 

P 

BUDNITZ.R J 

S30S1803S3 

PR 


BUDWAMl.R N 

0303170701 

90-461 

A 

6U0Z1K. 0 M 

0309240137 

90-329 

K 

BUFB.U L 

0303030025* 

90-302 

8 

Bt^e.J t 

0309170402* 

90-302 

8 

BULLINGTON.R L 

0309040284* 

CONTRACT 


BUPPiL P 

0309090300* 

0A999 


BURCH. R H 

8309020319* 

QA999 


BURCHETT, R R 

8309090(62 

NUREO 


BUROOIN. J 

8309170964* 

90-528 

a 

BURDOIN, J F 

0309170390* 

90-908 

Q 

BURDQIN, J F 

8309170937* 

90-528 

0 

BURGE. C A 

8309130309* 

90-272 

F 

BURGER. F J 

0309170007* 

50-271 

R 

BURKE. A R 

0309040429* 

FOIA 


BURKE. D J 

0309270439* 

50-280 

0 

BURKE. D J 

0309270490* 

90-280 

Q 

BURKE. S 

0309290029 

FOIA 


BURKE. T J- 

0309060164* 

FOIA 


DURNETT.P, T 

0309270470* 

90-416 

Q 

BURNETT, P. T 

0309270921* 

50-369 

Q 

BURNS. S 0 

0309180315* 

50-498 

A 

BURSTS IN. 0 

8309060408 

90-266 

P 

BURSTS IN. 6. 

0309110079 

50-266 

P 

BURSTEIN. 8 

0309110101 

90-266 

P 

BURSTS IN. S 

0309110201 

90-266 

P 

BURSTEIN, 8 

8309120408 

50-266 

0 

BURSTEIN. S 

0309170144* 

50-266 

G 

BURSTEIN, 8 

0305230724 

50-266 

P 

BURTON. J U 

0305310094 

90-296 

8 

OURWELL. S. 

0303090970* 

90-445 

0 

BURWELL. 8. 8 

8309090600* 

90-449 

0 

BURUELL. 8. B 

B309130109 

90-445 

A 

BURWELL. 8. B 

8309160244* 

50-445 

Q 

BU8CH8ACH. T C 

0309170121 

NUREO 


BUSK, M U 

8309160174 

50-352 

0 

BUSK, H. U 

0309240316 

90-352 

H 

BUSH, 8 H 

0309130399 

50-537 

0 

BUSH. S. H 

8309130399 

50-537 

0 

BU3HNELL.T E 

8309130232* 

50-344 

8 

BUTCHER. R C 

8309110399 

50-399 

8 

BUTCHER. R C 

8309200988 

90-299 

8 

BYRD, R, 

03090901 78* 

90-416 

8 

BVRD.R. 

0309130200* 

90-416 

8 

BVRD, R. 

8309170431* 

90-416 

8 

BYRD, R. 

0309170433* 

50-416 

8 

BYRD, R. 

0305200206* 

90-416 

8 

BYRD. R 

8309230979 

90-416 

S 

BYRD, R 

8309310204 

50-416 

a 

BYRON. P M 

8309020285* 

90-341 

G 

CAOKAN.U K 

8309230970* 

90-402 

I 

CADHAN.M K 

8309270038 

50-482 

A 

CAHILL. U J 

8309170468 

90-498 

K 

CAIN. J 

8309060319 

WASTE MOT 

CAIN. J. 

8309260396 

HASTE MOT 

CAIN. J. 

8309260360 

UABTE MOT 

CALDWELL, R A 

8309030308* 

70-846 


CALKINS. D E 

83051901 12* 

90-329 

8 

CALLAN.L J 

8304190194* 

90-313 

G 

CALLtSON.R L 

0309020070* 

FOIA 


CAMP.M J 

8305240370* 

90-319 

8 

CAHPAONA.J H 

8305020019* 

FOIA 


CAMPAONA, J H 

8309020967* 

FOIA 


CAMPAGNA. J H 

8309040211* 

FOIA 


CAMPAONA, J. H, 

8309040224* 

FOIA 


CAMPBELL. E 

8309190361* 

MISC 


CAMPBELL. M 

8309040192 

lt.E 


CAMPBELL, H 

8309040201 

I«<E 


CAMPBELL. 0 E 

8309200222 

PR 


CANTER. H L 

8309170421* 

90-361 

G 

CANTRELL, F S 

8309110399 

90-399 

8 

CANTRELL, F 8 

8309270370* 

90-340 

a 


AUTHOR 

ACCESSION 

NUMBER 

8UBVECT 

CATEGORY 

CANTRELL, F S 

8305270381* 

90-299 

G 

CANTRELL. F 8 

8309270430* 

90-416 

0 

CANTRELL. F 8 

8309270496* 

90-9 10 

0 

CANTRELL, F 8 

8309270932* 

90-399 

0 

CANTWELL, P F 

8305060572* 

90-299 

8 

CANTWELL, P F 

8309310160 

50-304 

B 

CAPHTON, D L 

8309230460* 

50-289 

G 

CAPHTON, D L 

8305290306* 

50-277 

Q 

CAREY, J J 

8309020399 

50-334 

P 

CAREY. J J 

8309060604 

90-334 

P 

CAREY. J J 

8309060609* 

50-334 

P 

CAREY, J J 

8309100268 

50-334 

G 

CAREY, J J 

8309100337 

90-334 

P 

CAREY, J. J 

8309110360 

50-334 

P 

CAREY. J J 

8309110424 

50-334 

R 

CAREY, J. J 

8309200439* 

50-334 

a 

CAREY. J J 

8309240401 

50-334 

p 

CAREY, J J 

8309240404 

50-334 

G 

CAREY, J J 

8309290916 

50-334 

P 

CAREY. J J. 

8309270187 

50-334 

P 

CARFAONQ. P 

8209210332* 

90-336 

P 

CARLISLE, C. a 

8309030300 

90-397 

8 

CARLISLE, C 8 

8309030324 

90-397 

A 

CARLIBLE. C S 

8309030900 

90-397 

8 

CARLISLE, C S 

8309030907 

90-397 

a 

CARLISLE, C 8 

8309130106 

90-397 

a 

CARLIBLE, C 8 

0309130249 

90-397 

ft 

CARLIBLE, R U 

8309310002 

90-247 

T 

CARLSON. J 

8309240393* 

90-279 

G 

CARLSON. J 0 

8309170339* 

90-279 

Q 

CARLSON, J. 0 
CARLSON. R T 
CARLSON, R T 
CARNEY, J 

CARNEY. J 

8309260262* 

0309120397* 

8309120696* 

8309110012 

0309290917 

90-279 

aA999 

70-929 

PR 

PR 

a 

CARR. A V 

0309090468 

90-413 

G 

CARR. A V 

8309 100282 

90-413 

G 

CARR, A V 

8309100342 

90-413 

G 

CARR. A V. 

8309100419 

90-413 

G 

CARR. A V 

8309310029 

90-413 

G 

CARROU. H. 

0309040479 

90-400 

Q 

CARROU. H 

8309040489* 

90-400 

Q 

CARROU, H. 

8309040492* 

90-400 

0 

CARROU. H 

8309040490* 

90-400 

0 

CARROU, H 

0309060471 

90-400 

0 

CARROU, H 

8309130079 

90-400 

G 

CARROU. H 

0309130088 

90-400 

G 

CARROU, H. 

8309240446 

90-400 

G 

CARROU, H 

8309240991 

90-400 

G 

CARTEAUX, P. 

8309120399* 

90-319 

8 

CARTEAUX, P 

9309170444* 

90-319 

a 

CARTEAUX, P 

8309170491* 

90-316 

a 

CARUSO, R. 

0309020961 

90-322 

R 

CARUSO, R 

8309190491 

90-322 

A 

CARVER, A M 

8309030979* 

90-327 

8 

CARVER. A. H 

8309090128* 

90-327 

S 

CARVER. A. H. 

8309090217* 

90-320 

S 

CASE. E 0 

CABELL I. A E 

8309170110* 

8309230176* 

90-272 

71-496 

3 

CASSELL. A 

CATTON, 1 

CAUDLE, R. E 

8309200720* 

8309130321 

83091B06B4 

90-338 

ACR8 

71-9190 

P 

CAVANAOH. R. 

8309170272 

90-922 

G 

CAVANAOH, R 

8309170272 

90-822 

G 

CAVANAOH, R 

8309170272 

90-922 

G 

CAVANAOH, R. 

8309170272 

90-922 

0 

CAVANAOH. R 

0309170272 

90-922 

0 

CAVANAOH. R 

8309170279 

90-922 

G 

CAVANAOH. R 

0309170347 

90-922 

0 

CAVANAUGH. U 

8309170290 

50-382 

N 

CAVANAUGH. U 
CERBONE.R J 

8309200491* 

8309110237 

go-313 

NUREO 

S 

CERNE. A 

8309110299 

90-443 

8 

CERNE, A. C 

8309090119* 

90-443 

Q 

CE8ARE, 0, 

8309240260* 

90-416 

P 

CHACKE8, K H 

8309100297 

90-483 

G 

CHAFFEE, A E, 
CHAMBERLAIN, D 

8309170421* 

8309020307* 

90-361 

QA999 

0 

CHAMBERLAIN, D 
CHAMBERLAIN, 0 

CHAMBERLAIN. 0. 

8309030474* 

8309240439* 

8309270149* 

90-483 

GA999 

QA999 

a 

CHAN, E. I 

8309160146 

90-946 

0 

CHAN. E. I. 

8309160198 

90-946 

0 

CHAN, E 1. 
CHANDLER. J. C, 

8309170003 

0309030292 

90-946 

TOPREP 

0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

CHANDLER, L J 

9308100199 

90-361 

0 

CHANDLER. L J 

BSOMOOSSO 

90-361 

a 

CHANDLER. L J 

83031 &0 127 

80-273 

0 

CHANDRA, U 

8303230292* 

90-337 

A 

CHANO. 0 

830S200S9B 

50-440 

0 

CHAPLIN. 8 0 

9303030335* 

80-380 

S 

CHAPLIN. 8 D 

8303110378* 

30-320 

8 

CHAPLIN, B D 

8303310004* 

90-320 

8 

CHAPLIN, a D 

8303310007* 

50-320 

8 

CHAPLIN. 9 D 

8303310010* 

90-320 

8 

CHAPLIN, 8 D 

9308310014* 

90-320 

8 

CHAPLIN. 8 D 

8303310019* 

30-320 

8 

CHAPLIN. 8 D 

8303310024* 

90-320 

8 

CHAPLIN. B 0 

8303310030* 

30-320 

S 

CHAPLIN, 8 0 

8303310036* 

90-320 

8 

CHAPLIN. 8 0 

8303310041* 

90-320 

8 

CHAPLIN. 6 0 

83033 £0047* 

30-320 

9 

CHAPLIN, 8 D 

8303310036* 

30-320 

8 

CHAPLIN, 8 0 

8303310066* 

30-320 

S 

CHAPLIN. 6 D 

8303310072* 

30-320 

8 

CHAPLIN. 8 D 

9308310087* 

90-320 

8 

CHAPLIN, 9 0 

8303310091* 

30-320 

8 

CHAPLIN, 8 0 

9303310096* 

30-320 

e 

CHAPLIN. 8 D 

8305310101* 

30-320 

8 

CHAPLIN. 8 0 

8305310107* 

30-320 

6 

CHAPLIN. 9 D 

8303310114* 

30-320 

8 

CHARNLEy, J. E 

8303060039* 

30-321 

P 

CHARNLEY. J S 

6303060076* 

30-331 

P 

CHARNLEY, J 9. 
CHARNLEY, J 8 

8303090483 

9303100370* 

TOPREP 

30-323 

P 

CHARNLEY, J. 9 

8305270378* 

30-333 

P 

CHEATHAM. J, R 
CHEN, C 

8303040236* 

8305060277* 

FOIA 

30-244 

P 

CflEN, S 

8303200720* 

30-338 

P 

CHEN, N. P 

8303090378* 

30-445 

0 

CHEN.N P 

8303230449* 

30-443 

0 

CHIANCIiN J 

8303030601 

30-400 

a 

CHIANOtiN. J 

8305110232 

30-400 

a 

CHICK. D E 

8303020482 

30-443 

0 

CHICK, D E 

9303020486* 

30-443 

0 

CHILK, 8 

CHILK.B J. 

B303230333* 

9304040470 

PR 

30-277 

0 

CHILK. 8. J. 

9303030322 

30-443 

0 

CHILK, S. J. 

B30S030332 

30-70 

0 

CHILK. 8 J 

9303040068* 

80-289 

0 

CHILK. 8. J. 

8303040436 

30-338 

0 

CHILK. 8. J. 

9303090013 

30-443 

0 

CHILK, 8 J 

8303060274 

30-490 

0 

CHILK.B d 

CHILK, 8. J. 

CHILK, 8 0 

9303060696 

8303090516* 

8303100299 

lOCFR 

lOCFfi 

30-289 

0 

CHILK. 8. J 

CHILK. 9. J. 

B30S110S31* 

8303120309 

PR 

30-247 

0 

CHILK, 8, J, 

CHILK. 8. J. 

8303130039 

8303130061 

70-143 

30-277 

0 

CHILK. 8. J. 

8303130068 

30-322 

0 

CHILK. a. J. 

8303160130 

30-289 

0 

CHILK.B J. 

8303160167 

30-247 

0 

CHILK, e J. 

CHILK. 8. J. 

8303170498 

8305170493 

40-2061 

30-272 

0 

CHILK.B J 

830318014B* 

50-498 

A 

CHILK. 8. J. 

8303160167* 

80-490 

0 

CHILK. 9. J 

8303180169* 

30-498 

Q 

CHILK, a. J 

S3032004B1, 

30-373 

0 

CHILK.B J. 

6303200489 

90-328 

0 

CHILK. 8. J. 

B303200S23 

90-358 

0 

CHILK, 8. J. 

8303200346 

30-133 

0 

CHILK, 8, J. 

8303200334 

30-443 

Q 

CHILK, 8, d. 

8303200360 

90-277 

0 

CHILK, 8. d 

CHILK, 8. d. 

8303200370 

8303230423* 

40-2061 

COMMISSION 

CHILK, 8, d. 

B30S240190* 

C0MMIB8I0N 

CHILK. 8 d. 

830S240SS2 

80-361 

0 

CHILK.B d. 

8303240323 

80-247 

0 

CHILK. a. d. 

0303240366 

30-3 

r 

CHILK. 8, d. 

CHILK. a, J. 

B3082 90286 
0308290308* 

lOCFR 
OEN TEC 

IB 

CHILK.B, d. 

B3QS2 90324 

50-289 

0 

CHILK, 8. d. 

6309290990* 

30-289 

p 

CHILK.B d. 

8309260174 

30-397 

0 

CHILK. 8. d. 

0309260176 

30-498 

0 

CHILK. 8. d. 

0309260178 

90-936 

0 

CHILK. 8. d. 

8309310008 

90-272 

0 

CHILK, S, d. 

8309310011 

80-443 

0 

CHILK. 8. d, 

8309310019 

90-490 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHILK, 8 d 

0305310017 

50-277 

0 

CHILK, 8 d 

8303310018 

SO- 338 

6 

CHILK. 9 d 

8303310021 

SO- 1 33 

a 

CHIRAMAL. H 

CHO. F L 

830S230S31* 

8303190303* 

MISC 

30-373 

P 

CH0ULE8, N C 

8303260334* 

30-373 

Q 

CHRIBSOriMOS, N 

83033101 12* 

50-234 

Q 

CKRI8TA-MARIA 

8303040342* 

50- 1 55 

0 

CHRI8TEL. B 

8303310163 

50-237 

S 

CHRISTIANSON, W 

8309260231* 

50-338 

0 

CHRISTMAN, J N 

8303040461 

50-322 

0 

CHRISTMAN, J N 

8303040461 

50-322 

0 

CHRISTMAN, J N 

8303130077 

50-322 

0 

CHRISTMAN, J N 

8303130077 

50-322 

0 

CHRISTMAN, J N 

8303 160006 

50-322 

0 

CHRISTMAN, J N 

8303160006 

50-322 

0 

CHRI8T0FF6R, 0 

0303020397* 

50-233 

0 

CHRI8T0FFER, 0 

8303040445 

50-331 

8 

CHURCHILL, B W 

8303020439 

50-266 

0 

CHURCHILL, B H 

9303020439 

30-266 

0 

CHURCHILL, D H 

9303170291 

50-266 

0 

CHURCHILL, 9 U 

9309170291 

50-266 

0 

CHWASTYK, d J 

8305120323* 

50-320 

T 

CILIMBERO.R L 

8304130364* 

50-440 

Q 

CtLIHBERO.R L 

8303120420* 

50-373 

0 

CtLLI8,H 

83031 70S67* 

50-344 

0 

CINOUEHANI, D 

8303240337 

50-247 

H 

CINTULA, T C 

8303040146 

50-319 

B 

CINTULA. T C 

8309040190* 

30-319 

8 

CLARDY. L 8 

8303100218* 

90-331 

0 

CLARK. A T 

CLARK. D 0 

8309260393 

8303030333* 

PROJ 

50-234 

8 

CLARK. L 

CLARK. L 

B30S09031S* 

8309160043 

MISC 

50-20 

8 

CLARK. R. 

8309160192 

50-312 

a 

CLARK. R. A 

8303240026 

50-309 

p 

CLARK, R. A. 

8303020600 

50-309 

p 

CLARK. R A 

8309020602 

50-339 

p 

CLARK. R A 

830S0407B9* 

90-317 

p 

CLARK. R A 

8303040795* 

90-317 

p 

CLARK. R A 

8309060001 

50-266 

p 

CLARK. R. A 

8309060013 

90-282 

p 

CLARK. R A 

8303060017 

90-338 

p 

CLARK, R A 

8303060023 

90-202 

p 

CLARK, R A. 

8303060039 

80-333 

p 

CLARK. R A 

8303060042 

30-309 

p 

CLARK, R A 

8303060043 

30-317 

p 

CLARK, R. A 

8303060098 

50-336 

p 

CLARK. R A 

8303060063 

30-3 3B 

p 

CLARK. R. A. 

0303060077 

50-317 

F 

CLARK, R, A 

8303060109 

30-282 

P 

CLARK, R A. 

8303060120* 

30-338 

P 

CLARK. R. A 

8303060140* 

30-333 

P 

CLARK. R. A 

8303060666 

50-344 

P 

CLARK, R A 

8309060669* 

90-344 

P 

CLARK, R. A 

8303060670* 

90-344 

P 

CLARK. R A 

830SQ90144 

90-333 

P 

CLARK, R A 

8305090460* 

90-249 

P 

CLARK, R. A 

8303090546 

90-266 

P 

CLARK, R A 

8303110129 

90-339 

P 

CLARK. R A 

8305110169* 

90-368 

P 

CLARK. R A 

8309110193 

90-313 

P 

CLARK. R. A 

930SII0199* 

80-313 

P 

CLARK. R. A. 

8305110205* 

90-313 

P 

CLARK. R, A. 

9309110224* 

80-336 

P 

CLARK. R A, 

8303110940 

90-266 

F 

CLARK. R A. 

8303110629 

80-313 

P 

CLARK. R. A, 

8303120193* 

90-339 

P 

CLARK. R A 

0303120498* 

30-266 

P 

CLARK. R. A. 

8303120304 

30-313 

P 

CLARK. R. A 

8309120906* 

30-313 

P 

CLARK. R. A 

8309130010 

30-330 

P 

CLARK. R. A 

8305130017* 

30-338 

P 

CLARK. R A. 

8309160198 

90-213 

P 

CLARK. R. A, 

8303160201 

90-309 

P 

CLARK. R A. 

9303170299* 

50-317 

P 

CLARK. R. A, 

8309170612 

90-309 

P 

CLARK. R. A. 

8303170619 

90-301 

P 

CLARK. R A 

8303170622 

90-313 

P 

CLARK. R. A 

8308170697 

90-282 

F 

CLARK. R. A, 

8309180036* 

80-368 

P 

CLARK. R A. 

9303100161 

90-313 

F 

CLARK, n, A. 

8309 100367 

90-339 

P 

CLARK. R- A. 

0309180979* 

90-317 

P 

CLARK. R. A. 

8309180849 

80-313 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CLARK. ft A 

8305200021 

50-266 

CLARK, ft A 

3305200023 

50-282 . 

CLARK. ft A 

8308200030 

50-344 

CLARK, ft A 

8309200060 

50-239 . 

CLARK, ft A 

3309200066 

80-307 0 

CLARK, R A 

B30920007B 

50-317 

CLARK. R A 

8309200081 

90-336 . 

CLARK. R A 

3309200090 

90-339 

CLARK. R A 

3305200094 

50-333 , 

CLARK, ft A 

3309200710* 

50-338 . 

CLARK, R A 

3309230123 

50-313 . 

CLARK, R A 

3309310240 

90-203 . 

CLARK. R d 

0303300387 

90-260 . 

CLARK, g M 

8309290304* 

90-493 G 

CLARK, g M 

8309250304* 

90-403 ■: 

CLARK, g « 

B309250304* 

90-493 '■ 

CLARK, g M 

8309290334* 

80-493 C 

CLARK. g M 

8303290354* 

50-483 C 

CLARK, g M 

8303290394* 

50-483 & 

CLARK, g M 

8303250936* 

50-483 >- 

CLARK. g M 

S30S290536* 

50-463 ■: 

CLARK, g M 

3305250536* 

50-493 1. 

CLARK, g M 

8305290987* 

50-483 >: 

CLARK, g M 

3309250587* 

50-403 >: 

CLAY, E L 

3309270199* 

70-1113 

CLAYTON, F L 

8305020496 

50-349 

CLAYTON, F L 

8309030580 

50-364 

CLAYTON. F L 

8309090148 

50-348 

CLAYTON. F L 

0309050195 

SO-34B 

CLAYTON. F L 

8309100132 

50-364 

CLAYTON. F L 

8305110297 

50-364 

CLAYTON. F L 

8309110303 

50-340 , 

CLAYTON. F L 

3309160094 

90-340 >- 

CLAYTON, F L 

8309200306 

50-340 . 

CLAYTON, F L 

8309200397 

90-364 

CLAYTON, F L 

0309200579 

90-340 . 

CLAYTON. F L 

B30 9230940 

90-340 

CLAYTON. F L 

0309240191 

50-349 , 

CLAYTON, f L 

3309240440 

50-340 , 

CLAYTON, F L 

0309290293 

50-340 , 

CLAYTON, F L 

3309250353 

90-340 

CLAYTON, F L 

0305290391 

50-348 . 

CLAYTON, F. L 

3305290981 

50-348 

CLAYTON, F. L 

8309310201 

50-348 

CLEMONS, P 

9305110320* 

80-307 ■ 

CLEMONS, P 

8305190191* 

90-271 r 

CLINE, g. E 

0309270427* 

90-416 < 

CLINE, g E 

B309270446* 

90-375 « 

COCHRAN, T B 

0309100276 

90-937 « 

COEN, R. 

0305240366 

90-247 

COFFEY, d A 

0309030901 

90-287 

COFFEY, d A. 

8309290402 

90-297 

COFFMAN. F. D 

8309090607* 

50-449 < 

COOAN, N 

6309290905* 

80-287 < 

COGAN, N J 

8305230460* 

80-297 t 

COHEN. L A 

B30S090425 

30-247 

COHEN, g a 

8305310239* 

90-307 i 

COLBURN, T 0 

0305120495 

30-266 . 

COLEMAN, R 

6305090291 

CONTRACT 

COLEMAN. R 

03091 10229 

CONTRACT 

COLEMAN. R C 

6305260081 

CONTRACT 

COLEY, d L 

3305270179* 

30-397 ■ 

COLEY, d L 

8309270276* 

90-324 > 

COLEY, d. L 

6309270342* 

30-324 ■ 

COLEY, d L 

3309270657* 

30-370 

COLLIER, A R 

6309170302 

TOPREP 

COLLINS, D. d 

83091 10267* 

80-277 • 

COLLINS, D. L 

S30927003S* 

90-320 . 

COLLINS, J T 

8309030435* 

80-265 

COLLINS, d T. 

8305060466 

Stsfc* Pro. 

COLLINS, d. T 

B309090479 

QA777 ' 

COLLINS, J. T. 

8305 1 00036 

86*t* Pr4. 

COLLINS, d. T 

8305100303 

80-482 1 

COLLI NB, J T 

8309120039* 

FOIA ! 

COLLINS, d T 

8309120049* 

FOIA ' 

! 

COLLINS, J T 

8309120092* 

FOIA : 

COLLINa. d. T 

8309120096* 

FOIA 1 

eOULINa. d. T 

8309120062* 

FOIA ! 

COLLINS. J. T 

8309120069* 

FOIA 1 

COLLINS, d. T 

8309170374* 

FOIA I 

COLLINS, d. T 

8309200289 

90-382 1 

COLLINS, d. T 

8309200320 

st*t* Pri* 

C0LLIN9. d. T. 

8309240431 

0A777 

COLLINS, d. T 

0309270144 

<»A999 i 

COLLINS. B. 

S3092Q0497 

90-272 


PERSONAL AUTHOR INDEX 



ACCESSION 

subject 


AUTHOR 

NUMBER 

CATEGORY 


COLLI NS j S J 

0303250431 » 

50-29 

Q 

COLLINS. T B 

8305270322* 

30-327 

0 

COLLINS. T B 

0303270428* 

50-369 

Q 

COLLINS. T B 

83052705 IB* 

30-269 

Q 

COLLINS, T B 

8305270666* 

30-259 

Q 

COLLINS, « e 

8305260300 

30-129 

U 

COLOHBO, R 

8305240326 

30-312 

R 

COLOMBO, R W 

830S0302'?0» 

30-312 

8 

COLOMBO, R W 

8305030561* 

50-312 

S 

COLOMBO, H W 

8305130231* 

50-312 

5 

COMBS. F 

8305020 1"?!* 

FOIA 


COMBS. F 

e30S03024'?* 

70-370 


COMBS, F 

B30S0306B4* 

FOIA 


COMBS, F 

8303040310* 

FOIA 


COMBS. F 

3305030355* 

FOIA 


COMBS. F C 

8305020306* 

FOIA 


COMBS. F C 

8305020310* 

FOIA 


COMBS, F C 

8305030201* 

70-370 


COMBS, F C 

83 05040 4B4* 

FOIA 


COMER* M K 

83051104?! 

NUREO 


COMPTON, N 

8305030437 

PR 


CDNLEV.C H 

8305110476 

NUREC 


CONLON. T E, 

8305260243* 

30-440 

Q 

CDNLON. T E 

0303270101* 

50-389 

Q 

CONLON. T E 

B305270200* 

30-337 

Q 

CONLON. T E. 

8305270236* 

50-389 

Q 

CONLON, T E 

8305270293* 

50-389 

Q 

CONLON, T E 

8305370348* 

50-400 

Q 

CONLON, T E 

8305270379* 

30-389 

0 

CONLON, T E 

0305270404* 

50-413 

0 

CONLON. T E 

8305270415* 

30-438 

Q 

CONLON, T E 

8305270420* 

50-390 

Q 

CDNLON. T E 

8305270542* 

30-389 

Q 

CONLON, T E 

8305270551* 

50-400 

Q 

CONLON, T e 

0303370610* 

90-438 

0 

CONLON, T E 

B305270A32* 

30-400 

Q 

CDNNAUOHTON, K 

8305100176* 

50-454 

0 

CONNER 

8305190072 

50-219 

8 

CONNER, E. L 

8305090078 

30-269 

P 

CDNBAN. J 

8305050293* 

30-247 

P 

CONTE. R. 

8303030094 

50-289 

G 

CONTE, ft 

8305030934 

30-289 

8 

CONTE, R. 

8305 160 199* 

50-289 

Q 

CONTE, R J 

8305230460* 

30-289 

Q 

CONHAT, B, 

8305180378 

PR 


CONWAT.d T 

8305020466 

30-529 

0 

CONWAV, J T 

8305050093* 

QA999 


CONWAT, d T 

0303200379* 

QA999 


CONHAT, J- T 

8303270311* 

QA999 


coAk.o 8. 

8305160122 

30-44‘0 

0 

COOK, d 

8305130134* 

50-333 

R 

COOK,d W 

8305020398 

50-329 

E 

COOK.d U 

8305030111 

30-329 

fi 

CODK,d W 

830S0604B3 

30-329 

A 

COOK.d W 

8305090052 

30-329 

R 

COOK.d N 

8305110305 

50-329 

E 

COOK.d W 

8305130182* 

30-329 

Q 

COOK.d W 

830S1702B3 

30-329 

S 

COOK.d H 

8305170391 

30-329 

S 

COOK.d W 

8303170409 

30-329 

5 

COOK.d M 

8303170440 

50-329 

S 

COOK.d H 

8305170409 

50-329 

S 

COOK.d W 

8305170939 

50-329 

A 

COOK.d W 

8305200349 

50-329 

S 

COOK.d W 

8305200680 

50-329 

s 

COOK.d M 

8305240008* 

50-329 

0 

COOK.d N 

8305240010 

30-329 

s 

COOK.d W 

8305240965* 

30-139 

p 

COOK.d M 

8305260210 

50-329 

s 

COOK.d N 

8305260235 

50-389 

8 

COOK.d W 

830526030? 

50-330 

8 

COOK.d M 

8305260324 

50-329 

8 

COOK.d W 

8305270057 

50-329 

K 

COOK.d M 

8303270063* 

30-329 

K 

COOK.R d 

8305100217 

30-329 

T 

COQNEV.M d 

8305110316 

50-277 

8 

COQNEV.M d 

8305110340 

50-278 

S 

COQNEV.M d 

8305110349* 

50-278 

s 

COQNEV.M d 

8303120358 

50-277 

B 

COONEV. M d 

8303120473 

30-277 

S 

COOPER, M E 

B3030SD299 

30-275 

R 

COOPEBi w. e 

8303180393 

30-275 

R 

COOPER. M E 

B3032003SS 

50-275 

R 

COOPER, H E 

8305270296 

50-275 

P 

COOPER. H E 

8309270305* 

30-273 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COOPER, W E 

8305270317 

90-279 

P 

COPELAND, V 0 

G3031I0141 

SO-155 

0 

CORMIER, N 

8305170067* 

90-142 

G 

CORMIER, N H 

8305030524 

50-142 

0 

CORMIER, H H 

8305030568 

90-142 

0 

CORMIER, H H 

8305030574 

90-142 

0 

CORMIER, H H 

0305090473 

90-142 

0 

CORMIER, H K 

0305240479 

90-142 

0 

CORMIER, H H 

0305240499 

50-142 

G 

CDRREN. D 

CORYELL, 0 P 

8305290223 

8305130173 

90-247 

70-143 

0 

CORYELL, 0 P 
CORYELL, 0 P 
CORYELL, 0 P 
CORYELL, 0 P 

CDSS, B U 
COSTELLO, F M 

8305270304* 

8305270400* 

8303270336* 

8305270648* 

0309190002 

0303120623* 

90-332 

70-1151 

70-27 

70-143 

70-2932 

40-672 

0 

COTTA, R E 

8305120074* 

50-353 

Q 

COTTER, B P 

8309030948 

90-458 

0 

COTTER, B P 

8309130050 

30-322 

0 

COTTER. B P 

8303130110 

50-908 

G 

COTTER, K H 

8303030412* 

S0-2S6 

P 

COTTER. K. H 

0309060407* 

90-286 

P 

COTTER, K H 

8309060417* 

50-206 

P 

COTTER, K H 

8305200412* 

50-286 

P 

COUCH, M J 

8309160316* 

50-247 

0 

COUNSIL.M 0 

83041 10686 

50-213 

0 

COUNSIL.N 0 

0305020399* 

90-213 

0 

COUNSlLtW 0 

B30S03D404 

50-249 

p 

COUNSIL.H 0 

8309030404 

90-249 

p 

COUNSIL.U 0 

8309030620 

90-249 

p 

C0UN8IL, U 0 

830S030620 

50-249 

p 

COUNSIL. U G 

8305040034* 

90-245 

F 

COUNSIL.M 0 

0305040447 

90-336 

P 

COUNSIL.M 0 

0305040447 

50-336 

P 

CQUNSIL, M 0 

8309050054 

50-213 

P 

COUNSIL, 14 Q 

0305050054 

50-213 

P 

COUNSIL.M 0 

8305030094 

50-213 

P 

COUNSIL.M G 

0305090112 

90-213 

P 

COUNSIL.M G 

0303050229 

90-249 

P 

CQUNSIL. M 0 

8305050229 

90-249 

P 

COUNSIL.M 0 

0305060213 

50-213 

F 

COUNSIL.M 0 
COUNSIL.M 0 
COUNSIL.M. G 

8309060213 

0309060244 

0305060244 

50-213 

PR 

PR 

F 

COUNSIL, M 0 

83DS060424 

50-336 

Q 

CQUNSIL. U 0 

03O9Q6O424 

50-336 

a 

COUNSIL.H 0 

8305060499 

50-423 

a 

COUNSIL.M G 

8309060499 

90-423 

a 

COUNSIL.H 0 

0369090404 

50-213 

p 

COUNSIL.M G 

8309070465 

50-213 

p 

COUNSIL.H G 

0309070465 

90-213 

p 

CQUNSIL, U G 

8309070465 

90-213 

p 

COUNSIL, H, G 

8305090471 

90-249 

p 

COUNSIL.M G 

8305070471 

90-245 

p 

COUNSIL.M 0 

8305100331 

90-213 

p 

COUNSIL.H G 

B30510D36S 

90-245 

p 

COUNSIL.M G 

S30S10036B 

90-249 

p 

COUNSIL.M 0 

8305100385 

90-213 

p 

COUNSIL.M 0 

8305110067 

90-213 

F 

COUNSIL.M 0 

0305110574* 

90-213 

F 

COUNSIL.H 0 

8303110574* 

90-213 

F 

COUNSIL.M G 

8305110574* 

50-213 

F 

COUNSIL, M. G 

8305120241 

50-336 

P 

COUNSIL.H. G 

8305120241 

90-336 

P 

COUNSIL.H G 

B30S1601S3 

90-213 

P 

COUNSIL.H G 

8305170213 

90-213 

F 

COUNSIL.M G 

830918026B 

50-245 

P 

COUNSIL.H 0 

8305100268 

50-245 

P 

COUNSIL.M 0 

8309180304 

50-249 

P 

COUNSIL.H G 

8305180304 

90-249 

P 

COUNSIL.M G 
COUNSIL.H 0 

8305170303 

8305200441 

90-213 

PR 

0 

COUNSIL, M 0 

8305200533 

50-423 

8 

COUNSIL.M G 

8309200933 

90-423 

S 

COUNSIL. M 0 

8305200587 

90-423 

A 

COUNSIL, M 0 

8309230323 

90-249 

K 

CQUNSIL. U Q 

8305230323 

90-249 

F 

COUNSIL.M 0 

8305230508 

90-336 

P 

COUNSIL.M G 

8305230508 

50-336 

P 

COUNSIL.M 0 

8305230616 

50-213 

P 

COUNSIL.H 0. 

8309230616 

90-213 

P 

COUNSIL.H. G 

8309230616 

90-213 

P 

CQUNSILiU G 

8305290910 

90-213 

P 

COUNSIL, H G 

8309290910 

90-213 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COUNSIL, M 0 

830929096g« 

90-21 3 

a 

COUNSIL, M 6 

B309270036 

90-423 

8 

COUNBIL, H G 

0309270036 

90-423 

S 

COUNSIL.H G 

0309270037* 

90-423 

Q 

COUNSIL.H 0 

0309270037* 

50-423 

a 

COUNSIL.H 0 

0309270074 

50-336 

a 

COUNSIL. M 0 

0309270074 

50-336 

0 

COUNSIL.M G 

8309270114 

50-249 

p 

COUNSIL.H 0 

0305270114 

50-249 

p 

COUNTS. M 

8309090321* 

90-399 

F 

COMOILL. C 

8309170266* 

50-219 

0 

COX.H T 

8309110296* 

50-26 1 

8 

COX, H T 

8309290423 

80-261 

8 

COYLE, L M 

8309060994* 

50-247 

8 

COYLE, L M 

8309060611* 

50-237 

8 

CRAOIN. d 0 

8309270317 

50-279 

P 

CRANE, P A 

8309020108 

50-133 

F 

CRANE. P A 

8309030 IBS* 

50-279 

F 

CRANE. P A 

0309030910 

90-279 

P 

CRANE. P. A. 

8309040320 

90-279 

P 

CRANE. P A 

8309040320* 

90-279 

P 

CRANE. P A. 

8309090178 

90-279 

P 

CRANE. P A 

0309060299 

90-323 

0 

CRANE, P. A 

8309120042 

90-279 

P 

CRANE. P A, 

8309120325 

90-279 

P 

CRANE. P A 

8309120333 

90-279 

P 

CRANE, P A 

8309160172 

90-279 

P 

CRANE, P, A 

8305170197 

90-279 

F 

CRANE. P A 

8309240238 

50-278 

fl 

CRANE. P A. 

6309240379 

50-279 

P 

CRANE. P A 

B309260274* 

90-279 

G 

CRANE. P A 

8309270622 

90-279 

0 

CRANE. P A 

8309310130 

90-279 

P 

CRANE. P A 

8309310139* 

90-279 

P 

CRAUFORO, V A 

B309030974 

90-927 

0 

CRAWFORD, V. A 

8309030974 

50-927 

a 

CREED, d 

6309040449 

90-331 

a 

CREED, d 

B309270192 

50-299 

B 

CREED, d R 

0309020377* 

90-299 

a 

CREED, d R 

8309030921 « 

90-264 

a 

CREED, d. R 

8309060416* 

90-299 

a 

CREED. J. R 

8309100369* 

90-196 

a 

CREED, d R 

CREED, d R 

CREED, d. R 

8309100371* 

6309130234* 

B309200482* 

90-196 

70-1308 

70-729 

0 

CREWS, d L 

8309030079 

90-361 

a 

CREWS, d L 

6309030200* 

90-279 

p 

CREWS, d. L. 

6309160089 

90-926 

G 

CREWS. d L 

8309170531 

90-926 

0 

CRLENdAK.R V 

8309270990* 

90-366 

0 

CROCKER. H W. 
CROCKER. H W 
CROCKER. H.W 

8309090191* 

8309120473* 

8309120900* 

90-273 

40-672 

40-672 

0 

CROCKER. H W. 

8309240232* 

90-27 

<1 

CROCKER. L P 

6309170044* 

90-267 

G 

CROCKER, L. P 
CROSBIE, K L 
CROSBIEi K. L 

0309230460* 

6309230026 

8309230039* 

90-287 

70-1399 

70-1399 

a 

CROSS. R. W. 

8309120290* 

90-281 

p 

CR0S8KAN, W A. 

8309090163* 

90-498 

0 

CftOSSHAN, W. A 

6309100142* 

90-496 

0 

CROSSMAN, W. A 

6309170007* 

S0-3B2 

a 

CROSSMAN.W A 

6309170224* 

90-478 

a 

CROSSMANiW A 

6309230314* 

90-496 

0 

CROUSE. R P. 

8309040309 

90-346 

p 

CROUSE. R P. 

6309040472 

90-346 

p 

CROUSE. R. P. 

0309040471 

50-346 

p 

CROUSE. R. P. 

8309040477* 

50-346 

p 

CROUSE. R.P, 

6309060379 

90-346 

P 

CROUSE. R P 

8309060917 

50-346 

0 

CROUSE. R P. 

6309110369 

50-346 

P 

CROUSE. R P 

6309110437 

90-346 

p 

CROUSE. R. P. 

6309130032 

90-346 

p 

CROUSE. R. P 

8309170462 

90-346 

p 

CROUSE. R P 

83091 604 11 

90-346 

p 

CROUSE. R. P. 

B309200337* 

90-346 

0 

CROUSE. R. P. 

830920091 4* 

90-346 

d 

CROUSE, R. P. 

S3092009S0* 

90-346 

a 

CROUSE. R. P. 

8308200927* 

90-346 

0 

CROUSE, R P. 

8309200972 

90-346 

p 

CROUSE, R, P 

6309230716 

90-346 

p 

CROUSE. R. P. 

6309240072* 

50-346 

a 

CROUSE. R. P. 

6309240291 

90-346 

F 

CROUSE. R P. 

8309240391 

90-346 

P 

CROUSE. R P 

8309240423 

90-346 

P 



PERSONAL AUTHOR INDEX 


5 ; 



ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

CROUSE, R P 

8308260241 

90-346 

P 

CimTlSiN W 

CROUSE, fl P 

S30S260S49* 

80-346 

P 

CURTIS, N W 

CROUSE, R P 

0303260303 

90-346 

a 

CURTIS, N W 

CROW,M r 

8308030074 

70-1297 


CURTIS, N W 

CROWiM T 

8309110117 

40-8038 


CURTI6,N W 

CROWDER, J D 

B3091f0029» 

80-293 

3 

CURTIS, N W 

CROWE, U 

8309290372* 

90-483 

0 

CURTIS, N W 

CROWE. J 

8309290372* 

90-483 

o 

CURTIS, N W 

CROWLEY, B, R 

830927033<?» 

50-339 

0 

CURTIS, N W 

CRUTCHFIELD, 0 

8309020060 

80-244 

p 

CURTtB, N W 

CRUTCHFIELD, D 

8309020066 

50-299 

p 

CURT18, N W 

CRUTCHFIELD, D 

8308020121 

90-248 

p 

CURTI8, N W 

CRUTCHFIELD, D 

8309020499 

90-244 

p 

CUTCHIN.J M 

CRUTCHFIELD, D 

8308040166 

90-199 

p 

CUTCHIN.J M 

CRUTCHFIELD, D 

0309040312 

80-299 

p 

CUTCHIN.J M 

CRUTCHFIELD, D 

8308040474 

90-219 

p 

CUTCHIN.J M 

CRUTCHFIELD. D 

8309040488 

90-237 

p 

D'AHORE.M 

CRUTCHFIELD, D 

8309040926 

90-29 

p 

D 'AMOURS, N E 

CRUTCHFIELD, D 

e309040S37» 

90-199 

0 

OALE.L F 

CRUTCHFIELD, D 

8309040340* 

90-198 

0 

OALE.L F, 

CRUTCHFIELD, D 

83O9060S2B* 

80-206 

p 

DALEiL F. 

CRUTCHFIELD, D 

8309060234* 

80-206 

p 

DALE.L F. 

CRUTCHFIELD. D 

8309060372 

90-206 

p 

DALE, L, F, 

CRUTCHFIELD, D 

8309060381* 

90-206 

p 

DALE.L F. 

CRUTCHFIELD, D 

8308060389* 

50-206 

p 

DALE.L F. 

CRUTCHFIELD, D 

8309090426 

90-249 

p 

DALTROFF, 8 L 

CRUTCHFIELD, D 

8308090436* 

90-249 

p 

DALTROFF. 8. L 

CRUTCHFIELD, D 

8308090463* 

80-248 

p 

DALTROFF. 8 L 

CRUTCHFIELD, D 

8308090488 

30-213 

p 

DALTROFF. 8 L 

CRUTCHFIELD, D 

8309090491* 

80-213 

p 

DALZELL, 0 W 

CRUTCHFIELD. D 

B309090492* 

80-213 

p 

DANCE, K C 

CRUTCHFIELD, D 

8309110009 

80-219 

F 

DANCE, H C 

CRUTCHFIELD, D 

8309110049 

80-29 

F 

DANCE, H C 

CRUTCHFIELD, D 

8309110099 

80-206 

F 

DANCE, H C 

CRUTCHFIELD, D 

0309110067 

80-198 

F 

DANCE, H C 

CRUTCHFIELD, D. 

0309110074 

80-298 

F 

DANCE, K C 

CRUTCHFIELD, D 

8308120116 

80-10 

F 

DANCE, H C 

CRUTCHFIELD, 0 

8309120370 

30-237 

P 

DANCE, K. C 

CRUTCHFIELD, D 

8309160022 

30-213 

F 

DANCE, H C 

CRUTCHFIELD, D 

8308160280 

80-198 

0 

DANCE, H C 

CRUTCHFIELD, D 

8308170369 

80-193 

F 

DANCE, H C 

CRUTCHFIELD, D 

B3O9170416 

30-409 

F 

DANCE, H.C. 

CRUTCHFIELD, D 

8308180292 

80-198 

P 

DANCE, H C 

CRUTCHFIELD, D 

8309180433 

80-219 

P 

DANCE, H C 

CRUTCHFIELD, D 

8309190016 

80-409 

F 

DANCE, H. C 

CRUTCHFIELD, D 

8309200200 

80-298 

0 

DANCE, H C 

CRUTCHFIELD, D 

8308200492 

80-409 

o 

DANCE, H C 

CRUTCHFIELD, D 

8309230276 

80-213 

p 

DANCE, H C 

CRUTCHFIELD, D 

8309240490 

80-29 

p 

DANCE, H C 

CRUTCHFIELD, D 

8308260082 

80-409 

p 

DANCE, H C 

CRUTCHFIELD, D 

8309270002 

80-409 

p 

DANCE, H.C. 

CRUTCHFIELD, D 

8308270007 

30-298 

F 

DANCE, H.C. 

CRUTCHFIELD, D 

8309270060 

80-244 

P 

DANCE, H C 

CRUTCHFIELD, D, 

8309270077 

80-244 

F 

DANCE, K C 

CRUTCHFIELD, D 

8308310028 

90-237 

P 

DANCE, H C 

CRUTCHFIELD, D 

8309310046 

90-299 

F 

DANCE, H C 

CRUTCHFIELD, D. 

8309310108 

90-219 

P 

DANCE, H C 

CRUTCHFIELD, D 

8308310180 

90-206 

8 

DANCE, H C. 

CRUTCHFIELD, D 

8308310213 

90-219 

P 

DANCE, H. C. 

CULLEN, W, H, 

8308240018 

NUREO 


DANCE, H C 

CULVER. « W 

8308130047* 

90-302 

R 

DANCE, K. C. 

CUMINOS, E 

6309200998 

80-440 

0 

DANCE. H C. 

CUHMIN08. J. 

6309240267* 

80-390 

0 

DANCE, H. C 

CUHHINOS, J. J. 

B108290739* 

COMMISSION 

DANCE, H. C. 

CUHHIN08, J. U. 

8309180176* 

FOIA 


DANCE, H C. 

CUttHlNOa. U. d. 

8309240263* 

80-398 

0 

DANCE, H C 

CUHHIN8, d. E. 

8304 1901 94* 

80-313 

Q 

DANCE, H. C. 

' CUNNINOHAM, A L. 

8309270394* 

80-302 

0 

DANCE, H C 

CUNNINOHAH.A L. 

6308270928* 

80-299 

0 

DANCE, H C 

1 CUNNINCHAM.O E. 

8308020090 

70-1007 


DANCE, H. C. 

CIRWINCHAM, e E 

8308020920 

70-794 


DANCE, H C 

CUI»JtNOHAI1,0 H. 

6309100214 

90-409 

0 

DANCE, K C. 

i CUNNINOHAM, R. 

6309030027* 

FOIA 


DANCE, H C 

CUOMO, M, M, 

6309130204* 

90-322 

0 

DANCE, H C 

CUOMO, H. M 

8309310070* 

90-247 

u 

DANCE, H C 

■' CURRAN, D. 

6309030841 

80-443 

0 

DANCE, H C, 

, CURRAN, 0. 

6309160002 

90-443 

0 

DANCE, H. C 

CURRAN. 0 

8309160002 

90-443 

0 

DANCE, H. C 

‘ CURRAN, 0. 

8309160019 

80-443 

0 

DANCE, H. C. 

CURRAN. D. 

6309160019 

90-443 

0 

DANCE, H C 

CURRAN. D 

6308160363 

PR 


DANCE, H C 

CURRAN. R. N 

6309200637* 

80-373 

p 

DANCE, H C. 

CURRAN. R. N 

8309200691* 

90-373 

p 

DANCE, H C, 

CURTIS, N. W 

8309020387 

90-367 

p 

DANCE, H C. 

, CURTIS, N.W. 

8308030144 

90-367 

p 

DANCE, H C 
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DANCE, H C 

B30S270961 

90-335 

83050301 93* 

90-367 

P 

DANCE, H C 

B30S27096S 

90-230 

0308060843 

90-387 

0 

DANCE, H, C 

0305270968 

50-251 

8305100300 

90-367 

P 

DANCE, H C 

8305270970 

50-321 

8305110097 

90-387 

K 

DANCE, H C 

8309270990 

50-413 

83051301 14 

80-367 

P 







DANIELS, R 0 

3309020031* 

FOIA 

8305160646 

70-2983 


DANIELS, R 0 

8309020042* 

FOIA 

8305190289 

80-387 

P 

DANIELS, R 0 

0309030125* 

FOIA 

8309190299 

90-387 

P 

DANIELS, R 0 

8305030142* 

FOIA 

8309190319 

90-387 

S 

DANIELS, R 0 

8309030147* 

FOIA 

8305230941 

90-387 

P 







DANIELS, R. 0 

6309030184* 

FOIA 

8305270064 

90-367 

P 

DANIELS, R. 0 

8308030174* 

FOIA 

8309310208 

90-387 

P 

DANIELS, R. 0 

8309030179* 

FOIA 

830 9020477 

50-440 

0 

DANIELS, R 0 

6305040279* 

FOIA 

8309030926 

50-440 

T 

DANIELS, R O 

B3Q5040SS4* 

FOIA 

0309090487 

50-440 

0 







DANIELS, R 0 

B30S040862* 

FOIA 

8305100168 

30-440 

0 

DANIELS, R 0 

63QS0S0297* 

70-378 

0309270499* 

70-1131 


DANIELS, R 0 

8308090306* 

70-378 

8309130087 

50-443 

0 

DANIELS, R 0 

8309080316* 

70-370 

8304190376 

50-416 

p 

DANIELS, R 0 

6305050322* 

70-378 

9309110275 

90-416 

3 







DANIELS, R. 0 

6305090330* 

70-378 

8309110418 

90-416 

B 

DANIELSON, D H 

6304190364* 

50-440 ■ 

8309190019 

90-416 

J 

DANIELSON, D H 

6309020360* 

50-331 

8309240143 

90-416 

P 

DANIELSON. D H 

B30512034B* 

50-461 

8309240268* 

90-416 

P 

DANIELSON, 0 H 

8309120420* 

50-373 

8309240496 

90-416 

P 







DANIELSON. 0 H 

8309120449* 

50-237 

8309020099 

SO-277 

P 

DANIELSON. D H 

6308190027* 

50-454 

8309090027* 

90-277 

P 

DANIELSON. D H 

a3O9I9O’103* 

50-255 

8309170401 

90-277 

P 

DANIEL&ON. D H 

8308190233 

50-454 

8309240428 

50-277 

P 

DAVIS, A 0 

6309190184* 

50-373 • 

8309240917 

90-247 

H 







DAVIS, A 8 

8308190232* 

FOIA 

8309030374 

90-491 

8 

DAVIS, A B 

S309I90276* 

FOIA 

8309130138 

90-321 

6 

DAVIS. A B 

0309190399* 

50-373 . 

8309200430 

80-335 

S 

DAVIS, F X. 

8309170314 

50-454 

8309200996 

90-369 

0 

DAVIS, F X 

B309I70319 

50-454 

8309270096 

90-389 

Q 







DAVIS. F X 

8305170334 

50-454 

8309270112 

90-302 

Q 

DAVIS, F X 

B305170522 

50-4 54 

8309270146 

80-369 

Q 

DAVIS. J 0 

8305200634* 

REVIEW C 

8309270194 

90-369 

0 

DAVIS. M J 

8305270439* 

50-280 

0309270176 

90-389 

a 

DAVIS. M J 

8309270490* 

50-280 

B309270197 

90-837 

0 







DAVIS. P R 

8309160246 

80-299 

8309270209 

90-302 

0 

DAVIS. P R 

8309160246 

50-295 

0309270218 

80-290 

0 

DAVISSON, M T. 

8309160332* 

50-367 

8309270232 

80-389 

0 

OE AOAZID, A W 

6309170669 

50-346 

8309270238 

90-338 

Q 

OEANOA. L 

B30 52006 96 

50-4 40 

8309270240 

90-3B9 

D 







DE0,A K 

8305170116 

40-6500 

8309270242 

90-280 

Q 

DEBBAOE.A 0 

8305270356* 

50-321 

0303270247 

90-302 

0 

DEBOER. T K 

0305160610 

PROJ 

0309270292* 

80-280 

0 

DEBS, B.T. 

6305270384* 

90-250 

8309270260* 

90-902 

a 

DEBS, 8 T 

8305270668* 

50-259 

8305270273 

30-337 

0 







DEIOL.H J 

B3051S0626 

71-5607 

8309270287 

30-339 

0 

DEIOL.H J 

BOO 5230697 

71-0607 

8309270209 

90-369 

a 

DELANEY. J C 

B305030a0'l* 

70-378 

8309270310 

90-369 

a 

DELANEY. J C 

8309080335* 

70-378 

8309270314 

90-337 

0 

DELOAIZO, T J 

8206300177* 

50-309 

8303270320 

90-424 

0 







OELMEDICO, J. 

B309110030* 

NUREO 

8303270324 

30-413 

0 

OELHEOICO. J 

8309160293* 

FDIA 

83OS270326 

90-269 

Q 

DELDATCMr V 

B308090009 

CONTRACT 

8303270327 

30-369 

□ 

DELOATCH, V 

6308090122 

CONTRACT 

0305270329 

90-333 

0 

DEMPPAINEN, M 

6309240015 

NUREO 

8303270330 

80-424 

Q 







DENISON. E 

6308030973 

90-279 

8309270332 

50-321 

0 

DENISON. E 

6309030961* 

90-279 

8309270343* 

90-321 

Q 

DENISON. E 

6309160417 

50-278 

8309270347 

90-302 

0 

DENISON, E 

0309230224* 

90-279 

8308270390 

90-321 

Q 

DENNIS, N 

8304110196 

ItiE 

8309270389 

90-339 

a 







DENTE, T. J 

8305100197 

TDPREP 

8303270374 

90-269 

Q 

DENTON. H 

6309120607 

RISC 

8303270376 

90-290 

Q 

DENTON, H ft. 

8203160092* 

90-206 

8303270382* 

50-369 

0 

DENTON. H ft 

B204 190027* 

90-206 

0303270383 

90-369 

Q 

DENTON, H ft 

8309020973 

90-447 

0305270393 

90-413 

0 







DENTON, H ft 

8309030019* 

90-389 

8303270403 

90-269 

Q 

DENTON, H ft 

6309040096 

90-146 

0303270414 

90-338 

0 

DENTON, H ft 

8309040138 

90-269 

8303270423 

90-260 

0 

DENTON, H- R 

8308040934 

90-159 

8303270435* 

90-269 

a 

DENTON, H R 

8308040936* 

90-155 

0303270447 

90-389 

Q 







DENTON, H R 

8309040625 

90-155 , 

8303270449* 

90-399 

Q 

DENTON, H. R. 

8309040727 

90-317 ■ 

8303270486 

80-302 

0 

DENTON, H R 

8308090244 

90-272 ' 

8309270472 

90-937 

0 

DENTON, H R 

8309090295 

MtSC 1 

8309270403 

90-260 

0 

DENTON, H ft 

6308110423* 

REVIEW OR 

0309270491 

90-366 

a 







DENTON, H ft 

6309110428* 

REVIEW OR 

8309270497 

90-269 

Q 

DENTON, H R. 

8309110432* 

REVIEW ORI 

830927081 1 

90-369 

0 

DENTON. H ft 

8309 1 70064 

90-272 ' 

8309270917 

50-338 

0 

DENTON, H ft 

83091 7008 9* 

90-272 ; 

8303270923* 

50-366 

0 

DENTON, H ft 

8309200204* 

NUREO ' 

8309270930 

50-338 

0 



f 


f 
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OENTONtH R 

8309830169 

90-320 

T 

DIETZ. C R 

830 903 06 IS 

90-324 

8 

DIXON, 0 M 

6309270441# 

90-399 

a 

DENTONtH R 

a309S40?l& 

50-289 

0 

DIETZ. C R 

8305090143 

50**32S 

s 

DOBEL, H F 

0309270939 

S0-35B 

J 

QENTONtH R 

a309S40S20« 

50-289 

0 

DIETZ. C R 

8309050201 


8 

00DD3. R T 

6309170349# 

90-397 

G 

DEUT8CH1W J 

B309060233 

NUREO 


DIETZ, C R 

8309090242 

90-324 

6 

DODDS, R T 

6309170361# 

90-397 

G 

DEVIENCE. A 

6309090209 

90-966 

A 

DIETZ, C R 

8309050265 

90-324 

6 

DODDS. R T 

8309170367# 

90-908 

a 

DEVmCENTIS< J 

S309090006 

50-443 

F 

DIETZ, C R. 

8305100412 

90-324 

R 

DODDS, R T 

8309170390# 

80-908 

G 

DEVmCENTtS. J 

9309090006 

90-443 

F 

DIETZ, C R. 

8309110282 

90-329 

8 

DODDS, R T 

6309170439# 

90-397 

G 

DEVINCENTIS. J 

S309160039 

90-443 

S 

DIETZ, C R. 

8309130108 

90-329 

6 

DODDS, R T 

8309170490# 

90-909 

G 

OEVINCENTtBi J 

8309190164 

90-443 

8 

DIETZ, C R. 

8309130167 


8 

DOERFLEIN, L T 

6309110391# 

90-333 

Q 

DEVtNCENTie. vl 

8309190164 

SO-443 

S 

DIETZ, C R. 

8309130170 

90-324 

8 

DOIRON, D 0 

6309060291# 

CONTRACT 


QEVINCENTIS. J 

6309200393 

90-443 

S 

DIETZ, C R 

8305130177 

90-324 

8 

DOMENICI.P V 

8309160123# 

FOIA 


OeVIKCENTIS. J 

0309200393 

90-443 

B 

DIETZ. C R 

8309200538 

90-324 

6 

DONAHUE. J F 

6309230134# 

70-1193 


DEVtNCENTIS. J 

830'9200402 

90-443 

6 

DIETZ, C R. 

8305270296* 

90-324 

Q 

DONAHUE. J F 

8309230139# 

70-1193 


DEVlNCEHTISi J 

8309200402 

90-443 

S 

DIETZ. C R. 

8309270931 

90-324 

Q 

DONAHUE. J F 

8309230179* 

70-1193 


DEVINCENTIS. J 

8305290244 

90-443 

8 

DIETZ. C R. 

83098709BS# 

90-324 

0 

DONAHUE, J F 

8309230166# 

70-1193 


DSVINCENTIS> J 

B309290244 

90-443 

a 

DIETZ, C R 

03O927O99<?# 

90-324 

0 

DONNELLY, P M 

8305270491# 

90-331 

9 

DEVINCENTtEp J 

6309270019 

90-443 

A 

DIETZ. C R 

0309270610# 

90-324 

<3 

DONNELLY, P M 

8305270460# 

90-331 

a 

DEVINCENTlSi J 

630 92700 19 

50-443 

A 

DIETZ. C R 

0309270617# 

90-324 

Q 

DOOLITTLE, E L 

8305250165 

90-423 

A 

DEV IKE* A 

6305200998 

90-440 

0 

Disoa. R M 

0309030014 

90-399 

P 

DOROSHOW. J 

8305180369 

PR 


DEVINE.H F 

0309230029 

90-409 

J 

DIGGS. R H 

0309040084 


p 

DOROSHOW, J 

8305200669 

90-269 

G 

DEVINEiJ 3 

6309060687 

XPORTUJC 


DIGGS. R H 

0309040546 

90-307 

p 

DOROSHOW, J 

8305240444 

90-2S9 

0 

DEVINE, B 

6309130273 

XPORTLIC 


OIOOB. R H 

0309040947 

90-244 

<3 

DOROSHOW, J 

6305240449 

90-269 

9 

DEVINE. T 

8305190097# 

30-329 

0 

DIGGS. R H 

B30506063B 

90-312 

P 

DORSEY, H 

6305200062 

CONTRACT 


DEVINE. T 

83051901 24» 

90-373 

0 

OlOOBi R H 

0309090359 

90-319 

p 

DORSEY, M 

8305230024 

CONTRACT 


DEVINE. T 

0309190292# 

90-373 

0 

DIGGS. R H 

0309100791 

90-369 

P 

DORSEY, M 

8309230267 

CONTRACT 


DEVINE. T 

6309190304# 

90-373 

a 

DIGGS. R H 

8309200186 

90-237 

p 

DOUGHERTY, D J 

8305290034* 

FOIA 


DEUEYiL S 

6309030490 

90-529 

0 

DIGGS. R M 

8309260379 

90-293 

p 

DOUGHERTY, U 6 

8309130072 

90-322 

» 

OENEYiL S 

0309110260 

90-929 

0 

DIGGS. R M 

83052603BI 

90-369 

p 

DOUGHERTY, J 0 

8305130072 

50-322 

G 

OENEYiL a 

8309270024 

90-529 

0 

DIGGS. R M 

8309310224 

90-399 

p 

DOUGHERTY, J 6 

6309160341 

PR 


DEUEY.L S 

8309310074 

90-529 

0 

DIGNAN. T 0 

8309040300 

90-443 

0 

DOUGHTY, J 

8305160364 

PR 


OEMITT.R B 

6309020079 

80-259 

F 

DIGNAN. T 0 

8309040300 

90-443 

0 

OOULOS. N 

8308030268# 

70-378 


DEWITT. R B 

0309100207# 

90-259 

P 

DIGNAN. T 0 

8309040316 

90-443 

0 

DOYLE. A J 

8309230072# 

90-482 

1 

DEWITT. R B 

6309200210 

PR 


DIGNAN, T 0 

8309040533 

90-309 

0 

DOYLE. J. 

8309020444# 

90-445 

0 

DEWITT. R B 

B309240969# 

90-155 

P 

DIGNAN, T 0 

8309040933 

90-309 

0 

DOYLE, J 

8309040919* 

90-449 

T 

DEYE.J A 

6309160429 

PR 


DIGNAN, T 0 

6309310147 

90-443 

0 

DOYLE, J. 

6309040939 

50-445 

T 

OEVOUNO.R C 

8309030469 

90-483 

0 

DIGNAN. r. 0 

8305310147 

90-443 

0 

DOYLE, J. 

8305110394 

90-449 

T 

OEYOUNO.R C 

8305120145 

90-449 

3 

DIMEGLIO, A F 

8309240334 

90-193 

a 

DOYLE, J 

8309130197 

90-449 

T 

DEZUTEL.C Z 

83091901 12# 

90-329 

3 

DIMEGLIO, A P 

8309290449 

90-193 

8 

DRAOONETTE, K 8 

8309120527# 

40-672 


D1 GIACDHQ. C 0 

8309240954 

90-247 

T 

DIRCKS. W 

8309090290# 

MISC 


DRAIN, D, T 

8309120041# 

FOIA 


DIAB. B 

8309090618# 

90-449 

0 

D1RCK8.M, J 

6302200090 

SECY 


DRAIN. D. T. 

8309120069# 

FOIA 


DICEY. B B 

8303180010# 

FDIA 


DIRCK8.M J 

8304220083 

SECY 


DREY. K 

8304180420# 

MISC 


DICEY. B a 

8303 180052* 

FOIA 


DIRCKS. H J 

8305020930 

90-320 

p 

DRISKILL.O, 0 

8309200296# 

90-382 

G 

DICEY. B B 

8305180159# 

FOIA 


01RCK6.H J 

8305040094 

90-289 

Q 

DRUOA.R J 

6309030316# 

90-334 

S 

DICK.O F 

8303110426 

90-244 

P 

DIRCKS. W J 

0305060700# 

lOCFR 


DRUOA. R. J 

8309110393# 

90-334 

a 

DICK.O F 

6303180340 

90-244 

P 

DIRCKS. W J. 

6305090279 

MISC 


DRUOA. R. J. 

8309120411# 

90-334 

a 

DICK. <9 F 

8305180361 

90-244 

F 

DIRCKS. U J. 

6309090904 

90-209 

0 

DRUOA.R J 

8309160064# 

90-334 

6 

DICK.O F 

8303260237 

50-244 

P 

DIRCKS, U J. 

6309090912 

lOCPR 


DRUGA, R. J 

6309190309# 

90-334 

s 

DICKEY. F 

0304180913* 

90-311 

S 

DIRCKS, W J. 

6309110024 

WASTE MOT 

DRUMMOND, F. J 

8309200542 

90-362 

6 

DICKHONER. H H 

0305190190 

50-359 

A 

DIRCKS.W J 

830917009B# 

90-396 

A 

DRUMMOND, F J 

8309270138 

90-3%2 

8 

DICKINSON. A C 

8303030447# 

30-219 

S 

DIJ^CKSj W, \Jt 

6309170232 

90-272 

8 

DRUMMOND, F J 

8309270147 

90-362 

S 

DICKINSON. J D 

8305170307# 

TOPREP 


DIRCKS.W J. 

8309160193# 

FOIA 


DRUMMOND, F J 

6309270194 

90-382 

S 

DIECKAMP.H 

8305020469# 

90-219 

I 

DIRCKS.W J 

6305160322# 

FOIA 


DRUMMOND, F J 

6309270373 

90-362 

8 

DIECKAMP.H 

8305230402 

90-219 

P 

DIRCKS.W J. 

8305160326# 

90-237 

P 

DRUMMOND, F J 

8309310094 

90-362 

e 

DIEDERICH.D J 

8305240318 

90-373 

B 

DIRCKS.W J 

8305200 19B 

NUREG 


DUBOIS, D, 

6309200344 

90-298 

a 

0IEDERICH.9 V 

8305020086 

90-373 

S 

DIRCKS.W J. 

8305200627* 

REVIEW 

GRP 

OUBRY. N 

6309020348# 

90-319 

G 

DIEDERLCH.C t> 

6305020109 

90-373 

8 

DIRCKS.W 0 

8305230070# 

FOIA 


DUBRY, N, E 

6309240309# 

90-319 

G 

DIEDERICH, C J 

8305020209 

90-373 

3 

DIRCKS.W J 

6305230639 

NUREG 


DUCK. J. R. 

8309030379 

90-369 

J 

DIEOERICH. D J 

0303020241 

90-373 

6 

DIRCKS.W. J 

6305240019 

90-537 

U 

DUCK. U R 

8309040180 

90-346 

J 

DIEDERICH. G J 

0305020351 

90-373 

B 

DIRCKS.W J 

6305240075 

COMMISSION 

DUCK. U R 

6305040186 

90-339 

J 

DTEDERICH.C V 

0305040363 

90-373 

R 

DIRCKS.W J. 

6305240213 

50-279 

F 

DUCK. U. R, 

8309040202 

90-381 

J 

DIEOERICH. C J 

6305060393 

90-373 

S 

DIRCKS.W J. 

6309240497# 

90-269 

G 

DUCK. J R 

8309040204 

90-302 

J 

OIEDERICH. 0 J 

0305060493 

90-373 

8 

DIRCKS. W J, 

6305290162 

90-396 

R 

DUCK, U. R, 

6309040208 

90-850 

J 

DIEDERICH. 0 J 

0305110447 

90-373 

R 

DIRCKS. W J. 

6305290228# 

90-361 

P 

DUCK. U R 

8309040243 

50-327 

J 

DIEDERICH. 0 V 

6305170374 

90-373 

B 

DIRCKS.W J, 

8305290290 

SECY 


DUCK, J R 

6309160009 

90-889 

J 

SIEDERICH.O J 

8305170383 

80-373 

B 

t)lKCKBj K J- 

8309290311 

COMMISSION 

DUCK, J. R 

6309190022 

90-302 

J 

DIEOERICH.O J 

8305240007 

50-373 

B 

DIRCKS.W J 

8309290988 

90-289 

P 

DUCK, J. R 

8309200270 

90-081 

J 

DIEOERICH.O J 

0305240029 

50-373 

S 

DIRCKS.W, J 

8309270118 

8BCY 


DUCK. J R 

8309230027 

90-321 

J 

DIEOERICH.O J 

6305240073 

50-373 

a 

DIRCKS.W J 

8309310238 

90-309 

H 

DUGGAN. J G. 

8305160004 

40-7980 


DIEOERICH.O 0 

8305240229 

90-373 

a 

DIXON. 0. W 

8309030627 

90-399 

8 

DUGGAN, J 0 

8309160298 

40-7980 


DIEOERICH.O 

0305240334 

50-373 

6 

DIXON. 0. W 

8309090097 

50-399 

8 

DUGGAN, J. 0 

8305160261# 

40-7980 


DIEOERICH.O 

8305240354 

50-373 

6 

DIXON, 0. W 

8309090233 

90-399 

6 

DU08TAD. D 

8305160076* 

90-262 

R 

DIEDERICHiO J 

6305240361 

50-373 

8 

DIXON. 0. W 

8309090317# 

90-399 

F 

DUNAWAY. F R 

8309100271* 

90-299 

G 

DIEDERICH. 0 J 

6300240429 

50-373 

S 

DIXON. 0. W 

8303060619 

90-399 

P 

DUNCAN, P, 8. 

8309060936# 

90-392 

A 

DtEDERICKiO J 

6309270199 

50-373 

s 

DIXON. 0. W 

8309100069 

90-399 

6 

DUNLAP, J M, 

8305190313# 

90-271 

G 

DIEDERICH. 0 V 

6305270237 

50-373 

a 

DIXON, 0. W 

8309100301 

90-399 

P 

DUNN. W L 

8309310197# 

90-244 

e 

DIETZ. C R 

B30S030291 

50-324 

a 

DIXON. 0 W 

8309180373 

90-399 

F 

DUNNING, T. G. 

B30909062S# 

90-449 

9 

DIETZ, c n 

6305030395 

50-324 

8 

DIXON, a W 

6309180442 

90-399 

P 

DUNNING. T 0 

8309090646# 

50-449 

0 

DIETZ. C R 

6309030367 

50-324 

8 

DIXON. 0. W 

6305100469 

90-399 

G 

DUPONT. 8 0 

8309170403# 

90-373 

Q 

DIETZ. C R 

6309030411 

50-324 

8 

DIXON. 0 W 

0309200311 

90-399 

a 

DUPREE, D. 

8309240323 

90-327 

R 

DIETZ. C.R 

8309030465 

50-325 

8 

DIXON, 0. W 

0309200910 

90-399 

8 

OURDEL, R 

8305060608# 

90-346 

F 

DIETZ. C R 

6305030497 

50-324 

B 

DIXON. 0 W 

0309200313 

90-399 

E 

DURR, J. 

8305050147# 

90-277 

Q 

DIETZ. C R 

8305030909 

50-329 

B 

DIXON. 0. W 

8309200626 

90-399 

8 

DURR, J. 

8309290909# 

90-266 

G 

DIETZ. C.R 

8309030912 

50-324 

8 

DIXON, 0 W 

8309290349 

90-399 

8 

DURR, J. P, 

8309110338# 

80-269 

0 

DIETZ. C R 

8305030930 

90-324 

6 

DIXON, 0 W 

8309290492 

90-399 

P 

DURR. U. P 

8309290299# 

90-219 

G 

DIETZ. G. R 

8305030940 

50-324 

B 

DIXON. 0 W 

8309270422# 

90-399 

Q 

DURR.U.P 

8309290979# 

90-367 

G 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

DUTTON. 0 E 

8309030oe& 

90-424 

A 

DUVALL. 0 D 

83091 103R4 

30-269 

8 

DUVALL. D D 

DUVALL, D D 

DUVALL. D D 

DUVER.P W 

DVNNSR. A R 

B309R003Y9 
830920041 9> 
e309200422» 

8309200932 

8309090005* 

0A999 

QA999 

aA999 

TDPREP 

90-322 

0 

DYNNER, A R 

8309090009* 

90-322 

0 

DVNNER. A R 

83090901 3&« 

90-322 

0 

DYNNER. A R 

8309240948 

90-322 

0 

DYNNER, A R 

8309240948 

90-322 

0 

DYNNER, A R 

8309310063 

90-322 

0 

DYNNER, A R 

8309310063 

30-322 

0 

OYBON, u e 

0309230997 

50-286 

p 

EAPEN, P 

83031 10908* 

90-333 

Q 

EAPEN. P 

8309290443* 

90-843 

0 

EAPEN. P K 

8309290230* 

90-286 

Q 

EAPEN, P K 

8309290314* 

90-309 

0 

EAPEN. P K 

8309290465* 

30-336 

Q 

EAPEN. P K 

8309290904* 

90-213 

8 

EARLEY, A, F 

8309030597 

50-322 

0 

EARLEY, A F 

8309090024 

90-322 

T 

EARLEY, A F 

8303030024 

90-322 

T 

EARLEY. A F 

8309090029* 

90-322 

T 

EARLEY. A F 

8309090029* 

50-322 

T 

EARLEY, A, F. 

Q309O90136* 

90-322 

0 

EARLEY, A F 

8309100239* 

90-322 

0 

EARLEY, A F 

8309 190378 

90-322 

0 

EARLEY, A F 

8309190378 

90-322 

0 

EARLEY, A F 

8309190382* 

90-322 

0 

BARLEY, A. F 

8309 190382# 

90-322 

0 

BARLEY, A F 

8309200691 

90-322 

0 

EARLEY. A F 

8309310091 

90-322 

0 

EARLEY, A F 

8309310091 

90-322 

0 

EASON. T. 0 

8309180466* 

90-399 

0 

EASTUOOD, D 
EBERSOLE, J C 
EBER80LE, J C 

8309020947 

8309090366 

8309130339* 

NUREO 

ACR8 

90-443 

A 

EDERSOLE, J C 
EBERSOLE, J C 

EBERSOLE. 0 C 
EBERSOLE, U. C 
EBERSOLE, U C 
EBNETER. 8 

8309240033 

8309290074 

8309290078 
8309260008 
830 9860 104 
8309230909* 

ACRE 

ACR8 

ACRS 

ACR8 

ACRS 

90-289 

0 

EGCLESTON, K T 

8309040299 

90-293 

p 

ECCLE8T0N. K. T 

8309060266 

90-293 

p 

ECCLE8T0N, K T 

8309120163 

90-293 

p 

ECCLE8T0N, K T 

8309180197 

90-293 

p 

ECKART.O E 

8309170497 

90-440 

0 

ECKEL. U. 8 

ECKERT, R M. 
ECKERT. T. 
ECKHARDT, J H 

8309110491 

8309180306 

8309110196 

8309170361* 

NUREO 

PR 

NUREO 

90-361 

0 

ECKHARDT. J H 

8309170937* 

30-928 

0 

ECONOMOS. N 

8309270244* 

90-338 

0 

ECONOH08, N 

8309270269* 

90-302 

Q 

EDDLEHAN, H 

8309060489 

90-400 

0 

EDOLENAN. U. 

8309110149 

90-400 

0 

eDm.EMAN, N 

8309110222 

50-400 

0 

EDDLEHAN, H 

8309110361 

90-400 

0 

EDDLEHAN, U. 

8309110366 

50-400 

0 

EDDLEHAN, U. 

8309120288 

50-400 

0 

EDDLEHAN, U 

8309170928 

90-400 

0 

EDELNAN, K. R. 

8303280099 

90-440 

A 

EDELMAN, H. R. 

8309020308 

50-440 

s 

EDELHAN, H. R 

8309020900 

50-440 

a 

EDELHAN, H. R 

8309040463 

90-440 

8 

EDELHAN, H R. 

8309040486 

50-440 

a 

EDELHAN, H R 

8309040496 

90-440 

a 

EDELHAN, M R 

8309040916* 

90-440 

T 

EDELHAN, H. R 

8309090490* 

90-440 

0 

EDELHAN, H. R 

8309100013 

90-440 

a 

EDELHAN. H. R 

8309100333 

90-440 

a 

EDELHAN, M. R. 

8309100394 

90-440 

a 

EDELHAN, M R 

8309110300 

50-440 

E 

EDELHAN, M. R 

8305130236 

90-440 

a 

EDELHAN, M. R 

8309130248 

90-440 

8 

EDELHAN, H. fl. 

8309170203 

90-440 

a 

EDELHAN, H. R 

8309230106 

50-440 

E 

EDELHAN, H. R. 

8309230143 

90-440 

A 

EDELHAN, H. R. 

8309230290 

90-440 

A 

EDELMAN, H. R. 
EDELHAN, H. R 

8309290381 

8309260267 

PR 

50-440 

E 

EDOAR, e. C. 

8309110328# 

50-244 

S 

EDCAR, 0 L. 

8303240390 

50-937 

0 


AUTHOR 

ACCESSION 

NUHSER 

SUBJECT 

CATEOORY 

EDOAR. 0 L 

B303240394* 

50-337 

G- 

EDOAR. 0 L 

03051 10220 

90-937 

0 

EDOAR, 0 L 

0305120313 

90-937 

a 

EDOAR. 0 L 

0305190339 

90-937 

0 

EDOAR, 0 L 

8309200636 

90-937 

0 

EDOAR. 0 L 

0309200648* 

90-937 

0 

EDOAR, 0. L 

8305240479 

50-937 

0 

EDOAR, 0 L 

8309240480 

90-937 

0 

EDOAR. 0 L 

6309240903 

90-937 

0 

EDOAR. 0 L 

83093101 BB 

90-937 

G 

EDOEWORTH, P 
EDISON. 0 E 

8309120513 

8309290231 

CONTRACT 

90-402 

E 

EDLER.S K 

EOER.K J 

EOLE. D H 

83091 10206 
8309240034 
8305290470 

NUREO 

70-1301 

90-112 

M 

EICHOAUM.W H 
EICKENHOLZ.H 

8309060289 

8305160142* 

PR 

30-293 

0 

E1CH8TAEDT.C L 

8305190112* 

50-329 

s 

EINSEL, D U 

EINSEL. D N 

eiSENHUT.D 0 
EIBENHUT, D 0 

0305040175* 

0305040189* 

8210190253 

8303040044 

FOIA 

FOIA 

TQPREP 

50-279 

P 

EISENHUT.D 0 

0309020495 

30-3 

P 

EISENHUT.D 0 

0305030010 

50-395 

F 

EISENHUT.D 0 

8305030016 

90-389 

P 

EISENHUT.D 0 

8305030191 

90-275 

P 

EISENHUT.D. 0 

0305030577 

50-312 

P 

EISENHUT.D 0 

8305040323 

90-247 

P 

EISENHUT.D 0 

8305040949 

90-329 

H 

EISENHUT.D 0 

8305040950 

90-329 

H 

EISENHUT.D 0 

8305060084* 

SO-317 

F 

EISENHUT.D 0 

8305060993* 

80-333 

F 

EISENHUT.D 0 

8305060660 

90-407 

P 

EISENHUT.D 0 

0305060694# 

90-361 

P 

EISENHUT.D 0 

0309090197# 

90-331 

F 

EISENHUT.D 0 
EISENHUT.D 0 

6309090204 

6309090202 

MISC 

30-279 

P 

EISENHUT.D 0 

0309090639 

90-3 

P 

EISENHUT.D 0 

8309110034 

90-3 

F 

EISENHUT.D 0 

8305 1 1 0037 

50-331 

P 

ElSENHUTi D. 0 

8309110223 

90-290 

F 

EISENHUT.D 0 

0309110913 

30-289 

P 

EISENHUT.D 0 

0309110942# 

90-266 

F 

EISENHUT.D 0 

0309120085 

90-275 

P 

EISENHUT.D 0 

6305120524 

90-128 

P 

EISENHUT.D 0 

8305120532# 

90-128 

P 

EISENHUT.D 0 

8309120544# 

90-128 

P 

EISENHUT.D 0 

8309120589# 

50-373 

P 

EISENHUT, D. 0. 

8309120611 

50-275 

P 

EISENHUT.D 0 

8305130343 

50-302 

A 

EISENHUT.D 0. 

830S1601S9 

90-275 

R 

EISENHUT.D 0 

0305160331 

90-33 1 

P 

EISENHUT.D 0 

8305170233# 

90-361 

P 

EISENHUT.D 0 

8309170649 

90-369 

8 

EIBENHUT, D. 0. 

8309170666# 

90-282 

F 

EISENHUT.D 0 

8309170689# 

90-313 

F 

EISENHUT.D 0 

8309180019# 

90-399 

P 

EISENHUT. D. 0 

0309180034 

90-269 

P 

EISENHUT.D 0 

8309180098# 

90-369 

P 

EISENHUT, 0 0 

8305180097 

90-146 

P 

EISENHUT.D 0 

8309180224# 

90-327 

P 

EIBENHUT, D. 0 

8309180977* 

90-333 

F 

EISENHUT.D 0 

8309180622 

90-279 

H 

EISENHUT.D, 0 

8305100702* 

90-295 

P 

EISENHUT.D 0 

8305180790 

90-361 

8 

EISENHUT.D 0 

8305100830 

90-272 

S 

EISENHUT.D 0 

8305180836* 

90-272 

8 

EIBENHUT, D 0 

8305190046 

90-397 

A 

EISENHUT, D, 0 

0305190094* 

90-397 

A 

EIBENHUT, D 0 

0305190060* 

90-397 

A 

EISENHUT.D, 0 

83051 90068* 

90-397 

A 

EISENHUT. D 0 

8305190077* 

90-397 

A 

EISENHUT.D 0. 

8309200190 

90-382 

a 

EISENHUT. D. 0 

8305200266 

50-279 

p 

EISENHUT.D 0 

8309230206 

50-279 

R 

EISENHUT.D 0 

8309230216 

50-275 

R 

EISENHUT, D, 0. 
EISENHUT. D, 0 

8309230324 

8309230381 

PR 

90-309 

P 

EISENHUT.D 0 

0309230704 

90-470 

A 

EISENHUT.D 0. 

0309290066 

50-275 

R 

EISENHUT.D 0, 
EISENHUT.D 0 

8309260149 

8309260211# 

hI8C 

50-290 

P 

EL-A9HRY, M. T 

8309260307 

90-327 

B 

ELDRINOHOFF, V 

8309290976# 

S0-4B3 

0 

ELDRINOHOFF.V 

0309290976* 

50-483 

0 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORl 

EL IN, J 0 

8309170937* 

50-380 

ELLIOTT, C W 

B30509047S 

50-352 

ELLIOTT. N R 

B30S240S41 

50-247 

ELLIOTT. N R 

B309240546 

90-247 

ELLIOTT, N R 

0309270503 

90-247 

ELLIS, J 

8212300009 

90-449 

ELLIS, J 

0309020422 

80-445 

ELLIS, J 

8303020430# 

90-445 

ELLIS, J 

8305020437* 

90-445 

ELLIS, J 

0305040296 

90-445 

ELL 18, J 

0305040499 

30-445 

ELLlBi J 

0309040907 

90-445 

ELLIS, J 

8309040913 

50-445 

ELLIS, J 

8309090443 

50-445 

ELLIS, J 

93091 10137 

50-443 

ELLIS, J 

03051 10332 

30-445 

ELLIS. J 

0305110347 

50-445 

ELLIS, J 

03091 10397 

50-445 

ELLIS, J 

93091 t036B 

90-445 

ELLIS, J 

93091 10397 

60-445 

ELLIS, J 

0305130066 

50-445 

ELLIS, J 

8309130175 

50-445 

ELLIS, J 

0305170287 

50-445 

ELL 1 8. J 

8309170513 

50-445 

ELLIS, J 

8305180272 

PH 

ELLIS. J 

0309200904 

50-445 

ELSAS8ER. T 

0305160142# 

50-293 

EL8A98ER. T 

0305290443* 

50-245 

ELSASSER, T C 

8309020332# 

90-57 

EL8A38ER, T C 

8309090236* 

90-97 

ELSASSER, T C 

8309060029 

50-293 

ELEABBER, T C 

8303110399# 

90-823 

ELSASSER, T C 

8309290309# 

90-213 

ELSASSER. T C 

0305290496# 

90-184 

ELBA8SER, T C 

0309290469# 

90-336 

ELSASSER. T C 

0305290504# 

50-2 IJ 

ELSASSER, T C 

8309270208# 

90-184 

EL8EN. H J 

8309100416# 

90-237 

EMCH, R L 

0305040196 

90-199 

EHCH, R L 

0305090484 

90-155 

EHCH, R L 

8309160031 

90-159 

EHCH, R L 

0305310149 

50-159 

EHERBON, » 

0309090069 

50-423 

EMPEY, D C 

0309120404# 

30-410 

EMSHWILLEB.J R 

8305100003 

FOIA 

ENGBLOM, H. R 

8305230104 

71-91 35 

ENOELKEN, R H 

S309 160200# 

90-312 

ENGELMANN. R 

0309040002 

40-8584 

ENGLE, L B 

8309060109 

90-330 

ENGLE. L B 

8305200709 

30-338 , 

EPLEfl.E P 

6305090255# 

30-272 

EPPLE. 0 

S30S290973# 

50-433 

EPPLE.O 

8305290573# 

90-433 

EP8TEIN, E 

8305120494* 

40-672 

EPSTEIN. E 

8309120462# 

40-672 

EPSTEIN, E 

6309120466# 

40-672 

EPSTEIN. R B 

8309270966 

30-247 

ERICKSON, K T 

8309030646# 

90-247 

ERICKBONrK T 

8309030646# 

30-247 

ERICKSON, K T 

8309030646# 

30-247 

ERNST. H L 

8305170996 

OEN TEC 

E8TEV.H P. 

8305030719 

40-8064 

EUftY. L H 

6305020453 

30-261 ' 

EURY. L U 

0309200009 

30-261 

EUftY. L U 

B309290249 

30-261 

EVANS, C. A 

8305260304* 

30-290 

EVANS, C D 

8309270086# 

30-393 

EVANS, J H 

8309260004# 

71-3332 

EVERETT, R J 

8304120582 

ILE 1 

EVERETT, R. J 

8309030308# 

70-846 ' 

EVERETT, R. J 

8305060462 

40-8004 

EVERBOLE. R E 

0305260004* 

71-3932 

FAIR. J R. 

0305030474# 

80-403 

FALCONER. D 

8305270338# 

50-269 , 

FALCONER. D 

8305270411# 

50-269 1 

FALCONER, U C 

8305020429 

90-443 i 

FALCONER. J C 

8305020429* 

30-443 

FALLIN. J F 

6305100346 

PROJ 

FARI8, J. A. 

6305060600# 

90-346 j 

FARLEY. J H 

8305240404* 

90-348 

FARHANrR. F 

8305200691* 

30-373 1 

FARRAR, D. L 

8305020106* 

30-10 

FARRAR, 0 L 

83050201 IS* 

30-486 ! 

FARRAR, D L 

0305060104 

30-434 1 

FARRAR. D L 

0305130144# 

90-373 t 


PERSONAL AUTHOR INDEX 


AUTHOJ? 

ACCESSION 

NUMBER 
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CATEGORY 

FARRAR. 0 L 

0305170331# 

50-374 

Q 

FARRAR. D L 

8305170425# 

50-373 

a 

FARRAR. D L 

B30S200523* 

50-454 

Q 

FARRAR. D (. 

8305200S40# 

50-454 

0 

FARRAR. D L 

0305240308* 

50-373 

Q 

FARRAR. D L 

8305240315# 

50-373 

Q 

FARRAR. D L 

0305260202* 

50-454 

Q 

FARRAR, D L 

0305270173# 

50-456 

0 

FARRAR. D L 

8305270409# 

50-454 

Q 

FARRAR. D U 

0305310095 

50-295 

Q 

FARRAR. D L. 

0305310117-# 

50-237 

Q 

FARRELt.R E 

0305260334# 

50-373 

a 

FARRELL V.T J 

B303030531 

90-247 

0 

FAR AND, A 

0305030164# 

50-320 

0 

FAUCONNEAU. 0 

0305120484# 

50-461 

0 

FAULAENJ1ERRY. D 

8305240390 

50-275 

0 

FAULKENDERnV. D 

0305240393# 

50-275 

0 

FA\r. C W 

0305030275 

50-301 

0 

FA/. C W 

8305030200# 

50-301 

s 

FAY.C H 

0305030376 

50-266 

s 

FAY. C W 

8305030302# 

50-266 

s 

FAY.C W 

0305030523 

50-266 

F 

FAY. C W 

0305130009 

50-266 

P 

FAY.C W 

8305130034 

50-266 

S 

FAV. C H 

8305160169 

50-266 

R 

FAY.C M 

B305160171# 

SO-266 

R 

FAV. C M 

0305170252# 

90-266 

a 

FAV, C W 

8305170263# 

50-266 

Q 

FAY.C W 

0305170226 

50-266 

S 

FAY, C H 

0305200229 

50-266 

0 

FAY.C W 

0305240131 

50-266 

P 

FAY. C H 

0305240331 

30-301 

S 

FAY.C W 

0305240350 

50-301 

8 

FAY, C W 

0305240379 

50-266 

8 

FAV, C W 

8305240412 

50-301 

8 

FAY.C W 

0305240497 

50-266 

P 

FAV.C M 

8305270241 

50-266 

Q 

FAY.C W 

0305270550 

50-266 

0 

FEIERABEND.C D 

8305240061# 

50-202 

0 

FEIL.R A 

0305170439# 

50-397 

0 

FEITKNECHT.C 

0305030593 

50-334 

R 

FEUCH. F a 

B305020425 

50-443 

0 

FELCH.F B 

8305020429* 

50-443 

0 

FELroN. J M 
FELTON. J M 

B304270424 

8305020007 

50-313 

70-378 

F 

FELTON. J M 

D305030076 

50-295 

F 

FELTON. J rt 

0305030104 

90-295 

F 

FELTON. J H 

B30S0301S0 

SO-275 

F 

FELTON. J « 

0305030214 

50-282 

F 

FELTON. J H 

0305030231 

50-309 

F 

FELTON, J M 

B3050306S5 

SO-321 

F 

FELTON, J M 

0305030693 

50-289 

F 

FELTON, J M 

0305040007 

50-305 

F 

FELTON, J M 

0305040022 

50-245 

F 

FELTON, J M 

0305040069 

50-454 

F 

FELTON. J H 

0305040335 

30-3 

F 

FELTON. J M 

0305040259 

30-315 

F 

FELTON. J M 

0305040575 

30-320 

F 

FELTON. J M 

0305040504 

30-369 

F 

FELTON, J H 

0305040614 

50-283 

F 

FELTON. 0 M 

0305040628 

30-239 

F 

FELTON, d H 

B3OS04O64B 

50-321 

F 

FELTON, d M 

B3OSO5O20S 

3D-3B7 

F 

FELTON, J M 

0305050300 

30-209 

F 

FELTON, d M 

0305050311 

30-395 

F 

FELTON, d M 

0305050377 

30-320 

F 

FELTON, d. M 
FELTON, J M 
FELTON, d H 
FELTON, J M 

FELTON. J M 

0305060073 

0305060112 

0305060123 

0305060135 

8305060144 

50-206 

FDIA 

FOIA 

40-672 

FOIA 

P 

FELTON . J M 

B30S06033B 

50-402 

F 

FELTON, d M 

0305060575 

50-313 

F 

FELTON. J 

8305060595 

50-346 

F 

FELTON. J M 

B30S060616 

50-340 

F 

FELTON, d tt 

B30S060627 

50-317 

F 

FELTON, d M 

8305060673 

50-293 

F 

FELTON, d M 

830S06D692 

50-346 

F 

FELTON, d M 
FELTON, d N 

8305090024 
830509024 I 

30-206 

FOIA 

H 

FELTON, d M 

0305090292 

50-566 

A 

FELTON, d M 

8305090306 

50-373 

0 

FELTON, d. M 

B30S090329 

30-443 

F 

FELTON, d rt 

0305090942 

50-350 

T 

FELTON, d « 

8305110369 

30-213 

F 
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FELTON, d M 

0305120007 

FOIA 


FELTON, J M 

0303120010 

FOIA 


FELTON, d M 

0305120070 

50-330 

a 

FELTON, J M 

8305120095 

FOIA 


FELTON, J M 

0305120224 

40-672 


FELTON, J (1 

0305120488 

50-271 

a 

FELTON, d H 

0305120566 

50-267 

F 

FELTON, J M 

8305120576 

FDIA 


FELTON, J M 

0305120594 

50-289 

F 

FELTON, d M 

B30SI30307 

50-272 

F 

FELTON, J M 

0305130310 

50-307 

F 

FELTON, J M 

0303160195 

50-312 

a 

FELTON, d M 

8303160235 

30-312 

B 

FELTON, J M 

0303160279 

30-389 

F 

FELTON, d M 

8303160203 

50-369 

F 

FELTON, d M 

8305160208 

50-313 

F 

FELTON, J M 

0305160292 

50-413 

F 

FELTON, d, N 

8303180001 

30-490 

A 

FELTON, J M 

0303100005 

FOIA 


FELTON, d M 

0303180316 

50-237 

P 

FELTON, J M 

0305190009 

30-329 

0 

FELTON, J M 

8309200007 

50-320 

P 

FELTON, J M 

0309230007 

50-458 

F 

FELTON, J M 

8305230028 

FOIA 


FELTON, d M 

0305230069 

FOIA 


FELTON, J 11 

0305230112 

40-1478 


FELTON, d M 

0309230219 

FOIA 


FELTON, d M 

8303230223 

FDIA 


FELTON, d M 

0303230232 

FOIA 


FELTON, d M 

B309230246 

FOIA 


FELTON, d M 

B30924D0B7 

90-373 

a 

FELTON, J M 

0303240294 

90-245 

p 

FELTON, d M 

0309240369 

FOIA 


FELTON, J N 

830529002? 

FOIA 


FELTON, d M 

0309260397 

50-350 

A 

FELTZ, D E 

0309030232 

50-128 

p 

FERO, 0 A 

8309030171 

50-34 1 

A 

FERO, 0 A 

0309030178# 

30-341 

A 

FERO, 0 A 

8309090004 

90-341 

A 

FERGUSON, R N 

8309200637# 

90-373 

P 

FERNANDEZ, C 

0209210332# 

90-336 

P 

FIATARONEid V 

8309060220# 

40-672 


FIATAHDNE. J V, 

0309120474* 

FOIA 


FIEDLER, P B 

8309020362 

90-219 

P 

FIEDLER, P B 

8309030369 

90-219 

F 

FIEDLER, P B 

0305030441 

90-219 

3 

FIEDLER, P a 

8309050022 

90-219 

F 

FIEDLER, P 6 

0305110374 

30-219 

P 

FIEDLER, P B 

8303160023# 

90-2 ^.9 

Q 

FIEDLER, P B, 

0303170938 

90-219 

P 

FIEDLER, P B 

8309200900 

90-219 

0 

FIEDLER. P B 

0309230436 

90-219 

R 

FIEDLER, P 0 

8303270082 

90-21 9 

P 

FIELD, d A 

0303200002 

CONTRACT 


FIELDS, K C 

8303030637* 

50-399 

8 

FIELDS, K C 

8303030061* 

90-399 

8 

FIELDS, d A 

0305050400 

CONTRACT 


FIELDS, J A 

8309060341 

CONTRACT 


FIELDS, J A 

8309060379 

90-329 

A 

FIELDS, d A 

8303110233 

CONTRACT 


FIELDS, J A 

8309160318 

90-367 

A 

FIELDS, d A 

8309190906 

CONTRACT 


fieno.o 

0309020924 

TOPREP 


FIENO, D 

0309090932 

TOPREP 


FINAHaRC, B A 

0309030902 

50-537 

0 

FINAHORE, B A 

0309100210 

50-937 

0 

FINAMDRE.B A 

8309100390 

50-937 

0 

FINAMORE. 8 A 

0309100390 

30-537 

0 

FtNANORErB A 

0305120291 

90-937 

G 

FINAHORE. B A 

8309120291 

30-937 

0 

FINAMORE. e A 

8309160149 

90-537 

0 

FINAMORE, B A 

0309160181 

50-937 

G 

FINAMORE, 6 A 

8309190221 

50-537 

0 

FINAMORE, B A 

0309240993 

50-937 

0 

FINDLAY, d A 

0309090426 

NUREG 


FINDLAY, d A 

0305110196 

NUREO 


FINK, d 

0305240544 

50-440 

0 

FINLAVSaN,F 

G30S1 10027 

NUREO 


FtNN,d A 

8305230139# 

70-1193 


FINNERAN, d C 

0305090523# 

30-443 

T 

FIORELUI.O 

0305170302# 

50-920 

8 

FIORELLI,0 

83031 70564# 

30-528 

0 

FIQRELH.Q. 

B30SV90049# 

50-329 

a 

FIORELLt, 0 

0305230139* 

FOIA 


FlREBAUGHiL 

0305040246# 

50-369 

B 
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FIREBAUOH, L 

8305040260# 

90-369 

8 

FISCHER, B 

0305170015 

50-311 

P 

FISCHER, D 

8303170079 

90-272 

P 

FISCHER, D 

0309170117 

50-272 

P 

FITZGERALD, d A 

8304040391 

90-322 

U 

FITZGERALD, J A 

8303100252 

90-322 

U 

FITZGERALD, d A 

0305100366 

50-322 

H 

FITZGERALD, J A 

8303180430 

90-322 

H 

FITZGERALD. J A 

S3051 00437 

50-170 

U 

FITZGERALD, d A 

6303180443 

90-322 

H 

FITZPATRICK, B 

0309120468# 

90-266 

0 

FLACK. E 

8305030405 

50-290 

a 

flack, E 

0309030460 

It,E 


FLACK, E 

8305090224 

50-200 

0 

FLAGG, D. M 

8305240944 

90-440 

0 

FLANAGAN, 0 0 

8309190208 

50-322 

D 

FLANAGAN, D 0 

0305190200 

50-022 

0 

FLANNERY, E J 

8309200457# 

QA999 


FLANNERY, E d 

0305200460* 

0A999 


FLEENOR, C 

B30S06D174 

CONTRACT 


FLEENOR, C 

8305110031 

CONTRACT 


FLEENORiC 

8305110504 

CONTRACT 


FLEENOR. C 

8309120513 

CONTRACT 


FLEENOR, C. 

6305170606 

CONTRACT 


FLEI8CHAKER, 0. 

8309060491 

50-279 

0 

FLEiaCHAKER.D 

8309090438 

50-879 

G 

FLEZ8CHAKER, 0 

8305090430 

50-279 

G 

FLElaCHAKER.D 

6305200273* 

50-279 

P 

FLEISCHAKER, D 

8309200273# 

90-279 

P 

FLEI8CHNANN, R 

0309270117 

50-278 

8 

FLEISCHMANN, R 

8309270104 

90-277 

S 

FLEISCHMANN, R 

8309270239 

50-277 

8 

fleisher.z S 

8305050039 

90-247 

0 

FLEISHER, Z 8 

8305200609 

90-247 

G 

FLEURY.E R. 

0305090337* 

70-378 


FLORY, C A 

8309090620 

HASTE MOT 

FLYNN, J. D, 

8305090486 

90-398 

C 

FLYNN, 11, 

8305110539 

CONTRACT 


FLYNN, M 

8309200149 

CONTRACT 


FLYNN, R M 

8305020022* 

FOIA 


FLYNN, B M 

8309030000# 

FOIA 


FLYNN, R H 

8309030027# 

FOIA 


FLYNN, R.M 

8305030063* 

FOIA 


FLYNN, R. M 

0309030073# 

FOIA 


FLYNN, R M 

8305030169* 

FOIA 


FLYNN, R H 

6309030339# 

70-378 


FLYNN, R. M 

8309040239# 

FOIA 


FLYNN, H M 

0305040573# 

FOIA 


FLYNN, R.M, 

0303040983# 

70-378 


FLYNN, S F. 

8309240446 

90-400 

0 

FLYNN, 8, F. 

8309240991 

90-400 

0 

FLYNN, 8. F 

8309290489 

PR 


FOLEY, T 

8309100433* 

90-247 

4 

FORD, d T. 

0309030001 

71-6894 


FORD, d. T 

8305050100 

70-1201 


FORD, d T 

8305090209 

70-1201 


FORD, J T 

8309260376 

70-1201 


FOREMAN, H 

0303270634 

50-382 

0 

FORTUNA, R.A 

8305180233# 

FOIA 


FOHTUNA.R A 

B305180263* 

FOIA 


FDRTUNA.R A, 

8303180209# 

FOIA 


FORTUNA, R A 

8308180291# 

FOIA 


FOSTER, D 0 

0305100161 

90-424 

a 

FOSTER, D 0 

8309250492 

90-424 

s 

FOSTER, E R. 

0305270089 

50-336 

a 

FOSTER, d, E 

8309190306# 

FOIA 


FOSTER, W. E. 

0305030391# 

QA99? 


FOSTER, M E 

8309030925* 

0A999 


FOSTER, W E 

8309240462# 

0A9?9 


FOURNEY, N L 

83091 10912 

NUREG 


FOll.R, H 

8305040593# 

CONTRACT 


FRAOOLA, J, R 

8309110119 

NUREG 


FRAHM, H 

8309060482# 

90-272 

8 

FRAHMiR. 

B3090604B9# 

50-311 

a 

FRAHM, R. 

8309110274* 

90-311 

8 

FRAHM, R 

8305160097* 

50-311 

8 

FRAHM, R. 

8309160102# 

50-311 

a 

FRAHM, R 

8309160123# 

90-311 

8 

FRAHM, R 

0305170370# 

90-311 

a 

FRAHM, R 

0309200397# 

90-272 

8 

FRAHM, R 

8309200946# 

90-311 

S 

FRAHM. R. 

8309250901 

90-311 

a 

FRANCIS, E. 

8309030293 

40-8728 


FRANCIS, E. 

8309030262# 

40-8728 


FRANK, L. 

8309190440 

90-244 

0 


AUTHOfi 


PRANK. L 
FRANKLIN. E H 
FREDRICKSON. P 
FREEMAN. H D 
FRENCH. J F 

FRENCH. L D 
FREUDENTHAL. N 
FREODENTHAL, N 
FREUDENTHAL. N 
FREUDENTHAL. N 

FREUDENTHAL. N 
FREV. D 0 
FREY.D 0 
FREY. D 0 

frizzle. C D 

FROUNFELKER. R 
FROUNFELKER. R 
FRYE. J H 
FRYE. J H 
FRYE. J H 

FRYE. J H 
FRYE. J. H 
FRYE. J. H 
FRYE. U H 
FRYE.d H 

FRVE.J H. 
FRYLINO. R 
FUHRMAN.O R 
FUHB. A 
FULLER. C M 

fuller. E D 
FULTON, d F 
PUNCHES, d L 
FURBUSH.N H 
OAD. R. K 

OAD. R K 
OAD.R K 
OAD. R. K 
OAD. R. K 
OAOE. d 

OAOE. K. 

OAOLIARDO. d E 
OAOLIARDO. d E 
OAOLIARDO. d E 
OALEF. a. R. 

OALLAOHER.P d 
OALLO. d 
OALLO. d. 

OALLO. d 
OALLO. d 

OALLO. d. 

OALLO. d 
OALLO. d 
OALLO. d 
OALLO. d 

OALLO, d. 

OALLO. R 
OALLO. R 
OALLO. R M 
OALLO. R. M 

OALLO. R M 
OALLO. R H 
OALH.D T 
OAMBLE. D H 
OAMBLE. D H 

OAMBLE. D. H. 
OAMHIE. 0. B 
OARCIA.E M 
OARCIA.H d 
OARCIA. P. d. 

OARCIA.P d. 
OARDE. B 
OAROC, B.P. 
OARDNER, R. N 
OARLAND.W L. 

QARLAND.U L 
OARNER. L. M. 
OARRIBBAi S. 
OARRITY. d. H 
OARRITY.d H 

OARRITY. J. H. 
OARRITY, d.H. 
OARRITY. d M. 
OARRITY.d H 
OARRITY.d M 
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AUTHOR 

accession 

NUMBER 

8309190462 

50-369 

0 

OARRITY.d H 

8303160065 

B3O923O0B6* 

71-9607 


OARRITY.d H 

8303(90308 

8309270629* 

90-438 

a 

OARRITY.d M 

8305200341 

8309260404 

40-8760 


OARRITY.d H 

8303200360 

8303240917 

30-247 

H 

OARRITY.d H 

8303200467 

8309030997* 

50-29 

S 

OARRITY.d H 

8303200469 

8309030273* 

40-0730 


OARRITY.d H 

8303200927 

8309130363 

40-8064 
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40-672 

40-672 

90-402 Q 

90-313 S 

HAHN, 0 T, 

HAIRSTON. H 0 
HAIRSTON, H 0 
HAIRSTON, H 0 
HAlRBTONiH O 

6309110912 

6309030989* 

8309090194* 

6309090196* 

6309090203* 

NUREO 

90-364 8 
90-346 8 
90-348 8 
90-346 8 

HARRELL, E. H 
HARRELL, E H 
HARRELL, E H 
HARRELL. E H 
HARRELL, e H 

90-443 F 

90-483 0 

90-159 0 

90-247 P 

90-460 0 

HAIRSTON, M 0 
HAIRSTON, M 0 
HAIRBTON, H O 
HAIRSTON, M 0 
HAIRSTON, M 0 

6309100139* 

6309110260* 

6309200327* 

6309200362* 

8309230944* 

90-364 8 
90-364 B 
50-340 R 
90-364 R 

90-34B 8 

HARRELL, E H 
HARRELL. E U 
HARRELL, E H 
HARRELL. E H 
HARRELL, E H 

90-309 P 

FOIA 

FOIA 

FOIA 

FOIA 

HAIRSTON, U 6 
HAIRSTON, H 0 
HAIRSTON, W. 0. 
HAI8LER, R K 
KAIST.D P. 

8309230990* 

6309290393 

6309290901 

8309270629 

6309170390* 

90-348 6 

50-346 8 

90-340 8 

50-321 8 

90-908 a 

HARRELL, e U 
HARRELL, E. U 
HARRELL, E H 
HARRELL, E W 
HARRELL, E U 

FOIA 

90-321 H 

90-321 P 

PR 

90-321 P 

HALE.C J 

HALE.C J 

HALE, C J 

HALL, B. 

HALL, B L. 

6309020307* 

8309090226* 

6309200340* 

8309100109* 

6304260299 

06999 

aA999 

06999 

90-324 0 

90-400 8 

HARRELL, E. U 
HARRELL, E N 
HARRELL, E H 
HARRELL, E. U 
HARRELL, E N 

90-321 F 

90-321 Q 

50-366 P 

90-321 P 

90-366 P 

HALL, D. P 

HALL, 0 P. 

HALL, D P 

HALL, D. P, 

HALL, 0. P. 

6304090243 

6309020111 

6309040298 

8309060976 

6309120479 

90-461 K 

90-461 a 

90-461 8 

90-461 a 

90-461 8 

HARRELL, E. W 
HARRELL, P, H 
HARRINGTON, H. 0 
HARRINOTONtN. D 
HARRINGTON, H D 
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8309240413* 

8309240421* 

8309260247* 

8309270017 

8309310129 

8309310183 

8309110119 

8309110237 

8309090403* 

8309100099 

8309230393 

8309200656 

8309230294* 

8309130301 

8309180831 

8309190492 

8309260097 

8309030688 

8309240614 

8309090310* 

8309120199* 

8309030296 

8309270401* 

8304190937* 

8309030183* 

8309030979* 
83090901 28* 
8309090206* 
8309090217* 
8309090224* 

8309110329* 

8309110382* 

8309110419* 

8309200432* 

8309200981* 

8309230936* 

8309290342 

8309290380 

8309290400 

8309290433 

8309290926 

8309290932 

8309040988* 

8309030198 

8309030169* 

8309030279 

8309030283* 

8309030397 

8309030364* 

8309030611 

8309030619* 

8309030639 

8309030640* 

8309090186 

8309090191* 

8309090210 

8309090219* 

8309090271 

8309090276* 

8309100023 

8309100029* 

8309100299 

8309100269* 

8309110289 

8309110288* 

8309110330 

8309110336* 

8309110493 

8309110469* 

0305170406 

8309170412* 

8309200146 

8309200279 

8309200284* 

8309200974 

8309200983* 

8309290288 

8309290384 

8309290417 

8309270323 

8309270339 

8309090226* 

8304180990 

8309020134 

8309090290 
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90-461 A 
90-461 6 

90-461 A 
90-461 A 
90-461 a 

SO-461 S 
NUREO 
NUREO 
0A9^99 
90-312 F 

90-302 p 
90-440 C 
FOIA 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 
90-201 P 
90-201 p 
70-378 

90-445 0 

90-261 a 
90-261 0 

90-327 S 
90-327 a 

90-327 B 
90-327 a 
90-327 8 

90-328 a 
90-320 a 

90-327 8 

90-327 S 
90-328 a 
90-327 S 
90-327 a 

90-327 8 

90-328 B 
90-328 8 

90-328 8 

90-328 a 

80-327 8 

90-327 S 
TOPREP 
90-338 8 

90-338 8 

90-339 8 

90-339 8 

90-339 a 
90.-339 8 

90-330 3 

90-338 8 

90-339 8 

90-339 8 

90-338 a 
90-338 S 

90-339 8 

90-339 8 

90-339 8 

90-339 B 
90-339 8 

90-339 8 

90-339 0 

90-339 8 

90-338 8 

90-338 0 

90-337 8 

90-339 0 

90-339 a 
90-339 8 

90-338 a 

90-338 a 
90-338 8 

90-339 8 

90-339 B 
90-338 8 

90-338 8 

90-338 8 

90-339 8 

90-338 S 
90-398 8 

90-339 S 
0A999 

90-293 P 
90-293 R 
90-293 0 
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author 

NUMBER 

CATEGORY 

AUTHOR 

HARRINOTON, H D 

B30S090200 

90-893 

P 

HELTEMES.C J 

HARRINOTONiU D 

6303100133 

30-893 

R 

HELTEMES. C J 

HARRINOTON. H D 

03031 10334 

90-893 

8 

HELTEME8) C J 

HARRINOTON. U D 

S3031 10336 

90-893 

9 

HENRYrL 0 

HARRINOTON. VI D 

0303110334 

90-893 

S 

HENRY, P. C 

HARRINOTON. VI D 

8303130193 

90-893 

H 

HENRY, W. 0 

HARRINOTON. N D 

6303160044 

90-893 

P 

HrNSLEVi K D 

HARRINOTON. W D 

6303160061 

90-293 

P 

HeN6Ley»K o 

HARRINOTON. U 0 

6303160134 

90-293 

R 

hc;rotiA r 

HARRINOTON. U D 

0303 170 173 

30-893 

F 

HERINO. R F 

HARR I NOTON. M D 

6303170343 

90-893 

P 

HERlNQj R r 

HARRINOTON. U D 

9303170413 

90-293 

P 


HARRINOTON. H 0 

0303170989 

90-893 

R 

HERIMOiR r 

HARRINOTON. U D 

8303190084 

90-293 

8 


HARRINOTON. N 0 

6303190147 

90-893 

P 

HERMANN, R 

HARRINOTON. U 0 

B309190176 

90-893 

8 

MERrJAN* R U 

HARRINOTON. W D 

6303 190386 

30-893 

8 

HERNANDEZ* 0 H 

HARRINOTON. W D 

S303S00899 

30-893 

P 


HARRINOTON. H D 

S303800447 

90-893 

P 

HERRi R 1^ 

HARRINOTON. M D 

0303830434* 

30-893 

8 

HERRINGTON, F A 

HARRINOTON. N D 

0303830490 

30-893 

F 

HERBCHjH h 

HARRINOTON. VI. D 

0303830909 

30-293 

8 


HARRINOTON. M D 

6303830916 

50-893 

8 

HESSONt 0 ti. 

HARRINOTON. N D 

0303830933 

30-893 

8 

HIATTiS L 

HARRINOTON. N D 

8303270073 

30-893 

Q 

HIATT, a L 

HARRIS. G L 

8303830311* 

CONTRACT 


HIATT# a L 

HARRIS, 0. 

8303170466 

90-829 

F 

HIATTiB L 

HARRIS, J.R 

3303870200* 

90-937 

Q 

HIATTiS U 

HARRIS, J R 

8303870419* 

90-438 

8 

HIATTi a L 

HARRIS. J R 

9303870991 • 

90-400 

Q 

HIATT, 8 L 

HARRIS. R J. 

6303800637* 

90-373 

P 

HlATTtS L 

HARRIS. 8 

S309SS0436* 

90-483 

0 

MrckEV. J u 

HARRISON. F. 

8309100417* 

90-324 

R 

HTCKCYi J U. 

HART, 0. 

6309110334* 

COMM t 881 ON 

HXCKEVbJ Uf. 

HARTMAN. B (. 

6309240469 

90-460 

0 

HICKEY. J W 

HARTMAN. 8. U. 

8303340469 

90-460 

0 

HICKEY. J H. 

HARTMANN. P. L 

8309100871* 

90-899 

8 

HICKEVr J H 

HARTZMAN. R M 

8303160084 

90-847 

0 

HICKIN. R A 

HARTZHAN. R M 

8303160024 

80-847 

0 

HICKS. K M 

HARVEY, R V 

6303840393 

71-6990 


HIOOINDOTHAH, U 

HA68E. R, 

0309180447* 

90-373 

8 

HIOOINBOTHAM. L. 

HASBE.R A. 

B309S60S90* 

90-461 

a 

HIOOlNaOTHAH. L 

KASBE.R. A. 

6309260334* 

90-373 

a 

HlLLi 0 H 

HAUOHEY.M F. 

8309180094 

90-410 

A 

HILLi R T 

HAVERKAMP. D 

8309110903* 

90-333 

a 

HILL, T, 0. 

HAVERKAMP.D. R. 

8303890230* 

90-886 

Q 

HILL, T K 

HAVERKAMP, D R 

8309890469* 

90-336 

a 

HILL# T X 

HAWKINS. E F 

8309170371* 

70-8 


HILL, W H 

HAWKINS, F .C, 

8309170193* 

90-946 

a 

HIMO. J 

HAVMINS. F, C, 

8309170319* 

90-346 

8 

HIND, J A. 

HAWKINS. F. C. 

8309190296* 

90-331 

a 

HIND, J A 

HAWKINS. F. C, 

8309860290* 

90-461 

a 

HIND, J A 

HAWKINS. F, C 

8309860898* 

90-409 

a 

HIND. J, A. 

HAWKINB.F C 

8309860334* 

90-373 

a 

HlNOi J, A 

HAWTHORNE. J. ft 

8309060347 

NUREO 


HIND. J, A 

HAVES. D. W. 

8309080339* 

90-461 

a 

HIND. J A 

HAYES. D. W 

03O9IOOI76* 

90-494 

0 

HIND, J. A 

HAYES, 0 W. 

0309170028* 

90-461 

a 

H IND. J A 

HAYES, D W 

0309180094* 

80-490 

a 

HINDB, J M. 

HAVES. D. W. 

8309190030* 

90-389 

a 

H INMAN, H. 8 

HAYES. D W. 

8309840268* 

30-496 

Q 

H1NRICH8, 0 

HAYNES, ft. 0. 

8801070110* 

40-678 


HINRICHS, 0 

HAZELTINE. J 

8309110089* 

90-373 

p 

HlNRICHSi O 

HfAD.e F 

8309870908* 

90-366 

8 

HIP6HER. W M 

HEALEY. J. A 

8309840917 

90-847 

H 

HIPBHER. W M 

HEATHERLY, T. L. 

8309870303* 

30-390 

a 

H1R8CH, D 

HE BEL, C 

8309130880* 

30-894 

8 

HIRSCH. D 

HEDOLE80N, F. A 

B309U0120 

NUREO 


HlftSCH. D, 

HEIDER, L. H. 

6309340343 

90-271 

V 

HOAOLAND. R 0. 

HEIDER.L H. 

6309840398 

30-89 

P 

HQDODON. A P 

HEIDER, L. H. 

8309890969 

80-871 

P 

HOOODON. A P 

HEIMBACH, L. 

8309840318 

30-847 

F 

KOOOE8. H. 

HEI8HMAN, ft. F. 

8309180199* 

30-449 

8 

KOOANi C. F. 

HEISHMAN.ft. F. 

8309360899* 

90-397 

a 

HCOANr J. U 

HELD, J. T. 

8303310080* 

90-333 

p 

HCLBROOK. VI W 

HELD.J T 

8303310020* 

90-333 

p 

HOLBROOK, W. W. 

HCLFftJCH, ft. E 

8309180348 

PR 


HOLCOMBE, U. C 

HELOEBON. K. A. 

8309860371 

70-820 


HOLDEN. C. F 

HELLER, J 

8309080348* 

80-318 

a 

HOLDER, E T 

HELLER, 0 K 

8309800847* 

30-893 

0 

HOLDER. E T. 

HELLER. J, K. 

6309840037* 

90-899 

Q 

HOLDER. E T. 

HELTEMES.C, J. 

8304010199* 

MISO 


HOLDER. E. T. 

NELTEME8. C, J. 

8304040991* 

MtBC 


HOLLAND. a A 

HELTEMES.C, J 

8304140328* 

MIBC 


HQLLORAN. R W. 

HELTEMES.C. J. 

6309040730 

90-899 

P 

HOLLORAN, R.W 
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NUMBER 

rATFOOnV' 





- 

HOLM0ECK.P 

0309170969* 

90-494 

830983091 1 

Ml sc 


HOLMDECK.P 

0309170969* 

50-494 

8309830919* 

Ml sc 


HOLM0ECK.P 

0305170969* 

30-434 

8309830984* 

MISC 


HOLMES -RAY. P 

8305270990* 

50-366 

8309100892 

50-57 

S 

HOLODV, 0 J 

0309130888* 

50-271 

83051 10380 

50-302 

8 







HOLONICH, J J 

0309850193 

50-488 

8309060382 

PR 


HOLONICH. J J 

6309890231 

50-482 

8303030099 

70-143 


HOLT. R R 

830903068?* 

50-247 

8305800638 

70-143 


HOLT, R B 

630503062?* 

50-247 

8309870179* 

90-389 

Q 

HOLT.R R 

030903068?* 

50-247 

8309030897 

90-319 

P 







HOUHAY.F I 

8309890331 

50-443 

8305090363 

90-319 

R 

HaLYOAK. R H 

0309190004* 

50-373 

6303160094 

30-319 

R 

HOLVOAK, R H 

B30519014 3* 

50-373 

6305160181 

50-319 

P 

HOLZHER. M 

630908034 S* 

50-315 

0305860831 

30-319 

P 

HOPCRAFT. C P 

0309840031 

71-9163 

8305170027 

50-220 

P 







HOPPER. A 

0305130899 

CONTRACT 

8309040336 

50-389 

E 

HOPPER, A 

6309180783 

CONTRACT 

8305260868* 

90-875 

Q 

HORIN. M A 

830909001S 

50-445 

0309060877* 

90-844 

P 

HORIN. W A. 

0305050013 

50-449 

0309 100307* 

90-4S2 

Q 

HORIN. M A 

0309100867 

50-449 

8303060383* 

90-298 

1 







HORIN. VI A 

6309100267 

90-449 , 

8309860097* 

XPORTLIC 


HCRIN. M A 

8309130860 

50-449 

8309260070 

XPORTLIC 


HORIN. M A 

8309130860 

50-445 

8301060137* 

90-309 

P 

HORIN. W A 

8309100449 

PR 

8309040928 

90-440 

0 

HORTON, 0 M 

8305040887* 

FOIA 

8309040941 

90-440 

0 







H03EV, C M 

8305870269* 

50-860 

8303040944 

50-440 

0 

HQSEV. C M 

0309870384* 

50-850 

8309090834 

FOrA 


HOUSTEAU, L 

6309840403* 

QA999 

8309170309 

90-440 

0 

HOUSTON. 0 

B3098901SO 

50-416 

8309170341 

90-440 

0 

HOUSTON, ft W 

6304140161* 

50-352 

8309100347 

PR 








HOUSTON. R H 

6309080090* 

50-373 

8309180404 

PR 


HOUSTON. R. W 

630917037 B* 

90-373 

8309080801* 

FOIA 


HOUSTON. R W 

6303170368* 

90-373 

8309040297* 

FOIA 


HQUT8. P S 

6303270040* 

50-320 

8309040408* 

FOIA 


H0UT8, p a 

6309870046* 

30-380 

8309130006* 

40-672 








HDVI, L 

6309840336 

50-449 

8309130016* 

40-672 


HOWARD. A T 

0309190108* 

90-329 

8309130093* 

40-672 


HOWARD, A T 

8309190179* 

90-373 

8309870109* 

CONTRACT 


HOWARD, A T 

8309190807* 

FOIA 

8309840494 

90-847 

0 

HOWARD, T R 

0309030705 

40-0534 

8305090982 

WASTE MOT 







HOWE.P H 

8309030808 

50-384 

8309090617 

HASTE MOT 

HOWE. P M 

0309030463 

50-384 

83091 102IB 

WASTE MOT 

HOWE. P W 

8309060176 

50-329 

8309060383* 

90-898 

I 

HOWE. P M 

0305800997 

50-384 

8309100370* 

90-329 

p 

HOWE. P VI 

6303800685 

50-384 , 

6309130113 

50-400 

s 







HOWE. P VI 

0309240434 

90-324 

0309800998 

50-440 

o 

HOWE, R. 8 

0309800314 

30-30? 

8309800696 

30-440 

0 

HOYLE. A 

0309040998 

CONTRACT 

8309170884* 

30-498 

Q 

HOYLE. A, 

0309060846 

CONTRACT 

8309870192 

90-859 

S 

HOYLE. A 

6305110190 

CONtRACT 

8303880177 

40-8061 








HOYLE. A 

0305110194 

CONTRACT 

8309100379 

90-837 

o 

HOYLE, A 

6309130396 

CONTRACT 

0303100387* 

90-837 

a 

HOYLE. A 

0309160038 

90-247 . 

8309100409* 

90-199 

o 

HOYLE, J 

8309060468 

90-847 

8309170136 

90-866 

a 

HOYLE. J C 

6309060890 

50-877 

8309190343 

90-863 

F 







HOYLE. J C 

630906089B 

90-889 

8309200498 

90-319 

F 

HOYLE. J C 

8309090499 

90-337 

8309870486 

90-309 

0 

HOYT.H F 

630489084 1 

50-443 

0309870493* 

90-309 

a 

HOYT.H, F 

6303030970 

90-443 ' 

8309840868* 

50-496 

a 

HOYT.H F 

6309060463 

50-443 

8309080198* 

FOIA 








HOYT.H F 

6309090908 

90-443 

8309030380* 

90-847 

S 

HOYT.H F 

6309100SOO 

50-443 

B309030407* 

90-847 

8 

HOYT.H F 

6309130181 

50-443 1 

8309160089* 

90-847 

8 

HOYT.H F. 

0305170476 

90-443 

6309110134 

27-48 


HOYT.H F 

0309840431 

90-443 

6309110199 

27-48 








HOYT.H F 

0309870596 

90-443 

6309170385 

30-142 

0 

HSIEH. 0 

0309170101 

NUREO 

8309800496 

90-142 

0 

HSU, Y Y 

8305870109 

NUREO 

B309S00692 

90-142 

0 

HU, C. K 

6305100881* 

50-352 

03091 10918 

NUREO 


HUANO. A Y 

8305100881* 

50-352 

0309060339 

90-392 

0 







HUBACEK. W a 

6305160075* 

50-498 . 

0309860328 

90-392 

0 

HUBBARD, K. S 

6305190809 

50-440 

8103300876* 

90-416 

A 

HUBBARD, M U 

6305800656 

90-440 

030919020? 

90-440 

0 

HUBBARD. R B 

0305860183* 

50-275 

8309240917 

90-847 

H 

HUDSON, a. D 

0305800392* 

50-880 

8309100349* 

QA??9 








HUDSPETH, J B 

6305060681* 

90-348 

8309100399* 

0A??9 


HUEBNER.L 0 

0309030592* 

30-461 

8309180178 

90-806 

H 

HUETERrU. J 

6305840892* 

30-331 

8309290490* 

90-87 1 

Q 

HUFFMAN, 0 N 

8309870297* 

90-333 , 

8309090849* 

90-860 

S 

HUFFMAN, 0 N 

8309870387* 

50-869 

3309090872* 

90-899 

S 



■ 




HUFFMAN,© M 

8305870466* 

90-302 ' 

8309100014* 

90-299 

8 

HU0HE8. J 

6309030916* 

50-494 P 

0309170034* 

90-896 

B 

HUSHES, J 

8309030916* 

50-454 ; 

8309290271* 

90-889 

P 

HUOHES. J 

8309030916* 

50-494 . 

8309840144 

TOPREP 


HUSHES, J 

0309030916* 

50-494 f 

8309240194* 

TOPREP 
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KaOHEBiP 0 

B3091 103?0it 

90-303 

8 

JAFFEi 0 H 

WaSHSB, P 0 

8309130188* 

90-302 

S 

JAPFE. D H 

HUKILLiH 0 

8309080333* 

90-389 

Q 

JAFFE. 0 H 

HUKILiU.H 0 

8309030095 

30-389 

S 

JAPFE. H 

KUXILL.H D 

8309030103 

90-389 

S 

JAIN, H 

RUXILLiH D 

8309030436 

90-369 

S 

JAKUBA1T18. ' 

KimiLL. H 0 

B30S060394 

90-389 

P 

JAKUBAITIS. ' 

KUKILL. H D 

8309060498 

90-389 

R 

JANO. J C 

HUKILCiH D 

0305060649 

90-389 

R 

JAPE, F 

KUKILL. H 0 

8309090433 

90-389 

P 

JAPE. F 

HUKILL. H D 

83091 10236 

90-389 

S 

JAPE. F 

KUKIL-L. H D 

83091 10333 

90-389 

S 

JAPE, F 

KUKILL. H D 

83091 10346 

90-289 

s 

JAPE. F 

HUIKILL. H D 

8303130099 

90-389 

p 

JAPE. F 

KUKILL. H 0 

8309130069 

90-389 

p 

JAPE, F 

KUKILL. H D 

8305130070* 

50-389 

P 

JAPE. F 

KUKILL. H D 

8305130160 

90-389 

F 

JAPE. F 

KUKILL. H D 

8303190198 

90-289 

P 

JAPE, F 

KUKILL. H D 

8305190340 

50-369 

R 

JARBQE, E 0 

KUKILL. H. D 

8309300173 

50-389 

P 

JAUDON.J P 

KUKILL. H D 

8305300503 

50-289 

P 

JAUDQN. J P 

KUKILL. H & 

8305800547 

30-369 

8 

JEN I SON. K M 

KUKILL. H 0 

8305350269 

90-389 

P 

JENKINS, 0 R 

KUKILL. H. D 

8309360065 

50-389 

0 

JENKINS. 0 R 

KUKILL. H D 

8305360094 

50-389 

P 

JENKINS, 0 R 

KUKILL. H 0 

8305270303 

50-289 

R 

JENKINS, 0 R 

HUKILL.H D 

8305310305 

90-389 

P 

JENKINS, 0 R 

HULHAN. L 0 

6305100248* 

90-329 

T 

JENKINS, 0 R 

HUNNKUTT. D M 

6303100009* 

90-192 

0 

JENNINGS, F 

HUNNICUTT. D n 

8303100143* 

90-498 

Q 

JERMAN,P C 

HUNNICUTT. D M 

6303100249* 

50-449 

0 

JERHAN, P C 

HUMHICUTT. D (1 

6305330314* 

90-450 

0 

JERHAN, P C 

HUMNICUTT. D K 

B309230449* 

30-449 

0 

JO, J 

Ht/MNUM.M H 

S305230015 

90-301 

p 

JOHNSON, A 

HUMSTAD. A A 

6305340153 

50-306 

s 

JOHNSON, B D 

HUKSTAD. A A 

8305340166 

90-383 

s 

JOHNSON, B 0 

HUNT. H D 

6309270101* 

90-309 

0 

JOHNSON, B D 

HUNTER. S n 

6305360231* 

90-358 

0 

JOHNSON. B D 

HUNTER. R 3 

6305160104 

50-315 

p 

JOHNSON, B D 

HUNTER. R 8 

6309340086* 

50-319 

Q 

JOHNSON, B 0 

HUNTER. R S 

83093 100B8 

50-319 

P 

JOHNSON, B D 

HURFORO.H J 

6309040363 

50-361 

P 

JOHNSON, B 0 

HURFORO.H J 

6309340004 

50-384 

P 

JOHNSON, B 0 

HURFORD. N U 

6305350493* 

PR 


JOHNSON. B D 

HURSK. J S 

6305060300* 

40-678 


JOHNSON. B 0 

HWANO. T 

8305030330 

XPORTLIC 


JOHNSON, 8 0 

HVLKAi R 

6303060517* 

90-237 

8 

JOHNSON, 8 0 

lAVEWDITTI. A 

8309870075 

90-230 

S 

JOHNSON, B 0 

IBEN. C A 

8309020154* 

90-294 

8 

JOHNSON, B 0 

IDEKER. R L 

8305030694 

70-143 


JOHNSON, B 0 

IDEKER, R L 

8309190033 

70-143 


JOHNSON, B 0 

IONATONI8. A 

8309030374 

90-491 

S 

JOHNSON. B D 

lONATONlS. A 

8309110363 

50-370 

8 

JOHNSON, B U 

lONATONlS. A 

8309130186 

90-370 

S 

JOHNSON. C E 

leNATOHIS. A 

8309370160* 

50-369 

Q 

JOHNSON. C E 

IONATONI8. A 

8309310174 

30-369 

8 

JOHNSON, E H 

lONATDNIS.A J 

8309370334* 

90-413 

Q 

JOHNSON. F 

I0NATON1S.A J 

830937041 1* 

50-369 

0 

JOHNSON, 0 E 

lUNATONIS.A J 

8309270482* 

90-937 

0 

JOHNSON, 0 E 

IdKIATONIS.A J 

8309370602* 

90-413 

0 

JOHNSON. 0 E 

ILBEHe. D 

8305110136 

90-313 

p 

JOHNSON, 0 E 

IHS. U 

8305110037 

NUREO 


JOHNSON, 0, E 

IPPOLITO. T. A 

8309030704 

HISC 


JOHNSON, 0 E 

IflBY.fi J 

8305030372* 

50-896 

s 

JOHNSON, 0 E 

IRUIN. 0 R 

8309110512 

NUREO 


JOHNSON. 0 E 

I RUIN. R B 

6305340517 

50-347 

H 

JOHNSON, J 

IS LEV. r 

6305130309* 

50-346 

8 

JOHNSON, J. C 

ISLEV. T 

6305340341 

50-346 

s 

JOHNSON, J D 

ISSERQU. 8 

6305130366* 

40-673 


JOHNSON. L 

JABBOUA. K N 

8305030038 

50-413 

E 

JOHNSON, L 

vlABBDUR.K N 

8305240031 

50-413 

E 

JOHNSON. L 

JABBOUR. K N 

6305250311 

50-413 

0 

JOHNSON, L 

UACKIU. 1 N. 

6305030356* 

50-305 

0 

JOHNSON, P H 

UACKIU. I N 

6303130468* 

50-366 

0 

JOHNSON, T C 

JACKIH. I N 

8305340061* 

50-383 

0 

JOHNSON, T L 

JACKSON. 0 

8309060194* 

71-9179 


JOHNSON, T L 

JACKSON. J 

8309350935* 

PR 


JOHNSON, T L 

JACKSON. K 

8309090693 

WASTE MOT 

JOHNSON, T, L 

JACKSON. L 

8309370378* 

50-937 

Q 

JOHNSON. U 

JACKSON. L H 

8309370442* 

50-338 

Q 

JOHNSON, W D 

JACOBS. R 

8305250338 

50-373 

8 

JOHNSON, W D 

JACaUES.P 

8305030078* 

50-316 

8 

JOHNSON, W D 

JACaUEB, p 

6309030151* 

50-315 

S 

JOHNSON. W D 

JACaUES.P H 

6309130101* 

50-315 

S 

JOHNSON, U. D 

JAFFE.D K 

8309040783 

50-317 

P 

JOHNSON, W 0 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

B309170846 

50-317 

P 

JOHNSON, W D 

8305330480* 

90-482 

4 

830S1S0996 

50-317 

P 

JOHNSON, W K 

8305290548* 

50-483 

0 

8305180768 

90-317 

P 

JOHNSON, W K 

8305350948* 

90-483 

0 

8305340441 

90-247 

H 

JOHNSTON, 0 

83051 703BS* 

50-928 

0 

S30S020947 

NUREO 


JONES. D W 

8305270167* 

70-143 


8309060544* 

90-299 

8 

JONES.D W 

8305310023* 

70-1201 


8305340214 

50-304 

S 

JONES. W C 

8305030156 

90-289 

p 

8305110277* 

90-317 

0 

JONES. W C 

8305030429* 

90-289 

F 

8305270191* 

50-369 

Q 

JONES. W C 

8305040619* 

90-289 

F 

8309270349* 

50-309 

Q 

JONES, W C 

8305060069 

90-289 

I 

6309270306* 

90-416 

0 

JONES, W C 

8305060186 

90-289 

P 

8305370367* 

90-339 

0 

JONES, W C 

8305120603* 

90-289 

F 

8309270493* 

90-389 

0 

JONES, W C 

8309160037 

90-289 

P 

8309270470* 

90-416 

a 

JONES. W. C. 

8309160111 

90-289 

R 

B309870S8I* 

90-369 

a 

JONES, W C 

8309170469 

90-289 

R 

8309370526* 

90-359 

Q 

JONES. W C 

8305240474 

90-289 

P 

B30937096S* 

50-390 

Q 

JONESON, B J 

8305120471* 

40-21 9 


8309270987* 

50-291 

Q 

JONESON, B J 

8305120476* 

40-219 


8309180183 

40-8035 


JORDAN. E L 

8303040021 

90-3 

0 

8309100361* 

90-313 

Q 

JORDAN, E L 

8303040023 

90-3 

0 

8309330348* 

SO-313 

Q 

JORDAN, E. L 

8303040025 

90-3 

Q 

8305130142 

90-380 

8 

JORDAN, E L 

8303040026 

90-3 

a 

8309270116* 

70-1113 


JORDAN, E L 

8303040027 

90-3 

a 

0305370897* 

50-335 

0 

JORDAN. E L. 

830304002B 

90-3 

a 

0305370387* 

50-869 

a 

JORDAN. E L 

8303040030 

90-3 

a 

8309370427* 

90-416 

0 

JORDAN, E L 

8303040031 

90-3 

Q 

8305870446* 

50-395 

Q 

JORDAN. E. L. 

8303040033 

90-3 

0 

8305270466* 

50-308 

0 

JORDAN, E L 

8303040034 

90-3 

0 

8305050257* 

50-133 

P 

JORDAN. E L 

8303040040 

90-3 

0 

8305120303* 

40-673 


JORDAN, E L 

8303040046 

90-3 

0 

8305130310* 

40-672 


JORDAN, H 

8305270011* 

90-261 

p 

8305130372* 

40-672 


JORDAN, N, 

8305020911 

90-331 

8 

8305110131 

NUREO 


JORDAN, M J 

8309020480* 

90-10 

a 

8305170564* 

90-938 

0 

JORDAN, M J 

8309100218* 

90-331 

0 

8305030138 

50-399 

S 

JORDAN. W. H 

6309270634 

90-382 

0 

8305030173 

90-299 

s 

JORDAN, W 8 

8305160002 

90-443 

0 

0305040475 

90-255 

0 

JORDAN. W 8 

8309160002 

90-443 

0 

8305060363 

50-395 

8 

JORDAN. W B 

8309160019 

90-443 

0 

8305100076 

90-255 

R 

JORDAN, W S 

8309160019 

90-443 

0 

8305100170 

50-855 

P 

J0R0EN8EN. B L 

8309200247* 

90-299 

Q 

8305100378 

90-355 

6 

J0R0EN8EN, B L 

8309240037* 

90-299 

0 

8305100396 

50-355 

8 

JOSHUA, C 

8309240917 

90-247 

H 

8305130140 

50-255 

8 

JOY, J 

8309240454 

90-247 

0 

8305130308 

90-395 

8 

JOYNER 

6309100004 

90-272 

8 

8305130335 

50-355 

8 

JOYNER, J. 

8305030499 

90-394 

8 

8305340011 

50-355 

S 

JOYNER, J 

8309120434 

90-272 

8 

B305340043 

50-255 

Q 

JOYNER, J H 

8309020499 

90-219 

8 

8305240371* 

50-355 

0 

JOYNER. J. H. 

8309030294 

90-286 

9 

8305340410 

50-355 

R 

JULIAN. C 

8309270219* 

90-290 

3 

8305310168 

50-35‘5 

S 

JULIAN. C 

8309270439* 

90-280 

a 

8305310197 

50-255 

8 

JULIAN, C 

8309270944* 

90-338 

a 

8305310303 

90-255 

8 

JULIAN, C. A. 

8309100098 

90-290 

a 

8306100304 

RES 


JULIAN. C A. 

8309130142 

90-280 

8 

8305100143* 

50-458 

0 

JULIAN. C. A. 

8305270499* 

90-330 

a 

8305330314* 

50-450 

0 

JULIAN, C A 

8309270490* 

90-280 

a 

8305300356* 

50-383 

Q 

JUNOE.H A 

8309110363* 

90-317 

8 

8305110089* 

50-373 

P 

JUNOE, M A 

8309190392* 

90-318 

S 

8305030504 

50-413 

0 

JUNOE. M. A. 

8309230960* 

90-317 

8 

8305030576 

90-413 

0 

KAHLE. J B, 

8309290937 

70-143 


8305050080 

90-413 

0 

KAHLE. J B 

8309270121* 

90-302 

a 

8305100833 

90-413 

0 

KAHLE. J B 

8309270469* 

90-111 

a 

8305110463 

50-413 

0 

KAL1VIANAKI8, N 

8309020142 

90-294 

8 

8305130056 

90-413 

0 

KALIVIANAKI8, N 

8309030321 

90-294 

8 

6305170556 

90-413 

0 

KALIVIANAKtS, N 

8309060390 

90-294 

8 

8305330055 

50-413 

0 

KALIVIANAKIS. N. 

8309090231 

71-6346 


8305160143* 

50-393 

0 

KALIYIANAKIS, N 

8309130212 

90-294 

8 

8305110147 

WASTE MOT 

KALIVIANAKIS. N. 

8309170372 

90-294 

tt 

8305310310 

NUREO 


KALIVIANAKtS, N 

8309240317 

90-294 

B 

8305030313* 

70-378 


KALIVIANAKIS, N 

8309240321 

90-294 

8 

8305030378* 

70-378 


KALIVIANAKIS. N. 

8309260286 

90-269 

8 

8305030286* 

70-378 


KALIVIANAKIS, N 

8309310142 

90-294 

8 

0305030333* 

70-370 


KALIVIANAKIS, N. 

8309310192 

90-265 

8 

0305170437* 

90-89 

a 

KALKWARF, D. R 

8309060674 

NUREO 


8305090670 

WASTE MOT 

KALKWARF, 0. R 

8309110497 

NUREO 


8305030086 

40-1341 


KALMAN, K L 

8309290283 

40-8697 


8305350199 

40-7069 


KALNIN8, A 

8309230271* 

50-28Y 

P 

8305350370 

40-8786 


KAMMER. D S 

8309030943 

90-390 

E 

8305350593 

40-8786 


KAMHER, D. 8 

8309040633* 

90-299 

F 

8305230475* 

90-385 

Q 

KAMMER, D 8 

8309130029 

90-327 

P 

8304150154* 

90-313 

0 

KAMHER, D S 

8309130041 

90-327 

F 

8305100116* 

50-483 

Q 

KAMMER. 0 8 

8309240394 

90-327 

P 

8305100160* 

90-488 

Q 

KAMMER. 0. 8. 

8309290473 

90-299 

P 

8305100344* 

90-309 

a 

KAMHER, D. S. 

8309270233* 

90-390 

0 

8305100361* 

50-313 

0 

KAMHER. D. S. 

8309270992* 

90-438 

a 

8305330348* 

50-313 

Q 

KAMICRER, C 

8309180221* 

90-498 

A 


PERSONAL AUTHOR INDEX 


mi 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KAMMERER, C 

830SS30199* 

50-320 

T 

KELLY, H J 

0399270249 

30*278 

S 

KIRSCH, D F 

8305170339# 

50-275 

Q 

KAMMEHER. C 

B30»A0401« 

90-398 

A 

KEMPER. J a 

8309020338 

80-352 

A 

KtRSCH, D F 

8309170361# 

50-361 

0 

KANOAi B K 

B309030460 

90-320 

R 

KEMPER. J a 

8309080202 

50-352 

Q 

KIRSCH. D F 

8309170365# 

90-206 

a 

KANOA. B K 

B309030927 

90-320 

8 

KEMPER. J 0 

B30S060907 

50-352 

A 

KIRSCH, D F 

8309170420# 

30-361 

0 

KANOAiB K 

8309060082 

90-320 

F 

KEMPER. J S 

0309100278 

30-352 

A 

KIRSCH. 0 F 

9305170421* 

50-361 

Q 

KAHOA<B K 

8309110321 

90-320 

S 

KEMPIAR, A J 

0309190332* 

80-373 

P 

KIRSCH. D F 

8305 170438* 

ao-SG 

a 

KAHOA> B K 

6309110370 

90-320 

S 

KEMPlAKiA J 

0309190369# 

30-373 

P 

KIRSCH, D F 

9309170437* 

90-87 

a 

KANOAiB K 

B309120019 

90-320 

H 

KENDALL. R 

0212070092* 

MtSC 


KTRSCH, D F 

8309170480* 

50-361 

a 

KAWiJAi 6 K 

B30S120312 

90-320 

T 

KENNEDY, D M 

0309110396 

90-255 

R 

KIRSCH. D F 

0305260262# 

90-273 

a 

KANOAiB K 

0309170439 

90-320 

P 

KENNEDY. R P 

0305170944* 

80-329 

A 

KIRSCH, D F 

B3OS260272# 

90-273 

a 

KANOA. 0 K 

B30917044B 

80-320 

P 

KENNEDY, R T 

7909180214# 

30-498 

S 

KIRSLIS, S 8 

8309100166# 

90-443 

0 

KANOAiB K 

0309200963 

90-320 

F 

KENNY, r J 

8309100410# 

50-206 

a 

KISH, J N 

83091 70153# 

90-546 

a 

KANOA. B H 

03O924O34S 

30-320 

R 

KENNY. T J 

8309290230# 

30-286 

Q 

KtSISEL, I T 

8309190303# 

90-373 

p 

KANOA. B, K 

6309290299 

90-320 

P 

KENYON. B 0 

8309100016 

80-307 

p 

KISTER. H 

8309100410# 

90-2G6 

a 

KANOAiB K 

0309290309 

90-320 

R 

KENYON. B 0 

8309100019# 

80-307 

p 

KISTER. H 8 

8309100433# 

50-247 

a 

KANOA. B K 

B3093 10001 

90-320 

B 

KENYON, B 0 

0399270259 

50-387 

Q 

KISTER, H 8 

8305110391* 

50-333 

a 

KANOA. D K 

0309310096 

90-320 

P 

KENYON, T J 

0309240660 

80-390 

A 

KISTER, H 8 

83051 1050S* 

50-333 

a 

KANOA. B K 

B3093i0US 

90-320 

P 

KEPPLER, J 0 

791 1190353# 

FOIA 


KISTER. H 8 

8305190334* 

50-410 

a 

KANOAiB K 

B309310196 

80-320 

P 

KEPPUER. J 0 

0308020336 

50-461 

Q 

KISTER, H 0 

8305200392# 

50-220 

a 

KANTOn. F. 

83091 70090# 

80-289 

O 

KEPPLER, J 0 

0398020339# 

80-461 

a 

KISTER, H 0 

8305230230# 

50-286 

0 

KAPLAN. C 

B30903060e 

80-247 

O 

KEPPLER, J 0 

0308060410 

80-295 

Q 

KISTER. H 0 

8305230453* 

90-244 

a 

KAPLAN. C 

8309240932 

90-247 

<t 

KEPPLER. J 0 

8309090549# 

80-358 

T 

KISTER. H B 

8305230538 

90-286 

a 

KAPLAN. C 

0309240932 

90-247 

Q 

KEPPLER, J 0 

8309100124 

80-329 

T 

KITLER, E J 

0305120330* 

90-320 

T 

KARMAN. M 

8309170002 

90-482 

O 

KEPPLER, J 0 

8305130280 

30-409 

a 

KLEIN. D 

0305100008 

90-172 

P 

KARHAN. N 

8309170999 

80-261 

0 

KEPPLER, J 0 

0305170392 

50-329 

H 

KLEINSOROE.W P 

0305270402* 

90-369 

0 

KAR8CH. R. 0 

B308030474* 

80-483 

Q 

KEPPLER. J 0 

8305170458 

80-454 

a 

KLEINSORQE.H P 

0305270406* 

90-400 

a 

KASTENBERO.M E. 

B309 130326 

ACR6 


KEPPUER, J 9 

8305190269 

80-358 

a 

KLEINSOROE.U P 

03O927O47B# 

50-379 

a 

KAUFMAN. P H 

0309260182 

30-279 

0 

KEPPLER, J 9 

0305190329* 

80-373 

a 

KLEVIN.P 0 

0309120234* 

40-672 


KAUFMANN. J, E 

B309 130361# 

CONTRACT 


KEPPLER, J 9 

0305190384* 

80-373 

a 

KLIHArD L 

03091 10296 

50-410 

D 

KAVANAUOH.P F 

8309060391# 

CONTRACT 


KEPPLER, J 9 

8305200454 

80-358 

A 

KL INOLER , 0 

0309090397 

50-272 

a 

KAWACHI.M, 

B309 170738 

71-9033 


KEPPLER, J 0 

6305200550 

50-350 

A 

KLINOLER. 6 

8309240439 

ILE 


KAY. J A 

0309060192 

80-29 

F 

KEPPLER, J 9 

0305240000 

40-2061 


KMETYK.L N 

8309310209 

NUREO 


KAY. J A 

8309060219 

80-29 

F 

KEPPLER, J 0 

8305240300 

90-266 

a 

KNAPP, M R 

8309090972 

WASTE MOT 

KAY. J. A. 

B309 100228 

80-29 

P 

KEPPLER, J 9 

0305240406 

80-461 

A 

KNAPP. P J 

8309120310* 

40-672 


HAVj u a 

8309110010 

80-29 

F 

KEPPLER, J 9 

0305240407 

80-461 

A 

KNAPP, P J 

0309 1 20372* 

40-672 


KAY. J. A. 

8309170499 

80-29 

P 

KEPPLER, J 9 

8305290144# 

50-373 

F 

KNBPPEL , 0 a 

8309 120269* 

70-82 


KAYf J A 

6309240364 

30-29 

P 

KEPPLER, J. 0 

8305260246 

50-461 

A 

KNICELEY. J. R 

0309030921# 

50-264 

0 

KEARNEY. 6 

9309030711 

40-2299 


KEPPLER, J 9 

8305260310 

80-329 

Q 

KNICELEY, J R 

8309100365# 

90-186 

0 

KEARNEY. B. 

8309060222 

40-8348 


KEPPLER, J 9 

8305260405# 

90-358 

T 

KNICELEY. J R 

S3052004S3# 

70-929 


KEARNEY. B 

8309160276 

40-299 


KERCH. H 

8305280578# 

50-387 

a 

KNIEL, K. 

8309060199# 

FOIA 


KEARNEY. J. J 

8309160398 

PR 


KERN. P 

8305100459# 

50-322 

H 

KNIGHT. M R 

0309260233 

90-546 

F 

KEARNEY. J J 

8309290420 

PR 


KERNS, M 

8305130120# 

30-206 

P 

KNIGHTON, S W 

0309020906 

90-400 

A 

KEARNY. B. 

8309130312 

40-2299 


KERR.O N 

830S170I37 

NUREO 


KNIGHTON, 0 W 

0309020990 

80-307 

E 

KEATINO. 0. E 

03O912O34B# 

90-461 

0 

KESHI8H!AN,P I 

8305120185# 

90-448 

4 

KNIGHTON, 0 W 

0309030022# 

80-387 

F 

KEATINO. 0 E 

8309120420# 

80-373 

0 

KESBLERiP J 

8309240917 

90-247 

H 

KNIGHTON. G H 

8309060290 

80-387 

P 

KEATINO. D E. 

8309190103# 

S0-2SS 

0 

KETZLACH.N 

8305240859 

70-2903 


KNIGHTON, 0 U 

8309060303# 

90-307 

P 

KEATINO. D E 

8309260231# 

30-398 

0 

KETZLACH.N 

8308240963 

70-2903 


KNIGHTON , 0 U 

0309060683 

80-361 

P 

KEATINO, L A 

8309100229# 

80-322 

0 

KEUPER, J 8 

8309280138# 

90-392 

A 

KNIGHTON, 0 U 

0305110179 

90-361 

P 

KEIHIO 

8309060990 

80-277 

s 

KEY, H J 

6309020360# 

50-331 

Q 

KNIGHTON, G U 

0309110102# 

90-361 

P 

KEIMIO.R 

8369030094 

80-209 

s 

KEY, N J 

0309120449# 

90-237 

a 

KNIGHTON, 0 H 

8309110108# 

90-361 

P 

KEIHIO, R 

6309030490 

80-272 

a 

KHLAFALLAH.M Z 

830 91 00201# 

90-392 

A 

KNIGHTON, 0 W 

8309130332 

90-443 

A 

KEIHIO, R 

8309030934 

80-289 

8 

KIBLER, D R 

8303240221 

90-331 

s 

KNIGHTON, 0 N 

8309130339 

90-443 

A 

KEIHIO. R. 

B3Q9060387 

80-277 

8 

KIBLER, D R. 

8308270429 

90-331 

8 

KNIGHTON, 0 M 

8309(70229 

90-361 

P 

KEIHIO, R 

8309100298 

90-272 

8 

KIEL, 9 R. 

8305170904 

XPORTLIC 


KNIGHTON, G N 

8309170236# 

90-361 

P 

KEIHIO, R. 

8309160199# 

50-289 

0 

KIEL.O R. 

8308170616 

XPORTLIC 


KNIGHTON, 0 U. 

8309170577 

90-400 

A 

KEIHIO, R. R 

8309170091# 

90-209 

0 

KIEL, 0 R 

8308170621# 

XPORTLIC 


KNIGHTON, G H 

8309180024 

90-279 

P 

KEIMIO.R R 

8309190266* 

90-219 

0 

KIEL.O R 

8308100067 

XPORTLIC 


KNIGHTON, O U 

8309180029# 

50-275 

P 

KEISERiH N 

8309030334 

90-307 

8 

KIEL, 9 R 

8308100073# 

XPORTLIC 


KNIGHTON, 0 H 

8305180032# 

90-275 

P 

REISER. H N 

8309060442 

50-307 

8 

KIEL. 9 R 

8308100833 

XPORTLIC 


KNIGHTON, 0 H 

8305200122 

30-400 

D 

REISER, H. U 

0309060992 

80-307 

0 

KIEL.O. R 

8308260018 

XPORTLIC 


KNIGHTON, Q N 

8309200129# 

50-400 

0 

KEt8ER,H H, 

8309110241 

80-307 

B 

KIEL.O R 

8308260064 

XPORTLIC 


KNIGHTON, G U 

0305200197 

90-400 

D 

KEI6ER. H. M 

8309110346 

80-307 

5 

KIMBRELL. M 

8308870011# 

90-261 

P 

KNIGHTON, 0 H 

0305200205 

50-400 

0 

REISER, H M 

8309110421 

80-307 

6 

KINCAID. R H 

8309170944# 

90-329 

A 

KNIGHTON. 0 N 

8309200209 

50-400 

D 

REISER. H U 

0309120422 

80-387 

0 

KINO.J P. 

8308240342 

90-322 

A 

KNIGHTON, 0 W 

0305230003 

90-920 

A 

REISER. H W 

8309160124 

80-307 

S 

KINNEMAN, J. 

8308080189 

ILE 


KNIGHTON, G N 

0309230263 

90-412 

A 

REISER. H U. 

8309160132 

90-307 

8 

KINNEMAN. J. 

8308080193 

ILE 


KNIGHTON, 0 W 

0309230273 

50-528 

E 

REISER. H H 

8309160140 

90-307 

0 

KINNEMAN, J. D 

8118160289# 

40-672 


KNIGHTON, 0, W 

0309230296 

90-400 

E 

REISER, H, M. 

8309200999 

90-307 

8 

KINNEMAN, J. D 

8308080166# 

40-3079 


KNIGHTON, 0, W 

0309240030 

90-928 

A 

REISER, H U. 

8309200640 

90-307 

8 

KINNEMAN. J. D 

8308060189# 

40-672 


KNIGHTON, 0 H 

8309260038 

90-443 

E 

REISER, H W. 

8309230471 

80-387 

B 

KINNEMAN. J. 0 

8308060214# 

40-672 


KNOP, R C 

0309020339* 

90-461 

Q 

KEITH, H. N. 

8309110264# 

50-333 

0 

KINNEMAN, J. D 

0308120830# 

40-672 


KNOP, R C 

0309170013 

90-461 

Q 

KEITH, H N 

8309110408# 

80-333 

0 

KINNEMAN. J. D 

6309120630# 

40-672 


KNOP, R C. 

0309240264 

90-496 

0 

KEITH, H N 

0309110416# 

80-333 

6 

KINNEMAN, J. D 

8309130031# 

40-672 


KDESTER.G L 

0309020421 

90-482 

F' 

KELLEY, 0. L. 

8309170318# 

30-448 

0 

KINNEMAN. J. D 

0308130037# 

40-672 


KOEBTER.G L 

0309030394 

90-482 

S 

KELLEY, J L. 

8309040412 

30-400 

0 

KINNEY. N N 

6309020332# 

90-97 

Q 

KOEBTERiG L 

0309030378 

90-482 

a 

KELLEY, J. L 

8309170472 

90-413 

0 

KINNEY, N W. 

0303090236# 

90-97 

Q 

K0E9TER. G L 

0309030492 

90-482 

8 

KELLEY, W. D. 

8309030479# 

04999 


KINNEY, N. U 

6308110398# 

90-228 

0 

K0E8TER, 0 L 

0305030622# 

90-482 

0 

KELLEY, N D. 

8309040200# 

FOIA 


KINNEY. U. H. 

0308230486# 

50-104 

a 

KOESTER.Q L 

0309060346# 

90-482 


KELLEY, N, D 

8309270307# 

0A999 


KINNEY, N U 

8303270200# 

90-104 

0 

KOESTER, 0 L 

0309200339 

90-482 

8 

KELLY, E H. 

8309030393# 

90-309 

0 

KINTNER.L L 

6309120022 

90-398 

A 

KQEaTER. 0 L 

8309230409# 

90-482 

a 

KELLY, U A 

8309020436 

90-313 

Q 

KIRK.U P, 

0308290302# 

70-371 


KOESTER, 0. L 

0305230567 

90-402 

If 

K^LLVi J* A 

8309030308# 

70-846 


KIRKMAN.R N 

8309120287# 

40-672 


KOESTER. G L 

8305310110# 

90-482 

0 

KELLY, J. A 

8309260304# 

90-298 

0 

KIRSCH, 0 F 

8309060380 

90-278 

8 

KOESTER. 0 L 

0305310148 

50-402 

B 

KELLY, R. B. 

8309030461 

PR 


KtRSCH, 0 F 

8309130107 

90-279 

S 

KOLTAY, P 

0305 too 433# 

90-247 

a 

KELLY, W J 

8309240397 

90-279 

8 

KlfiSCH, 0 F. 

8309160009 

90-279 

8 

HOMES, J H 

0309200593# 

QA797 

1 


I 


540 
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AUTHOR 

ACCESSION 

NUMBER 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEflORY 

KONKLINi J E 

Bsosoooses* 

30-341 

ft 

LANKSBURY, R D 

9303260224* 

30-440 

ft 

LEVl.R P 

8303230006 

ADVCM 


KONKLtN. J. E 

S305030S37* 

30-440 

T 

LANPHERiL C 

8305030001 

50-322 

0 

LEVI.R P 

8303230010* 

ADVCM 


KOSiNSKY. E J 

8305110491 

NUREO 


LANPHER.L C 

8303030001 

50-322 

0 

LEVl.R P. 

8303230017* 

ADVCM 


KOSLAi B 

8305120129 

40-3392 


LANPHER.L C 

8305100187 

30-322 

0 

LEVI.R P 

9305230023* 

ADVCM 


KOSLA. 0 

8305170724 

40-3392 


LANPHER.L C 

8305100137 

30-322 

0 

LEVl.R P 

8305230032* 

ADVCM 


KOSMAN.H D 

B30SO&03e3« 

S0-29B 

I 

LANPHER.L C 

6303180341 

PR 


LEVl.R P 

B30S230040* 

ADVCM 


KOUTSiH U 

8303110237 

NUREO 


LAHIZZA.O F 

8303230364* 

30-244 

8 

LEVI.R P 

B30S23004B* 

ADVCM- 


KRAFT. D C. 

9305200 196» 

30-148 

0 

LARSON, C E 

8303180332 

80-263 

ft 

LEVIN, H 

6303200333 

30-329 


KRAUL.C H 

8305020169# 

FQIA 


UASSAHN, 0 D 

8303110482 

NUREO 


LEVIN, H A 

8304220313 

80-329 


KRAUUC W 

8305040294# 

FOIA 


LATHAM. B 8 

8303100201 

50-322 

0 

LEVIN, H A 

8303200373* 

50-329 


XRAUU.C U 

8303050333# 

70-378 


LATHAM, 3 8 

3303100449 

PR 


LEVIN. H A 

B30S31019S 

30-329 

f 

KRAUL.C W 

8305050339# 

70-378 


LATHAM, H K 

8303060413 

30-312 

p 

LEVIN. H A 

8303310203* 

30-329 

P 

KRAUSE. D F 

9305060414# 

30-313 

9 

LATHAM, W K 

6303060429 

30-312 

p 

LEVINE. D L 

8303260004* 

71-8832 


KRAUSE. D F 

8305240374# 

50-313 

8 

LATHAM. M K 

8303130160 

30-312 

s 

LEVINE, J M 

S30S060S91* 

30-313 

f 

KRAUSE. R U 

8305 120439# 

50-298 

S 

LAUREMSON, J A 

0303090496 

50-482 

0 

LEVINE. J M 

8303260249 

80-368 

E 

KRAVITS. D L 

8305170070# 

CONTRACT 


LAUREN80N. J A 

8303090503 

50-482 

0 

LEVINE. S 

B30S230039* 

FOIA 


KRECHTINO.J E 

8305030271 

50-273 

R 

LAUREMSON. J A 

8303160131 

30-322 

0 

LEVINE. 8 

8303230037* 

FOIA 


KRECHTINO. U E 

8305030538 

30-273 

R 

LAHSON.L T 

8303260261 

50-269 

J 

LEVINE. 6 H 

B308 160353 

PR 


KRECHTINO.J E 

8305100173 

50-273 

R 

LAYFIELD. R L 

9303030207# 

70-378 


LEHIS.H 

B30S1S067B* 

ACRB 


KRECHTINO.J E 

8305120203 

30-275 

R 

LAYFIELD, R L 

8303030212# 

70-378 


LEHI8. J P 

9303180047* 

80-247 

P 

KRECHTINO.J E 

8305170311 

30-273 

R 

LAYFIELD, R L 

8303030264# 

70-370 


LEM 1 8. K. B 

8305160177 

30-332 

G 

KRECHTINO.J £ 

8305190377 

50-273 

R 

LAYFIELD. R L 

830S030304* 

70-370 


LEWIS, M I 

9303030418 

PR 


KRECHTINO.J E 

8305230213 

30-273 

R 

LAYFIELD, R L 

0303030309# 

70-370 


LEWIS. M I 

B305200441 

PR 


KRECHTINO.J E 

8303230336 

50-273 

R 

LAYFIELD, R L 

0305030332# 

70-370 


LEWIS, M 1 

S3032004S6 

PR 


KRECHTINO, J E 

8305230466 

50-273 

R 

LAYFIELD, R L 

03OSO4O5S7* 

70-370 


LEWIS. M I 

9303240316 

S0-3SS 

0 

KRECHTINO.J E 

8303310186 

30-273 

R 

LAZARUS, H 

8303030430 

30-272 

B 

LEWIS. N. D 

B30S3 10076 

30-460 

G 

KRICH.R M. 

8303030153 

50-253 

8 

LAZARUS. H J 

8303230463# 

30-336 

Q 

LEWIS. R C 

8303100096 

30-230 

a 

KRICH.R K 

8305030642 

30-253 

8 

LAZO.L 

8303170186 

50-412 

F 

LEWIS. R C. 

8303270202 

30-259 

a 

KRICH.R M. 

8305100306 

30-235 

S 

LAZO. L 

8303170199 

30-412 

c 

LEWIS, R C 

8303270280 

30-302 

a 

KRIEOER. R M 

8303100377 

30-206 

P 

LAZO, L 

8303310234 

30-412 

F 

LEWIS. R C 

9303270343 

30-289 

ft 

KRIEOER. R U 

8303120166 

50-206 

P 

LE FEBVRE, B J 

8305100273# 

30-334 

ft 

LEWIS, R C 

8303270349 

30-309 

ft 

KRIEOER. R H 

9303120189 

50-206 

P 

LE.N 8 

8303120153* 

30-443 

ft 

LEWIS. R C 

8303270362# 

30-239 

ft 

KRIMN. R U 

9303060306 

50-247 

0 

LEAVERTON. W 

8305240317 

30-234 

8 

LEWIS. R. C. 

6303270363# 

50-389 

ft 

KRIMH.R W 

9303100122 

30-293 

F 

LEDDICK, R S 

0305030489 

50-308 

8 

LEWIS, R C 

8303270394 

S0-33a 

ft 

KRIHH.R W 

8305100143 

30-289 

F 

LEDDICK, R S 

6303160049 

50-300 

8 

LEWIS, R C 

8303270412 

80-393 

ft 

KRDNZEK. A L 

0303120373 

FOIA 


LEE.B S 

8303110127 

NUREO 


LEWIS. R C 

8303270421* 

30-338 

ft 

KRUe. H E 

B303270SB7# 

30-231 

ft 

LEE.M R 

8303120264# 

40-672 


LEWIS. R C 

0303270433* 

30-393 

0 

KUCZYN3KI.L A 

8303030338# 

80-397 

S 

LEE.N R 

8305310102 

30-430 

I 

LEWIS, R C 

8303270437* 

30-338 

ft 

KUCZYNSKI.L A 

8303060398# 

50-387 

s 

LEE.O R 

8303030214 

30-267 

P 

LEWIS. R C 

B303270474* 

30-261 

ft 

KWCZVNSKI.L A 

B30SU0247# 

30-337 

S 

LEE. 0 R 

8308030222# 

30-267 

P 

LEWIS. R C 

0303270479 

30-261 

1) 

KUCZYNSKI.L A 

Bsosuosse# 

30-387 

8 

LEE.R 

8305270109 

NUREO 


LEWIS. R C 

8303270494* 

30-261 

ft 

KUCZYNSKl.t A 

8303160131# 

30-387 

8 

LEE, T D 

9303200318# 

70-143 


LEWIS, R C 

8305270499 

30-302 

ft 

KUCZYNSKI.L A 

8303200646* 

30-387 

S 

LEE, T D 

8305270613# 

70-143 


LEWIS. R C 

6303270307 

S0-3B9 

■Q 

KUHNS. U 0 

8303020463# 

30-219 

1 

LEECH. P H 

9303110219 

30-336 

P 

LEWIS, R C 

8308270309* 

30-302 

ft 

KUNDER.O A 

8303120333# 

30-320 

T 

LEFAVE.W T 

9303100166* 

30-443 

0 

LEWIS. R C 

0303270512 

30-393 

ft 

KUNISHI.H 

8305110398# 

30-334 

P 

LEIDICHi 0 R. 

630S040S16* 

30-440 

T 

LEWIS. R G 

8303270319* 

30-393 

ft 

KUNKEL.T C 

6303270373 

80-247 

H 

LEMON. C E 

930S200S73# 

30-329 

A 

LEWIS, R. C 

6305270527* 

30-260 

ft 

KUSHNER. M 

8303030439 

30-334 

8 

UEMPOES.T E 

B304U0S16 

30-220 

R 

LEWIS, R C 

8303270329* 

30-309 

ft 

KUZO.O B 

9303270334# 

30-302 

ft 

LEMPOES, T e 

6305060426 

30-220 

8 

LEWIS, R C 

8303270339 

30-333 

0 

KNOK.K 

8303160043 

30-20 

S 

LEMP0E8, T e 

8303060333 

30-220 

8 

LEWIS. R. C 

0303270579* 

30-335 

ft 

LABAT. V 

8303200134# 

CONTRACT 


LEMPOEB. T E 

0303160097 

30-220 

R 

LEWIS, R C 

8303270380 

30-324 

ft 

LACEY. W 3 

8303030311 

30-334 

8 

LEMP0E8, T E 

0303170393 

50-220 

R 

LEWIS, R. C 

8303270396* 

30-414 

ft 

LACEY. H S 

8303110343 

30-334 

S 

LEMPOES, T, E 

8305200203 

30-220 

B 

LEWIS. R C 

8303270621* 

30-324 

0 

LACEY. N S 

8303120402 

30-334 

8 

LEMP0E8. T E 

8303200303# 

30-220 

ft 

LIANO, C Y 

8303100166* 

30-443 

0 

LACEY. W 8 

8303160058 

80-334 

8 

LENAHAN. J J 

8303270236# 

80-389 

a 

LICHTENBEROEfi 

6303200072 

TOPREP 


LACEY. U, 8 

8303190163 

30-334 

S 

LENAHAN.J J 

830S27034B# 

30-400 

ft 

LICITRA, E A 

8303110022 

30-820 

A 

LACEY. N 8 

8303230320 

30-334 

8 

LENAHAN. J J 

8308270379* 

80-389 

Q 

LICITRA, E A 

8303170219 

30-828 

A 

LAOUN.R 

0303030193 

lAE 


LENAHAN.J J 

8303270632* 

50-400 

ft 

LICITRA, E. A 

8303240253 

30-328 

A 

LAFLAMME. 8 J 

8303230463# 

30-309 

8 

LENTINE.F 0 

930S0403I7 

30-293 

P 

LIDEN, E A 

8303030013 

30-272 

P 

LAFUEUR. J D 

8303230231# 

FOIA 


LENTINE.F 0 

8303170218 

80-293 

P 

LI DEN, E. A 

8308090437 

80-272 

P 

LAORANOE. R 0 

6303100419# 

30-443 

0 

LENTINE.F 0 

8303200331 

50-293 

ft 

LIDEN. E A 

0303110007 

50-311 

p 

LAORANOE. R 0 

8303100424# 

30-443 

0 

LENTINE.F 0 

6303240473 

80-293 

P 

LIDEN, E. A 

9303110134 

30-272 

P 

LAINASiO C 

8303060333 

30-247 

P 

LENTINE.F 0 

8303240306 

30-293 

P 

LIDEN, E A. 

8303170328 

30-272 

P 

LALK. K 

8303230363# 

30-483 

0 

LENTINE.F 0 

6308230077 

30-295 

P 

LIDEN. E. A. 

8308230094 

S0-3U 

P 

UALK. H 

8303230363* 

30-483 

0 

LEONARD. J R 

9303160286* 

30-369 

F 

LIDEN, E. A 

0303230304 

30-272 

P 

LAH8.C 

B30St70SBl* 

30-454 

0 

LEPEL. E A 

8303110437 

NUREO 


LIEBERMAN, J. 

830S040S48* 

50-135 

0 

LAHB. C 

B30S1703B1# 

30-434 

0 

LES8Y. R P 

9303030317 

27-39 


LIEBLER. 0. H 

8303040247* 

30-3 

F 

LAKBrC 

6303170301# 

30-484 

0 

LE88Y, R, P 

8303060329 

30-443 

0 

LIN, D L 

8305110432* 

30-373 

R 

LAHBERT.N E 

8303160129 

30-262 

P 

LESSY. R P 

8303100138 

30-443 

0 

L INDELL, M 

8303270046* 

30-320 

P 

LANDERS. D F 

B30S270001 

30-322 

A 

LE8SY. R P 

8303100219 

50-443 

0 

LINDER, F 

9303020146 

30-409 

a 

LANDORAF. L C 

830S0904BO 

30-341 

F 

LESSY. R P 

6303100221* 

30-443 

0 

LINDER. F 

830510002S 

30-409 

p 

LANDORAF, L. C 

830S0904SO 

30-341 

F 

LESSY. R. P 

6303100334 

30-443 

0 

LINDER. F. 

8303120066 

90-40? 

p 

LANDIS. K D 

8303200430 

30-333 

8 

LESSY, R P 

6303100336 

80-443 

0 

LINDER, F 

8303130112* 

30-409 

ft 

LANDRIEU. P R H 

8303230387 

30-334 

R 

LESaV, fi P 

8303100373* 

30-443 

0 

LINDER. F 

8303160030 

30-409 

p 

LANDSMAN. R B 

8305100217 

30-329 

T 

LESSY. R. P 

9303100392* 

30-443 

0 

LINDER. P, 

8303230398 

30-409 

p 

LANDSMAN. R B 

8303100861 

30-329 

T 

LESSY, R P. 

8303100411# 

30-443 

0 

LINDER, F. 

8303240327 

30-409 

ft 

LANE. V M 

8308270533 

30-322 

9 

LESSY. R, P 

8303100423# 

30-443 

0 

LINDER, F. 

8305310169 

30-409 

F 

LANIK . 0 

8303040748# 

30-239 

P 

LESSY, R. P 

6303100430# 

80-443 

0 

LINDSAY. F J 

6303130211* 

30-304 

8 

LANKFORD. J 

8303090461* 

30-393 

ft 

LESSY. R. P 

6303100432* 

30-443 

0 

LINDSAY. I 0 

8303 100328 

30-430 

0 

LANKFORD. J Q 

8308270167* 

70-143 


LET8CHE, K J 

8303120297 

50-322 

0 

LINEMAN. J J 

6303030086 

40-1341 


LANKFORD. J B 

8303310022* 

70-120! 


LET8CHE, K. J 

6303120297 

30-322 

0 

LINEHAN. J J 

8303060369* 

40-6763 


LANKFORD. J. B 

S30S310134* 

70-1 U3 


LET8CHE. K J 

6303120329 

30-322 

s 

LINEHAN, J. J 

8303130319 

40-4492 


LANKSBURY. R D 

8303090313* 

80-373 

ft 

LETSCHE.K J 

6303120329 

30-322 

0 

LINEHAN, J J 

8303130333* 

40-6763 


LANKSBURY. A D 

8303170403* 

30-373 

ft 

LEVI, I 

6303160026* 

50-247 

0 

LINEHAN, J J 

8303130336 

40-8663 


LANK8BURV. R 0 

8303240247* 

50-373 

0 

LEVI. 1 

0303160026* 

30-247 

0 

LINEHAN, J. J. 

8303170383 

40-6064 
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AUTHOR 

ACCESSION 
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AUTHOR 


ACCESSION 

NUMDER 

SUDJECi 

CATEOOr 

LINeHAM, J J 

Q309 170903 

40-8064 


LUEBKE. E A 


8305160163 

90-142 

0 

HACDONALO. C 

E 

8303240396* 

71-6990 

U1NSHAN.J J 

8309230109 

40-7869 


LUKZ.F J 


83092701 00* 

CONTRACT 


MACDONALD. C 

£ 

B303260S90 


LINSHAN. U U 

8309230270 

40-8786 


UUNDVALL. 

E 

8309020344* 

90-317 

<3 

MACDONALD, P 

E 

83031 10323 

NUREO 

LINEMAN. J J 

830 9230273 

40-8786 


LUMDVALL.A E 

8309060402 

30-317 

P 

HACKAY, S D 


8303180040 

90-324 

LINEMAN. J U 

0309230270 

40-8786 


LUNDVALL.A E 

8309060412 

30-317 

0 

MADDEN. H 


83030204 99 

90-2 1 9 

LINEMAN. J J 

3309230283 

40-8697 


LUNDVALL. A 

E 

8309190293 

50-317 

P 

MADEDA.T J 


8303030921 • 

50-264 

LINEMAN. U 0 

8309230303 

40-0786 


LUNDVALL. A 

E 

B3 0920 0620 

50-317 

0 

MAOEDA.T J 


8303060418* 

90-299 

UINNEKANN. R G 

8309230 42S> 

90-463 

0 

LUNDVALL. A 

E 

8309200628* 

50-317 

Q 

MADEDA.T J 


8309130204* 

70-1300 

LINNEMANN. R G 

a30»2S04sa« 

90-483 

0 

LUNDVALL. A E 

8305200631 

50-3 1 7 

R 

MADEDA.T J 


8303200482* 

70-929 

LINNEMANN. R E 

S30923049B* 

90-483 

0 

LUTKENi 0. C 


8303230600 

50-416 

P 

MADBEN, 0 L 


8303090137 

SSO^^S-Q 

LINNEMANN. R E 

8309290 4SB*' 

90-483 

0 

LUTKIN. M H 

8309260388 

40-229 


MADBEN, 0 L 


8305090066 

90-120 

LINNEMANN. R E 

B3092S04&8* 

50-483 

0 

LUZA, K V 


8303090162 

NUREO 


MADSEN, 0 L 


8303100137 

90-498 

LINNEMANN. R E 

e30929046B» 

90-483 

0 

LYNCH, M V 


8309110620 

50-341 

F 

MADSEN, 0 L 


8305100247 

30-449 

LINNEMANN. R E 

e3092904B2» 

90-483 

0 

LYNCH. M 0 


8309120231 

50-341 

A 

MADSEN, 0 L 


8303120373 

30-449 

LINNEMANN.R E 

83O92904B24. 

90-483 

0 

LYNCH. M D 


8309290207 

50-341 

A 

MADSEN, e L 


8305170004 

30-302 

LINVILLE. U C 

83091 103014 

90-333 

0 

LYNCH, M D 


8309290219 

50-341 

F 

MADSEN. 0 L 


8303170218 

90-490 

LIPINSKI. U.C 

8305130340 

ACR8 


LYNCH, 0. 0 


8309180030 

50-368 

p 

MADSEN, 0 L 


8303170309 

90-449 

LIPtNSKI.W C 

8309130340 

ACRS 


LYNCH, Q 0 


8309180041* 

50-369 

P 

MADSEN, 0 L 


8303170329 

90-290 

LIPINSKI.H C 

830913034? 

90-937 

□ 

LYNN.D L 


8309110232* 

CONTRACT 


MADSEN, 0 L 


8303200192 

90-140 

LIPIN8KI.U C 

830913034? 

90-937 

a 

LVONa. J E 


8309110214 

30-29 

P 

MADSEN. 0 L 


3303200251 

90-302 

LISENO.R T 

83091109144 

90-333 

8 

LYOKBr P. J 


B3092603B6 

40-299 


MADSEN. 0 L 


8303200320 

90-290 

LITTLE. B H 

83030202890 

90-341 

G 

LYONS, P J 


8309260399 

40-299 


MADBEN, 0 L 


8308200416 

80-443 

LITTLE. 0. V 

830313014 !• 

30-260 

8 

LYONS, P J 


8309260399* 

40-299 


MADSEN. 0 L. 


B30S20O5iA 

80-267 

LITTLE. U. 8. 

830412040? 

90-373 

a 

MA.J 8. 


8305030474* 

90-483 

Q 

MADSEN. 0 L 


8303200666 

80-443 

LITTLE. W 8 

83041 303A2 

90-440 

0 

MA, J. 8. 


8309270901* 

30-454 

a 

MADSEN. 0 L 


8309230309 

90-430 

LITTLE. H. 8 

8303020398 

90-331 

o 

KACOONALO. 

G 

8309090214 

71-6700 


MADBEN, O.L 


0309230449 

30-449 

LITTLE. W 8 

8303040318 

90-309 

o 

HACDONALO, 

C E 

8309020002 

71-9177 


MADSEN, 0. L 


0309230966 

30-267 

LITTLE. U 6 

8309120343 

90-461 

0 

MACDONALD, 

C E 

8309020004* 

71-9177 


MADSEN, 0 L 


0309240003 

30-449 

LITTLE. U 8 

8309120361 

90-374 

0 

MACDONALD, 

C E 

8309020003* 

71-9177 


MADSEN, 0 L 


0309260301 

30-290 

LITTLE. U. a 

8309 120364* 

90-374 

0 

MACDONALD, 

C E 

8309030716 

71-9109 


MADSEN, O.L 


0309310090 

30-267 

LITTLE. M. 8 

8309120419 

90-373 

0 

MACDONALD, 

C E 

8309030720* 

71-9109 


MADBEN, 0 L 


0309310229 

30-267 

LITTLE. M 8 

8309120440 

90-237 

0 

MACDONALD, 

c.e 

8309040096 

71-9181 


HAONUaOM. L 


0309060092 

UPOflTLIC 

LITTLE. H 8 

8309120444* 

90-237 

o 

MACDONALD, 

C.E 

3309040147 

71-9079 


MAONUSON. L 


0309100010 

XPORTLIC 

LITTLE. U. 8 

8303100019 

90-494 

Q 

MACDONALD, 

c e 

8309040700 

71-1 


MAONUSON. L 


0309260060 

XPOflTLlv 

LITTLE. H 8 

8309190178 

90-299 

O 

MACDONALD, 

C. E. 

3309040772 

71-9106 


MAIER. J E 


8309030021 

30-244 

LITTLE. M 8 

8303190233 

90-494 

8 

MACDONALD, 

C. E 

B3090407&2 

71-9332 


HAIER. J e 


8309030392 

30-244 

LITTLE. U 6 

8309260236 

90-440 

Q 

MACDONALD, 

G E 

3309040786 

71-9901 


maier.j e 


8309090240* 

80-244 

LITTLE. U 6 

830926023?* 

90-440 

0 

MACDONALD, 

C E 

8309040791 

71-6993 


HAIER. J £. 


8309060271 

30-244 

LITTLE. M 8 

8303310113 

90-237 

8 

MACDONALD. 

C E 

3309090436 

71-9139 


NAIER.J E 


8309060404 

30-244 

LlUiH C 

8309270492* 

90-400 

8 

MACDONALD. 

C E 

3309060133 

71-9179 


MAIER.J E 


0305110069 

90-244 

LIU. U. C 

8309270937* 

90-438 

a 

MACDONALD. 

C E 

3309060187 

71-6294 


HAIER, J e 


8309110318 

90-244 

LIVERMORE. H H 

8309170022* 

90-461 

a 

MACDONALD, 

C E 

3309060190* 

71-6294 


HAIER, J E 


8309130034 

90-244 

LLOVD, M 

8309240023* 

80-937 

u 

MACDONALD. 

C E 

8309060203 

71-9979 


MAIER.J E 


8309160114 

90-244 

LOCHBAUM. D A. 

8303 100083* 

80-299 

a 

MACDONALD, 

C E 

8305060212* 

71-9979 


MAIER.J E 


B309190I70 

30-244 

LOCHBAUMi 0. A 

8309250397 

90-260 

8 

MACDONALD. 

C E 

8305090048 

71-3014 


MAIER.J £ 


8309190234 

90-244 

LONQENECKER. J 

8309060324 

90-937 

E 

MACDONALD, 

C E. 

8305090096* 

71-9814 


MAIER.J E 


8309 23 04 92 

90-244 

LON0Gr«CKGR. J 

8309170449 

90-937 

A 

MACDONALD. 

C E 

8305090113 

71-9900 


HAIER. J. E. 


8309230361 

90-244 

LONOENECKER. J 

8309200439 

90-937 

8 

MACDONALD. 

C E. 

8305090121* 

71-9980 


HAIER, J.E 


8309270370* 

90-244 

LONOENECKER. U. 

8309230113 

90-337 

A 

MACDONALD. 

C E 

8305090133 

71-9879 


MAIER.J E 


8309310020 

90-244, 

LONOENECKER. J 

8303230289 

90-937 

A 

MACDONALD. 

C £ 

8309090140* 

7J-987b 


MAIER.J £ 


8309310089 

90-244 

LOOKABAUOH. A 

8303090972* 

90-449 

0 

MACDONALD, 

C E 

0305090149 

71-9374 


HAIER, J.E 


8309310129 

90-244 

LOTITO.E, 

8309200984* 

90-317 

R 

MACDONALD. 

C E 

3309090190* 

71-9874 


HAIER, J. E 


8309310218 

90-244 

LOTITO, E, M 

8309200964 

90-317 

R 

MACDONALD. 

C E 

8309110011 

71-9103 


MAIER, J. E 


8309310232 

90-244 

LOTT0. A. L 

8303030029 

RES 


MACDONALD, 

C E 

8309110013* 

71-9103 


MALLETT.R H 


8309230292* 

90-837 

LOUOERBACK. T E. 

8303160232 

40-8714 


MACDONALD. 

C E 

8305110019 

71-4986 


MALLORY. C H 


8309040199* 

71-9079 

LOUDERBACK.T E 

8303260383 

40-0714 


MACDONALD. 

C.E 

8305110017 

71-9111 


MALLORY. C H 


8303230730 

71-9191 

LOVE. R. 8. 

8309120428* 

90-546 

Q 

MACDONALD. 

C E 

3309110019 

7 1 -9080 


MALLORY, C W 


8309260393* 

71-9191 

LOVENDALE. P. 

8303240002 

90-266 

8 

MACCXMALD. 

C E 

3309110021 

71-9049 


MALLOY. E A 


8309240917 

90-247 

LOVENDALE, P C 

8309100402* 

90-237 

0 

MACDONALD, 

C E 

8303110023 

71-6717 


MALODV.C M 


83091001 78 

70- 1297 

LOVENDALE. P C. 

8309170333* 

90-299 

0 

MACDONALD, 

C E. 

3309110033 

7 1 -990 1 


HALODY.C M 


8309100184 

70-1297 

LOVENDALE. P C. 

8303240026* 

90-299 

0 

HACDONALD, 

C. E 

8309110039* 

71-9901 


MALODY.C H 


8309180642 

70- 1 297 

LQHRET. A. 

8309020390* 

FOIA 


MACDONALD. 

C, E 

0309110143 

71-9044 


MALONEY, J M 


8309170976* 

90-4a>4 

LONREV. A 

8303040901* 

FQIA 


MACDONALD, 

G E 

B30911Q190 

71-9100 


MALONEY, J M 


8309170976* 

90-494 

LUCK.N D. 

8303240390 

90-937 

0 

MACDONALD. 

C E 

0309110191* 

71-9100 


MALONEY. J M 


8309170976* 

90-494 ' 

LUCK. W. D 

8309110220 

90-937 

o 

HACOONALD. 

C E 

3309110211 

71-9079 


MANOAN. C V 


8304210238 

90-410 

luck.w.d 

8309190339 

30-937 

0 

MACDONALD, 

C. E. 

3309110612 

71-9789 


MANOAM, C V 


B309030919 

90-410 

LUCK) W. D. 

8309200636 

90-937 

0 

MACDONALD, 

C E 

8309110614* 

71-9789 


MANOAN. C V 


8309040483 


LUCK. N. D. 

8309200648* 

90-937 

0 

MACDONALD, 

G E 

8309130296 

71-499 


MANOAM. C V. 


8309040493* 

90-220 

LUCK.N D. 

8309240479 

90-937 

0 

MACDONALD. 

C E 

8309130261* 

71-499 


MANOAN, C V 


8309090020 

90-220 

luck. N. D. 

8303240480 

90-937 

o 

HACDONALO, 

C E 

830916027B 

71-6499 


MANOAN. C V 


8309090031* 

90-220 

LUCK. W. D 

8303240903 

90-837 

o 

MACDONALD, 

C E. 

8309160280 

71-9096 


MANOAN. C V, 


0309100272 

50-300 

LUCK. H. D. 

8303310138 

90-937 

0 

MACDONALD. 

C B 

8309170097 

71-4986 


MANOAN, C. V 


8308110319 


LUCKA8.M J 

8309110119 

NUREO 


MACDONALD. 

C.E 

8309170102* 

71-4906 


MANOAM, C. V 


8309130028 


LUDNIO. H. C. 

8309110329* 

90-327 

8 

MACDONM.D 1 

C.E 

8309170108 

71-9010 


MANOAN. C. V 


0309160019 

90-2Df) 

LUONIO.H, C 

8303110362* 

90-327 

a 

MACDONALD. 

C. E 

8309170113* 

71-9010 


MANOAM, C. V 


8309200349 

90-220 

LUONie. U. C 

8309200432* 

90-327 

a 

MACDONALD. 

C E 

8309170249 

71-9019 


MANOAN, C. V 


8309230574 


LUONIO. N. C. 

6309230336* 

90-327 

a 

MACDONALD. 

c. e 

8309170291* 

71-9019 


NANO AN. C, V 


0309240402 


LUDMIO. U. C 

8309290380 

80-328 

a 

MACDONALD. 

c. E 

8309170299 

71-9191 


MANOAN. C, V 


0309240498 


LUDUie.N c 

8309290932 

90-327 

a 

HACDONALO, 

C. E 

8309170260* 

71-9191 


MANOAN. C, V 


0309260006 


LUEBKE. E. A 

8309030382 

90-142 

0 

MACDONALD. 

C. E, 

8309170986 

71-6346 


MANOAN, C V. 


0309270026 

90-220 [ 

luebke. e. a 

8309060920 

90-142 

0 

MACDONALD. 

C E. 

8309170987 

71-9081 


MANOAN. C. V 


0309270079 


LUEBKE. E. A 

8300100330 

90-142 

0 

MACDONALD. 

C E, 

3309170989 

71-6601 




8309130086* 


LUEBKE. E. A. 

8309130076 

90-142 

0 

MACDONALD. 

C. E, 

8309170991 

71-9191 




0309120334 


LUEBKE, E. A. 

8309130079 

90-142 

0 

MACDONALD. 

C. E 

B309 170992 

71-9140 


HANNOj h, p 


0309120392 


LUEBKE, E. A. 

8309130190 

90-142 

e 

MACDONALD, 

C. E. 

8309180630* 

71-8607 




0309163093 

80-410 ' 


542 
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SUBJECT 

AUTHOR 

NUMBER 

CATEODRV 

MANNO. S F 

8308250430 

SO-410 

8 

MANNO. B F 

8303270645* 

30-410 

Q 

MANSER, W C 

0303030699 

70-143 


MANSER, W C 

8303100832 

70-143 


MANSER, W C 

8303190003 

70-143 


MANSER, W C 

8303240031 

71-143 


MARCHAL, J 

8308020003 

XPORTLIC 

KARCHAL, J 

B30S020096 

XPDRTLIC 

HARCHAL, J 

0303090010 

XPORTLIC 

MARCONNET, J 

B305270011* 

30-261 

P 

MARCUS. 0 F 

8308200635# 

30-373 

P 

MARCUS. O F 

8303200663# 

50-373 

P 

MARCUS. O F 

8308200673# 

50-373 

P 

MARCUSOM, W F 

8308110041# 

CONTRACT 

MARCUSON, U F 

8308170607# 

CONTRACT 

MARELLD, S L 

8305190102* 

50-329 

0 

KARELLO. S L 

8308190296# 

30-373 

0 

MAROULIES, M C 

8303100413 

50-261 

0 

HAROULIES. M C 

8303170483 

50-508 

0 

MAROULIES, M B 

8303270014 

50-261 

0 

MARIANl.L P 

8308110012 

PR 


MARIANI. L P 

8303250817 

PR 


MAR KEY. E J 

8303230380# 

50-209 

u 

MAR KEY. E J 

8305230738# 

COMMISSION 

MARSHALL, J fi 

6303240400 

30-313 

p 

MARSHALL. J R 

8304270426# 

50-313 

F 

MARSHALL, J R 

8308020373 

50-360 

s 

MARSHALL, J R 

8308020416 

30-360 

p 

MARSHALL, J R 

8308030331* 

50-313 

0 

MARSHALL. J R 

8305030385 

30-313 

s 

MARSHALL. J R 

8305040433 

50-313 

R 

MARSHALL. J R 

8305050125 

30-313 

P 

MARSHALL. J R 

8305030216 

50-313 

P 

MARSHALL. U R 

3308060452 

50-313 

0 

MARSHALL. U R 

0305090333 

50-313 

P 

MARSHALL. J R 

0308090421 

50-313 

J 

MARSHALL. J R 

0303090440 

50-313 

P 

MARSHALL, J fi 

0308100351 

50-313 

P 

MARSHALL, J R 

8305120414 

50-313 

B 

MARSHALL, J R 

0305120451* 

50-313 

0 

MARSHALL. J R 

0303 160290# 

50-313 

F 

MARSHALL, J R 

0303170351 

50-313 

0 

MARSHALL. J R 

8303190363 

50-313 

J 

MARSHALL. J R 

0303200319* 

50-313 

Q 

MARSHALL. J R 

8303200326 

50-313 

F 

MARSHALL, U R 

0303200445 

50-313 

S 

MARSHALL. J R 

6308200490 

50-313 

6 

MARSHALL. J R 

8305200541 

50-313 

P 

MARSHALL. J R 

0305200573 

50-369 

R 

MARSHALL, J R 

0305200500 

50-368 

P 

MARSHALL. J R 

0305230364 

50-313 

P 

MARSHALL, J R 

0305230723 

50-360 

P 

MARSHALL, J R 

0308240054# 

50-313 

Q 

MARSHALL. O R 

0308240139 

50-313 

H 

MARSHALL, J R 

8308240360 

50-368 

P 

MARSHALL, J R 

0305240399 

50-313 

P 

MARSHALL. J R 

0305260260 

50-313 

S 

MARSHALL, J R 

8305270068 

50-313 

P 

MARSHALL. J R 

8305310199# 

50-313 

Q 

MARSHALL, J S 

0303090317# 

50-445 

T 

MARSHALL. W H 

0308120008 

FOIA 


MARSHALL. H J 

8308120338# 

50-320 

T 

MARSTON, R R 

8308270116# 

70-1113 


MARTIN 

03OS12O3B4 

50-354 

S 

MARTIN, D E 

0308090376 

WASTE MOT 

MARTIN. D E 

B30S0 90679 

WASTE MOT 

MARTIN, D.E 

8308090703 

WASTE MOT 

MARTIN, D E 

8308110183 

WASTE MOT 

MARTIN, 0. E 

8308170899 

40-299 


MARTIN. D E 

0308250897 

40-299 


MARTIN, J 

6308030164* 

50-397 

Q 

MARTIN. J B 

0305030069 

PR 


MARTIN, J E 

830810001 1 

50-346 

F 

MARTIN, vl 8 

8305260264 

50-361 

0 

MARTIN, vl a 

0305260270 

50-275 

0 

MARTIN, R A 

0303130292 

RES 


MARTIN. R E 

03031 10072 

50-352 

F 

MARTIN, R E 

03081 10079 

50-352 

A 

MARTIN, R E 

0308130026 

50-352 

A 

MARTIN, R S 

8303190012 

50-352 

A 

MARTIN, R E. 

0308200170 

50-352 

A 

MARTIN, T J. 

0308060470 

50-354 

S 

MARTIN. T, J. 

03081 10288 

50-354 

S 

MARTIN. T J 

0308170490# 

50-354 

0 

• T T 

0304160541 

70-1143 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

MARTIN, T T 
MARTIN, T T 

0304250152 

8305020250 

70-2933 

50-272 

0 

MARTIN, T T 

0305020306 

30-309 

Q 

MARTIN, T T 

0305020393 

30-213 

Q 

MARTIN, T T 

MARTIN, T T 
MARTIN, T T 

0305050132 

8305050134 

6305050141 

70-466 

70-1402 

50-277 

0 

MARTIN. T T 

8305050144 

50-293 

0 

MARTIN, T T 
MARTIN, T T 

MARTIN, T T 

8305050161 

0305050176 

8305050167 

40-3079 

70-1224 

30-247 

0 

MARTIN, T T 

6305050246 

50-244 

0 

MARTIN,! T 

0305110261 

30-277 

0 

MARTIN,! T 

0305110276 

50-317 

0 

MARTIN,! T 

0305110314 

50-309 

0 

MARTIN,! T 

0308110331 

50-289 

0 

MARTIN,! T 

0303120370 

30-322 

0 

MARTIN,! T 

8308160010 

50-219 

0 

MARTIN,! T 

8308190163 

30-272 

0 

MARTIN,! T 

8303190187 

50-271 

0 

MARTIN.! T 

8308190310 

50-271 

0 

MARTIN,! T 
MARTIN,! T 

8308190350 

8305200302 

70-371 

50-220 

0 

MARTIN,! T 

8308200436 

50-334 

0 

MARTIN, T T 

0303230453 

50-289 

0 

MARTIN,! T 
MARTIN,! T 

8305230505 

8305230571 

TOPREP 

30-309 

p 

MARTIN,! T 

8305240227 

50-29 

0 

MARTIN,! T 

0305240205 

30-272 

0 

MARTIN,! T 

0306250291 

50-219 

0 

MARTIN,! T 

8305250299 

50-277 

0 

MARTIN,! T 

8305250310 

30-309 

0 

MARTIN,! T 

8308250314# 

50-309 

0 

MARTIN,! T 

9309250400 

50-271 

0 

MARTIN,! T 

0305250400 

50-412 

0 

MARTIN,! T 

8305250495 

50-289 

0 

MARTIN,! T 

0305250503 

50-206 

0 

MARTIN, T T 

S30S250S71 

30-387 

0 

MARTIN,! T 

8305270033 

50-423 

0 

MARTIN,! T 

8305270274 

50-333 

0 

MARTIN,! T 
MARTIN,! T 

6305270361 

8305270392 

TOPREP 

50-333 

0 

MARTIN, g J 
MARTINOVICH. M 

B30S060233 

0305020114* 

NUREO 

30-373 

6 

MARUCUT.C R 

0305030592* 

30-461 

R 

MASON, C C 

0305240323 

50-327 

R 

MASSARO, S A 

MAST, L 

0305040740 

0305200590 

NUREO 

30-440 

0 

HA9TER30N, V 

0305240331 

50-373 

8 

MASTER80N, V 

0305270195 

30-373' 

8 

MASTERSON.V V 

S30S060S09* 

50-373 

8 

MATHENY. D C 

0305130195# 

30-346 

8 

MATHEWS, T, P 

0305170470# 

30-205 

R 

MATHIS, C J, 

0304110696 

50-293 

a 

MATHI9. C J 

0305230535 

50-293 

R 

MATHIS, C J 

0305230537# 

50-293 

R 

MATHIS, J 

0305270367* 

50-333 

0 

MATHIS. J L 

0305270562* 

30-390 

0 

MATTHEWS. B A 

8305030477 

30-261 

H 

MATTHEWS, B A 

8305030466 

50-261 

0 

MATTHEWS, B A 

0305030493 

50-261 

0 

MATTHEWS, B A 

8305180299 

30-261 

0 

MATTHEWS, B A 

8305100452 

50-261 

0 

MATTHEWS. H 

0305250500* 

30-483 

0 

MATTHEWS, H 

8305250500* 

50-403 

0 

MATTIA. M J 
MATTIA.M J 

MATTIA, M J 

MATTIA, M J 

8305090300* 

8305110232* 

8305120150* 

6305160312# 

CONTRACT 

CONTRACT 

CONTRACT 

50-247 

0 

MATTIA, M J 

8305160316# 

50-247 

0 

MATTIA, M J 

MATTIA, M J 

MATTIA, M J 

MATTIA, M J 

MATTIA, M J 

MATTIA, M J 
MATTIMOE, J J 

6305100360* 

0303100562* 

8305230249* 

8305230274* 

0305240369* 

8303260007* 

S305230SB3 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

FOIA 

CONTRACT 

50-312 

p 

MATTSON, R J 

8305030507* 

50-312 

p 

MATTSON, R J 

8305250221 « 

50-36 1 

p 

MATTSON, R J 

MAURA, F A 

8303260396 

0304120412* 

TOPREP 

50-373 

Q 

MAURIN, L V 

0305020341 

50-302 

A 

MAURIN.L V 

8303020411 

50-302 

8 

MAURIN, L V 

8305020450 

50-302 

8 

MAURIN. L V 

8303020479 

50-302 

8 


ACCESSION SUBJECT 
AUTHOR NUHBEK CATECORV 


MAURIN, L. V 8308050017 80-302 R 

MAUftIN, L V 8308060367 50-302 R 

MAURIN, L V Q3080604S5 80-302 R 

MAURIN, L U 8305060866 80-302 R 

MAURIN, L V. 8305060807 80-302 6 

MAURIN. L V 8308130019 80-302 8 

MAURIN, L V 8308170223 80-302 0 

MAURIN, L U 0308170268 80-302 Q 

MAURIN, U V B30SI70327 30-302 0 

MAURIN, L V 8308170381 50-302 S 

MAURIN, L V 830S17048A 50-382 B 

MAURIN, L V 8305170492 80-382 0 

MAURIN.lv 8305170800 50-382 B 

MAURIN, L V 8308180468 50-382 A 

MAXWELL, 0 F 8308030837# 80-440 T 

MAXWELL, 0 F Q30827030B# 50-400 Q 

MAXWELL, 0 F 8308270631# 80-400 Q 

MAXWELL, J C 8308130347 50-443 O 

MAXWELL, J C 8308130347 SO-443 O 

MAY, 0 C 8304280121 PR 

HAY«4EATHER,L 8304180372# 30-361 R 

MCALPINE, E J 8303200318# 70-143 

MCALPINE, E J 8303270148# 70-1181 

MCALPINE, E J. 8303270189# 70-1113 

MCALPINE.E J 0308270167# 70-143 

MCALPINE, E J 0303270284# 70-1201 

MCALPINE.E J 0308270304# 50-332 (I 

MCALPINE.E J 0305270480# 70-ilSI 

MCALPINE.E U 8308270336# 70-27 

MCALPINE.E J 8308270613* 70-143 

MCALPINE.E J 8308270648# 70-143 

MCALPINE.E J 8308310022# 70-1201 

MCALPINE.E vl 8308310134# 70-1113 

MCBREARTV, R A 0308230293# 50-219 O 

MCBRIDE, L M 8305050146 80-267 F 

MCCABE 8308030118 50-278 8 

MCCABE 8305060530 50-317 8 

MCCABE 8305060558 50-277 B 

MCCABE 8305110258 50-306 B 

MCCABE 0305120412 80-277 8 

MCCABE, E 8308020337 80-270 8 

MCCABE, e, 8308060387 80-277 8 

MCCABE, E.C B30803020B# 50-317 0 

MCCABE, E.C, 0308110149 50-307 0 

MCCANN 0303110250 50-388 9 


MCCARTY. C L. 

0305030709 

40-9788 


MCCLINTOCK, R 

0303120454# 

40-672 


MCCLINTOCK, R 

0305120507# 

40-672 


MCCLINTOCK, R 

0305 1203 IBM 

40-^72 


MCCLINTOCK, R 0 

8305060156* 

40-672 


MCCLINTOCK, R 0 

8305120462# 

40-672 


MCCLINTOCK, n. 0 

0303120472# 

FOIA 


MCCLUSKEY, 0 

0303160136 

30-440 

0 

MCCOLLUM, M 

0303030628# 

30-243 

P 

MCCOLLUM, W. 

0303030620# 

50-243 

R 

MCCONNELL, T 

0303160286# 

50-369 

F 

MCCORKLE, 0 W 

0303160222* 

50-312 

a 

MCCD3KEY, R. E 

0303020033# 

FOIA 


MCCOSKEY.R E 

0308040290# 

FOIA 


MCCOSKEYiR E 

0303030320# 

70-378 


MCCRORY, 8 L 

0303170310# 

50-443 

a 

MCCRORY, 8 L, 

8303230473# 

30-203 

0 

MCDERMOTT, D 

8303230290 

CONTRACT 


MCDERMOTT, D 

0303230326 

CONTRACT 


MCDERMOTT, D 

0303260340 

CONTRACT 


MCDERMOTT, D 

8303270090 

CONTRACT 


MCDONALD, D 0 

0303090343# 

30-350 

A 

MCDONALD, D 0 

8303170104 

50-250 

F 

MCDONALD, D 0. 

0303180341 

50-250 

P 

MCDONALD, D. J 

8303090561# 

50-330 

A 

MCDONNELL, L J 

0303310154 

50-303 

R 

MCDUFFIE, M A 

8303020124 

60-400 

E 

MCDUFFIE, M A. 

0303060353 

60-400 

£ 

MCDUFFIE, M A 

0303110240 

50-400 

E 

MCDUFFIE, M, A 

0303110294 

50-400 

e 

MCDUFFIE, M, A 

0303120467 

50-400 

A 

MCDUFFIE, M, A 

8303160017 

50-400 

C 

MCDUFFIE, M A 

8303160021 

50-400 

e 

MCDUFFIE, M A. 

8303160109 

60-400 

E 

MCDUFFIE, M A 

8303170282 

50-400 

A 

MCDUFFIE, M A 

8303100400 

30-400 

E 

MCDUFFIE, M A 

8303200329 

30-400 

E 

MCDUFFIE, M A 

8303200364 

50-400 

E 

MCDUFFIE, M A 

8303200442 

50-400 

E 

MCDUFFIE, M A 

8303200676 

50-400 - 

K 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBdECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

AUTHOR 

ACCESSION 

NUMBER 

SUBdEC 

CATEGOfi 

MCDUFFIE. M A 
MCDUFFIE. M A 
MCEVOY.fi W 

MCEVaV. R U 
MCEVOY.R W 

83052S049A 
8309S60234 
8303030 1£3« 
8303040272* 
8303040336* 

30-400 

30-400 

FOIA 

FOIA 

FOIA 

E 

E 

MCLOUOHLIM, D 
MCNEILL. C A 
MCNEILL, C A 
MCNEILL, C A 
MCNEILL, C A 

B30S 120426* 

8303110299 

8305110400 

8303110403 

8303110910 

50- 309 
30-333 
30-333 
30-333 
30-333 

F 

S 

S 

8 

S 

HILLER, d R 
HILLER, d R 
HILLER, d R 
MILLER, K V 
MILLER, K V 

B3D9L30227 

0303170423 

0305200473 

B30S2S0424* 

B3052S0424* 

70-1300 

90-373 

70-923 

50-4B3 

90-483 

MCEVOY.R U 
MCFARLAND, C R 
MCSARRY. J M 
MCCARRY. J M 
MCOARRY. J M 

8303040339* 

8303270319* 

8303040338 

B30304033S 

8305090311 

FOIA 

30-337 

30-413 

30-413 

30-413 

0 

0 

0 

0 

MCNEILL, C A 
MCNEILL, C A 
MCNEILL, C A 
MCNEILL, C A 
MCNEILL, W M 

8303130132 

8305230434 

8303270189 

8303270399* 

8303030097* 

30-333 

30-333 

30-333 

50-333 

06999 

R 

S 

R 

0 

MILLER, K V 
HILLER. K V 
MILLER, L F 
HILLER, L K 
MILLER. L K 

8305290544* 

8309290944* 

8309170421* 

8309170021* 

8309170147* 

90-403 
50-483 
90-361 
90-272 
50-31 1 

HCOARRY. 0 M 
MCOARRY, J M 
MCOARRY, U. M 
MCOARRY. J M 
MCOARRY. J M 

8303100289* 
8303100289* 
8305100297* 
0308100297* 
8303 10 0308* 

30-413 

50-413 

30-413 

30-413 

30-413 

0 

0 

0 

0 

0 

MCNEILL, U M 
MCNEILL, H M 
MCNEILL, H M 
MCNEILL. W M 
MCPHERSON, D M 

8305090110* 

8303090179* 

8303090485* 

8309200678* 

8309190209 

QA999 

QA999 

QA999 

QA999 

30-440 

0 

HILLER. M A 
HILLER, M E 
HILLER, K E 
HILLER, M I 
MILLER, M. I 

83051 10122 
8309110337 
8309190204 
8309120273 
8309120273 

90-329 

90-937 

90-937 

50-329 

90-329 

MCOARRY. U M 
MCOARRY, J M 
MCOARRY, J M 
MCOARRY. J M 
MCOAUOHV, U 

8303100308* 

8308180338 

8303240488 

8308240488 

8303110291 

30-413 

PR 

80-413 

30-413 

30-416 

0 

0 

0 

s 

MCQUEEN, A D 
HCOUEEN.A D 
MCOUIRE, D R 
HC 8 PEDON 1 T 0 
MEIBENHEIHER, d 

8309030313 

8309240393* 

8309200969* 

8309240917 

8309190201* 

30-279 

50-275 

30-369 

30-247 

30-135 

8 

0 

0 

H 

P 

HILLER, H S 
HILLER, H 8 
HILLER, H S 
MILLER, M 8 
HILLER. M T 

8309090007 
8309080007 
B30S 130069 
8303130069 
8303090191* 

50-322 

90-322 

90-322 

90-322 

90-293 

MGOAUOHY, J P 
MCOAUOHY, J. P. 
MCOAUOHY, J P 
MCOAUOHY, U P 
MCOAUOHY. J P 

8304110321 

8304110328* 

8304280037 

8303030353 

B303030S62 

50-416 

30-416 

30-416 

90-416 

90-416 

p 

p 

p 

8 

B 

MEI 8 ENHEIMER, d 
MEISTER.J R 
MELIOI.A V 

MELLO.R M 
HENCZER.W B 

8309190284* 

8303200688* 

8309190303* 

8303230292* 

8305160202 

50-329 

30-373 

50-373 

50 -537 
50-358 

A 

P 

P 

A 

H 

MILLER, M. T 
HILLER, R L 
MILLER, R W 
HILLER, W 
HILLER. W H 

8309240232* 

8309020036 

8309270046* 

8305180349* 

8309270293* 

50-29 

71-9910 

50-320 

50-331 

90-389 

MCOAUOHY. U P 
MCOAUOHY, U P 
MCOAUOHY. J. P 
MCOAUOHV, J P 
MCOAUOHY, J P 

B30505007S 

8305030077 

0303030131 

B30SOS0167 

8303030227 

90-416 

90-416 

30-416 

90-416 

90-416 

F 

F 

8 

a 

a 

HENDELSON, I N 
MENDEZ. R 

MENDONCA, H H 
MENDONCA, M M 
MENDONCA, M M 

8309040345* 

0305120428*, 

a309170339»'i 

8309170480* 

8309260262* 

CONTRACT 

50-946 

50-279 

50-361 

50-279 

Q 

Q 

Q 

Q 

HILLER. W H 
HILLER, W 0 
HILLER, W.O 
HILLER. W 0 
HILLER, H. 0 

8309270404* 

8309020313 

8309030679 

8309050347 

8309060649 

30-413 

90-219 

90-299 

TDPREP 

90-312 

MCOAUOHY, U. P 
MCOAUOHY, J P 
MCOAUOHY, J P, 
MCOAUOHY, d P 
MCOAUOHY, J, P 

8303130194 

8303170424 

8303170427 

8303170430 

B30S2002B0 

90-416 

90-416 

90-416 

90-416 

90-416 

s 

a 

5 

8 

8 

MERRITT, S 

MERRITT, S 

MERRITT, B 

MERRITT, B 
MERRIWEATHER, N 

8309060971* 

8305170140* 

8305240335 

8305240494 

8305260243* 

50-249 

50-237 

30-237 

30-237 

30-440 

8 

S 

5 

6 
<3 

HILLER, W 0 
HILLER, W 0 
HILLER, W 0 
HILLER, W. 0 
HILLER, W 0 

0309090991 

8305090993 

8303110026 

0305110144 

8303180033 

90-329 

90-312 

90-266 

90-299 

90-213 

MCOAUOHY, d. P 
MCOAUOHY, d P 
MCOAUOHY, d P 
MCOAUOHY, d P 
MCOAUOHY. d P. 

8303200484 

8303200323 

8303200604 

8303230072 

8303230363 

90-416 

90-416 

90-416 

90-416 

90-416 

B 

S 

8 

R 

8 

HER RI WEATHER, N 
MEYER, 0 

MEYER,© W 

MEYER,© W 

MEYER, T A 

8309270942* 
8309290314* 
8305230460* 
8305290306* 
83091601 19* 

30-339 

30-309 

SO-2B9 

30-277 

30-244 

Q 

8 

Q 

Q 

8 

MILLER, W 0 
HILLER, W 0 
HILLER, W 0 
HILLER, W 0 
MILLER. M □ 

8303200073 

8305200172 

8303200178 

8303260372 

8303310227 

50-320 

90-331 

90-267 

30-299 

50-206 

MCOAUOHY, d P 
MCOAUOHV, d P 
MCOAUOHY, d, P 
MCOAUOHV, d P 
MCOAUOHY, d P 

8303230409 

8303230434 

8303230487 

8303230313 

8303230379 

90-416 

90-416 

90-416 

90-416 

90-416 

8 

6 

8 

6 

6 

MIDDENOORF.W S 
MIDURA.H d 
MtOURA.H d 

MILES, E B. 

MILES, E B. 

8309060936* 

8304180491 

8309130309* 

8309160304 

8309180957 

30-392 

30-311 

50-272 

30-247 

CONTRACT 

A 

S 

F 

0 

MILLIGAN, M H 
MILLIGAN, M H 
MILLS, L M 
MILLS, L. M 
MILLS. L M 

8309030274 

8309200994* 

8309030041 

8309030072 

8309030082 

90-382 

90-322 

90-390 

90-390 

90-390 

MCOAUOHY, d P. 
MCOAUOHY, d P 
MCOAUOHV, d P 
MCOAUOHY, d. P. 
MCOAUOHY, d. P. 

8303270400* 
83032704 10* 
8303270473 
8303270313 
8303270393* 

30-416 

80-416 

30-416 

30-416 

90-416 

Q 

a 

8 

8 

Q 

MILINAZZO.P L 
MILINAZZO.P L 
MILLER, C A 

HILLER, D 

MILLER, D 

8309240357* 

8309240363* 

8309110227 

8309170990* 

8303170990* 

06999 

QA999 

NUREO 

50-494 

50-494 

0 

0 

MILLS, L K 
MILLS, L M 
MILLS, L M 
MILLS, L. M. 
MILLS, L- M 

83090301 21 
8305030292 
8309030370 
8309030434 
8305030398 

90-390 
50-438 
50-438 
50-390 
90-438 ' 

MCOAUOHY, d P 
MCOAUOHY, d. P. 
MCOAUOHV, d. P. 
MCOAUOHY, d. P 
MCOAUOHY, d. P. 

8303310063 

8303310069 

8303310146 

8303310196 

8303310204 

90-416 

90-416 

90-416 

90-416 

90-416 

a 

B 

8 

8 

8 

HILLER, D 

MILLER, 0 8 . 
HILLER, 0 8 
HILLER,©. 8 

HILLER, 0 8 

0303 170 590* 

0309170131 

8309170373 

8309170397 

8309170422 

90-454 

50-329 

50-329 

50-329 

50-329 

& 

A 

R 

A 

A 

MILLS, L H 
MILLS. L. H 
MILLS. L M 
HILLS, L H 
MILLS, L M 

8309030978 

8309030606 

8303030629 

8305040293 

8309040311 

90-390 

30-390 

90-299 

90-390 

90-299 

MCOAUOHY, d, P 
MCORATH, R. 

MCORAW, T. L 
MCOREODR, T. 
MCOfiEOQR, T. 

8303310207 

8303200374* 

8303020016* 

8303020338* 

8303040138* 

90-416 

90-309 

FOIA 

FOIA 

FOIA 

a 

8 

HILLER,©. 8 
HILLER,© 8 
KILLER,© 8 
HILLER,© B 
HILLER,© B. 

8309170467 

8309190069 

0309190280 

8309190298 

8309200389 

50-329 

50-329 

30-329 

30-329 

30-329 

A 

A 

A 

Q 

A 

MILLS, L. M 
MILLS, L. M 
MILLS, L M 
MILLS, L M 
MILLS, L H 

8305050047 

8309090067 

8305090078 

8309030120 

8309030122 

50-390 

90-390 

90-390 

30-438 

50-438 

MCOREODR, T. 
MCOREODR, T. 
MCOUIRE, D 

MCOUIRE, D, R. 
MCOUIRE, D. R 

8303040310* 

8305030361* 

8304280299 

8303030371* 

8303090418* 

roiA 

FOIA 

30-400 

70-27 

90-390 

8 

Q 

HILLER, 0 B 
HILLER,© D. 
HILLER,©. B 
HILLER,© E 
HILLER,© E 

0309240333 

0303240427 

0303310190 

0305120333* 

0303170353* 

30-329 

50-329 

50-329 

50-374 

50-299 

A 

A 

A 

Q 

0 

MILLS, L M 
MILLS, L M 
MILLS, L. H 
MILLS, L. K 
MILLS, L.H 

8305030182 

8309030188 

8305030232 

8305030243 

8309100101 

80-328 

50-390 

90-390 

90-390 

90-327 

MCOUIRE, D R. 
MCOUIRE, D. R, 
MCOUIRE, D. R 
MCOUIRE, B. A 
MCOURRBN, H d 

8303090461* 

8303100109* 

8303270212* 

8303180796 

8303190223 

90-395 

90-324 

30-302 

NUREO 

30-338 

Q 

Q 

Q 

0 

MILLER,©. E 
MILLER,©, E 
HILLER,© P 
KILLER,© S. 
KILLER,© S. 

0303190161 

0303240340* 

8303110491 

8303160099 

8303160099 

70-0 

40-339R 

NUREO 

50-309 

50-309 

0 

0 

HILLS, L H 
HILLS. L H 
HILLS, L H 
HILLS, L H 
HILLS, L H 

0309100189 

8309100234 

8309100240 

8305100398 

8309110292 

90-318 
30-239 
90-439 , 
50-438 
90-439 ; 

MCINTOSH, M. D. 
MCKAY, E. D. 
MCKEEN.C, M 

MCKEOHN 

MCKEDHN 

8303200440* 
830331021 1 
0303020371* 
8303100004 
8303110439 

30-369 P 

WASTE MOT 

FOIA 

30-272 8 

80-206 8 

HILLER,© 8 
KILLER,© 6 . 
MILLER,© e 

KILLER, D. 8 . 
HILLER,© S 

8303190259 

8303190299 

8309240483 

8309240493 

8303240493 

90-309 

90-309 

50-309 

90-309 

30-309 

0 

0 

0 

0 

e 

HILLS, L H 
MILLS. L H 
MILLS, L H 
MILLS, L H 
MILLB.L M 

8303110304 

8309110317 

8309110319 

8303110406 

0309110441 

90-43S 
30-390 , 

30-390 i 
30-43B , 
90-439 1 

MCKEOUN, L 

MCHEOWN, L 

MCKEOHN, U. 
MCKINNEY, C, d 
MCKINNEY, C d. 

B30S030294 

8303030439 

8303120434 

8303090239* 

8303100091* 

30-286 

50-334 

30-272 

30-393 

30-393 

8 

a 

8 

a 

8 

HILLER, H d 

HILLER, d. 

MILLER, d 

HILLER, J 

HILLER, d 

8303090661 

8303020271 

0303040443 

8303130169 

8303170339 

WASTE HOT 

I6E 

90-331 8 

tScE 

I4rE 

MILLS, L M 
MILLS, L M 
MILLS, L H 
MILLS. L M 
HULLS, L H 

B303t 10509 
8303130003 
8309130020 
8309130089 
6309130133 

SO-391 ' 

30-299 , 

50-390 1 
90-439 
90-390 ' 

MCKINNEY, C J 
MCLAUOHLIN.L 
MCLEARENi T. 
MCLEAREN. T. 
MCLBAREN, T. 

8303200919* 

8309290302 

8309170648 

8309260206 

8309260377 

90-393 

30-333 

CONTRACT 

CONTRACT 

CONTRACT 

8 

8 

HILLER, d. 

HILLER, d.R 

HILLER, d R 

HILLER, J R 

HILLER, d R 

8303190037* 

8303020389 

8303030313 

8303100323 

8303100363 

XPQRTLIC 

50-299 

90-264 

30-196 

90-196 

Q 

Q 

Q 

Q 

KILLS, L, H 
MILLS, L M 
KILLS, L M 
KILLS, L M 
MILLS, L M 

8309130147 

8309130194 

8309130217 

0303170149 

8309170237 

90-438 
30-43B 1 

90-390 j 
90-327 ' 

90-966 ! 

f 


\ 


i 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

MANNO. S F 

B3032S04aO 

50-410 

8 

MANNO. 8 F 

S303270645> 

30-410 

0 

KANSERrU C 

B30S03069? 

70-143 


HANSERrU C 

B30S180SS2 

70-143 


HANSERrH C 

6303190003 

70-143 


KANSER, U C 

B303240031 

71-143 


MARC HAL, J 

8303020003 

XPORTLtC 

MARC HAL, J 

6303020096 

XPORTLIC 

MARC HAL. J 

8303090010 

XPORTLIC 

MARCOMNET. J 

S30S8700U* 

50-261 

P 

MARCUS. 0 F 

a305200633« 

50-373 

P 

MARCUS. 0 F 

830520066SK 

50-373 

P 

MARCUS. 0 F 

B30S200673* 

50-373 

P 

MARCUSON.M F 

B305110041* 

CONTRACT 

MARCUSDN.M F 

8303170607* 

CONTRACT 

MARELL0.8 L 

S305190102* 

50-329 

Q 

MARELLO. S L 

0303190296* 

30-373 

Q 

HAROULIES, M B 

B303100413 

50-261 

0 

MAROUUIE8, M S 

0303170483 

30-308 

0 

HAROULIES. M B 

6305270014 

50-261 

0 

MARIANI.L P 

8303110012 

PR 


MARIANI.L P 

8303230317 

PR 


MARKEY, E J 

8303230303* 

50-289 

U 

HARKEY. E J 

8303230733* 

COMMISSION 

MARSHALL. J R 

8303240480 

50-313 

P 

MARSHALL. J R 

8304270426* 

50-313 

F 

MARSHALL. J R 

B303020373 

30-368 

S 

MARSHALL. J R 

8303020416 

50-368 

P 

MARSHALL. J. ft 

S30S030331* 

30-313 

a 

MARSHALL. J R 

8303030385 

30-313 

s 

MARSHALL. J R 

8305040453 

30-313 

R 

MARSHALL. J R 

8303030123 

30-313 

P 

MARSHALL. J R 

8303030216 

30-313 

P 

MARSHALL. J R 

6303060432 

50-313 

S 

MARSHALL. J R. 

6305090333 

50-313 

P 

MARSHALL. J R 

6303090421 

30-313 

J 

MARSHALL. J. R 

8305090440 

50-313 

P 

MARSHALL. J R 

8303100351 

50-313 

P 

MAR SHALL. J R 

8303120414 

50-313 

S 

MARSHALL. J R 

830S1204S1* 

50-313 

a 

MARSHALL. J R 

8303160290* 

50-313 

F 

MARSHALL. J R 

8303170531 

50-313 

Q 

MARS HALL. J R 

8305190363 

50-313 

J 

MARS HALL. J R 

8305200319* 

30-313 

Q 

MARSHALL. J R 

8305200326 

50-313 

F 

MARSHALL. J R 

8303200443 

50-313 

8 

MARSHALL. J R 

8303200490 

50-313 

8 

MARSHALL. J R 

0303200541 

50-313 

P 

MARSHALL. J R 

8305200573 

30-368 

R 

MARSHALL. J R 

8303200580 

50-368 

P 

MARSHALL. J R 

8305230364 

30-313 

P 

MARSHALL. J R 

8305230723 

30-368 

P 

MARSHALL. J R 

8305240034* 

50-313 

0 

MARSHALL. J R 

8305240139 

50-313 

H 

MARSHALL. J R 

8303240360 

50-368 

P 

MARSHALL. J R 

0303240399 

30-313 

P 

MARSHALL. J R 

8303260260 

SO-313 

6 

MARSHALL. J R 

8305270065 

30-313 

P 

MARSHALL. J R 

8305310199* 

30-313 

0 

MARSHALL, J S 

8303090517* 

50-443 

T 

MARSHALL, M H 

8305120005 

FOIA 


MARSHALL. H J 

8305120338* 

30-320 

T 

MARSTQNrR B 

83052701 16* 

70-1113 


MARTI M 

8305 120384 

30-354 

6 

MARTIN, D E 

8305090576 

HASTE MOT 

MARTIN. D E 

0305090679 

WASTE MOT 

MARTIN, D E 

8305090705 

HASTE MOT 

MARTIN. 0 E 

8305110183 

HASTE MOT 

MARTIN. D E 

0305170599 

40-299 


MARTIN, D E 

830S2SOS97 

40-299 


MARTIN, J 

G305050164* 

30-397 

Q 

MARTIN. J B 

8303030069 

PR 


MARTIN, J S 

8303100011 

30-346 

F 

MARTIN. J B 

8305260264 

30-361 

Q 

MARTIN, .J » 

8303260270 

30-273 

Q 


B30S13O292 

RES 



8305110072 

30-352 

F 


8305110079 

50-352 

A 


8305130026 

30-332 

A 


8305190012 

80-332 

A 


8305200170 

30-332 

A 


8303060470 

30-354 

S 


8303110233 

30-334 

8 


8303170490* 

30-334 

Q 


8304180341 

70-1143 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MARTIN, T T 

6304230132 

70-2953 


MARTIN. T T 

830S0202SB 

50-272 

0 

MARTIN. T T 

8303020386 

50-309 

Q 

MARTIN. T T 

6305020393 

50-213 

Q 

MARTIN, T T 

8305030132 

70-466 


MARTIN, T T 

8303030134 

70-1402 


MARTIN, T T 

8303030141 

50-277 

Q 

MARTIN, T T 

B3OS0S0144 

50-293 

0 

MARTIN, T T 

8303080161 

40-3079 


MARTIN, T T 

8303030176 

70-1224 


MARTIN, T T 

B3OSOSO107 

50-247 

Q 

MARTIN. T T 

8305030246 

50-244 

0 

MARTIN, T T 

8303110261 

50-277 

Q 

MARTIN, T T 

8305 110276 

50-317 

0 

MARTIN, T T 

8305110314 

50-309 

e 

MARTIN, T T 

83051 10331 

50-289 

Q 

MARTIN. T T 

8305120370 

50-322 

Q 

MARTIN, T T 

0305160018 

50-219 

Q 

MARTIN, T T 

8305190163 

50-272 

Q 

MARTIN, T T 

0305190107 

50-271 

a 

MARTIN, T T 

8303190310 

50-271 

0 

MARTIN, T T 

8305190330 

70-371 


MARTIN. T T 

8305200382 

50-220 

0 

MARTIN, T T 

8305200436 

50-334 

0 

MARTIN. T T 

0305230455 

50-289 

a 

MARTIN, T T 

8303230505 

TDPREP 


MARTIN, T T 

8305230571 

50-309 

p 

MARTIN, T T 

8305240227 

50-29 

a 

MARTIN, T T 

8305240283 

50-272 

a 

MARTIN, T T 

8305250291 

50-219 

Q 

MARTIN. T T 

0305250299 

50-277 

Q 

MARTIN. T T 

8305230310 

50-309 

0 

MARTIN. T T 

B3032S0314* 

50-309 

0 

MARTIN, T T 

8303230480 

50-271 

Q 

MARTIN, T T 

8305250488 

50-412 

0 

MARTIN, T T 

B3052S0495 

50-289 

Q 

MARTIN, T T 

8303230303 

50-286 

0 

MARTIN, T T 

8305250571 

50-387 

Q 

MARTIN, T T 

8305270033 

50-423 

0 

MARTIN, T T 

8303270274 

50-333 

a 

MARTIN. T T 

8303270361 

TDPREP 


MARTIN, T T 

8303270392 

90-333 

0 

MARTIN, H J 

8305060233 

NUREO 


MARTINOVICH. M 

8305020114* 

50-373 

8 

MARUCUT, C R 

8305030592* 

S0-46I 

R 

MASON, C C 

8303240323 

50-327 

R 

MASSARO.S A 

8305040740 

NUREO 


MAST, L 

8305200598 

50-440 

0 

MA9TERS0N. V 

8303240381 

50-373 

8 

MASTER80N, V 

8305270193 

50-373 

8 

MASTERSON.V V 

B305060S07* 

50-373 

8 

MATHENY, D C 

8305130195* 

50-346 

8 

MATHEWS, T P 

8305170470* 

50-285 

R 

MATHIS, C J 

8304110696 

50-293 

6 

MATHIS, C J 

8305230535 

50-293 

R 

MATHIS, C J 

0305230537* 

50-293 

R 

MATHIS, J 

0305270367* 

50-335 

Q 

MATHIS, J L 

8305270562* 

50-390 

a 

MATTHEWS, B A 

0305030477 

50-261 

H 

MATTHEWS, B A 

8305030486 

50-261 

0 

MATTHEWS, B A 

8305030493 

50-261 

0 

MATTHEWS, B A 

8305180299 

50-261 

0 

MATTHEWS, B A 

8305180452 

50-261 

0 

MATTHEWS. H 

8305250580* 

50-483 

0 

MATTHEWS, H 

8305250580* 

50-483 

0 

MATT I A, M J 

0305090300* 

CONTRACT 


MATTIA.M J 

83051 10232* 

CONTRACT 


MATT I A, M J 

8305120150* 

CONTRACT 


MATTIA.M J 

8305160312* 

50-247 

0 

MATTIA.M J 

8305160316* 

50-247 

0 

MATTIA.M J 

8305100560* 

CONTRACT 


MATTIA.M J 

8305160562* 

CONTRACT 


MATTIA.M J 

8305230249* 

CONTRACT 


MATT I A, M J 

8305230274* 

CONTRACT 


MATTIA.M J 

8305240369* 

FOIA 


MATTIA.M J 

8305260087* 

CONTRACT 


MATTIMOE. J J 

8305230583 

50-312 

p 

MATTSON, fl J 

0305030587* 

50-312 

p 

MATTSON. R J 

8305250221* 

30-361 

p 

MATTSON, R J 

8305260396 

TOPREP 


MAURA. F A. 

8304120412* 

50-373 

0 

MAURIN.L V 

8305020341 

50-382 

A 

MAURIN.L V 

830 50204 11 

50-382 

8 

MAURIN.L V 

8305020450 

30-382 

8 

MAURIN.L V 

8305020479 

50-302 

8 


ACCESSION SUBvSCT 


AUTHOR 

NUMBER 

CATEGORY 

MAURIN.L V 

8305050017 

50-302 

R 

MAURIN.L V 

B305060367 

50-302 

8 

MAURIN.L V 

830S06042S 

50-382 

a 

NAURIN, L V 

8305060566 

50-382 

a 

MAURIN.L V 

8305060387 

50-302 

8 

MAURIN.L V 

8305130019 

30-382 

s 

MAURIN.L U 

8305170223 

50-382 

B 

MAURIN.L V 

8303170265 

50-302 

8 

MAURIN.L V 

8303170327 

50-382 

8 

MAURIN.L V 

8305170331 

50-382 

e 

MAURIN.L V 

8303170484 

50-382 

8 

MAURIN.L V 

8303170492 

50-302 

8 

MAURIN.L V 

B303 170300 

50-382 

a 

MAURIN.L V 

8303180468 

50-382 

A 

MAXWELL, 0 F 

8303030337* 

50-440 

T 

MAXWELL. 0 F 

B30S27030B* 

50-400 

a 

MAXWELL,® F 

8303270631* 

50-400 

a 

MAXWELL, J C 

8303130347 

50-443 

o 

MAXWELL, J C 

8303130347 

50-443 

0 

MAY. D C 

8304280121 

PR 


MAYWEATHER.L 

8304130372* 

50-361 

R 

MCALPING.E J 

8308200318* 

70-143 


MCALPINE.E J 

8303270143* 

70-1151 


MCALPINE. E. J 

0303270139# 

70-1113 


MCALPINE.E J 

8303270167* 

70-143 


MCALPINE.E J 

8303270234* 

70-1201 


MCALPINE.E J 

8303270304* 

50-332 

a 

MCALPINE.E J 

0303270480* 

70-1131 


MCALPINE.E J 

830S270SS6* 

70-27 


MCALPINE.E J 

8303270613* 

70-143 


MCALPINE.E J 

8308270648* 

70-143 


MCALPINE.E J 

8303310022* 

70-1201 


MCALPINE.E J 

8303310134* 

70-1113 


MCBREARTY, R A 

8303230293* 

50-219 

0 

MCBRIDE. L M 

8303030146 

80-267 

F 

MCCABE 

8303030118 

80-278 

a 

MCCABE 

8303060330 

30-317 

a 

MCCABE 

8303060538 

80-277 

a 

MCCABE 

8303110238 

30-388 

8 

MCCABE 

8303120412 

30-277 

B 

MCCABE. E 

B30S020337 

30-270 

a 

MCCABE. E 

8303060387 

30-277 

8 

MCCABE. E C 

8303030208* 

50-317 

Q 

MCCABE. E. C 

8303110149 

80-387 

Q 

MCCANN 

8303110238 

30-38 B 

8 

MCCARTY, C L 

8305030709 

40-0726 


MCCLINTOCK.R, 

8303120434# 

40-672 


MCCLINTOCK.R 

8303120307* 

40-672 


MCCLINTOCK. R 

8303120318* 

40-$7a 


MCCLINTOCK.R 0 

83030601 36* 

40-672’ 


MCCLINTOCK.R 0 

8305120462* 

40-672 


MCCLINTOCK.R 0 

8305120472* 

FOIA 


MCCLU8KEY, 0 

0305160136 

50-440 

0 

MCCOLLUM, W 

8308030628* 

50-243 

P 

MCCOLLUM, W 

8303030628* 

80-243 

P 

MCCONNELL, T 

8303160286* 

30-369 

F 

MCCORKLE, 0 W 

8303160222* 

30-312 

a 

MCC08KEY.R E 

8303020033* 

FOIA 


MCCOaKEY.R E 

8303040290* 

FOIA 


MCCOSKEY.R E 

8303030328* 

70-376 


MCCRORY. 8 L 

8303170318* 

50-448 

a 

MCCRORY, 8 L 

8303230473* 

50-268 

a 

MCDERMOTT, D 

8303230298 

CONTRACT 


MCDERMOTT, D 

8303230326 

CONTRACT 


MCDERMOTT, D 

8303260340 

CONTRACT 


MCDERMOTT, D 

0303270090 

CONTRACT 


MCDONALD, 0 0 

8303090345* 

30-338 

A 

MCDONALD, 0, 0. 

8303170104 

30-230 

F 

MCDONALD, D 0. 

8303180341 

50-280 

P 

MCDONALD, D J 

8308090361* 

30-338 

A 

MCDONNELL, L. J. 

8303310154 

80-303 

R 

MCDUFFIE, M A 

8303020124 

50-400 

E 

MCDUFFIE, M, A 

8303060333 

80-400 

E 

MCDUFFIE, M A 

830SU024B 

50-400 

E 

MCDUFFIE, M A 

0303110294 

30-400 

E 

MCDUFFIE, M. A 

8303 120467 

50-400 

A 

MCDUFFIE, H. A 

8303160017 

50-400 

E 

MCDUFFIE, M A 

8303160021 

30-400 

E 

MCDUFFIE. M. A 

8303160109 

50-400 

E 

MCDUFFIE, M, A 

8303170282 

30-400 

A 

MCDUFFIE, M A 

0303180400 

50-400 

E 

MCDUFFIE, M. A 

0303200329 

50-400 

E 

MCDUFFIE, M. A. 

8303200384 

30-400 

E 

MCDUFFIE, M A 

8303200442 

30-400 

E 

MCDUFFIE, M A 

6303200676 

30-400 — 

K 



PERSONAL AUTHOR INDEX 


B43 







ACCESSION 

8UD0ECT 



ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOQRY 


AUTHOR 

NUMBER 

CATEGORY 




























MCLOUOHLIN.D 

8309120426* 

50-309 

F 

MILLER. J R 

8309130227 

70-1300 


MCDUFFIE. M A 

8305390494 

90-400 

E 

MCNEILL, C A 

0303110299 

50-3 33 

s 

HILLER. J R 

8305170423 

90-373 

Q 

MCDUFFIE, M A 

B3092I.0S34 

90-400 

E 

MCNEILL, C A 

3309110400 

90-333 

8 

MILLER. J R 

0305200472 

70-929 


KCEVOY. R W 

8309030 1&3« 

FOIA 


MCNEILL, C A 

8305110409 

50-333 

s 

MILLER. K V 

8309290424* 

50-403 

0 

MCEVQV, R W 

B309040272» 

FOIA 


MCNEILL, C A 

0305110910 

SO-333 

8 

MILLER. K V 

8308250424* 

90-403 

0 

MCEVOY. R W 

8309040996* 

FOIA 














MCNEILL, C A 

8309130132 

50-333 

n 

MILLER. K V 

0309250944* 

50-403 

0 

MCEVDY, R M 

8309040399* 

FOIA 


MCNEILL, C. A 

03O923O4S4 

30-333 

s 

MILLER. K V 

8305290944* 

50-403 

0 

MCFARLAND, C R 

0309270319* 

90-537 

8 

MCNEILL, C A 

0309270109 

50-333 

R 

MILLER. L F 

0309170421* 

80-361 

Q 

MCOARRY.J M 

8309040938 

90-413 

0 

MCNEILL. C A 

0305270399* 

50-333 

0 

HILLER. L K 

0305170031* 

90-278 

R 

MCOARRY, J H 

8309040930 

90-413 

0 

MCNEILL, H M 

8309090097* 

0A999 


MILLER. L K 

8309170147* 

90-31 1 

R 

MCOARRY.J M 

0309090911 

90-413 

0 













MCNEILL, H M 

0309050110* 

QA999 


MILLER, M A 

8309110122 

90-329 

Q 

MCOARRY, J H 

0309100209* 

90-413 

0 

MCNEILL, H M 

0309090179* 

QA999 


MILLER, M E 

8305110337 

90-937 

O 

MCOARRY, J. M 

8309100289* 

90-413 

0 

MCNEILL, H M 

8309090489* 

QA999 


MILLER, K E 

8309190204 

90-937 

0 

MCOARRY, U H 

0309100297* 

90-413 

0 

MCNEILL, M M 

0309200670* 

QA999 


HILLER. M I 

0309120273 

90-329 

o 

MCOARRY, 0 H 

8309100297* 

90-413 

0 

MCPHERSON, 0 M 

0309 190209 

50-440 

0 

MILLER. H I 

8309120273 

90-329 

0 

MCOARRY, U M 

8309100309* 

90-413 

0 













MCaUEEN, A, 0 

8309030313 

50-273 

s 

MILLER. M S 

0309090007 

90-322 

0 

MCOARRY, U H 

8309100309* 

90-413 

0 

MCQUEEN, A 0 

0309240393* 

80-279 

o 

MILLER. M a 

8309090007 

50-322 

0 

MCOARRY.J M 

8309100390 

PR 


MCQUIRE, D R 

0309200969* 

90-369 

Q 

MILLER. M 0 

8309130069 

90-322 

0 

MCOARRY.J M 

0309240489 

80-413 

0 

MCBPEDON, T 0 

8305240917 

50-247 

H 

MILLER, M S 

0309130069 

90-322 

o 

MCOARRY.J H 

8309240409 

90-413 

0 

HEI8ENHEIHER, J 

0305190201* 

90-199 

P 

HILLER, M T 

0309090191* 

50-293 

0 

HCOAUOHY. J 

8309110291 

90-416 

s 













MEIBENHEIMER, J 

6309190204* 

90-329 

A 

MILLER, M T 

0309240232* 

50-29 

Q 

MCOAUOHY.J P 

0304110321 

90-416 

p 

MEISTER. J R 

B3092006B8# 

50-373 

P 

HILLER, R L 

0309020036 

71-9910 


MCOAUOHY, J P 

0304110328* 

90-416 

p 

MELIOl.A V 

8309190303* 

50-373 

P 

MILLER, R M 

8309270046* 

90-320 

P 

MCOAUOHY.J P 

0304280037 

90-416 

p 

HELLO, R M. 

8309230292* 

30-937 

A 

MILLER. H 

830913034?* 

50-331 

R 

MCOAUOHY, J P 

8309030993 

90-416 

8 

MENCZER, H. B 

0303160202 

50-390 

H 

HILLER, H H 

8309270293* 

90-389 

O 

MCOAUOHY.J P 

8305030962 

90-416 

8 













HENDEL80N, I N 

0309040345* 

CONTRACT 


MILLER. H H 

0309270404* 

50-413 

o 

MCOAUOHY.J P 

0309090075 

90-416 

P 

MENDEZ, R 

0305120420*, 

90-946 

0 

MILLER, H 0 

0305020513 

50-219 

p 

MCOAUOHY.J P 

0309090077 

90-416 

F 

MENDONCA, M M 

0309170339*1 

90-279 

Q 

MILLER, U. 0 

030903067? 

90-259 

X 

MCOAUOHY.J P 

0309090131 

90-416 

s 

MENDONCA, M M 

8303170400* 

50-361 

0 

MILLER, W 0 

0309090347 

TOPREP 


MCOAUOHY.J P 

8309090167 

90-416 

S 

HENOONCA, M M 

8303260262* 

90-279 

0 

MILLER, U 0 

8309060649 

90-312 

p 

MCOAUOHY, J, P 

0309090227 

90-416 

S 













MERRITT, B 

0303060971* 

80-249 

s 

MILLER. N □ 

0309090991 

90-329 

A 

MCOAUOHY.J P 

8309130194 

90-416 

8 

MERRITT, 8 

B309I70140* 

90-237 

s 

HILLER, U 0 

0309090953 

50-312 

F 

MCOAUOHY, J. P 

0309170424 

90-416 

8 

MERRITT. S 

0309240333 

90-237 

8 

HILLER, N a 

03091 10028 

50-266 

P 

MCOAUOHY.J P 

8309170427 

90-416 

8 

MERRITT, 8 

8309240494 

50-237 

8 

HILLER, H Q 

03091 I0I44 

50-295 

P 

MCOAUOHY.J P 

0309170430 

90-416 

8 

MERRIHEATHER, N 

8309260243* 

50-440 

0 

MILLER, M 0 

8305180853 

50-213 

F 

MCOAUOHY.J P 

8309200200 

90-416 

8 













MERRl HEATHER, N 

0305270942* 

90-389 

Q 

HILLER, N Q 

0308200073 

30-320 

P 

HCOAUOHY. J. P 

0309200404 

90-416 

9 

MEYER, 0 

0309290314* 

90-309 

0 

MILLER, H 0 

0309200172 

50-331 

F 

MCOAUOHYi J P 

0309200923 

90-416 

8 

MEYER, 0 M 

8305230460* 

50-209 

0 

MILLER, M 0 

8305200178 

50-267 

P 

MCOAUOHY, J. P 

8309200604 

90-416 

8 

MEYER, 0 M 

0309290306* 

50-277 

a 

MILLER, U 0 

6309260372 

30-259 

P 

HCOAUOHY. J P 

8309290072 

50-416 

R 

MEYER, T A 

03051601 19* 

50-244 

a 

MILLER, M 0 

0309310227 

30-206 

P 

MCOAUOHY. J P 

0309290369 

80-416 

S 













HlODENDORFtU B 

0305060536* 

90-392 

A 

MILLIOAN.M H 

8309030274 

90-322 

S 

MCOAUOHY.J P 

8309290405 

90-416 

8 

HtOURA, H J 

8304180491 

50-31 1 

8 

MILLIGAN, M H 

8309200994* 

90-322 

o 

MCOAUOHY, J. P 

8309290434 

80-416 

8 

MIDURA.H J 

0309130309* 

50-272 

F 

MILLS, L M 

8309030041 

90-370 

A 

MCOAUOHY.J P 

8309290487 

90-416 

8 

MILES, E. 8 

8309160304 

90-247 

0 

MILLS, L M 

8309030072 

50-390 

a 

MCOAUOHY.J P 

0309290913 

90-416 

a 

MILES, E. B. 

0309180597 

CONTRACT 

MILLS, L M 

8309030002 

90-390 

a 

MCOAUOHY. J. P 

8309290979 

90-416 

0 













MILINAZZOiP L 

0309240397* 

0A999 


MILLS, L M 

0305030121 

90-390 

A 

MCOAUOHY, J. P 

8309270400* 

90-416 

Q 

HILINAZZO.P L 

8309240363* 

0A999 


MILLS, L H 

0305030292 

90-438 

0 

MCOAUOHY.J P 

8309270410* 

90-416 

Q 

MILLER, C A, 

0303110227 

NUREO 


MILLS, L M 

0305030370 

50-438 

3 

MCOAUOHY, J. P 

0309270473 

90-416 

8 

MILLER, 0 

0303170590* 

90-494 

0 

HILLS, L M 

0309030434 

30-390 

A 

MCOAUOHY.J P 

0309270919 

80-416 

8 

HILLER, 0. 

0305170590* 

90-494 

0 

MILLS. L M 

0309030998 

30-438 

A 

MCOAUOHY. J, P. 

8309270993* 

90-416 

0 













HILLER, 0, 

8305170590* 

30-434 

0 

MILLS. L M 

0309030578 

50-390 

S 

MCOAUOHY.J P 

0309310069 

90-416 

B 

MILLER, t> B 

8308170131 

90-329 

A 

MILLS. L M 

8309030606 

30-390 

A 

MCOAUOHY.J P 

0309310069 

90-416 

8 

HILLER, 0 B 

8305170373 

90-329 

R 

HILLS, L M 

0309030629 

30-239 

a 

MCOAUOHY. J P 

8309310146 

90-416 

8 

KILLER. D B. 

0305170397 

30-329 

A 

MILLS, L M 

8305040293 

30-390 

A 

MCOAUOHY.J P. 

0309310196 

90-416 

8 

HILLER, 0 B 

0305170422 

90-329 

A 

MILLS, L M 

0305040911 

30-239 

p 

MCOAUOHY.J P 

8309310204 

90-416 

8 













HILLER, 0 B 

8309170467 

30-329 

A 

MILLS, L M 

0309090047 

90-390 

8 

MCOAUOHY, J. P 

8309310207 

90-416 

8 

HILLER. 0 B. 

0305190069 

90-329 

A 

HILLS, L M 

8305090067 

50-390 

8 

MCORATH. R 

0309200374* 

90-309 

8 

HILLER, 0 B 

0309190200 

50-329 

A 

MILLS, L M 

0309090070 

90-390 

8 

MCORAU.T L 

0308020016* 

FOIA 


HILLER. D B 

8309190290 

90-329 

0 

MILLS, L M 

0309090120 

30-438 

a 

HCOREOOR, T 

8308020888* 

FOIA 


MILLER. D B 

8305200309 

90-329 

A 

MILLS, L M 

0309090122 

90-438 

8 

MCOREOcm. T 

8309040198* 

FOIA 














HILLER, D. B 

8309240393 

30-329 

A 

MILLS, L M 

0305090182 

30-320 

0 

MGOREOOR. T. 

8309040910* 

FOIA 


HILLER, D B 

0309240427 

90-329 

A 

MILLS, L H 

0309090108 

30-390 

a 

HCOREOOR. T. 

0309080361* 

FOIA 


MILLER, 0. B 

0309310190 

90-329 

A 

MILLS, L M 

0309090232 

50-390 

B 

MCOUIRE. D 

8304200299 

90-400 

a 

HILLER, D. E 

0305120353* 

90-374 

0 

MILLS, L. M 

8309050243 

30-390 

a 

MCeUIRE.D R 

0309030371* 

70-27 


HILLER. D. E 

8309170393* 

90-299 

Q 

MILLS, L M 

8309100101 

90-327 

F 

MCOUIRE, D R. 

0309090418* 

90-390 

0 













HILLER, D. E 

8309190161 

70-6 


MILLS, L M 

0305100189 

50-910 

A 

MCOUIRE. D.R 

0309090461* 

90-399 

0 

HILLER. 0. E 

B3O924O340* 

40-3392 


MILLS, L M 

0309100234 

50-299 

F 

MCOUIRE. D R. 

030 9 100 109* 

90-324 

a 

MILLER, D. P 

0309110491 

NUREO 


HILLS, L M 

0308100240 

90-438 

A 

MCOUIRE. D. R. 

0309270212* 

90-302 

a 

HILLER, 0 8 

0309160099 

50-309 

0 

HILLS, L M 

8309100396 

90-438 

A 

MCOUIRE. 8. A 

8309100796 

NUREO 


HILLER, D 8 

0309160099 

50-309 

0 

MILLS, L M 

0309110292 

90-439 

8 

MCOURREN. H J 

0309190223 

90-338 

0 













HILLER, D 8. 

0309190299 

50-309 

0 

HILLS, L M 

0309110304 

90-438 

8 

MCtNTaSH.H D 

0309200440* 

90-369 

p 

MILLER. D a 

0309190299 

90-309 

o 

MILLS. L. M 

0309110317 

90-390 

B 

MCKAY. E. D. 

0309310211 

HASTE MOT 

MILLER, 0 8 

0309240403 

90-309 

0 

MILLS, L M 

6309110319 

30-370 

a 

MCKEEN.C M 

0309020971* 

FOIA 


MILLER. D, 8 

0308240493 

90-309 

0 

MILLS. L M 

0309110406 

50“43B 

8 

MCKEOHN 

8309100004 

90-272 

0 

MILLER. D B 

0309240493 

90-309 

G 

MILLS, L M 

03051 10441 

80-439 

a 

HCKEOWN 

8309110439 

90-286 

8 













MILLER. K. J 

8309090661 

HASTE MOT 

MILLS, L M 

8309110909 

50-391 

s 

MCKEUNN. L, 

0309030294 

90-286 

S 

MILLER. J 

8309020271 

t«cE 


MILLS, L M 

8309130003 

90-239 

p 

MCKEOHN. L 

0309030499 

90-394 

8 

MILLER. J 

0309040449 

50-331 

S 

MILLS, L M 

0309130020 

90-390 

E 

MCKEOWN. L 

030S120434 

80-272 

8 

MILLER. J 

6308130169 

I(<E 


MILLS. L M 

0309130089 

90-439 

S 

MCKINNEY. C. J 

0309090239* 

90-399 

8 

MILLER. J 

6309170539 

I(.E 


MILLS, L M 

6309130133 

90-390 

8 

MCKINNEY. C J 

8309100091* 

90-398 

8 













MILLER. J. 

8308190057* 

XPORTLtC 

MILLS. L. M 

0309130147 

90-430 

8 

MCKINNEY. C J. 

8309200518* 

90-399 

0 

MILLER, J R. 

6309020389 

90-299 

Q 

MILLS, L K 

8309130194 

90-430 

8 

MCLAUOHLlNi L. 

0308290302 

80-339 

8 

HILLER. J R 

0308030513 

90-264 

<1 

MILLS. L M 

0309130217 

90-390 

B 

HCLEAREN. T. 

0309170648 

CONTRACT 

MILLER, J. R 

8309100323 

90-196 

Q 

MILLS. L M 

0308170149 

90-327 

P 

MCLEAREN. T. 

8309260206 

CONTRACT 

MILLER. J. R 

0309100363 

90-196 

Or 

MILLS. L M 

0309170237 

50-566 

A 

HCLEAREN. T. 

8309260377 

CONTRACT 











PERSONAL AUTHOR INDEX 


AUTHOR 


ACCESSION 

NUMBER 

BUBdECT 

CATEGORY 

HILLS. L H 


eaosiTOSBB 

90-390 

S 

MILLS. L H 


0309170299 

30-390 

8 

HILLS. L H 


8309200187 

50-438 

S 

MILLS. L M 


630920027A 

30-390 

8 

HILLS. L H 


0309200279 

30-390 

8 

HILLS. L H 


0309200329 

50-390 

A 

MILLS. L H 


0309200343 

30-390 

S 

MILLS. L H 


8309200387 

30-390 

S 

MILLS. L n 


8309200919 

30-43B 

s 

MILLS. L M 


8309200969 

30-43B 

s 

MILLS. L M 


0309230433 

50-390 

s 

HILLS. L H 


8309230447 

30-390 

s 

KILLS. L H 


0309230462 

90-390 

8 

HILLS. L H 


8309230945 

50-433 

S 

MILLS. L M 


0309230991 

90-433 

6 

MILLS. L M 


0309230969 

90-433 

S 

HILLS. L M 


8309230S69 

90-390 

S 

HILLS. L M 


8309230579 

90-390 

S 

MILLS. L M 


8309250421 

50-390 

3 

MILLS. L M 


6309290429 

50-390 

A 

HILLS. L H 


8309250435 

50-390 

3 

MILLS. L M 


8309270021 

90-299 

P 

MILLS. L H 


8309270030 

90-259 

P 

KILLS. L M 


8305270133 

50-390 

0 

MILLS. L M 


0309270171 

50-259 

0 

KILLS. L M 


B305270177 

90-299 

0 

KILLS. L M 


e309270206« 

50-299 

0 

KILLS. L M 


B3092703S9» 

50-259 

Q 

MILLS. L M 


0309270386* 

50-433 

Q 

MILLS. L M 


0309270567* 

50-390 

0 

KILLS. L M 


8305270997* 

50-433 

0 

KILLS. L M 


8309270603* 

50-433 

3 

KILLS. L M 


B3092706S2* 

50-259 

0 

HILLS. L M 


0309270660* 

50-299 

0 

KILLS. L H 


6309310039 

50-390 

E 

MILLS. L H 


6309310053 

50-327 

P 

KILLS. L M 


6305310077 

50-327 

0 

MILLS. L M 


6309310136 

50-438 

3 

KILLS. L M 


6309310167 

50-327 

F 

HILLS. L M 


6305310172 

50-390 

S 

HILLS. L M 


63053 101 89 

50-327 

P 

MILLS. L H 


6309310193 

50-430 

3 

HILLS. L M 


0305310214 

50-438 

3 

HINECK, D L 


0309030394 

50-331 

S 

HINESK. D L 


0309060472 

50-331 

8 

HINECK. D L 


0305 130094 

50-331 

S 

HINECK. 0 L 


0305100346 

50-331 

R 

HINECK. D L 


0305240221 

50-331 

3 

HINECK. O.L 


0305240236 

50-331 

3 

HINECK. 0. L 


0305270429 

50-331 

S 

HINECK. 0 L 


6305270440 

90-331 

3 

MINER. S 


6211100501* 

90-312 

0 

HINER.S 


0305060365 

50-269 

P 

MINER. S 


8305160213* 

50-312 

0 

HINOCUE.R S 


0305030722* 

REV I EH 

GRP 

HINOCUE. R a 


0305110493* 

REVIEH 

ORP 

HINOOUE. R B 


0305200623* 

REVIEU 

GRP 

MINOR. Q C 


0305160060 

50-443 

0 

MIRASLIA.F J 
HtRAOLIA.F J 


0305120613* 

8305260306 

MISC 

30-453 

E 

HtS.F J 


0305180316 

71-9080 

MISAK. A 


8305060391* 

50-234 

S 

MISAK. A 


0305170376* 

SO-294 

R 

MITCHELL. 0 J 


8305110584* 

COMMISSION 

MITCHELL, e J 


8309110601* 

COMMISSION 

MITCHELL. J 


8309290360* 

90-403 

0 

MITCHELL. U 


8309290360* 

30-483 

0 

MITCHELL. J A 


6309100246* 

90-329 

T 

MITTL.R L 


0305310189 

30-354 

V 

HIZUNO.O S 


8309030464 

30-445 

0 

MIZUNO.O S 


0305030403 

50-537 

0 

HIZUNQ.C S 


8309030490 

30-337 

0 

MIZUNO.O a 


8309040960* 

30-445 

0 

MIZUNO.O S 


0305090968 

30-443 

0 

MIZUNOiQ S 


8305130033 

50-448 

0 

MOLCHANY.H d 


8305110160 

50-387 

p 

MONTEU. 0 


8309170578* 

50-434 

0 

MONTEL. 0 


8309170572* 

30-434 

0 

HONTEL. O 


8309170372* 

30-434 

0 

nONTODMERY. D 


8309270086* 

30-393 

Q 

MONTOQMERY. D 

M 

8305270394* 

30-302 

Q 

MONTOOMERYi D 

M 

8309270928* 

30-239 

0 

MONTOOMERY. d 
MONTQOMERY. d 

L 

8309120023* 

8305120014* 

FOIA 

FOIA 


MONTOOMERV. d 

L 

8309180019* 

FOIA 




ACCESSION 

SUBJECT 


author 

NUMBER 

CATEGORY 


MONTOOMERV, d H 

0305830047* 

FOIA 


MOONEY, 0 

8305030713 

40-8697 


MOONEY. 0 

8309160209 

40-8902 


MOONEY. 0 

6309250241 

40-8697 


MOONEY. J 

8305110403* 

50-247 1 

5 

MOONEY, d 

8309160079* 

90-247 

8 

MOONEY, d 

0305290483 

90-247 

s 

MOONEY, T 

8309080964* 

FOIA 


KOONEY. T R 

8309040919* 

FOIA 


MOORE, 0 E 

6305090418* 

50-390 

a 

MOORE. D E 

8309270212* 

90-302 

0 

MOORE, J E 

8305020491 

90-247 

0 

MOORE. R N 

8309090782 

XPORTLIC 


MOORE. R N 

8309160306 

XPORTLIC 


MOORE, R N 

8309170609 

XPORTLIC 


MOORE. R N 

830917061 1 

XPORTLIC 


MOO RHEAS. C d 

8309230703 

90-289 

u 

MORGAN. C 

0309030949 

50-247 

0 

MORGAN, C 

0309030549 

50-247 

0 

MORGAN. C 

0305100200 

90-247 

0 

MORGAN. C 

8309100208 

90-247 

0 

MORGAN, C 

8309130064 

50-247 

0 

MORGAN, C 

8305130064 

90-247 

0 

MORGAN. C 

8305130071 

90-247 

0 

MORGAN. C 

8309130071 

90-247 

0 

MORGAN, C 

0305240466 

50-847 

0 

MORGAN. C 

0305240466 

90-247 

6 

MOniARTY.d M 

8309020133 

90-483 

s 

MORLEY, J A 

0305110142 

WASTE MOT 

MORRILL, P d 

0309860272* 

90-279 


MORRISON. <3 » 

8305110433* 

90-309 

8 

MORROH. R 

0305090003* 

QA999 


MORTENSEN. U P 

0305100094 

50-913 

6 

MORTON. 0 K 

0305030474* 

50-403 

Q 

MORTON. K V 

0305040643* 

CONTRACT 


MORTON. K V 

8305060326* 

CONTRACT 


MORTON, K V 

8309180917* 

CONTRACT 


MORTON, K V 

0309170077* 

CONTRACT 


MORTON, K V 

0309230169* 

CONTRACT 


MORTON, K V 

0309230311* 

CONTRACT 


MORTON, K V 

8305230332* 

CONTRACT 


MORTON, K V 

8309260341* 

CONTRACT 


NORTON, K V 

0309270093* 

CONTRACT 


MORTON. K V 

0309870103* 

CONTRACT 


MOSER, R M 

0309180670 

71-6272 


MOSER, R M 

8305230030 

71-5607 


NOSLAK. T 

8309030164* 

90-320 

Q 

MOTHBRSDAUOH. L 

0309030218* 

70-378 


MOTHERSDAUOH.L 

8309040414* 

FOIA 


MDTU, 0. P 

8305230163 

71-496 


MOTLiO P 

0309230176* 

71-496 


MOMRY. N R 

8309040395 

XPORTLIC 


NOHRY.H R 

8305060690 

XPORTLIC 

MOHRY. H R 

8309180339* 

XPORTLIC 

MROCZKA, E d 

8309060901 

90-249 

B 

MROCZKA, E d 

8305170010 

90-336 

R 

MROCZKA, E d 

8309170010 

90-336 

R 

MROCZKA. E d 

8309230949 

90-249 

S 

MROCZKA, E d 

0309270009 

90-336 

8 

MROCZKA, E d 

8309870089 

90-336 

8 

MROCZKA, E d 

8309270239 

50-336 

S 

MROCZKA. E d 

8309270239 

90-336 

B 

MROCZKA. E d 

0309870434 

50-336 

8 

MROCZKA. E d 

8303270454 

50-336 

S 

MUDUFFIE. M A 

8303270023 

90-400 

E 

MULKIKIN.R P 

8309100249* 

50-449 

Q 

HULKIN, R 

B309230I96* 

70-1193 


HUMA, F E 

6305260160 

90-193 

0 

MURPHY, D. 

8309110367* 

50-299 

B 

MURPHY, D M 

8207000328* 

90-299 

P 

MURPHY, 0 W 

8303120374* 

90-837 

P 

MURPHY, d L 

6309170393* 

90-494 

0 

MURPHY. J L 

0309170893* 

90-494 

0 

MURPHY, d L 

8305170393* 

90-494 

0 

MURPHY. M E 

8305100361* 

90-313 

0 

MURPHY. M E 

0309830475* 

90-289 

Q 

MURPHY. M P 

0309170006 

90-271 

R 

MURRAY. B 

8309840009* 

30-449 

Q 

MURRAY. T, D 

8309060608* 

30-346 

F 

MURRAY. T 0 

6309060702* 

90-346 

F 

MURRAY. T D 

0305130093 

90-346 

S 

MURRAY. T D 

8309130190 

90-346 

8 

MURRAY. T D 

8309170162 

90-346 

S 

MURRAY. T 0 

6309170201 

50-346 

8 

MURRAY. T 0 

8309190149 

90-346 

R 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MURRAY. T D 

0309240219 

90-346 

8 

MURRAY. T D 

8309240341 

90-346 

8 

MURRAY. T D 

0309260293 

90-346 

e 

MURRAY, T D 

S3093 10038 

90-346 

e 

MURRILL, P W 

8309310102 

90-496 

I 

MUSELER.W d 

0309100244 

50-322 

Q 

HUSELER.W d 

8303180324* 

90-322 

0 

MU80LF. D 

8305020320 

90-202 

Q 

MU80LF. D 

8303020408 

90-263 

S 

MU80LF, D 

8303030603 

50-263 

X 

MU80LF. D 

0303120389 

90-202 

P 

MU80LF, D 

0303160096 

90-202 

R 

MU80LF, 0 

8309160092 

90-263 

R 

HU80LF, D 

8309230923 

90-202 

F 

MUSOLF. D 

8309240193 

90-306 

S 

MU8QLF. 0 

MUSOLF, D 

8309240166 

8309290409 

90-202 

PR 

S 

MYERS, D 0 

MYERS, L L 

0309270639* 

B309040466* 

90-324 

TOPREP 

0 

MYRABO, A L 

830916009S* 

90-263 

ft 

NADEAU, J P 

8309290331 

90-443 

H 

NAIOU. K R 

8309120368* 

90-374 

Q 

NAPUDA, 0 

8309230460* 

90-289 

G 

NAPUDA. 0 

8309290314* 

90-309 

a 

NAROACCI.O A 

8309020219* 

90-809 

ft 

NARDACCl.O A 
NARDl.A d 

8309060469* 

8309180019 

90-269 

71-9070 

ft 

NARDOCI.P B 

8309100003* 

90-369 

8 

NARDOCI. P. B 

83091 10SS3* 

90-369 

8 

NARDQCI, P. B 

8309170269* 

90-370 

8 

NARDOCI.P. B 

8309170390* 

90-369 

a 

NARDOCI.P B 

8309290404 

90-369 

0 

NARDOCI.P 8 

8309290439 

90-370 

a 

NARDOCI.P 8 

8309290499 

90-370 

a 

NARDOCI.P 8 

0309310092 

90-369 

a 

NARROW. L M 

0309090119* 

90-443 

Q 

NASH. 8 

0309090304* 

90-889 

F 

NEIGHBORS, d D 

8309090049 

90-280 

P 

NEIGHBORS, d 0 

8309090321 

90-2BD 

P 

NEdFELT, G 

8309130186 

50-370 

a 

NEdFELT. 0 M 
NELSON. P R 

NELSON. P R 

NELSON. P R 

NELSON. P R 

NELSON, P R 

NELSON. P R 

0309110268 
0309120307* 
83091 80490* 
8309120478* 
8309180483* 

8309120909* 

8309120914* 

90-370 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

8 

NELSON, R H 

8309060949* 

90-309 

8 

NELSON. R L 

8309020396* 

90-309 

q 

NERSES, U 

6309170141 

90-339 

F 

NEVEL, H 

0309180367* 

90-322 

H 

NEWMAN, d H 

8309240917 

90-247 

H 

NEWMAN, d R 

8309020434 

90-490 

0 

NEWMAN, d R. 

8309020434 

90-490 

0 

NEWMAN, d. R. 

8309060499 

90-490 

G 

NEUMAN, d R 

8309110229 

90-498 

0 

NEWMAN, d R 
NEWMAN, K A 

8309110229 

8309240399 

90-490 

FOIA 

G 

NEWMAN, P. T 
NEWTON, C E 

8309040481* 

0309040996 

50-400 

MISC 

G 

NEYLAN, A, J 

0309020367 

90-398 

A 

NEYLAN, A J 

0309020432 

50-398 

A 

NEYLAN, A. d. 
NEYMOTIN, L 
NICHOLS, F A 

NICHOLS, L L 
NICHOLS. L L 
NICHOLS. L L. 
NICHOLSON, N A 

0309020439 

8309110131 

0309110162 

8011180702* 

0309040996 

0309040996 

8303260182* 

90-390 

NUREG 

NUREG 

MISC 

MISC 

MISC 

40-2061 

A 

NICHOLSON. N A 

6309270902* 

50-309 

a 

NIGHTINGALE, E 
NIL80N. R 

8309260231* 

0309240310 

90-390 

TOPREP 

a 

NIMITZ.R L 

0309190174* 

90-272 

a 

NIX.H 

0309030690* 

90-321 

F 

NIX.H. C 

6309030607* 

90-321 

P 

NIX.H C 

0309090030 

90-321 

B 

NIX.H C 

0309090083 

90-321 

3 

NIX.H. C 

6305110269 

90-321 

8 

NIX.H C 

6309110270 

90-321 

0 

NIX.H C. 

6305110869 

90-321 

a 

NIX.H C 

0309110364 

90-321 

0 

NIX.H C 

0309110379 

90-366 

6 

NIX.H C, 

6309110404 

90-321 

3 

NIX.H. C. 

8309110410 

90-366 

8 

NIX.H C 

8309110429 

90-366 

8 



AUTHOR 


NIXiH C 
NIX.K C 
NIX.H C 
NIX.H C 
NIX<H C 

NIXrH C 
NIX.H. C 
NIX.H C 
NIX.H C 
NIX. H, C 

NIX.H C 
NIX. H. C 
NIX.H C 
NIX.H C 
NIX.H C 

NIX.H C 
NIX.H C 
NIX.H C 
NIX.H C 
NIX.H C 

NIX.H C 
NOLF. 0. H 
NOLF. D H 
NORDERHAUO.L R 
NORDERHAUO.t R 

NtWDERHAUO.L R 
NORDERHAUO.L R 
NORDERHAUO.L R 
NORDERHAUO.L R 
NOREJEHHAUO.L R, 

N0RELIU8. C E 
FMRELIUS. C E 
N0RELIU8. C. E 
NORELlUe. C. E 
NORELIUE. C. E 

NORELIUa. C E 
NORELIUe. C E 
NORELIUS. C E. 
N0RELIU8. C e. 
NORELIUS. C. e 

NORELIUS. C E 
NORELIUS. C E 
NORELIUS. C E 
NORELIUS. C E 
NORELIUS. C, E 

NORELIUS. C. E 
NORELIUS. C E. 
NORELIUS. C E 
NORELIUS. C. E 
NORELIUS. C E. 

NORELIUS. C. E 
NORELIUS. C E 
NORELIUS. C E. 
NORKINiD p. 
NORRHOLH. L. 

NORRHOLK. L 
NORRHOLH. L 
NORRHOLH. L. U. 
NORHY.P, 0. 
NORTON. 0. F. 

NOTHELFER, T 
NOVAK. T H, 
NOVAK. T. M 
NOVAK. T. M. 
NOVAK. T. H 

NOVAK. T, M, 
NOVAK. T. H, 
NOVAK. T M 
NOVAK. T H 
NOVAK. T M, 

NOVAK. T. H. 
NOVAK. T. M, 
NOVAK. T. H 
NOVAK. T. H, 
NOVAK. T H, 

NOVAK. T. H, 
NOVAK. T. H, 
NOVAK. T. M. 
NOVAK. T M 
NOVAK. T. H 

NOVAK. T. H, 
NOVAK. T M 
NOVAK. T M 
NOVAK. T. M. 
NOVAK. T. M. 


PERSONAL AUTHOR INDEX 54s 


ACCESSION 

BUBvIECT 



ACCESSION 

NUMBER 

CATEOORV 

AUTHOR 

NUMBER 

Q309110401 

90-321 

8 

NOVAK. T M 

8309240097 

S30913023S 

90-366 

8 

NOVAK. T M 

0305290209 

8309170176 

90-321 

S 

NOVAK. T M 

0305290267 

8309170294 

90-321 

8 

NOVAK. T M 

8309260122 

8309170276 

90-366 

8 

NOVAK, T H 

8309260203 

8309170389 

90-366 

8 

NOVE. E D 

8303200300* 

8309170434 

90-321 

B 

N0HLE8. a H 

8305270573 

8309170442 

90-321 

8 

NUOENT.E L 

8309260397 

8309170481 

90-366 

B 

NUSaSAUKER. □ 

0309030268* 

8309170902 

90-366 

8 

NUSSBAUMER, D 

8305030296* 

8309100279 

90-321 

R 

NUBBBAUMER. D 

830504068?* 

S309230463 

50-366 

B 

NUSSBAUMER. D A 

8305030320* 

8309230486 

90-366 

8 

NUSSBAUMER. D A 

8309040586* 

8309230499 

90-366 

8 

NUSSBAUMER. 0 A 

8309040603* 

B30923096S 

90-321 

8 

NUSSBAUMER. D A 

8309080292* 

8309270123 

90-366 

8 

NUSSBAUMER. D A 

8305090301* 

8309270234 

90-321 

S 

NUSSBAUMER. 0 A 

8309030312* 

8309310L24 

90-366 

8 

NUSSBAUMER, 0 A 

8309090319* 

8309310166 

90-321 

8 

NUBBBAUMER, D A 

8309090326* 

8309310180 

90-321 

8 

NUSSBAUMER, 0 A 

B3091202S3* 

8309310206 

90-366 

8 

NYKIRK, J H 

6309030091* 

8309060326* 

CONTRACT 


NVKIRK, J W 

6309030117* 

8309170077* 

CONTRACT 


NV8TR0M, R H 

8303100302* 

8303240906 

70-29 


NYSTROMrR H 

8303100395* 

0309030313 

90-27S 

8 

O'BRIEN, U P 

83091 704B0* 

8309100094 

90-913 

8 

O'HEA, P B 

8309030181 

8309100127 

70-734 


0'NEIL,J H 

8309240990 

8309240314 

90-312 

Q 

O'NEIL, J. H 

0309240990 

8309260242 

90-206 

0 

O'NEILL, B 

0305030164* 

S309270119 

90-312 

8 

O'NEILL, B 

8309160199* 

8309020094 

50-373 

Q 

O'NEILL, J 

8309060437 

8309020110 

90-496 

3 

O'NEILL, J 

0309120267 

8309020128 

90-266 

P 

0 'NEILL, U 

0309240928 

8309020224 

90-496 

Q 

0 'NEILL, J H 

0309190249 

8309020264 

90-341 

a 

O'NEILL, U H 

8309200630 

8309020274* 

90-341 

Q 

O'NEILL, J H 

8309200630 

8309020347 

90-319 

0 

O'NEILL, K 

3309240912 

8309020349 

90-309 

Q 

O'REILLY, J P 

8305090191 

8309060441 

90-237 

Q 

□ 'REILLY. J P 

8309090494 

8309100087 

90-309 

a 

O'REILLY, J P 

8309120316* 

6309100096 

90-346 

Q 

O'REILLY, J P 

8309120396* 

8309170299 

90-299 

0 

O'REILLY, J P 

8309120376* 

8309170477 

90-373 

P 

□ 'REILLY. J P 

8309120998 

8309170489 

90-319 

Q 

O'REILLY, J P 

8309120604* 

8309190128* 

90-373 

Q 

O'REILLY, J P 

0309290941 

8309190396* 

90-329 

Q 

O'REILLY, J P 

8309290946* 

6309200912 

90-483 

a 

O'REILLY, J P 

0309270279 

8309240241 

90-373 

0 

O'REILLY, J P 

8309270425 

8309240244* 

90-373 

0 

O'REILLY, J P 

S309270461 

8309240301 

90-373 

Q 

O'REILLY, J P 

3309270913 

8309240924 

90-494 

0 

O'REILLY, J P 

8309270985 

0309260278 

90-494 

Q 

O'REILLY, J P 

8305270664* 

8309260319 

90-331 

Q 

O'ROURKE, A P 

3309240933 

8309030474* 

30-483 

a 

O'ROURKE, A P, 

8309240939* 

83091 0029B 

90-272 

8 

O'TOOLE, J 

8^09290483 

8309200497 

90-272 

8 

O'TOOLE, 0, D 

8309030373 

8309290238 

90-272 

8 

O'TOOLE. U. D 

8309030400 

6309290314* 

90-309 

0 

O'TOOLE. J D 

8309040242* 

8309240036 

aRO 


O'TOOLE, J D 

8309100179 

8309040922* 

90-309 

0 

0 'TOOLE, J D 

8309110302 

8309200307* 

90-237 

a 

O'TOOLE, U D 

8309110393 

8309020902 

90-362 

A 

O'TOOLE, J D 

8309130018 

8309030013 

90-928 

A 

O'TOOLE. J D 

8309130022* 

8309040010 

90-099 

P 

O'TOOLE. J D 

8309160020 

8309040209 

90-397 

A 

O'TOOLE, U D 

8309160079 

8309040700 

50-322 

0 

□BERO.C R. 

8309170009* 

8309060008 

90-382 

8 

□DEOAAROEN, R H 

8309040302 

8309090277 

90-440 

A 

ODEOAARDEN, R H 

8309060204 

0309090994 

90-329 

E 

□DEOAARDEN, R H 

8309170973 

8309090722 

90-449 

A 

OESTMANN.M J 

8309170240* 

8309110140 

90-329 

A 

OEBTMAMN.M. J 

0309270270* 

8309120969 

90-416 

0 

DOLE, K M. 

8309060397 

0309130344* 

90-382 

A 

OKADA, S 

8309260317 

8309 160240 

30-449 

0 

OLLER.R E 

8309030366* 

8309170093 

90-398 

A 

□LLER.R E, 

83090 90111* 

8309170619 

30-413 

E 

OLLINOER.W H 

8305040694* 

8309170721 

90-460 

A 

OLSEN, A F 

8309020923 

8309170723 

90-369 

P 

0L8HAN, L N 

83091 10216 

8309180213 

90-327 

P 

OPREArO. H. 

8309030430 

8309200019 

90-373 

P 

OPREA.O H. 

8309060496 

8309200199* 

90-382 

a 

□PREA, 0. U 

8305170910 

8309200723 

90-279 

R 

OPREA, 0. H 

8309230416 

8309230199 

90-908 

A 

OPREA, 0. W 

8309230929 

8309230624 

90-390 

A 

ORDERS, U. 

8309270160* 

0309230717 

90-369 

8 

ORNBTEIN, H L 

82111 10649* 


SUBJECT 



ACCESSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

90-369 

P 

ORTIZ, N R 

6309170122 

NUREO 

50-361 

P 

08HIMA, S 

6309020993 

XPORTLIC 

90-369 

P 

OSTER, J 

B309230900 

90-10 J 

90-361 

P 

OSTER, J 

6309240339 

70-2973 

90-508 

e 

0U8RE.R P 

6309240326 

90-312 R 

30-260 

a 

OWCZARBKI.P C 

630 9290166 

RES 

90-443 

0 

OHCZARSKI.P C 

630 9290174 

RES 

40-2299 


OPEN, H H 

8309050008 

90-413 A 

70-378 


OMEN, U H 

8309160391 

PR 

70-378 


PAOANO.F G 

6203150093* 

SO-443 F 

70-378 


PAOANQ, F 0 

6309270210 

90-462 E 

70-378 


PAGE, R 0 

6309030074 

70-1297 

70-378 


PAGE, R G 

8309030237 

40-6027 

70-370 


PAGE, R 0 

8305030706 

40-2061 

70-370 


PAGE, R 0 

8309040707 

40-0039 

70-370 


PAGE, R G 

6309160176 

70-27 

70-370 


PAGE, R 0 

6305160176 

40-6900 

70-378 


PAGE, H 0 

8309160319 

40-7700 

70-378 


PAGE, R 0 

8305180329 

40-86 

40-672 


PAGE, R 0 

6309160799 

40-6406 

90-299 

F 

PAGE, R 0 

8305 ISO 769 

70-992 

90-299 

F 

PAGE, R 0 

6309160620 

40-6406 

90-430 

A 

PAGE, R 0 

6309160624 

40-7703 

90-438 

A 

PAGE, R 0 

6309160834 

40-0763 

90-361 

<9 

PAGE, R 0 

6309160690 

70-929 

71-9100 


PAGE, R 0 

6309160698 

70-124 

90-400 

O 

PAGE, R 0 

B309la0S99 

70-992 

90-400 

O 

PAGE, R 0 

6309190001 

70-33 

90-320 

O 

PAGE. R 0 

6309190004 

70-2973 

90-289 

0 

PAGE, R 0 

6305190008 

70-33 

PR 
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8303100418 

90-329 

0 

PROCTOR, a D 

0309240373 

90-329 

0 

PROCTOR. S D 

0309240491 

90-329 

0 

PROCTOR, 8 D 

8309240491 

90-329 

0 

PfiOVENZANO, V P 

8309040441 

90-329 

0 

PRDVBNZANO, V P 

0303040907 

90-329 

0 

PUCEL, P 

8309030707 

40-0728 


PUNTENNEy. J 

8309230227 

FOIA 


PURPLE, R A 

0303280329* 

90-302 

P 

PURPLE. R A. 

8304120042* 

90-321 

P 

PURPLE, R A 

0309170649* 

90-301 

P 

PURPLE, R A 

8309180540* 

90-290 

P 

PURPLE, R A 

8309180966* 

90-324 

P 

OUEEN.U 0 

8309020031* 

70-370 


OUEEN, W 0 

8303020937* 

70-370 


CUEEN, W 0 

0309040060* 

70-378 


OUEEN, W. 0 

8305040460* 

70-370 


OUEEN, W 0. 

0309030357* 

roiA 


OUICK. 0 

8309270303* 

30-390 

Q 

RAHE, B. P 

0304130540 

TOPREP 


RAHE, E, P 

8309030426 

TOPREP 


RAHE.E P 

0309090200 

TOPREP 


RAHE.E P 

0309090212 

PROJ 


RAHE.E P 

0309110427 

90-334 

8 

RAHE, E. P 

8309170400 

90-454 

T 

RAHE, E. P 

8309170994 

TOPREP 


RAHE.E P 

8309180262 

TOPREP 


RAHE,E P 

8309200304 

PR 


RAHE.E P, 

0309230299 

TOPREP 


RAHE, E. P 

8309270006 

TOPREP 


RAHE.E P 

□309270481 

TOPREP 


RAUAN 

0309170413* 

90-494 

T 

RAJAN.J R 

0309070978* 

90-449 

0 

RAJKI.8 

0309170492 

90-440 

0 

RAMSDEUL.J V 

8309130732 

NUREO 


RAHSDEN.J J 

8309040073* 

FOIA 


RAM8DEN. J. J 

0309040114* 

FOIA 


RAH8DEN, J J 

0309030342* 

FOIA 


RAH8DEN.U J 

0309090391* 

FOIA 


RAMSEV, C. 

0309120447* 

90-373 

Q 

RANDALL, R 0 

8309060420* 

90-220 

8 

RANDALL. R 0 

8309060940* 

90-220 

0 

RANDALL, R 0 

8309200270* 

90-220 

8 

RANDALL, W. I 

8309020429 

90-443 

0 

RANDALL, W I 

8309020429* 

90-443 

0 

RANOAZZA, J. B 

8309030471 

90-307 

P 

RATCLIFF, R H 

8309040169* 

FOIA 


RAMSON, R. J. 

8309170949 

90-322 

0 

RAWSON, R. V. 

0309290367 

90-322 

0 

RAV.H. B 

8309030396 

90-361 

0 

RAV.H B 

8309030397* 

90-361 

8 

RAV, H. B 

8309030360 

00-361 

0 

RAV.H B 

8309030432 

00-361 

a 

RAV.H B 

8309060448 

90-362 

0 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

RAY, H B 

8309060450* 

90-362 S 

RAV.H B 

8305060467 

90-361 S 

RAV.H B 

8309060909 

90-361 3 

RAY, H B 

8309060914* 

90-361 8 

RAV.H B 

8305160011 

90-361 S 

RAY, H. B 

8309160014* 

90-361 S 

RAV.H B 

8305160047 

90-362 B 

RAV.H B 

8309160051* 

90-362 3 

RAV.H B 

8309160059 

90-361 S 

RAY, H B 

8305160069* 

90-361 S 

RAY, H B 

8309160101* 

90-36 1 3 

RAY.H B 

8309160110 

50-362 3 

RAY, H B 

8305160115* 

50-362 a 

RAY.H B 

8305160120 

50-362 S 

RAY.H B 

8309160125* 

50-362 S 

RAY.H B 

8309270131 

90-361 3 

RAY.H B 

8309270197 

50-362 3 

RAV.H B 

8305270243 

90-361 3 

RAV.H B 

8305270321 

50-361 3 

RAY.H B 

8309270408 

50-361 3 

READE. M T 

8305310211 

WASTE MOT 

REAVIB. J A 

8309170460* 

50-269 fl 

REAVI8. J A 

0309170940* 

90-369 R 

REAVI8. J H 

8309100063* 

FOIA 

RE BELLO. J E 

0309040593* 

CONTRACT 

REBELLO. J E 

8305060291 » 

CONTRACT 

RE BELLO. J E 

83051 10008* 

CONTRACT 

REBELLO. J E 

8309110192* 

CONTRACT 

REBELLO. J E 

8305110192* 

CONTRACT 

REBELLO. J E 

83091 10198* 

CONTRACT 

REBELLO. J E 

8309120560* 

CONTRACT 

REBELLO. 0 E 

8305130300* 

CONTRACT 

REBELLO. J E 

8309130361* 

CONTRACT 

REBELLO. J E 

0309180047* 

90-247 P 

REBELLO. J E 

8309180792* 

CONTRACT 

REBEL0W6HI.T H 

8305290309* 

50-213 O 

REDANO.R T 

8309170333* 

50-290 Q 

REDMOND. R F 

8309110192* 

CONTRACT 

REDWANZ.F J 

8309160284* 

90-321 R 

REED.C 

8309020234* 

90-456 Q 

REED.C 

8305060354* 

90-373 0 

REED, C 

8309170167 

50-254 Q 

REED, C 

8309170184* 

50-294 0 

REED, C 

8309200621 

50-373 P 

REED, J R 

8305240944 

90-440 O 

REEDY. R F 

8309100427 

90-279 R 

REES IDE, D. 

8309040260* 

90-369 S 

REESIDE.W 0 

8305040246* 

90-369 6 

REEVES, E A 

8309090016 

90-340 P 

REOAN.N A 

8309040637 

XPORTLIC 

REHM. T 

8309020569 

90-329 A 

REHM, T A 

8309040777 

COMMISSION 

REHM. T A 

83091 10135 

COMMISSION 

REHM.T A 

8305170717 

COMMISSION 

REHM.T A 

8305180236* 

90-498 A 

REHM.T A 

8305230121 

COMMISSION 

REHM.T A 

8309250103 

90-289 Q 

REHRIO. A W 

8305020960* 

FOIA 

REHRIOiA W 

8309030260* 

70-378 

REHRIO. A W 

0309040103* 

FOIA 

REIMANN. F W 

8305170304* 

90-341 Q 

REIMANN. F W 

8309260224* 

90-440 Q 

RE1MER8. 0 A 

8309030396* 

50-331 3 

REIMER8. 0 A 

8309240236 

90-331 6 

REINMUTH.O H 

8309180083* 

30-499 Q 

REIS, M P 

8309160176* 

50-279 P 

REIVITZ, L 

8309040660* 

CONTRACT 

REMICK.F U 

8111030693* 

FOIA 

REMLEY, M E 

830931021? 

70-29 

REMLEY. M E 

8309310220* 

70-29 

RENNER, A E 

8305120304 

50-440 0 

REPKA.D A 

8309100222 

90-322 a 

REPKA, D. A 

8309170963 

90-322 0 

REPKA.D A 

8309200S90 

SO-322 0 

REPKA.D A 

8309260271 

90-322 0 

REQUA, 0 

8309060378 

90-261 P 

REOUAi 0 

6309060670 

90-261 P 

REQUAi 0 

6309110610 

90-261 F 

REQUA, 0 

S309 160346 

90-261 P 

REBETAR, J 

6309270494 

90-336 8 

REBSLER.W C. 

83090Z0210 

30-289 R 

REVELEY, W T 

8309100391 

SO-322 0 

REVE3, L A. 

8304120412* 

50-373 Q 

REYES, L A 

8309020357* 

90-403 Q 

REVEa, L A 

8309170304* 

90-341 Q 


AUTHOR 

ACCESSION 

NUMBER 

SUtUECT 

CATBOOS 

REVES, L A 

8309170403* 

50-373 

REYES, L A 

B309260224* 

50-440 

REYNOLDS, J R 

B30S1 10212 

30-279 

REYNOLDS, J R 

8309 t 10383 

30-875 

REYNOLDS. U R 

0305120289 

90-279 

REYNOLDS. 0 R 

8309120205 

90-273 

REVNOUDa.O W 

8305240969* 

30-159 

REYNOLDS. N S 

8303290382 

50-397 

REYNOLDS. N S 

B303290382 

50-397 

REYNOLDS. N S 

8305020473 

90-460 

REYNOLDS. N S 

8305020473 

SO-AAO. 

REYNOLDS. N 5 

3309090009 

50-460 

REYNOLDS. N S 

8305030009 

90-460 

REYNOLDS, N S 

8309030013 

50-443 

REYNOLDS.N S 

0305050018 

30-445 

REYNOLDS. N S 

0305050019 

90-460 

REYNOLDS.N S 

0305090019 

30-460 

REYNOLDS.N S 

030906049 1 

50-508 

REYNOLDS.N S 

6309060491 

90-508 

REYNOLDS, N B 

0305090507 

90-443 

REYNOLDS, N S 

8305090907 

50-443 

REYNOLDS.N 3 

8309100270 

50-443 

REYNOLDS.N S 

8305100270 

30-445 

REYNOLDS.N S 

8303100295 

50-445 

REYNOLDS.N S 

8309100293 

50-445 

REYNOLDS, N S 

8309100321 

50-445 

REYNOLDS.N S 

8309100321 

50-445 

REYNOLDS.N S 

8305130260 

SO-44S 

REYNOLDS.N S 

8305130260 

50-445 

REYNOLDS.N S 

8303170916 

50-460 

REYNOLDS, N S 

8305170916 

50-460 

REYNOLDS. N S 

8309180449 

PR 

REYNOLDS.N 8 

8305250406 

PR 

REYNOLDS, 8 

8305110338* 

50-289 

REYNOLDS, S 

8305240321 

50-254 

REYNOLDS. S D 

8309050147* 

50-277 

REYNOLDS, 8 0 

8305290909* 

90-206 

RE2NICEK, a U 

8309230988 

50-285 

RHEE. S 

8309240207 

30-237 

RHODE, e K 

8309060043 

90-220 

RHODE, 0. K 

8309 0600 46* 

50-220 

RHODE. 0 K 

8309230982* 

50-410 

RHODES, K 

8309030246* 

40-8027 

RICCARDELLA. P 

8305060093* 

90-321 

RICE. D A 

8305090268* 

50-29 

RICHARDS. B L 

B30927O167* 

70-143 

RICHARDS, B L 

8309310022* 

70-1201 

RICHARDS.U 

8309090256 

90-416 

RICHARDS. 3 

8309250509* 

50-209 

RXCHAR05.W J 

8309180353 

PR 

RICHARDSON.U D 

0309130126 

90-4 1 6 

RICHARDSON, U D 

0309130126 

90-416 

RICHARDSON. J D 

8309290072 

90-416 

niCHHONOi vT 8 

0309310164 

50-303 

RICHTER, L 

8309 1300? 3* 

90-346 

RICHTER. L. 

8309170171* 

90-346 

RIDDLE, D H 

030427039? 

71-9135 

niDSWAY, D 

83091203?! 

90-482 

RlOeWAY, D 

8309120391 

30-482 

R I ODWAY. D A 

8309060480 

30-482 

RID&WAY, D A 

8309130137 

30-261 

RIDOMAY. 0 A 

0309180429 

50-382 

RIDOWAY. D. A 

8309180429 

30-382 

RIDONAY, 0. A 

B30S2404B7 

50-289 

R IDOWAY, K R 

0309230139* 

70-1193 

RILEY, E J 

8309060145* 

FOIA 

RILEY. J L 

8309060252 

90-413 

RILEY. J L 

8309060252 

90-413 

RILEY. R W 

8309230428* 

COMMISStOI 

RIN9.H A 

8309020357* 

90-483 

RIPLINO, E J 

8305110512 

NUREO 

RIBSO.R. P 

0305180562* 

CONTRACT 

RITCHIE. L T 

8309310210 

NUREO 

HITTER, D 

8309230703 

30-289 ' 

RIVENBARKtO W 

8309040711 

50-366 

RIVENBARK.O W 

8305040748 

50-321 , 

ROBBINS, J.O 

8305160063 

TOPREP , 

ROBERDS.H W 

8309100116* 

90-482 

ROBERDS, H W 

8309230480* 

90-482 

ROBERTS, E 

83091 10398* 

90-334 

ROBERTS. H R 

8309020481 

40-8681 

ROBERTS. a 

8304070286* 

50-269 

ROBERTS, M 

8309110089* 

30-373 

ROB IN80N. D 

8305020171* 

90-316 

ROBINSON, D. 

8309020312* 

90-319 


648 


AWTHOR 


ROBIKSON. 0 
ROBINEON. D 
ROBINSON. 0. 
ROBINSON. D 
ROBINSON. D. 

ROBINSON, n 0 
ROBINSON. R 9 
ROCKETT. D R 
ROOSERS. H R 
RODRIOOEZ. P 

ROCRIOUEZ.R J 
RODRIQUEZ. R J 
RODRIQUEZ. R J 
RODRIOUEZ.R J 
RODRIQUEZ. R J 

RODRIQUEZ. R J 
RODRIGUEZ. R J 
RODRIQUEZ. R U 
RODRIQUEZ. R J 
RODRIQUEZ. R J 

RODRIQUEZ. R J 
RODRIQUEZ. R J 
RODRIQUEZ. R J 
RODRIQUEZ. R J 
RODRIQUEZ. R J 

RODRIQUEZ. R J 
RODRIQUEZ. R J 
RODRIQUEZ, R U 
ROCAN.R E 
ROOERS, H R 

ROOERS, H. R 
RQQERS. H R 
ROOERS. H R 
ROOERa, H R 
ROSERS. H R 

ROOERS, H R 
ROSERS, H R 
ROOERS, L C 
ROOERS, P 
ROOERS, P> 

ROOERS, P. 
ROOERS. P 
ROOERS, W M 
ROOOE, U 
ROOOE.U F 

ROHATQI.U S 
ROHRER.O H 
RDHRER.M V 
ROHRBB.M V 
ROHRER.H V 

ROHRER. M V 
ROHRER, M V 
ROHRER. M V 
ROHRER. M V 
ROHRER.H V 

ROIBHAN. A Z 
ROLES. 0 H 
ROMAN. T W 
ROMANO. F R 
ROMANO. F, R 

ROMO.L R 
ROONEY. V L 
ROONEY. V L 
ROONEY. V L 
ROONEY. V L 

ROOT.L D 
ROOTtL 0 
ROOT.L D 
ROOT.L D 
ROOT.L D, 

ROOT.L D 
ROOT.L D 
ROOT.L. D 
ROOT.L D. 
RtWT.L E, 

ROSAKi S 
R08ANO. R 
ROSE.J J 
R088.F U 
ROSS. F. W 

ROSa.U 0 
ROSSI ACH.L U 
ROSSI. C E 
ROSZTOCiy. Z R. 
ROTE. A 


PERSONAL AUTHOR 


ACCESSION 

SUOOECT 



ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

e3090S0321» 

50-319 

S 

ROTHSCHILD. M U 

6309030914 

S30SOE0411* 

50-3 1 9 

8 

ROTHSCHILD, li U 

6309040997 

e30S1203S4« 

50-3 16 

S 

ROTHSCHILD. H U 

8309090566 

B309S4014» 

50-316 

3 

ROTHSCHILD. M U 

8305130013 

8309240349 

50-319 

8 

ROTHSCHILD. M U 

6309160147 

e30g03041& 

PR 


ROTHSCHILD, M U 

6305270015 

8309200296 

PR 


ROUSE. L C 

6309040092 

8309240046 

71-166 


ROUSE, L C 

8309130276 

8309230926 

90-327 

8 

ROUSE. L C 

6305170568 

830919022Q 

50-247 

0 

ROUSE. L C 

6309170970* 

8309D203B3 

50-312 

P 

ROHE. C 

6309060209* 

8309020384 

90-312 

P 

ROHE. C A 

6309090166* 

8309020413 

90-312 

P 

ROHSOME. F 

6309100249* 

8309020483 

50-312 

0 

ROY. D. H 

6309030410 

8309030287 

50-312 

S 

ROY.O H 

6309230207* 

8309030991 

50-312 

s 

RQZAKtS 

8309270270* 

8309060419 

50-312 

p 

RUBENSTEIN. D 

8301120436* 

8309100229 

50-312 

p 

RUSENSTEtN. D 

8309090287* 

8309100296 

50-312 

p 

RUBENSTEIN. L S 

6304190496* 

8309 1 00338 

50-312 

p 

RUBIN. 8 

6309040737* 

8309100344 

50-312 

p 

RUBIN. S 

0309040745* 

8309100381 

90-312 

0 

RUDD. C C. 

8309190214 

8305130103 

90-312 

8 

RUDIN. L 

8309240917 

8309130163 

30-312 

8 

RUOV.C R 

8305180117 

8303130219 

50-312 

S 

RUEBHAUSEN, 0 H 

8309110192* 

8309230496 

90-312 

0 

RUFF. A B. 

6305270616* 

8309270080 

90-312 

0 

RUITER.O. H. 

6309130291* 

8309310171 

50-312 

p 

RULAND. H. H 

8309270370* 

8309240936 

90-219 

0 

RUNCQ. F 

8309180499* 

8304190937* 

90-327 

8 

RWCO, F 

8309180461* 

8309030183* 

50-327 

8 

RUNKLE. J 

6309060932 

3305090206* 

90-327 

8 

RUNKLE. J 

6309060932 

8309090224* 

90-328 

8 

RUNKLE. J. 

8309090479 

B3091IO419* 

90-328 

S 

RUSLINO. 0 H 

8309180334 

8305200981* 

50-327 

S 

RUSSELL. L 6. 

8309030363 

8309290342 

90-320 

8 

RUSSELL. L B 

8309060639* 

8309290400 

90-328 

S 

RUSSELL. L B 

83091 10352 

8303120347* 

50-320 

T 

RUSSELL, L B 

8309160061 

8303020378* 

90-368 

8 

RUSSELL. L B 

0309190287 

8309030390* 

90-313 

S 

RUSSELL. L B 

8309190348 

830S0604S4* 

90-313 

S 

RUSSELL. L B 

8309230910 

8305120418* 

90-313 

8 

RUSSELL. L B 

8309230922 

8309030690* 

90-321 

F 

RUSSELL. L B. 

8309230999 

8309270160* 

90-369 

Q 

RUSSELL. L B. 

8305270072 

8309130138 

90-321 

S 

RUSSELL, L B 

8309270603 

8309110131 

NUREQ 


RUSSO. H L 

8305200319* 

6309090986* 

50-449 

0 

RUSSO, K L 

8309200332* 

8309090261* 

90-416 

s 

RUTLCDOE. C 

6309260144 

8309110279* 

90-416 

s 

RUTTENBERG. U I 

6309120296 

8309170426* 

90-416 

s 

RUZICKA. U 0- 

8309170904* 

8309200493* 

90-416 

s 

HUZICKA.H 0 

6305170908* 

8309200332* 

50-416 

3 

RUZICKA. H 0 

6309180334 

8309290487 

90-416 

3 

RVAN.H F 

6309120344* 

8309310069 

90-416 

S 

RYBAK. B 

8304040266 

8309310207 

90-416 

3 

RYBAK, B 

6309020496 

8309180792* 

CONTRACT 


RYBAK. B. 

8305040446 

8309090967 

HASTE MOT 

RYBAK, B 

6309040920 

8309170399* 

90-220 

R 

RYBAK. B 

6309040991 

8309040470 

90-392 

0 

RYBAK. B 

6309090043 

8309260181 

50-392 

0 

RYBAK. B 

6309100092 

8309170396* 

90-329 

H 

RYBAK. B 

8309100190* 

8309110049* 

50-331 

P 

RYBAK, B 

6309130036 

8309170069 

90-271 

P 

RYBAK, B 

8309130209 

8309160093* 

90-331 

P 

RYBAK, B 

8309180376 

8309 1 B0229* 

50-293 

P 

RYBAK, B 

8309200299 

8309030131 

90-331 

Q 

RYBAK. B 

8309240249 

8309040389 

50-331 

Q 

RYBAK, B 

6305290377 

8309060060 

90-331 

P 

RYBAK. B 

8309260290 

8309100095 

90-331 

P 

RYBAK. B. 

8309270399 

8303100320 

90-331 

0 

RYBAK. B 

8309270419 

8309100372* 

90-331 

0 

RYBAK. B. 

8309310037 

8309230962 

90-331 

p 

SALTZMAN. U 

6309160767 

8309240120 

90-331 

p 

SAMP, R A 

6309090937 

8309240911 

90-331 

0 

SANCHEZ. R. L 

8309180096* 

8309230293* 

CONTRACT 


BANDERS. H. F 

8309270328* 

8309270902* 

50-303 

0 

SANDERS, H F 

8309270337* 

8309020292 

90-299 

a 

BANDOZ, 8 A 

6309040466* 

8309040914* 

90-322 

E 

BANDOUIST.Q M. 

6309190380* 

8309060369* 

40-8783 


SANTORO, h P 

8309180194 

8303170395 

40-6064 


SARGENT, A, U 

6309090901 

8309270974* 

90-280 

0 

SAROENT. A V 

8309090902* 

8309100410* 

90-286 

0 

SAROENT. 1 

8206060249* 

8309090640* 

90-449 

0 

SAROENT. I H 

6309310241* 

8208290906* 

90-373 

p 

SARSTEN.O E 

6309200499 

8309200696 

90-440 

0 

SAUBERMAN. A 

6309240917 


INDEX 


SUBJECT 

CATEGORY 
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ACCESSION 

NUMBER 

BUBUECT 

CATEGORY 

S0-44S 

0 

BAUICKI. J 

0304040394* 

90-322 

U 

SO-445 

0 

SCALETTI.O C 

B30S 120076* 

90-70 

P 


0 

SCARANO.R A 

8309170919 

90-361 

0 

50^A4S 

0 

8CARAN0.R A 

8309240393* 

90-279 

a 

90-445 

0 

SCHAEFER. D W 

8309270119 

90-312 

3 

90-44S 

0 

SCHAEFFER. H A 

8309270039* 

90-320 

p 

PRDJ 


aCKAPKER, J F 

8309270496* 

90-918 

0 

PROJ 


6CHEPPACH. R C 
6CHERER.A E 

8309260380* 

8309020400 

CONTRACT 

90-470 

E 

70-0 


SCHERER. A E 

8309090336 

90-470 

E 

40^672 


aCHERER.A E 

6309120120 

90-470 

B 

40-3079 


SCHERER. A E 

6309120169 

90-470 

E 

50-389 

T 

SCHERER. A E 

0309130081 

90-470 

E 

TOPREP 


SCHERER. A E 

8309170326 

90-470 

A 

40-1476 


SCHERER. A E 

6309170927 

90-339 

a 

50-341 

Q 

SCHERER. A E 

8309200966 

90-470 

e 

50-247 

p 

BCHMIDT.H C 

6309100129 

90-448 

A 

50-247 

P 

SCHMIDT. H C 

6309100130 

90-449 

R 

50-454 

F 

BCHMIDT.H C 

8309310191 

90-449 

A 

90-299 

p 

SCHMIDT. W H 

6309090432 

NUREQ 


50-259 

P 

SCHMITT. H 

8309 ISO 116* 

FOIA 


50-440 

0 

SCHMITTDIEL.P 

8309060691 

40-8697 


50-247 

H 

8CHMUTZ, T. A 

8309110449 

90-937 

0 

40-6900 

CONTRACT 

SCHNAUTZiC E 
SCHNELLiD F 

8309260330 

8303240307 

KPORTLIC 

90-483 

A 

50-439 

0 

8CHNELL, D F 

8304190394 

90-482 

a 

50-305 

R 

SCHNELL. D F 

8309030263* 

90-483 

a 

50-343 

Q 

8CHNELL. D F 

83O9060293* 

90-483 

0 

50-322 

K 

SCHNELL, D F 

8309170136* 

90-483 

a 

90-322 

H 

SCHNELL, D F 

8309170188* 

90-483 

3 

50-400 

0 

SCHNELL, D F 

6309170227* 

90-483 

3 

50-400 

0 

SCHNELL, D F 

6309200918* 

90-483 

3 

50-400 

0 

SCHROCK.C A 

6309170271* 

90-309 

8 



BCHROEDER.B A 

8309130202* 

90-237 

R 

90-318 

s 

SCHROEDER.C U 

8304290034 

90-373 

P 

50-317 

F 

SCHROEDER.C H 

8309030161 

90-373 

P 

50-317 

a 

SCHROEDER.C U 

8309060969* 

90-373 

3 

50-3 IB 

a 

SCHROEDER.C. M. 

8309100392 

90-374 

8 

50-317 

a 

SCHROEDER.C H 

8309110082 

90-373 

P 

90-316 

8 

SCHROEDER.C U 

8309190393* 

90-373 

P 

50-317 

s 

SCHROEDER.C U 

8309230984 

90-373 

P 

S0-31fl 

a 

eCKROEDER.C H 

8309240110 

90-373 

P 

50-317 

8 

SCHROEDER.C U 

8309240111 

90-374 

A 

50-317 

s 

SCHULER. R. T, 

8309240917 

90-247 

H 

50-317 

B 

SCHULER, R T 

8309240917 

90-247 

H 

QA999 


SCHULER. T.R 

8309190179* 

90-244 

B 



SCHULER, T R 

6309190238* 

90-244 

a 

40-8502 


SCHULLKE, D. A 

8309030226* 

90-282 

F 

50-352 

0 

SCHULTZ. C 

8309060444* 

90-2^9 . 


90-94 

0 

SCHULZ, R. D. 

8309190334* 

90-410 

3 

50-54 

Q 

8CHUM. H 8 

8309100160* 

90-482 

Q 

PR 

50-320 

T 

SCHUMACHER, D 0 
SCHUMACHER, M 

8309110196 

8309270270* 

NUREO 

90-341 

a 

50-237 

Q 

SCHUMACHER. M C 

83032S01B2* 

40-2061 


90-294 

p 

SCHUMACHER, M C 

6309170248* 

90-494 

0 

50-237 

p 

SCHUMACHER. H C 

6309270902* 

90-309 

o 

50-237 

p 

SCHUYLER, J 0 

8309020366 

90-279 

p 


P 

SCHUYLER, J 0 

0309040326* 

90-279 

p 


p 

SCHUYLER, J 0 

8309310139* 

90-279 

P 

90-237 

Q 

SCHWENCER.A. 

8303300772 

90-387 

p 


Q 

SCHUENCER.A 

8304290013 

90-392 

F 

flO-237 

P 

SCHWENCER.A 

8309030106 

90-498 

E 


P 

8CKWENCER, A 

8309040927 

90-392 

A 

50-237 

P 

SCHWENCER.A. 

8309040616 

50-387 

P 

90-237 

3 

SCHWENCER.A 

8309040669 

90-387 

P 

50-237 

F 

SCHWENCER.A 

8309040677 

90-498 

A 

50-237 

Q 

SCHNENCER, A 

8309090366 

90-387 

a 

50-237 

P 

8CHWENCER, A 

8309090402 

90-373 

F 


Q 

eCHWENCER, A 

8309090602 

90-498 

A 

90-237 

p 

SCHWENCER. A 

8309090633 

90-410 

A 

50-237 

P 

SCHWENCER.A 

8309090646* 

90-410 

A 

70-2973 


SCHWENCER, A 

8309110171 

90-373 

P 

50-358 

T 

SCHWENCER, A 

8309110616 

90-498 

e 

PQIA 


SCHWENCER, A. 

8309120580 

80-373 

p 

90-424 

0 

SCHWENCER.A 

8309120993* 

90-373 

p 

50-424 

Q 

SCHWENCER. A 

8309170604 

90-499 

E 

TDPREP 


SCHWENCER.A 

8309170709* 

90-461 

A 

50-407 

p 

SCHWENCER.A 

8309200091 

90-387 

F 

71-9180 


SCHWENCER. A 

8309200176 

90-387 

P 

90-443 

0 

SCHWENCER, A 

8309290082 

90-397 

E 

50-443 

0 

SCHWENCER. A. 

8309260327* 

90-392 

o 

50-33a 

p 

SCHWENCER, A 

8309260348 

90-498 

E 


P 

SCHWENCER, A 

8309270026 

90-416 

F 

50-443 

8 

SCHWENCER. A 

8309270039 

90-498 

A 

50-247 

H 

BCHWINK.W 

6309170718 

REVIEW GAP 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

scHwtm. w 

8303300939 

REVIEU ORP 

8C0TT. D E 

8309370438* 

90-416 

a 

SCOTT. D J 

S3090S024E 

90-349 

8 

SCOTT. D J 

83090604 IS 

90-337 

S 

SCOTT. D J 

8309060486 

90-837 

8 

SCOTT. D J 

B30 90609 11 

90-237 

8 

SCOTT. D J 

8309060963 

90-249 

8 

SCOTT. 0 J 

83090609S1 

90-249 

S 

SCOTT. D J 

8309060990 

50-337 

B 

SCOTT. 0 J 

B309060603 

90-337 

8 

SCOTT. D J 

8309130197 

90-337 

R 

SCOTT. D J 

8309170134 

90-337 

S 

SCOTT. D U 

B309170199 

90-837 

8 

SCOTT. D J 

8309340302 

90-237 

S 

SCOTT. B J 

8309340307 

90-337 

8 

SCOTT. D t) 

8309340339 

30-237 

8 

SCOTT. D J 

8309340366 

90-349 

8 

SCOTT. D J 

B309S40494 

90-337 

8 

SCOTT. D J 

6309310149 

90-337 

8 

SCOTT. D J 

6309310198 

90-337 

S 

SCOTT. D J 

8309310169 

90-337 

s 

SCOTT. D J 

B30 9310183 

90-837 

s 

SCOTTON.L N 
SCURRY. N 

SCURRY. N 

scurrV. N 

0309100 144» 

8309040001 

6309040003 

0309090006 

90-293 

ORO 

ORO 

ORO 

R 

SEARS. C F 

8309030404 

90-249 

P 

SEARS. C F 

B309030404 

90-349 

P 

SEARS. C F 

B309060S13 

50-213 

F 

BEARS. C. F 

6309060313 

90-213 

F 

SEARS. C F. 

6309060499 

90-433 

8 

SEARS. C. F 

6309060499 

90-433 

8 

SEARS. C F 

0309090404 

90-813 

P 

SEARS. C F 

8309090469 

90-213 

P 

SEARS. C F. 

8309090469 

90-313 

P 

SEARS. C F 

8309090469 

90-213 

P 

BEARS. C F. 

0309090471 

90-349 

P 

BEARS. C. F 

8309090471 

90-243 

P 

BEARS. C, F. 

8309100369 

90-213 

P 

SEARS. C F. 

8309130341 

90-336 

P 

SEARS. C F 

8309130341 

90-336 

P 

SEARS. C F 

6309160163 

90-313 

P 

SEARS. C.F. 

6309390910 

90-313 

P 

SEARS. C. F. 

8309390910 

90-313 

P 

BEARS. C F 

S309370036 

90-433 

a 

BEARS. C.F. 

8309370036 

30-483 

8 

SEARS. C. F 

8309370037* 

90-433 

0 

SEARS. C F. 

B3O937O037* 

90-433 

0 

SEARS. C.F 

8309370074 

90-336 

Q 

SEARS. C F 

0309270074 

90-336 

0 

SEARS. C F. 

6309370114 

90-249 

P 

SEARS. C. F 

SEARS. P 

6EAVER.D A, 

8309370114 

8309300340* 

8309110938 

90-849 

QA999 

NUREO 

P 

BEtOENSTrCKER 

S309 130390 

90-937 

0 

SEIDENSTICKER 

6309130390 

90-937 

0 

SE1DEN8TICKER 

6309100637 

90-937 

a 

SEIDENSTICKER 

6309180637 

90-937 

Q 

SEIBLE. H. C, 

8304190143 

90-313 

0 

BEIBLE.H, C 

8309030443* 

90-313 

0 

BEIDLEiU. G. 

8309030339 

90-313 

Q 

8elDI.E.W C 

8309030439 

90-3B9 

F 

SEIDCE.W C 

8309030617 

90-403 

C 

SEIBLE. M C 

8309100006 

90-198 

G 

SEIBLE. N. C. 

8309100009* 

30-192 

G 

SEIBLE. U. C 

8309100113 

90-402 

G 

SEIBLE. U C. 
SEIBLE. W. C. 
SEIDLEi H. C. 
SEIBLE. U C 

SEIBLE. U.C. 
SEIBLE. W C. 
SEIBLE. W. C. 
SEIBLE. U. C. 
SEIBLE. U. C. 

SEIBLE. M C 
SEIBLE. N. C. 
SEIBLE. N. C. 
SEIBLE. W C 
SEIDLER. 0. 

8EIDLER. 0. 
SEIFFERT. S, 0. 
SEIFPERT.a 0. 
SEIKEN. 8. 

SEIKEN. 8. U. 

8309100191 
8309 100341 
8309100348 
8309130449 

8309300313 

8309830337 

8309330464 

8309330473 

B309830489 

6309340049 

8309340173 

8309310104 

8309310194 

0309030080* 

8309030336* 

B309160S0& 

6309800031 

8309040430 

8309030073 

90-483 

90-869 

90-313 

90-313 

90-313 

90-313 

90-289 

90-463 

90-408 

90-313 

90-389 

90-483 

90-313 

FOIA 

70-378 

40-339? 

40-4493 

90-463 

90-468 

t 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATESOHY 

8ELAN. J C 

8809030602* 

90-339 

P 

SELAN. J C 

8304060471* 

90-339 

P 

SELJON, R 

8309200696 

90-440 

G 

SELLS. D E 

8309110109 

90-335 

P 

SELLS. D E 

6305130146 

50-335 

P 

SELLS. D E 

8305130499 

90-335 

P 

SELLS. D E 

6309130920 

50-339 

P 

SELLS. B E 

8309170103 

90-339 

P 

SELLS. 0 E 

8309340999 

90-339 

P 

5EMMEL, H 

8309100390 

50-159 

0 

SEMMEL, H 

8309100390 

90-199 

a 

SEMMEL. H 

8309190366 

90-159 

o 

SEMMEL. H 

8305190366 

90-199 

a 

SEMMEL. H 

0309190371* 

90-199 

0 

SEMMEL. H 

8309 190371* 

90-199 

a 

BEMMELi H 

8309190375* 

90-199 

a 

8ENCER.0 J 
SERINI.B L 
SERKIZ.A U 
8ERKIZ.A U 

8ERNE. R J 

0309 1 90264 
0309190007* 
6309 1701 18 
6303170183 

6309060333 

8t*t* Prog 

70-8973 

NUREO 

NUREO 

NUREO 

SERRANO. U 

8304320897* 

90-321 

p 

BE8TAK. F 

83050308B3* 

90-279 

R 

SE8TAK. F 

8309 03094 9* 

90-279 

R 

SE8TAK. F 

8309100179* 

90-279 

R 

SE8TAK. F 

8309100189* 

90-279 

R 

SBSTAK. F 

8305120811* 

50-275 

R 

SeSTAK. F 

B309120816* 

50-279 

R 

SESTAK. F. 

B309170517* 

90-279 

R 

SESTAK. F 

8309230221* 

90-275 

R 

BESTAKi F 

8309230959* 

90-275 

R 

SESTAK. F 

8309290467* 

50-273 

R 

SESTAK. F 

B3093I0191* 

90-279 

R 

8EYFRIT.K V 

B81119006S* 

90-312 

Q 

8EYFRIT.K V 

S3091801BI* 

50-498 

Q 

SEYFRIT.K V 
SEYMOUR. L A 
BHACKLETQN.O C 
SHACKLETON.O C . 
BHACKLETQN.O C 

SHACKLETON.O C 
SHACKLETON.O C 

8309200684* 
8309260382* 
B30 5090038* 
6305090043* 
0305090047* 

8305090095* 

6305090097* 

50-373 

CONTRACT 

FOIA 

POIA 

FOIA 

FOIA 

FOIA 

P 

SHAFER. U 

8309030911 

50-331 

8 

SHAFER. H D 

8309030100 

50-10 

0 

SHAFER. U D 

8309100181 

50-10 

0 

SHAFER. H 0. 

8309100315 

50-331 

0 

SHAFER. U. D. 

6305100216* 

50-331 

a 

SHAPER. H D 

6309100317 

50-329 

T 

SHAFER. N. D 

6305100861 

90-329 

T 

SHAFER. W D 

6309100862 

90-299 

0 

SHAFER. W D. 

B305t00866« 

90-299 

Q 

SHAFER. H D 

6305130496 

90-266 

Q 

SHAFER. H D 

8309120463* 

90-266 

Q 

SHAFER. U. D 

8309130109 

00-409 

Q 

SHAFER 1 H. 0 

8309170166 

90-199 

Q 

SHAFER. U D 

8309 170 168* 

90-199 

0 

SHAFER. W, D. 

8309190307* 

90-329 

0 

SHAFER. U. 0 

6309200339 

90-299 

a 

SHAFER. W. B 

6309200244* 

90-299 

0 

SHAFER. W 0. 

8309200591 

90-263 

0 

SHAFER. N. D 

8305240039 

90-363 

Q 

SHAFER. U. D 

B309240032 

90-299 

Q 

SHAFER. H. D 

8309240067 

90-346 

0 

SHAFER. H B 

630524007B 

90-319 

Q 

SHAFER. H D 

8309240302 

90-319 

Q 

SHAFER, U. D 

8309240306* 

50-319 

0 

SHAFER. H. D 

8305240367 

90-299 

0 

SHAFER. H 0. 

6309260314 

90-263 

8 

SHAFER. N. B, 
SHAFFNER.J ,\ 

6309310109 

0309110100 

90-294 

27-39 

Q 

BHANBAKY.M 

03091 10380* 

90-309 

0 

BHANBMlYi M 

8309190174* 

90-272 

0 

SHANBAKYi M 

8305190191* 

90-271 

Q 

SHANSAKY.M M. 
SHANNON, J B, 

SHAD, J 

B3091 10267* 
6309260149 

0309170101 

90-277 

40-B064 

NUREO 

0 

SHAPIRO, R, 

8309100896 

50-328 

0 

SHAPIRO. R. 

8309100874 

90-328 

0 

SHAUB.E T 

8309230460* 

90-209 

o 

SHAUB.E T. 

6309290306* 

90-277 

a 

SHAUB.E, T 

SHAH, L. 

SHELLEY. H J 
SHEPHERD. R.E 

6309890909* 

8309230a&9* 

8309200052 

0305120397* 

90-209 

CONTRACT 

40-8087 

aA999 

a 

SHERUOOD, 0. 0 

6303240338 

90-447 

A 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

5HERH00D. 0 0 

B3G308039S 

90-447 

E 

SHERUOOD. a a 
SHERUOOD. a G 

B30S 030403 
B309090499* 

90-447 

TOPREP 

A 

SHERUODB. 0 a 

6309100898 

90-447 

E 

SKERUDOB. a a 

6305800157 

90-447 

A 

SHERUODB. 0 G 

8309860037 

90-447 

E 

SHERUDODia a 

8305260048* 

90-447 

E 

SHEMHAKER.R E 

8305030474* 

30-483 

Q 

SHIELDS. 8 H 

0304230167 

50-946 

A 

SHIELDS. 8 W 

03050201 16~ 

90-946 

3 

SHIELDS, 8 W 

0305080891 

90-946 

8 

SHIELDS. S W 

8305040494 

90-946 

S 

SHIELDS. S U 

0305120457 

90-546 

A 

SHIELDS. S U 

63051301 19 

90-946 

A 

SHIELDS. S U 

6305130807 

50-946 

S 

SHIELDS. S U 

6305170306 

30-546 

A 

SHIELDS. S W 

6305170306 

50-946 

A 

SHIELDS. S U 

8309200289 

30-546 

F 

SHIELDS, S U 

8309200239 

30-946 

F 

SHIELDS, S U 

8309230694 

50-946 

A 

SHIELDS, S U 

6309240408 

50-946 

S 

SHIELDS. B U 

6305260332 

50-946 

S 

6H1FFER. J D 

6305170336 

50-133 

8 

SHIPPER. J B 

0309240397 

90-279 

S 

SHIPPER. J D 

SHtMA. 8 

SHIMECK, D J 

6309270249 

8309080957* 

6305110918 

90-275 

XPORTLIC 

NUREO 

3 

SHINE. C 

6309030624* 

90-249 

P 

SHINE, C 

6305030624* 

90-243 

P 

SHINOLETON, E D 

6305090261* 

90-416 

S 

SHINOLETON.E D 

8309110279* 

90-416 

8 

SHINOLETON. £ B 

0309170426* 

50-416 

S 

SHINOLETON, E B 

8309310069 

90-416 

8 

SHINOLETON. E D 
6H1HAKAWA. T 

8HIRAKAWA. T 
SHIRAKAUA, T 
8HIRAKAWA, T 
SHIRAKAHA, T 
SHIRAKAUA. T 

8309310207 

6309170979 

8309170980 

6309170992 

8309180629 

a309ia081<? 

8309180926 

90-416 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

S 

SHIVELY, C 

8309180467 

90-360 

P 

SHOEMAKER, C J 

8305030990 

90-398 

0 

SHOEMAKER. C J 
SHOEMAKER, C J 

8309040904 

8305110349 

90-390 

PROJ 

0 

SHOEMAKER, C J 

8309110390 

50-396 

0 

SHOEMAKER. C J 

6309180314 

90-483 

Q 

SHOEMAKER. C J 

B309I80319 

30-269 

0 

SHOEMAKER. C J 

6305130083 

50-463 

a 

SHOEMAKER. C J 

B309200697 

90-879 

a 

SHOEMAKER, C J 

6309840520 

50-199 

0 

SHOEMAKER. C J 
BHOLLY. S C 

SHOLLV, 8 C 

8309870604 

8309830009 

8309830243 

50-289 

FOIA 

FOIA 

0 

SHOLLY, S C 

8309840249 

90-249 

p 

8H0N, F J 

B309040464 

30-247 

0 

SHON. F J 

0305130030 

90-847 

0 

SHOTWELL. J A 
SHREVE, 0. S 

0305090923 

S30909013I* 

30-443 

CONTRACT 

F 

SHYMLOCK.M S 

8309270499* 

50-330 

Q 

SHYMLOCK.M D 

830587094 4* 

5Q-33B 

0 

SIEBER. J 0 

8309060261 

50-334 

R 

SIEBERLINO. J 
SIEBLER.O 

8309240279* 

B30S040993* 

30-398 

70-378 

Q 

SIEFKEN, D L 

8305090647 

HASTE HOT 

SIEOEL, B. 

8305 I 60337 

90-898 

P 

8ILBER0, J E 

8309020470 

30-440 

G 

SILBERO. J E 

8305020470 
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8309030965 

90-309 

0 

BTOLZ, J F 

8305090179* 

50-313 

p 

BUMNER, H L 

B305030967* 

90-309 

0 

STOLZ. J F 

8305090584 

50-302 

0 

SUMNER, H L 

83051S0460 

PR 


STOLZ, J F 

8305090989* 

50-302 

G 

SUNDIN.R E 

0305240386 

90-309 

G> 

BTOLZ, J F 

8305090608 

90-269 

p 

SUTHERLAND, W A 

0305160218* 

90-312 

Q 

STOLZ, J F 

8305 1 1 0625 

50-313 

P 

aUTPHIN, R N 

6305170346 

90-397 

0 

STOLZ, J F 

8303120037 

90-302 

p 

SUTPHIN, R N 

0305170379 

50-397 

a 

STOLZ, J F 

8305120904 

50-313 

P 

SUTPHIN.R N 

8305170377 

90-928 

a 

BTOLZ, J F 

8305120906* 

50-313 

p 

SUTTON, J W 

8305170384 

90-908 

Q 

STOLZ, J F. 

8309130294 

90-26? 

p 

SUTTON, J W 

6305170421* 

90-361 

Q 

STOLZ, J F. 

8305170622 

50-3 1 3 

p 

BUTTON, J W 

8305170429 

90-09 

Q 

STOLZ, J F. 

8309170673* 

50-346 

p 

BUWAL, 0 M 

8305170436 

90-397 

a 

BTOLZ, J F 

0309170677 

50-313 

F 

SWAN, W 

0305170494 

90-908 

a 

STOLZ, J F 

8305170682* 

50-346 

P 

SWANSON, E 

8305170960 

90-928 

Q 

STOLZ, J F. 

8305180000* 

90-270 

p 

SWANSON. E R 

8305170964* 

90-928 

Q 

STOLZ, J F. 

0305180014* 

50-270 

P 

SWARTZ, E O 

0305260252 

90-397 

Q 

STOLZ, J F 

8309130049* 

50-269 

p 

SWARTZ, E D 

0305260319 

50-920 

8 

STOLZ, J F 

8305180060* 

90-269 

P 

SWARTZ, E D 

0305270929* 

50-302 

Q 

STOLZ, J F 

030510009? 

90-289 

P 

SWARTZ, E D 

0305800440* 

90-369 

P 

BTOLZ, J F 

0303100102 

90-346 

P 

SWARTZ, E D 

8309230249 

CONTRACT 

STOLZ. J F 

0305180104* 

50-289 

P 

SWARTZ, E D 

8309230256 

CONTRACT 

STOLZ, J F. 

0303180114* 

90-346 

p 

SWARTZ, E D 

8309040173 

90-338 

P 

STOLZ, J F. 

0309180120* 

90-289 

P 

SWARTZ, £ D 

0309040409 

90-338 

P 

STOLZ, J F 

8309180151 

50-269 

p 

BWARTZHELDER.H 

8309090126 

90-200 

F 

STOLZ, J F 

8305100161 

50-313 

f 

SWARTZWELDER, R 

0309060061 

50-201 

0 

STOLZ, J F 

8305100167* 

90-346 

P 

SWARTZHELDER.H 

0309060100 

90-281 

F 

STOLZ. J. F 

8305180694 

90-313 

P 

SWETLAND, P 

8309060283 

90-339 

P 

STOLZ, J F 

8305100849 

90-313 

P 

SWEZEVrM 

8309060956 

90-200 

P 

STOLZ, J F 

8305200100 

90-277 

0 

aWlOER, M A 

8303090139 

90-200 

0 

STOLZ, J F 

8305200103 

50-269 

P 

6W1GER, H A 

8309100108 

90-200 

P 

BTOLZ, J F 

8305200238* 

50-277 

Q 

SYLVIA, B R 

B309100319 

90-200 

0 

BTOLZ, J F 

8309230014 

50-313 

G 

8ZCZECH.R A 

8309120047 

90-339 

0 

BTOLZ. J F. 

8309230120 

50-313 

P 

SZCZECHrR A 

8309120244 

90-201 

p 

STOLZ, J F. 

8309310083 

50-269 

P 

SZCZECH, R A 

8309120386 

90-339 

p 

STONE, J 

8208060249* 

50-338 

P 

SZCZECH, R A 

8309130098 

90-200 

F 

STORR.J F. 

0309230603* 

50-410 

A 

SZCZECH, R A 

0309180372 

90-200 

P 

STOTZ, J, 

8303130199* 

50-346 

S 

SZUKIEWrCZ, A J 

0309190293 

90-339 

P 

8T0TZ, J 

0309310038 

90-346 

3 

TAM, P S 

8309200163 

90-230 

P 

8TRAKA, M 

0309030379 

90-123 

R 

TANQWEE, D. 

8309200499 

90-200 

P 

8TRAT0ULY, 0 C 

0309030282* 

90-275 

R 

TANSEV, W J 

8309260232 

90-200 

P 

8TRAT0ULY. D C 

0309030949* 

90-279 

R 

TAPIA, J 1 

8305260323 

90-338 

P 

8TRAT0ULY, D C 

8309170517* 

90-275 

R 

TAPIA, J 1 

0305270143 

90-338 

0 

STRATTON, W R 

8309230469* 

COMMISSION 

TAPIA, J I 

8305270150 

90-339 

p 

STRAUSS, R. J 

8309030416 

PfI 


TARAS, D. 

8305270220 

90-338 

p 

STREETER, J F 

0309020392* 

90-305 

a 

TARAS, D N 

8305270240* 

90-280 

Q 

STREETER, J F 

8309020467 

90-10 

0 

TARA8, D N 

0309270407* 

90-330 

Q 

aTREETERrJ F 

8309100364 

90-331 

Q 

TARAS, 0. N 

8309270416* 

90-330 

Q 

BTREETBR. J. F 

8309170140 

90-546 

Q 

TARAS, D. N 

8309270426* 

90-330 

a 

STREETER, J F 

0309170303 

90-346 

Q 

TARAS, D. N 

8309310099 

90-339 

p 

STREETER, J F 

0309170300* 

90-346 

8 

TARAS, 0. N 

8309130139* 

90-494 

a 

STREETER, J F 

0309170398 

90-373 

a 

TARAS, D, N 

8309200426* 

90-260 

8 

STREETER, J F 

8309170400* 

90-373 

Q 

TARAS. D N 

8309100113* 

90-296 

a 

STREETER, J F 

8309190291 

90-331 

Q 

TARAS, 0 N 

8305090626 

WASTE MOT 

STREETER, J F, 

8309260221 

90-440 

a 

TARAS, 0. N 

8309200408* 

50-403 

0 

STREETER, J F 

8309260244 

50-461 

8 

TARAS, 0 N 

83091 10920 

NUREO 


STREETER, J F 

8309260296 

90-409 

a 

TARAS, D N, 

8309290929 

PR 


STREETER, J F 

8309260329 

90-373 

Q 

TAR As, D N 

8309030317 

90-331 

Q 

STREETER, J F 

8309260331* 

90-373 

Q 

TARAS, D N. 

8309030368 

70-27 


BTREUTKER, B R 

8309040109* 

71-9181 


TARAS, D N 

8309200310 

70-143 


BTREUTKER, 8 R 

8309060142* 

71-9175 


TAUBER, H 

8309270113 

70-1U3 


BTREUTKER, 8 R 

8309060148* 

71-9175 


TAUBER, H 

8309270142 

70-1191 


BTRICKLER.L 

8309180111* 

FOIA 


TAUBER, H 

8300270195 

70-143 


BTRICKLER.L J 

8309180021* 

FOIA 


TAUBER, H 


ACCESSION 

NUMBER 


S3OMa003t« 
S3051B0O37# 
a309ia00?3« 
03091 BO 
8303180174* 

asosiaoso?* 

8303 1 80223* 
8305180247* 
8304130034 
8304130042* 

B3031 10212 
8309110217 
8303110383 
8305230327 
8305200638 

8303240487* 
8303240493* 
3303230499 
83053 100 13 
8309310013 

8305090361 • 

8309200665* 

8303190336 

8303170449* 

8303170499* 

8309250193 
0309050426 
B30S 17031 5« 
0305190296* 
8305260258* 

8305050071* 

8305050149* 

8305090403* 

8305120290* 

8305270303* 

8305020348* 

8305240309* 

8305030270 

8309060559* 

8305100237 

8305130001 

8309130091 

8309180389 

8309260287 

8309270079 

8309310061* 

8309310078* 

B3053100S0* 

8309290314* 

0309240517 

8309240919 
8309240519 
8309190273* 
83050301 12* 
8309030127* 

83051 10287* 
8303110391* 
8305200951* 
8305090646* 
8305040621 

8305240202 
8309030480 
8309090978* 
8305100009* 
8305230449* 

8104060899* 
8006180378* 
8305020204* 
8305020549* 
830S030225* 

8309030233* 
8309030251* 
8305040009* 
8309040103* 
8305040127* 

8309040387* 
830S0404SO* 
8309040489* 
8309040902* 
8309050346* 

8305050349* 
0309020370 
8305100119 
8309170662 
8309230992 


SUBJECT 

CATESORV 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-494 

71-494 

50-279 0 

50-279 0 

90-273 O 
90-443 6 

50-199 0 

50-313 p 
50-313 p 
30-269 P 
50-352 0 

50-352 0 

30-33B A 
90-373 P 
50-272 S 
90-321 s 
30-366 e 

40-8102 


NUREO 

90-346 

0 

50-331 

0 

50-409 

0 

QA999 

0A99? 

aA99? 

S0-2SI 

P 

SO-390 

0 

50-319 

0 

S0-3IS 

a 

50-494 

3 

50-436 

Q 

50-454 

A 

50-456 

A 

50-454 

A 

50-454 

A 

50-456 

A 

90-496 

F 

50-320 

8 

50-320 

S 

50-320 

8 

50-309 

8 

30-247 

H 

50-440 

0 

30-440 

Q 

50-358 

O 

50-209 

8 

30-209 

S 

50-209 

& 

50-209 

S 

50-209 

s 

50-449 

0 

50-334 

p 

50-237 

s 

PR 

50-445 

Q 

50-192 

0 

50-445 

0 


FOIA 

FOIA 

FOIA 

FOIA ; 

70-370 

70-378 

70-378 I 

FOIA ] 

FOIA 

FOIA I 

FOIA 

FOIA ' 

FOIA 

FOIA . 

FOIA I 

roiA I 

90-341 A 
90-341 A I 
70-2926 
90-341 A I 


552 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TAYLOR, H S 

SSG50R04&7 

TO PREP 


TAYLOR, H S 

B3G309O46SO 

TOPRSP 


TAYLOR, J H 

BSG5100316 

TOPREP 


TAYLOR, J H 

aSGSlSOOlS 

TOPREP 


TAYLOR, J H 

eS0S3&0311» 

90-330 

8 

TAYLOR, J H 

a30S3603l3it 

90-330 

S 

TAYLOR, J H 

asiaoADsas 

SO-3 

0 

TAYLOR. J M 

S309t«008S» 

90-309 

S 

TAYLOR. J H 

e303t302£>7« 

90-409 

0 

TAYLOR. « 

0303170718 

REV t EM 

ORP 

TAYLOR, P A 

B30 327024 S» 

90-389 

0 

TAYLOR, P A 

63052704330 

90-389 

0 

TAYLOR, R 

630924022? 

90-373 

5 

TAYLOR, R 0 

83090?097Bo 

30-449 

0 

TAYLOR. R 0 

8303a?0A90o 

90-449 

0 

TEDFORD.C F 

B303030S78 

PR 


TENMYSaN, V H 

B3D3120D99O 

50-279 

p 

TER AO. 0 

B305O?0A34o 

90-449 

0 

THIEQ. A C 

B30 30904 39 

90-287 

p 

THINNE6, 0 L 

B3051 10467 

NUREO 


THQKAS 

8303190072 

90-219 

B 

THOMAS, C 0 

8304270179 

PR 


THOMAS, C 0 

8303090379 

30-447 

E 

THOMAS, C 0 

8303 0603 9B 

TOPREP 


THOMAS, C 0 

8309060962 

90-447 

E 

THOMAS, C 0 

8309090217 

TOPREP 


THOMAS, C 0 

8309090934 

TOPREP 


THOMAS. C 0 

8309090997 

TOPREP 


THOMAS. C 0 

8309120029 

TOPREP 


THOMAS, C 0 

8309120097 

90-70 

P 

THOMAS. C.D 

8309I20067« 

50-70 

P 

THOMAS, C 0 

8309120089 

50-73 

P 

THOMAS. C 0 

8309120096» 

90-73 

P 

THOMAS, C 0 

8309180017 

90-470 

E 

THOMAS, C 0 

8309100060 

30-447 

A 

THOMAS, C 0 

8309260191 

HI SC 


THOMAS, J 

8309190266« 

90-219 

0 

THOMAS, M 

e3a9270l91» 

50-369 

0 

THOMAS, M 

8309270962 « 

50-390 

0 

THOMAS. R D 

B3091004t6» 

30-237 

0 

THOMAS, R D 

83091 6007B4 

70-794 


THOMAS. R D 

83093602734 

40-8137 


THOMAS. B 

8309200998 

90-440 

0 

THOMAS. W V 

8309100011 

50-346 

F 

THOMAS. W V 

8309110497 

NUREO 


THOMASON, P V 

8309060974 

90-298 

a 

THOMASON, P V 

8309120433 

90-298 

a 

THOMPSON. D 

790 8080036* 

90-498 

Q 

THOMPSON, D. 

01 12290597* 

70-929 


THOMPSON, D 

8305120620* 

40-672 


THOMPSON, D 

8309170067* 

90-142 

0 

THOMPSON, D 

8309180337* 

90-498 

A 

THOMPSON. 0 

8305200598 

90-440 

0 

THOMPSON, H L 

8309030987* 

90-312 

P 

THOMPSON, P 

8309120246* 

40-672 


THOMPSON. S L 

8309310209 

NUREO 


THOMSEN, F T 

8309310029 

90-922 

0 

THOMSEN, F T 

8309310029 

90-922 

0 

THOMSEN, F T 

8309310082 

90-522 

0 

THOMSEN. F T 

8305310082 

90-522 

0 

THQNU3, L 

8309030164* 

90-320 

0 

TH0NU8, L 

8309160199* 

90-289 

0 

TH0R»ER8EN.J 0 

8309100397* 

90-309 

s 

THOROERSEN.J 6 

8309270198 

90-309 

s 

THORNBURO.H D 

8009120392* 

90-498 

Q 

THORNBURG. H 0 

8010090450* 

90-498 

A 

THORNBURG, H 0 

8309180276* 

90-498 

0 

THORS EN.E 0 

8309270986 

90-247 

0 

THUUL, T. 0 

8309060912* 

90-249 

8 

THULL, T 8 

8305230997* 

90-249 

B 

THURMOND. S. 

8309230406* 

COMMISSION 

TIBDKE, J H. 

8309180347 

PR 


TIERHAN.J A 

8309060396 

50-317 

P 

TIEflNAM,J A 

8308060438 

PR 


TIERNAN.J A 

8309180398 

PR 


TIERNAN, J.A 

8309240269* 

90-317 

P 

TIERNEY. J.e 

8309180460 

PR 


TIETZ.O 

8309310142 

90-294 

8 

TILLEY, R 

8309020061 

71-6717 


TILLEY. R 

8309040671 

71-499 


TILLEY. R 

830904067?* 

71-499 


TILLMAN, A 

8309030371* 

70-87 


TILLMAN. A. 

8309200969* 

90-369 

Q 

TIMO.P p. 

8309040433 

TOPREP 


TIPPStS 8 

8309090040* 

SO-321 

S 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TIPP8.S B 


S3050900B7* 

50-321 

8 

TIPPB.B B 


8309110272* 

90-321 

8 

T1PP8. 8 8 


8309110273* 

50-321 

8 

TIPP8. S B 


8309110293* 

90-321 

6 

TIPPSiS 8 


83091 10369* 

90-366 

8 

TIPPSi S. B. 


8309110412* 

90-321 

8 

TlPPB.a B. 


8309110417* 

90-366 

8 

TIPPS.B B 


8309110434* 

90-321 

8 

TIPP8, S 8 


8309110436* 

50-366 

8 

TIPPS.B 8 


8309130242* 

90-366 

S 

TIPP8, 8 B 


0309170262* 

90-321 

8 

TIPPS.S B. 


8309170284* 

90-366 

8 

TlPPe.S B. 


8309170394* 

90-366 

8 

TIPPS.S 8 


8309170430* 

90-321 

8 

TIPPS.S B 


83091 70S06* 

90-366 

8 

TIPPS.B B 


8305230468* 

50-366 

S 

TIPPS.B 0 


8305230490* 

90-366 

8 

TIPP8, B 0 


8309230498* 

90-366 

8 

TIPPS.B 8 


8309230977* 

90-321 

S 

TIPPa, 8 0 


8309270123 

90-366 

8 

TIPPS.B B 


8309270234 

90-321 

S 

TIPPS.B B 


8309310124 

90-366 

a 

TIPPB,8 B. 


8309310166 

90-321 

8 

TIPPB.B B. 


8309310180 

90-321 

8 

TIPPS.B B. 


8309310206 

90-366 

8 

TOBIN, H J. 


8309090461* 

90-399 

Q 

TOBIN. H J. 


0309100109* 

90-324 

Q 

TODD.J T. 


8309120430* 

90-307 

8 

TODO.J T. 


8309200961* 

90-307 

8 

TODOROVICH. M 

H 

8309240493 

90-247 

H 

TOMAN, 0 J 


8309170106* 

90-272 

8 

TOMPKINS. B. A 


8309020394 

90-483 

0 

TOMPKlNe.B A. 


8309020405 

90-392 

0 

TONER, K A 


8309020202 

90-199 

P 

TONER, K A 


8309160090 

90-299 

P 

TONER. K. A 


8309190196 

90-199 

P 

TONGUE, T. H 


8309020480* 

90-10 

0 

TORRONEN, K 
TOSCANt.K 


8309240015 

8309200645 

NUREG 

90-247 

0 

TOTH, A. D. 


8309170381* 

90-397 

0 

TOTH. A 0. 


8309170439* 

90-397 

0 

TOURIGNY. E 0. 


S3091 10165 

90-368 

p 

TOURTELLOTTE, 

J 

8309230720 

90-313 

p 

TOMNSEND, B 
TOWNSEND. B 

TOWNSEND. B 
TRAMM. T. R 


8309110005 

8309110146 

8309120955 

8309040074* 

CONTRACT 

CONTRACT 

CONTRACT 

BO-494 

F 

TRAMH, T. R 


830916009? 

90-494 

E 

TRAMMELL, C M 


8309110176* 

90-360 

P 

TRAMMELL, C M 


8309110230* 

50-336 

P 

TRAMMELL. C M 


8309120171* 

90-339 

P 

TRAMMELL. C M 


8309120509* 

90-266 

P 

TRAMMELL. C. M 


8309120912* 

90-313 

P 

TRAMMELL. C M 


8309130023* 

90-338 

P 

TRAMMELL. C M 


8309170273* 

90-317 

P 

TRAMMELL. C M 


B3091B0049* 

90-368 

P 

TRAMMELL. C M 


8309180614* 

90-317 

P 

TRAMMELL. C.M 


8309200089* 

90-336 

P 

TRAMMELL. C M 


8309200724* 

90-338 

P 

TRAUTMAN. D J 


8309130201* 

90-346 

8 

TRAVIS. C. C 
TRAVIS. W. H. 
TRE8Y, 8 A 


8309290199 

8309260003 

8309040931 

RES 

71-9992 

90-449 

0 

TREBY. 8. A 


8309090968 

90-449 

0 

TRENERY. 8 E 

TREXLER.R C 
TRIMBLE. D C 


8309040740 

8304280121 

8309030203* 

NUREO 

PR 

90-317 

0 

TRIPP, L. 


8309100298 

90-272 

a 

TRIPP. L. 


8309190336 

90-272 

8 

TRIPP, L B 


8309040184 

90-219 

0 

TRIPP, L.E, 


8309090180* 

90-334 

Q 

TRIPP. L.e 


8309060097 

90-392 

a 

TRIPP, L. e 


8309160091* 

90-394 

<3 

TROSKOSKI.W. M 

8309090180* 

90-334 

G 

TROWBRIDGE. 0 

F 

8309090431 

90-289 

0 

TROWBRIDGE. 0 

F 

8309090431 

90-289 

0 

TROWBRIDGE, 0 

F, 

0303090470 

90-261 

0 

TROWBRIDGE. 0 

F 

8303090470 

90-261 

0 

TROWBRIDGE, Q 

F 

0303120292 

30-289 

0 

TROWBRIDGE. 0 

F. 

8303120292 

30-209 

0 

TROWBRIDGE, 0 

F 

8303130092 

90-261 

0 

TROWBRIDGE. 0 

F, 

0303130092 

90-261 

0 

TROWBRIDGE. 0 

F 

0303130162 

90-261 

0 

TROWBRIDGE. 0 

F 

0305130162 

90-261 

0 

TROWBRIDGE, 0 

F 

0303160012 

50-289 

0 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

TROWBRIDGE.O F 

0309240487 

50-209 

0 

TUCKER. H B 

8309020020 

50-413 

e 

TUCKER. H. B 

8305020372 

50-269 

P 

TUCKER. H. B 

8309040229 

50-369 

8 

TUCKER. H B 

8309040273 

50-369 

0 

TUCKER. H. B. 

8309040469 

50-370 

P 

TUCKER. H B 

8309040964 

50-869 

P 

TUCKER. H 8 

8309040997* 

50-369 

F 

TUCKER, H B 

8309090139 

50-369 

F 

TUCKER, H 8 

8309090193 

50-370 

B 

TUCKER. H B 

8309090294 

50-269 

e 

TUCKER, H B 

8309090283 

90-369 

p 

TUCKER, H. B 

8309060224 

SO-369 

p 

TUCKER. H B 

8309060403 

90-369 

a 

TUCKER. H 6 

8309060413 

50-369 

p 

TUCKER, H 8 

8309090472 

50-369 

a 

TUCKER, H B 

8309100002 

50-369 

a 

TUCKER, H 8 

8309100007 

50-369 

p 

TUCKER, H B 

8309100148 

50-369 

0 

TUCKER, H B. 

8309100327 

50-369 

a 

TUCKER, H B 

8309100347 

50-369 

P 

TUCKER, H B. 

8309100366 

50-369 

a 

TUCKER, H B 

8309100383 

90-369 

p 

TUCKER, H B 

8309110069 

50-369 

a 

TUCKER, H B. 

6309110201 

50-369 

a 

TUCKER, H 6 

8309110323 

50-270 

a 

TUCKER, H. B 

8309130029 

50-269 

p 

TUCKER, H B 

8309130199 

90-369 

a 

TUCKER. H B 

8309130192 

50-369 

F 

TUCKER, H B 

8309160289* 

80-369 

F 

TUCKER, H B 

8303160293* 

50-413 

F 

TUCKER, H B 

8303170298 

50-370 

a 

TUCKER. H B 

8309170277 

90-369 

p 

TUCKER, H B 

8309170292 

90-413 

a 

TUCKER, H. B. 

8309170296 

90-413 

F 

TUCKER, H B 

8309170324 

90-269 

• a 

TUCKER. H.B 

8309170399 

50-369 

a 

TUCKER, H B 

8309170499 

90-269 

H 

TUCKER, H B 

8309170907 

50-369 

8 

TUCKER, H B. 

8309170936 

50-369 

R 

TUCKER, H, B. 

8309170961 

50-269 

a 

TUCKER, H. B 

8309190020 

50-370 

F 

TUCKER. H B 

8309190032 

50-370 

E 

TUCKER. H. B 

8309200401 

50-413 

B 

TUCKER. H B 

0309200438 

90-369 

P 

TUCKER, H 8 

8309200476 

90-413 

e 

TUCKER, H B 

8309200944 

50-269 

a 

TUCKER. H B 

8309290278 

50-369 

F 

TUCKER. H B, 

8309290281 

90-369 

P 

TUCKER. H B 

8309290282 

50-413 

8 

TUCKER, H B 

8309290287 

50-369 

P 

TUCKER. H B 

8309290290 

90-370 

P 

TUCKER, H B. 

8309290404 

90-369 

8 

TUCKER, H. B. 

8309290439 

90-370 

a 

TUCKER. H B 

8309290442 

90-369 

p 

TUCKER, H. 6 

830929044? 

90-414 

a 

TUCKER. H B 

8309290479 

90-269 

p 

TUCKER, H. B 

8309290499 

90-370 

a 

TUCKER. H. B 

8309290907 

90-370 

a 

TUCKER. H B 

8309290929 

90-370 

a 

TUCKER. H B 

8309290549 

90-369 

a 

TUCKER, H B. 

8309290996 

90-269 

a 

TUCKER, H B 

8309270009 

90-413 

A 

TUCKER, H B 

8309270069 

90-413 

a 

TUCKER, H. B. 

8309270299 

90-269 

p 

TUCKER, H B 

8309270366* 

90-369 

0 

TUCKER. H B. 

8305310092 

90-369 

a 

TUCKER. H. B 

8309310081 

90-269 

0 

TUCKER, H. B. 

8309310200 

90-413 

E 

TUETKEN, R.P 

0309160060 

90-494 

0 

TUFFINrW, 

TUFF IN. W 8 

TUFF IN, W. B. 
TUFFINrW B. 

TUFFIN, M. B. 

TUFFINrW B 

TUITE, P. T. 

8309120369* 

8309120392* 

8309120480* 

8309120494* 

8309120911* 

8309120617* 

8309110198 

40-672 

40-672 

40-672 

40-672 

40-672 

FOIA 

WASTE MOT 

TULODIESKIiD 

8309310203* 

90-329 

R 

TURCOTTE. R, L 

8309310012 

90-131 

F 

TURK, 8. E, 

8309060317 

90-537 

O 

TURKrS E 

8309100022 

90-S37 

o 

TURKrS E 

8309110490 

80-937 

o 

TURK, 8, E. 

8309110499* 

90-937 

0 

TURK, 8 E, 

8305130063 

90-937 

o 

TURK. 8. E. 

8305160128 

90-937 

Q 


AUTHOR 


TURKiS E 
TURK, a e 
TURNER. D 
TURNER. D 
TURNER. D 

TURMQUEST.L 
TUISDAUE. L A 
TTHPANICK. L 
UDALL. H 
VOALU. H. K 

UDALL. H K 
UDALL. M K 
UDERITZ. R A 
UDERITZ.R, A 
UDERITZ. R A 

UDERITZ.R A 
UDERITZ.R A 
UDERITZ.R A 
UDERITZ.R A 
UHRIO.R E 

UHRIO. R E 
UHRIO. R. E. 
in«IO.R. E 
UHRIO.R E 
UHRIO. R. E 

UHRIO.R E 
UHRIO.R. E. 
UHRIO. R.E 
UHRIO. R. E 
UHRIO.R. E 

Uh«tO.R E 
UHRIO.R. E 
UHRIO.R E 
UHRIO.R E 
UHRIO.R E 

UHRIO. R.E 
UHRIO.R E 
UHRIO. R.E 
UHRIO.R. E 
UHRIO.R E 

Uh«IIO. R.E 
UHRIO. R. E 
UHRIO. R.E 
UHRIO.R. E 
UHRIO. R. E 

UHRIO. R.E 
UHRIO.R. E 
UHRIO. R. E 
UHRIO.R, E. 
UHRIO.R. E 

UHRIO.R E 
UHRIO.R. E. 
UHRIO.R E 
UHRIO.R E 
UHRIO.R. E 

UHRIO.R. E. 
UHRIO. R.E 
UHRIO.R. E. 
UHRIO. R. E 
UHRIO.R E 

UHRIO.R. E. 
UHRIO.R. E 
UHRIO. R. E. 
UHRIO.R. E. 
UHRIO. R. E. 

UHRIO.R. E. 
UHRIO.R. E. 
UHRIO.R. E. 
UHRIO.R. E 
umio. R. E. 

UHRIO.R E 
UHRIO.R. E 
umio. R. E. 
umiOiR E. 
UHRIO.R E 

ULIE. 0. 
UNKLE. T. J 
UPRIOHT.C.H 
UPRIOHT.C.H 
UPRIOHT.C.M 

WRIOHT. C M 
UPRIOHT. C. M 
URBANIK. T. 
URYC. 8. 

URVCi B, 


PERSONAL AUTHOR INDEX 


ACCE6SIQN 

NUMBER 


B30SS0064E 
8309S40070 
83091 709ee» 
8309170988* 
8309170988# 

8309310182 

8309310197* 

8309020268* 

8309240279* 

8309040149* 

B309230369* 

8309240272* 

8309020190 

B3090S0186 

B3090202A7* 

8309040262 

8309160009 

8309240291* 

8309270093* 

8309020084 

8309020168 

8309020349 

8309020919 

8309030168 

8309030306 

8309030340 

8309030341 

8309030392 

8309030461 

8309030604 

8309040963 

8309090432 

8309090476 

8309100001 

8309100088 

8309100103 

8309100169 

8309100182 

8309100227 

8309100236 

8309130008 

8309130118 

8309130121 

8309160010 

8309170396 

8309170463 

8309170920 

8309170946 

8399200181 

8309200346 

8309200489 

8309230932 

B309240372 

8309290272 

8309290399 

8309290397 

8309290419 

8309290416 

8309290499 

B309290462 

8309290472 

8309290481 

8309290919 

8309270104 

8309270129 

8309270129 

8309270193 

8309270168 

8309270170 

8309270291 

8309270360* 

8309870920* 

B309870S78* 

8309310034 

8309310184 

8309120447* 

8309110363* 

8309270278* 

8309870319* 

8309870396* 

B309270448* 

8309270994* 

8309090986* 

8309030371* 

8309200969* 


SUBJECT 

CATEOQRV 


50-332 

0 

90-937 

0 

50-484 

0 

50-454 

0 

50-494 

0 

90-237 

8 

90-244 

P 

QA997 

50-398 

a 

90-287 

u 

COMMISSION 

50-39S 

a 

90-272 

8 

90-272 

P 

90-272 

Q 

90-272 

8 

90-272 

0 

90-272 

0 

90-272 

Q 

90-339 

0 

90-339 

P 

90-339 

P 

90-339 

P 

90-291 

R 

90-3B7 

S 

90-339 

0 

90-339 

R 

90-290 

Q 

PR 

90-3B7 

a 

90-339 

F 

90-290 

P 

90-339 

P 

90-290 

Q 

90-389 

8 

90-339 

P 

90-290 

P 

90-339 

J 

90-399 

S 

90-339 

P 

90-290 

F 

90-309 

P 

90-339 

P 

90-291 

P 

90-399 

F 

90-339 

P 

90-290 

P 

90-290 

F 

90-389 

8 

90-339 

F 

90-339 

F 

90-338 

P 

90-339 

P 

90-339 

P 

90-339 

P 

90-339 

P 

PR 

90-399 

8 

90-3B9 

P 

90-339 

P 

90-290 

P 

90-339 

P 

90-290 

P 

90-387 

P 

90-399 

P 

90-290 

8 

90-389 

P 

90-339 

P 

80-339 

P 

80-389 

P 

90-389 

0 

90-389 

0 

90-339 

Q 

80-290 

P 

90-389 

P 

90-373 

a 

90-317 

e 

90-937 

0 

90-937 

Q 

90-321 

Q 

80-339 

0 

90-339 

0 

90-449 

0 

70-27 

90-369 

a 


AUTHOR 

ACCESSION 

NUMBER 

URYC. B 

UTLEY. E E 

UTLEY. E E 

VACCA.P C 

VACCA.P C 

8309270212* 
&309D60620 
83092 7 OOOB 
9309110026 
9305110029* 

VAKERIC8. T V 
VAKERtCS. T V 
VALDES. S A 

VAN BRUNT. E E 

VAN BRUNT. E E 

8309100070* 

8309100074* 

8309170197# 

8309020089 

9309030285 

VAN BRUNT. E E 

VAN BRUNT. E E 

VAN BRUNT. E £. 

VAN BRUNT, E E 

VAN BRUNT, E E 

9309030346 

8309030626 

8309120385 

8309130092 

8309130107 

VAN BRUNT, E E 

VAN BRUNT, E E 

VAN BRUNT. E E 

VAN BRUNT, £ E 

VAN BRUNT, E E 

8309130124 

0309130127 

0309130148 

0309130199 

0309130161 

VAN BRUNT. E E 

VAN BRUNT. E E 

VAN BRUNT, E e 

VAN BRUNT, E E 

VAN BRUNT, E E 

0309130168 

0305130169 

0305130183 

8309130109 

0309130210 

VAN BRUNT. E E 

VAN BRUNT. E £ 

VAN BRUNT. E E 

VAN BRUNT. E B 

VAN BRUNT. E E 

8309130226 

0309130289 

0309130264 

0309160071 

0309160072* 

VAN BRUNT. E E 

VAN BRUNT. E E 

VAN BRUNT. E E 

VAN BRUNT. E £ 

VAN BRUNT. E E 

0305200322 

0309200417 

0309230917 

0309260321* 

0309260326* 

VAN BRUNT. E E 

VAN DE KAMP, J 

VAN ECK.O. J 

VAN KQVIC8, J 

VAN K0V1C8. J 

0309310161 

0309120093* 

8309090162 

8303100499* 

0309100461* 

VAN VRANKEN. J 

VAN VRANKEN. U 
VANDEL, T, E 
VANDENALLE.D J 
VANDEHALLE.D J 

0303190191* 

0303190167* 

0303170193* 

0309060477 

0309100290 

VANDEHALLS, D J 
VANDEHALLE, 0 J 
VANOEWALLE, D J. 
VANDEWALLE. D J 
VANOEWALLE, 0 J 

0309 100279 

0309120147 

0309170300* 

0309170404 

8303170410 

VANDEWALLE, 0 J 
VANDEWALLE, D. J 
VANDOORN, P.K 
VANDOORN, P. K. 
VANO.J A 

8309240509 

0309260266* 

0309270334* 

0309270602* 

0309100273* 

VARELA. A 

VARDA, 8 A 

VAROA, 8 A 

VAROArS A 

VAROA, B A 

8309160199* 

0303300001 

0303300002* 

8303300003* 

8304270093 

VAROA. S A 

VAROA. B A 

VAROA. B A. 

VAROA, S. A 

VAROA. S A 

8309020940 

8303020973 

8309040090 

8309040117 

8309040129* 

VAROA. 6. A 

VAROA. 6 A. 

VAROA. 8 A 

VAROA. 8 A 

VAROA. 8 A 

8309040363* 

8309040382* 

8309040912 

8309040649 

8309040667 

VAROA. B A 

VAROA. 8 A. 

VAROA, 8. A 

VAROA, 9. A 

VAROA. 8 A 

8309040672 

8309090073 

8309090280 

8309090293 

8309060693 

VAROA. 8. A 

VAROA, 8. A 

VAROA. 6. A 

VAROA. 8 A 

VAROA. 8. A. 

8303060698 

8309090019# 

8309090029 

8309090032* 

8309090037* 

VAROA. 8. A. 

VAROA, 8. A 

VAROA, S A 

VAROA, 8. A 

VAROA, 9. A 

0309090091* 

8309090070* 

8309090083 

0309090104* 

8309090327* 


SUOJECT 



CATEOORY 

AUTHOR 

90-302 

0 

VAROA, S A 

90-324 

0 

VAROA. S A 

90-261 

P 

VAROA, 0 A 

NUREO 


VAROA, S A 

NUREO 


VAROA. B A 

FOIA 


VAROA. S A 

FOIA 


VAROA. 0 A 

90-309 

8 

VAROA. 0 A 

30-528 

R 

VAROA, 0 A 

90-528 

0 

VAROA. 8 A 

50-929 

S 

VAROA. S A 

90-920 

0 

VAROA. 8 A 

90-920 

E 

VAROA. 0 A 

90-920 

8 

VAROA. S A 

90-920 

0 

VAROA. 8 A 

90-928 

S 

VAROA. 0 A 

90-320 

8 

VAROA 1 0 A 

30-920 

S 

VAROA. a. A 

90-920 

8 

VAROA, 0. A 

90-929 

S 

VAROA, 8 A 

90-920 

8 

VAROA. a. A 

30-920 

0 

VAROA, S A 

90-820 

S 

VAROA. 0. A 

90-928 

0 

VAROA. S A 

90-920 

S 

VAROA, S A 

90-928 

0 

VAROA. 8 A 

90-928 

s 

VAROA. 8 A 

90-928 

8 

VAROA. S. A 

90-920 

A 

VAROA, 9 A 

90-920 

A 

VAROA, 8. A 

90-920 

F 

VAROA, S A 

90-920 

A 

VAROA. a A 

50-320 

6 

VAROA. 8. A 

50-320 

0 

VAROA, 8 A 

30-920 

0 

VAROA, S A 

50-328 

A 

VAROArS A 

90-279 

P 

VAROA, a. A 

NUREO 


VAROA. 8. A 

90-322 

H 

VAROA. S. A 

90-322 

H 

VAROA, a. A 

90-373 

0 

VA88ALL0, D 0 

90-373 

0 

VA88ALLC. D D 

90-946 

0 

VA08ALLQ. D 0 

90-299 

0 

VASSALLO. D 8 

90-299 

0 

VASfiALLO. 0 0 

90-299 

P 

VASSALLO. D B 

90-299 

F 

VASBALLO.O 0 

90-255 

0 

VASSALLO, D 0 

90-199 

F 

VASSALLO, 0 0 

90-159 

P 

VASSALLO. D B 

50-199 

P 

VASBALLOi D B 

90 199 

0 

VAaBALLO, D. D 

90-413 

O 

VASSALLO. D. D 

50-413 

0 

VASSALLO, D D 

90-334 

0 

VASSALLO, 0 B 

90-289 

0 

VASSALLO, D B 

90-299 

p 

VASSALLO, D B 

90-299 

p 

VASSALLO, D D 

90-299 

p 

VASSALLO, D. 0 

90-299 

p 

VASSALLO, D D 

90-3 

F 

VASSALLO, D B 

90-3 

F 

VASSALLO, D 0 

90-309 

P 

VASSALLO, D D. 

90-309 

Q 

VASSALLO. D, D 

90-309 

Q 

VASSALLO. 0 B 

90-319 

P 

VASSALLO, 0. B 

90-319 

P 

VASSALLO, 0. D 

90-334 

P 

VASSALLO, D. B 

90-319 

P 

VASSALLO, D B 

90-309 

P 

VASSALLO, D D 

90-290 

P 

VASSALLO, D B 

90-286 

F 

VASSALLO, D. D 

90-286 

Q 

VASSALLO, D. D 

80-290 

P 

VASSALLO, D. B 

90-290 

P 

VASSALLO, D. B 

90-280 

P 

VASSALLO, D. 0 

90-340 

F 

VASSALLO, D D 

90-200 

0 

VASSALLO, D B 

90-348 

P 

VASSALLO, D. 0. 

80-200 

0 

VASSALLO, D 0 

90-280 

p 

VASSALLO, D S 

90-200 

p 

VASBALLOrO. B. 

90-290 

0 

VASBALLOrD B 

90-290 

0 

VASSALLO, D D 

90-280 

p 

VASSALLO, D B 


ACCESSION 

number 


8309090339* 
83091 10092* 
83091 10096* 
83091 10930 
8309160349* 

8309160396* 

9309170019* 

0309170020* 

8309170040 

8309170000* 

8309170004* 

8309170090* 

8309170112* 

0305170119* 

8309170129* 

0305170997 

8305170637 

0305170644 

0305170634 

8309170639 

030317071 1 
8309100169 
0309100936 
0309100960 
0309100973 

0305100986 
0303100691 
0303100712 
83031 8073 I* 
8303180014 

8303180830 

8303180894 

8309200099 

8309200191 

8309200199 

8309230230 

8309240104 

8303240246 

8303260207 

8309310221 

8303300396* 

8303300400* 

8304210090 

8303020096 

8309020992 

0309020969 

8309020997 

8309030066 

8309030139 

0309040095 

0309040100* 

8309040119* 

0309060279* 

8309060291* 

8309060948 

B3O9O9O106 
8309110039* 
0309110234* 
03091 10243* 
0309110996* 

0309110966* 

0309120169* 

0309120107* 

8309160340* 

8309160342* 

8309170092* 

8309170060* 

8309170071* 

8309170079* 

8309170716 

8309170719 

8309180026 

8308180039* 

0309180040* 

8305180061* 

0309180071* 

8309180001 

8309180091* 

8309180204* 

8308180947 

8309180863 

8309180972 

8309180792 

8309180771 

8309180801 


SUBUCCT 

CATGOORY 


90-200 P 
90-309 P 
go-303 P 
90-206 F 
90-261 P 

90-261 P 
90-311 P 
90-311 P 
90-261 F 
90-019 P 

90-272 P 
90-272 P 
90-319 P 
90-272 P 
30-272 P 

90-261 P 
90-206 P 
90-247 P 
50-261 Q 
90-064 P 

90-319 P 
90-200 r 
90-319 P 
90-290 r 
30-309 P 

90-261 P 
90-299 P 
90-340 P 
90-340 P 
90-316 P 

90-319 P 
90-290 P 
90-290 F 
SO-247 « 

90-334 F 

90-334 P 
90-309 <1 

90-299 r 
9Q-2S0 P 
30-272 P 

30-260 P 
30-260 P 
30-220 P 
50-293 P 
50-271 P 

30-230 r 
30-294 P 
30-333 P 
30-333 P 
30-331 P 

30-331 P 
90-331 P 
80-273 P 
90-273 P 
90-333 F 

90-331 P 
90-331 P 
90-331 P 
90-331 P 
90-331 P 

90-331 P 
90-273 P 
90-273 P 
90-290 P 
90-290 P 

90-220 P 
30-220 P 
30-271 P 
90-271 ? 

90-294 . 

90-331 r 
90-298 , 

90-298 { 

90-324 P 
90-324 *' 

90-290 , 

90-331 , 

90-331 , 

90-293 . 

90-278 , 

90-324 , 

90-333 , 

90-331 , 

90-260 , 

30-331 , 


654 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

VASSAULO, D 0 

B303ieoa4B 

50-259 

P 

VASSALLO, D B 

8309190099 

50-324 

P 

VASSALLO.O B 

8309300246 

90-333 

P 

VASSAULO. 0 B 
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0303890314* 

0309040394 

0309170076 

0103230389* 

0303100147 

30-309 Q 

30-313 P 

30-313 P 

30-498 Q 

30-329 T 

WILT, 0 D 

WILT, D D 

wingo, n D 

MIRE, K. R 
WISENBURO.M R 

6305100367 

0305310031 

8305170340* 

6305060504* 

8305160390 

90-440 

50-440 

90-260 

50-296 

PR 

8309270903* 

8309230279 

8309230279 

B303090313* 

8309230475* 

90-302 

40-B7B6 

40-8706 

90-373 

30-289 

Q 

Q 

0 

HILCDVE.M N 
WILCOVE.M N 
WILCOVE.M N 
WILCOVE.M N 
WILCOVE.M N 

8305120295 

B3 09 190223 
8303240039 
8303230376 
8303260276 

30-329 0 

30-329 Q 

30-329 0 

30-320 0 

30-329 0 

WIBHNIE. R 0 
WITHERS. B D 
WITHERS. B D 
WITHERS. 3 0 
WITHERS. 8 0 

8305240500 

8305040417 

6305060600 

8305060606* 

0305130164 

50-247 

30-344 

50-344 

30-344 

30-344 

8309100249* 

8309170318* 

8309170333* 

8309200344 

B309230449* 

90-449 

30-449 

90-298 

90-298 

90-449 

Q 

0 

Q 

8 

Q 

WILCOX. J D 

WILD, P. A 

WILKEN80N 
WILKINSON, E P 
WILLETT, D J 

8303270629* 

8303240223 

8304060126* 

8303230317 

8303170349* 

30-438 a 

30-329 A 

90-440 E 

PR 

50-397 0 

WITHERS. B D 
WITHERS, B 0 
WITHERS, fl 0 
WITHERS, fl D 
WITHERS. B D 

0305130284 

0305130240 

0305160266 

B30S2D0013 

0305230581 

90-344 

30-344 

PR 

30-344 

30-344 

8309240009* 

B309260304* 

8309060929 

B 309060936* 
8309030240* 

30-449 

90-298 

90-392 

90-392 

90-389 

a 

a 

A 

A 

F 

WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 

8305030937* 

8309040322* 

8309120368* 

8309120428* 

8309120447* 

90-440 T 

90-305 a 

50-374 0 

90-946 a 

90-373 a 

WITHERS. B 0 
WITHERS. B D 
WITHERS. B D 
WITHERS. B D 
WITHERS, 0 D 

8305260273 

8305270182 

0305270186* 

0305270205 

0305270211* 

50-344 

90-344 

50-344 

30-344 

90-344 

8309160282* 

8309170310 

B309230016 

8309020441 

8309020441 

90-309 

90-389 

71-9997 

90-392 

30-392 

F 

8 

0 

0 

WILLIAMS. C C 
WILLIAMS. P L 
WILLIAMS. H 0 
WILLIAMS. J 
WILLIAMS. J 

8309190393* 

8303240061* 

8303190014 

8303120342 

8303120410 

90-373 8 

90-232 a 

Stat* Prog 

90-398 3 

90-399 a 

WIZNER, D G 
WOFFORD, A M 

WOMLD. P R 
WaJCHOUSKIiA V 
WOLFE. 8 J 

0305270087 

8305060193* 

8309020397* 

8309020492* 

8309120322 

50-319 

FOIA 

90-483 

30-263 

50-302 

8309030917 

8309030963 

8309030963 

8309060470 

8309060470 

27-39 

90-392 

90-392 

90-392 

90-392 

0 

0 

0 

0 

WILLIAMS. J 

WILLI AHB. J 
WILLIAMS. J 

williams. J 

WILLIAMS. J 

8309120429 

8309120432 

8303120446 

8303120487 

8303130111 

90-393 8 
90-393 S 
90-358 S 
90-3!^a S 
90-358 K 

WOLFE. 8 J. 
WOLLETTi S, 
WOLLETT. 0 

WOLLETT. a. 
WOLLETT, S, 

8305270634 

8309090090 

8309090068* 

8305170608 

S30S230281 

30-392 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

8309240489 
8309240489 
8309060492* 
8309130222 
83091 1001 8 

30-392 

90-392 

90-237 

30-440 

30-900 

0 

0 

a 

a 

A 

WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 
WILLIAMS. J 

8303170324 

8309180438 

8303190228 

8303200336 

8303260227 

50-338 S 
30-359 F 
90-358 a 
90-358 8 
90-358 S 

WOLLETT, 8 

WOLLETT, S 
WOLVENOYK. A 
WOOO.E C 

WOOD. J. E 

8305270097 

8305270103 

8305200177 

0309110344 

8309040466* 

CONTRACT 
CONTRACT 
70-37 1 
30-309 
TOPREP 

8309110016 

8309030908 

8309030908 

8309D3O9O8 

8309100286 

90-443 

90-494 

90-494 

90-494 

90-494 

A 

T 

T 

T 

0 

WILLIAMS. J 
WILLIAMS. J M 
WILLIAMS. J U 
WILLIAMS. J W 
WILLIAMS. J.W 

8303260337* 

8303030127 

8303100291 

8309100269 

8303110487 

50-358 A 
50-339 a 
90-291 8 
90-389 8 
90-290 0 

WOODHEAD. C P 
WOODHEAO.C P 
WDODHEAD, C P 
WOODHEAD, C.P 
WOODHEAD. C P 

0309030494 

8309100312 

8309160164 

8309170001 

8309170063 

30-142 • 

30-142 . 

30-142 
90-142 > 

90-142 • 

8309100286 
8309 10 0286 
8309200683* 
8309100809 
8309060294 

90-494 

30-494 

90-373 

PROJ 

PR 

0 

0 

P 

WILLIAMS. J.U 
WILLIAMS. J W 
WILLIAMS. J.W 
WILLIAMS. 0.0 
WILLIAMS. R 

0305170191 

8303170244 

8309290302 

8305060096 

8303040392* 

90-387 3 

90-333 8 

30-333 a 

FOIA 

FOIA 

WOODHEAD. C P 
WOODHEAD, C P 
WOODHEAD, C P 
WOODUAN.O R 
WOODRUFF, R L 

8309170067* 

8305200613 

6309240921 

8309090930* 

0304280139 

50-142 ■ 

50-142 
90-142 I 

90-445 

16E 

8309 U 0476 

8309230368 

8309200101 

8309270367* 

8309270926* 

NUREO 

30-313 

30-320 

30-333 

90-W3Y 

p 

p 

0 

a 

WILLIAMS. R E 
WILLIAMS, R E 
WILLIAMS .V B 
WILLIAMS. V.B, 
WILLIAMSON, E L 

B3090Z0491 

8309090012* 

0309030446* 

8309240311 

8309020319* 

40-6622 

CONTRACT 

30-304 8 

90-299 a 

aA999 

WOOLEVER.E J 
WOOLEVER, E J 
WOOLEVER. E J 
WOOLEVER, E J, 
WOOLEVER, E. J 

8309020426 

6309100104 

6309110299 

6309100296 

6309180283 

90-412 . 

90-412 
90-412 , 

90-412 
90-412 |t 

8309120073 

8309120073 

8309270432 

8309270432 

8304110706* 

TOPREP 

TOPHEP 

TOPREP 

TOPREP 

90-293 

e 

WILSON. B. 0 
WILSON. B. D. 
WILSON, B. D 
WILSON, B. D 
WILBON, B D, 

830904099B 

8303040967* 

8303170970 

8309180617 

9309180713 

XPORTLIC 

XPDRTHC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

WOOLEVER. E J 
WOOLEVER. E. J 
WOOLEVER. E J 
WOOLEVER. E J 
VHJOLEVER. E. J 

8309100599 

0309200429 

8309240240 

6309250496* 

8309270662* 

90-412 
90-412 ' 

50-412 '! 

90-412 ,1 

90-412 

8309110341* 
83091 10369* 
83091 10392* 
8309170932* 
8309230919* 

90-293 

90-293 

90-293 

90-293 

90-293 

8 

8 

S 

R 

8 

WILSON. D. 0. 
WILSON. F. W 
WILSON. J. H. 
WILSON. J, L 
WILSON, J L 

8309260079 

8309090162 

8309240298 

8309090118 

8309030121* 

XPORTLIC 

NUREO 

90-382 A 

30-281 8 

90-281 S 

WOOLSEY.H T 
WOOLBEY.R T 
WOOLSEV.R. T 
WOOLSEY.R. T 

WOOL BE Y. R T 

8305120490 

8305120901 

8309130299 

8309170503 

8309170903 

40-0602 j 
40-299 
40-2239 ( 
40-299 1 

40-299 ' 

1 

8309230321* 

8309060903* 

8309130091* 

8309170466 

0309030164* 

90-293 

30-309 

30-23Y 

90-229 

90-320 

8 

B 

B 

F 

8 

WILSON. J L 
WILSON. J L. 
WILSON, J.L 
WILSON, J.L 
WILSON, J. L. 

8309090130* 
8309100119 
8309100120* 
8309 100 129* 
8309130123 

30-281 S 
50-280 a 
30-280 B 
90-280 B 
90-281 8 

WORTHEN. M. 

WRAY. J R 

WRAY. J R 

WRAY.J R 

WRIGHT. D 

8309030487 

8305270397* 

8309270334* 

8305270576* 

8309110198* 

PR [ 

30-321 « 

30-338 
30-333 1 

CONTRACT ! 


556 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATeeORY 


URIOHT, 0 C 


3303170174* 

50-133 

Q 

WH1«HT,N A 


8303100243 

50-329 

T 

URTOHT.N A 


B30S240DA3 

50-329 

0 

WRIOHT.n 0 


B3032S03AB< 

30-483 

G 

WRIOHT.R 0 


B3052305.66* 

50-483 

G 

WRIOHT.R J 


B30329033& 

WASTE MOT 

HRIOMTpR J 


8303290813 

WASTE MOT 

mrioht.r j 


33031 100 A3 

WASTE MOr 

WRICMT.R U 


8303270179* 

30-389 

0 

WULLERiO E 


B30324034i 

50-461 

A 

HULLHRtO E 


8305030359 

50-461 

R 

HULLER'O E 


33031 301 4A 

30-461 

E 

WULLER.O E 


6303200667 

30-461 

A 

HULLERtO E 
HULLERpO B 


8303240142 

8303230233* 

30-461 

40-1478 

A 

WUNDEnLH:M. J 
HVNOARDEN. 8 
MYHaARDEM. 6 D 
YAMAMAp K 
YAMAMAp K 


8303310152 
8303030671 
8303 2506 04* 
8303170123* 
8303180709 

30-263 

40-3392 

40-8027 

XPDRTLIC 

KPORTLlC 

8 

YANDELLpL a 


8305100244* 

30-283 

Q 

VAVO. M S 


8305270501* 

50-434 

0 

YAROERpK 


B3051 70203* 

50-346 

8 

YARCERpK 


6303260293 

50-346 

8 

YAROERpK 


8305310038 

30-346 

5 

YORK. J U 


8305270492* 

30-400 

0 

YOVWOp F 


8305160199* 

50-289 

Q 

YOUNOpH a 


8305100172 

30-454 

0 

VQI/NOpH a 


8303230236 

30-142 

0 

Vai/NOtM u 


8303230331 

30-443 

H 

YOUMOp t 


B3031 70302* 

30-528 

Q 

YOOMOp T- 


83031 70337* 

30-328 

a 

YOOMOp t 

YOUMOp Y. a 
YOUMOp Y. a 


8303170564* 

8303060369* 

8305130333* 

50-328 

40-8783 

40-8783 

a 

YOUNQBLOOD. B 

J 

8305040006 

50-482 

A 

VOUMOBLOaO, D 

J 

8303040062 

30-434 

F 

YOUMOBLOOD. D 

J 

8303040664 

30-440 

E 

YOUNOBLOaa. D 

J 

830506064B 

50-423 

A 

vQUMOBtaoa. d 

J 

83051 10103 

30-546 

A 

YOUNOBLOODp d 

J 

8303120008 

30-492 

F 

VOUMOBLCaOi B 

J 

8303120352 

50-434 

A 

YOUMODLOaD. D 

J 

8303120610 

30-443 

Q 

YOUNOBLODD. B 

J 

8303190096 

30-440 

A 

YOUMOBLOODp q 

J 

8303230627 

30-443 

A 

VOUMOBLOOD. D 

J 

8305230630 

30-338 

A 

vouHonuoaop o 

J 

8305230633 

30-546 

A 

YOUNOBLOODp 0 ,J 

8303230643 

30-440 

E 

VOUMOBLOOD. B 

J 

B30 52306 49 

30-440 

E 

VOUMOBLOODp B 

J 

B30 52306 58 

50-338 

A 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


YOUNOBLOODp R 

8303110126 

30-312 

P 

YOUNOLINO.E J 

0303190271 

30-322 

0 

YUHAS. 0 P 

8303170343* 

30-397 

0 

YUHAS. 0 P 

83051 70330* 

30-361 

0 

YUMOTO, H 

8303160293 

XPDRTLIC 


VUNDT. C P 

S303130143 

30-344 

B 

ZAHLERpR E 

B303240287 

30-289 

0 

ZAHLER.R E 

8305240287 

30-289 

0 

2AHLER.R E 

B30S240486 

30-289 

0 

ZAHLER.R E 

0303240487 

30-289 

0 

ZAKLEA.R E 

8303230202 

30-289 

0 

ZAHLEft.R E 

8303230202 

30-289 

0 

ZAHLER.R E 

8305230203* 

30-289 

0 

ZAHLER.R E 

8303230208* 

30-289 

0 

ZAHLEft.R E 

8303250223* 

30-289 

0 

ZAHLER.R E 

8303250223* 

30-289 

0 

ZAMARDI.8 

8303100370* 

30-323 

P 

ZARBIS. W A 

8303060076* 

30-331 

p 

ZARBIS. M A 

8303270378* 

30-333 

p 

ZIEMER.P D 

03031 8026 1 

30-303 

0 

ZIMMERMAN. J V 

0303020001 

XPDRTLIC 


ZIMMERMAN. J V 

8303020098 

XPDRTLIC 


ZIMMERMAN. J V 

8303030097 

XPDRTLIC 


ZIMMERMAN. J V 

0303040639 

XPDRTLIC 


ZIMMERMAN. J V 

0303040644 

XPDRTLIC 


ZIMMERMAN. J V 

0305040658 

XPDRTLIC 


ZIMMERMAN. U V 

0303040663 

XPDRTLIC 


ZIMMERMAN. J V 

8305050440 

XPDRTLIC 


ZIMMERMAN. J V 

8303060014 

XPDRTLIC 


ZIMMERMAN. U V 

8303090042 

XPDRTLIC 


ZIMMERMAN. J V 

8303090498 

XPDRTLIC 


ZIMMERMAN. J V 

830509OS0O 

XPDRTLIC 


ZIMMERMAN. J V 

8305090730 

XPDRTLIC 


ZIMMERHAN.J V 

8303090731* 

XPDRTLIC 


ZIMMERMAN. J V 

8303090733 

XPDRTLIC 


ZIMMERHAN.J V 

B303090736 

XPDRTLIC 


ZIMMERHAN.J V 

0305090779 

XPDRTLIC 


ZIMMERHAN.J U 

8303130263 

XPDRTLIC 


ZIMMERHAN.J V 

0305130269 

XPDRTLIC 


ZIMMERHAN.J V 

8303160294 

XPDRTLIC 


ZIMMERMAN. U V 

8303 160296 

XPDRTLIC 


ZIMMERHAN.J V 

0305160300 

XPDRTLIC 


ZIMMERMAN. J V 

0303160307 

XPDRTLIC 


ZIMMERMAN. U V 

8303160309 

XPDRTLIC 


ZIMMERHAN.J V 

8303160310 

XPDRTLIC 



author 


ACCF6B10N 

NUMBER 

SUBJECT 

CATECORY 


ZIMMERMAN. J 

U 

8303160313 

XPOSTUIC 


ZIMMERMAN. J 

V 

0309160313 

XPORILIC 


ZIMMERMAN. J 

V 

B309170120 

XPORTLIC 


ZIMMERMAN. J 

V 

0309170394 

KPOfiTLIC 


ZIMMERHAN.J 

V 

8303100078 

XPORILIC 


ZIMMERMAN. J 

V 

8309180006 

XPOSTUIC 


ZIMMERMAN. J 

V 

0309180090 

XPORILIC 


ZIMMERMAN, J 

U 

8309180931 

XPDRTLIC 


ZIMMERMAN, J 

U 

0309180703 

XPORILIC 


ZIMMERHAN.J 

V 

83031 80839 

XPDRTLIC 


ZIMMERMAN, J 

U 

8309190033 

XPORILIC 


ZIHMERMAN, J 

U 

0309200129 

XPORTLIC 


ZIMMERHAN.J 

U 

8309300137* 

XPOftTUlC 


ZIMMERHAN.J 

V 

83092S0169 

XPORILIC 


ZIMMERHAN.J 

U 

83092600 1 6 

XPORTLIC 


ZIMMERMAN. J 

U 

8303260027 

XPDRTLIC 


ZIMMERMAN. J 

V 

8303260029 

XPORTLIC 


ZIMMERMAN. J 

V 

S3O9260O34 

XPORTLIC 


ZIMMERMAN. J 

V 

8303260039 

XPDRTLIC 


ZIMMERMAN. J 

V 

8309260067 

XPORTLIC 


ZIMMERMAN. J 

V 

8309260090 

XPORTLIC 


ZIMMERHAN.J 

V 

83092601 13 

XPORTLIC 


ZIMMERHAN.J 

V 

8309260183 

XPORTLIC 


ZIMMERHAN.J 

V 

8303260187 

XPDRTLIC 


ZIMMERMAN. J 

V 

8309260191 

XPORTLIC 


ZIHMERMAN. J 

V. 

8303260194 

XPORTLIC 


ZIMt«RMAN, J 

V 

8303260197 

XPDRTLIC 


ZIMMERMAN. J 

V 

8303260198 

XPORTLIC 


ZIMMERHAN.J 

V 

8303260199 

XPORTLIC 


ZIMMERHAN.J 

V 

8309260203 

XPORTLIC 


ZIMMERHAN.J 

V 

8309260204 

XPORTLIC 


ZIMMERMAN. J 

V 

8303270032 

XPORTLIC 


ZIMMERHAN.J 

V 

8303270034* 

XPDRTLIC 


ZIMMERMAN. R 

p 

8303230493* 

50-244 

Q 

ZIMMERMAN. S 

R 

8309020003 

XPORTLIC 


ZIMMERMAN. 8 

R 

8309020163 

30-400 

n 

ZIMMERMAN. 8 

R 

8303090390 

30-324 

P 

ZIMMERMAN. 8 

R 

8309090496 

30-324 

P 

ZIMMERMAN, 8 

R 

830910031^2 

30-329 

P 

ZIMMERMAN, 8 

R 

8303120003 

30-324 

P 

ZIMMERMAN, 8 

R 

8303200439 

90-261 

P 

ZIHMERMAN. 8 

R 

8303200600 

90-261 

H 

ZIHMERMAN, S 

R 

8303240417 

90-400 

K 

ZIHMERMAN. 8 

R 

8309260022 

90-261 

P 

ZIMMERMAN. S 

R 

8303260320 

30-324 

P 

ZIVKOYICH.E 

A 

8303200636 

90-440 

0 

ZUPKO.J M 


8303060476 

90-273 

B 

ZUPKO, J M 


8303060480 

90-311 

a 

ZUPKO.J M 


83091 10271 

90-31 1 

a 

ZUPKO, J M 


8303110274* 

90-31 1 

s 

ZUPKO.J M 


8303160032 

90-311 

a 

ZUPKO. J. M 


8303160096 

90-311 

a 

ZUPKO.J M 


8309160118 

90-311 

a 

ZUPKO.J M 


8309170018 

90-272 

R 

ZUPKO.J M 


8303170142 

90-31 1 

R 

ZUPKO, J M 


8309170367 

90-aii 

B 

ZUPKO. J. H 


8303200394 

90-272 

B 

ZUPKO.J M 


8309200937 

90-311 

B 

ZUPKO.J M 


8309290901 

90-311 

B 



CORPORATE SOURCE INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 60-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to PHncIpai 
Documents." 


AUTHOR 

AFFILIATION 


AsmQiitt, Th« 

AdvltOTV Council on Hlotorlc Protorvotl 
Aoroopaco Carp. 

Agrlcuitura, Dopt of 

Agrleulturo, Oopt of, Oraduato School 
Air and Hatar Pollution Patrol 


Alabama Power Co 


ACCESSION 

MUM0ER 

SU8JECT 

CATEOORY 

8309100163 

90-289 

0 

8309100209 

90-289 

0 

8303100406 

90-269 

0 

8309110276 

90-410 

D 

83091 10027 

NUREO 


8303040387* 

FOIA 


8309040392* 

FOIA 


83032S0249* 

CONTRACT 


S309040470 

00-392 

0 

8309260181 

30-392 

0 

B3030204S6 

90-346 

P 

8309030980 

SO-364 

s 

8309030389* 

00-364 

6 

8309030148 

30-346 

8 

83090301 94* 

30-346 

S 

8309090138* 

30-340 

B 

8309030199 

30-340 

8 

8309090203* 

30-348 

6 

8303060621* 

30-348 

F 

8309060626* 

30-348 

F 

8309100132 

30-364 

a 

8309100139* 

30-364 

a 

83091 10297 

30-364 

6 

83091 10260* 

80-364 

s 

83091 10308 

30-348 

p 

83091 10308 

30-346 

p 

8303110311* 

30-346 

p 

8309110311* 

80-340 

p 

8309160094 

30-348 

Q 

8309160094 

30-348 

a 

83091 60100# 

30-348 

a 

8309 160 107* 

90-340 

a 

B309160107* 

90-348 

Q 

6309200306 

90-346 

R 

6309200327# 

90-340 

R 

8309200397 

90-364 

n 

6309200362# 

90-364 

R 

8309200979 

90-346 

R 

6309200379 

90-348 

R 

8309230940 

90-348 

0 

8309230944* 

90-348 

B 

8309230990* 

90-346 

8 

6309240191 

90-340 

F 

8309240191 

90-348 

F 

6309240440 

90-349 

P 

8309240481 

90-348 

I 

8309240481 

90-348 

I 

8309240484* 

90-348 

1 

8309290S89 

90-348 

F 

8309290269 

90-348 

F 

8309290393 

90-348 

8 

8309290391 

90-348 

F 

8309290391 

90-348 

F 

8309290881 

90-348 

B 

8309310201 

90-340 

8 


AUTHOR 

AFFILIATION 


Amtrican Acsoclatton of Pbyolcltti In 
Ktdlclna 

Amfrlean Cotlogr of Nucloar Phytlclant 
Amor lean Cite trie Fouor Co , Inc 


A(ii>rlcan Eltctrlc Pouar Sorvict Carp 


Amtrican Mucliar Inturtri 
Anitrlcan Nuclear Sociotv 


Anoiburv, KA 
Anacompi Inc 

An«lv«l« ti Tochnolagvi Inc 

nntloch School of Law. Maihlngton, DC 


Applltd Blologyi Inc 
Appllod Phyilcal Tochnologyi Inc. 
Applltd Roitarch Attoclatoo, Inc. 
Applltd Rltk Ttchnolagg Corp 

Argonnt National Laboratory 


Ariiona Public Strvlct Co 


ACCESSION 

NUMSER 


aaosisoRss 

83090304 1& 
83092008911 
a3031600S2w 
8309230368 

Q308030297 
8303030919 
8303 1201 OS 
8309110012 
8309160393 

a303230469» 

0309290917 

8309270109 

8309290327 

a309360222t 

a30906032I>t 

S309170070t 

B309170077» 

8309100290 

8303190366 

8309190371# 

6309030347* 

8309110163# 

8309310197* 
63031 BOl 46* 

8309110148 

8303110162 

6309130340 

0309130349 

8309130330 

83091B0637 

6309190132* 

6303190193* 

8309190337* 

6309190341* 

8309230066 » 

8309020069 

6305020089 

8309020069 

8309020092* 

6309030285 

8309030346 

8309030626 

8309030626 

8309120369 

6309130082 

6309130107 

6309130124 

8309130124 

6303130124 

6309130127 

6309130148 

6303130148 

6309130148 


SUBJECT 

CATEOOHY 


PR 

PR 

PR 

90-319 R 
90-319 P 

90-319 P 
30-319 P 
90-319 F 
PR 
PR 

COHMIBBION 

PR 

NUREO 

90-443 0 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
90-199 0 

30-199 8 

90-193 0 

90-339 R 
CONTRACT 
90-244 P 
90-247 Q 

NUREO 

NUREO 

ACRS 

90-937 0 

30-937 O 

90-937 0 

FOIA 

FOIA 

FQIA 

FOIA 

71-9607 
90-928 K 
90-928 K 
90-928 H 
90-926 K 

90-928 6 

90-927 8 

90-920 a 

90-928 8 

90-920 e 

90-928 8 

90-928 6 

90-928 3 

90-928 8 

90-928 S 

90-928 a 
50-928 S 
90-928 a 
90-928 8 


657 



ESS 


CORPORATE SOURCE INDEX 



AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUHBEfl 

CATEGORY 

AFFILIATION 

NUMBER 

CATSOORV 



0305130199 

90-920 

S 


8309310199* 

90-313 1 



0309130199 

90-928 

8 

Armgi Dipt of 

8103130267* 

FOIA 



8305130199 

50-928 

8 

8309020019* 

FOIA 



0309130161 

50-929 

8 


8309020016* 

FOIA 



0309130166 

90-928 

8 


8309020019* 

FOIA 



S309130169 

90-928 

8 


8309020022* 

FOIA 



8305130183 

90-928 

3 


8309020031* 

FOIA 



030913018? 

90-928 

S 


8309020039* 

FOIA 



0309130189 

90-928 

8 


8309020042* 

FOIA 



8309130210 

50-928 

8 


8309020047* 

FOIA 



8305130210 

50-928 

3 


8309020097* 

FOIA 



8309130210 

90-928 

8 


8309020070* 

FOIA 



8309130236 

90-928 

8 


8309020081* 

FOIA 



8309130226 

90-928 

8 


8309020099* 

FOIA 



8309130226 

90-928 

8 


8309020099* 

FOIA 



8309130229 

90-928 

8 


8309O20099* 

FOIA 



8309130229 

90-923 

8 


8309020099* 

FOIA 



8309130264 

90-928 

8 


8309020099* 

FOIA 



8309130264 

90-928 

3 


8309020 198* 

FOIA 



8305130264 

90-928 

3 


8309020169* 

FOIA 



8305160071 

90-920 

A 


8309020178* 

FOIA 



B3a9160072« 

50-920 

A 


8309020204* 

FOIA 



8309200322 

50-920 

F 


8309020207* 

FOIA 



8305200417 

50-920 

A 


8309020929* 

FOIA 



8305230917 

90-928 

8 


8309020939* 

70-378 



830926032 i« 

50-528 

0 


8309020939* 

70-378 



8309260326 » 

90-928 

O 


8309020939* 

FOIA 



8305310161 

90-928 

A 


8309020939* 

70-378 



8305310219 

90-928 

O 


8309020949* 

FOIA 

Arl ion»i 

Df 

8305030998 

PR 



8309020990* 

FOIA 

Arkaifta* 

Pauer h Light Co 

8303240480 

50-313 

P 


8309020994* 

FOIA 



830 4270 4 26* 

SO-313 

F 


8309020998* 

FOIA 



B304270426* 

50-313 

F 


8309020960* 

FOIA 



8304270427* 

50-313 

F 


8309020964* 

FOIA 



8309020373 

90-368 

S 


8309020967* 

FOIA 



8305020378* 

90-368 

8 


8309020971* 

FOIA 



8309020416 

90-368 

P 


8309030008* 

FOIA 



8309030331* 

50-313 

0 


8309030020* 

FOIA 



8305030389 

90-313 

8 


8309030023* 

FOIA 



8309030390* 

90-313 

S 


8309030027* 

FOIA 



8305040493 

90-313 

R 


8309030039* 

FOIA 



8303040499* 

90-313 

R 


8309030099* 

FOIA 



8305050129 

90-313 

P 


8309030063* 

FOIA 



8303090125 

50-313 

P 


8309030073* 

FOIA 



8303090216 

50-313 

P 


8309030080* 

FOIA 



8305060492 

50-313 

8 


8309030087* 

FOIA 



830 9060 4 94* 

90-313 

8 


8309030092* 

FOIA 



8309060983* 

90-313 

F 


8309030109* 

FOIA 



S30306Q;B3* 

0303060991* 

90-313 

90-313 

F 

F 


@309030129* 

830~9030142» 

row 

FOIA 



8305060591* 

90-313 

F 


8309030147* 

FOIA 



8309090333 

90-313 

P 


8309030154* 

FOIA 



8309090333 

90-313 

P 


8309030163* 

FOIA 



8303090421 

90-313 

J 


8309030169* 

FOIA 



8309090440 

90-313 

P 


8309030174* 

FOIA 



8305100391 

90-313 

P 


8309030179# 

FOIA 



8309100391 

90-313 

P 


8309030 189* 

FOIA 



8309120414 

90-313 

S 


8309030218* 

70-378 



8303120418* 

50-313 

s 


8309030229* 

7O-07B 



8309120491* 

90-313 

0 


8309030233* 

70-378 



8305160290* 

90-313 

F 


8309030239* 

70-378 



8309160290* 

50-313 

F 


8309030291* 

70-378 



8309170951 

50-313 

Q 


8309030260* 

70-378 



8305180467 

50-368 

P 


8309030312* 

70-378 



8309190363 

50-313 

J 


8309030326* 

70-378 



8309200319* 

90-313 

Q 


8309030339* 

70-370 



8305200326 

50-313 

F 


8309040093* 

FOIA 



8305200445 

30-313 

B 


8309040114* 

FOIA 



0309200451* 

50-313 

B 


8309040120* 

FOIA 



8309200490 

50-313 

a 


8309040198* 

FOIA 



630520054: 

50-313 

p 


8309040169* 

FOIA 



8309200541 

90-313 

p 


8309040179* 

FOIA 



8309200573 

50-368 

R 


8309040183* 

FOIA 



8309200580 

50-368 

p 


0308040189* 

FOIA 



8309230364 

90-313 

p 


8308040200* 

FOIA 



8309230723 

90-368 

p 


8309040211* 

FOIA 



8309230723* 

90-368 

p 


8303040217* 

FOIA 



8309240094* 

90-313 

Q 


8309040224* 

FOIA 



8309240139 

90-313 

H 


8309040234* 

FOIA 



8303240360 

90-368 

P 


8308040239* 

FOIA 



8309240399 

90-313 

P 


8309040244* 

FOIA 



8309260249 

90-368 

8 


8309040290* 

FOIA 



8309260260 

90-313 

S 


8309040256* 

FOIA 



8309270069 

90-313 

P 


8309040278* 

FOIA 



8309310199* 

50-313 

Q 


8305040279* 

FOIA 



CORPORATE SOURCE INDEX 


5B9 


AUTHOR 

AFFILIATION 


Arfflift 0«pt. oti Carps ot EnglnttT* 

Ar^gi 0«pt aPi Htidqusrtipt Hatiritl 
Dsv«lopn«nt tt Raadlniii Comnand 


Atilt Hlnaralt 

Atoaic Industrial Forum 

Audubon Boelatg 

Autonitlon Industrlasi Inc. 
BUR OMntrs Oroup 

Babcock t< Nilcoi Co. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEOORV 

AFFILIATION 

NUMBER 

CATEOORV 

83080402 B7* 

FOIA 


0308270309* 

80-269 

P 

8309040290* 

FOIA 

Babcock k UllcoJi Oparatlng Plants Ountrs 

0308120073 

TOPREP 


8308040294* 

FOIA 

Group 




8303040414* 

FOIA 


0308270432 

TOPREP 


8308040429* 

FOIA 

Dackutt Shta 6 tT(g*r 

0308190199 

50-443 

0 



Battlffior* Gas 6 EltcCrlc Co 

8303020344* 

50-317 

0 

83080404 SO* 

FOIA 





8308040470* 

FOIA 


8309020344* 

50-317 

Q 

8308040478* 

FOIA 


0309020909 

50-317 

8 

8308040478* 

FOIA 


8309030383 

80-318 

8 

8308040901* 

FOIA 


8309030388* 

80-310 

8 




8309060396 

80-317 

P 

8308040810* 

FOIA 





83090408 19* 

FOIA 


8303060396 

80-317 

P 

8308040923* 

FOIA 


0303060402 

80-317 

P 

8309040994* 

FOIA 


0303060408* 

50-317 

P 

8309040986* 

FOIA 


8303060408* 

50-317 

P 




8303060412 

50-317 

a 

8308040989* 

FOIA 





8309040999* 

FOIA 


0305060412 

50-317 

Q 

8309040962* 

FOIA 


8309060430 

PH 


8309040869* 

FOIA 


0309060631* 

80-317 

F 

8308040973* 

FOIA 


0309060639* 

90-317 

F 




0309060633* 

50-317 

F 

8308040978* 

FOIA 





8308040883* 

70-378 


8309110332 

80-317 

S 

8309040893* 

70-378 


8309110363* 

50-317 

8 

8308040899* 

70-378 


8309160081 

50-310 

3 

8309040674* 

70-378 


8305 180390 

PR 





8309190287 

90-317 

S 

0303040678* 

70-370 





8308040696* 

70-370 


8309190290* 

50-317 

8 

8308080297* 

70-378 


8305190293 

50-317 

P 

8308030306* 

70-378 


8309190348 

50-310 

8 

8308080310* 

70-370 


8309190392* 

50-310 

S 




8309200964 

50-317 

R 

8309090316* 

70-378 





8308080322* 

70-378 


8309200394* 

50-317 

R 

8309080328* 

70-378 


8303200620 

50-317 

0 

8309080330* 

70-378 


8309200620 

50-317 

0 

8309080333* 

70-378 


8303200628* 

50-317 

Q 




8308200628* 

50-317 

Q 

0309080339* 

70-378 





8309090342* 

FOIA 


8308200631 

50-317 

R 

8309090346* 

FOIA 


830820063! 

50-317 

R 

8309090349* 

FOIA 


8308200644* 

50-317 

R 

8308080331* 

FOIA 


8308200644* 

50-317 

R 




8308200680* 

50-317 

R 

8309080339* 

FOIA 





8309080361* 

FOIA 


8308200680* 

50-317 

R 

8308060391* 

CONTRACT 


8308230913* 

80-317 

8 

8309110041* 

CONTRACT 


8305230322 

80-318 

S 

8309170607* 

CONTRACT 


8308230928* 

50-310 

S 




8303230399 

80-317 

8 

8006180578* 

FOIA 








8309230960* 

80-317 

8 

8104060899* 

FOIA 


8309240269* 

80-317 

P 

830^)2060* 

FOIA 


830^260294 

80-317 

P 

8308040089* 

FOIA 


B3'09260294 

80-317 

P 

8309040103* 

FOIA 


6309260302 

30-317 

J 

8309040127* 

FOIA 


8309270029 

50-317 

P 

8308040468* 

70-370 


830327002? 

80-317 

P 

8305040489* 

FOIA 


8309270072 

50-317 

8 

8308040502* 

FOIA 


8309270603 

80-317 

a 

8308130362 

40-3483 

Barr Englntarlng Co 

8309200004* 

CONTRACT 


8308180306 

PR 

Baile Enargg Tachnologg Assaetatas 

B305020160* 

30-272 

a 

8308180313* 

PR 

Battalia Mimor la 1 Inst 1 tutti Columbus 

8309270100* 

CONTRACT 


B3081B0381 

PR 

Labarat or la I 




8305180378 

PR 

Battalia Htmorlal Instltutsi Pacific 

0011180782* 

HISC 


8305160024 

50-247 0 

Morthuiast Laboratorv 







8207000928* 

50-258 

p 

8305160024 

50-247 0 


8301060137* 

80-309 

p 

8305160028* 

50-247 0 





8305160028* 

50-247 0 


8309030317 

80-331 

B 

8303180194 

71-9100 


8303040996 

H18C 


8305100197 

TOPREP 


8309060233 

NUREO 





8303060674 

NUREO 


8303080392* 

50-312 P 


8309100011 

50-346 

F 

8305020404* 

50-329 E 





8305020323 

70-824 


6309110208 

NUREO 


8305020826* 

70-024 


8309110437 

NUREO 


8305030001 

71-6294 


8308120374* 

50-237 

P 




830813033? 

50-337 

0 

8305030410 

TOPREP 


8309180782 

NUREO 


8305040637 

XPORTLIC 





8303080100 

70-1201 


8303290168 

RES 


8305080208 

70-1201 


8309230174 

RES 


8305090464* 

50-302 P 

Baar Cratk Uranium Co 

8309020363 

40-8432 




Bachtal Corp 

8309100281* 

80-332 

A 

0305100316 

TOPREP 


8309120330* 

80-320 

T 

83051 10443* 

50-346 P 





8305120018 

TOPREP 


8309200993* 

QA999 


8305120344* 

50-320 T 


8309240419* 

QA799 


8305180347* 

50-320 T 


8309290393* 

30-237 

Q 




8303290399* 

80-237 

a 

8305240046 

71-166 


8309290399* 

80-237 

a 

8305260311* 

50-330 a 





8305260313* 

50-330 S 


8305290407* 

80-237 

Q 

8305260376 

70-1201 


8309290407* 

80-237 

a 



560 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Dvrllnt RoltnariJ Ktitltr ti Cashdan 


Drvarldgai Falrbanki tt Dlampnd 
Btndari Elateri Mcnddion & Uhaalai-, 
Bopg-Harnar Corp 


Boston Edison Co 


Botainr Hagst Sklar If Hsribarg 
Brigham Young Unlv 

Brookhaytn National Laboratory 


Brass l> PoiwiitlUo 

Broun Bovtrl Corp (subs Broun Bovtrl 
Co r Ltd^ ) 


Brunswick Co 


<aiip 


ACCESS I ON 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUHBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEOORV 

83055904139 

90-237 

Q 


93051 10212 

90-279 

9 

83055904139 

90-237 

0 


03051 10217 

90-279 

6 

83055509504 

90-206 

P 


83051 10217 

50-279 

e 

8305310143 

90-329 

A 


83091 103B3 

50-278 

c 

03 05 160000 

90-929 

0 


8305110383 

50-273 

0 

8305160086 

90-929 

0 


83051200930 

50-275 

p 

8305500659 

90-338 

0 


8305260182 

50-275 

c 

83090403454 

CONTRACT 



8305260183* 

50-275 

4 

8309130555 

90-440 

8 


8309260183* 

90-275 

0 

8309130594 

XPORTL I C 


California. Unlv of. Los Angolas 

8305030924 

90-142 

9 

8309130305 

XPORTLIC 



8309030968 

90-142 

9 

83055403974 

0A999 



8305030974 

90-142 

C 

83092403634 

QA999 



0309090473 

90-142 

0 

8304110696 

90-293 

s 


8309160037* 

90-142 

Q 

83041107064 

90-293 

8 


8309170067* 

90-142 

9 

8304180590 

90-293 

P 


0309240479 

90-142 

6 

8305020134 

90-293 

R 


8309240499 

90-142 

9 

8305050550 

50-293 

Q 

California. Unlv of. San Diago 

0305060239* 

90-206 

P 

8305090500 

50-293 

P 

Callauag Countg. HO 

0309290304* 

90-483 

9 

8305100138 

90-293 

R 


8309290394* 

90-483 

9 

83051001444 

90-293 

R 


8309290936* 

90-483 

9 

8305110334 

90-293 

8 


0309230966* 

90-483 

9 

S30S1103414 

90-293 

8 


8309290987* 

90-483 

9 

8305110356 

90-293 

8 

Cammtr 6 Bhap Iro 

8309100296 

90-322 

0 

83091 103694 

90-293 

8 


8309100274 

90-322 

0 

8309110384 

90-293 

8 

Canadian Commarclal Corp 

8309230289* 

CONTRACT 


8309110395* 

90-293 

8 

Carolina Envlronnantal atudg Croup 

8309060292 

90-413 

9 

8309130153 

90-293 

H 

Carol Ini Pouar (c Light Co, 

8309020124 

90-400 

E 

8305160044 

90-293 

P 


8309020124 

90-400 

E 

9305 1 6006 1 

90-293 

P 


8309020163 

90-400 

R 

8305160134 

90-293 

R 


8309020169 

90-400 

R 

83051601364 

90-293 

R 


8309020172* 

90-400 

R 

8305160149 

90-293 

e 


8309020172* 

90-400 

R 

8305170173 

90-293 

F 


8303020493 

30-261 

P 

8305170349 

90-293 

P 


8309030288 

90-324 

P 

8309170419 

90-293 

P 


8309030291 

90-324 

S 

830917092? 

90-293 

R 


8309030293* 

90-324 

P 

8309170932* 

90-293 

R 


8309030393 

90-324 

a 

8309190024 

90-293 

8 


8309030361* 

90-324 

a 

830919002?* 

90-293 

a 


8303030387 

90-324 

a 

8309190147 

90-293 

p 


8309030387 

90-324 

8 

5309190176 

50-293 

3 


830903041 1 

90-324 

B 

83091901814 

50-293 

8 


8309030419* 

90-324 

B 

8309190326 

50-293 

3 


8309030463 

90-324 

p 


8309 190330* 

90-293 

3 

8305030463 

90-324 

P 

5305200259 

90-293 

P 

8309030465 

90-325 

e 

5305200447 

90-293 

P 

8309030473* 

90-329 

8 

5305230434* 

90-293 

8 

8309030481* 

90-324 

P 

B30S230450 

90-293 

F 

83Q9990401* 

90-324 

P 

sao'^aoso'? 

90-293 

a 

8309030497 

50-324 

8 

8305230915* 

90-293 

a 

8309030497 

50-324 

a 

8305230916 

90-293 

9 

8303030905 

50-329 

9 

8305230921* 

90-293 

a 

8309030512 

50-324 

8 

6305 2305 33 

90-293 

8 

8305030530 

50-324 

8 

6309230539 

90-293 

R 

0309030536* 

90-324 

B 

5305230937* 

50-293 

R 

830S030S40 

90-324 

B 

5305230338* 

50-293 

B 

8305030547* 

90-324 

0 

5305270073 

90-293 

Q 

0305030599 

90-261 

8 

5305020401 

90-247 

0 

8305030601 

90-400 

8 

5305160129 

90-262 

P 

8309030612 

50-324 

8 

5309020547 

NUREO 


8309030618* 

50-324 

a 

5305110126 

90-312 

P 

8309040362 

50-261 

P 

830S1 10127 

NUREO 


8309040479 

50-400 

c 

5305110131 

NUREO 


8309040479 

50-400 

4 

5309110227 

NUREO 


8305040489* 

50-400 

0 

8309110237 

NUREO 


8303040489* 

50-400 

0 

8309170086 

50-537 

A 

8309040492* 

50-400 

0 

8309170101 

NUREO 


8309040492* 

50-400 

9 

8309090478 

90-392 

0 

8309040498* 

50-400 

9 

8309110324 

30-269 

5 

8309040498* 

50-400 

4 




8309030124 

50-400 

8 

8305120437* 

50-395 

a 

8309090143 

50-325 

8 

B30S20D399 

QA999 


8303090185 

50-400 

B 

5305200419* 

QA999 


8309090201 

50-325 

8 

8309200422* 

QA999 


8309090242 

50-324 

8 

6309200497* 

0A999 








8309090244* 

50-324 

a 

5309200468* 

QA999 


8309090249 

50-261 

a 

6309240947 

50-247 

0 

8309090299 

50-400 

8 

6309090034 

TOP REP 


8305090269 

50-324 

8 

6303160298 

XPORTLIC 


8309090267* 

50-324 

8 

8305190332* 

50-373 

p 







8309060176 

50-325 

P 

6305190369* 

50-373 

p 

8309060180* 

50-325 

P 

8309190387* 

50-373 

Q 

8309060471 

90-400 

0 

8303310211 

WASTE MOT 

8309060395 

50-400 

E 

8303110212 

50-275 

0 

8309060620 

50-334 

0 



CORPORATE SOURCE INDEX 


561 


AUTHOR 

AJ^FILIATION 


ACCEBSION 

NUKBER 


83030606 SO 
83030703 BO 
8303070300 
8303070436 
8303070436 

8303070470 

8303100362 

8303100412 

8303100412 

8303100417* 

83031 10S48 
83031 10248 
83031 10331 
8303110252 
83031 10232 

83031 10236* 
83031 102B2 
83031 10284* 
8303110274 
8303110274 

8303120003 
8303120467 
8303120467 
B3031 30027 
8303130073 

8303130073 

8303130000 

8303130000 

830S1300B8 

8303130088 

8303130072 

8303130100 

8303130162 

8303130167 

8303130170 

8303130172* 

8303130176* 

B30S130177 

B3O313O104* 

8303130216 

8303 1302 16 
8303160017 
8303160017 
8303160021 
B30316002t 

8303160043 

8303160109 

8303160107 

830^60133 

8305160133 

8303170282 

8303170282 

8303170203* 

8303170283* 

8303170430 

8303170430 

8303170497 

0303180400 

8303180400 

8303200009 

8303200329 

8303200329 

8303200304 

8305800304 

8303200433 

8303800442 

8303200442 

8303800330 

8303200343* 

B303200397 

8303200397 

8303200600 

8303800623 

8303200623 

8303200630 

8303200630 

8303200676 

8300200676 

8303200677* 

8303200677* 

8303230283 

8303230442 

8303240004 

8303240417 

8303240434 


SUBJECT 

CATEOORY 


30-324 Q 
30-324 P 
30-324 P 
50-324 P 
30-324 P 

30-261 © 
30-323 P 
50-324 R 
30-324 R 
30-324 R 

30-400 E 
30-400 E 
30-261 3 
30-400 8 
30-400 8 

30-261 8 

30-323 a 

30-323 8 
30-400 E 
30-400 E 

30-324 P 
30-400 A 
30-400 A 
30-400 8 
30-400 0 

50-400 0 
30-400 0 
30-400 8 
30-400 0 
50-400 0 

30-261 0 
30-323 8 
30-261 © 
50-324 8 
50-324 B 

50-324 0 
30-324 8 
50-324 8 
30-324 8 
90-400 S 

30-400 8 
30-400 E 
30-400 E 
30-400 E 
30-400 E 

50-261 J 
30-400 E 
30-400 E 
30:324 J 
30-324 J 

90-400 A 
30-400 A 
30-400 A 
30-400 A 
30-400 O 

30-400 0 
50-400 0 
80-400 E 
30-400 E 
30-261 0 

30-400 E 
30-400 E 
30-400 E 
30-400 E 
30-261 P 

30-400 E 
30-400 E 
30-324 8 
30-324 8 
30-324 F 

30-324 F 
30-261 H 
30-324 F 
30-324 F 
30-400 0 

30-400 0 
30-400 K 
30-400 K 
30-400 R 
80-400 R 

30-261 P 
30-400 8 
30-324 P 
30-400 R 
30-324 P 


AUTHOR 

AFFILIATION 


Ctntvr for Low in th* Public Infe*T*it 
Cintral Data Proc««sln©i Inc 


Chackas 6 Hoar-a 
CharlavalHi MI 
Charnoff^ 0. 

Cham-Nuc liar Syatami. Inc, 
Chrl«ta-Marla 


Chi'iitiir U r Intarvanor 
Cincinnati Oai (< Elactrlc Ca 


Cltlian* Afainat Nuclaar Pauiar 
Cltlitn* Afiaclatton for Sounil Energy 


ACCESSION 

NUMBER 


0303240446 

0303240446 

8303240330 

8303240330 

0303240331 

8303240331 

3303230247 

B3Q3290423 

0303230407 

0303230473* 

B303230474 

03OS26OO22 

0303260234 

0303260320 

0303270000 

0303270023 

0303270236* 

0303270201* 

0303270281* 

8303270303* 

0303270407* 

03O327OS31 

0303270308* 

0303270399* 

0303270399* 

B30S270613* 

8303270617* 

0303120203 

8303160312* 

8303160316* 

0303100237 

8303260180 

8303110000* 

8305170733 

8303040342* 

8303100290 

0303190366 

0303190371* 

0303190373* 

8303100288 

8303030328 

8303030333* 

8303090486 

0303120342 

8303120410 

0303120429 
8303120432 
8303120446 
8303 120487 
8303130111 

8303170454* 

8303170324 

8303170333* 

8303180458 

8303190168 

0303190190 

0303190228 

0303190273* 

0303190278 

0303190281* 

0303190314* 

0303200336 

8303240012* 

8303240016* 

8303260227 

8303260337* 

8303260333* 

0309040421* 

0212300009 

0303020422 

8303020422 

8303020430* 

8303020430* 

8303020437* 

0303040296 

0303040296 

0303040499 

0303040499 

0303040307 

0303040307 

8305040318 

8303040313 

8303040313* 

0303040313* 

0303040329 


SUBJECT 

CATEGORY 


30-400 O 
30-400 O 
30-400 O 
50-400 © 

30-400 Q 

30-400 0 

50-261 P 
30-261 S 
PR 
PR 

30-400 e 
30-261 P 
90-400 E 
90-384 P 
30-261 P 

30-400 E 
30-324 O 
30-400 O 
90-400 O 
30-400 O 

30-261 O 
30-324 « 

30-324 O 
30-324 0 

50-324 O 

30-400 O 
30-324 O 
30-275 O 
50-247 O 
30-247 O 

30-483 O 
90-133 O 
CONTRACT 
71-3026 
30-135 O 

30-135 O 
90-133 0 

30-135 O 
30-133 O 
90-482 0 

30-338 K 
30-338 K 
30-338 E 
30-358 8 

30-358 8 

90-338 8 

90-358 8 

90-338 8 

9Q-3Sa B 
30-330 K 

30-330 0 

30-330 8 

30-330 A 
90-338 F 
90-338 A 

30-330 A 
50-330 8 

30-338 a 
30-338 A 
30-338 A 

30-338 A 
30-338 8 

90-338 Q 
30-33B a 
30-338 9 

30-338 A 
30-330 A 
30-400 0 

30-443 0 

90-443 0 

30-445 0 

30-443 0 

30-443 0 

50-443 0 

90-445 0 

90-445 0 

30-443 Q 
90-445 0 

30-443 T 
30-443 T 

30-443 0 

30-443 0 

30-443 T 
30-443 T 
30-445 0 



E62 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORY 


AUTHOR 

AFFILIATION 

ACCESSION 

NUH8ER 

SUBJECT 

CATCOOfty 

830S040929 

90-44,9 

Q 




8303170326 

30-470 

A 

B309040939 

50-443 

T 




8303170927 

30-339 

a 

6309040939 

30-443 

r 




8303200072 

TOPREP 


8309090443 

50-443 

0 




8303200368 

90-470 

e 

8309110137 

30-443 

0 

Commtrcir Dept of, 

National Burtau of 

8303040396 

disc 





Btandarits 






8309110137 

30-445 

Q 







B30S1 10197 

30-443 

T 




8309090131* 

CONTRACT 


0309110197 

30-443 

T 

Committ** to 

Bridge 

the Oap 

8303170067* 

90-142 

0 

8309110332 

30-443 

e 




8309170329 

90-142 

9 

8309110332 

90-443 

Q 




8303200496 

90-142 

4 







8303200692 

90-142 

0 

8309110347 

30-443 

0 







8309110347 

50-443 

0 

Commanuealth 

Edison 

Co 

8304040269 

90-237 

Q 

8309110394 

30-443 

T 




8304290034 

90-373 

P 

8309110394 

30-443 

T 




8304290034 

30-373 

P 

8309110397 

30-443 

0 




8309020086 

90-373 

B 







8309020090* 

90-373 

e 

8309110368 

30-443 

e 







8309110368 

30-443 

0 




8305020106* 

30-10 

a 

8309110397 

30-445 

0 




8309020109 

30-373 

8 

8309110397 

80-443 

0 




8309020114* 

80-373 

3 

8309130066 

30-443 

0 




8309020119* 

90-496 

O 







8303020142 

90-234 

8 

8309130066 

30-443 

o 







8309130197 

30-443 

T 




83090201 34* 

30-234 

B 

8309130197 

30-443 

T 




8309020203 

30-373 

8 

8309130179 

30-443 

0 




8303020234* 

30-436 

Q 

8309130179 

30-443 

0 




B309020236* 

30-373 

8 







8303020241 

30-373 

8 

8309170287 

30-443 

0 







8309170287 

30-443 

s 




8309020246 

30-249 

8 

8309170913 

90-443 

0 




8309020291* 

90-373 

8 

8309170913 

30-443 

0 




8309020296* 

90-249 

a 

8309180272 

PR 





8309020391 

90-373 

a 







8309020393* 

80-373 

9 

8309200904 

30-443 

0 







Cl*V»land Electric llluml rvai t Ing Co 830328009? 

30-440 

A 




8309020498 

90-294 

p 

8309020308 

50-440 

s 




8303020498 

30-294 

P 

8309020900 

50-440 

S 




8309020470 

30-440 

0 

8309040307 

90-440 

0 




8309030084* 

30-293 

f 







8309030084* 

30-299 

F 

6309040307 

90-440 

0 







8309040469 

90-440 

s 




8309030091* 

90-293 

F 

8309040469 

90-440 

s 




6309030091* 

30-293 

F 

8309040486 

90-440 

s 




8309030114* 

30-293 

F 

8309040486 

90-440 

9 




8309030114* 

30-293 

F 







8309030117* 

30-293 

F 

8309040496 

80-440 

a 







8309040496 

90-440 

s 




8303030117* 

30-293 

F 

8309040916* 

90-440 

T 




8309030161 

30-373 

P 

8309040916* 

30-440 

T 




8309030270 

80-434 

8 

8309090490* 

90-440 

0 




8309030274 

30-322 

8 







8309030321 

30-234 

8 

8309090493* 

30-440 

0 







8309100013 

80-440 

8 




8309030333* 

30-234 

9 

8309100013 

80-440 

9 




8303030440 

30-304 

S 

8309100333 

30-440 

S 




e9.OJ>.03<34.4<>* 

9ck:!?P4 

€ 

8309100333 

90-440 

a 




8303040074* 

30-434 

F 







8309040080* 

30-434 

F 

8309100394 

90-440 

9 







8309110300 

30-440 

E 




8303040080* 

50-484 

F 

8309130236 

50-440 

9 




8309040317 

90-293 

P 

8309130236 

50-440 

9 




8309040369 

30-373 

R 

8309130248 

50-440 

S 




8309040371* 

90-373 

fi 







8309040446 

30-237 

P 

8309130248 

50-440 

s 







8309170203 

90-440 

a 




8309040446 

30-237 

F 

8309230106 

90-440 

E 




8309040496* 

30-237 

P 

8309230143 

30-440 

A 




8309040496* 

30-237 

P 

6309230290 

30-440 

A 




8303040920 

30-237 

P 







8309040920 

80-237 

P 

6309240919 

80-440 

0 







8309240919 

90-440 

0 




8309040924* 

50-237 

P 

8309290381 

FR 





8309040924# 

30-237 

P 

8309260267 

90-440 

E 




8309040991 

50-237 

P 

8309260267 

90-440 

E 




8309040991 

50-237 

P 







8303040991 

50-237 

P 

Cl*v«lanif-C1lff» Iron Co 8309160232 

40-8714 








8309260383 

40-8714 





8309040991 

30-237 

P 

Coalition foT Bafi Pouir 8309100263 

90-460 

0 




8309040931 

30-237 

P 

8309170272 

50-922 

0 




8309040999* 

30-237 

P 

8309240347 

90-460 

0 




8303040999* 

30-237 

P 







8309040993* 

30-237 

P 

8309310009 

90-460 

0 







Colt Industr 1 atr Inc, 8309020133 

30-483 

8 




8309040999* 

50-237 

P 

Columbia River Int*r-Trlbal Fish 8309170272 

90-922 

O 




8309040999* 

30-237 

P 

Ccmml** ton 






8309030043 

30-234 

P 

Columbia Unlv 8309110236* 

CONTRACT 





8309030043 

50-234 

P 

8309180047* 

90-247 

P 




8309060184 

30-434 

F 

Combustion Englnierlngi tnc 8309020400 

90-470 

E 




8309060184 

30-484 

F 

8309020406* 

90-470 

E 




8303060390 

30-234 

S 

8309090338 

90-470 

E 




8309060391* 

50-234 

8 

8309090372* 

90-470 

E 




8309060398 

30-373 

3 

8309120120 

90-470 

6 




8309060401* 

30-373 

8 

8309120124* 

90-470 

B 




8309060416 

30-237 

8 

8309120189 

90-470 

E 




8309060422* 

50-237 

a 

8309120292* 

90-336 

P 




8309060443 

so-ats 

a 

8309130081 

30-470 

E 




8309060444* 

30-295 

a 



CORPORATE SOURCE IMDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


0309060486 

B3090604<?S» 

0309060493 

B309060909# 

0309060911 

8309060917* 

0309060938 

8309060944* 

0309060994* 

0309060994* 

0309060999* 

8309060963 

8309060967 

8309060969* 

8309060971* 

8309060978* 

8309060981 

8309060990 

8309060994* 

8309060999* 

8309060603 

8309060611* 

8309060679* 

8303060686* 

8309090831 

8303100018 

8303100098 

8303100190* 

8303100837 

8303100237 

8303100237 

8303100237 

8303100392 

8303110082 

8303110082 

8303110219 

8305110447 

8303110432* 

8303120013 

8309120013 

8309120016* 

8309120016* 

8309120299 

8309130001 

8309130001 

8309130038 

8309130038 

8309130038 

8309139091 

8309130091 

8309130091 

8309130091 

8309130139* 

8309130144* 

8309130139* 

8309130193* 

8309130196 

8309130197 

8309130202* 

8309130209 

8309130211* 

8309130212 

8309130220* 

8309160039 

8309160039 

8309160060 

8309160060 

8309170134 

8309170140* 

8309170139 

8309170163* 

8309170167 

8309170167 

8309170184* 

8309170184* 

8303170218 

8308170218 

8303170297 

8303170297 

8303170331* 

0309170378 

8309170372 

8309170374 

0309170376* 

83031703761* 


SUBJECT 

CATEOORV 


90-237 8 
90-237 S 
90-373 8 
90-373 S 
90-237 S 

30-237 6 
30-293 6 
90-293 8 
30-373 Q 
30-373 Q 

30-436 0 
30-249 8 
30-293 8 
30-373 Q 
30-249 3 

30-295 a 
30-249 9 
30-237 8 
30-249 S 
50-237 a 

30-237 8 
30-237 3 
90-298 F 
90-298 F 
71-6346 

90-374 S 
90-237 a 
90-10 Q 
30-494 A 
50-434 A 

30-434 A 
30-454 A 
50-374 8 
30-373 P 
50-373 P 

80-434 0 
30-373 R 
90-373 R 
30-299 R 
30-299 B 

90-299 R 
90-298 R 
90-434 0 
30-436 A 
30-436 A 

30-837 P 
30-837 P 
80-837 P 
80-454 A 
30-434 A 

30-434 A 
30-434 A 
30-454 0 
30-373 a 
50-373 F 

30-373 F 
30-304 8 
30-237 R 
30-837 R 
30-837 P 

30-304 a 
30-834 a 
30-834 a 
30-434 E 
30-434 E 

30-434 0 
30-434 0 
90-837 a 
30-837 a 
30-837 8 

30-837 8 
30-834 0 
30-834 Q 
30-834 Q 
50-834 Q 

30-293 P 
30-293 P 
30-484 0 
30-484 0 
30-374 a 

30-234 R 
80-284 R 
30-373 8 
30-234 R 
50-234 R 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8303170376* 

8303170383 

8305170388* 

8305170429* 

6303170569 

8303170965 

8309180376 

8309160376 

6309160376 

8305180376 

8309180389 

8309180383 

8309180397* 

8309180787 

8303190084* 

8309190149* 

8309190353* 

8305200299 

8303200307* 

8303200391 

8209200322* 

8203200922* 

8203200340* 

8203200340* 

8305200621 

8305200621 

8303200621 

8303200621 

8309200621 

0303200647* 

8303200693* 

8303200663* 

8303200673* 

8303200681* 

8303230300 

8309230300 
8309230900 
8309230904 
830 9230 9B4 
8309240007 

8309240007 

8309240029 

8309240073 

8309240110 

8305240110 

830524011 1 
8305240202 
8305240207 
8305240214 
a3D’S2402'29 

8305240243 

8309240243 

8303240308* 

8305240308* 

8305240311 

8305240315* 

8305240313* 

8305240317 

8305240318 

8305240321 

6309240334 

8309240339 

830924033? 

8309240354 

6309240366 

8309240381 
B309 240423 
8309240473 
8309240473 
83092404 ?4 

8309240906 

8309230077 

8309290077 

0305290377 

6309230377 

8309290377 
8309260282* 
8305260286 
830 92602 87 
BSD 92602 87 

B30S260290 

8309260290 

830927007? 

8309270079 

8309270193* 


SUBJECT 

CATEQDHV 


30-373 

50-373 

90-373 

90-373 

50-494 

90-494 

90-237 

90-237 

90-237 

90-237 

90-494 

90-494 

90-494 

70-2973 

90-373 

90-373 
S 0-373 
90-237 
90-237 
50-299 

90-494 

90-494 

90-494 

90-434 

90-373 

50-373 

90-373 

50-373 

90-373 

50-373 

50-373 

50-373 

50-373 

50-373 

50-10 

50-10 

90-10 

90-373 

90-373 

50-373 

50-373 

90-373 

90-373 

50-373 

90-373 

90-374 

90-237 

50-237 

90-304 

90-373 

90-237 

90-237 

30-373 

30-373 

30-293 

90-373 

90-373 

90-294 

90-373 

30-234 

90-373 

90-237 

70-2973 

50-373 

50-24? 

90-373 

90-373 

90-293 

90-293 

90-237 

90-295 

30-293 

90-293 

90-237 

90-237 

90-237 

90-494 

30-263 

30-496 

90-436 

30-237 

30-237 

30-436 

90-436 

90-436 
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CORPORATE SOURCE INDEX 


author 

affiliation 


Compiitach EnglniRring 5«rviceii Inc 
Computar SvLfevfflt Suppart Carp 

Connecticut Yanite Atomic Pouibt Co 


Conn-tr & Uetterhahn 

conovar & Associatdr Inc IniUTancp 
Contarvatlon Council of North Caroline 

Contolldatpii Edlion Co of Niu Yorki Inc 


ACCESSION 

SUBJECT 


NUMBER 

CATECORV 


BSOSSTOWS 

90-373 

S 

0305270337 

90-373 

s 

B 3052703 PS 

90-237 

0 

B 305270395 

90-237 

0 

B 305270 A 19 

90-237 

p 

0305270419 

50-237 

p 

8305270419 

50-237 

p 

03052704094 

90-494 

Q 

8305270409 * 

50-494 

0 

0305270409 * 

90-494 

O 

0305310037 

90-237 

P 

0305310095 

30-299 

Q 

B 305310 I 17 * 

90-237 

0 

0305310143 

90-294 

s 

6305310149 

90-237 

s 

8305310153 

50-265 

8 

83053 101 SB 

90-237 

8 

8305310160 

90-304 

S 

8305310 t &5 

50-237 

8 

8305310102 

90-237 

8 

8305020433 * 

50-206 

P 

03 O 518 O 4 S 1 * 

CONTRACT 


8305230293 * 

CONTRACT 


0304110606 

90-213 

Q 

0305020399 * 

50-213 

Q 

B 3 O 305 OO 54 

90-213 

P 

8305050054 

50-213 

P 

B 3 O 505 ODS 4 

90-213 

P 

83050301 12 

90-213 

P 

8305060213 

90-213 

F 

0305090404 

50-213 

P 

8303090463 

90-213 

P 

8303090463 

30-213 

P 

8303090463 

50-213 

P 

8305100331 

50-813 

P 

8305100303 

50-213 

P 

8305110069 

90 - 2 1 3 

F 

830 S 11 D 07 E* 

90 - 2 1 3 

F 

83031 10574 * 

50 - 2 1 3 

F 

S 30316 D 183 

50-213 

P 

83051601 B 9 « 

30-213 

P 

8305170213 

90-213 

F 

8303190303 

90-213 

0 

8305200608 

30-213 

8 

8303300 70 l» 

90-213 

S 

8305330616 

30-213 

P 

8305350510 

50 - 2 1 3 

P 

B 30 S 3 S 0563 * 

90-213 

a 

8305370224 

30-213 

0 

8303020441 

30-352 

0 

8305030563 

50-332 

Q 

8305060470 

SO -332 

G 

0303340489 

50-352 

0 

0303120011 

70-1621 


0305060532 

50-400 

G 

9305090475 

50-400 

0 

8305020420 

50-347 

G 

8305030373 

50-247 

9 

0305030380 * 

90-247 

9 

8305030400 

30-247 

9 

930503040 7 • 

90-247 

a 

9303030456 

30-247 

p 

0305030450 a 

90-247 

p 

830503053 1 

50-247 

G 

8305030331 

50-247 

0 

0305040242 * 

30-3 

F 

0305040247 * 

30-3 

F 

0305040247 * 

50-3 

F 

0305040249 * 

30-3 

F 

8303040249 * 

50-3 

F 

030504 02 S 4 * 

30-3 

F 

9305040509 

30-247 

0 

03 O 3 O 4 OSOS 

30-247 

0 

0303060461 

30-999 

0 

0305090429 

50-247 

T 

0303090425 

30-247 

T 

0305100179 

30-247 

P 

0305100208 

30-247 

0 

8303110302 

30-3 

R 

83051 inina 

30-3 

R 


i 0-3 

R 


0-3 

R 


, 0-3 

R 


0-3 

R 


10-3 

R 


AUTHOR 

affiliation 


Conpuitiart PoUtr Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEflOBY 

8303110310 * 

90-3 

R 

83031 10310 * 

90-3 

R 

8309110393 

90-247 

8 

8309110403 * 

90-247 

9 

8303130018 

90-247 

P 

8303130022 * 

90-247 

P 

8303130024 * 

90-247 

P 

8303130064 

90-247 

ft 

8309130071 

90-247 

ft 

8303160020 

90-247 

S 

B 309 160023 * 

90-247 

3 

9309 I 60073 

90-247 

3 

0309160079 * 

90-247 

3 

0309240327 

90-247 

ft 

8308290403 

90-247 

3 

0303020079 

90-289 

F 

0309020003 * 

90-299 

F 

0309020138 

90-299 

3 

8309020143 * 

90-299 

3 

8303020173 

90-283 

a 

0303020179 * 

90-293 

3 

0303020202 

90-193 

p 

0309020294 

90-193 

p 

8309020398 

90-329 

E 

8305030111 

90-327 

ft 

0305030199 

90-259 

3 

8309030642 

50-293 

a 

8309040441 

90-329 

a 

0309040441 

90-327 

9 

8305040495 

90-413 

H 

8305040475 

90-299 

0 

0309040509 

90-327 

0 

0305040909 

30-327 

9 

8305060388 

90-235 

a 

8309060393 * 

SO -239 

a 

8309060477 

30-239 

3 

8309060483 

90-327 

A 

0309060483 

90-327 

A 

8309060499 

90-189 

ft 

8309090098 

90-327 

R 

0309090092 

90-339 

R 

0308090060 * 

90-327 

A 

0309090060 * 

90-329 

A 

8309100076 

90-259 

A 

8309100089 * 

90-239 

A 

0309100170 

90-299 

P 

0309100290 

90-239 

a 

8309100264 

90-329 

ft 

830910026 * 

90 - 32 ? 

ft 

8303100279 

90-299 

p 


0309100287* 

90-299 

P 

8309100291* 

90-299 

P 

0309100306 

30-259 

3 

8309100341 

90-329 

ft 

8309100378 

90-299 

a 

8309100384* 

90-299 

a 

8309100376 

90-299 

s 

8309100403* 

90-299 

9 

8309110309 

90-329 

E 

0309110309 

90-329 

E 

8309110396 

90-259 

R 

8309110402* 

90-299 

R 

8309120147 

90-299 

F 

8309120273 

90-329 

<0 

8309120273 

90-329 

ft 

8309130140 

30-299 

» 

8309130149* 

90-295 

0 

8309130182* 

90-329 

a 

8309130189 

90-199 

ft 

8309130208 

90-299 

a 

8309130214* 

90-299 

a 

0309130219 

90-139 

a 

0309130229 

90-239 

a 

8309130230* 

90-239 

a 

8309160090 

90-299 

p 

8309170131 

90-329 

A 

8309170131 

30-327 

A 

0309170283 

90-329 

3 

8309170283 

90-327 

3 

8309170300* 

90-299 

0 

8309170373 

90-329 

R 

8309170391 

90-327 

a 

8309170391 

90-327 

a 

8309170397 

90-327 

A 

0309170397 

90-327 

A 


CORPORATE SOURCE INDEX 


seB 


AUTHOR 

AFFILIATION 


ACCESSION 

NUHDER 


Contlnoun DgnaMlcii 
CorntU Unlv. 
C9rtUn4< KY 
CetMr C«rp. 


Inc. 


B30917040A 

6305170409 

8305170409 

8305170410 

8305170433 

8305170432 

8305170440 

8305170440 

8305170487 

8305170487 

8303170489 

8305170489 

8305170539 

8305170539 

8305190085 


SUBJECT 

CATEGORY 

50-155 F 
50-329 E 
50-329 £ 
50-155 P 
50-329 A 

50-329 A 
50-329 E 
50-329 E 
50-329 A 
50-329 A 

50-329 S 
30-329 £ 
30-329 A 
30-329 A 
30-329 A 


AUTHOR 

affiliation 


ACCESSION 

NUUDER 


SUBJECT 

CATEGORY 


CrMrit Inc 

Cvsn« Enirsv QtTvlc** 


0303190065 

50-329 

A 

8305190196 

50-155 

P 

0305190200 

50-329 

A 

03OS19O2B4* 

50-329 

A 

8303190298 

50-329 

0 

8305190298 

50-329 

Q 

B305 190300* 

50-329 

Q 

B3DS190300* 

50-329 

Q 

8305190317 

50-155 

0 

8303200218 

PR 


830520034? 

50-329 

8 

8303200349 

50-329 

8 

830520038? 

50-329 

A 

8305200610 

50-155 

0 

8305200680 

50-329 

8 

8305200680 

30-329 

B 

8305230044 

50-155 

0 

8305230270 

50-155 

R 

8305240008* 

50-329 

Q 

8305240008* 

50-329 

0 

8305240010 

50-329 

8 

8305240011 

60-255 

8 

0303240043 

50-255 

O 

0303240137 

50-329 

K 

8305240137 

80-329 

K 

8305240280 

50- 1 55 

J 

6305240290 

80-255 

J 

6305240322 

50-329 

G 

8305240353 

60-329 

A 

8305240353 

50-329 

A 

6305240371* 

50-255 

0 

6305240410 

50-255 

R 

6305240427 

50-329 

A 

93Q.S240427 

30-329 

A 

8305240436 

50-185 

0 

8305240491 

50-329 

0 

630S24049I 

50-329 

0 

63OS24OS0S 

50-155 

P 

8305240505 

50-155 

P 

6305240565* 

50-155 

P 

6305260218 

50-329 

8 

6305260216 

50-329 

8 

8305260235 

50-329 

8 

8305260235 

50-329 

8 

6305260266* 

50-155 

a 

6305260309 

50-330 

8 

8305260309 

50-330 

8 

8305260324 

50-329 

8 

6305260324 

50-32? 

S 

0305270057 

30-329 

K 

8305270057 

50-329 

K 

8305270063* 

50-329 

S 

6305270063* 

50-32? 

K 

6305270066* 

50-329 

K 

6305270847 

50-329 

0 

8305270610* 

50-324 

0 

8305310166 

50-253 

8 

0305310190 

60-329 

A 

8305310190 

30-329 

A 

8305310197 

60-233 

a 

8305310202 

30-233 

8 

8305130104* 

30-271 

P 

8305110476 

NUREO 


8305240554 

30-247 

T 

8305060319 

2A8TE 

MOT 

8305060325* 

HABTE 

MOT 

8305360356 

WASTE 

MOT 

8308260360 

HASTE 

MOT 

6305270105* 

CONTRACT 

8305030171 

50-341 

A 


Dalrgland Pouer Cooperative 


Oavl ison. h T 

OeKalb Area Alliance for HesponsibU 
Energy 


Debevoiis 8 Liberman 


Diclflon Bcience Censor 1 1 um. 
Dal-Auara Unllmltedi Inc 


Detroit Edison Co. 


0305030 178* 
8305050004 
0305 0500 I 0« 
8305020146 
G30S020170* 

0305020182* 

8305100025 

6305110298 

8305120088 

8305130112* 

0305130287* 

6305130271* 

8305160050 

8305230029 

8305230398 

0305240327 

6305310169 

6305160332* 

6305030508 


0305030518* 50-454 


DtvIence It O'Mearai 
Disc Cerp. 


8305 100266 

03O517O569» 

6305170572* 

8305170572* 

8305170578* 

8305170581* 

9305170581* 

8305170588* 

8305170590* 

8305170590* 

8305170593* 
8305 1 70593* 
8303290362 
8305020473 
830S040S3S 

0305050009 
03050500 IB 
8305050019 
8305060491 
8305090507 

830SD90S1 1 
8305100267 
6305100267 
8305100270 
8305100270 

8305100269* 
8305100289* 
8^05100295 
Sao's'l 00295 
8305100297* 

8305100297* 

8305100305* 

8305100305* 

8305100321 

8305100321 

8305130260 

0305170516 

8305160358 

8305180449 

8305240355 

6305840465 

6305240485 

8305850406 

8305110528 

8305310013 

8305020085 

8305020370 

8305030369 

6305030476 

6305030565 

8305030596 

8305090400 

8305100015 

8305100118 

8305100119 

6305 1001 54 

6305100393* 

6305100399* 

0305170207 

8305170535 

8305170662 

8305230552 

8305090285 

8305030018 


50-454 

50-434 

50-454 

50-454 

50-434 


50-460 

50-445 

50-460 

50-508 

50-445 

50-413 

50-445 

50-445 

50-445 

50-445 

50-413 

50-413 

50-445 

50-445 

50-413 

50-413 

50-413 

60-413 

50-445 

50-445 

50-443 

50-460 

PR 

PR 

FOIA 

50-460 

50-413 

PR 

NUREO 

50-332 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

50-341 

30-341 

50-341 

50-341 

50-341 

30-341 

30-341 

30-341 


30-341 

30-341 

50-341 

30-409 

50-409 

30-409 

50-409 

50-409 

50-409 

50-409 

30-409 

50-409 

50-409 

50-409 

50-409 


60-409 O 
50-409 F 
50-367 A 
50-434 T 


30-434 0 
30-434 O 
30-484 0 
30-454 0 
30-454 0 


30-434 0 
30-434 0 
30-397 0 
50-460 0 
30-413 0 


70-2986 
30-341 A 
30-346 A 
XPORTLIC 



566 


CORPORATE SOURCE INDEX 


AVJTHDR ACCesBION 

AFFIUIATIGN NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

8305030096* 

XPORTLIC 


0309170292 

30-413 S 

OougAcrtyi U B 8309130072 

90-322 

o 


8309170296 

90-413 F 

8309180341 

PR 



0309170324 

30-269 0 

Dounvrs Orove □rthiip«dlc Astocisteii 8309030480 

PR 



83091 7033B* 

90-269 B 

Douneri. Orov*. IL 




8305170399 

30-369 a 

Duke Pau*r Co 83090200SO 

90-413 

E 








8309170398* 

30-369 S 

8309020326 

90-413 

A 


8309170499 

90-269 H 

830902037S 

90-269 

P 


8309170499 

50-269 R 

0309020379* 

90-269 

P 


8309170499 

30-269 R 

830904022? 

90-369 

B 


8309170460* 

30-269 R 

8309040229 

90-369 

5 








8309170460* 

30-26? a 

8309040240* 

90-369 

B 


0309170460* 

30-269 ft 

8309040240* 

90-369 

B 


8309170907 

30-369 0 

8309040246* 

90-369 

B 


8309170936 

90-369 n 

8309040260* 

90-369 

8 


B309I 70936 

90-369 ft 

8309040273 

90-369 

8 








8309170940* 

90-369 R 

8309040273 

90-369 

8 


8309170940* 

90-369 R 

830904046? 

90-370 

P 


030917096 1 

90-269 0 

8309040938 

90-413 

0 


8309170966* 

90-269 0 

8309040964 

90-269 

P 


8305190020 

90-370 P 

8309040964 

90-269 

P 








8309190032 

90-370 E 

8309040964 

90-269 

P 


8309200401 

90-413 E 

8309040968* 

90-269 

P 


8309200401 

90-413 E 

8309040960* 

90-269 

P 


8309200438 

90-369 P 

8309040968* 

90-26? 

P 


8309200440* 

30-369 P 

8309040997* 

90-369 

F 








8309200440* 

90-369 p 

8309040606* 

90-369 

F 


8309200476 

90-413 E 

8309090008 

90-413 

A 


8309200476 

50-413 E 

8309090014* 

90-413 

A 


8309200944 

50-269 0 

8309090133 

90-369 

F 


8309240299* 

90-207 P 

8309090133 

90-369 

F 








8309240485 

90-413 Q 

8303090153 

90-370 

B 


8309240409 

80-413 0 

8309090234 

90-269 

8 


8309290278 

90-369 F 

8309090254 

90-269 

S 


8309280281 

50-369 P 

0309090283 

SO-369 

P 


0309290281 

50-369 P 

8309060234 

90-369 

P 








8309280282 

50-413 8 

8309060332 

PR 



8309290287 

50-369 P 

8309060403 

30-369 

B 


8309280287 

80-369 P 

8309060403 

90-369 

S 


8309290290 

50-370 P 

83090604 13 

90-369 

P 


8309290404 

50-369 8 

8309060413 

50-369 

P 








8309290439 

90-370 8 

0309090439 

50-207 

P 


8309290442 

90-369 p 

8309090469 

50-413 

0 


8309280449 

90-414 8 

8309090468 

50-413 

0 


8309280479 

50-269 P 

8309090472 

50-369 

6 


8309290479 

90-269 P 

8303090472 

50-369 

B 








8309290479 

50-269 P 

830S100002 

90-369 

B 


8309290499 

50-370 a 

8309100003* 

50-369 

B 


8309290907 

50-370 S 

8309100007 

90-369 

P 


130.9290923 

50-370 8 

8309100148 

50-369 

a 


8309290949 

90-369 8 

8309100148 

50-369 

o 








8309290949 

90-369 B 

8303100282 

90-413 

a 


8309250996 

90-269 8 

8309100282 

90-413 

9 


8309290996 

90-269 a 

8303100289* 

90-413 

Q 


8309290996 

90-269 a 

8303100289* 

90-413 

0 


8309260261 

30-269 J 

8305100297* 

90-413 

S 








830926026 1 

90-269 J 

B305100297* 

90-413 

0 


8309260261 

90-269 J 

8309100309* 

90-413 

s 


8309260261 

90-269 J 

8309100309* 

90-413 

Q 


8309260261 

50-269 J 

8309100327 

90-369 

s 


8305270009 

90-413 A 

8309100342 

90-413 

0 








8305270069 

90-413 8 

8309100342 

50-413 

0 


8309270259 

30-269 P 

8309100347 

90-369 

p 


8309270279* 

30-269 P 

8309100366 

90-369 

8 


8309270294* 

90-269 P 

8309100383 

90-369 

P 


8309270366* 

90-369 0 

83091003B3 

90-369 

P 








8309310029 

90-413 0 

8309100390* 

90-369 

P 


8309310029 

90-413 0 

8309100390* 

90-369 

P 


0309310039 

30-413 0 

8309100419 

90-413 

0 


8309310039 

50-413 0 

8309100419 

90-413 

0 


0309310052 

50-369 B 

8309110089 

90-369 

8 








03O931OOB1 

90-269 0 

8309110281 

90-369 

s 


0309310081 

90-269 0 

8309110283* 

90-369 

s 


0309310081 

30-267 0 

8309110323 

90-270 

s 


0309310200 

50-413 E 

8309110339* 

90-270 

s 


8309310200 

30-413 E 

8309130029 

90-269 

p 







Du^uiin* Light Cp 

0309020359 

50-334 P 

8309130198 

90-369 

s 


0309020426 

50-412 F 

8309130192 

50-369 

F 


0309030311 

30-334 g 

8309130192 

90-369 

F 


0309030316* 

30-334 B 

8309160289* 

90-369 

F 


0309030993 

30-334 H 

8309160286* 

90-369 

F 








0309030999* 

30-334 R 

8309160293* 

90-413 

F 


0309060261 

30-334 R 

8309170238 

90-370 

3 


8309060269* 

30-334 R 

8309170269* 

50-370 

8 


0309060604 

30-334 p 

8305170277 

90-369 

P 


8309060609* 

50-334 P 


I 

1 . 



CORPORATE SOURCE INDEX 


567 


AUTHOn 

AFI^ltlATION 


ACCEB6tDN 

HUHDER 

83030<>0614» 

Q309100t04 

8309100268 

0303100337 

8309110879 


subject 

CATEODHV 


50-334 P 
90-4 1 a 3 
90-334 a 
90-334 P 
90-412 a 


8303110343 
83091 10333it 
0303110360 
8309110424 
8309120402 


90-334 a 
90-334 S 
90-334 P 
90-334 B 
90-334 B 


830912041 1» 

8309160098 

8309160064* 

0309180296 

830318029?* 


90-334 B 
90-334 S 
90-334 S 
90-412 F 
90-412 F 


8309180203 

8309180207* 

8309180999 

8309100967* 

0309180976* 


90-412 K 
90-412 K 
90-412 K 
90-412 K 
90-412 C 


EDS Hucl«4r< Inc. 
EDIiO, Inc 


EHSA, Inc 


Eaton Olvtnf ti Marina contractorti Inc 
Ehatco Sarvlcaat Inc (tuba of Eniarch 
Carp. } 

Ecaloflcal Analyabti Inc 
EilillMant W 


8309180909* 

8309100992* 

8309180990* 

8309180606* 

8309100613* 

8309180629* 

8309180634* 

0309100641* 

0309100690* 

0309100639* 

0309IQ0661* 
0309180666* 
0309100673* 
0309 I 0060 1* 
0309100609* 

0309100673* 

0309100699* 

0309100677* 

0309100709* 

0309100708* 

D309I00719* 
0309180720* 
8309180720* 
0309100739* 
0309 I 00740* 

0309100/46* 
0309100749* 
0309180799* 
03091 B0760* 
O30'91 00764* 

0309100767* 

0309100769* 

0309190109 

0309190309* 

0309200429 

0309200439* 

0309230307 

0309230920 

0309230927* 

0309240240 

0309240401 

8309240404 

0309290490* 

0309290916 

8309270107 

0309270170* 

8309270662* 

0309030964* 

0304220237* 

8309030474* 

0309110467 

0309110402 

0309110918 

0309110923 

0309060347 

0309240019 
8309 100466* 
0309060440* 

0304110917* 

0309060409 

0309110149 

0309110149 

0309110222 

0309110222 


30-412 K 
90-412 K 
90-412 K 
90-412 K 
90-412 K 

90-412 K 
30-412 K 
90-412 K 
90-412 K 
30-412 K 

30-412 K 
30-412 K 
30-412 K 
30-412 M 
30-412 « 

30-412 K 
30-412 K 
30-412 V. 
30-412 K 
30-412 K 

30-412 H 
30-412 K 
30-412 M 
30-412 K 
90-412 K 

90-412 K 
90-412 H 
90-412 K 
30-412 K 
90-412 K 

30-412 K 
30-412 K 
30-334 8 

90-334 0 

50-412 8 

90-334 0 

90-334 P 
30-334 8 

30-334 0 

90-412 K 

30-334 P 
30-334 0 

90-412 0 

30-334 P 
30-334 P 

30-334 P 
80-412 8 

30-290 P 
30-321 P 
30-483 0 

NUREO 

nuREo 

NUflEO 

NUREO 

MUREO 

NUREO 
30-399 Q 
30-206 P 

30-220 R 
30-400 0 

30-400 0 

30-400 0 

30-400 0 

90-400 0 


author 

affiliation 


ACCesolON 

MUHDER 

SUBJECT 

CATEODBV 



83091 10361 
83(}S1 10361 
B30S1 10366 
83031 10366 
8309120288 

g0'400 C 
50-400 0 
90-400 0 
90-400 0 
90-400 0 

Ed«l*tsln 6 Payne 


8309170928 

8303240300 

8309240900 

8303240307 

8303240307 

90-400 0 
90-400 0 
90-400 0 
go-400 0 
90-40 0 0 

Edlion Electric 1n<tltute 

Electric PPW*r Research In»tltote 

Energy Consultants. Inc 

8303100390 
8309290420 
83031 10176 
0309290374* 
8309290476* 

PR 

PR 

NUREO 

50-483 0 

90-493 0 

Energy Fuels Nuclear, Inc 

Energy Incurporated 


8309230311* 

8309290399* 

8309020481 

0305020494* 

0303310020* 

50-43 3 0 

50-493 0 

40-8681 
40-8681 
50-333 P 

Energy, Dept of 


8309200637* 

8309200671* 

8303240390 

8305020036 

8305030608 

50-373 P 

50-373 P 

50-537 0 

71-7310 
50-201 P 



8309060924 
8305090970* 
83031 1013B 
8309110142 
8303110220 

50-937 E 

50-445 8 

WASTE MOT 
HASTE MOT 
50-537 0 



8309110438 

0309110448 

0303110447* 

0309130210 

8303100670 

90-337 0 

50-937 0 

50-937 0 

71-6637 
71-6272 



0303180676* 

0303180684 

0309170337 

8309200636 

8309200640* 

71-6272 
71-7190 
90-937 (? 

90-937 0 

50-337 Q 



8309230080 

8309240064 

0309240479 

8303240480 

0309240903 

71-9607 
71-6953 
50-337 <? 

50-537 0 

50-937 0 

Energy, Dept uPr Clinch 

River Breeder 

8309260003 

8309310003* 

0309310188 

83(^9170447 

71-5592 
30-537 A 
90-937 0 

50-937 A 

Reactor Plant 


8309200497 

90-937 B 

Enfrgijf D^spt off Idaho 

Operations Ofe 

8309200463* 

8309230113 

B30S330SB3 

8309230272* 

3309230013 

90-937 8 
90-937 A 
30-337 A 
50-537 A 
90-201 P 

Epiar, E P . . * 

European Communities, Commission or 

Exeter, NH 

0309240614 
030907029 »• 
8309020005 
8305020076 
0309020482 

50-201 P 

90-272 S 
XPORTUIC 
XPQRTutC 
90-443 0 

Exuon Corp 


8303020482 

0ao9O?O4a6» 

8309020486* 

8303030719 

8309260143 

50-443 0 

90-443 0 

30-443 0 

40-8064 
40-8064 

(•sson Nuclear Co • inc 

(sub* of Exxon 

0309030272 

TOP REP 

Corp 1 


8309070010 

8309100178 

8309100184 

8309170384 

XPORTUIC 

70-1257 

70-1297 

XPORTUIC 



8309170616 

8309170621* 

8309180067 

0309100073* 

8305180642 

XPORTUIC 

XPORTUIC 

XPORTUIC 

XPORTUIC 

70-1297 



8309180648* 70-1257 

83051 80B33 XFORTLIC 

830 52403 10 TOPREP 

8305260018 XPORTUIC 

8305260064 XPORTLIC 

FOl aervlce* 

Fariiteel Metal* I sobs 
Fantteel. Inc 

of Fans teal. Inc 

0309120573 
. > 8309160004 

0309160298 

FOl A 

40-7980 

40-7900 



56S 


CORPORATE SOURCE INDEX 


AUTHOR 

AFPiurATIiOH 


Fsdvral American Partner* 

Federal EmerBency rfanagement Agencg 


Forgusoni Inc 
Finland 

Flelschakeri D S 
Florida Power & Light Co 


ACCESSION 

MUMBEB 


S303l60?61a 

8303200037* 

8305020419 

830S0&030& 

S3090&0A29* 

B3 03090 S93* 
8303100122 
83031001 26e 
8303100131* 
a30510013<.* 

B3031OD143 

0303120426* 

B305120427* 

8303200463* 

3303230474 

0303230479* 
0303230670 
8303310049 
830 32006 37* 
8305240013 

8303060431 

8305090438 

8305200273* 

8303020084 

8303020168 

8305020345 

9305020S19 

8303030168 

8303030173* 

8305030240* 

3303030244* 
8303030306 
8303030340 
830303034 1 
B 303030341 

8303030398 

8303030392 

8305030461 

B30303O6O4 

8305040363 

830S040S66* 

8303030127 

8303030130* 

8303090432 

8303090476 

8305100001 

8305100088 

8305100103 

8309100163 

8303100182 

8305100227 

8305100236 

8303100251 

8303100253* 

8305100269 

83031 10407 

8303110496* 

8303130008 

0303130113 

8303130121 

8305160010 

8303160282* 

8303160284* 

8303170191 

8305170197* 

8303170244 

8303170230* 

8305170310 

8303170336 

8303170463 

0303170320 
8303170320 
8303 17 0323* 
8305170325* 
8303170946 

6309200181 

8303200346 

8309200346 

8303200489 

8303230016 

8309230332 

8303240372 

8309290272 

8309290302 

8309290399 


SUBJECT 

CATEOaRY 


40-7380 
40-4492 
50-247 O 
30-247 O 
50-247 0 

50-443 0 

30-293 F 
30-293 F 
30-299 F 
30-293 F 

30-289 F 
30-309 F 
30-309 F 
30-319 F 
COHN 1 SSI ON 

coHruasiQH 

50-3 F 

30-247 F 
30-373 P 
HUREO 

30-275 O 
30-275 O 
30-275 P 
30-339 Q 
30-333 P 

30-335 p 
50-335 P 
50-231 R 
50-231 R 
90-389 F 

30-389 F 
50-339 S 
30-335 Q 
30-333 R 
30-335 R 

30-230 0 

30-230 0 

PR 

30-389 8 

30-335 F 

50-333 F 
30-333 B 
30-333 B 
50-290 P 
90-339 P 

50-230 a 

30-389 9 

50-339 P 
90-290 P 
90-339 J 

50-389 8 

50-333 P 
30-291 9 

30-291 a 
30-399 3 

30-250 8 

50-250 a 
90-250 F 
30-389 P 
90-333 P 

30-231 P 
50-389 F 
50-389 F 
50-389 S 
50-389 8 

90-335 8 

30-335 8 

30-389 8 

50-389 F 
50-333 P 

30-290 P 
50-290 P 
90-290 P 
90-290 P 
30-290 F 

90-309 8 

30-333 F 
30-339 F 
90-339 F 
71-5937 

50-333 P 
90-339 P 
50-330 P 
30-333 a 
90-339 P 


AUTHOR 

AFFILIATION 


Florida Power Carp 


Fracture Proof DeslBn Corp 


Franklin Inttltute/Franklln Reioarch 
Center 


Friindi of the Earth 


Fultoni HO 

Futura Coatlngii Inc, 

Future Retource* A*«oclate(> Inc 

OA Technologieci Inc, /Oeneral Atomic Co 

Oecconade County> MO 
Otniral Electric Ce, 


ACCESSION 

MUMOER 


0309290397 

8305250415 

8309230416 

8303230439 

8303290462 

8305230472 
8303290472 
0309230481 
B30 3290484* 
8303290491* 

8303230319 

8309290319 

0303270104 

8309270123 

8309270129 

8305270133 

8309270168 

0303270170 

8303270231 

8303270360* 

8303270320* 

8303270372* 

8303310034 

8303310184 

8303030036 

8303030030 

8303030016 

0303030023* 

830S090462 

8303100276* 

0303110380 

8303110390* 

8303130002 

S30S130012 

8303130043 

0303130047* 
B30S 130067 
8303130179 
8305 130 I 88* 
8305170399 

8305170402* 

0305190344 

B309200378 

8305230393 

8303240359 

S305270092 

8305270233* 

8309270258* 

0305270293 

0309270312* 

8305270318* 

8308270303* 

8303030412* 

8303060407* 

8305060417* 

8303200412* 

8206300177* 

8209060249* 

8209210332* 

8304070286* 

8309110345* 

8303170106* 

8303190322* 

8309200720* 

8303230284* 

8309310241* 

8309160024 

8309160024 

8303160028* 

8309160028* 

8303290304* 

B30S2903S4* 

8303230336* 

8303180183 

8303180393 

8309020433 

8305040395 

8303060690 

8303180839* 

8303230363* 

6309250573* 
8303240338 
8303020030 
83090 2035S 


SUBJECT 

CATEOORV 


30-333 P 

PA 

30-384 B 
90-389 P 
90-333 P 

90-250 P 
90-230 P 
30-335 P 
90-335 P 
50-330 P 

90-250 P 
30-250 P 
90-389 P 
50-389 P 
50-290 a 

50-389 P 
50-335 P 
50-335 P 
50-389 P 
90-389 0 

90-369 a 
90-335 a 
90-250 P 
90-389 P 
90-302 P 

90-302 P 
90-302 8 

90-302 S 
50-302 P 
90-389 8 

50-302 a 
50-302 a 
90-302 P 
90-302 P 
90-302 R 

90-302 R 
90-302 P 
50-302 a 
50-302 8 

90-302 8 

30-302 S 
30-302 P 
90-302 P 
90-302 P 
90-302 P 

90-302 P 
90-302 « 

90-302 a 
90-302 O 
90-302 O 

90-302 0 

90-302 a 
90-286 P 
90-286 P 
90-286 P 

90-286 P 
90-309 P 

90-338 P 
90-336 P 
90-269 P 

CONTRACT 
90-272 a 
90-387 a 
90-338 P 
30-213 P 

90-209 P 
90-247 © 

90-247 © 

90-247 0 

90-247 0 

90-483 0 

90-483 0 

90-483 C 
4O-B039 
PR 

90-398 A 
7POR-T1.1C 
KPORTLIC 
XPORTLIC 
90-483 e 

90-483 O 
90-447 A 
70-1007 
90-447 E 



CORPORATE SOURCE INDEX 


B69 


AUTHOR 

AFFILIATION 


e«n«r«l Phv*Ic« Corp 

OancTPl Public Utilttlai 
Corp 


OPU 8«rvlce 


ACCESSION 

NUMBER 


8309OSOa£&» 

e3090203A9«‘ 

esosososao 

0305030403 

0305040433 

0309040498 

03O9O4O4Aii» 

0305040998 

0aO3O4O96l» 

8309040947# 

0309050148 

0309090424 

8309060074* 

0309060140* 

0309060171* 

0309090483 

0309090499* 

0309090497* 

0309100298 

8309100370* 

0309110196 

0309170978 

9309170693* 

8309180617 

0309100713 

8309800197 

8309800992 

8309240034 

8309260037 

0309260040* 

8309260079 

8309260329* 

8309270378* 

8309310119* 

8309110491 

8309020210 

8309020232* 

8309020362 

8309020469* 

8309030099 

8309030102 

8309030112* 

8309030127* 

8309030369 

8309030436 

8309030441 

8309030447* 

8309030462 

8303030470* 

8309030470* 

8309030484* 

8309030327 

8309030939* 

8309030699* 

8309040980* 

0309090022 

8309090304* 

8309090307* 

8309090381* 

8309060082 

8309060394 

8309060498 

8309060498 

8309060460* 

8309060464* 

8309060649 

8309060649 

8309090391 

8309090493 

8309110286 

8309110287* 
8309110321 
83091 10326* 
83091 10333 
83091 10342* 

8309110346 

8309110391* 

8309110370 

8309110374 

8309110378* 

8309120019 

8309120099 

8309120064* 

8309120064* 


SUBJECT 

CATEGORY 


QA999 
aA999 
70-794 
90-447 A 
TOPREP 

TOPREP 

TOPREP 

XPOHTLIC 

XPORTUIC 

XPORTLIC 

70-1113 
NUREO 
90-331 P 
FOIA 
FOIA 

TOPREP 
TOPREP 
TOPREP 
90-447 E 
90-329 P 

NUREO 

XPORTLIC 

CONTRACT 

XPORTLIC 

XPORTLIC 

90-447 A 
TOPREP 
70-1301 
90-447 E 
90-447 E 

XPORTLIC 
90-324 P 
90-333 P 
70-1113 
NUREO 

90-289 R 

90-289 0 

90-219 P 
90-219 J 
90-209 8 

90-209 8 

90-209 8 

90-209 8 

90-219 F 
90-289 8 

90-219 S 
90-219 a 
90-320 R 
90-320 « 

90-320 R 

90-320 R 

80-320 a 

90-320 0 

90-209 F 
90-320 F 

90-219 F 
90-209 F 
90-209 F 
90-320 F 
90-320 F 

90-209 P 
90-289 n 
90-289 R 
90-289 R 
90-209 R 

90-289 R 
90-289 R 
90-209 P 
90-289 P 
90-289 a 

90-289 8 

90-320 8 

90-320 8 

90-209 a 
90-289 8 

90-289 0 

90-289 9 

90-320 8 

90-219 P 
90-320 8 

90-320 H 
90-289 P 
90-299 P 
80-289 P 


AUTHOR 

AFFILIATION 


ptorg* Mashlngton Unlv 
Ororgl* Powtr Co, 


ACCESSION SUBJECT 

NUMBER CATEGDRy 


0309120068* 

90-289 

P 

0309120312 

90-320 

T 

0309120317* 

50-380 

T 

0309120323* 

90-320 

T 

8309120326* 

50-320 

T 

8309120339* 

90-320 

T 

B309120338* 

90-320 

T 

0309120341* 

50-320 

r 

0309120390* 

90-320 

T 

8309120397* 

90-320 

T 

8309130069 

90-209 

P 

6309130070* 

50-287 

P 

0309130074* 

90-209 

P 

0309130180 

90-209 

F 

0303160023* 

90-219 

0 

0305170438 

50-320 

P 

0309170448 

90-320 

P 

0309170998 

90-219 

P 

0309190198 

90-209 

P 

8309190240 

90-209 

R 

0309190247* 

90-209 

R 

0308200173 

90-209 

P 

8308200179* 

90-209 

P 

B30S200900 

50-219 

Q 

0308200902 

80-209 

P 

0309200947 

90-269 

S 

03OS2OO99I* 

90-209 

B 

0308200963 

90-320 

F 

0309230037 

90-219 

J 

0308230402 

90-219 

P 

0309230436 

90-219 

R 

8308230437* 

90-219 

R 

03OS34O34B 

90-320 

R 

0308240936 

50-219 

G 

0308240936 

90-219 

0 

8309240936 

90-219 

0 

0309290208* 

80-209 

0 

B30S29029S 

90-320 

p 

0308290263* 

90-320 

P 

030929026? 

90-209 

P 

030829027 1* 

90-209 

p 

0309290308 

90-320 

R 

0309260008 

80-209 

a 

8309260094 

80-289 

p 

0309270082 

80-219 

p 

0309270203 

80-289 

R 

0309310001 

80-320 

0 

8309310004* 

80-320 

8 

8309310007* 

80-320 

8 

0309310010* 

90-320 

3 

0309310014* 

90-320 

S 

8309310019* 

90-320 

s 

0309310024* 

50-320 

0 

0309310030* 

90-320 

8 

8309310036* 

90-320 

8 

0309310041* 

80-320 

s 

0309310047* 

80-320 

8 

0309310086* 

80-320 

S 

0309310080 

80-320 

P 

0309310061* 

90-320 

S 

8309310066* 

90-320 

S 

0309310072* 

90-320 

a 

0309310070* 

80-320 

s 

8309310000* 

90-320 

s 

8309310087* 

80-320 

s 

0309310091* 

90-320 

s 

8309310096* 

50-320 

a 

0309310101* 

90-320 

3 

8309310103* 

80-320 

P 

0309310107* 

80-320 

S 

0309310114* 

80-320 

s 

0309310118 

80-320 

F 

0309310186 

50-320 

P 

8309310208 

90-209 

P 


8309040893* CONTRACT 

0309030261 80-321 H 
0309030261 80-321 H 
8309030261 80-321 H 
0309030634 80-321 P 
0309030634 80-321 P 

8303030668* 80-321 P 
0309030668* 80-321 P 
8309030687* 90-321 F 
0309030690* 90-321 F 
0309040654* 90-321 F 



570 


CORPORATE SOURCE INDEX 


AUTHOn 

AFFILIATION 


Otot«chtiic4l Engineersi Inc 
Oit6v Qll Ce <Petr«toinlc9> 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

83030404 99* 

90-321 

F 

8303090030 

90-321 

S 

8303050040* 

90-321 

s 

8303050083 

90-321 

s 

8303050094 

90-424 

A 

8303050087* 

90-321 

s 

8303040051 

90-321 

p 

83030402 34 

PR 


8303040304 

90-321 

p 

8303040304 

90-321 

p 

830304044? 

90-321 

F 

830304044? 

90-321 

F 

8303100141 

30-424 

a 

830311024? 

30-321 

s 

8303110270 

30-321 

3 

8303110272* 

90-321 

S 

8305110273* 

90-321 

s 

830311028? 

90-321 

a 

G30S110293* 

90-321 

a 

8303110344 

90-321 

8 

8303110344 

90-321 

9 

B30S1 10375 

90-344 

S 

8305U03S?* 

90-344 

S 

8303110404 

90-321 

S 

8303110410 

90-344 

S 

8305110412* 

30-321 

8 

8303110417* 

30-344 

s 

830311042? 

30-344 

B 

8303110431 

30-321 

B 

8303110434* 

50-321 

B 

8305110434* 

90-344 

S 

8305130233 

90-344 

S 

8305130242* 

90-344 

s 

8303140144 

90-321 

Q 

8303140144 

90-321 

0 

830316019? 

90-344 

P 

8305170178 

90-321 

8 

8303170294 

50-321 

S 

8303170242* 

50-321 

B 

8303170274 

30-344 

B 

B305170284* 

90-344 

8 

830317038? 

30-344 

8 

8303170394* 

90-344 

8 

8303170434 

90-321 

S 

83031 70438* 

90-32 1 

8 

8305170442 

30-321 

S 

8305170449* 

90-321 

6 

8303170481 

90-344 

8 

8^03170499* 

90-344 

8 

8303170902 

90-344 

a 

8303 170904* 

90-344 

8 

8303180279 

90-321 

R 

8305180279 

90-321 

R 

8305180284* 

90-321 

R 

8303180284* 

30-321 

R 

8303200493 

90-321 

P 

8303200493 

90-321 

P 

8309230443 

80-366 

a 

8303230468* 

90-344 

8 

8303230484 

90-364 

S 

8303230490* 

90-364 

8 

8303230495 

90-346 

S 

8303230498* 

90-344 

S 

B30S23094S 

90-321 

S 

0303230977* 

90-321 

8 

8305240230 

30-344 

P 

8303230452 

30-424 

8 

8303250530 

30-321 

F 

8305250530 

90-321 

F 

8303240298 

90-344 

P 

8305270123 

30-344 

S 

8303270128 

90-321 

Q 

8303270 1 28 

90-321 

a 

8305270234 

90-321 

8 

8303270334* 

90-321 

a 

8303270508* 

90-366 

a 

8303310073 

90-344 

a 

8303310084* 

90-366 

a 

8303310092* 

90-346 

Q 

8303310124 

30-344 

s 

8305310144 

50-321 

s 

8303310180 

50-321 

a 

8303310204 

30-344 

9 

8303040394* 

90-329 

A 

8303020439 

40-4639 



AUTHOR 

AFFILIATION 


01 Ibti't/Comnianuitattih Ce* 


Ooldtr A* «oc late* 

Oood Samaritan Hoip Dounart Orovti IL 
Oovarnmant Accountability Project 


Greater Neu Vork Council on Energy 
Guild. R 

Gulp Nuclear. Inc 
Ouir Stetei Utilltle* Co 


HKH Aitoe lata*. Inc 
HPT, Inc 
Hampton. NK 


Hardy A««oclatee. Inc 
Harmon it Weis* 


Hartford In*uranca Group 
Hartfvl 1 1* Group 


Haileton Laboratorle* Amerlea. Inc 
Klttman Corp 

Hlttman Nuclear 1< Development Corp 
(*ub* Hlttman Corp. > 


Holteran (c Attociatei 
Houie of Rep 


ACCEBSIDM 

NUMBER 


eaososod43» 
83090AOS77» 
830S 110313 
B309U03SS 
8309120399* 

8309190201* 

8309090404* 

83O910O43d> 

8309190097* 

8309190124* 

8309190814 

8309190292* 

8309190304* 

8309240144 

8309290223 

8309040292 

8309240031 

8309030422 

8309040439 

8309040479 

8309100198 

8309100198 

8309120321 

8309120343 

8309120347 

8309120409 

8309120413 

8309120424 

8309170281 

8309170389 

8309170448 

8309170448 

8309170473* 

8309170479 

8309200191 

8309200244 

8309200390 

8309230009* 

8309230439 

8309230442 

8309240468 

8309240249 

8309240299 

8309240319 

8309310042 

8309310102 

8309090414* 

8309040479 

,e3Q9Ji8Q449* 

8309190344' 

8309230104 

8309030902 

8309030941 

8309040449 

8309040382 

8309060973 

8309100204 

8309140002 

8309140002 

8309140019 

8309140019 

8309140073 

8309140149 

8309140181 

8309180343 

8309190221 

8309200470 

830924093B 

8309240938 

8309240942* 

8309240942* 

8309240993 

830927093? 

0309180299 

8309180492 

8309030992* 

8309230730 

8309040199* 

8309040174* 

8309240399* 

8309260373* 

8309240144 

8309240194* 

8309130087 


SUBOECT 
CAT EGOR V 


40--4699 
90-244 P 
90-399 a 
30-399 a 
90-320 r 

80-199 P 

CONTRACT 

PR 

90-329 9 

90-373 0 

90-329 0 

90-373 a 
90-373 G 
90-329 » 

90-247 G 

SO-413 O 
71-9143 
80-49B 8 

90-498 8 

90-498 a 

90-458 A 
80-498 A 
90-498 8 

90-498 0 

90-499 a 

90-498 8 

80-498 a 
90-498 8 

90-498 8 

90-498 a 

80-499 K 
90-499 K 
90-498 K 
50-498 S 
90-498 8 

90-498 B 
90-498 8 

90-489 F 
90-498 a 
90-458 a 

50-499 a 
90-499 0 

90-498 9 

90-459 B 
50-499 B 

90-499 I 
90-443 F 
NUREO 
.99-:^** H 
50-443 0 

71-9139 
90-837 9 

90-443 9 

80-329 0 

Pfl 

PR 

80-247 0 

50-443 8 

90-443 G 
90-443 <t 

80-443 0 

80-289 0 

90-937 0 

90-937 C 

PR 

80-837 « 

PR 

90-247 0 

80-347 0 

90-247 9 

80-247 a 
90-837 0 

80-399 U 
80-241 0 

90-241 0 

90-441 R 

71-9191 

71-9079 

71-9079 

71-9181 

71-9191 
TOPREP 
TOPREP 
90-443 0 


CORPORATE SOURCE INDEX 


571 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRV 


B3OS170497 

90-440 

O 


8309020440 

90-315 

S 


Q3O534099S 

90-247 

T 


0305040369* 

90-31 9 

F 


Q309S4099QI 

90-247 

T 


0309040369* 

90-319 

F 

Houa* ot Rtp • Enirgg Ic Commvrc* 

03OS23O7O3 

90-289 

U 


8309040368* 

90-315 

F 

Houa« of Rip • Ooviriimint Optratlont 

S30SS3069S» 

COMMISSION 


8305040360* 

90-315 

F 

Hduii af Rip > Intirlor it Intular Alfaln 

03090401 45» 

90-289 

U 


0309060400 

90-315 

8 


03O9S3O31i9-» 

COMMISSION 


8309060406* 

90-315 

B 


0309230300* 

90-289 

y 


0309060411* 

90-319 

S 


0309830735* 

COMMISSION 


8305060414* 

90-315 

S 


0309240278* 

90-390 

a 


0309090363 

90-319 

R 


0309240875* 

90-398 

0 


0305090363 

90-319 

R 

Hou«« tof Rip I Sclinci Si Tichnologg 

0309830604* 

COMMISSION 


030512031 B 

50-316 

S 


0305240023* 

90-937 

y 


0309130334* 

90-316 

0 

Kouaton Lighting t< Fouir Co 

0309030430 

FR 



0309120396 

90-319 

S 


0309060496 

90-498 

8 


0309120399* 

90-315 

S 


0305110229 

90-498 

0 


0309130097 

50-319 

s 


0309170910 

90-498 

S 


0309130101* 

90-319 

s 


0309100398 

PR 



0309130166 

50-316 

s 


8305230416 

90-498 

3 


0309130174* 

90-316 

s 


8309230416 

90-498 

S 


0309130178 

90-31 S 

s 


8309230929 

90-498 

8 


0309130191* 

30-315 

S 


0309230929 

90-498 

S 


0309130306 

50-319 

a 


0309290096 

90-498 

K 


8309160094 

90-315 

R 


0309290096 

30-498 

K 


0309160094 

90-315 

R 


0309290098* 

50-490 

K 


0309160062* 

90-315 

R 


0305290098* 

90-490 

K 


8309160062* 

90-319 

R 


8305310177 

50-490 

A 


8309160104 

50-315 

P 

Koward Wnlv 

030923031 1* 

CONTRACT 



0309160100* 

90-315 

P 

Hun ton it Ullllimi 

0305030999 

90-330 

0 


0309160121 

90-315 

P 


0309030997 

90-322 

0 


8305160121 

90-315 

P 


0309030960 

90-322 

0 


0305160126* 

90-315 

P 


8309040461 

90-322 

0 


8305160136* 

90-319 

P 


0309090024 

50-322 

T 


0309170270 

90-315 

F 


0309090029* 

50-322 

T 


0305170270 

90-315 

F 


8309100391 

50-322 

a 


8305170274* 

90-315 

F 


8309130077 

50-322 

0 


0305170441 

50-315 

S 


0309160006 

50-322 

0 


0309170444* 

90-319 

S 


83091V0208 

90-322 

<3 


0309170446 

90-316 

8 


83091 90378 

90-322 

Q 


0309170491* 

90-316 

S 


0305190302* 

90-322 

0 


0309240006* 

90-315 

Q 


8305310040 

90-322 

0 


0305240149 

90-316 

0 


0309310091 

90-322 

0 


0305240329 

90-315 

S 

Mgdrogin Control Ouniri Oroupi BHR-& Hark 

0309130126 

90-416 

p 


8309240330 

90-315 

5 

IJI 





0309240349 

90-315 

S 

IRT Corp 

0309230026 

70-1359 



0309240362 

90-315 

S 


0305230035* 

70-1399 











0305240370* 

90-315 

B 

Ichthvolog leal Aiioclatiii Inc 

0309020219* 

90-209 

R 


0309240374* 

90-315 

B 


8309060469* 

30-289 

R 


0305260201 

90-315 

p 

Illlnoli Pn>— Co 

0303240346 

90-461 

A 


03.09260201 

90-319 

p 


8504090243 

90-461 

K 


0305270007 

90-315 

8 


0304090294* 

90-461 

K 










0309270107 

50-319 

S 


830902011 1 

90-461 

Q 


0309270223 

50-316 

8 


8309030999 

90-461 

R 


0309270227* 

90-316 

8 


8309040298 

90-461 

S 


0309270230* 

90-316 

8 


8309060976 

90-461 

Q 


0309270444 

90-319 

S 


0309120475 

90-461 

S 










0309310000 

90-315 

P 


8309130146 

90-461 

E 


8309310179 

90-316 

5 


0309200667 

50-461 

A 

Initltut* of Ellctrlcal St Elictronlc 

03091 10119 

NUREO 



8309240142 

90-461 

A 

Eng lni«r« 





0309240413* 

50-461 

A 

Inttltuti of Nuclaar Pgu»r Qparationi 

0309240476* 

90-219 

R 


0309240421* 

90-461 

A 


0309240919* 

90-844 

R 


0309260247* 

90-461 

A 


0309250917 

PR 



8309260293* 

90-461 

A 

tnstitutp dl Ingignarla Nucliarii Hllani 

8309060399 

NUREO 



8309870017 

90-461 

A 

Italy 





0309310129 

90-461 

8 

Intirlori Dipt ofi Oaalogtcal Survay 

0305180334 

PR 



0309310103 

50-461 

8 


0309190914* 

CONTRACT 







0309230031* 

CONTRACT 


Illlnodr Statf op 

B3091Q0334 

PR 







0309190191* 

50-370 

Q 

Internationa 1 Drotherhood of Elactrlcal 

0305240917 

90-247 

H 


0309190167* 

50-373 

Q 

Workeri 





0309190379* 

50-373 

P 

loua Elactrlc Light li Pouiar Ca 

0309030131 

90-331 

0 

Indiana & Hlchlgan Elictrle Co 

0303280126 

50-319 

S 


8309030394 

90-331 

8 






0309030396* 

90-331 

0 


8303200136* 

90-319 

8 


8309040309 

90-331 

Q 


8309020072 

50-316 

8 






0309020078* 

50-316 

8 


8309060060 

90-331 

P 


0309020141 

90-315 

8 


8309060066* 

50-331 

P 


8309020191* 

90-319 

S 


0305060472 

90-331 

S 






0309100099 

90-331 

P 


8309020161 

90-316 

S 


0309100320 

50-331 

0 


0309020171* 

90-316 

0 






0309020177* 

90-316 

8 


0309100372* 

50-331 

0 


0309020192 

90-316 

0 


0309130094 

90-331 

8 


0309020198* 

90-316 

0 


0309100346 

90-331 

R 






0309100349* 

90-331 

R 


030902029? 

90-319 

8 


0309230962 

90-331 

P 


0309020312* 

90-319 

0 






0309020317 

90-319 

S 


0309240120 

50-331 

P 


0309020321* 

90-315 

8 


0309240221 

90-331 

S 


572 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUHDER 

SUBJECT 

CATEOORY 


8303S4O23& 

50-331 

6 


6309240911 

90-331 

0 


6309270429 

90-331 

s 


6309270440 

90-331 

8 


6309270491* 

90-331 

S 


6309270460* 

90-331 

S 

lOUi) Otolojlcdl SUTVtIJ 

6309090162 

NUREO 


Is^aln• Lincoln b B<<i1b 

8309060461 

90-599 

0 


8309060495 

50-199 

0 


8309100264 

50-389 

e 


8309100264 

50-389 

Q 


8309100341 

90-389 

0 


830S10041B 

50-329 

Q 


6303100418 

90-389 

0 


83091 10141 

90-199 

0 


8309110219 

90-494 

0 


8309120273 

90-389 

0 


6309120299 

90-494 

0 


6309130189 

90-199 

0 


8309170297 

50-494 

0 


8309170297 

90-494 

0 


6309170969 

90-454 

0 


8309170565 

90-494 

0 


8309200610 

90-199 

0 


8309240373 

50-329 

0 


8303240438 

90-195 

0 


8309240491 

90-389 

0 


8303270947 

90-389 

Q 

(•ontdlxt Inc (tuts of Nasofielil 

8309020268* 

0A999 


Enttrprlisti Inc ) 

Japan. 

6309170979 

8303170580 

8309170582 

8303180629 

8309160619 

8309180626 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


Jarsfv Can^rat Pouiar b LlpKt Co 

8309130308* 

50-272 

F 


6303130308* 

90-272 

F 


6309130309* 

90-272 

F 


8309130309* 

90-272 

F 

Joint Appllcants-Cl inch Wlvtr Bratdar 

8303030542 

50-937 

0 

Rtac tor 

Joint Appllcanit-Paltt Uorlt 

6309030594 

50-929 

0 

Joint App 1 leantt-South Tatai Project 

8305020434 

50-490 

e 


8305060499 

90-498 

0 

Joint Intervenori-Dlatla Canyon 

8309090438 

90-279 

0 

8309110212 

90-279 

0 


83051 10212 

90-279 

0 


83051 10383 

90-279 

0 


83051 10383 

90-275 

0 


8305120285 

90-279 

0 


8305200273* 

90-275 

p 

KMC. I nc 

8309180306 

FQIA 


Kansas City Paytr b Light 

8309230972* 

90-482 

I 

Kansas Oat b Eltetrlc Co 

6309020421 

90-482 

F 


6309030394 

90-482 

s 


8309030376 

90-482 

s 


8309030492 

90-482 

8 


8309030622* 

90-462 

0 


8309060346* 

90-482 

F 


8309060394* 

90-482 

F 


8309060488 

90-482 

0 


8309120391 

90-462 

0 


8309200339 

90-482 

B 


8309230469* 

90-482 

0 


8309230967 

90-482 

1 


8309230970* 

90-482 

I 


8309240313 

90-482 

0 


8309270058 

90-482 

A 


8309310110* 

90-482 

0 


8309310146 

90-462 

s 

Kansasi State of 

8309090162 

NUREO 


Kansatr Unlv «f 

8309200196* 

90-148 

0 

Kaufnanni J £ 

8309130361* 

CONTRACT 



8309200092 

8309230196* 

40-6087 

70-1193 

'78 



a 

0 

0 

) 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUSk/ECT 

CATEOCRT 


8309120897 

90-322 



8309120300* 

90-322 

» 


8309180329 

90-322 

9 


8309130069 

8309160341 

90-322 

PR 

9 


B309S4094B 

90-322 

9 


8309310063 

90-322 

9 

Kudzu Alllanet 

8309240900 

90-400 

9 


6309240900 

90-400 

9 


8305240907 

90-400 

9 


8309240907 

50-400 

9 

L*bat-Ani<*rtani Inc 

B309200134* 

CONTRACT 


L*bar> Dipt sf 

6309060145* 

6309060220* 

FOTA 

40-672 


Labort Otpt af< Occupational Safitg b 
Haalth Adfflln 

6309120474* 

FOIA 


Lawlari Hitustg b Skallg Englnatrs 

8309230987* 

90-410 

A 


8309230690* 

90-410 

A 


8309230650* 

90-410 

A 


8309230656* 

90-410 

A 


8309230656* 

90-410 

A 


8309230661* 

90-410 

A 


8309230666* 

90-410 

A 


6303230666* 

90-410 

A 


8309230678* 

90-410 

A 


8309230678* 

90-410 

A 

Layrcnci Btrlidtg Laboratorg 

8309240592 

71-6550 


Laurtnc* LlvarmaTi Laboratorg 

8209020602* 

90-339 

F 

6303310020* 

90-333 

P 


8304060471* 

90-339 

P 


8309130395 

90-937 

0 

LiSoaufi Larnbi Lalbg b MacRaa 

6309090480 

90-341 

F 

8309130073 

90-946 

9 


8309130073 

50-946 

0 


8309 130098 

90-946 

0 


0303130098 

90-946 

0 


8303130244 

50-946 

9 


8309130244 

8309180398 

90-946 

PR 

9 

Ltagut of Nomen Voters of Roekfordi IL 

8309030908 

90-494 

T 


8309030916* 

90-494 

T 


8309100286 

90-494 

9 


8309170969* 

90-494 

0 


8309170972* 

90-494 

0 


8309170972* 

90-484 

2 


8309170976* 

90-494 

0 


8309170981* 

90-494 

2 


8309170981* 

90-494 

2 


8309170968* 

99-4.94 

2 


8309170990* 

80-484 

2 


8309170990* 

80-494 

9 


8309170993* 

90-494 

9 


8309170993* 

90-494 

9 

Liagu* of Uain*n Vot*rs of Suffolk Co, > NY 

8309160347 

PR, 


Ltulsi N 

8309030418 

8305200441 

8309200496 

PR 

PR 

PR 



8305240916 

90-392 

0 

Literaturs Rassarch Corp. 

8309040284* 

CONTRACT 


Litton IndustrliSf ine 

8309270629 

90-32 1 

0 

Lon* Tro* Council 

8309170396* 

aO-32T 

M 

Long Island Lighting Co 

8309030960 

80-322 

2 


6309040303 

90-322 

E 


8309040461 

90-322 

2 


8309040908 

90-322 

E 


8309040914* 

90-322 

E 


8309090024 

90-322 

T 


8309090029* 

90-322 

T 


8309090109 

8309060193* 

8309060164* 

90-322 

FOIA 

FOIA 

0 


8305090136* 

90-322 

0 


8309100239* 

90-322 

2 


8309 1 20306* 

90-322 

Q 


8309120311* 

90-322 

0 


8309 1 20326 

90-322 

0 


8309120380* 

90-322 

a 


8309130077 

90-322 

2 


8309160006 

90-322 

2 


8309160070 

90-322 

e 


8309160099 

90-322 

A 


830S1B0244 90-392 Q 
B3091B0324* 90-322 Q 
6309130331* 90-322 Q 
6308190206 90-382 O 



CORPORATE SOURCE INDEX 


B73 


AUTHOR 

AFFILIATION 


Lo» AlAflot adtotlflc LAboratsrv 


Lovitt Countgj VA 
l.cul«lAna Poutr ti Light Co 


LoultiatiAi Btata of 

Liitftnttaln* Niwmani Retfi Axtlrsd (< Toll 

M li T Ctiamicaloi Inc 

HagnafltiK* Corg 

Naint Tanka* Atonic Powtr Co 


ACCESSION 

NUMBER 


0305190271 

0305190378 

eaoiifoaBs* 

0303200349 

a305200394« 

0303200651 
0305240447 
03032700 I 3 
0305310040 
0305310050 

0303310051 
0303110062 
Boost 10063 
0303130592 
0305160299 

8303200659 
0303020341 
03030204 1 1 
B00SOBO49O 
0303020479 

0303050017 

8303060367 

03OSO6O4SS 

6305060066 

0303060507 

0303130019 
83051 702S3 
0305170263 
8305170290 
8305170327 

0305170351 

8305170404 

0305170492 

0305170500 

0305180429 

0305160468 

8305200342 

0303270130 

0305270147 

0303270194 

0305870373 

0303310094 

8303100328 

8303270163 

8303020434 

0305110223 

8303180404 

0303160301 

a4Mi60303a 

8303160305* 

0303130221* 

0303130233* 

0303130237* 

0303130241* 

0303080393* 

0303030491 

0303030496* 

0303040333 

0303050220 

03OSOSO22S* 

0303060494 

6303060503* 

6303060530 

8303060549* 

8303110344 

8303110423 
03031 10433* 
6303130054 
0303130070 
03031 30 128 

0303160065 

8303160002* 

0303190308 

0303200314 

8303200341 

6303200360 

0303200374* 

0303200467 

0303200469 

0303200473* 

8303200329 

0303200570 

8303230127 

0303230137* 

0305230140* 


EOBJECT 

CATEODRV 


50-322 0 
50-322 0 
50-322 0 
50-322 6 
50-32 S O 

30-322 0 
50-322 A 
50-322 E 
50-322 0 
50-322 A 

50-322 0 

RE0 

REB 

RES 

50-537 0 

50-330 O 
50-302 A 
50-382 0 
50-302 e 
90-382 8 

30-382 R 
50-382 S 
30-362 a 
50-302 8 
50-302 a 

30-362 8 
50-302 8 
90-302 8 
30-302 H 
SO-302 S 

30-302 a 

50-382 8 
50-302 8 
50-382 a 
30-302 0 

90-302 A 
90-362 0 
90-302 8 
90-302 8 
50-382 3 

50-382 a 
50-302 E 
30-458 0 
State Prog 
30-498 0 

50-498 0 
PR 

XPORTLIC 

XeQRTUIC 

XPORTLIC 

50-136 0 
50-155 0 
50-iSS Q 
50-155 0 
50-309 0 

50-307 P 
80-309 P 
30-309 O 
50-309 P 
30-309 P 

50-309 8 
50-309 a 
30-309 B 
90-309 a 
50-309 8 

50-309 a 
30-309 B 
50-309 P 
50-309 P 
50-309 P 

50-309 8 
50-309 8 
50-309 P 
80-309 I 
60-309 F 

30-309 8 
30-309 8 
30-309 8 
50-309 P 
30-309 P 

50-309 a 
60-309 I 
50-309 F 
50-309 F 
50-309 P 


AUTHOR 

AFFILIATtON 


Halii*> atate of 


Manag«nsnt Analgsts Co 


Kaplaton Intervanort 
Kark Control* Corp 
harsh ti McLennan^ Inc 


Marg landi State of 


Marglandi Unly of 

Matsachoseti* Initltut* of Tachnologg 
Masiachusatts, Conaionuial th ofi 


Matarlal* Enginearing Tasting Sarvicesi 
Inc 

Macw* ill U C 
HcD*irfflotti Inc. 

Mata 1 Ball ous Corp 


Hatrocorni Inc 
hatropolttan Edison Co 


hatropokltan Transportation Authority 
N*w York I NY 
Mlchlgana Unlv. of 


ACCESSION 

number 


8305230142* 

0303230146* 

0303230131* 

0303230134* 

B30S23D157* 

6305230162* 

8305230167* 

8303230173* 

8305230101* 

9303230303 

03 0 5230478 

0303230403* 

0303240266 

0303240270 

8303250429 

S30S3 10067 

8305030363 

0305030367* 

0305240306 

0305250329 

03 03230335* 

6303120003 

6305120404* 

8303030379 

8305040160 

8303040106 

8305040202 

0305040202 

0305040204 

8305040200 

0305040243 
8303120006 
0303 120059 
0305120110 
0300120136 

0305120156 

8305120200 

8305120200 

8305120200 

0203120208 

8305160005 
0205160005 
82 OS 160026 
8305160063 
8305160004 

B30516010S 

8305160157 

8305190022 

830.5200270 

8305200270 

B305230027 

8305220027 

6305060209 

8305100439* 

8305270130 

B30S110S12 

8303090213* 

0303160043 

0303090523 

8303100209 

8303060347 

8303240015 

8303130347 

0304200001 

8303100302* 

8305100302* 

8305100393* 

0305100395* 

aa0517066l* 

0305030591 

0305090431 

8305100283 

8303100310 

8305100357 

0305120292 

8303100277 

0305240207 

0305240407 

0305230202 

0305250225* 

8305020401 

8305100159* 

0305200149* 


SUBJECT 

CATEODRY 


50-309 F 
50-309 F 
30-309 F 
50-309 F 
50-309 F 

50-309 F 
30-309 F 
SO-309 F 
50-309 F 
50-309 P 

SO-309 a 
50-309 g 
30-309 P 
50-309 P 
50-309 Q 

30-309 a 
50-309 0 

50-309 0 

50-309 0 

PR 

PR 

FQIA 

50-461 0 

50-389 J 
50-340 J 

50-335 0 

50-321 J 
50-321 J 
50-302 J 
50-aSO J 

50-327 J 
50-813 <1 

50-893 J 
50-244 J 
50-245 J 

50-245 J 
50-29 J 
50-206 J 
50-206 J 
50-286 J 

50-259 J 
50-259 J 
50-315 J 
TOPREP 
50-09 J 

50-346 J 
50-272 J 
50-302 J 
50-321 J 
50-321 J 

50-321 J 
50-331 J 
PR 

50-170 U 
Stati Prog 

NUREO 

msc 

50-20 S 
50-443 F 
50-213 F 

NUREO 

NUREO 
50-443 0 

TOPREP 
50-430 A 

50-430 A 
50-430 A 
50-430 A 
CONTRACT 
50-209 0 

30-209 0 

S0-2B9 0 

50-209 0 

50-289 0 

50-209 0 

50-209 0 

50-209 0 

50-289 0 

50-209 0 

50-289 0 

50-247 0 

FQIA 

CONTRACT 



B74 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIAriaM 


Mlddla South Utilitieii Inc - Middle 
South EnergV'' Icic 
Hiller. D S 


Hlnneiota. State ot 


Hirenda As-soclates. Inc 
Hliileelppl Power i Light Co 


Klsiourli State of 


Hldtouri. Univ. of. Columbia 

Mlseeurta Unlv of. Rolla 

nltiubislil International Corp (subo 
Hltiublihl Corp ) 

Klteul b Co (USA). Inc (tub* of 
Kltiuf It Co . Ltd, ) 

Kolvcorp. Inc. 

Honda nto Co 


ACCESSION 

MUKSER 

SUBJECT 

CATECDRV 

8303200461 

P» 


8305160099 

30-309 

0 

8305190255 

90-309 

C 

8305240493 

30-309 

0 

8305030472 

PR 


83 031 BO 460 

PR 


8303120150* 

CONTRACT 


8304110321 

90-416 

P 

8304110328* 

90-416 

P 

8304110335* 

50-416 

P 

8304190378 

30-416 

P 

8304280037 

50-416 

P 

8304280049* 

50-416 

P 

8305030553 

90-416 

S 

8303030562 

90-416 

s 

8305050073 

30-416 

F 

8305030077 

90-416 

F 

8303030131 

90-416 

S 

8305050167 

90-416 

s 

8303030178* 

90-416 

8 

8305030227 

30-416 

S 

8305030236 

90-416 

8 

8305050261* 

90-416 

S 

83051 10279 

50-416 

5 

83051 10279* 

90-416 

S 

8305110291 

30-416 

s 

8305110418 

30-416 

s 

8305130126 

50-416 

p 

8305130126 

90-416 

P 

8303130194 

90-416 

s 

8303130200* 

50-416 

s 

0305170424 

30-416 

s 

8303 170426* 

30-416 

s 

0303170427 

30-416 

s 

0305170430 

50-416 

8 

8305170431* 

30-416 

8 

0305170433* 

90-416 

5 

030519001 3 

90-416 

J 

8305 1900 13 

90-416 


0303200280 

30-416 

S 

8305200286* 

90-416 

S 

8303200484 

30-416 

s 

8309200493* 

90-416 

a 

8303200323 

90-416 

a 

8305200332* 

50-416 

s 

8303200604 

90-416 

8 

0303230608 

50-416 

P 

0303240143 

30-416 

P 

0303240143 

30-416 

P 

0 30324 0265* 

30-416 

P 

8305240496 

30-416 

P 

8305230072 

30-416 

R 

6303230363 

30-416 

S 

030523 0405 

30-416 

8 

0305230434 

50-416 

8 

830325048? 

90-416 

B 

0309230313 

90-416 

8 

6303230379 

90-416 

5 

8305270400* 

30-416 

Q 

6303270410* 

90-416 

Q 

0303270473 

90-416 

8 

8303270313 

50-416 

8 

8303270393* 

30-416 

Q 

0303310065 

30-416 

5 

8303310069 

50-416 

8 

0303310146 

50-416 

S 

0309310196 

30-416 

B 

0303310204 

30-416 

8 

0303310207 

30-416 

8 

8303230341* 

30-483 

O 

8303230336* 

50-433 

0 

8303230424* 

90-483 

B 

8303230544* 

50-483 

C 

8303230348* 

90-483 

O 

8309260341* 

CONTRACT 


8309030375 

90-123 

R 

8309310006 

90-123 

P 

8309020353 

XPORTLIC 


8305020957* 

XPORTLIC 


8309260317 

XPORTLIC 


8309160200 

40-7097 


S30S1B01 17 

40-6500 



AUTHOR 

AFFILIATION 

ACCE86I0N 

NUMBER 

BUBJeCT 

CATEOCKV 


83091 80 129e 

40-6300 


Hontana X-Rag. Inc 

8304 1 30034 

71-494 


Hontgsmerg Countg. MO 

8304130042* 

8309200071* 

71-494 

CONTRACT 


8309290976* 

90-483 

9 

Kergan Atsoc iatsi 

8309030949 

90-247 

0 


0309100208 

90-247 

9 


8309130064 

90-247 

9 


8309130071 

90-247 

9 


8309240466 

90-247 

0 

Morgan. Lehii* b Bocklus 

8303240394* 

90-937 

0 

83091 10449 

90-937 

0 

Multlntdla Program Production. Inc 

8309190390* 

90-373 

P 

NP8 Induitrtes. Inc 

8309240396 

90-449 

B 

NWS Corp 

8304060126* 

90-440 

E 


8305030337 

8309030343* 

8309230039* 

8309230097* 

8309230099 

8309230163 

8309230176* 

8309270093e 

TOPREP 

TOPREP 

FOIA 

FOIA 

FOIA 

71-496 

71-496 

90-302 

P 

NUSAC. Inc 

8309040643* 

CONTRACT 


NUTECH Engineer*. Inc 

8309060099* 

90-321 

P 


8309060096 

8309200307* 

FOIA 

90-237 

8 


8305310097* 

90-366 

8 

National Electrical Contractors 

8309240917 

90-247 

H 

Assoctetion 

National Emergencg civil Liberties 

8309240932 

90-247 

9 

Committee 

National Oovcrnors ' Association 

8309260380* 

CONTRACT 


National Ulldlife Federation 

8309170272 

90-922 

6 

Natural Resources Defense Council 

830SO30302 

90-937 

C 


8309100210 

90-937 

C 


8309100276 

90-937 

0 


8309100390 

90-937 

« 


8309120291 

90-937 

o 


8309 160 149 

90-937 

o 


8309160181 

90-937 

o 


8309170272 

90-922 

o 


8309170272 

90-922 

Q 


8309170279 

90-922 

o 


8305170279 

90-922 

o 


8309170347 

90-922 

o 


8305170347 

90-922 

« 


8305170557 

90-922 

o 


BgojijlT<}9,57 

90-922 

9 


8305190221 

90-937 

c 


B30S240SS3 

90-937 

0 

Nevg.Dept of.Pcerl Herbor Nevel Shipgerd 

8305170738 

yi-'Bosa 


Nauign. R 

8305130300* 

CONTRACT 

Nebraska Public Pouer District 

8305020449 

90-278 

p 


8305020464* 

90-298 

p 


8305030393 

90-298 

p 


8305030354 

90-298 

p 


8303030588 

90-298 

p 


8309090113 

90-298 

p 


8309060380 

90-298 

I 


8309060383* 

90-298 

I 


8309060974 

90-298 

8 


8309060584* 

90-298 

s 


8305120433 

90-298 

s 


8303120439* 

90-298 

8 


8309270369 

90-290 

P 

Nebraska. State of 

8309090162 

NUREO 



8309120041* 

8309120069* 

8309130288 

8309270093* 

FOIA 

FOIA 

40-8029 

CONTRACT 

Neutron Products. Inc 

8309090363* 

FOIA 


Neu England Coalition on Nuclear 

8309030941 

90-443 

o 

Pollution 


8309160002 

90-443 

o 


8309160002 

90-443 

Q 


8303160019 

90-443 

Q 


8303160019 

90-443 

O 


B3O316O068 

90-443 

Q 

Nau Meilco State Untv 

8309270048* 

90-320 

P 

K'W York. NY 

8309030605 

90-247 

a 


8309030608 

90-247 

a 


8309030619* 

90-247 

o 


8309030619* 

90-247 

0 


8309030629* 

90-247 

e 



CORPORATE SOURCE INDEX 


B75 


AUTHOR 

AFFlUrATION 


H*w Vorlti Stats Univ ofi Buffalo 
N*w VOTt< Statt of 


N«h y«rlr Stat* ofi Enargij Rataarch 
Savtlopmant Adaiin titration 


Niagara Hohauk Pouar Corp 


Nlaaho-lbal Anarlean Corp 


Northaapten Countgi PA 
HortAaait Nuclaar Enargg Co (tub* 
Nopttiaait Utllitlai) 





AUTHOR 

ACCESSION 

SUBJECT 


ACCESSION 



AFFILIATION 

NUMBER 

CATEOORy 

NUMBER 

CAxeGORr 









0309090094 

90-213 

P 

0308030629# 

90-247 

0 


0309080094 

90-213 

P 

0305190264 

Proq 


8303090054 

90-213 

P 

8305240932 

90-247 

c 


8309030229 

30-245 

P 

8309100252 

SO- 97 

B 


8309090229 

90-245 

P 

8304040394# 

50-322 

U 









0309060424 

50-336 

0 

8309130204# 

80-322 

0 


0309060439 

90-423 

s 

0309100260# 

90-322 

u 


B309060901 

90-249 

0 

0309190014 

StJtf ProQ 


0305060312# 

90-249 

s 

0309240312 

80-247 

F 


8309090469 

90-213 

p 

0309240312 

90-247 

F 









8303090463 

50-213 

p 

8308240941 

80-247 

H 


0303090469 

90-213 

p 

8309240941 

90-247 

H 


S309090469 

90-213 

p 

0309310070# 

80-247 

U 


B309090471 

90-249 

p 

8309180809 

PROJ 



0305070474# 

90-249 

p 

0308180810 

PROJ 



0309 1003 60 

50-249 

p 





0309110974# 

90-213 

F 

0304110816 

90-220 

R 


0309110979# 

90-213 

F 

8304210238 

80-410 

K 


0303120241 

90-336 

P 

8304210240# 

90-410 

K 


0303170010 

90-336 

R 

030903091 8 

80-410 

F 





0309040483 

50-220 

P 


0303170014# 

90-336 

R 





8303180260 

90-249 

P 

0309040493# 

80-220 

P 


8309180304 

90-249 

P 

8309040900# 

90-220 

P 


8309180311# 

50-249 

P 

8309080020 

90-220 

P 


0309200933 

90-423 

8 

8305090031# 

80-220 

P 





0309060043 

90-220 

P 


8303230323 

50-249 

F 





8309230330# 

90-245 

F 

8309060046# 

80-220 

P 


0303230330* 

50-243 

F 

8308060048# 

90-220 

P 


0309230300 

30-336 

P 

8309060426 

90-220 

S 


030323034? 

30-249 

8 

8308060428# 

50-220 

0 





8308060933 

50-220 

s 


0303230337# 

90-249 

8 





0303230616 

50-213 

P 

8305060940# 

90-220 

B 


8303230910 

90-213 

P 

8308100272 

80-220 

R 


0305250910 

90-213 

P 

8308100277* 

90-220 

R 


0309290910 

90-213 

P 

8309110319 

80-410 

A 





0309110399# 

90-4 1 0 

c 


0305290910 

90-213 

P 





83052309 10# 

30-213 

P 

8308110372# 

90-410 

K 


0309230910* 

30-213 

P 

0309120334 

90-410 

0 


0309250910* 

90-213 

P 

8309120392 

90-410 

B 


0309290910* 

90-213 

P 

0309130026 

80-410 

ti 





8309160015 

90-220 

p 


0309270036 

90-423 

S 





0309270037# 

90-423 

0 

0309160093 

80-410 

0 


8309270074 

90-336 

0 

0308160097 

90-220 

R 


0309270009 

90-336 

8 

8309160103# 

90-220 

R 


0309270114 

90-249 

P 

8309170393 

80-220 

R 





8308170398# 

90-220 

R 


0305270239 

90-336 

B 





0309270494 

90-336 

8 

0309200263 

30-220 

9 


0309020093 

50-243 

I 

6309200290# 

30-220 

3 


0309020093 

30-249 

I 

0309200348 

3Q-220 

p 


030902009^ 

90-245 

I 

0309200363# 

30-220 

o 





0309230431# 

30-220 

p 


8309030404 

50-249 

P 





0303030620 

90-249 

P 

0309230974 

80-410 

A 


D303030624# 

50-249 

P 

0308230962# 

30-410 

A 


0305030620* 

90-249 

P 

0309230969* 

90-410 

A 


0305040447 

90-336 

P 

8309230969# 

90-410 

A 





0309230661* 

90-410 

A 


0303050034 

TOPREP 






0309030034 

90-213 

P 

0309230661# 

90-410 

A 


0303050034 

90-213 

P 

6308230684# 

90-410 

A 


8303090054 

50-213 

P 

0309230684# 

90-410 

A 


0309030229 

90-249 

P 

0309230687* 

90-410 

A 





6309230667# 

90-410 

A 


0303030229 

90-245 

P 





8303060213 

90-213 

F 

0308230691# 

90-410 

A 


0309060244 

PR 


0308230691# 

90-410 

A 


0303060424 

90-336 

0 

0309230696# 

90-410 

A 


03OSO6O4S9 

50-423 

S 

0309230696# 

30-410 

A 





8309230699# 

50-410 

A 


0303090469 

80-213 

P 





0303090469 

90-213 

P 

0309230699# 

90-410 

A 


8309090469 

90-213 

P 

0309240402 

30-220 

p 


8303090471 

90-248 

P 

8309240498 

90-410 

A 


0309100360 

90-249 

P 

8309290430 

30-410 

8 





8309260086 

30-410 

K 


0309 It 0974* 

90-213 

F 





0309120241 

90-336 

P 

0308270026 

30-220 

P 


0309170010 

50-336 

R 

0309270079 

50-220 

0 


0309100268 

90-249 

P 

0308270643# 

90-410 

0 


0309180304 

50-249 

P 

8309170129# 

XPORTLIC 






8309100709 

XPORTLIC 



8303200441 

PR 






0309200933 

90-423 

s 

0309270973 

90-443 

0 


8305200907 

90-423 

A 

0308030404 

90-249 

P 


0305230323 

90-249 

F 





0305230900 

90-336 

P 

0308030620 

30-243 

P 





0309030624# 

90-249 

P 


0305230616 

50-213 

P 

0309030620# 

90-249 

P 


8309270036 

50-423 

8 





8309270037# 

90-423 

0 

0309040034# 

90-249 

F 


8309270074 

90-336 

0 

0309040039# 

90-249 

F 


0309270009 

90-336 

8 

0309040447 

90-336 

P 







576 


CORPORATE SOURCE INDEX 


AUTHOa 

AFFltlATION 


Nsrth«ait Servic* Co 


Northorn States Pouir Co 


NuPharfli Ire 


Nuciaar Assuranc* Cerp 
Nuelaar Datsi Irie 


Nuclaar Fuel Servlceii Ine. (subi of 
Octtv Oil Co > 


Nuclear Information b Rtiourcei Services 
Nuclear Matalsi Inc 


Nuclear Paekagingj Inc, 


Nuclear Power Servlceii Inc 
Nuclaar Sv**^**" 

O'Conner & Hannan 

O'NcllIi J 


Dak Rldga Associated Unlv 
Oak Ridge Matlonal Lakoratorg 


ACCESSION 

SUBJECT 


AUTHOR 

ACCE8SI0N 

SUBJECT 

HUNGER 

CATEOORY 

AFFILIATION 

NUHBBR 

CATESORY 

60053701 Id 

S0-24S 

P 


8309270048* 

90-320 

( 

6305370239 

50-336 

8 


6309310237 

NUREO 


6305370434 

50-336 

S 

Office of Nanagenent It Budgat 

8309040001 

ORO 


6305060244 

PR 



8309040003 

OflO 


6305100335* 

50-213 

P 


8309090006 

ORO 


B303II0071* 

50-213 

F 

Ohio Citlian* for Responslbl* Enargg 

6309040928 

90-440 

< 

8303160439 

50-263 

P 


6309040926 

90-440 

< 

6305030330 

50-262 

0 


6308040541 

90-440 

< 

8305080330 

50-262 

0 


8305040941 

90-440 


6305020339* 

50-282 

o 


6309040944 

90-440 

< 

6305030329* 

50-262 

0 


8309040944 

90-440 

< 

8305020466 

50-263 

s 


6309090234 

FOIA 


8305020493* 

50-263 

s 


8309170309 

90-440 

< 

6305030221* 

50-282 

F 


8309170309 

90-440 

< 

8305030226* 

50-282 

F 


8305170341 

90-440 

< 

6305030603 

50-263 

K 


8309170341 

90-440 

« 

6305030610* 

50-263 

K 


6309180347 

PH 


6305030613* 

50-263 

K 


8309160404 

PR 


6305120369 

50-262 

P 

OMo 8t*t* Unlv 

8309110192* 

CONTRACT 

6305(60056 

50-262 

R 

Oh loi Sta tt of 

8309090949* 

90-398 

d 

6305160076* 

50-262 

R 


6309090961* 

90-398 

t 

630 51 600 93 

50-263 

R 

Oklahomai State of 

8309090162 

NUREO 


□305160096* 

50-263 

R 

Oklahoma) Unlv of 

8309290478 

90-112 

1 

6305180352 

50-263 

0 

Omaha Public Power District 

8309030196 

90-809 

F 

6305230533 

50-262 

F 


6309030160* 

50-869 

F 

6305230523 

50-262 

F 


6309030429* 

90-869 

F 

6303240153 

50-306 

6 


830904061?* 

90-869 

F 

6303240166 

50-262 

S 


8309040624* 

90-869 

F 

6303230409 

PR 



830906006? 

90-869 


6303160036* 

FOJA 



63090600?!* 

90-889 


8305160063* 

FOIA 



6309060186 

90-869 

F 

8303160241* 

FOIA 



6305100226 

90-869 

f 

830316026?* 

FOIA 



8305120603* 

ao-aes 

F 

8305060231* 

CONTRACT 



6305160027 

90-369 

F 

6305160560* 

CONTRACT 



6309160111 

90-889 

FI 

6305190562* 

CONTRACT 



8309160116* 

90-869 

R 

6305030694 

70-143 



6309170469 

90-889 

H 





8309170470# 

90-369 

n 

630603069? 

70-143 



B309230SB8 

90-389 

p 

83050500?? 

70-143 



8309240474 

90-368 

p 

8305180652 

70-143 









On-Line Computer Sgetamsi Inc, 

6309110232# 

CONTRACT 


6305190003 

70-143 


Oregon Environmental Council 

6309170272 

90-828 

0 

6303190033 

70-143 


Orricki Herrington t< Sutellffa 

8309I?01?9 

90-391 

0 

0305200656 

70-143 



83091901?9 

90-341 

0 

6305240051 

71-143 



6309190212 

90-341 

0 

6305200216 

PR 










6309190212 

90-341 

0 

8206060242* 

40-672 


Oeagi Countgi HO 

8309290372* 

90-483 

0 

6206060244* 

40-672 


Of slnlngi NY 

8309240908 

90-847 

0 

saQi3$2a2ep 

XPORTLIC 


Pacific Oai It Electric Co 

e30,3P20ioe 


F 

63050^0296* 

XPORTLIC 



8309020368 

90-879 

P 

6305060141* 

40-672 










8309020388 

90-879 

P 

6305060181* 

40-672 



8309030168* 

90-879 

F 

6305060189* 

40-672 



6309030188* 

90-879 

F 

6305090723 

XPORTLIC 



8305030193* 

90-879 

F 

6305120246* 

40-672 



6309030193* 

90-879 

F 

6305120296* 

40-672 










6309030910 

90-379 

P 

8305120352* 

40-672 



8309040320 

90-379 

P 

8305120369* 

40-672 



8309040326* 

90-379 

P 

8305120381* 

70-82 



630S040473* 

90-379 

P 

8305120480* 

40-672 



6309090198 

90-379 

P 

8305120494* 

40-672 










8309060299 

90-333 

0 

8305120511* 

40-672 



8305100339 

PROJ 


8305120617* 

FOIA 



6309100346 

PRQJ 


8305120627* 

40-672 



8309120042 

80-878 

P 

8305100011* 

40-672 



8309120329 

50-879 

P 

8305130042* 

40-672 










8309120333 

90-879 

P 

8305040105* 

71-9181 



8309180339* 

90-379 

P 

6305040110* 

71-9181 



8309160172 

90-879 

P 

8305060142* 

71-9179 



8309160176* 

90-879 

P 

8305060148* 

71-9175 



8309170336 

90-133 

8 

8305060152* 

71-9175 










8309170342* 

80-133 

6 

8305200683* 

50-373 

P 


8309190197 

90-879 

P 

8304270399 

71-9135 



6309230407 

90-133 

P 

8305180070* 

FOIA 



8309240238 

90-879 

R 

8305180074* 

FOIA 



6309240242* 

90-879 

R 

8305120287 

SO-iSS 

0 









6309240379 

50-879 

P 

8305190245 

60-155 

0 


8309240397 

50-879 

6 

8305240926 

50-155 

0 


8309260274* 

90-879 

0 

8305230254* 

FOIA 



8309260274* 

90-879 

0 

8305020936 

NUREO 



8309270249 

90-875 

B 

8305030025 

RES 










6309270688 

90-879 

0 

8305110120 

NUREO 



8309270628 

90-379 

0 

8305130341 

NUREO 



8309310130 

80-879 

P 

8305250 155 

RES 



8309310139* 

90-879 

P 

8305260004* 

71-9992 



8309310140* 

90-379 

P 



AUTHOR 

AFFILIATION 

ACCESSION 

Number 

CORPORATE SOURCE INDEX 

SUBJECT AUTHOR 

CATEOORY AFFILIATION 

ACCESSION 

NUMBER 

577 

SUBJECT 

category 

Pacific lnt»rnational 

8305030230 

XPORTLtC 


8303020255 

50-352 

E 

Palmatto Allianca 

8305060232 

50-413 

0 

8303020335 

30-352 

A 


8303310153 

30-413 

0 

8303020335 

30-352 

A 

Parantt Conct^n•d About Indian Point 

8305030633* 

30-247 

G 

8303020441 

30-332 

0 


8305190220 

30-247 

0 

8303020441 

50-332 

0 


8305240343 

50-247 

o 

8303020434 

30-352 

E 

Path-findar MJnat Corp 

8305020410 

40-6622 


8303020434 

30-352 

E 


8305020304* 

40-6622 


8303030299 

50-352 

A 


8305030277 

40-6622 


8303030299 

50-332 

A 


8305260337 

40-2239 


8303030307* 

30-332 

A 

Panna<ylvanla Pouar t< Light Co 

8305020387 

30-087 

p 

8305030307* 

30-332 

A 


8303030144 

30-387 

p 

8303030363 

30-352 

0 


8303030133* 

30-307 

p 

8303030563 

50-352 

0 


8305030334 

50-387 

s 

8303030021 

50-S77 

p 


8305030338* 

30-307 

8 

8303030021 

50-277 

p 


83050S0289* 

30-307 

F 

B30SOS0027* 

50-277 

p 


8305060442 

50-387 

B 

8303030027* 

50-277 

p 


8305060543 

50-387 

Q 

B30SOS0033* 

50-277 

p 


8303060892 

30-387 

9 

8303030033* 

50-277 

p 


8305060393* 

50-387 

8 

8303030202 

30-382 

a 


8305100016 

50-387 

P 

8303060437 

30-352 

A 


8303100019* 

50-307 

P 

8303060437 

30-332 

A 


8305100021* 

50-387 

P 

8303060478 

30-352 

0 


8305100303 

30-337 

P 

8308060307 

80-352 

A 


8305100317* 

30-387 

P 

8303060313 

50-277 

<3 


8305 110077 

30-337 

K 

8305060313 

30-277 

O 


8305110097 

30-337 

K 

8303100275 

30-352 

A 


8305110104* 

50-387 

K 

8305100273 

30-352 

A 


8303110104* 

30-387 

K 

8305100339 

30-277 

f 


830511010B* 

30-387 

K 

83031 10316 

30-277 

8 


8305110160 

30-337 

P 

03051 10340 

50-270 

B 


0305110160 

30-387 

P 

83051 10349* 

30-270 

6 


8303110241 

30-387 

3 

8305120320 

30-332 

A 


8305110247* 

30-387 

8 

8305120358 

30-277 

a 


8303110348 

30-387 

B 

0305120473 

80-277 

s 


8305110358* 

30-387 

S 

8305130096 

30-333 

A 


8303110421 

30-387 

S 

8303160001 

30-332 

C 


8305110430* 

30-387 

8 

8303160001 

30-332 

c 


8303120422 

30-337 

a 

8303160117 

30-332 

K 


8303180430* 

30-387 

a 

8308160117 

30-332 

K 


83051301 14 

30-337 

p 

8303170187 

30-352 

A 


830513031 I* 

30-337 

F 

8303170220 

30-352 

E 


8305130311* 

50-307 

F 

0303170401 

30-277 

P 


8305130314* 

30-387 

F 

8303180343 

30-352 

A 


8305130314* 

30-387 

F 

8303180343 

50-332 

A 


8305160124 

30-337 

8 

0303180389 

50-332 

E 


8305160132 

30-337 

8 

8305180389 

30-382 

E 


8303160140 

30-337 

8 

8303180402 

30-332 

A 


0305160131* 

30-387 

a 

83^31 ?040a 

50-332 

A 


830‘3t806'46 

70-2983 


8303180414 

30-352 

E 


8305190283 

bo-387 

p 

8303180414 

30-332 

E 


B30S1902BS 

50-387 

p 

8305180414 

30-332 

E 


8303190293 

30-337 

p 

G30S1G0419 

30-332 

A 


8305190319 

30-387 

a 

8305180419 

30-332 

A 


8305200553 

30-387 

8 

8305180426* 

30-332 

E 


8305200561* 

30-387 

s 

8305180426* 

30-332 

E 


0303200640 

30-387 

s 

8305180426* 

30-332 

E 


8305200646* 

30-387 

a 

8305180431* 

30-332 

E 


8305230471 

50-387 

a 

83051 B0431* 

50-332 

E 


8303230477* 

50-307 

8 

8305180431* 

50-332 

E 


8305230341 

50-387 

p 

8305180432 

30-332 

A 


8303270064 

30-387 

p 

8303180432 

30-332 

A 


8303270064 

50-387 

p 

8303180438* 

50-332 

E 


8305270235 

50-387 

0 

8303180438* 

50-332 

E 


8303310208 

50-387 

p 

8305180438* 

50-332 

E 

Ptnniglvania Stata Univ, 

8303160333 

PR 


8305180443* 

50-332 

E 


8305270040* 

50-320 

p 

8305180443* 

50-332 

E 


B30S270046* 

50-320 

p 

8305180443* 

50-332 

E 

Pannivlvantii CowAonuaalth ofi 

8303060329 

50-352 

A 

8305180451 

30-332 

E 


8303060536* 

50-352 

A 

8305180451 

30-332 

E 


8303 120278 

50-352 

0 

83051 90359 

30-332 

C 


8303120278 

50-352 

0 

8305190359 

50-332 

C 


8303120280* 

50-352 

0 

8305200615 

30-332 

E 


8305120280* 

50-352 

a 

8305230496 

30-332 

A 


8303170533 

50-352 

a 

8305240307 

30-277 

J 


8305230332 » 

CONTRACT 


8305240428 

50-277 

P . 

Parilni, Cola, Stona. Oltan t< WlUtami 

8303310029 

50-522 

a 

830524048? 

50-332 

0 


8303310029 

30-522 

a 

8305240489 

30-332 

0 


8303310082 

50-522 

a 

B30S2S0133 

50-332 

A ■ 


8305310082 

50-522 

a 

8305230133 

50-332 

A 

Phtladalphla Elactrle Co. 

8301310260 

50-352 

K 

8305230133* 

30-332 

A 


8301310274* 

50-352 

K 

8305250133* 

50-352 

A 


8303020099 

30-277 

p 

8303270117 

30-278 

8 


8303020099 

30-277 

p 

8303270184 

50-277 

S 


8303020235 

30-332 

E 

8303270235 

30-277 

8 



B7B 


CORPORATE SOURCE INDEX 


AUTROR ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AFfILlATIDN NUMBER 

CATECDRY 

AFFILIATION 

NUMBER 

CATEOQRV 

8305270373 

30-352 

A 




8303130132 

90-333 

ft 

B305270373 

30-352 

A 




8303130134* 

90-333 

ft 

B305310009 

30-392 

E 




8303160088 

90-286 

P 

8305310009 

30-392 

E 




0309160106 

30-333 

P 

8305310043 

90-332 

E 




8309160112* 

90-333 

P 

8309310043 

30-392 

E 




8303200269 

90-333 

P 

Philjddpti PA a309IAO174 

90-392 

0 




8309200268* 

30-333 

P 

830314)0174 

90-392 

0 




8309200272# 

90-333 

P 

830914)0177 

90-392 

0 




8309200409 

90-286 

P 

830914)0177 

90-392 

0 




8309230379 

90-333 

F 

83052403141 

30-392 

H 




8309230494 

90-333 

8 

Ptcijirdf Loue & ^arricki Inc 8305110t52< 

CONTRACT 





8309230499* 

90-333 

8 

83032701 10» 

CONTRACT 





0303230992* 

90-410 

A 

830531014 1» 

90-244 

p 




8303230392* 

90-410 

A 

Pitt«l>ui‘9h Tasting Labaratori) B3030309I6» 

50-494 

T 




8303230997 

30-286 

P 

8303310139* 

30-244 

P 




8303230997* 

90-410 

A 

Plttsboi'Sh) Unlv of 8303270022 

90-320 

P 




8309230997* 

30-410 

A 

8303270027* 

30-320 

P 




8303240070 

90-286 

P 

Plsfinln0 Retearch Corp 8303160295# 

30-413 

F 




8303240099 

90-286 

F 

Ptataau RciourcsSf Ltd B305040047 

40-786? 





8309240234 

30-286 

F 

8303040092* 

40-786? 





8303240328 

30-286 

P 

S30S24>04 1 8 

40-8690 





8303240338 

30-286 

F 

Portland Otnsral Electric Co 8305020339 

71-6601 





830324034? 

30-286 

P 

8303040417 

30-344 

F 




8303240442 

30-333 

P 

830304.0600 

30-344 

p 




8309240463 

90-333 

P 

8303 06060 6* 

50-344 

p 




8305240466 

90-247 

0 

8303130143 

30-344 

s 




8303240466 

30-247 

0 

8303130132* 

30-344 

8 




8309240492 

90-333 

P 

8303130164 

50-344 

0 




8309240929 

90-286 

P 

8303130224 

50-344 

8 




8309270189 

90-333 

R 

8303130232* 

30-344 

8 




8309270284* 

90-333 

O 

8305130240 

50-344 

P 




8309270340 

90-333 

P 

8303180266 

Pft 





8309270392* 

90-333 

P 

8303200013 

50-344 

P 




8309270364* 

90-333 

P 

8303230381 

50-344 

P 




8309270399* 

90-333 

a 

8303260273 

90-344 

P 

Poucr Englnaaring 



8309030461 

PR 


8303270182 

90-344 

P 

Projfct Managtfflsnt Corp 

8303240390 

90-937 

0 

8303270186* 

50-344 

P 




8309110220 

90-937 

o 

8305270188* 

30-344 

P 




0309110430 

50-937 

0 

8305270203 

90-344 

P 




8309110448 

30-937 

0 

8303270211* 

90-344 

P 




8309110449* 

90-937 

0 

8303270282* 

30-344 

P 




8309120313 

90-937 

0 

PottcrflBld. A 8303030609 

30-247 

0 




8309190339 

50-937 

0 

Poikpvr Authority of thfl State of Neiii York 8309030209 

30-333 

p 




8309200636 

90-937 

0 

8303020381 

50-286 

p 




8309200648* 

90-937 

Q 

8305030408 

30-286 

p 




8303240479 

90-937 

o 

8305030949 

90-247 

0 




8309240400 

90-937 

o 

830904031 1 

30-333 

P 




8309240903 

90-937 

o 

8303040424 

830*3040434* 

30-333 

30-333 

P 

P 

Public Int*r«st Research Oroupt Neu Yorit 

8309^10188 

830903(5608 

90-937 

90-247 

0 

0 

8305040438* 

30-333 

P 




8309030608 

90-247 

0 

8303030026 

30-333 

P 




8309030619* 

90-247 

o 

8303030037 

30-247 

0 




8309030619* 

30-247 

0 

8305030037 

30-247 

G 




8305030629* 

90-247 

0 

8303060397 

50-286 

P 




8305030629* 

90-247 

0 

8303060427 

90-266 

P 




8309030641* 

90-247 

o 

8303060431 

30-286 

P 




8309030641* 

90-247 

o 

B3O3060432* 

30-286 

P 




8309030646* 

90-247 

o 

8305060433* 

30-206 

P 




8309030646* 

30-247 

o 

6303060439 

30-286 

P 




8309290337 

■»0-247 

o 

8303060446* 

30-286 

P 

Public Service Co 

of 

Colorado 

8309020462 

90-267 

P 

S303060449* 

30-286 

P 




8309090146 

90-267 

F 

8303060496 

30-247 

0 




8309090214 

90-267 

P 

8303060496 

30-247 

0 




8309090222* 

90-267 

p 

8303060500 

30-286 

0 




8309090228* 

90-267 

p 

8303100208 

90-247 

0 




8309060479 

90-267 

B 

6303100360 

30-333 

B 




8309060484* 

90-267 

B 

8303110033 

50-286 

P 




8303060946 

90-267 

R 

8303110030* 

50-286 

P 




8309060392* 

90-267 

R 

8303110063* 

30-286 

P 




8303090489 

90-267 

R 

8305110167 

30-206 

0 




8303090363* 

90-267 

R 

830511025? 

50-333 

8 




8309120370* 

90-267 

F 

8305110264* 

50-333 

S 




8303120978* 

90-267 

F 

8305110400 

30-333 

s 




8309160048 

90-267 

P 

8305110405 

30-333 

s 




8309160093 

90-267 

P 

83051 10408* 

30-333 

8 




8303170380 

90-267 

P 

0305110416* 

30-333 

8 




8309200494 

90-267 

P 

8303110310 

50-333 

0 




8309230426 

90-267 

R 

83051 10314* 

50-333 

a 




8309230427* 

90-267 

R 

8303130039 

SO-886 

p 




8309240477 

30-267 

P 

8309130064 

30-247 

0 




8309310111 

90-267 

F 

0303130071 

30-247 

0 

Public Service Co 

of 

Indiana) Inc 

8304290167 

90-946 

A 

0303130117 

30-286 

P 




8304290167 

90-946 

A 

' 0303130120* 

50-206 

p 




8304290190* 

90-946 

K 

8303 130123* 

30-206 

p 




8309020118 

90-946 

8 


CORPORATE SOURCE INDEX 


679 


AUTHOR 

AFFILIATION 


Pm^Hc 8#rv£c« Co of Nou HampihJro 


Public Borvlci Eltctrlc b Oa« Co of Now 


ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

0303030291 

50-546 

S 


8305200067 

50-272 

t 

8305030291 

50-646 

S 


0305200394 

50-272 

S 

03O3O4O49A 

60-546 

s 


0305200397* 

50-272 

a 

0305120437 

50-546 

A 


8305200537 

50-311 

s 

8305130073 

50-646 

0 


8305200346* 

50-311 

s 

0303130073 

50-546 

0 


6305230094 

50-311 

p 

0305130098 

50-546 

0 


3305230504 

30-272 

p 

8305130098 

50-546 

0 


3305230304 

30-272 

p 

8303130119 

50-546 

A 


8305230310 

50-317 

3 

03051301 19 

50-546 

A 


8305240291* 

30-272 

a 

0305130207 

50-546 

8 


8305250307 

30-354 

R 

8303130207 

50-546 

s 


83O52S0S01 

50-311 

8 

0303130244 

50-546 

0 


8305270053* 

50-272 

0 

0305130244 

50-546 

0 


8305270053* 

50-272 

Q 

830517030& 

50-546 

A 


8305310105 

30-354 

V 

03031703 12» 

50-546 

A 

Pu-gtt Sound Poucr 6 Light Co 

8305310029 

50-332 

& 

0305200289 

50-546 

F 


8305310029 

50-332 

0 

8305200289 

50-546 

F 


8305310082 

30-322 

C 

8303230634 

50-546 

A 


8305310092 

50-522 

C 

0305240408 

50-546 

8 

Put-iu* Rtnafch Foundation 

8303060103* 

CONTRACT 


8305240408 

50-546 

B 

Quadrat Corp 

8305090308* 

QA999 


0305260233 

50-546 

F 

Oulrki LaulsT’ li Natuakij Englnaara 

8305230607* 

30-410 

A 

B3DS260233 

50-546 

F 


8305230607* 

30-410 

A 

8303260332 

50-546 

3 


8305230614* 

50-410 

A 

8303260332 

50-546 

3 


8305230614* 

50-410 

A 

0305040300 

50-443 

0 


8305230622* 

30-410 

A 

0305040300 

50-443 

0 


8305230622* 

50-410 

A 

8305040316 

50-443 

0 


8305230620* 

30-410 

A 

8305040316 

50-443 

0 


8305230620* 

30-410 

A 

8305050006 

50-443 

F 


8305230637* 

50-410 

A 

0305160039 

50-443 

8 


8305230637* 

50-410 

A 

0305190164 

50-443 

8 


B303230644* 

50-410 

A 

8305200353 

50-443 

8 


0305230644* 

50-410 

A 

0305200353 

50-443 

0 

R E Ullllain* L Assaclattsi Inc 

0305020491 

40-6622 


0305200402 

50-443 

B 


0305030705 

40-8504 


0305200402 

50-443 

8 

R F Reedyi Inc 

8305100427 

50-275 

R 

8305250244 

50-443 

0 

Radiation Management Corp 

G305U0509* 

CONTRACT 


8305270019 

50-443 

A 


8305250428* 

50-403 

0 

0305270019 

50-443 

A 


8305250458* 

50-483 

0 

0305310147 

50-443 

0 


B3O52S046B* 

50-483 

0 

0304 180491 

50-31 1 

8 


3305250402* 

50-403 

o 




Radio TV flaport*! Inc 

8305190080* 

30-329 

Q 

0304180513* 

50-31 1 

8 


8303I90U9* 

50-373 

Q 

8305020150 

50-272 

8 

Rollanta Electric Co 

8305090003* 

04999 


8305020 1Q6 

50-272 

P 

Raniialaar Polytechnic Inst 

8303170466 

50-223 

F 

8305020186 

50-272 

P 








Reuter-Stokesi Inc 

0305060006 

XPDRTHC 


0305020267* 

50-272 

a 

Rhode laland 4 Providence Plantation 

8305240384 

30- 1 93 

s 

8305040262 

50-272 

8 


8305250445 

50-193 

S 

8;|0S04q262 

50-272 

3 

Rhone-Poulenei Inc 

8305^30101 

71-9100 


8305050013 

50-272 

p 

Rldlhalghi Eggars 4 Asioclates 

8305160363 

PRDJ 


8305060470 

50-354 

a 









8305160365* 

PROJ 


8305060476 

50-272 

a 


8305230041 

PROJ 


8305060480 

50-311 

B 


8305230056* 

PROJ 


0305060482* 

50-272 

B 

RlleytJ L 

8305060252 

50-413 

0 

B3QS06O489* 

50-311 

B 

ttobart L Cloud Aisoclateii Inc 

8305030573 

50-275 

R 

8305090457 

50-272 

P 









8305030591* 

50-375 

n 

0305090457 

50-272 

P 


8305100417 

50-275 

R 

8305090459* 

50-272 

P 


8 305230224* 

30-273 

R 

8305090459* 

50-272 

P 

Rochofttr Oat 4 Electric Carp 

0305030021 

30-244 

p 

8305110007 

50-311 

P 


8305030024* 

50-244 

p 

83051 10154 

50-272 

P 









0305030352 

50-244 

p 

8305110154 

50-272 

P 


8305050240* 

30-244 

Q 

8305110156* 

50-272 

P 


B305060271 

50-244 

P 

8305110156* 

50-272 

P 


6305060404 

30-244 

P 

83051 L0255 

50-354 

8 


8305110065 

50-244 

0 

8305110271 

50-311 

8 









8305110316 

50-244 

8 

0305110274* 

50-31 1 

8 


8305110326* 

30-244 

8 

8305120384 

50-354 

B 


8305130004 

30-244 

P 

8305160052 

50-311 

8 


8303130006* 

30-244 

P 

0305160057* 

50-311 

3 


8305160114 

30-244 

a 

8305160085 

50-272 

O 









8305160119* 

30-244 

8 

8305 160085 

50-272 

a 


0305100016 

71-9080 


8305 1 60096 

50-311 

a 


8305190170 

SQ-244 

8 

8305160102* 

50-311 

8 


8305190175* 

30-244 

8 

8305160118 

50-311 

3 


8303190234 

30-244 

S 

9305160123* 

50-3 1 1 

3 









8305190238* 

50- 244 

8 

8305170018 

50-272 

R 


8303230452 

50-244 

3 

8305170021* 

50-272 

R 


8303230438* 

50-244 

B 

8305170142 

50-311 

R 


S30S23032& 

50-244 

B 

8305170147* 

50-311 

R 


8303230561 

50-244 

8 

8305170328 

50-372 

P 









8303230364* 

30-244 

s 

8305 17 0328 

50-272 

P 


0305270578* 

30-244 

Q 

8305170367 

50-311 

a 


8303310020 

30-244 

P 

8305170370* 

50-311 

a 


830S310085 

50-244 

P 

8305170490* 

50-354 

0 


8303310123 

50-244 

P 


680 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Rgchtstvri UjilV ofi 
Rockland County^ NY 


Rocliwsll International Corp 

Recly Mountain Energy Co 

Rolf Janycn & Aetoclatea^ Inc 

Rond out Aieoclatei 
Ropet It Oray 


Roy F UeitDn> Inc 

RunkUi J D 

Ruatin MentfPaeturIng Co 

Rqci NH 

Eacrananto Municipal ITtltlty District 


Safa Energy Coalition 
Safe Energy tor Ntui Haven 


Safety Light Corp 
Bag Harbori NY 

Salavat H E . intervenoT 
Salt sbUTy t MA 


San Dltgo Qas tc Electric Co 
Ban Francisco Eiaminar 

Sand la Laboratories 


Sargent It Lundyi Inc. 


ACCESSION 
NUMB ER 


B3OS310133a 
8305310213 
0305310232 
83050602004 
83031 BO 424 

B30SIS0424 

S305240535 

8305240535 

8305270386 

8305120404* 

830 531021 9 
a305310320e 
8303250171 
8305 2603 &4 
B305120517» 

8305130352 

8303040300 

8303040300 

8305040316 

8305040316 

B3D5040533 
8305310147 
8305170116 
8305060532 
83051301 13 

8305250331 

8305020393 

8305020384 

8305020415 

8305020483 

8305030287 

83050302904 

8305030551 

83050305614 

8305060415 

8303060419 

8305060421* 

8305060429 

8305100099 

0305100229 

8305100276 
8305100338 
8305 100344 
8305100381 
8305 1 20073 

8305 13009? 
8305130105 
8305130160 
83051301631 
a305’'l302'l9 

83051302314 

8305230456 

8305230583 

8305240326 

B305270080 

8305270432 

6305310171 

8305230229 

8305030508 

8305030516* 

8305190057* 
8305 1804 59* 
8305180461* 
8305180288 
830 509050 I 

8305070501 
830 5090502* 
830 5090502* 
8305120178 
8305160192 

8305050432 

8305060673 

8305110491 

8303110528 

8305120556 

8305170122 
B30S170132 
6305170135 
B30S 180688* 
8305310209 

8305310210 

8305090467 

8305090469* 

8305120074* 

8305190302* 


SUBJECT 

CATEGORY 


50-244 P 
50-244 F 
50-244 P 
40-672 
50-247 0 

50-247 0 

50-247 O 
50-247 0 

50-247 0 

50-410 S 

70-25 

70- 25 
40-8697 
40-8380 
CONTRACT 

50-443 0 

50-443 0 

50-443 0 

50-443 0 

50-443 0 

50-307 0 

50-443 0 

40-6500 
30-400 0 

50-400 S 

50-443 H 
50-312 P 
50-312 P 
50-312 P 
50-312 0 

50-312 8 

50-312 3 

50-312 S 
50-312 S 
50-312 P 

50-312 P 
50-312 P 
50-312 P 
50-312 F 
50-312 P 

50-312 P 
50-312 P 
50-312 P 
50-312 0 

TOPBEP 

50-312 0 

50-312 S 
50-312 8 

50-312 S 
50-312 8 

50-312 8 

50-312 0 

50-312 P 
50-312 R 
50-312 Q 

TOPBEP 
50-312 P 
FOIA 

50-454 T 
50-454 T 

XPORTLIC 
50-322 H 
50-322 H 
50-482 0 

50-443 0 

50-443 0 

50-443 0 

50-443 0 

50-206 K 
50-312 0 

NUREO 
NUREO 
NUREO 
NUREO 
50-537 0 

NUREO 

NUREO 

NUREO 

71- 7150 
NUREO 

NUREO 
TOPREP 
TOPREP 
50-358 0 

50-373 P 


AUTHOR 

AFFILIATION 


Saisafrat Audubon Society 
Schiualbt Oonnenfeldt Brag 6 Sllbart 
Science Application*! Inc 


Stebroolii fSH 


Seacoait Anti-Pollution League 


Senate 


Senatti Environment ti Public Horks 
Benetti Judlelery Committee 
Sensible Heine Pouer 


Bhawi Plttmarti Potts li Troubrldge 


ACCESSION 

NUMBER 


8305 190302# 
8305 190302* 
8305 170303* 
8305190303* 
8305190303* 

8305170357* 

8305200301* 

8305200681* 

8305200698* 

8305250084* 

8305270901* 

8305060236 

8305180330 

8305180367 

8305120960* 

8305230012* 

8206100204 

0206100210* 

8207080458* 

8207190291* 

8207200379* 

8303080182 

8303080187* 

8303080194 

8303080202* 

8303080207 
9303080219* 
83051 70 1S2 
8309200110* 
8309270052* 

8309020425 
8309020425 
B309O20427* 
8309020429* 
8309 1 80364 

8309170177 
03091 10601* 
83091801 16* 
8309 ISO 123* 
8309310237* 

8305110964* 

8309230406* 

8305160077 

8305190295 

8305240463 

8305240473 

8305020438 

8309020470 

B:|09p30467 

8305030971 

8305040307 

8305040307 

8309040906 

8309040906 

8309090431 

8309090470 

8309070937 

8309100283 

8309100310 

8309100397 

8309110266 

8309120272 

8309120371 

8309130072 

8309130077 

8309130137 

8309130162 

8309160012 

8309170291 

8309170490 

8309170477 

8309190277 

8309190427 

8309190247 

8309200630 

8309240287 

8309240313 

8309240486 

8309240915 

8309240990 

8309250202 

8309250205 

8309250208* 

0309250225* 

8305250274 


SUBJECT 

CATEOOKV 


50-373 

P 

90-373 

P 

90-373 

P 

90-373 

P 

90-373 

P 

90-373 

P 

90-237 

9 

90-373 

P 

90-373 

P 

90-279 

P 

90-494 

PR 

PR 

PR 

CONTRACT 

ADVCH 

RC8 

RES 

0 

90-321 

P 

90-290 

0 

50-313 

RES 

RES 

RES 

REB 

RES 

REB 

NUREB 

P 

50-277 

0 

50-271 

o 

50-443 

0 

50-443 

a 

50-443 

0 

50-443 

PR 

0 

50-443 

0 

COHHIBSJOH 

FOIA 

FOXA 

50-307 

H 

COPniSSIOH 

copMieeiOH 

50-307 

0 

50-309 

0 

50-307 

0 

50-307 

0 

50-266 

0 

SO- 440 

8 

50-403 

0 

50-287 

a 

50-440 

0 

50-440 

8 

50-440 

T 

50-440 

T 

50-289 

8 

50-261 

0 

50-358 

r 

50-287 

0 

50-287 

» 

50-287 

9 

50-483 

9 

50-287 

9 

50-492 

O 

50-261 

0 

50-312 

o 

50-261 

o 

50-261 

2 

50-297 

0 

50-266 

0 

50-400 

2 

50-400 

0 

50-297 

2 

50-392 

0 

50-493 

2 

90-400 

2 

90-299 

0 

90-492 

« 

90-297 

2 

50-440 

2 

90-400 

2 

50-297 

2 

50-483 

2 

90-299 

2 

50-287 

2 

50-483 

2 



CORPORATE SOURCE INDEX 


B 81 


AUTHOR 

AFFIUlATtON 


Shfltt-r I«landiNY 
SAorihafli Oppananti Coalition 

Blarra Club 


Slupaoni e H 
Blnelalri N 


Blnnltaippl Alllanca for tha Envlronnant 
< 8 AFE) 


Baal) Buainaai Admlnl atrat Ion 
Snail U Utlmar 

Savth Carolina Elactrie tt Caa Co. 


ACCESSION 

NUMBER 


03OSa!>O297a 

B3DS2S0300a 

G 30 S 23034 &* 

8309230391# 

8309290390# 

830929039?# 
B30 9290333# 
83092303SB# 
8309290401# 
8309290403* 

8309290412# 

830929041?# 

8309290440# 

8309290444# 

8309290440# 

8309S90491* 
83092 904dii# 
8309290463# 
8309290474* 
8309290477# 

8309230486# 

03O929O49O# 

8309290902# 

8303290306# 

8309230919# 

8309290921* 

8309290924* 

8309290940* 

8309290942# 

8309290993# 

8303290997# 

8309290999# 

8303290962# 

830S29D9B3# 

8309290984# 

830 9260 164 

8309260168 

8309310170 

8303180367# 

8309130072 

8309030902 

8309100390 

83091202?! 

830916014? 

B309160181 

e3091?0221 

8309240993 

8309230220 

830904044? 

83(^9290219 

8309230219 

830926016? 

830926016? 

8309100286 

830917096?* 

8305170972* 

8309170972* 

8309170976* 

8309170981# 

8309170981# 

8309170588# 

83091709?0M 

8309170390* 

B30St7O9?3« 

a 309 J 709 ? 3 * 

8309200222 
8309200134# 
83090309? 4 
8309240482 
8303310219 

8309030627 

8309030637# 

8309090057 

8309090061# 

8309090233 

830909023?# 

8309090317# 

8309090321# 

830506061? 

830310008? 

0309100091# 
8309100301 
83091 80373 
8309180442 


SUBJECT 

CATECDRV 


30-403 0 

90-403 0 

90-403 0 

90-403 0 

90-403 O 

90-403 0 

90-403 0 

90-483 0 

90-403 0 

90-483 O 

90-483 i 
30-483 O 
90-483 a 
50-483 8 

50-483 a 

50-483 0 

90-403 0 

90-483 O 
50-483 0 

90-483 a 

90-483 0 

90-483 <J 
90-483 a 
30-483 0 

90-483 O 

90-483 0 

90-483 a 
90-483 0 

90-483 Q 
90-483 Q 

90-483 6 

90-403 0 

90-483 0 

90-483 0 

90-483 0 

90-483 0 

90-403 0 

90-483 O 
90-322 H 
50-322 a 

50-337 a 
90-537 8 

90-537 0 

90-937 8 

90-937 0 

90-537 0 

90-937 0 

FOIA 

90 - 32 ? 0 

90 - 32 ? 8 

30 - 32 ? 8 

90 - 32 ? a 
50 - 32 ? 8 

50-434 0 

90-454 8 

90-454 a 
90-494 8 

90-454 8 

90-494 0 

90-454 8 

90-494 0 

90-484 8 

90-484 8 

30-494 8 

50-434 8 

PR 

CONTRACT 
90-92? 8 

50-329 8 

90-32B 8 

50-399 B 
90-399 a 
80-399 8 

90-399 8 

90-399 8 

90-393 a 
30-399 F 
90-399 F 
90-379 P 
90-399 8 

90-399 a 
90-399 P 
90-399 F 
90-399 P 


AUTHOR 

AFFILIATION 


South Carolina^ State of 


Southarn Galifarnls Edltan Ca 


SfluthaWi NV 
0 oufchwa<t X-Ray 


Bplagal li NcOlarmlil 

8 t Loula Unlv > St Loulii HO 

Stamlrlii B 


Stanilardi 1 »<f Nuclear Unit Peuiar Plant 
Svateni 


ACCESSION 

NUMBER 


8303160465 
S 30520031 1 
6309200352 # 
8305200310 
8305200513 

B 309200315 * 

8303200626 

8309200633 # 

830925034 ? 

8305250492 

8309270423 # 
8305270441 # 
8305060977 
83 05060 9 82 # 
8309060586 # 

8305060613 # 

8309230420 # 

8304190372 # 

8303020427 

8303030396 

8309030399 # 

8309030360 

0303030432 

8309060440 

8303060490 # 

8309060467 

8303060309 

8309060314 * 

03 OSO 9 O 27 B 

8303100377 

8303120166 
8303120189 
03091 60011 
8303160014 # 
8309160047 

0309160051 # 

8303160053 

8309160059 

8303160069 # 

8309160101 * 

8309160110 

8303160119 # 

8309160120 

8309160129 * 

8309170278 

8309170278 

8309170471 

8309170471 

83^9190020 

8305190028 

8308190199 

8309190199 

0309190212 

0309190212 

0303190232 

0309190292 

8309240198 

0303240498 

8309240498 

8309240801 

8305240509 

8309250512 

8309270131 

8309270137 

8305270243 

8309270321 

8309270408 

6305190037 

8309020061 

8309040671 

8309040679 * 
8309100339 
83090901 17 * 
6309170121 
8303170216 

8309260166 

8309020073 

830 S 040430 

8309110014 

8303110014 

B 309 U 0 Oil 4 

8309110047 

0303110047 

8309110047 


SUBJECT 

CATEOORY 


90-399 Q 
30-399 0 

30-399 0 

90-399 S 
30-393 e 

90-399 8 

30-399 8 

90-393 S 
30-393 a 
90-399 P 

90-399 a 
30-399 Q 
90-230 R 
30-238 R 
90-239 R 

30-230 R 
COHHISSIQN 
90-361 R 
90 -B 06 P 
90-361 S 

90-361 a 
90-361 8 

90-361 a 
go -362 8 

90-362 8 

50-361 8 

90-361 8 

90-361 B 
90-361 a 
90-206 P 

90-206 P 
90-206 P 
50-361 8 

90-361 a 
30-362 8 

90-368 8 

90-361 S 
90-361 8 

90-361 8 

90-361 6 

90-362 8 

90-362 S 
90-362 8 

90-362 8 

30-361 8 

90-361 fl 
90-361 F 
90-361 F 
90-361 P 
90-361 P 

90-361 a 
30-361 0 

90-361 8 

50-361 a 
90-361 a 

50-361 a 
90-206 F 
90-361 P 
90-361 P 
50-206 P 

90-206 P 
50-206 P 
50-361 8 

50-362 3 

50-361 S 

80-361 8 

50-361 8 

90-322 H 
71-6717 
71-499 

71-499 
PROJ 
CONTRACT 
Nt/REO 
30-329 0 

90-329 0 

90-492 8 

90-482 S 
90-482 A 
90-482 A 

90-482 A 
90-482 E 
90-482 E 
S 0 - 4 B 2 E 



582 


CORPORATE SOURCE INDEX 


AUTHOR 

AcceostoM 

SUBJECT 


AUTHOR 

ACCESSION 

SU6^IECT 


AFFILIATIOM 

NUMBER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEOORY 


8303130007 

&0-4B2 

A 

Taltilgna Englnearing Sarvlcat 

8303030202# 

90-273 

R 


8303130007 

90-482 

A 


8303030299 

90-273 

R 


8309130007 

90-402 

A 


8309030303* 

90-273 

R 


e309ie03?3 

90-482 

E 


8309100229* 

90-322 

0 


B309310173 

50-482 

A 


8309180399 

30-279 

R 

Sta<;e< Dapt of 

B309 130273 

XPORTLIC 



8309180403* 

30-273 

R 


83D9060&B7 

XPORTHC 



8303200398 

/ S’ 

R 

Etivlrpn & Sclintlfjc Affalri 





8303200364* 

30-279 

R 


8309230203 

FOIA 



8309240342 

90-322 

A 

Lavaton 





8309270001 

30-322 

A 

Stona tt Mebstar Enginatrlng Corp 

8303030271 

90-279 

R 






S30S0302e2a 

90-279 

R 


8309270119* 

50-249 

P 






8303270296 

90-279 

P 


8309030481 

PR 



B303270309* 

90-279 

P 


8303090069 

90-423 

K 


8303270317 

90-279 

P 


8309100173 

90-279 

R 

Taladyne Hah Chang Albany 

8309090014 

XPORTLIC 



0309100179a 

30-279 

R 






8309100189* 

90-279 

R 


0309090114 

XPORTLIC 






Tannasst* Vallay Authority 

83041904?? 

90-327 

a 


&30S 120203 

9Q-275 

R 


83041 90337* 

90-327 

a 


83DS120211* 

90-279 

R 


8309030041 

90-3?0 

A 


8309120216# 

30-273 

ft 


8309030041 

90-3?0 

A 


8303170911 

30-279 

R 






6303170917* 

30-279 

R 


8309030072 

90-3? 0 

G 






8309030072 

90-390 

8 


B303IB0377 

30-273 

R 


8303030082 

30-390 

8 


8303180383 

PR 



8309030082 

30-390 

8 


8303180434 

PR 



8309030121 

50-390 

A 


8309 I 80463* 

30-398 

F 






8303230213 

30-275 

R 


0309030121 

90-390 

A 






8309030176 

90-327 

3 


8303230221* 

50-279 

fi 


0309030183* 

90-327 

8 


8303230996 

30-273 

R 


8309030292 

90-433 

9 


8303230999* 

30-279 

R 


8309030292 

90-438 

a 


8309230701* 

30-4 1 0 

A 






8300290406 

PR 



8309030266 

90-296 

& 






0309030272* 

90-296 

8 


8309290466 

90-279 

R 


8309030370 

90-438 

8 


8303290467* 

90-273 

R 


0309030370 

90-430 

8 


8309270003 

PR 



8309030434 

90-390 

A 


8309310186 

90-275 

R 






8303310191* 

90-279 

R 


8309030434 

30-390 

A 






8309030901 

90-239 

8 

Stona & HabsbeTf Inc 

0303030938 

90-279 

R 


8309030943 

30-390 

E 


8303030949* 

90-279 

R 


8309030943 

30-390 

E 


8309240223 

90-32? 

A 


8309030998 

50-430 

A 

Storr> J F. 

8309230603* 

90-410 

A 





Structural Ognanlca ftataarch Corp 

8303240407* 

90-313 

P 


830903096? 

50-327 

8 






8309030978 

50-390 

8 


B3D3240499* 

90-313 

P 


8309030978 

90-390 

8 

Structural Mechanics Associates 

8309170944* 

90-32? 

A 


830903097?* 

50-327 

8 

Suffolk CountV' NV 

8305030001 

30-322 

0 


8309030606 

30-390 

A 


8309030009* 

90-322 

0 






8309030007 

90-322 

0 


8309030606 

30-390 

A 






8309030629 

90-289 

0 


8309060918 

90-322 

0 


8309030631* 

90-289 

0 


8309090136* 

90-322 

0 


030.9540293 

90-390 

A 


B30'5i00lg7 

90-322 

0 


8309040293 

90-390 

A 


8305100239* 

90-322 

0 






B309I20297 

90-322 

0 


8309040911 

90-289 

P 






8309040911 

90-389 

P 


B3 09 120300* 

90-322 

0 


8309040911 

90-399 

P 


8309120329 

90-322 

0 


0309040917* 

90-239 

P 


030 91 20332* 

90-322 

D 


8309040917* 

90-389 

P 


8309130069 

90-322 

a 






8309240948 

90-322 

0 


8309040917* 

90-289 

P 






8309040633* 

90-287 

F 


8303310063 

90-322 

0 


8309040699* 

90-289 

P 

Sugarmani FI J 

8303310013 

90-332 

0 


8309090047 

90-390 

8 

Sunflana Appllancesi Ltd 

8309120471* 

40-219 



8309090047 

90-390 

S 


8303120476* 

40-219 






Sunflower Alliance 

0309040329 

90-440 

0 


S309090067 

90-390 

8 






8309090067 

90-390 

8 


0309040329 

90-440 

0 


8309090078 

90-390 

8 


0303040487 

90-440 

0 


0309090078 

90-390 

a 


8303040407 

90-440 

0 


8309090120 

30-430 

8 


6309040940 

90-440 

0 






830904094B 

90-440 

0 


8309090120 

90-430 

8 






8309090122 

90-430 

8 


8303100294 

90-440 

0 


8309090122 

90-430 

8 


0309100294 

90-440 

0 


8309090123 

90-327 

8 


8303100367 

90-440 

0 


8309090128* 

90-327 

a 


B30 31 00367 

90-440 

0 





5iaia4 e n 

830906D092 

XPORTLIC 



83090901 92 

90-320 

s 






8309090192 

90-330 

a 


8309180818 

XPORTLIC 



8309090192 

90-320 

B 


0309260060 

XPORTLIC 



8309090192 

90-320 

8 

Byncor International 

8309060294 

PR 



8309090192 

90-320 

8 

TERA Carp 

8304220919 

90-329 

A 






0309200993 

90-329 

A 


0309090192 

90-320 

8 






8309090183 

90-327 

B 


8303200953 

90-32? 

A 


8309090188 

90-390 

3 


830S200S67* 

90-329 

A 


8309090188 

90-390 

a 


8303200967* 

90-329 

A 


8309090188 

90-390 

8 


8309200379* 

90-329 

A 






8303310198 

90-329 

R 


8309090188 

90-390 

8 






8309090188 

90-390 

8 


8303310198 

90-329 

R 


8309090206* 

90-327 

8 


8305310203* 

90-32? 

R 


8309090211 

90-320 

3 


8309310203* 

90-32? 

R 


8309090217* 

90-330 

8 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCEB8I0N 

NUMOeR 


6309090318 
8309090324* 
8309090332 
8309050233 
83090 9023 B 

8308090243 

8309050243 

8309090249# 

B30309026A 

8309090272# 

8309100012 
83091 000 1 4# 
8309100031 
8309100036* 
8309100081 

8303100083* 
8303100101 
8303100101 
8303100107 
83031001 13# 

8303100188 

8303100193# 

8303100234 

6308100234 

8303100234 

8303100240 

8303100240 

B30S1002BS 

8303100292# 

8303100338 

8303100369# 

0303110292 

0303110304 

0303110304 

0303110317 

0309110319 

0309110319 

8305110319 

8305110319 

8303110329 

8309110329# 

0309110339 

0303110367# 

0303110373 

0309110302# 

0303110406 
0303110406 
0305110409 
83031 i0419# 
a3'(>5'U0438 

0305110441 
83051 10448 
8305110449# 
8309110303 
8309130003 

8303130020 
8309130029 
8303130029 
0303 130041 
B30S13008S 

8305130089 

8303130091# 

0303130131 

8303130133 

8309130133 

0309190141# 

0309130147 

0303130147 

0303130134 

0303130134 

0303130217 

8309130217 

0303170030 

0303170034# 

8303170149 

0303170145 

0309170237 

0303170240# 

8309170283 

0309170280 

830517029? 

8303170299 

0309170330 

0309170340# 

0303200107 


SUBJECT 

CftTEOQSy 


50-328 S 
30-328 S 
50-390 5 

90-390 8 

30-260 S 

90-390 0 

30-390 0 

90-260 0 

30-299 S 
50-299 S 

30-239 0 

50-299 S 
30-260 0 

50-260 S 
50-299 8 

50-239 S 
30-327 F 
50-327 F 
50-296 9 

50-296 S 

50-518 A 
50-9:18 A 
50-239 F 
50-259 F 
50-259 F 

30-430 A 
50-438 A 
50-260 a 
50-260 8 

30-430 A 

50-430 A 
90-439 S 
90-430 B 
90-438 9 

90-390 S 

50-390 0 

90-390 S 
90-390 S 
50-390 S 
50-327 S 

50-327 S 
90-239 8 

90-259 8 

90-327 S 
50-327 8 

90-430 S 
30-430 a 
90-320 8 

90-320 B 
50-337 0 

SO-439 S 
50-937 O 
50-937 0 

50-391 S 
50-259 P 

50-390 E 
30-227 P 
30-327 P 
50-327 F 
80-299 a 

80-439 8 

30-239 a 
90-260 8 

80-390 S 
50-390 8 

50-260 8 
90-438 8 

50-438 8 

30-430 8 

50-430 8 

30-390 8 

30-390 S 
90-296 8 

90-296 8 

50-327 P 

30-327 P 
90-366 A 
90-366 A 
50-390 S 
90-390 S 

90-390 S 
50-390 S 
90-260 0 

90-260 8 

50-43Q a 


author 

affiliation 


ACC 080 ION 
NUMBER 

0305200107 

0305200274 

0309200274 

6305200273 

0309200273 

6305200288 

0303200300# 

0305200329 

0305200323 

0305200343 

0309200343 

8303200387 

0303200420 

8303200426* 

8303200427 

0305200432# 

0305200319 

8305200919 

0305200369 

0305200577 

8305200981# 

8308230433 

8303230433 

0305230447 

0303230447 

B3092304BS 

0303230482 

8309230330 

8305230336# 

8309230349 

8309230949 

8309230931 

8305230991 

8309230969 

8309230965 

0309230969 

8309230569 

0309230579 

0309240333 

0309240323 

0303240394 

6309250342 

0303290357 

8303290380 

8303290400 

0309290402 

8309250421 

8309290421 

8503290429 

8303230429 

8305230433 

8309230439 

S309SS0473 

8305230473 

B309230S08 

0305230926 

0303230532 

0303260307 

0303270021 

0305270030 

0303270133 

0305270171 

0309270177 

0309270206* 

8309270206# 

8309270206# 

8309270233# 

0309270233# 

0305270399# 

8303270386# 

8303270967# 

8303270592# 

6303270592# 

B303270597# 

6303270608# 

6303270692# 

0303270660# 

8303270660# 

8309270660* 

0305310039 

8305310053 
830 33 100 S3 
0305310034 
8303310037* 
0303310037# 


SUBJECT 

CATEOORV 


30-430 S 
30-390 8 
30-390 a 
90-390 3 
30-390 8 

30-260 a 

30-260 8 
30-390 A 
50-390 A 
30-390 3 

50-390 0 
30-390 3 
50-260 0 
30-260 0 
50-327 S 

30-327 fi 
30-438 0 
50-438 3 
90-438 a 
50-327 3 

30-327 a 
50-390 8 
30-390 9 
30-390 B 
30-390 a 

30-390 0 
30-390 0 
30-327 3 
90-337 9 
30-438 3 

30-438 8 
30-436 8 
50-438 6 
50-438 9 
30-438 S 

30-390 3 
30-370 9 
30-390 8 
30-327 ft 
30-327 ft 

80-327 P 
30-320 S 
80-260 8 
80-320 6 
80-320 a 

80-359 8 
30-390 B 
30-390 8 
30-390 A 
50-390 A 

30-328 B 
90-390 a 
90-259 P 
90-239 P 
go-296 8 

90-327 a 
90-327 8 
90-327 6 
50-259 P 
90-259 P 

30-390 0 
80-239 Q 
30-289 0 
90-289 O 
90-289 Q 

90-259 a 
90-370 a 
30-390 Q 
90-259 a 
90-430 a 

90-390 Q 
90-430 Q 
90-438 Q 
90-430 Q 
90-430 Q 

90-239 0 
30-259 Q 
SO-289 0 
90-259 Q 
30-390 E 

90-327 P 
90-327 P 
90-296 a 
90-327 P 
90-327 P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


T»fcon Enploratlon Orillln} Co i lot 
Ttia-i At<M Unlv t Collrgs SLatlon< TX 


Ttias Instru<nentt> Inc 
T*iai Utllltlea Opncrdting Co 


Too* VLilltlss S«rviC(Sa Inc 


Taiaii State of 
T>Ka«> Unlv of 
Tftrta Mill Island Alert 


Toltdo Edifon Co 


ACCESSION 

SUBJECT 


AUTHOR ACCESSION 

subject 


NUMBER 

CATEOORY 

AFFILIATION NUMBER 

category 

8303310077 

50-327 

a 

0309130209* 

90-346 

a 

8303310138 

50-430 

B 

8309170162 

90-346 

B 

8303310138 

90-430 

S 

8309170171# 

30-346 

B 

B3033101A7 

30-327 

F 

8309170201 

50-346 

B 

8303310172 

50-390 

S 

8309170209* 

30-346 

8 

830531018? 

30-327 

P 

8309170462 

90-346 

P 

8303310193 

50-438 

3 

8309180411 

90-346 

P 

8303310193 

50-430 

S 

8309190149 

90-346 

R 

830S31O214 

90-438 

s 

8309190194* 

90-346 

R 

8303310214 

90-438 

8 

8309200337* 

90-346 

a 

83 OS 130281 

40-8728 


8309200914* 

90-346 

a 

8303030232 

30-120 

P 

G309200920* 

90-346 

0 

8303030237* 

90-128 

P 

8309200927* 

90-346 

a 

8303090073* 

90-128 

0 

8309200992 

90-346 

p 

B3OS09O388* 

90-445 

0 

8309230716 

90-346 

p 

8303180826 

71-3607 


8309240072* 

30-346 

0 

8303230697 

71-3607 


8303240219 

30-346 

a 

8305230328 

90-128 

R 

8303240291 

30-346 

F 

8309230600* 

90-410 

A 

8303240341 

30-346 

B 

8303030018 

90-449 

0 

830924039 1 

30-346 

P 

8303090307 

90-445 

T 

8309240423 

90-346 

P 

8303090307 

90-443 

T 

8309260241 

90-346 

P 

8303090313* 

30-449 

T 

8309260249* 

90-346 

P 

8303090313* 

90-443 

T 

8309260248* 

90-346 

P 

8303090317* 

90-445 

T 

8303260293 

90-346 

8 

8303090317* 

90-445 

T 

8309260303 

90-346 

a 

8303090321* 

90-443 

T 

830931 0030 

90-346 

B 

8 3030 9 0321* 

30-445 

T 

Torr»v Pln*s T*chnolejg 8303020367 

90-398 

A 

B303090523* 

30-445 

T 

8309020368* 

90-398 

A 

8303090323* 

30-443 

T 

8305020432 

90-398 

A 

8303090530* 

50-445 

T 

Traninvcltar. Inc 8309130301 

XPORTLtC 


0305090330* 

30-443 

T 

8309180831 

XPDRTLIC 


0303090726* 

30-445 

A 

8303190492 

XPORTLIC 


8305100267 

30-445 

0 

8309230107 

71-9019 


8303100267 

30-449 

0 

83032301 IS* 

71-9019 


8305100270 

30-443 

G 

8303230129* 

71-9019 


8305100270 

30-443 

0 

8303260097 

XPORTLIC 


8305100293 

30-443 

G 

Tr«niportatlon> 0*pt of 8303230234* 

FOIA 


8305100293 

30-443 

0 

Trial Lauv*r* fop Public Juitlc* 83031SO792* 

CONTRACT 


8303100321 

30-443 

0 

Tuoffliy. Latham it Shta S3031OO201 

90-322 

0 

3303100321 

90-445 

0 

B3091BO449 

PR 


8305130860 

90-443 

0 

ua Ecoloyyi Inc Iforntplg Nuclear 8309030917 

87-39 


8305130260 

90-443 

Q 

Enilnterlng ) 



8303160138 

90-445 

K 

8303110134 

27-48 


8303160138 

50-443 

K 

8309110199 

27-40 





Underuirltari Laboratory 830309003Be 

CONTRACT 


B303160141* 

30-443 

K 




6303160141* 

30-443 

K 

Unlforfflid Strvlces Unlv of the Heelth B309270033* 

90-320 

P 

8305170029 

70-2932 


Be l«nc*< 



8303190003 

70-2932 


Union 76 Mineral* Eiploratlon Co 83qjS06Q3B9 

40-8984 


e30V20029S 

90-443 

9 

Union Carbide Carp 5^<r3b2do2't 

XPORTLIC 





8303060349 

RES 


8305200298 

30-443 

S 

B309 130346 

ACRS 


8303200419* 

30-443 

Q 




8305200674* 

50-445 

0 

8309170904* 

30-94 

0 

8305100123 

50-443 

A 

B30917O908* 

30-94 

0 

8305100130 

30-443 

R 

8309180334 

PR 





8309260386 

40-299 


8305100133* 

30-449 

R 

8309260399 

40-299 


8303310151 

30-443 

A 




8303090310* 

30-445 

T 

8309260399* 

40-299 


8303100005 

30-192 

p 

Union Electric Co 8303240307 

S0-4B3 

A 

8303100212 

90-289 

G 

8303240311* 

30-463 

A 




8304190394 

30-482 

S 

8303180369 

PR 


8309030263* 

80-483 

a 

8303200669 

50-269 

0 




8303240444 

90-289 

0 

8309030467 

30-403 

e 

B30S240449 

30-289 

0 

8309060293* 

30-483 

a 

8303040303 

30-346 

P 

8309170136* 

30-403 

a 




8309170188* 

30-403 

a 

8303040472 

30-346 

P 

8309170227* 

30-483 

a 

8305040480* 

30-346 

P 




8309040491 

50-346 

P 

8309190249 

30-4 8 3 

o 

8309040497* 

30-346 

P 

8309200918* 

30-483 

3 

8303040303* 

30-346 

P 

8309280209 

30-483 

O 




8309330294 

30-483 

O 

8309060393 

50-346 

P 

8303290297* 

30-483 

o 

8309060919 

30-346 

0 




8303060923* 

30-346 

a 

8309290300* 

30-483 

o 

8305060601* 

30-346 

F 

8309290304* 

30-483 

0 

8303060608* 

80-346 

F 

8309290341* 

30-483 

4> 




8303290346* 

30-483 

o 

B303060699* 

30-346 

F 

8303230391* 

90-483 

o 

8303060702* 

30-346 

F 




8309110385 

30-346 

p 

8309290394* 

90-483 

0 

B305U0437 

50-346 

p 

8303230396* 

90-483 

o 

8305130032 

90-346 

p 

8309290398* 

SO- 4 83 

0 




8303290399* 

90-483 

o 

8303130093 

90-346 

8 

8303230360* 

90-483 

a 

3309130093* 

90-346 

S 




8303130190 

30-346 

3 

8303230363* 

90-483 

o 

8303130193* 

90-346 

B 

8305230372* 

90-483 

0 

8305130201* 

30-346 

B 

8303230303* 

90-483 

9 




CORPORATE SOURCE INDEX 


68 B 


AUTHOR 

APFILIATION 


Union of Concopnod Sclontl«t« 


Unltfd Englnoopo tt Conitructors< 
(lUbi, of Ravthoon Co. ) 

Unltod Nucloap Corp 


Uranium Raaourcaai Inc 
Ulaht Unlv. of 


ACCESSION 

SUBJECT 


NUMBER 

Category 

3303230380* 

50-403 

G 

9305230394* 

50-493 

« 

0303250401* 

50-403 

0 

0303230403* 

50-483 

0 

8303230400* 

50-403 

0 

8305230412* 

50-483 

0 

0303250419* 

50-403 

0 

0305230424* 

50-483 

0 

8303250420* 

50-403 

0 

0303250432* 

50-403 

0 

8303250436* 

30-483 

0 

B3032SO440* 

50-403 

0 

8303250444* 

50-483 

0 

8303250448* 

50-483 

0 

8303250431* 

50-403 

0 

8303250458* 

50-483 

0 

0303230461* 

30-403 

0 

8303230463* 

30-403 

0 

8305230468* 

30-483 

0 

8303230474* 

30-483 

0 

8305230477* 

30-403 

0 

8303230482* 

30-403 

0 

8303250406* 

30-483 

0 

8305250490* 

30-483 

0 

8305250496* 

30-483 

0 

8303230302* 

50-403 

0 

8303250306* 

50-483 

0 

0305250511* 

50-483 

0 

83052303 IS* 

50-483 

0 

8303250521* 

50-483 

0 

830S2SO324* 

50-483 

0 

8303230331* 

50-403 

0 

8303230336* 

50-483 

0 

8303230340* 

30-483 

0 

0308230342* 

30-483 

0 

8303230344* 

30-483 

0 

8308230348* 

30-403 

0 

8308230352* 

50-403 

0 

B30525O3S3* 

30-483 

0 

8305230557* 

30-483 

6 

0303230559* 

30-403 

0 

0305230568* 

50-403 

0 

830S2SO566* 

30-483 

0 

B303230S73* 

30-483 

0 

B30S230S76* 

30-403 

0 

0305230500* 

30-403 

0 

8303250383* 

30-403 

0 

830S2SOS84* 

50-403 

0 

8305230387* 

50-483 

Q 

0305230389* 

50-483 

a 

0303360164 

50-403 

0 

8305260160 

30-403 

0 

8305260173* 

50-403 

9 

0305030600 

50-247 

0 

0305030608 

50-247 

0 

0305030619* 

50-247 

0 

8305030619* 

50-247 

0 

8305030629* 

50-247 

0 

0305030629* 

50-247 

0 

8303030641* 

50-247 

0 

0305030641* 

30-247 

0 

8305030646* 

30-247 

0 

8303030646* 

30-247 

0 

0305030652* 

30-247 

0 

8305060382 

PR 


8305 100204 

50-247 

0 

8305160073 

30-209 

0 

8305100336 

PR 


8303230003 

FDIA 


8305230243 

FOIA 


8303240249 

30-245 

p 

830324DS3B 

50-247 

9 

8305240330 

50-247 

0 

0303240542* 

50-247 

0 

8303240542* 

50-247 

9 

8303200495 

50-443 

8 

8303200177 

70-37 1 


83032S037B* 

70-37 1 


8303250382* 

70-371 


8303250386* 

70-371 


B30S260371 

70-020 


8303160220 

40-8786 


0303190349 

30-407 

p 

0303190360* 

30-407 

p 


AUTHOR 

AFFIHATIOM 


ACCESSION SUBJECT 

NOM8ER CATEOaHT 


0303190369* 30-407 P 

0303190380* 30-407 P 

Utility Uorlieri Union of Aniorica 0303340434 30-347 O 

Vopmont Vankee Nuclear Pouiep Corp B303030101 30-371 3 

0303030100* 30-371 0 

0303130103 30-871 P 

0303170006 50-871 (1 

0303170007* 50-871 (1 

0303200317 30-371 P 

0303240195 30-871 P 

0303840343 50-871 V 

0303230369 50-871 P 

0303250374* 50-871 P 

0303270141 50-371 P 

0303310312 50-871 T 

V*t Admin Ho*p Omaha ■ NE 8305310012 30-131 P 

Virginia Electric I 4 Power Co 0303030130 50-330 8 

830S0301A5* 50-330 8 

0303030279 30-339 8 

0303030283* 50-339 8 

0303030337 30-339 8 

0303030364* 30-339 8 

8303030533 30-330 0 

0303030533 30-330 0 

030503061 1 30-330 8 


B30S030613* 

0303030633 

0305030640* 

B305040I73 

B30SO4OI73 

8303040409 
8305040409 
03OSO5OI18 
0305030$ 21* 
8305030126 


50-338 8 
50-339 8 
50-339 8 
50-338 P 
S 0-338 P 

30-338 P 
30-338 P 
30-201 Q 

30-801 g 
30-800 P 


8305050130* 

8305050186 

8303050191* 

8305050210 

8305050215* 


50-801 8 
50-338 0 
50-330 8 
50-339 a 
50-339 a 


8305050271 

8305050276* 

8305060061 

8305060100 

8305060203 

8305060556 

8305060556 

8305060361* 

8305060561* 

8303090139 


50-339 0 
50-339 8 
50-201 0 
50-201 F 
50-339 P 

50-200 P 
50-280 P 
50-200 P 
50-200 P 
50-200 Q 


8303100023 
8303100089* 
8303100100 
8303100108 
83031001 11* 

83031001 II* 
83031001 13 
8303100120* 
8303100129* 
8303100239 


30-339 9 
30-339 a 
30-200 P 
30-200 P 
30-200 P 

30-280 P 
30-200 8 
30-200 8 
30-200 B 
30-339 0 


8305100263* 50-339 
6305100313 00-800 
8305110283 30-330 
8305110200* 30-330 
8303110330 30-339 

8303110336* 30-339 
8305110433 30-339 
6303110463* 30-339 
6303120047 30-339 
8303120244 30-201 

8305120230* 50-201 
8303180306 30-339 
8303130038 30-200 
6303100030 50-200 
8305130030 50-280 

8305 130038 30-200 
8303130125 50-201 
8303130130* 30-201 
8305130136* 30-201 
8305130190 30-200 

8303130203* 30-200 
8303130228 30-200 
8303130243* 30-280 
8303170406 50-330 
8303170412* 30-330 


a 

O 

0 

a 

a 

a 

8 

a 

0 

p 

p 

p 

F 

F 

F 


F 

B 

B 


8 

8 

8 

8 

8 
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CORPORATE SOURCE INDEX 


author 

AFP in AT ION 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 


8303180372 

50-280 

P 


8305180372 

30-280 

P 


8305 1902 19 

30-338 

0 


3305190233 

30-339 

P 


830 5200 146 

90-333 

s 


8305200163 

50-280 

p 


8309200163 

30-280 

p 


3305200279 

30-339 

s 


8303200284 • 

50-339 

s 


0309200499 

30-280 

p 


0309200499 

90-280 

p 


8303200374 

30-333 

5 


830 3 20 0383# 

50-338 

s 


0309230424 

30-281 

5 


8305230432* 

50-281 

s 


0305230451* 

50-2B1 

8 


0305230288 

50-338 

S 


0305230384 

50-339 

8 


0303250417 

50-330 

8 


0309260232 

50-280 

P 


0305260323 

30-338 

P 


8305260323 

50-039 

P 


0305270143 

30-330 

0 


3303270150 

30-339 

P 


0305270220 

50-330 

P 


0305270220 

50-330 

P 


03O527O24B# 

30-280 

a 


0305270323 

30-333 

s 


0305270335 

50-339 

s 


0303270407# 

50-330 

0 


0303270416* 

30-333 

0 


0303270426* 

50-333 

0 


0305310099 

50-337 

p 

Virginia. Univ oF. Charlottesville. VA 

8309230348 

50-396 

p 


0309270226* 

50-62 

a 

WSI Corp 

8303090300# 

CGMTRACT 


0309360097# 

CONTRACT 

Wabash Valley pouier Assacietion. Inc 

0309130073 

50-346 

0 


0303130073 

50-946 

0 


0303130078 

90-546 

0 


8305130098 

50-546 

0 


8305130244 

50-546 

G 


0305130244 

50-546 

0 


0305170306 

90-546 

A 


0305200209 

50-546 

F 

Wall Street Journal 

0305180003 

FOIA 


Washington Public power Supply System 

0303290382 

50-397 

C 


0305020473 

9Q-46Q 

0 


8305030166 

50-460 

K 


8305030172# 

50-460 

K 


8305030300 

90-397 

8 


0305030324 

90-397 

A 


0305030409 

90-903 

8 


0305030300 

90-397 

S 


8305030307 

90-397 

8 


0305040565 

TDPREP 



0305040613# 

TOPREP 



030 5090009 

90-460 

0 


8309090019 

30-460 

0 


8305090159 

30-397 

0 


0305090164# 

30-397 

Q 


8305060491 

30-308 

0 


0305100097 

30-508 

A 


8305100110 

90-397 

A 


8305100246 

SO-460 

K 


0305100304 

90-300 

A 


03051 20233 

50-397 

K 


6305 180236a 

50-397 

K 


8303130106 

50-397 

S 


0305 1 3024 5 

50-397 

R 


8303160041 

50-397 

E 


8305160047 

50-509 

S 


0305 170136 

90-397 

A 


8305170516 

50-460 

0 


0303230300 

50-305 

P 


0305200308# 

90-305 

P 


8303240463 

90-460 

o 


0303310164 

90-309 

R 

Washington. State of 

0305100416# 

50-237 

0 


8305310076 

30-460 

0 

Waste Hanagehient Group, Inc 

03051 10158 

WASTE MOT 

Water, Waste & Land. Inc 

0305260388 

40-229 


He Try Harder. Inc 

0303030389* 

CONTRACT 


West Branch Conservation Association 

6303030035 

30-247 

0 


6305200605 

30-247 

0 


AUTHOR 

AFPILlATtaN 


ACCESSION GUBJEtt 

WHBER CATESOBV 


Hett UallBij Agricultural Protection 

CounrlJj Jnc 


0308160032 90-9J9 o 


030316003a 90-8M o 

0303160034 50-SS9 o 

0303160034 S0-3a9 a 

0303160000 30-33? 0 


Nest Valley Nuclear Services Cq , Inc 

West Virginia univ 

Westchester County Association. Inc 

Wastchastsr County, NV 


Western Nuclear, Ine (subs of Phelps 
Dodge Carp ) 


Westinghouse Electric Corp 


0309160086 

ososaaooao* 

0309S4061BK 

O3O9S603O9 

0309840317 

0309190342 

Q309S40333 

0308S40933 

S309S40S39e 

B309S40939e 

8309020407 

8309020 4 17« 
8303280173 
8304ld094S 
8304180988* 


30 - 38 ? 0 

SO-swi p. 
30 -SOI p 
30 - 12 ? u 
90-847 H 

30-247 a 
90-847 1 

90-847 I 
90-847 I 
30-247 I 

40-1 U2 

40-1142 
40-1148 
TOPBEP 
TOP REP 


8303020073 

8309020076# 

8309020272 

8309020292# 

8309030426 


70-69fi 
70-690 
90-866 p 
30-266 P 
TOPREP 


830303043ett 

8309090200 

8303030208* 

8303030288* 

8303090013 

8303090202# 

8309090212 

8309100273# 

8303110377* 

8303110398# 


TOPREP 
TOPREP 
rOPREP 
90-369 P 
XPOHTl-IC 

PROJ 

PBOJ 

90-334 & 

30-334 P 
30-334 P 


8309110427 

8303130303 

8309170302 

8303170307# 

8303170311# 

8303170314 

8303170314 

8309170319 

8303170319 

8303170334 

8303170334 
aq<)9i7040e 
8303170408 
8303170411# 
830317041 I# 


90-334 a 

XPOWTLlC 

TOPREP 

TOPREP 

TOPREP 

90-494 Q 
SO-4S4 B 
30-494 0 

90-494 P 
90-494 D 

90-494 P 
90-49) r 
90-494 r 
30-494 T 
90-494 T 


Wh i t taler Corp 


N1 1 1 laets-Robinette it Associates, Inc, 
Wilson, R. 


Milt, D D 


8303170322 

8303170322 

8303170334 

8303180019 

B3091S0262 

8309180273# 

8303200304 

8303200319# 

8303200332# 

8309200681# 

8303230293 

8303240346# 

8309260037# 

8303260070 

8303260330 

8303270006 
8309270012* 
8309270439* 
830927048 1 
8309270488* 

8309120264* 

8303120268* 

8309120269* 

8309120279* 

8303090012* 

8303170614* 

8305170436 

8303170436 

8303170486 

8303170486 

8303170491 
8303 I 70491 
6303040487 


90-494 P 
90-494 P 
TOPREP 
71-9070 
TOPREP 

TOPREP 

PR 

aA999 
OA999 
90-373 P 

TOPREP 

0A999 

XPQRTHC 

XPOBTLIC 

XPORTUe 

TOPREP 

TOPREP 

70-1191 

TOPREP 

TOPREP 

40-672 

40-672 

70-02 

40-672 

CONTRACT 

CONTRACT 
90-400 9 

30-400 9 

90-400 9 

50-400 P 

30-400 0 

30-400 P 
30-440 9 
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AUTHOR 

AFFILIATION 


Uisconvln Electric Power Co 


Mlscontln Public Service Carp 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOftV 

AUTHOR 

AFFlLfATlOM 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8305040107 

50-440 

0 





03OSO4O94B 

50-440 

0 

Ni tcont 1 n. State o? 

8305040660* 

CONTRACT 


8305040948 

50-440 

0 


8305310134 

90-309 

R 

8309100214 

50-440 

G 

Wr 1 g h t . 0 

63051 tOl'?B* 

CONTRACT 


8305100294 

50-440 

0 

Uy 1 e Laboratories 

8305100349* 

QA999 






8305100359* 

QA999 


0309100367 

90-440 

<9 





8305100367 

90-440 

0 


8305110089* 

90-373 

P 

0309310031 

90-440 

H 


8305240403* 

aA999 


0305020438 

90-266 

0 


8305270011* 

90-261 

P 

8305030275 

30-30 1 

B 

Ugoming Mineral Corp 

8305260144 

40-8902 





Uijoffllngi State of 

8305030233 

40-8728 


83 09 03 0280 » 

90-301 

a 





8309030376 

50-266 

B 


8305030262* 

40-8728 


03O3O3O382* 

50-266 

3 


8305030273* 

40-8720 


8309030923 

90-266 

F 


8305030709 

40-8728 


8309060408 

90-266 

P 


0305030711 

40-2299 






8305030713 

40-8697 


8305060408 

90-266 

P 


8303040002 

40-0904 


0305110079 

50-266 

P 


8305060222 

40-8340 


8305110075 

90-266 

P 


8305060226 

40-8300 


8305110181 

50-266 

P 


0303060357 

40-8714 


8305110181 

50-266 

P 


8305060631 

40-8697 


8305110187* 

50-266 

P 


8309130363 

40-8064 


8309110187* 

90-266 

P 


8309160209 

40-2299 


8305110201 

90-266 

P 


8309160209 

40-0902 


8309110201 

50-266 

P 


8309160211 

40-8304 


8305120408 

90-266 

Q 


8303160274 

40-0380 


8305120408 

50-266 

□ 


8303160276 

40-299 


8309130009 

90-266 

P 


0309170242 

40-0064 


83 09 13000'? 

90-266 

P 


8303200031 

40-4492 


8309130034 

90-266 

9 


8305290199 

40-8102 


830916016'? 

90-266 

R 


8305290241 

40-8697 


8309160171* 

50-266 

R 


8309260363 

40-299 


8309170144* 

90-266 

Q 


8309260363 

40-299 


8309170252* 

90-266 

Q 


8309260389 

40-299 


8309170263* 

50-266 

Q 

Yale Unlv j New Haven< CT 

8305030646* 

90-247 

0 

8305170291 

50-266 

0 

Yankee Atamlc Electric Co 

8305030590 

90-29 

8 

8305190226 

50-266 

8 


0305030597* 

90-29 

S 

830920022'? 

90-266 

Q 


8305090006 

50-443 

F 

8305200229 

90-266 

Q 


830S050263 

90-29 

5 

8309230724 

90-266 

P 


8309090268* 

90-29 

s 

8309240131 

90-266 

P 


8305060 1 92 

50-29 

F 

8309240331 

90-301 

8 


8305060215 

50-29 

F 

8309240390 

90-301 

8 


8305100228 

90-29 

P 

8309240379 

30-266 

s 


8305110010 

90-29 

F 

8309340412 

90-301 

8 


8309110020* 

50-29 

F 

8305240497 

90-266 

P 


8305170459 

90-29 

P 

8309240497 

90-266 

P 


8309180342 

PR 


8309270241 

90-266 

Q 


8309190164 

90-443 

S 

8305270598 

90-266 

0 


8309200393 

90-443 

S 

8309270993 

90-266 

0 


8305200393 

90-443 

S 

B3‘05b3031 4 

90-309 

Q 


8305200402 

90-443 

6 

8305D30600 

90-309 

P 


8305200402 

90-443 

S 

8309030602* 

90-309 

P 


0305240358 

90-29 

P 

8309040009* 

50-309 

F 


8305240364 

90-29 

P 

8309040014* 

90-309 

F 


8309290244 

90-443 

3 

8309090106 

90-309 

R 


8309270019 

90-443 

A 

8309100102 

90-305 

P 


8305270019 

90-443 

A 

eios-iooi £4 

90-309 

P 

Yorttouini NY 

8309240941 

90-247 

H 

83051 0D3B9 

90-305 

8 


0309240946 

90-247 

0 

0305100397* 

90-309 

8 


8309240546 

50-247 

0 

8305110003 

90-309 

P 


8309270983 

90-247 

0 

8305130250 

50-305 

R 


0309270583 

90-247 

0 

B3DSI30251* 

50-309 

R 

Zeck Cq 

0309190112* 

50-329 

s 

8305170150 

90-305 

P 





8309170267 

50-305 

8 





8305170271* 

90-305 

8 





8309170323 

50-305 

S 





8305 180261 

90-305 

0 





8305230728 

50-309 

P 





8305270009 

50-308 

P 





8305270198 

90-305 

a 
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The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMDCn 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEOORY NUMBER 

0393-03 

8309130086* 

90-244 

P 

04-0640-0062 ROl 

8305030564* 

50-290 

P 

1 96-028- 14 

03092001 10* 

90-277 

Q 

196-028-24 

0309270092* 

90-371 

0 

292 ROl 

8305120290* 

90-381 

P 

45307-1 

8309270011* 

90-361 

P 

46511-3 

8309110089* 

90-373 

P 

71-1C8-RADMC-R1 

8309020292* 

50-366 

P 

77-U4O0'?'7-Ol 

0305090464* 

90-303 

P 

77-1141514-00 

0309020404* 

90-329 

E 

77-1142162-00 

8309110443* 

90-346 

P 

0 15 1-0 ROl 

8305270901* 

50-434 

0 9AD-401 

9206100210 

8306100210* 

RES 

8A 1-1-106-03-04 

03-154 R02 

8309030412* 

90-306 

P 

93-194 R03 

8309200412* 

90-306 

P 

0303000182 

0303080182 

RES 

8AI-l-lB6-0J-6t 

8303000107 

0303080187* 

RES 

8At-l-106“O3“61 

9303000174 

9303090194 

REB 

SAI-1-106-03-61 

0303080202 

8303090203* 

RES 

8AI-1-186-03-61 

9303080207 

8303080209 

RES 

BAI -1-186-03-61 

9303080315 

8303080219* 

RE9 

SAI-I-1B6-03-61 

8305030025 

8309030039 

RES 


8305060347 

9309060349 

RES 


8305110062 

83091 10063 

RES 


8305110083 

83091 10003 

RES 


8305130272 

9309130292 

RES 


8305250155 

9309290 199 

REB 

NRC-60-10-01-09 

8305250168 

9309290168 

RES 


0305350174 

8309290174 

RES 


40-443 

8309030347* 

90-339 

R 

APL-OI-014 

8303240487* 

90-313 

P 

4PL-02-013 

0303240499* 

90-313 

P 

0 14/TER -0-7 

0303310030* 

90-333 

P TAG 44373 

BAM-1774 

0309270309* 

90-869 

P 

BNML-S15? 

0011180782* 

MI8C 

NRC-1 

BHNP-20004 {6-76) 03 

8309020392* 

90-313 

P 19-1130580-03 

CEN-247<N)-NP 

8309130293* 

90-336 

P 

C08/8116R03Q 

9309310311 

WASTE MOT 

COM05B 0011 0007 

8309300307* 

90-837 

8 

CPC-8A ROl 

8309340969* 

90-199 

P 

COD'003470 ROO 

8309190303* 

90-373 

P 

CR 729 RA 

8309100399* 

90-438 

A 

CR 730 RA 

8309100383* 

90-438 

A 

CRBRP-3 VOS R05 

8309310003* 

90-937 

A 

CT-39086A 

8309170311* 

TOPRBP 


DRR-AF-OOi-DB ROO 

8309300680* 

90-373 

P 

E-350B ROl 

8309830139* 

71-9019 


EMD-043449 

8309800301* 

90-837 

B 9406-33 

E8-LPD-a3-001 ROl 

8305330393* 

90-937 

A 

F-AS81B-1 

8309190323* 

90-307 

8 

FATE-82-114 

8301060137* 

50-309 

P 

OPC-04-104 ROl 

8309060059* 

90-321 

p <3PC004 0104 

OPC-07-103 RA DRFT 

8309310097* 

90-366 

0 

LMBE-7S /0363«< 191/039 

8309330687* 

90-410 

A 

LM8B-76 /008 16191-033 

8309330661* 

90-410 

A 


REPORT 

NUMBER 

ACCESSION 

NUMBER 
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CATEOQRV 

OTHER REPORT 
NUMBER 

I.M8E-B3/00916191-09a 

8309230987* 

90-410 

A 


MPOP-1 R06 DRFT 

8309190300* 

90-329 

Q 

MPOP-l 

NED0~84OI l-A-9 ERR 

8309090497* 

TOPREP 


B2NEI>097 

NEDa-3401 1-A0U-A-U3 

8309090499* 

TOPREP 


B2NED098 

NEDa-34g83 ROl 

S309260329* 

90-324 

P 

B1NEDO078 

NEOO-24712-A 

8309040466* 

TOPREP 


79NE0t23Rl 

KMPllK 

8304110919* 

90-220 

R 


NP-PS- 93-0378 RO 

8309030343* 

TOPREP 



NUC3-E1 

8309100144* 

90-293 

R 


NUfiEO-0030 V07 NOl 

8309170128 

NUREO 



KUREO-0040 V07 NOl 

B3090406B9 

NUREO 



NUfiEO-0472 007 R03 

8309060007* 

90-266 

P 

PHR-8T8-1 

NURE0-04B5 V09 N03 

8309060680 

NUREO 



NUREO-0940 V04 NOl 

8309040693 

NUREO 



NUREO-09aO V12 N04 

8309170088 

NUREO 



MUflEO-0730 ROl 

6309090046 

NUREO 



NUREO-0740 VOS N03 

8309110240 

NUREO 



NUREO-OaOO R04 

8309170092 

NUREO 


P8RP-6 S 2 R4 

NURE0-0SS7 

8309040662 

90-409 

P 


NUREO-Oe37 V02 N03ER 

8305170979 

NUREO 



NURE0-0a69 FC 

0309170123 

NUREO 



NUREO-OB71 V02 NOS 

8309110114 

NUREO 



NUREO-OBa7 803 

8309170096 

90-440 

E 


MUREO-0096 SOI 

8309170668 

90-443 

E 


MUHEO-Oa97 FC 

6309170118 

NUREO 



MUREO-0940 V02 NOl 

6309110174 

NUREO 



NUREO-0941 

8309180796 

NIRIEO 



NUREO-0994 801 

8309170712 

90-413 

E 


NUREO-0968 801 

8309170097 

90-537 

E 


NUREO-0969 

8309110118 

90-398 

A 


NUREa-0972 

8309170149 

90-400 

0 


NUREO-tOOO VOl 

8309170674 

90-272 

s 


NUREO/BR-0006 ROl 

6309090040 

NUREO 



NURE9/BR-0006 ROl ER 

8309090039 

NUREO 



NURE0/BR-0O23 V09 N4 

8309170137 

NUREO 



NUREe/8R-0091 V04 N6 

6309040740 

NUREO 



NUREO/CP-003S 

6309110119 

NUREO 


BNL-NUfiEO-91979 

NUREO/CP-0043 

6309270109 

NlffiEO 



NUREO/CR-0I69 VOI 

6309110462 

NUREO 


EOO-2037 

NUREO/Cfl-2000 VOS N3 

8309020536 

NUREO 


0RM./N3rC-200 

NURE(5/CR-2000 V02 N4 

8309310237 

NUREO 


ORNL/N8tC-800 

NUREe/CR-200l 

8309090426 

NUREO 


EPRI HP-2372 , 

NUflEO/CR-2009 ROl 

8309060679 

NUREO 


SANDai-7074 

NURE9/CR-2069 ROl 

8309110120 

NUREO 


0RM./NSIC-1B1/R 

NUReO/CR-2326 

6309310210 

NUREO 


BAN0SI-t994 

NURE0/CR-233t VOS N3 

6309110237 

NUREO 


BNL-NUREO-81494 

NURE9/CR-24B2 V02 

6309170101 

NUREO 


BNt.-NURE0-S1494 

NURE0/CR-296e 

6309110196 

NUREO 


eEAP-32046 ' 

NURE9/CR-2716 V04 

6305110206 

NUREO 


PNL-4a79-4 

NUREO/CR-2743 

6305110926 

NUREO 


eAN083-7094 

NUREO/Cfl-2744 V02 

8309110491 

NUREO 


3ANl)82-7097 

NUREO/CR-2769 

8309110497 

NUREO 


PNL-4414 

NUREO/CR-2774 V04 

8309110148 

NUREO 


ANI.-83-24 

NUREO/CR-2924 

8309060674 

NUREO 


PNL-4434 

NURE9/Cft-3013 

8309110126 

90-312 

p 

BNL-NURBO- 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 


ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGDRY NUMBER 

WUREO/CR-301i 


8309100762 

NUREO 

PNL-4916 

NUReo/CR-a073 


8309110131 

NJREG 

aNL-NURE0-5t616 

NURE9/'CR-a07«» 


B309t 10227 

NUREO 

BNL-NUREO-91623 

NUREO/CR-3091 


B309020947 

NUREO 

BNL-NUREO-91630 

NUREO/’CR-3IOO 


B3053 10209 

NUREO 

S4NDa2-2902 

NURE0/CR-3U4 

ERR 

6309130341 

NUREO 

ORNL/TM-0614 

NUflE0/'CR-3H7 


8309090162 

NUREO 


NURE0/CR-31I9 

VOI 

8309110027 

NUREO 


NUReo/CR-3J34 


B30906Q233 

NUREO 

PNL-4604 

NUREO/GR-3140 


B305O9O432 

NUREO 

SAND82-29B9 

NUReo/CR-3173 


8309170121 

NUREO 


NUAE0/CR-3te4 


8309110923 

NUREO 

EOO-2244 

NUREfl/CR-31B7 


B3081 10127 

NUREO 

8NL-NUREG- 51693 

NUReo/CR-319& 


8309110918 

NUREO 

EOO-2246 

NUReo/CR>3ai6 


6305110467 

NUREO 

EGO-2249 

NURE0/CR-33S0 


8309110162 

NUREO 

ANU-B3-19 

NURE0/CR-3S29 


8309060347 

NUREO 


NUReo/CR-3230 


8309240015 

NUREO 

MEA-2013 

NURE0/CR-3a35 

VOl 

6305170122 

NUREO 

SAND82-1997 

WREO/CR-aaOB 

voa-04 

8305170132 

NUREO 

8AND82-1597 

NUREO/CR-SaSS 

V05-OA 

8305170135 

NUREO 

3ANDa2-1357 

riUREO/CR-3240 


8309170086 

90-537 

A BNL-NUREO-91663 

HURE0/CR~3299 


8309110476 

NUREO 


NUnE0/CR-32A£ 


8309110512 

NUREO 


OHNl./ENe/TM-5 

DHF 01 

8309260004* 

71-5952 

22249 

PI 05-4-039-033 ROl 

8309030581* 

30-279 

R 

PALEX-B3 


8309020083* 

30-299 

F 

AB-NRR-SO-lOa 


0309290034* 

POIA 


BAI-ie6-Oa3-10 

8209150291* 

90-250 

Q 

SAl- 166-023-39 

0209200375* 

90-313 

P 


REPORT ACCESSION SUBJECT OTHER REPORT 

NUMBER NUMBER CATEOORV NUMBER 


aAl-lB6-029-34 

0207080438* 

50-321 

P 



eECY-e2-013D 

8309230070* 

FOIA 




SECV-83-017 

8309180328* 

50-237 

P 



SECY-83-0 19 

0309180322* 

FOIA 




6ECY-83-059 

0302200090 

SECY 




SECY-83-059D 

8304220083 

SECY 




8ECY-e3-067 

8309290250 

SECY 




SECY-83- 140 

8309020930 

50-320 

P 



SECV-83-190 

S30S 170232 

50-272 

S 



9ECV-83-199 

0309270110 

SECY 




SL-TR-IA R06 

0305090469* 

TOPREP 




SMA 13701 OSR003 V05 

8305170944* 

50-329 

A 

ISSUANCES 

8R 0O3t-SStO ROO 

8305100281* 

50-352 

A 



TER-C5257-207/20a 

8208060249* 

50-338 

P 



TER-C9237-2a 

8206300177* 

50-309 

P 



TER -C 9906-101/102 

8309200720* 

90-338 

P 

TAC 

0147 

TEfl~C5906-396 DRFT 

8305310241* 

90-209 

P 

TAC 

07991 

TER-C5906'358 ORTT 

8305230284* 

50-213 

P 



T6R-C9906-374/375/37 

0304070286* 

90-269 

P 

TAC 

0BO69 

TER-C5506-99 

0209210332* 

90-336 

P 



TR-S318-1 ROl 

0305270119* 

90-249 

P 



TR-B3021-1 ROO 

8305030178* 

90-341 

A 



TR-03021-1 ROO ERR 

830SOS0010* 

90-341 

A 



UC ID- 19450 

8209020602* 

50-335 

P 



UCID-19490 ROl 

8304060471* 

50-339 

P 



HCAP-10292 

8305110398* 

90-334 

P 



WP-0676 

8305230729* 

90-368 

P 



WPBa-0A-O04 R07 

8305040613* 

TOPREP 




yi003J01A46 ROl 

0305060076* 

50-331 

P 



Y1003J01A53 

8305100370* 

90-329 

P 



Y1003JOIA56 ROl 

8305270378* 

30-333 

P 





CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the princlpai docu- 
ment under which the enclosure Is listed. Knowing the 
accession number of the principal document the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7900000036 

03O5IBOOO1 

03/03709 

50-490 

0 

7909180814 

0309100001 

03/03709 

50-490 

8 

7911190333 

0309100009 

03/04718 

FOIA 


8003140896 

0309180001 

03703709 

50-490 

A 

BOOS80D93O 

0309180001 

83/03709 

50-490 

0 

0006090838 

0303100001 

03/03/09 

50-498 

0 

0006090440 

8309100001 

03/03709 

30-490 

0 

0006090443 

0309100001 

03/03709 

90-490 

A 

00061 00378 

0309020007 

03/01711 

FOIA 


0000120773 

0309180001 

03/03709 

30-490 

A 

0008290310 

0309020007 

03701/11 

FOIA 


0000290337 

0309020007 

83701711 

FOtA 


0000290463 

0309020007 

83/01/11 

FOtA 


0009 120392 

8309180001 

83703709 

90-490 

0 

BOIOO9043O 

8309180001 

03/03709 

90-490 

A 

0010200570 

0305100001 

03703709 

30-324 

P 

0010200981 

0309100001 

0370370? 

50-490 

A 

8011180708 

0309040996 

79/01789 

MISC 


8103130867 

0309020007 

83/01711 

F01A 


81032S03BS 

0309100001 

83703709 

90-490 

0 

8103300876 

0309240294 

03/03731 

90-416 

A 

0104030770 

8309020007 

B3/01711 

FOIA 


8104060899 

03OSO2OOO7 

03701711 

FOIA 


B 1 08290739 

0309240892 

03/04/14 

COMMISSION 

8111030693 

0309090929 

03/03710 

FOIA 


0111030699 

0309090929 

83/03710 

FOIA 


8112160839 

0309120224 

03/03/01 

40-672 


8112290997 

0309120224 

03703701 

70-929 


8201070110 

0309060139 

03/03/03 

40-678 


0203190093 

0309090929 

83/03710 

90-443 

F 

8203180038 

8309060073 

03703/14 

90-206 

P 

0804190027 

0305060073 

03703714 

90-206 

P 

8206100210 

0806100204 

02/06/00 

REB 


0206300177 

0309230301 

83/09711 

30-309 

P 

8207000498 

8309040769 

03/04780 

50-381 

P 

8207030928 

8309020066 

03/04/89 

50-859 

P 

0207000170 

0309120400 

93703/29 

90-371 

Q 

B20B060242 

0309060139 

03/03703 

40-672 


B2O0O6O244 

0309060139 

83703/03 

40-672 


8200060849 

0309090144 

03/04780 

90-330 

P 

8200190078 

0309090329 

03/03710 

50-443 

R 

8208290906 

8305190009 

03703/11 

50-373 

P 

0209020608 

8309120146 

03/09/03 

90-335 

P 

0809190231 

0309090009 

03/04/86 

90-290 

8 

8209200079 

0309090147 

03/04/10 

90-313 

P 

8209210032 

0309060090 

03/04721 

50-336 

P 

8211030191 

B3D9160199 

03/03/31 

50-312 

Q 

0811100020 

8309160899 

03/03/84 

90-312 

S 

8211110649 

8309160893 

83/03/84 

90-312 

0 

0211190068 

0309160293 

03/03/24 

90-312 

Q 


The subject category column in this index dockot 

number and the symbol for the category of Information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are entered 
in this column by symbol; for example, ACRS. These cato- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION HUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEfiOHY 

8811180901 

8309160193 

03/03/31 

50-312 

0 

0212070098 

0309120607 

03/04/28 

MISC 


8301060137 

0303240026 

03/03/09 

90-309 

P 

8301180436 

0309040323 

03/09/04 

90-247 

P 

8301310274 

0301310260 

03/01/28 

90-392 

K 

0302290480 

0305230704 

03/09/16 

90-470 

A 

0303000187 

0303080182 

03/02/20 

RES 


0303000202 

B3D3080194 

03/02/20 

RES 


0303000213 

0303080209 

93/02/20 

RES 


0303170139 

0305060648 

03/09/03 

90-423 

A 

0303240029 

0303240026 

93/03/09 

90-309 

P 

0303240311 

8303240307 

93/03/21 

90-403 

A 

0303240394 

0303240390 

03/03/23 

90-937 

Q 

03O324O4B7 

0303240480 

03/03/22 

50-313 

P 

8303240495 

8303240480 

03/03/22 

50-313 

P 

8303200136 

8303280126 

03/03/17 

90-319 

S 

8303280102 

8303280177 

83/02/23 

40-2061 


8303280329 

8303230319 

03/03/14 

50-302 

P 

0303300002 

0303300001 

03/03/11 

90-295 

P 

0303300003 

8303300001 

03/03/11 

90-299 

P 

0303300396 

0303300307 

03/03/11 

50-260 

P 

0303300401 

0303 3 003 87 

03/03/11 

90-260 

P 

0303300400 

0303300387 

03/03/1 1 

50-260 

P 

0303310020 

8309030135 

03/04/10 

90-333 

P 

0304010139 

0305120607 

03/04/28 

MISC 


8304040394 

0304040391 

03/03/30 

30-322 

u 

8304040591 

0309120607 

03/04/20 

MISC 


8304090234 

0304060243 

03/03/20 

30-461 

K 

8304060126 

0304060110 

03/04/04 

90-440 

E 

8304060471 

0309120146 

03/09/03 

30-335 

P 

8304070206 

8309130294 

03/04/20 

90-269 

P 

0304000009 

0309060398 

03/04/13 

TDPREP 


8304110320 

0304110321 

03/04/07 

90-416 

P 

0304110339 

0304110321 

03/04/07 

90-416 

P 

0304110319 

0304110916 

03/03/30 

30-220 

R 

0304110706 

0304110696 

03/03/24 

90-293 

a 

0304120042 

0304120027 

03/03/30 

90-32 1 

p 

0304120412 

8304120409 

03/03/23 

50-373 

a 

8304130042 

0304130034 

03/03/05 

71-494 


8304140161 

0309260322 

03/09/24 

30-332 

a 

8304140320 

0309090299 

03/04/22 

MISC 


8304150147 

0304150143 

03/03/30 

30-313 

a 

0304190154 

8304190143 

83/03/30 

30-313 

a 

0304190364 

0304190362 

03/04/01 

50-440 

o 

0304 1 90372 

0304190368 

03/03/19 

30-361 

R 

0304190498 

9309040062 

03/04/1 1 

30-494 

F 

0304180420 

0309260149 

03/09/10 

MTSC 


8304180913 

0304100491 

03/04/06 

30-3 1 1 

S 

8304100994 

0304100941 

83/04/05 

70-1143 


8304100538 

8304180940 

03/04/12 

TOPREP 
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CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DDCUMEMT 

DATS 

ISSUED 

SUBJECT 

CATEOORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOftV 

S304 190337 

0304190499 

83/04/13 

50-327 

S 

8305020324 

0305020322 

83/04/18 

50-57 

0 

0304210240 

8304210238 

83/04/13 

50-410 

K 

8309020327 

8309020322 

83/04/10 

50-97 

0 

S3042202S7 

8303060671 

83/04/22 

50-321 

P 

8309020329 

8309020320 

83/04/1? 

50-282 

0 

030423013)3 

B3042S01S2 

83/04/11 

70-2953 


8305020332 

8309020322 

83/04/10 

90-97 

0 

0304230190 

8304230167 

83/04/21 

50-946 

K 

9309020339 

8305020336 

03/04/00 

90-461 

0 

8304370426 

8304270424 

83/04/22 

90-313 

F 

9305020344 

8305020340 

83/04/26 

90-317 

0 

8304270427 

8304270424 

83/04/22 

50-313 

F 

8309020348 

8309020347 

83/04/19 

50-315 

0 

8304260049 

8304280037 

83/04/25 

50-416 

P 

8305020352 

8309020349 

83/04/11 

90-309 

0 

8303020004 

8305020002 

83/04/18 

71-9177 


0309020353 

8309020391 

83/04/13 

50-373 

a 

830302000B 

8303020002 

83/04/18 

71-9177 


8309020394 

8309020390 

83/04/10 

90-403 

Q 

8305020010 

8303020007 

83/01/11 

FOIA 


8305020396 

8309020349 

83/04/11 

50-309 

Q 

8303020013 

8303020007 

03/01/11 

FQIA 


8305020397 

8309020350 

83/04/18 

50-483 

Q 

8303020016 

8303020007 

03/01/11 

FOIA 


8305020360 

8309020398 

83/04/18 

90-331 

0 

8 303020019 

8305020007 

83/01/11 

FOIA 


8309020369 

8309020364 

83/04/28 

OA??? 


8303020022 

8305020007 

83/01/11 

FOIA 


8309020366 

8309020364 

83/04/28 

0A?9? 


8303020027 

8303020007 

83/01/11 

FOIA 


8309020368 

8309020367 

63/04/21 

90-390 

A 

8303020031 

8305020007 

83/01/11 

FOIA 


8305020369 

8309020364 

83/04/28 

OA??? 


8303020033 

8303020007 

83/01/11 

FOIA 


8309020379 

3309020372 

83/04/22 

90-269 

P 

8303020039 

8305020007 

83/01/11 

FOIA 


8309020370 

8309020373 

83/04/25 

90-368 

8 

8303020042 

8309020007 

83/01/11 

FOIA 


8309020392 

8305020304 

8S/04/28 

90-312 

P 

8303020047 

8305020007 

83/01/11 

FOIA 


8309020393 

0305020386 

83/04/26 

90-30? 

Q 

B30S020049 

S305020D07 

03/01/11 

FOIA 


8309020397 

8305020389 

03/04/27 

90-299 

0 

8303020037 

8305020007 

83/01/11 

FOIA 


8309020399 

8305020395 

03/04/26 

90-213 

0 

B30S020063 

0305020007 

83/01/11 

FOIA 


8309020404 

8305020398 

83/04/13 

90-329 

E 

8303020070 

8305020007 

83/01/11 

FOIA 


8309020406 

0309020400 

83/04/26 

90-470 

E 

8303020076 

8309020075 

83/03/30 

70-698 


8309020417 

8305020407 

83/03/31 

40-1162 


8303020078 

8303020072 

03/04 / 1 9 

50-316 

8 

8305020429 

8309020429 

83/04/22 

90-443 

0 

8303020081 

8303020007 

83/01/11 

70-378 


8309020430 

8309020422 

83/01/11 

90-449 

0 

8303020093 

8305020079 

83/04/11 

50-299 

F 

8305020433 

8309020427 

83/04/28 

90-206 

P 

8303020090 

8303020086 

83/04/21 

30-373 

8 

8309020437 

0309020422 

83/01/11 

90-449 

0 

8303020092 

8305020089 

83/04/28 

90-523 

K 

8305020443 

8309020439 

83/03/02 

40-669? 


8303020093 

9309020007 

83/01/11 

FOIA 


8305020444 

8309020422 

03/01/11 

90-449 

0 

8303020106 

0305020100 

83/04/25 

90-10 

Q 

8309020449 

8309020436 

83/04/28 

90-313 

0 

8303020114 

0303020109 

03/04/21 

90-373 

8 

0305020464 

8309020449 

83/04/27 

90-298 

p 

8303020113 

8309020110 

83/04/25 

50-456 

Q 

8309020469 

8309020461 

83/04/27 

90-219 

I 

B30S020137 

8 3050201 S8 

03/04/29 

90-266 

P 

8309020480 

B309020467 

83/04/13 

90-10 

0 

830302014 3 

8 305020138 

03/04/21 

50-259 

8 

8305020484 

8309020481 

83/02/28 

40-8681 


8303020131 

6305020141 

03/04/1? 

50-319 

S 

0305020486 

0309020482 

83/04/26 

90-443 

0 

8303020152 

8309020007 

83/01/11 

FOIA 


8305020492 

03O9O2O4BB 

83/04/22 

90-263 

s 

8303020134 

8305020142 

03/04/20 

90-254 

s 

8309020504 

0309020410 

83/03/24 

40-6622 


8303020139 

8305020007 

83/01/1 1 

FOIA 


8309020905 

0309020007 

83/01/11 

FOIA 


8303020160 

8303020150 

83/04/27 

90-272 

s 

8305020929 

0309020007 

83/01/11 

FOIA 


8303020169 

8309020007 

03/01/11 

FOIA 


8309020526 

0305020923 

83/03/28 

70-824 


8309020170 

8303020146 

83/04/21 

90-409 

s 

8309020539 

8305020007 

83/01/11 

70-378 


6303020171 

8309020161 

83/04/22 

90-316 

8 

830S020S4S 

8309020007 

83/01/11 

FOIA 


8305020172 

B30S020L65 

03/04/27 

50-400 

R 

8305020590 

8305020007 

83/01/11 

FOIA 


8309020177 

8 305020161 

83/04/22 

50-316 

S 

a3050203:$4 

830502000^ 

83/01/11 

FflIA 


8303020178 

0305020007 

83/01/11 

FOIA 


8305020597 

3305020593 

83/04/14 

XPDRTLIC 


8303020179 

8303020173 

83/04/21 

50-259 

8 

8305020598 

8309020007 

83/01/11 

FOIA 


8305020182 

8303020146 

83/04/21 

90-409 

8 

8305020960 

8309020007 

83/01/1 1 

FOIA 


0303020187 

8309020007 

83/01/1 1 

FOIA 


8305020964 

8309020007 

83/01/11 

FOIA 


8308020191 

8305020007 

83/01/1 i 

FOIA 


8305020967 

8309020007 

83/01/11 

FOIA 


8309020196 

8303020007 

03/01/1 1 

FOIA 


8309020971 

8309020007 

83/01/11 

FOIA 


8309020198 

8305020192 

83/04/22 

50-316 

S 

8309020603 

8309020602 

83/04/21 

90-339 

p 

8305020200 

8305020007 

83/01/1 1 

FOIA 


8309030008 

830902000? 

83/01/11 

FOIA 


8309020201 

8309020007 

83/01/11 

FOIA 


8305030019 

8309030016 

83/04/06 

50-3B? 

p 

8303020204 

8305020007 

83/01/11 

FOIA 


8305030020 

0309020007 

83/01/11 

FOIA 


8309020207 

8309020007 

83/01/1 1 

FOIA 


8309030022 

8309030016 

83/04/06 

30-38? 

p 

8309020212 

8309020007 

83/01/11 

FOIA 


8305030023 

8309020007 

83/01/11 

FOIA 


8309020213 

8305020210 

83/04/28 

90-289 

R 

8305030024 

8309030021 

83/04/22 

90-244 

p 

8309020220 

8305020007 

03/01/11 

FOIA 


8305030027 

8309020007 

83/01/11 

FOIA 


8303020232 

830 90202 S6 

03/04/26 

50-289 

0 

8305030039 

8309020007 

83/01/11 

FOIA 


8303020234 

8303020224 

83/04/26 

90-496 

0 

8309030047 

8309020007 

83/01/11 

FOIA 


8303020236 

8309020205 

03/04/15 

30-373 

S 

8309030099 

8309020007 

83/01/11 

FOIA 


8309020291 

8309020241 

83/04/15 

90-373 

S 

8309030096 

8309030018 

83/04/11 

XPORTLIC 


8309020236 

8305020246 

83/04/21 

50-249 

s 

8305030063 

8305020007 

83/01/11 

FOIA 


8309020267 

8305020298 

83/04/26 

50-272 

0 

8309030070 

8309030066 

83/04/19 

90-333 

p 

S3OS02OZ68 

8303020261 

83/04/28 

OA??? 


S3O9O3O073 

8309020007 

83/01/11 

FOIA 


8309020274 

8303020264 

03/04/11 

90-341 

Q 

8309030077 

0309030074 

83/04/20 

70-1297 


8309020283 

8305020264 

03/04/11 

50-341 

Q 

B309O300B0 

8309020007 

83/01/11 

FOIA 


8309020292 

8305020272 

83/04/13 

50-266 

P 

8309030084 

8309030076 

83/04/22 

90-299 

F 

8309020293 

830502028? 

83/02/02 

QA999 


8305030087 

8309020007 

83/01/11 

FOIA 


8309020296 

8309020288 

83/04/14 

XPOftTLlC 


8309030091 

8309030076 

83/04/22 

90-299 

F 

8309020306 

8305020007 

83/01/11 

FOIA 


8305030092 

8305020007 

83/01/11 

FOIA 


8303020307 

830502028? 

83/02/02 

aA9?9 


8305030098 

8305020007 

83/01/1 1 

FOIA 


8309020312 

830502029? 

83/04/22 

90-315 

8 

8309030109 

8305020007 

83/01/11 

FOIA 


830 90203 IS 

8309020007 

03/01/11 

FOIA 


8309030112 

8309030102 

83/04/20 

50-209 

8 

8303020319 

8305020316 

83/02/02 

QA999 


8305030114 

8309030104 

83/04/22 

90-299 

F 

B30 9020321 

8305020317 

83/04/22 

50-315 

8 

8309030117 

8305030104 

83/04/22 

90-299 

F 

8309020323 

8305020007 

83/01/11 

FOIA 


8309030129 

8309020007 

83/Ot/U 

FOIA 



CROSS REPtKbNOl: Uf Civobuounco 
TO PRINCIPAL DOCUMENTS 


ACCESSION NURDCR 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

EUBUECT 

CATEOORy 

B309030127 

8309030099 

03/04/19 

90-209 

S 

0309030142 

8309020007 

03/01/11 

FOIA 


0309030149 

8309030139 

S3/04/16 

90-277 

0 

B3D9D30147 

5309020007 

03/01/11 

FOIA 


8309030193 

5309030144 

03/04/29 

90-357 

p 

8309030194 

0309020007 

63/01/11 

FOIA 


B309D301&0 

5309030196 

03/04/28 

30-259 

p 

8309030163 

5309020007 

03/01/11 

FOIA 


5309030164 

0309030191 

83/04/19 

90-320 

0 

5309030163 

8309030198 

83/04/20 

80-338 

8 

9309030167 

8309020007 

83/01/11 

FOIA 


B30903D17S 

5309030166 

53/04/10 

90-460 

K 

B309030173 

8309030166 

03/04/29 

90-291 

R 

B30903D174 

8309020007 

83/01/11 

FOIA 


0309030170 

8309030171 

03/04/29 

90-34 1 

A 

9309030179 

8309020007 

03/01/11 

FOIA 


8309030183 

5303030176 

83/04/26 

S 0-327 

8 

B309030tB9 

5309020007 

03/01/11 

FOIA 


0309030189 

8309030150 

03/04/22 

90-279 

F 

8309030189 

5309020007 

03/01/ tl 

70-370 


8309030193 

0303030150 

83/04/22 

90-279 

F 

5309030199 

B30S020007 

03/01/11 

70-378 


0309030200 

8303030191 

03/04/19 

90-279 

P 

B309030201 

8303020007 

03/01/11 

70-375 


5309030207 

030502000? 

83/01/11 

70-375 


8309030200 

B30503D195 

53/04/19 

90-317 

Q 

8309030212 

5303020007 

03/01/11 

70-378 


8309030213 

B3DSD20007 

53/01/11 

70-375 


5309030215 

0303020007 

53/01/11 

70-375 


8309030221 

8303030214 

83/04/22 

90-202 

F 

8309030229 

5309020007 

53/01 / 1 1 

70-378 


S309030226 

8303030214 

03/04/22 

90-252 

F 

8309030233 

0309020007 

03/01 /II 

70-375 


5309030239 

5309020007 

03/01 / 1 1 

70-370 


5309030240 

8309030231 

03/04/32 

90-389 

F 

8309030244 

B3D9O30231 

03/04/22 

90-359 

F 

B309030246 

8303030237 

03/04/20 

40-5027 


8309030249 

0303020007 

53/01/1 1 

70-378 


8309030291 

5309020007 

03/01/11 

70-370 


5309030299 

8309020007 

83/01/1 1 

70-375 


8309030260 

5309020007 

53/01/11 

70-370 


5309030262 

5309030293 

03/03/29 

40-5720 


5309030263 

8309030290 

03/04/25 

90-453 

0 

8309030264 

6309020007 

83/01/1 1 

70-375 


5309030268 

0309020007 

03/01/11 

70-375 


5309030272 

5309030266 

03/04/26 

90-296 

8 

8369O'302l'3 

5309030293 

03/03/29 

40-8>25 


5309030278 

0309020007 

03/01/11 

70-378 


8309030280 

0309030279 

53/04/26 

90-301 

S 

8309030281 

5309020007 

53/01/11 

70-375 


8309030252 

5309030271 

53/04/29 

90-279 

R 

5309030253 

0309030279 

03/04/20 

90-339 

S 

5309030256 

5309020007 

03/01/11 

70-370 


5309030259 

8309020007 

53/01/11 

70-375 


8309030290 

5309030257 

83/04/12 

90-312 

8 

5309030293 

8309030256 

53/04/25 

00-324 

P 

5309030296 

5309020007 

83/01 /U 

70-375 


5309030301 

8309020007 

03/01/11 

70-370 


8309030304 

6303020007 

83/01/11 

70-375 


8309030307 

0303030299 

53/04/29 

90-392 

A 

8309030305 

5309030297 

53/04/25 

70-546 


5309030309 

5309020007 

03/01/11 

70-375 


8309030312 

0309020007 

53/01/11 

70-370 


8309030316 

5309030311 

03/04/13 

90-334 

8 

8309030320 

5309020007 

63/01/11 

70-370 


8309030323 

0309020007 

03/01/11 

70-378 


8309030326 

0309020007 

B3/01/U 

70-379 


8309030331 

8309030329 

03/04/27 

90-313 

0 

8309030332 

8309020007 

03/01/11 

70-378 


5309030333 

8309030321 

83/04/22 

90-294 

8 

5309030339 

0309020007 

63/01/11 

70-375 


8309030335 

8309030334 

53/04/21 

90-397 

8 

5309030339 

8309020007 

83/01/11 

FOIA 


8309030343 

5309030337 

83/04/27 

TOPREP 


5309030347 

8309030341 

83/04/28 

90-339 

R 

5309030348 

8309030336 

83/04/29 

90-10 

Q 

5309030391 

5309030349 

63/04/19 

0A999 


8309030393 

5309030390 

03/04/19 

90-309 

a 

5309030399 

8309030396 

83/04/18 

90-361 

a 

8309030361 

5309030399 

63/04/20 

90-324 

5 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

5309030362 

5309030355 

33/04/19 

0A99? 


6309030364 

0305030397 

03/04/20 

50-339 

3 

0309030366 

8305030399 

03/04/15 

QA999 


0309030371 

5309030365 

53/04/28 

70-27 


8309030300 

8309030373 

03/04/2! 

90-247 

5 

0309030382 

0303030376 

03/04/29 

90-266 

S 

8309030300 

0309030303 

03/04/10 

90-310 

S 

6309030390 

B3OSO3O309 

03/04/29 

90-313 

8 

8309030396 

8305030394 

03/04/29 

90-331 

8 

8309030407 

0303030400 

03/04/19 

80-247 

8 

83090304 1 2 

5303030400 

03/04/28 

90-286 

P 

03090304 1 9 

0303030411 

03/04/22 

90-324 

S 

03030304 S 9 

0303030429 

83/04/2? 

90-209 

F 

0309030439 

0303030429 

83/04/29 

50-259 

F 

0309030438 

5303030426 

83/04/28 

TOPREP 


8309030446 

0305030440 

53/04/29 

90-304 

S 

0309030447 

0309030441 

83/04/20 

50-219 

a 

0309030490 

8303030496 

83/04/25 

90-247 

p 

0309030470 

0305030462 

93/04/20 

50-320 

R 

0309030471 

0309030466 

93/04/12 

QA999 


8309030473 

0309030469 

03/04/29 

90-329 

B 

0309030474 

0309030469 

03/04/04 

90-493 

0 

8309030479 

8309030466 

03/04/12 

06999 


B30SD30476 

0309030462 

03/04/28 

50-320 

R 

6309030451 

8309030463 

03/04/28 

90-324 

P 

5309030484 

0305030462 

83/04/28 

50-320 

R 

5309030496 

83Q9030491 

83/04/29 

90-309 

P 

53090309 1 1 

830903090? 

03/04/12 

QA999 


5309030916 

5309030508 

83/04/27 

90-494 

T 

5309030915 

030903030? 

03/04/ IS 

QA999 


0309030921 

8309030913 

83/04/29 

50-364 

a 

8309030925 

030903090? 

03/04/12 

QA999 


0309030933 

0309030920 

83/04/29 

30-358 

K 

8309030939 

5309030927 

53/04/20 

9O-3S0 

s 

0309030936 

5309030912 

03/04/22 

90-324 

8 

8309030937 

0309030526 

83/05/02 

90-440 

T 

8309030949 

0309030935 

03/04/29 

90-279 

R 

5309030947 

0309030940 

03/04/22 

90-324 

a 

8305030961 

0309030991 

83/04/19 

90-312 

8 

0309030964 

0309030994 

03/04/29 

90-295 

P 

0309030967 

0309030565 

83/04/29 

90-309 

0 

0309030377 

0003030367 

03/04/26 

90-327 

s 

5309030951 

0309030973 

83/04/29 

90-279 

R 

5305030907 

5309030977 

53/04/28 

90-312 

P 

830903098? 

8309030980 

53/04/22 

90-364 

S 

8309030378 

530903099? 

63/04/26 

90-461 

R 

B309030979 

8309030993 

63/04/27 

90-334 

R 

0303030997 

&303030990 

03/04/17 

90-27 

S 

5309030602 

5309030600 

53/04/27 

90-309 

P 

0309030610 

9300030603 

03/04/89 

90-263 

« 

0309030613 

5305030603 

03/04/29 

90-263 

K 

8309030619 

8305030611 

53/04/21 

90-338 

8 

0303030618 

0309030612 

03/04/80 

90-324 

8 

830903061? 

8309030608 

53/04/19 

90-247 

0 

5303030622 

03050306 1 7 

03/04/27 

90-402 

Q 

6309030624 

8309030620 

53/04/26 

90-249 

P 

6309030628 

0305030620 

03/04/26 

90-245 

P 

6309030629 

0309030606 

03/04/19 

90-247 

0 

8309030631 

5309030629 

83/04/22 

90-299 

0 

5309030633 

0305030608 

03/04/19 

90-247 

0 

5303030637 

0309030627 

03/04/22 

90-399 

8 

5303030640 

0309030639 

03/04/21 

90-339 

8 

530903064 1 

8309030600 

53/04/1? 

90-247 

0 

5309030646 

830903060S 

03/04/19 

90-247 

0 

6309030692 

8309030605 

53/04/19 

90-247 

0 

5309030669 

5309030634 

83/04/22 

90-321 

P 

0309030684 

5309020007 

as/o 1/11 

FOIA 


8309030687 

5309030659 

53/04/29 

90-321 

F 

e3090306?0 

5309030659 

83/04/23 

90-321 

F 

8309030699 

5309030693 

03/04/22 

90-289 

F 

5309030720 

93090307 1 6 

03/04/25 

71-9109 


0309030722 

5309110419 

83/09/10 

REVIEU ORP 

5309040009 

8309040007 

03/04/25 

90-309 

F 

8309040014 

0309040007 

03/04/29 

90-309 

F 

8309040016 

0309040010 

83/04/22 

50-399 

P 

8309040021 

8309040010 

83/04/22 

30-399 

P 

5309040034 

0309040022 

83/04/29 

50-249 

F 

8309040039 

8309040022 

B3/04/29 

30-245 

F 

5309040092 

0309040047 

03/04/13 

40-7869 


5309040060 

8309020007 

83/01/11 

70-378 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


594 


ACCESSION NUMBER ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCOMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOHY 

ENCLOSURE 

PR INC tPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8303040068 

8303040034 

83/04/20 

90-209 

S 

0309040499 

8305020007 

03/01/11 

FOIA 


8303040074 

8303040069 

83/04/22 

30-454 

F 

8305040492 

8305040479 

83/04/20 

90-400 

0 

B305040080 

8303040069 

83/04/22 

30-454 

F 

8303040493 

8305040403 

83/05/02 

90-220 

P 

8303040081 

8303020007 

83/01/1 1 

FOIA 


B30S040497 

8305040491 

83/05/02 

90-346 

P 

8303040089 

8305020007 

83/01/11 

FOIA 


8303040498 

8305040479 

83/04/20 

90-400 

0 

8303040093 

6305020007 

83/01/11 

FOIA 


9303040300 

8305040483 

03/09/02 

90-220 

P 

8303040103 

8303020007 

83/01/11 

FOIA 


8303040301 

0305020007 

83/01/11 

FOIA 


8303040103 

8303040096 

83/04/25 

71-9101 


8303040302 

0305020007 

83/01/11 

FOIA 


830S040I08 

8303040093 

83/04/18 

30-331 

P 

B303040303 

0303040491 

83/09/02 

90-346 

P 

83030401 10 

8303040096 

83/04/25 

71-9101 


8303040310 

8305020007 

83/01/11 

FOIA 


8305040114 

8303020007 

83/01/11 

FOIA 


8303040314 

9305040509 

83/04/22 

90-322 

E 

830 5040 113 

8303040093 

83/04/18 

50-331 

P 

8303040313 

8305040507 

83/04/26 

90-449 

T 

8303040120 

B3030'80007 

83/01/11 

FOIA 


8303040316 

8305040506 

83/09/02 

90-440 

T 

8303040122 

8305040117 

83/04/19 

50-303 

O 

8303040317 

8305040511 

83/04/28 

90-259 

P 

8303040123 

8305040117 

83/04/19 

90-305 

8 

8303040319 

8305020007 

83/01/11 

FOIA 


8303040127 

8305020007 

83/01/11 

FOIA 


8303040322 

8305040518 

83/04/20 

50-309 

a 

8305040143 

8303040133 

83/04/20 

30-287 

U 

8303040323 

8305020007 

83/01/11 

FOIA 


8303040130 

8303040146 

83/04/25 

50-318 

8 

8303040324 

8305040920 

83/09/02 

90-237 

p 

8305040158 

8303020007 

83/01/11 

FOIA 


0303040336 

8309040934 

83/09/03 

50-199 

0 

8303040139 

8305040147 

83/04/23 

71-9079 


8305040337 

8303040934 

83/09/03 

90-199 

e 

8305040163 

8305020007 

83/01/11 

FOIA 


8303040339 

8305040934 

83/09/03 

90-199 

0 

8303040175 

8303020007 

B3/01/I 1 

FOIA 


8303040340 

8309040934 

83/09/03 

90-199 

a 

B303040176 

8303040147 

83/04/25 

71-9079 


8305040342 

8305040934 

83/09/03 

90-199 

0 

830SO40’ie3 

8303020007 

83/01/11 

FOIA 


B303D40943 

8303040934 

03/09/03 

90-199 

0 

S30S0401S9 

8303020007 

83/01/1 1 

FOIA 


8303040345 

8303040334 

83/09/03 

90-199 

0 

8303040200 

8303020007 

83/01/11 

FOIA 


8303040333 

6303040992 

83/04/25 

CONTRACT 


830304021 1 

8303020007 

83/01/11 

FOIA 


9308040334 

8305020007 

83/01/11 

FOIA 


83030402 1 7 

8303020007 

83/01/11 

FOIA 


8303040933 

8305040951 

83/09/02 

90-237 

p 

8303040224 

8303020007 

83/01/11 

FOIA 


8303040936 

8305020007 

83/01/11 

FOIA 


8303040234 

8305020007 

03/01/11 

FOIA 


B303040SS9 

8309020007 

83/01/11 

FOIA 


8303 040239 

8303020007 

83/01 / 1 1 

FOIA 


6303040360 

8309040997 

83/09/03 

90-449 

0 

8303040240 

830304 02S? 

83/05/02 

50-369 

S 

8303040361 

8303040999 

83/04/14 

XPOHTLIC 


8303040242 

8305040235 

83/04/22 

50-3 

F 

8303040962 

8303020007 

83/01/11 

FOIA 


8303040244 

8303020007 

83/01/11 

FOIA 


S30S040966 

8303040363 

83/04/12 

90-339 

F 

8303040246 

8303040229 

83/05/02 

30-369 

S 

B308040967 

8309040398 

83/04/14 

XPORTLIC 


8308040247 

8303040233 

83/04/22 

50-3 

F 

8303040968 

8303040364 

83/04/28 

90-269 

P 

8303040249 

8305040233 

83/04/22 

50-3 

F 

8303040969 

8309020007 

83/01/11 

FOIA 


8303040230 

8303020007 

03/01/11 

FOIA 


8303040373 

8303020007 

83/01/11 

FOIA 


8303040254 

8303040233 

83/04/22 

30-3 

F 

8303040378 

8305020007 

83/01/11 

FOIA 


8303040236 

8303020007 

83/01/11 

FOIA 


8305040979 

8303020007 

83/01/11 

FOIA 


8303040260 

8303040229 

83/03/02 

50-369 

5 

8308040380 

8303040379 

83/04/29 

90-320 

F 

830S04026S 

8303040239 

83/04/25 

30-315 

F 

8303040383 

8309020007 

83/01/11 

70-378 


8303040266 

8303020007 

83/01/11 

FOIA 


8303040506 

8305020007 

83/01/11 

70-370 


8303040268 

8303040239 

83/04/23 

50-315 

F 

0303040997 

8309020007 

83/01/11 

70-370 


8303040272 

8303020007 

83/01/11 

FOIA 


8303040988 

830S040S69 

83/04/26 

TOPREP 


8303040279 

8303020007 

83/01/11 

FOIA 


6303040593 

8309020007 

83/01 /U 

70-370 


8303040284 

8305040280 

83/04/25 

CONfRACr 


8305040397 

8303040984 

83/04/26 

90-369 

F 

8303040287 

8303020007 

83/01/11 

FOIA 


8303040399 

8309020007 

83/01/11 

70-378 


B30S040290 

8303020007 

83/01/11 

FOIA 


6305040603 

B303020007 

83/01/11 

70-370 


8303040294 

8303020007 

83/01/11 

FOIA 


8303040606 

8309040384 

83/04/26 

90-369 

F 

0303040297 

8303020007 

83/01/11 

FOIA 


8303040613 

8303040969 

83/04/26 

TOPREP 


8303040310 

8303020007 

83/01/11 

FOIA 


8303040619 

8309040614 

83/04/29 

90-209 

F 

8303040328 

8303040320 

83/05/02 

30-275 

P 

8303040624 

S305040614 

83/04/29 

90-289 

F 

B30304034S 

8303040341 

83/04/28 

CONTRACT 


8303040626 

8309040621 

83/04/26 

90-334 

P 

8303040363 

8303040354 

03/04/25 

50-315 

P 

6303040633 

8303040628 

83/04/26 

90-299 

F 

8303040366 

8303020007 

83/01/11 

FOIA 


8303040643 

8309040633 

83/04/21 

CONTRACT 

8303040371 

8303040363 

83/04/19 

50-373 

R 

8303040634 

8309040648 

83/04/29 

90-321 

F 

8303040374 

8303040334 

83/04/23 

30-315 

P 

8303040633 

8309040628 

83/04/26 

90-299 

F 

8305040376 

8303020007 

83/01/11 

FOIA 


8303040639 

8309040648 

83/04/29 

90-321 

F 

8303040380 

8303020007 

83/01/11 

FOIA 


8303040660 

8309040690 

83/04/29 

CONTRACT 

8303040302 

0303040334 

83/04/25 

50-313 

P 

0303040674 

0309020007 

83/01/11 

70-378 


B3030403B7 

8303020007 

03/01/11 

FOIA 


8303040678 

0309020007 

83/01/11 

70-378 


8303040392 

0305020007 

03/01/11 

FOIA 


8303040679 

8309040671 

83/04/13 

71-499 


8303040403 

0305020007 

03/01/11 

FOIA 


8303040687 

8309020007 

83/01/11 

70-370 


8303040403 

a 303020007 

03/01/11 

FOIA 


8308040696 

0309020007 

83/01/11 

70-370 


8303040414 

0303020007 

B3/01/11 

FOIA 


8309040737 

0309040730 

83/04/22 

90-299 

P 

8303040421 

8305040412 

03/05/03 

50-400 

Q 

8303040743 

0309040730 

83/04/22 

90-299 

P 

8303040423 

8303020007 

83/Oi/Il 

FOIA 


8303040785 

8309040780 

83/04/25 

90-322 

a 

8303040434 

8303040424 

83/04/29 

50-333 

P 

8303040789 

0309040703 

83/04/21 

90-317 

p 

8303040438 

8303040424 

83/04/29 

50-333 

P 

8303040790 

0309040780 

83/04/29 

90-322 

a 

8305040 430 

0303020007 

83/01/1 1 

FOIA 


8303040793 

0309040783 

83/04/21 

90-317 

p 

8303040436 

8303040446 

03/05/02 

50-237 

P 

8308040795 

8309040783 

83/04/21 

90-317 

p 

8303040439 

8303040433 

83/04/29 

50-313 

R 

9303030003 

0309090001 

83/09/02 

90-322 

9 

8303040466 

830 30404 58 

93/04/11 

TOPfiEP 


8305030010 

8309030004 

83/09/03 

90-341 

A 

8303040468 

8303020007 

83/01/ 11 

70-378 


8303030014 

0309090008 

82/12/30 

90-413 

A 

8305040473 

8305040320 

83/09/02 

50-275 

P 

8303030023 

8309030016 

83/04/27 

50-302 

B 

8305040478 

0305020007 

83/01/11 

FOIA 


8303030027 

8309090021 

03/09/04 

90-277 

P 

6305040480 

B303040472 

S3/09/02 

50-346 

P 

8303030029 

8309090024 

83/09/02 

90-322 

T 

8305040484 

8305020007 

83/01/11 

FOIA 


8303030031 

9309050020 

83/09/02 

90-220 

P 

8305040483 

8305040479 

83/04/28 

90-400 

Q 

8303030033 

8309090021 

83/05/04 

90-277 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

Date 

ISSUED 

SUBJECT 
CATEGOR Y 

BS09050040 

8309090030 

83/04721 

90-321 

S 

0309090061 

0309090097 

83/04/29 

90-399 

8 

0308090071 

830909006 8 

83/04/21 

aA999 


0309090076 

0309090073 

83/04/21 

50-286 

F 

03O9O9OOB7 

8309090083 

83/04/21 

90-321 

8 

8309090090 

8309090088 

83/04/21 

06999 


B3090S0091 

0309090088 

83/04/21 

0A999 


B309090093 

8309050080 

83/04/21 

QA999 


8309090097 

8309090094 

83/04/19 

0A999 


B309090104 

0309090102 

83/04/21 

0A999 


8303090108 

8305050101 

83/04/25 

90-271 

8 

8309090110 

0309050102 

83/04/21 

0A999 


B30S090H1 

0309090107 

83/04/13 

0A999 


B30S09D1 19 

83050901 14 

83/04/13 

0A999 


S303090U7 

83090901 14 

03/04/13 

04999 


0309050119 

0309050116 

83/04/01 

90-443 

0 

8303090181 

8305090118 

03/04/27 

90-281 

8 

830909018B 

8309090123 

83/04/29 

90-327 

S 

03OSO9O13O 

8305030118 

03/04/27 

90-281 

3 

8309090138 

0309090127 

83/04/28 

90-339 

S 

B30S090140 

S30S050134 

83/04/21 

70-1402 


8309090147 

8309090141 

03/04/21 

90-277 

0 

8309090149 

8309090149 

83/04/19 

QA999 


B30S090191 

8305030144 

83/04/20 

90-293 

8 

8309090194 

8309030148 

83/04/27 

90-340 

8 

8309090198 

8309090148 

83/04/27 

90-340 

S 

8309090163 

8309050197 

83/04/21 

90-498 

0 

B3050S0164 

8309050159 

83/09/03 

90-397 

8 

8309090166 

8305050161 

83/04/20 

40-3079 


8309090169 

8305050162 

83/04/21 

QA999 


8305090171 

B30S090 1 62 

83/04/21 

0A999 


B309050179 

8309050172 

83/04/20 

90-334 

Q 

8309090178 

8309050167 

83/04/23 

90-416 

8 

8309090179 

8309090163 

83/04/21 

0A999 


8309090180 

83050901 72 

83/04/20 

50-334 

0 

8309090181 

8309090177 

83/04/ 13 

8A999 


8309090182 

8309050176 

83/04/21 

70-1224 


8309090184 

8309090177 

83/04/13 

aA999 


8309090190 

8309090187 

83/04/20 

50-247 

8 

8309090191 

8309090186 

83/04/27 

90-338 

8 

9309090192 

8309050177 

83/04/13 

qA99? 


8309050203 

8305090199 

83/04/29 

80-340 

8 

8309050206 

8309090183 

83/04/27 

90-327 

8 

8309090200 

8309050200 

03/04/20 

TOP REP 


8309090219 

8309050210 

03/04/27 

90-339 

S 

8309090217 

8309090311 

83/04/29 

90-328 

S 

8309090222 

83090902 U 


90-267 

P 

8309090224 

8309090318 

83/04/27 

90-328 

B 

0309090229 

8309090220 

83/04/29 

90-309 

P 

8309090226 

8309090219 

83/04/19 

flA999 


8309090228 

8309090214 

83/04/19 

50-267 

P 

8309090230 

8309090223 

83/04/21 

90-97 

Q 

8309090236 

8309050223 

83/04/21 

50-97 

0 

8309090239 

8305090233 

83/04/29 

90-395 

B 

8309090241 

8309090237 

83/04/19 

0A999 


8309090244 

8309050243 

83/04/29 

50-324 

8 

8309090249 

8309090238 

83/04/28 

50-260 

8 

8309090248 

8309090246 

83/04/27 

50-244 

0 

8309090299 

03D9O9O2S1 

83/04/21 

0A999 


8309090297 

8309090292 

83/04/29 

90-128 

P 

8309090298 

8309090291 

83/04/21 

04999 


8309090261 

8309090296 

83/04/27 

90-416 

8 

8309090262 

0309090291 

83/04/21 

QA999 


8309090267 

8309090265 

83/04/28 

90-324 

S 

B30909026B 

8309050263 

83/04/27 

90-29 

6 

8309090272 

8309050266 

83/04/29 

90-299 

8 

8309090276 

8309050271 

83/04/27 

90-339 

8 

0309090287 

8309040323 

83/09/04 

90-247 

P 

8309090288 

8309090283 

83/04/26 

90-369 

P 

B3050902S9 

8309090289 

83/04/25 

50-387 

F 

8305090292 

8309020007 

83/01/11 

70-378 


8309090299 

8309040323 

83/09/04 

50-247 

P 

B309090297 

8309020007 

83/01/11 

70-370 


8309090301 

9309020007 

83/01/11 

70-378 


8309090303 

Q3090902<;<? 

83/09/02 

90-275 

R 

8309090304 

8309090300 

83/04/29 

90-289 

F 

8309090306 

B309020007 

83/01/11 

70-378 


8305090307 

8305090300 

83/04/29 

50-289 

F 

8309090310 

B309D2OD07 

03/01/11 

70-370 


8309090312 

0305020007 

83/01/11 

70-378 



ACCESSION NUtIQEH 



PR INC 1 PAL 

DATE 

SUQJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORV 

0305030316 

0305020007 

83/01/1 1 

70-378 


0305030317 

030509033 1 

83/04/25 

50-393 

A 

8305050319 

8305020007 

83/01/11 

70-378 


8306050321 

830505031 1 

83/04/25 

30-395 

F 

8305090322 

8303020007 

83/01/11 

70-378 


0305030326 

0309020007 

83/01/11 

70-378 


0309030328 

0303020007 

83/03/1 1 

70-373 


8305050330 

8305020007 

83/01/1 1 

70-370 


8305050333 

8309020007 

03/01/11 

70-378 


0305050339 

8303020007 

03/01/1 1 

70-378 


8309050337 

8303020007 

83/01/1 1 

70-378 


8305050339 

8305020007 

83/01 /I J 

70~3-r3 


0305090342 

8303020007 

83/0 1/11 

FOIA 


8305090346 

8303020007 

83/01/11 

FQIA 


0305050349 

0309020007 

83/01/11 

FOIA 


8305050391 

8309020007 

83/01/11 

FOIA 


8309050393 

8303030341 

83/04/13 

30-269 

S 

8309090353 

S303020DD7 

83/0] /I J 

FOIA 

0305090399 

8309020007 

83/01/tl 

FOIA 


0309090361 

8309020007 

03/01/11 

FOIA 


8 30 509 0363 

8309020007 

03/01/11 

FOIA 


8309050373 

8309030366 

03/04/29 

30-307 

Q 

8309090381 

8309030377 

83/04/29 

30-330 

F 

8305050309 

8305090389 

83/04/26 

CONTRACT 


8309050404 

8309090400 

83/03/20 

contract 


0309060007 

B30 5060001 

83/04/29 

90-266 

P 

8305060036 

8305060023 

03/04/29 

90-202 

P 

8309060046 

8305060043 

03/05/03 

90-220 

P 

8305060048 

8305060043 

03/05/03 

60-220 

P 

8309060049 

8305060042 

83/04/29 

90-309 

P 

8305060059 

B3OS060031 

83/04/28 

90-321 

P 

8309060062 

8305060098 

83/04/21 

90-336 

P 

8305060066 

8305060060 

83/05/04 

30-331 

P 

8309060076 

0309060860 

83/05/04 

90-331 

P 

8305060084 

8309060077 

83/04/21 

90-317 

F 

8309060091 

0309060869 

83/04/29 

90-289 

I 

8305060117 

8309060112 

03/03/14 

FOIA 


0309060120 

a303060'109 

83/04/22 

30-338 

P 

8309060136 

8303060109 

83/04/22 

90-338 

P 

8305060140 

8305060109 

83/04/22 

50-338 

P 

8309060141 

8309060139 

03/03/03 

40-672 


8309060142 

8309060133 

83/04/25 

71-9175 


830506014 S 

8309060139 

03/03/03 

FOIA 


8305060148 

8303060133 

83/04/25 

71-9175 


8309060152 

8309060133 

83/04/29 

71-9175 


8305060153 

8309060144 

83/03/17 

FOIA 


8309060134 

8303060133 

83/04/23 

71-9173 


8309060155 

8305060144 

83/03/17 

FOIA 


8309060196 

8309060135 

03/03/03 

40-672 


B3DS060160 

0309060144 

03 /03/ 1 7 

FOIA 


8309060164 

8309060144 

03/03/17 

FOIA 


8303060 171 

0309060144 

03/03/17 

FOIA 


8305060 1 80 

9309060176 

03/05/02 

50-325 

P 

8309060181 

8309060135 

83/03/03 

40-672 


8309060183 

8305060174 

83/02/29 

CONTRACT 


8309060189 

8309060135 

83/03/03 

40-672 


8309060190 

8309060187 

83/04/29 

71-6294 


8309060193 

8309060135 

03/03/03 

40-672 


8305060200 

8305060135 

83/03/03 

40-672 


8309060209 

8305060135 

03/03/03 

40-672 


8305060212 

8305060208 

83/04/21 

71-5979 


8309060214 

8309060135 

83/03/03 

40-672 


0309060220 

8309060135 

83/03/03 

40-672 


0305060220 

8305060229 

83/05/03 

90-206 

P 

8309060232 

8309060225 

83/05/03 

90-206 

P 

0309060234 

8305060225 

93/05/03 

90-206 

P 

0309060239 

9309060235 

83/04/23 

50-206 

P 

8305060251 

0305060246 

83/04/26 

CONTRACT 


0309060269 

8309060261 

03/04/23 

30-334 

R 

B30S060277 

0309060271 

83/04/28 

90-244 

P 

8309060279 

B30S060266 

83/04/22 

90-293 

P 

8303060282 

0309060130 

03/04/27 

90-399 

P 

8305060287 

8309060266 

83/04/22 

50-293 

P 

8305060288 

8309060130 

83/04/27 

90-395 

P 

8305060291 

0309060266 

03/04/22 

S 0-293 

P 

8305060293 

0309060204 

83/09/03 

50-403 

0 

8305060295 

8305060130 

83/04/27 

50-399 

P 

8305060303 

8309060298 

03/04/22 

30-389 

P 

8305060308 

8309060298 

83/04/22 

50-309 

P 

8303060312 

8309060298 

83/04/22 

30-309 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS rON tIUMQEfl 



PRINCIPAL 

DATE 

SUBJECT 


enclosure 

DOCUMENT 

ISSUED 

CATEOORr 

S30S0&O3S9 

0309060319 

83/04/13 

WASTE MOT 

e3090&03Si> 

8309060320 

03/04/01 

CONTRACT 


e3090&03‘16 

8309060338 

83/04/25 

90-482 

? 

Q30 9060391 

8309060341 

83/02/23 

CONTRACT 


eoo 9060394 

8309060338 

03/04/29 

90-4S2 

F 

6309060369 

8309060363 

83/03/23 

40-6783 


6309060381 

8309060372 

03/09/03 

90-206 

P 

8309060383 

8309060380 

03/09/07 

90-298 

1 

8309060384 

8309060379 

83/04/12 

90-329 

A 

6309060389 

8309060372 

03/09/03 

90-206 

P 

6309060391 

0309060390 

83/04/27 

90-294 

S 

8309060393 

0309060388 

03/04/29 

90-299 

S 

6309060401 

0309060398 

03/04/28 

90-373 

S 

8309060409 

0309060402 

03/04/27 

90-317 

P 

6309060406 

0309060400 

83/04/29 

90-319 

8 

8309060407 

B309060397 

83/09/03 

90-286 

P 

6309060411 

0309060400 

83/04/2? 

90-319 

6 

6309060414 

03090 60400 

83/04/29 

90-319 

8 

8309060417 

0309060397 

03/09/03 

90-286 

P 

8309060416 

0309060410 

03/09/03 

90-299 

0 

6309060421 

0309060419 

03/04/19 

90-312 

P 

6309060422 

0309060416 

03/04/26 

90-237 

6 

8309060428 

0309060426 

03/04/27 

90-220 

8 

6309060432 

0309060431 

83/09/03 

90-286 

P 

8309060433 

0309060431 

83/09/03 

90-286 

P 

8309060440 

83090 6 0439 

83/09/03 

90-206 

P 

8309060444 

8309060443 

83/04/08 

90-299 

S 

8309060446 

8309060427 

83/09/03 

90-286 

P 

8303060449 

8309060427 

83/09/03 

90-286 

P 

8309060490 

8309060448 

83/03/31 

90-362 

S 

8309060494 

0309060492 

83/04/29 

90-313 

8 

8309060460 

830906 0498 

03/04/29 

90-289 

R 

8309060464 

8309060490 

83/04/29 

90-289 

R 

8309060465 

8309060498 

83/04/29 

90-289 

R 

8305060482 

8305060476 

03/04/28 

90-272 

S 

6309060484 

0309060479 

83/04/28 

90-267 

3 

830906048? 

0309060480 

83/04/29 

90-31 1 

3 

8309060492 

8309060486 

83/04/29 

90-237 

8 

6309060903 

8309060494 

83/04/28 

90-309 

3 

6305060909 

8309060493 

83/04/27 

90-373 

3 

8309060912 

8309060901 

83/04/29 

90-249 

3 

8305060914 

8309060909 

83/04/08 

90-361 

3 

8309060917 

8309060911 

83/04/29 

90-237 

3 

8305060923 

8309060919 

83/04/29 

90-346 

0 

8309060936 

8309060929 

83/04/26 

90-392 

A 

8309060940 

8309060933 

83/04/27 

90-220 

3 

8309060944 

8309060928 

03/04/29 

90-2^9 

3 

8309060949 

8309060 938 

83/04/25 

90-309 

8 

8309060992 

8309060946 

83/04/13 

90-267 

R 

8309060993 

8309060948 

83/04/26 

00-333 

F 

8309060994 

8309060942 

83/09/03 

00-373 

0 

8309060997 

8309060948 

83/04/26 

90-333 

F 

8303060999 

8309060947 

83/09/02 

90-496 

0 

8309060961 

8309060996 

83/09/02 

90-280 

P 

8309060968 

8309060962 

83/04/28 

90-447 

E 

8309060969 

8305060942 

83/09/03 

00-373 

0 

8309060971 

8305060963 

83/04/22 

90-249 

3 

8309060972 

8305060967 

83/04/29 

90-299 

8 

B30S0609B2 

8305060977 

83/02/28 

90-238 

R 

8309060983 

8305060979 

83/04/29 

90-313 

F 

8309060984 

8305060974 

03/04/29 

90-298 

8 

8309060986 

8309060977 

83/02/28 

90-238 

R 

8309060991 

8309060979 

83/04/29 

90-313 

F 

8309060994 

8309060981 

83/03/29 

90-249 

S 

8309060998 

8309060992 

83/04/29 

90-387 

8 

8305060599 

8309060990 

83/04/27 

90-237 

8 

8309060601 

8309060999 

83/04/29 

90-346 

P 

8309060606 

8309060600 

83/09/02 

00-344 

P 

8309060608 

8309060999 

83/04/29 

90-346 

F 

8309060609 

8309060604 

83/04/28 

90-334 

P 

8309060611 

8309060603 

83/04/27 

90-237 

8 

8309060613 

8309060977 

83/02/28 

90-238 

R 

8309060614 

8309060604 

83/04/28 

00-334 

P 

8309060621 

8309060616 

83/04/26 

90-348 

F 

8309060626 

8309060616 

83/04/26 

90-348 

F 

8309060629 

8309060506 

83/09/04 

90-247 

0 

8309060631 

8309060627 

83/04/29 

90-317 

F 

8309060634 

8309060623 

83/09/03 

40-8202 


8309060639 

8309060627 

83/04/29 

90-317 

F 

8309060663 

8309060698 

83/04/22 

90-280 

P 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8309060669 

8309060666 

83/04/27 

90-344 

P 

8309060670 

8309060666 

83/04/27 

90-344 

P 

8309060679 

8309060673 

83/04/29 

90-299 

F 

8309060686 

8309060673 

83/04/29 

90-299 

F 

8309060694 

8309060603 

83/04/27 

90-361 

P 

8309060699 

0309060692 

03/04/29 

90-346 

F 

8309060700 

8309060696 

03/03/28 

lOCFR 


0309060702 

8309060692 

83/04/29 

90-346 

F 

8309060703 

8309060683 

03/04/27 

90-361 

P 

8309090003 

8309090001 

83/04/21 

QA999 


8309090012 

0309090009 

83/04/29 

CONTRACT 


8309090019 

8309090016 

03/04/19 

90-348 

P 

8309090023 

8309090016 

83/04/19 

90-340 

P 

8309090027 

0309090016 

83/04/19 

90-340 

P 

8309090032 

8309090016 

83/04/19 

90-348 

P 

8309090037 

8309090029 

83/04/27 

90-2B0 

a 

830909003S 

8309090024 

83/03/21 

FOIA 


8309090043 

8309090024 

83/03/21 

FOIA 


8309090047 

8309090024 

83/03/21 

FOIA 


8309090091 

8309090049 

83/04/27 

90-280 

p 

8309090099 

8309090024 

83/03/21 

FOIA 


8309090096 

8309090040 

83/04/28 

71-9014 


8309090097 

8309090024 

83/03/21 

FOIA 


8309090098 

8309090090 

83/04/29 

CONTRACT 


8305090060 

B309090092 

83/04/29 

90-329 

R 

8309090062 

0309090049 

83/04/27 

90-280 

P 

8309090070 

8309090049 

83/04/27 

90-280 

P 

8309090073 

8309090066 

03/09/04 

90-128 

0 

8309090091 

8309090089 

83/04/26 

90-290 

Q 

8309090104 

8309090089 

83/04/26 

90-290 

0 

8309090111 

8309090078 

83/04/19 

90-269 

P 

8309090117 

8309090068 

83/04/29 

CONTRACT 


8309090121 

8309090113 

83/04/20 

71-9980 


8309090124 

8309090078 

83/04/19 

90-269 

P 

8309090131 

8309090122 

83/04/28 

CONTRACT 


8309090136 

8309090129 

83/09/09 

90-322 

0 

8309090138 

8309090078 

83/04/19 

90-269 

p 

8309090140 

8309090133 

83/04/28 

71-9879 


8309090149 

8309090144 

83/04/20 

90-338 

p 

8309090190 

8309090149 

83/04/28 

71-9874 


8309090194 

8309090147 

83/04/10 

90-313 

p 

0309090160 

8309090147 

83/04/10 

90-313 

p 

8309090179 

8309090147 

83/04/18 

90-313 

p 

8309090197 

8309090186 

83/04/26 

90-331 

F 

8309090202 

8309090212 

83/04/29 

PROJ 


8309090228 

8309090217 

83/04/28 

TOPREP 


0309090299 

8309090244 

83/04/29 

9(J-2?2 

8 

8309090290 

8309090279 

83/09/02 

KI8C 


8309090300 

8309090291 

83/09/03 

CONTRACT 


8309090313 

8309090306 

83/03/22 

90-373 

0 

8309090319 

8309090279 

83/09/02 

RISC 


8309090327 

8309090321 

83/04/26 

90-280 

P 

8309090331 

0309090321 

83/04/26 

90-880 

P 

0309090339 

8309090321 

83/04/26 

90-880 

P 

8309090372 

8309090338 

83/09/03 

90-470 

E 

8309090388 

8309090371 

83/09/04 

QA999 


8309090393 

8309090386 

83/04/20 

QA999 


8309090398 

8309090392 

83/04/20 

QA999 


8309090403 

8309090392 

83/04/20 

QA999 


8309090406 

8309090386 

83/04/20 

aA999 


8309090413 

8309090386 

83/04/20 

0A999 


8309090418 

8309090409 

83/09/06 

90-390 

0 

8309090436 

8309090426 

83/09/09 

90-849 

P 

8309090442 

8309090426 

83/09/09 

90-249 

P 

8309090499 

8309090497 

83/09/04 

90-272 

P 

0309090460 

8309090426 

83/09/09 

90-249 

P 

0309090461 

8309090494 

83/09/06 

90-399 

0 

0309090463 

0309090426 

83/09/09 

90-249 

p 

8309090464 

8309090462 

83/04/29 

90-308 

p 

8309090469 

8309090467 

83/04/29 

TOPREP 


8305090474 

8309090471 

83/09/02 

90-249 

p 

8309090482 

8309090479 

83/04/20 

aA999 


8309090489 

8309090479 

83/04/20 

0A999 


8309090490 

0309090487 

83/09/06 

90-440 

0 

8309090491 

0309090488 

83/09/02 

90-213 

p 

8309090492 

8309090488 

83/09/02 

90-213 

p 

8309090493 

8305090487 

83/09/06 

90-440 

0 

8309090499 

0309090483 

83/09/04 

TOPREP 


0309090497 

8309090403 

83/09/04 

TOPREP 


8309090902 

8309090901 

83/09/02 

90-443 

0 



CROSS REFERENCE OF ENULUbUKbs 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

8303090910 

B303090907 

03/09/09 

30-449 

T 

B309090S13 

0309090307 

83/09/09 

90-449 

T 

B309090316 

0303090312 

83/04/23 

lOCFB 


8303090317 

8309090307 

83/09/09 

90-443 

T 

8309090521 

0303090 807 

83/09/09 

30-445 

T 

8303090329 

8303090507 

83/09/05 

30-449 

T 

8309090530 

6303090307 

03/09/09 

30-443 

T 

0309090349 

8303090842 

83/03/17 

90-390 

A 

6309090949 

0303090342 

03/03/17 

90-356 

T 

8303090557 

8303090394 

63/04/13 

TDPREP 


8309090961 

0309090342 

63/03/17 

50-390 

A 

8303090969 

6309090409 

83/04/29 

30-267 

R 

6305090970 

0309090360 

63/09/09 

30-449 

0 

83090903B6 

8303090360 

63/09/09 

50-445 

0 

8303090969 

8303090504 

83/04/27 

90-302 

Q 

9309090392 

6303090360 

83/09/09 

50-445 

a 

B30909060D 

8303090560 

63/09/09 

30-449 

Q 

S309090607 

6303090960 

83/09/09 

30-449 

0 

6309090612 

0303090600 

63/04/27 

90-269 

P 

6309090614 

8303090329 

63/03/10 

50-443 

F 

6309090616 

0303090366 

63/09/05 

50-445 

Q 

8303090629 

8309090368 

83/09/05 

50-449 

0 

6309090632 

B30309096B 

63/09/09 

50-445 

0 

6303090640 

8303090568 

63/05/09 

90-443 

0 

6309090646 

8303090969 

63/05/09 

90-448 

0 

8303090640 

8303090633 

83/09/02 

50-410 

A 

8303090630 

8305090969 

63/09/09 

90-449 

0 

B30S0906S2 

8309090633 

03/09/02 

30-410 

A 

6309090634 

6309090968 

83/05/09 

30-443 

0 

8303090660 

8303070968 

83/05/09 

30-443 

0 

6309090726 

6303090722 

63/05/02 

30-445 

A 

6303090731 

9309090730 

63/05/03 

X-POBTLIC 


8303100003 

0303100002 

63/04/26 

50-369 

a 

6309100009 

8309100006 

83/04/11 

30-192 

0 

8309100014 

8309100012 

83/05/04 

30-259 

s 

6309100019 

6309100016 

63/05/04 

30-367 

p 

6309100021 

8309100016 

83/05/04 

90-367 

p 

6309100029 

6309100023 

63/04/29 

90-339 

6 

8309100036 

8303100031 

83/03/04 

90-260 

8 

6309100082 

8309100060 

83/04/22 

90-346 

0 

6309100083 

8305100001 

83/09/03 

90-259 

6 

6309100064 

0309100080 

63/04/22 

90-346 

0 

6309100089 

8309100076 

83/04/27 

50-295 

R 

0309100090 

8305100080 

83/04/22 

30-346 

0 

6309100091 

8303100069 

83/05/02 

80-393 

6 

0309100109 

0303100100 

83/05/03 

50-324 

Q 

6303 foot 11 

8303 100 100 

83/09/04 

50-12 6 0 

f 

6309100113 

0303100107 

63/09/03 

90-296 

S 

6309100116 

0309100112 

03/04/ la 

50-462 

0 

6309100120 

6303100113 

63/09/03 

50-280 

6 

B3031O0126 

0309100122 

63/04/08 

50-293 

F 

8303100129 

6303100119 

83/09/03 

50-260 

S 

8309100131 

0309100122 

83/04/00 

80-299 

F 

6303100133 

0309100130 

83/09/06 

50-449 

R 

6309100136 

8309100122 

83/04/00 

80-299 

F 

6309100139 

6309100132 

83/09/03 

50-364 

8 

8309100141 

8309100124 

83/03/25 

90-329 

T 

6309100142 

6309100137 

03/04/11 

90-498 

Q 

8309100144 

8309100138 

03/04/29 

90-293 

R 

8309100199 

630910019} 

03/04/22 

30-462 

0 

8309100160 

8309100191 

03/04/22 

50-462 

Q 

6303100166 

8309100136 

83/04/20 

30-443 

O 

8309100176 

8309100172 

03/03/09 

90-434 

0 

6309100179 

0309100173 

03/09/04 

50-273 

R 

6309100163 

8309100173 

03/09/04 

90-275 

R 

6303100190 

0309100181 

83/09/03 

50-10 

a 

8309 too I 93 

6309100189 

03/09/09 

50-516 

A 

8303100216 

8303100213 

63/04/18 

50-331 

0 

6305100218 

6303100213 

83/04/16 

50-331 

0 

8309100221 

6305100219 

03/04/80 

50-443 

0 

8309100223 

6303100224 

03/03/06 

90-322 

0 

6309100239 

6303100230 

83/04/01 

90-322 

0 

6309100242 

8303100241 

63/04/22 

90-269 

Q 

6309100244 

8309100241 

83/04/22 

50-269 

0 

8309100249 

8309100243 

63/03/16 

90-329 

T 

6309100248 

8309100243 

03/03/16 

90-329 

T 

6309100249 

6309100247 

63/04/13 

90-443 

0 

6309100293 

8303100231 

03/09/02 

90-231 

6 

6309100263 

0303100239 

63/04/29 

30-339 

S 

6303100266 

0309100262 

83/04/20 

30-293 

o 


ACCESSION NUMBER 



PRINCIPAL 

□ATE 

SUBJECT 

ENCLOSURE 

document 

ISSUED 

Cateoorv 

8305100271 

6305 100262 

03/04/20 

90-299 

0 

6305100273 

0309100266 

03/05/06 

30-339 

Q 

0309100277 

0309 1 00272 

63/04/29 

30-220 

R 

0309100276 

8309100269 

63/09/02 

30-309 

S 

8309100261 

8309100279 

03/09/04 

30-392 

A 

8305100267 

6309100279 

B3/09/D5 

30-299 

P 

6309100269 

8309100202 

83/09/04 

30-413 

0 

6309100291 

9309100279 

03/09/05 

90-295 

P 

8309100292 

83091 002 B5 

63/09/04 

30-260 

5 

6309100297 

0305100202 

63/09/04 

30-413 

0 

0309100309 

8303100262 

03/05/04 

90-413 

0 

8309100307 

8303100303 

03/04/05 

50-402 

0 

630910031? 

0305100308 

63/05/05 

50-307 

p 

0309100333 

8309100331 

63/04/14 

50-213 

p 

0305100343 

8303100336 

03/05/04 

QA999 


8309100349 

8305100336 

63/05/04 

0A999 


0309100393 

8309100346 

03/04/14 

90-313 

0 

6305100395 

0303100336 

63/05/04 

QA997 


0309100361 

8303100340 

63/04/14 

30-313 

0 

6303100365 

8303100323 

63/05/06 

90-196 

Q 

8305100369 

8305100350 

03/05/04 

90-436 

A 

0309100370 

8309100362 

03/05/06 

90-329 

P 

0309100371 

8305100363 

63/05/04 

90-196 

O 

0309100372 

8305100364 

63/05/04 

90-331 

0 

8309100379 

8305100356 

83/03/21 

90-443 

0 

6309100382 

8309100398 

03/06/04 

50-436 

A 

6309100364 

8309100378 

03/04/27 

90-299 

0 

6309100367 

8309 1 00379 

03/04/22 

90-237 

o 

6309100390 

8309100363 

03/05/04 

90-369 

p 

0309100392 

8308 I 00356 

03/03/21 

90-443 

0 

6309100393 

8309 1 00300 

03/09/04 

30-341 

Q 

0309100399 

8305100390 

03/08/04 

30-430 

A 

8309100397 

8305100389 

63/05/03 

30-309 

0 

6309100399 

8309 1003 86 

03/05/04 

30-341 

0 

6309100400 

B3D 9 100396 

03/03/21 

30-443 

0 

0309100402 

0309100379 

B3/04/22 

30-237 

Q 

8309100403 

8309100376 

63/04/27 

50-259 

5 

6309100409 

8309100404 

63/04/07 

50-159 

0 

6309100410 

8309100409 

83/04/25 

30-286 

0 

630910041 1 

6309100396 

03/03/21 

50-443 

0 

8309100414 

8309100404 

83/04/07 

50-153 

0 

6309100416 

8309100379 

03/04/22 

50-237 

0 

6309100417 

8305100412 

63/05/05 

50-324 

R 

0309100419 

B30S1003S6 

63/03/21 

50-443 

6 

6309100424 

8305100396 

63/03/21 

50-443 

0 

6309100429 

8305100396 

63/03/21 

50-443 

0 

8309100426 

8309100427 

63/04/25 

90-247 

0 

6309100429 

8303100396 

63/03/21 

50-443 

0 

6309100430 

8309100396 

03/03/21 

90-443 

0 

6309100431 

8309100427 

03/04/29 

90-247 

a 

6309100432 

8309100356 

63/03/21 

90-443 

0 

8309100433 

B309100427 

63/04/25 

90-247 

0 

6309110006 

6309110009 

63/09/03 

CONTRACT 


6309110013 

830911001 1 

03/09/03 

71-9103 


6309110020 

0309110010 

03/03/15 

90-29 

F 

6309110029 

8305110026 

63/04/19 

NUREO 


6309110030 

0309110026 

63/04/19 

NUREO 


6309110035 

6309110033 

63/09/06 

71-9901 


6309110039 

0309110037 

83/09/03 

90-331 

P 

6309110041 

0309110031 

63/04/29 

CONTRACT 


6309110043 

0309110037 

03/09/03 

50-331 

P 

6309110048 

0309110037 

83/09/03 

90-331 

P 

8309110052 

03091 10090 

63/04/29 

90-309 

P 

63091 10035 

03091 10090 

63/04/29 

90-305 

P 

63091 10096 

6309110090 

63/04 /29 

90-309 

P 

83031 10090 

0309110053 

63/09/09 

90-286 

P 

63091 10063 

03091 10033 

63/05/09 

90-266 

P 

63091 10071 

03091 10069 

63/03/09 

90-213 

F 

6309110009 

6309110062 

63/09/03 

50-373 

P 

63091 10104 

0305110097 

63/05/05 

90-307 

K 

6309110108 

0305110097 

03/09/05 

90-367 

K 

6309110132 

0305110126 

83/04/2A 

50-339 

P 

6309110151 

0305110190 

63/05/0/1 

71-9100 


63091 10153 

0309110146 

63/09/03 

CONTRACT 


0309110156 

0309110154 

63/04/87 

50-272 

P 

0309110163 

03051 10199 

63/04/36 

CONTRACT 


0309110169 

0309110169 

03/09/03 

90-366 

P 

63091 10173 

03091 10169 

83/09/03 

50-366 

P 

63091 10173 

0309110171 

83/09/03 

50-373 

P 

6309110176 

0309110169 

03/05/03 

90-366 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOQRY 

eoosnoiss 

8309110179 

83/04/29 

50-36 1 


P 

83091 lOIEi) 

8309110179 

83/04/29 

50-361 


P 

6309110107 

83091 10161 

83/05/04 

50-266 


P 

0309110186 

83051 10179 

03/04/25 

50-361 


P 

8309110192 

83051 10190 

83/04/25 

CONTRACT 


6309110196 

8305110194 

83/09/03 

CONTRACT 


03091 10199 

8309110193 

83/04/29 

90-313 


P 

83051 10209 

8309110193 

83/04/29 

90-313 


P 

83091 10224 

8309110219 

83/05/05 

90-336 


P 

8309110228 

8309110219 

83/09/05 

90-336 


P 

B3091 10230 

8305110219 

03/09/05 

90-336 


P 

8309110232 

8305110229 

83/09/05 

CONTRACT 


3309110234 

8309110100 

83/04/29 

90-33J 


P 

8305110236 

B309J 10233 

03/04/29 

CONTRACT 


8309110242 

8309110100 

03/04/29 

50-331 


P 

8305110243 

0309110100 

03/04/29 

90-331 


P 

8309110247 

6309110241 

03/04/22 

50-397 


8 

8309110249 

8309110246 

03/05/03 

50-327 


P 

8309110290 

0309110246 

03/05/03 

50-327 


P 

8309110293 

0309110246 

83/09/03 

50-327 


P 

8309110256 

0309110291 

83/05/06 

50-261 


S 

8309110260 

8309110297 

83/05/05 

50-364 


3 

03091 10264 

B3091 10299 

03/04/21 

50-333 


8 

8309110265 

8309110261 

83/04/29 

50-277 


0 

8309110267 

8309110261 

83/04/29 

50-277 


0 

8305 1 1 0272 

6305110269 

83/04/26 

50-321 


s 

6305110273 

8309110270 

83/04/26 

50-321 


8 

8309110274 

8305110271 

83/04/26 

90-3 1 1 


S 

8305110277 

8309110276 

83/04/27 

50-317 


6 

83091 10279 

8309110279 

83/04/29 

90-416 


8 

8305110283 

6305110281 

83/04/29 

50-369 


8 

8305110264 

0309110262 

83/09/04 

50-325 


S 

83091 10287 

8309110286 

83/04/29 

90-287 


s 

6309 1 10280 

8309110289 

83/05/05 

90-338 


8 

8309110293 

830911026? 

83/09/03 

50-321 


8 

6309110307 

8309110302 

03/05/02 

90-3 


R 

83091 10310 

8303110302 

83/09/02 

50-3 


R 

8309110311 

0309110306 

03/09/03 

a 0-348 


P 

6309110320 

8309110314 

03/04/27 

30-309 


0 

8309110326 

83091 10321 

03/04/28 

50-320 


S 

83091 10326 

0303110318 

03/04/29 

50-244 


8 

03091 10329 

8303110329 

03/05/09 

50-327 


S 

8309110339 

8309110323 

03/04/29 

50-270 


8 

83091 10336 

8309110330 

83/05/05 

50-339 


8 

8309110339 

8303110331 

83/04/29 

90-289 


Q 

03091 10341 

8303110334 

83/04/25 

50-293 


S 

830911034? 

8303110333 

83/04/29 

50-289 


8 

6305110349 

8303110340 

83/04/21 

50-278 


8 

8309110351 

8303110346 

83/04/25 

50-289 


S 

8309110353 

8303110343 

83/04/25 

50-334 


S 

830911 0358 

8303110348 

03/04/25 

50-397 


S 

830911 0399 

8303110319 

83/05/05 

50-410 


C 

63091 10363 

8309110352 

83/04/27 

50-3 1 7 


S 

8309110369 

8309110356 

83/04/25 

50-293 


8 

6309110367 

8303110359 

03/09/06 

50-239 


8 

8309110372 

830511031 9 

83/09/09 

50-410 


K 

8309110376 

8309110369 

03/04/20 

90-333 


0 

8309110377 

8309110360 

03/05/02 

90-334 


P 

8309110378 

8309110370 

83/04/25 

90-320 


& 

8309110362 

0309110373 

83/05/05 

50-327 


B 

830911036? 

0309110379 

83/04/26 

90-366 


8 

8309110390 

0309110380 

83/09/02 

90-302 


S 

8309110391 

8305110369 

03/04/28 

90-333 


d 

0309110392 

0309110384 

03/04/29 

50-293 


s 

8309110399 

63091 10366 

83/04/29 

50-229 


d 

0309110398 

6305110360 

03/05/02 

50-334 


p 

S3051 10402 

6305110396 

83/05/09 

50-295 


R 

6309110403 

8309110393 

63/04/27 

50-247 


8 

6309110408 

8309110400 

03/04/29 

50-333 


8 

8309110412 

6309110404 

63/04/29 

50-321 


S 

6309110416 

6309110405 

63/04/21 

50-333 


8 

8309110417 

6309110410 

83/04/28 

50-366 


S 

6309110419 

6309110409 

03/05/06 

50-328 


8 

6309110423 

6309110415 

03/09/10 

REV I EM 

CHP 

63091 10428 

6309110415 

83/09/10 

REV I EM 

ORP 

6309110430 

6303110421 

63/04/20 

50-307 


8 

6309110432 

83091 10415 

83/05/10 

REV I EM 

ORP 

6309110433 

6309110425 

83/05/03 

50-309 


S 

6309110434 

6309110431 

63/04/26 

50-321 


S 

8309110436 

8303110429 

63/04/20 

50-366 


s 
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ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

S3051 10443 

8309110437 

03/05/06 

50-346 

P 

6305110449 

8309110449 

63/09/10 

90-537 

9 

0305110492 

6309110447 

63/09/05 

90-373 

R 

6305110495 

0309110450 

83/05/10 

50-937 

9 

8309110469 

83051 10493 

03/05/05 

30-339 

S 

6309110485 

6309110415 

83/09/10 

REVIEW ORP 

8305110493 

6309110415 

83/09/10 

REVIEW ORP 

6305110496 

8305110467 

03/09/03 

30-280 

B 

B3051 10908 

83051 10501 

83/04/26 

30-333 

d 

8305110509 

8305110904 

83/04/15 

CONTRACT 


6309110514 

6309110510 

83/04/27 

30-333 

8 

8309110942 

8305110940 

63/04/26 

90-266 

F 

8309110943 

6309110936 

83/04/21 

90-286 

F 

8309110949 

6309110939 

63/04/14 

CONTRACT 


6309110946 

63091 10938 

83/04/21 

30-286 

F 

6309110996 

8305110949 

83/04/29 

90-331 

P 

6309110960 

0305110949 

83/04/25 

90-331 

P 

0309110966 

6309110949 

83/04/25 

90-331 

P 

8309110974 

8309110969 

83/04/26 

90-213 

F 

8309110979 

8309110969 

83/04/26 

90-213 

F 

6305110981 

8305230324 

83/05/06 

PR 


6309110964 

8309240199 

83/04/22 

COMMISSION 

8309110601 

6309240199 

83/04/22 

COMMISSION 

0305110614 

6309110612 

83/05/06 

71-9780 


6309110626 

83051 10625 

83/04/27 

90-313 

P 

8309120014 

6309120010 

83/03/21 

FOIA 


6309120016 

6309120013 

83/05/09 

90-299 

R 

6309120019 

6305120010 

63/03/21 

POIA 


6309120023 

8305120010 

83/03/21 

FOIA 


8309180039 

6305120010 

03/03/21 

FOIA 


6309120041 

8305120010 

83/03/21 

FOIA 


6309120049 

6309120010 

63/03/21 

FOIA 


8309120092 

63DS120010 

63/03/21 

FOIA 


6305120096 

6309120010 

83/03/21 

FOIA 


6309120062 

8305120010 

83/03/21 

FOIA 


6309120064 

8309120099 

83/09/06 

90-269 

P 

6309120069 

8305120010 

83/03/21 

FOIA 


6309120067 

6309120097 

83/09/03 

90-70 

P 

6309120068 

6305120055 

83/09/06 

90-209 

P 

8309120072 

6309120097 

83/05/03 

90-70 

P 

6309120074 

6309120070 

63/03/21 

90-398 

0 

8309120076 

6309120057 

83/05/03 

90-70 

P 

6309120093 

6309120069 

83/05/05 

90-279 

P 

6309120096 

8309120069 

83/09/03 

90-73 

P 

6309120099 

9309120039 

83/05/05 

90-279 

P 

8309120100 

6305120069 

63/09/03 

30-73 

P 

8309120124 

6305120120 

83/09/10 

30-470 

6 

6309120190 

5305120142 

83/09/03 

CONTRACT 


6309120193 

8305120146 

63/09/03 

90-339 

P 

6309120199 

8309120145 

83/04/11 

30-449 

Q 

8309120160 

6309120146 

83/09/03 

90-339 

P 

6309120169 

6309120163 

83/04/26 

90-293 

P 

6309120171 

8309120146 

63/09/03 

30-339 

P 

6305120160 

6309120163 

63/04/26 

30-293 

P 

8309120187 

6309120163 

83/04/26 

50-293 

P 

6309120211 

6309120203 

83/05/09 

90-279 

R 

6305120216 

8309120203 

83/05/09 

90-275 

R 

6309120234 

6309120224 

83/03/01 

40-672 


8309120236 

6309120233 

83/03/19 

50-397 

K 

6305120240 

6309120224 

83/03/01 

40-672 


6309120246 

6309120224 

83/03/01 

40-672 


8309120290 

6309120244 

83/09/09 

90-281 

P 

6309120291 

6309120224 

83/03/01 

10-672 


6309120292 

8309120241 

83/09/03 

50-336 

P 

6305120297 

8309120224 

83/03/01 

40-672 


8309120260 

6309120224 

03/03/01 

40-672 


6309120264 

6309120224 

83/03/01 

40-672 


8309120266 

6309120224 

83/03/01 

40-672 


6309120269 

8309120224 

83/03/01 

70-82 


6309120274 

8309120224 

83/03/01 

40-672 


6309120279 

8309120224 

83/03/01 

40-672 


6309120260 

6309120278 

83/05/09 

80-392 

0 

8309120293 

8309120224 

83/03/01 

40-672 


6309120264 

8309120224 

83/03/01 

40-672 


6309120269 

8309120224 

83/03/01 

40-672 


6309120294 

6309120224 

83/03/01 

40-672 


8309120298 

8309120224 

83/03/01 

40-672 


6309120300 

8305120297 

83/09/09 

90-322 

Q 

6309120303 

8305120224 

83/03/01 

40-672 


6309120306 

6305120301 

83/09/06 

80-322 

a 
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8303 I 20307 

8303180224 

83/03/01 

40-672 


S3051S0511 

3303120224 

63/03/01 

40-672 


8303120310 

8309120224 

03/03/01 

40-672 


0305120312 

0309120304 

83/09/03 

50-313 

P 

8303120311 

8303120301 

83/05/06 

90-322 

0 

8309120314 

8305 120224 

63/03/01 

40-672 


8303120316 

8303120224 

83/03/01 

40-672 


0309120313 

8309120224 

83/03/01 

40-672 


8303120317 

8303 1203 12 

83/09/06 

50-320 

7 

8303120917 

8303120313 

83/03/03 

CONTRACT 


8303120323 

8303120312 

83/03/06 

30-320 

T 

8303120318 

B303 120224 

83/03/01 

40-672 


8303120324 

8303120318 

83/03/04 

30-316 

s 

8309120319 

8309120324 

83/03/01 

40-672 


8303120326 

8303120312 

83/03/06 

30-320 

T 

8303120323 

6303120224 

83/03/01 

40-672 


8303120330 

8309120312 

83/05/06 

30-320 

T 

8303120327 

8305 1 20224 

83/03/01 

40-672 


8303120332 

8305120329 

B3/03/09 

30-322 

0 

8303120930 

8303120224 

83/03/01 

40-672 


8303120333 

8303120312 

83/03/06 

50-320 

T 

8303120332 

0303120324 

83/03/30 

50-128 

P 

8303120338 

8309120312 

83/03/06 

30-320 

T 

8309120337 

8303120324 

03/03/30 

90-128 

P 

8303120339 

8303120333 

83/09/10 

30-273 

P 

8303120340 

8303120224 

03/03/01 

40-672 


8303120341 

8303120312 

83/03/06 

50-320 

T 

0303120544 

8309120324 

83/03/30 

50-120 

P 

8303120344 

8309120312 

83/09/06 

90-320 

T 

0309120360 

8303120533 

83/09/06 

CONTRACT 


8303120347 

8309120312 

83/09/06 

50-320 

T 

8303120370 

0305120366 

83/03/02 

90-267 

P 

8303120348 

8303120343 

83/04/27 

30-461 

0 

8305120378 

6303120966 

83/09/02 

50-267 

F 

8303120330 

8309120312 

83/03/06 

30-320 

T 

8303120583 

8303120980 

83/09/03 

50-373 

P 

8303120332 

8303120224 

83/03/01 

40-672 


830312098? 

8303120380 

03/09/03 

50-373 

P 

8303120333 

8309120346 

83/03/16 

30-374 

0 

B309120993 

8303120980 

83/05/09 

90-373 

P 

8303120333 

8309120312 

83/09/06 

50-320 

T 

6305120603 

0303120224 

83/03/01 

40-672 


6305120336 

8309 120224 

83/03/01 

40-672 


8303120603 

6303120394 

03/09/02 

90-285 

P 

8303120337 

8303120312 

83/03/06 

30-320 

T 

8309120604 

8303120398 

63/09/03 

50-250 

0 

8308120359 

8303120224 

83/03/01 

40-672 


8305120609 

8305120224 

83/03/01 

40-672 


8308120364 

8309120361 

ea/04/26 

90-374 

0 

8309120613 

8303120607 

83/04/28 

msc 


8309120366 

8303120361 

83/04/26 

30-374 

0 

8303120614 

8305120224 

83/03/01 

FOIA 


8303120369 

8303120224 

03/03/01 

40-672 


8309120617 

8305120224 

63/03/01 

POIA 


8303120372 

8303120224 

83/03/01 

40-672 


8303120620 

8309120224 

83/03/01 

40-672 


8303120374 

8309120370 

83/03/11 

30-237 

p 

8303120621 

8303120611 

33/09/04 

90-273 

P 

8303120376 

8303120224 

83/03/01 

40-672 


8303120623 

0309120224 

83/03/01 

40-672 


8303120330 

8303120378 

83/05/03 

90-322 

0 

8305 120627 

8303120224 

83/03/01 

40-672 


8303120381 

8309120224 

83/03/01 

70-82 


8309120630 

6305120224 

83/03/01 

40-672 


8309120397 

83091 S0394 

83/02/09 

QA999 


8309120633 

8303120224 

83/03/01 

40-672 


8309120399 

8303 1203 96 

83/09/04 

50-315 

8 

83091 20642 

8303120224 

83/03/01 

40-672 


8303120404 

8303120392 

83/04/26 

30-410 

a 

8309120696 

8303120224 

83/03/01 

70-929 


8303120411 

8309120402 

83/03/02 

30-334 

B 

0303130006 

0303120224 

83/03/01 

40-672 


8309120418 

8309120414 

03/09/02 

30-313 

8 

8309130011 

0303120224 

83/03/01 

40-672 


8309120420 

8303120419 

83/04/27 

50-373 

Q 

8309130016 

8305120224 

83/03/01 

40-672 


8309120423 

8305120419 

83/04/29 

90-346 

* 

8305130017 

8303130010 

83/05/04 

50-338 

P 

8309120426 

8309120421 

83/05/04 

30-309 

F 

8303130021 

8305130013 

83/05/11 

90-449 

0 

8309120427 

8309120421 

83/03/ 04 

30-309 

F 

8303130022 

8303130018 

83/05/09 

90-247 

p 

8309120428 

8303120419 

83/04/23 

90-946 

a 

8309130023 

8309130010 

93/09/04 

50-338 

p 

8303120430 

8303120422 

83/04/81 

90-387 

8 

8309130024 

8309130018 

83/09/09 

90-247 

p 

8309120437 

8303120429 

83/04/89 

50-358 

8 

8309130031 

8309120224 

83/03/01 

40-672 


8309120439 

8309120433 

83/04/89 

90-298 

8 

8305130037 

8305120224 

83/03/01 

40-672 


0309120443 

8309120438 

83/04/88 

50-373 

0 

8309130040 

8309130033 

83/05/11 

90-449 

0 

8309120444 

8309120440 

83/04/83 

90-237 

Q 

8303130042 

0303120224 

83/03/01 

40-672 


8309120447 

8309120438 

83/04/88 

60-373 

Q 

B303 130047 

8309130043 

83/09/09 

90-302 

n 

8309120449 

8305120440 

83/04/83 

50-237 

O 

8309130033 

8305130224 

63/03/01 

40-672 


8309120490 

8303120224 

83/03/01 

40-672 


8309130062 

8305120224 

83/03/01 

40-672 


8309120491 

9303120449 

83/03/06 

30-313 

0 

8303130070 

8303130065 

83/09/09 

50-28? 

p 

8309120494 

8309120224 

83/03/01 

40-672 


8303130074 

8309130063 

83/09/09 

50-209 

p 

8309120462 

8303120224 

03/03/01 

40-672 


8303130086 

8309130084 

03/05/02 

50-244 

p 

8309120463 

8303120496 

83/04/29 

50-266 

a 

8309130091 

8309 130083 

83/09/06 

90-259 

s 

8303120466 

8303120224 

83/03/01 

40-672 


8309130099 

8303130093 

83/09/09 

50-346 

9 

8309120468 

8305120496 

83/04/23 

90-266 

0 

aaosisoioi 

8309130097 

83/04/19 

50-315 

B 

8309120470 

8303120460 

83/03/02 

90-397 

E 

8303130104 

8309130103 

83/05/11 

50-271 

P 

8303120471 

8309120463 

83/04/29 

40-219 


8303130112 

8309130109 

63/03/10 

50-409 

0 

8303120472 

8309120224 

83/03/01 

FOIA 


8303130120 

8309130117 

83/09/03 

50-286 

P 

8309120474 

8303120224 

83/03/01 

POIA 


8303130123 

8309130117 

83/05/03 

50-286 

P 

8303120476 

8309120469 

83/04/29 

40-215 


8303130130 

8309130125 

83/09/06 

90-201 

8 

8303120477 

8309120460 

83/09/02 

50-397 

E 

8309130134 

8309130132 

83/09/09 

50-333 

R 

8303120478 

8309120224 

83/03/01 

40-678 


8303130139 

8303130129 

63/09/10 

50-434 

0 

8303120480 

8309120224 

83/03/01 

40-672 


8309130136 

8309130129 

83/09/06 

30-201 

s 

8309120483 

8303120224 

83/03/01 

40-672 


8309130141 

0309130131 

83/09/09 

50-260 

a 

8309120484 

8303120479 

83/09/04 

50-461 

8 

8309130144 

0309130139 

83/09/ to 

50-373 

0 

8309120489 

8303120460 

03/09/02 

90-397 

C 

8303130149 

6305130140 

83/05/09 

50-235 

a 

8309120489 

8303120224 

83/03/01 

40-672 


9303130192 

6305130143 

83/04/27 

50-344 

8 

8309120491 

8303120460 

83/09/02 

90-397 

E 

8303130195 

8305130149 

83/05/11 

50-373 

P 

8309120493 

8303120224 

83/03/01 

40-672 


8303130172 

8303130167 

83/03/09 

50-324 

8 

8309120494 

8303120224 

83/03/01 

40-672 


8303130174 

8305130166 

03/04/15 

90-316 

8 

8309120498 

8309120493 

03/05/04 

90-266 

P 

8303130176 

8309130170 

83/09/06 

90-324 

8 

0303120300 

8309120224 

83/03/01 

40-672 


8309130182 

8309130171 

83/09/11 

50-32? 

0 

8309120302 

8303120493 

83/03/04 

50-266 

P 

6309130184 

8309130177 

83/09/04 

50-324 

8 

8309120303 

8303120224 

83/03/01 

40-672 


8309130188 

8309130179 

03/09/06 

50-302 

8 

8305120505 

B3031S0499 

83/09/04 

50-266 

P 

6303130191 

8309130178 

83/05/ 09 

90-315 

B 

8309120306 

8303120304 

83/05/03 

50-313 

P 

6305130195 

B309 130190 

83/05/03 

90-346 

S 

8303120907 

8303120224 

83/03/01 

40-678 


830S13Q200 

8309130194 

aa/os/06 

30~416 

S 

8303120908 

8303120304 

83/05/03 

50-313 

P 

8303130201 

8309130190 

83/05/05 

50-346 

8 

8309120909 

8303120224 

83/03/01 

40-678 


6309130202 

0309130197 

aa/05/02 

50-237 

R 
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6305100203 

8309130198 

83/05/06 

90-280 

8 

B30S130204 

8309130070 

83/05/10 

30-322 

0 

6305100209 

8309130190 

63/05/05 

90'346 

8 

8303130211 

8309130196 

83/05/10 

90-304 

a 

8303130214 

8305130208 

83/05/09 

90-293 

s 

6303130220 

8303130212 

83/03/03 

30-234 

8 

6303130221 

8303130213 

63/05/04 

30-133 

o 

6303130223 

8303120488 

63/03/23 

30-271 

0 

6303130230 

8303130223 

83/05/09 

30-255 

8 

6303130231 

0303130219 

63/04/28 

30-312 

8 

6303I3D232 

8303130224 

83/04/22 

30-344 

s 

8303130233 

6303130213 

63/05/04 

30-133 

Q 

6303 130234 

8303130227 

83/05/10 

70-1308 


8303130237 

8303130213 

83/05/04 

30-153 

0 

8003130241 

8303130213 

03/03/04 

30-153 

0 

6303130242 

8303130233 

83/04/28 

90-366 

S 

8303130243 

8303130228 

63/03/06 

30-200 

s 

6303130231 

8303130290 

63/03/10 

30-303 

R 

63031 302A1 

8303130296 

63/03/03 

71-495 


80031 302A7 

8303130298 

83/09/03 

90-409 

0 

63031 3027 1 

8305130298 

83/09/05 

80-409 

0 

B30313029A 

8303130294 

83/04/20 

90-269 

P 

6303 1 30300 

830313029? 

63/09/09 

CONTRACT 


6303130306 

8303130307 

83/09/02 

30-272 

F 

9303130309 

8309130307 

63/05/02 

30-272 

F 

630313031 1 

8305130310 

63/05/02 

90-387 

F 

6303130314 

6303130310 

63/09/02 

30-387 

F 

6303130323 

8303130322 

83/04/22 

40-8732 


8303130333 

8303130330 

63/04/15 

40-8783 


6303130339 

8305 130333 

B3/04/23 

30-443 

A 

6305130344 

8303130343 

83/05/10 

30-302 

A 

6303130331 

8303130396 

63/05/10 

CONTRACT 


B303tAOOt4 

8305160011 

83/03/03 

30-361 

B 

8303160023 

8303 1600 IS 

83/05/10 

50-219 

Q 

6303160029 

8303160020 

63/05/01 

30-247 

8 

6303160028 

8303160024 

83/03/10 

30-247 

0 

8303160037 

8303160029 

63/09/11 

30-142 

Q 

0303160031 

8303160047 

83/09/03 

30-362 

8 

6303160097 

8303160032 

83/03/06 

30-311 

S 

6309160062 

8303160034 

63/05/03 

90-313 

R 

8303160064 

8309160038 

83/05/02 

90-334 

8 

6303160069 

8303160033 

63/05/05 

30-361 

8 

6303160072 

8303160071 

83/05/12 

30-528 

A 

6303160076 

8303160036 

83/03/11 

90-282 

R 

6303160078 

8303160067 

83/04/29 

70-734 


6303160079 

8305(60073 

03/04/30 

50-247 

8 

8309160082 

8309160069 

83/03/03 

30-309 

8 

8309160007 

8309160083 

03/05/02 

30-334 

0 

8309160091 

8309160083 

03/03/02 

30-334 

Q 

8309160098 

8309160092 

83/03/11 

50-263 

R 

8309160100 

8309160094 

83/09/ 10 

30-346 

0 

8309160101 

8309160099 

83/09/09 

30-361 

S 

B309160102 

8309160096 

83/04/28 

30-31 1 

s 

0309160103 

8309160097 

B3/04/29 

30-220 

R 

8309160107 

8309160094 

83/09/10 

30-348 

0 

8309160108 

8309160104 

83/09/11 

30-313 

P 

8309160112 

8309160106 

03/09/12 

30-333 

P 

83091601 19 

8309160110 

83/05/03 

30-362 

8 

8309160116 

8309160111 

83/09/11 

30-289 

R 

B309160U9 

8309160114 

03/03/03 

30-244 

S 

8309160123 

B309160118 

83/03/09 

30-3 U 

8 

8309160129 

8309160120 

03/03/03 

90-362 

8 

8309160126 

8309160121 

83/09/10 

30-313 

P 

8309160136 

8309160134 

03/03/09 

30-293 

R 

8309160139 

8309160137 

83/03/02 

30-293 

0 

8309160141 

8309160138 

03/09/09 

30-443 

K. 

8309160142 

8309160137 

83/05/02 

50-293 

0 

8309160191 

8309160124 

03/03/06 

90-387 

8 

8309160171 

8309160169 

83/09/10 

50-266 

R 

8309160176 

8309160172 

03/03/11 

30-275 

P 

0309160179 

8309160089 

83/03/10 

90-928 

Q 

8303160189 

8303160183 

83/03/02 

30-213 

P 

8309160199 

8309160194 

03/09/02 

30-289 

0 

8309160200 

8309160195 

03/03/31 

90-312 

Q 

8309160204 

8309160195 

03/03/31 

30-312 

0 

8309160213 

8309160195 

83/03/31 

30-312 

0 

8309160218 

8305160195 

83/03/31 

30-318 

0 

6309160222 

8305160195 

83/03/31 

30-312 

Q 

6309160244 

8305160240 

83/09/04 

30-449 

3 

6309160299 

8305160256 

83/04/19 

40-6675 



ACCESSION NUHBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORT 

8309160261 

8309160298 

83/03/22 

40-7980 


8309160271 

8305160299 

83/03/24 

90-312 

Q 

0309(60202 

6305160279 

83/05/02 

30-389 

F 

8309(60204 

6309160279 

03/03/02 

90-389 

F 

0309(60283 

0309160263 

83/03/02 

90-369 

F 

8309160286 

8309160283 

63/09/02 

30-369 

F 

0303160290 

8309160280 

63/09/02 

90-313 

F 

0303160293 

0309160292 

03/03/02 

90-413 

F 

0303 1 60299 

6309160292 

83/09/02 

90-413 

F 

8309160303 

8309160301 

63/09/03 

XPOBTLIC 


8303160303 

8309160301 

83/03/03 

XPORTLIC 


8309160312 

8309160304 

83/03/02 

90-247 

9 

8303(60316 

6309160304 

03/03/02 

90-247 

0 

8309160332 

8303160318 

83/09/06 

90-367 

A 

0309160340 

8303160337 

63/09/04 

90-298 

P 

0309160341 

8305160337 

83/05/04 

90-298 

P 

8309160342 

0309160337 

03/09/04 

90-298 

P 

8309160349 

8309160346 

83/04/26 

90-261 

P 

0309160391 

6309160346 

83/04/26 

90-261 

P 

0309160396 

0309160346 

83/04/26 

90-26 1 

P 

8303160363 

6303160363 

03/04/14 

PROJ 


8303160366 

8303160362 

03/03/03 

90-327 

P 

B30916036S 

6303160362 

03/03/03 

90-327 

P 

8309160369 

8309160362 

03/09/03 

90-327 

P 

8303170007 

0309170006 

03/09/12 

30-271 

R 

0303170009 

8309170004 

03/04/29 

30-3BS 

0 

8309170014 

8309170010 

03/05/12 

90-336 

R 

0303170019 

83091 7001 9 

03/09/09 

90-31 1 

P 

8303170021 

8309170018 

03/09/10 

90-272 

R 

8309170022 

6309170013 

03/04/27 

90-461 

0 

8305170023 

6309 1700 19 

03/09/09 

80-311 

P 

8309170028 

6309170019 

03/09/09 

90-311 

P 

8303170034 

0309170030 

03/03/09 

30-296 

0 

8303170044 

8309170039 

63/09/13 

90-289 

0 

8309170047 

8309170039 

83/03/13 

90-289 

c 

8303170091 

8303170039 

03/09/13 

90-289 

0 

8303170032 

B309 170027 

03/03/04 

50-220 

P 

8309170094 

8303170039 

03/09/13 

90-289 

0 

8309170096 

8309170027 

03/09/04 

90-220 

F 

8303170038 

8309170039 

03/09/13 

90-289 

0 

8303170060 

8309170027 

03/03/04 

90-220 

P 

8303170067 

B309 170063 

03/09/13 

90-142 

0 

8303170070 

B3031 70069 

03/04/01 

CONTRACT 


8305170071 

0305170069 

03/09/02 

90-271 

p 

83031 70072 

0309170069 

83/09/02 

90-271 

p 

8303170073 

8309170069 

03/09/02 

90-271 

p 

8303170077 

8309170063 

03/04/61 

CONTRACT 


8309170080 

8309170076 

03/09/04 

90-319 

p 

8303170084 

0303170079 

03/09/09 

30-272 

p 

8303170083 

8309170064 

83/04/29 

90-272 

B 

83031 70087 

8309170079 

83/09/03 

30-272 

P 

83031 70090 

B3051 70079 

83/09/09 

90-272 

P 

8303170099 

8309170064 

83/04/29 

90-272 

6 

8309170098 

8309170093 

03/05/10 

90-398 

A 

8309170102 

8309170097 

63/05/11 

71-4986 


8309170106 

8309170064 

83/04/29 

90-272 

8 

8303170109 

8309170076 

83/09/04 

90-319 

P 

8309170110 

8309170064 

83/04/29 

90-272 

8 

8309170112 

8309170076 

83/09/04 

90-313 

P 

8303170113 

0309170108 

83/09/10 

71-9010 


8309170119 

8309170117 

93/03/09 

30-272 

P 

8303170124 

8309170117 

83/09/09 

90-272 

P 

8309170123 

8309170120 

83/09/1 1 

XP0RT1.IC 


8303170129 

8309170117 

83/09/09 

90-272 

P 

8303170136 

0303170130 

83/09/09 

90-483 

8 

8303170140 

8309170134 

83/09/04 

90-237 

S 

0303170144 

8309170138 

83/09/10 

90-266 

a 

8303170147 

9309170142 

03/09/10 

30-311 

R 

0303170193 

8309170148 

83/04/27 

90-346 

a 

8309170163 

8309170199 

83/03/03 

30-237 

3 

8309170168 

8309170166 

83/04/27 

30-193 

a 

8309170171 

8309170162 

83/03/03 

50-346 

8 

8303170174 

8309170166 

83/04/27 

80-135 

a 

8309170184 

8309170167 

83/03/09 

30-234 

a 

8303170188 

8303170102 

63/05/09 

50-483 

a 

8309170197 

8309170191 

03/09/09 

50-309 

a 

8303170209 

8309170201 

83/03/05 

30-346 

s 

8309170224 

8309170212 

83/03/04 

50-498 

o 

8309170223 

8309170219 

83/09/06 

30-528 

A 

8303170227 

8309170222 

03/03/09 

90-463 

a 
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0309170833 

0309170889 

83/09/04 

90-361 

P 

8309170499 

B30S1704B1 

03/05/03 

90-366 

S 

0309170234 

8309170889 

83/09/04 

90-361 

P 

8305170901 

8303170496 

03/04/22 

90-279 

0 

0309170836 

0309170889 

83/09/04 

80-361 

P 

8309170904 

8305170499 

83/03/10 

90-94 

0 

B3091 70840 

0309170837 

83/09/12 

50-S66 

A 

8309 170906 

8309170902 

83/09/09 

90-366 

8 

0309170848 

0303170838 

03/04/86 

90-434 

Q 

8308170900 

8305 1704 93 

83/09/10 

90-94 

0 

8309170890 

0308170244 

03/09/09 

50-339 

S 

0309170917 

8309170911 

83/09/12 

90-275 

R 

0309170891 

8309170849 

63/03/12 

71-9019 


0309170921 

6303170915 

03/04/16 

90-361 

0 

8309170898 

8309170341 

83/09/09 

30-266 

a 

8309 17092 9 

0303 170520 

B3/0S/13 

90-230 

P 

8309170899 

0305170846 

03/09/09 

30-317 

p 

8309170530 

8303170319 

03/04/16 

90-361 

0 

8309170860 

0309170899 

63/09/12 

71-9191 


8309170932 

8303170329 

63/09/13 

90-293 

R 

0309170863 

0309170894 

83/08/03 

90-321 

s 

0305170337 

0305170331 

83/04/22 

50-528 

0 

S309 170863 

0309170241 

03/09/09 

90-266 

Q 

8309170940 

8305170936 

03/08/13 

90-369 

R 

0309170866 

8309170846 

03/09/03 

90-317 

P 

8309170944 

8309170939 

63/04/28 

90-389 

A 

8309170869 

8309170230 

83/09/06 

30-370 

S 

0309170993 

0309170830 

63/05/06 

90-398 

A 

0309170871 

8309170367 

03/09/06 

90-309 

s 

03091 70864 

8303170960 

03/04/29 

90-928 

a 

8309170873 

8309170246 

03/09/03 

90-317 

p 

0309170566 

0305170961 

83/09/05 

30-269 

8 

8309170874 

0309170870 

83/04/19 

80-31 S 

F 

8309170967 

03 03 170362 

83/04/00 

90-344 

0 

8309170884 

0309170276 

83/09/05 

90-366 

s 

8309170969 

0309170363 

83/09/12 

30-484 

0 

8309170389 

0309170888 

63/09/09 

30-400 

A 

8309170870 

8303170S68 

03/04/29 

70-8 


0309170898 

03O917OS94 

93/04/87 

90-341 

Q 

8309170871 

8309170366 

03/04/29 

70-8 


8309170300 

8309170299 

03/09/09 

90-899 

0 

8309170972 

8309170569 

83/03/12 

50-434 

0 

8309170304 

8309170894 

03/04/87 

90-34 1 

0 

8309170976 

8309170369 

83/05/12 

90-434 

0 

8309170307 

8309170302 

03/04/19 

TOPREP 


8309170901 

3303170969 

63/03/ IS 

90-4 S 4 

0 

0309170308 

8309170303 

83/04/87 

90-346 

0 

8303170588 

6309170969 

83/03/12 

90-494 

e 

8309170311 

8309170308 

83/04/ 1 9 

TOPREP 


8309170990 

8309170969 

03/09/12 

90-494 

0 

8309170318 

0305170306 

83/09/13 

SO-946 

A 

8309170993 

8305170963 

83/03/12 

30-494 

0 

8309170313 

03091 703O9 

03/04/89 

90-449 

0 

8309170607 

8309170606 

83/04 /2B 

contract 


8309170319 

8309170303 

03/04/27 

80-346 

0 

B309170614 

8309170603 

93/09/03 

CONTRACT 


8309170318 

8309170309 

83/04/29 

50-443 

Q 

8303170621 

0303170616 

63/09/09 

XPORTHC 


8309170331 

8309170328 

03/09/11 

50-374 

0 

0303170643 

03OS17O6I9 

83/09/09 

90-301 

p 

8309170333 

8309170329 

83/04/29 

50-390 

0 

8305170661 

0309170648 

63/05/13 

CONTRACT 


8309 170330 

8309170384 

03/04/22 

80-269 

S 

Q3DS170666 

0309170697 

S3/09/04 

30-882 

p 

0309170339 

8309170332 

63/04/00 

30-279 

0 

8309170673 

S305 170669 

83/09/09 

90-346 

p 

8309170340 

0309170330 

03/09/09 

50-260 

6 

8309170678 

8309170669 

83/05/05 

80-346 

P 

8303170348 

0309170336 

83/09/06 

50-133 

B 

0308170602 

8309170669 

83/03/09 

30-346 

p 

8303170343 

8309170339 

03/05/09 

50-397 

Q 

0309170603 

8309170697 

83/09/04 

90-282 

F 

8303170344 

0309170337 

ea/04/87 

50-299 

0 

0309170663 

6309170677 

33/09/11 

50-313 

F 

8303 170340 

8309170337 

93/04/27 

90-298 

Q 

8309170693 

8305170688 

83/09/13 

CONTRACT 


0303170349 

8309170346 

83/04/19 

80-397 

a 

0309170709 

8309170701 

83/09/06 

50-461 

A 

8303 170333 

0309170337 

83/04/87 

90-298 

0 

8309170726 

8305170723 

83/09/09 

30-369 

P 

8309170398 

6309170359 

03/09/09 

90-369 

B 

8309170730 

8305170723 

03/05/09 

50-369 

P 

0309170361 

8309170399 

83/04/26 

90-361 

0 

8309180003 

B3031S0007 

03/09/04 

90-278 

P 

8303170369 

6309170363 

83/09/03 

90-206 

□ 

6309180010 

0309180009 

83/04/12 

FOIA 


8309170370 

0309170367 

83/09/06 

30-31 1 

s 

6305180011 

930918000? 

03/ 09/0 4 

90-278 

P 

8309170376 

8309170378 

03/09/08 

80-294 

R 

B309I800I3 

0305180009 

83/04/12 

FOIA 


8309170370 

8309170374 

03/09/03 

90-373 

B 

8309100014 

8309180007 

63/09/04 

50-27e 

P 

8309170381 

8309170379 

83/04/10 

90-397 

0 

8309180013 

0309180012 

83/03/05 

90-399 

P 

8309170388 

0309170377 

83/09/04 

30-928 

0 

6305180016 

0309180005 

03/04/18 

FOIA 


0309170307 

8309170384 

83/04/00 

9O-S0B 

0 

6309180020 

8305180012 

83/09/09 

90-395 

P 

8309170388 

0309170383 

83/09/04 

90-373 

s 

6309180021 

0303180009 

83/04/18 

FOIA 


8309170390 

8309170384 

03/04/08 

90-308 

a 

8309180023 

8308180018 

03/03/08 

50-399 

P 

8309170394 

8309170389 

as/os/os 

90-366 

a 

8309180029 

83081 SQ024 

83/08/03 

90-273 

P 

0309170399 

8309170393 

03/09/10 

30-280 

R 

8309180031 

8305180005 

83/04/12 

FOIA 


0309170396 

0309170392 

93/09/13 

30-329 

H 

0309180032 

8305180024 

83/05/09 

90-279 

P 

0309170400 

0309170390 

83/04/28 

30-373 

0 

6309180036 

8309180030 

63/05/09 

90-368 

P 

8309170403 

0309170399 

83/03/09 

90-3 D2 

B 

8309180037 

83D91BOOOS 

83/04/12 

FOIA 


8309170403 

0309170390 

03/04/80 

90-373 

Q 

8309180039 

8309180026 

03/04/29 

90-890 

P 

8309170411 

8309170400 

03/04/86 

90-434 

T 

B3Q91 60041 

8305100030 

83/09/09 

50-366 

P 

8309170412 

8309170406 

03/09/10 

90-338 

8 

8309180044 

8309180009 

83/04/12 

FOIA 


8309170413 

8309170408 

03/04/86 

90-484 

T 

8309180049 

83091 BO 034 

B3/09/09 

90-869 

P 

0309170480 

8309170417 

03/04/14 

90-361 

Q 

0309100047 

8309180038 

83/09/10 

90-247 

P 

8309170481 

8309170417 

83/04/14 

30-361 

Q 

0309100040 

83091B0040 

83/09/09 

90-324 

P 

8309170489 

0309170483 

03/09/12 

90-373 

0 

8309180049 

0305180030 

83/09/09 

90-368 

P 

8309170486 

8309170484 

83/09/09 

30-416 

S 

8309180090 

8309180026 

83/04/89 

90-29B 

P 

8309170431 

8309170487 

03/09/09 

90-416 

3 

0309180092 

8309180009 

83/04/12 

FOIA 


8309170438 

8309170489 

83/04/29 

90-89 

0 

83O91B0O96 

8309180009 

83/04/12 

FOIA 


8309170433 

0309170430 

03/09/09 

90-416 

B 

8309160097 

8309180040 

03/09/09 

30-384 

P 

8309170437 

8309170489 

83/04/29 

90-89 

0 

6309180038 

0309180093 

83/09/09 

90-36? 

P 

8309170438 

8309170434 

03/09/09 

30-321 

8 

8308160099 

8309180034 

83/09/09 

30-269 

P 

8309170439 

0309170436 

03/04/26 

50-397 

Q 

0309100061 

8309180040 

83/09/09 

30-324 

P 

8309170444 

0309170441 

03/09/06 

30-313 

S 

0309180063 

0309180005 

83/04/12 

FOIA 


8309170449 

8309170442 

83/09/09 

30-321 

0 

8309180064 

6309160001 

83/03/09 

30-490 

0 

8309170491 

8309170446 

03/09/06 

30-316 

8 

0309160066 

8309180093 

03/09/09 

50-369 

P 

8309170494 

8309170447 

83/09/13 

30-338 

Q 

8309160060 

8309130034 

83/09/09 

80-269 

P 

8309170460 

83091 704 S9 

83/09/13 

80-269 

R 

8309160070 

00091 80009 

63/04/12 

FOIA 


83D917047D 

0309170469 

83/09/12 

80-203 

R 

63091Q0071 

8309180026 

63/04/29 

90-29B 

P 

8309170473 

8309170460 

83/09/13 

50-438 

K 

8309160072 

0309180093 

63/09/09 

90-369 

P 

83091 70480 

0309170474 

83/04/14 

80-361 

0 

0309100073 

8309100067 

83/09/09 

XPORTLtC 


8309170490 

8309170407 

83/09/11 

30-394 

0 

8309160074 

8309180009 

83/04/12 

FOIA 


8309170498 

8309170494 

03/09/04 

90- SOB 

Q 

8309160079 

6309180001 

03/03/09 

90-4 ?a 

0 


! 

I 
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PRINCIPAL 

DATE 

SUBJECT 
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ISSUED 
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8309150030 

8309150009 

83/04/12 

FOIA 


0309150421 

5309180412 

83/03/12 

CONTRACT 


5309150053 

5309180001 

83/03/09 

9D-49B 

a 

6309180426 

8309180414 

83/09/16 

90-392 

E 

S303 150071 

8309150081 

83/09/03 

90-331 

P 

0309150431 

8309180414 

83/03/16 

90-392 

E 

5309100093 

8309150009 

03/04/12 

FOIA 


5309150438 

8309180414 

83/03/16 

90-392 

E 

5309180093 

8305 1 BOOS 1 

83/05/03 

50-331 

P 

6309150439 

8309180437 

83/03/17 

90-170 

U 

B3091B0094 

0309180001 

03/03/0? 

90-4?B 

Q 

5303180440 

8305180433 

83/09/17 

90-21? 

P 

5309ta00?& 

8309180009 

03/04/12 

FOIA 


0309150443 

B3031B0414 

83/09/16 

90-392 

E 

8309150100 

5309180009 

03/04/12 

FOIA 


0309180446 

8309150449 

83/05/17 

90-322 

H 

3309150104 

8305180099 

03/09/09 

50-23? 

P 

530918049? 

8309180430 

83/09/17 

30-322 

H 

5309150106 

8305180005 

83/04/12 

FOIA 


5303150461 

8309180430 

93/09/17 

90-322 

H 

5309180111 

S305180005 

83/04/12 

FOIA 


5309150463 

8303180458 

03/03/13 

30-398 

F 

5309180114 

8309150102 

53/05/03 

90-346 

P 

6309150466 

0303180469 

03/03/11 

90-393 

a 

5309180116 

0309180009 

83/04/12 

FOIA 


8305160948 

B309I80947 

83/03/09 

50-295 

p 

8309180121 

8305180001 

03/03/0? 

50-498 

A 

8309150560 

8303100357 

03/03/13 

CONTRACT 


5309150123 

83 09 I 80009 

53/04/12 

FOIA 


6309160362 

0305180337 

03/03/13 

CONTRACT 


5309180129 

83051801 17 

03/04/19 

40-6500 


B30SI50S66 

B30S1 80363 

83/09/09 

30-324 

p 

5309180126 

B30'9ISO0'99 

03/09/05 

50-26? 

P 

B309I 80369 

8305180999 

03/09/16 

90-412 

R 

0309180125 

8305180099 

53/09/09 

50-26? 

P 

5305150376 

5305150999 

03/03/16 

50-412 

C 

8309180135 

0305150102 

03/09/09 

90-346 

P 

8309100377 

8309180972 

03/04/25 

30-333 

F 

8305180146 

8309180143 

63/05/16 

50-247 

0 

530315037? 

0309180996 

03/03/03 

30-317 

P 

8309180145 

B3091B0001 

83/03/09 

90-495 

A 

5309 I 50300 

6303180973 

03/03/02 

90-309 

P 

0309180193 

03D91 80005 

83/04/lZ 

FOIA 


6305150969 

B30S1 00999 

03/03/16 

90-412 

F 

5309180157 

5309180001 

03/03/09 

90-495 

0 

8309150909 

8309180986 

03/03/03 

90-261 

P 

830918019? 

8309150005 

53/04/12 

FOIA 


8303160992 

0309180999 

83/03/16 

90-412 

K 

8309180166 

0309150005 

83/04/12 

FOIA 


S303180S9B 

0303180999 

03/03/16 

30-412 

11 

0303180167 

8309150001 

03/03/0? 

50-495 

0 

8303160606 

0303150999 

03/03/16 

50-412 


8305150174 

0305100009 

83/04/12 

FOIA 


6303150607 

0309180996 

03/03/03 

30-317 

P 

8309180175 

8309180001 

83/03/0? 

50-495 

Q 

0303150613 

8303180939 

03/03/16 

50-412 

K 

8303180178 

0309180009 

83/04/12 

FOJA 


5303150614 

8305150336 

83/03/03 

30-317 

P 

5305180181 

8309190001 

03/03/0? 

50-490 

a 

6309150629 

0303180939 

03/03/16 

30-412 

K 

8305180186 

8309160009 

83/04/12 

FOIA 


6309160630 

0309 1 50626 

03/04/18 

71-9607 


8305180157 

0305180102 

83/05/09 

90-346 

p 

8303150634 

0303150939 

03/03/16 

30-412 

K 

5305150189 

8303180001 

D3/03/0? 

50-493 

a 

6303180641 

0303180939 

03/09/16 

30-412 

K 

8305180196 

8309160009 

03/04/12 

FOIA 


6305150648 

0305150642 

03/04/19 

70-1237 


5305100202 

8305150001 

83/03/0? 

50-490 

a 

S3091806SD 

030918095? 

63/03/16 

30-412 

K 

8305180204 

8309180197 

83/09/03 

90-293 

p 

8303160639 

0303180339 

63/09/16 

80-412 

K 

8305180207 

8305180003 

83/04/12 

FOIA 


8309180661 

0303180339 

03/09/16 

30-412 

K 

8305180211 

830 51 80001 

83/03/0? 

50-490 

0 

5303160666 

030918093? 

83/09/16 

30-412 

H 

8305180216 

8309180197 

83/09/03 

90-293 

p 

0303160673 

030318099? 

03/09/16 

30-412 

K 

8305180221 

8309180001 

83/03/0? 

ao-4?8 

A 

0303160674 

6309180668 

03/04/14 

ACR8 


8305180223 

6309150009 

63/04/12 

FPIA 


0303160676 

6303180670 

03/04/19 

71-6272 


83091B0224 

6309180213 

83/09/04 

30-327 

p 

0309160670 

0303100668 

83/04/14 

ACR6 


8305180229 

0309150197 

03/09/03 

90-293 

p 

0309180651 

030310033? 

03/03/16 

30-412 

K 

8309180233 

8309180005 

83/04/12 

FOIA 


0305180689 

0303180359 

03/03/16 

80-412 

K 

8305150234 

8309150213 

83/09/04 

50-327 

p 

8309160680 

8309100684 

83/04/19 

71-9130 


5305180236 

0305180001 

83/03/0? 

50-498 

A 

S3031806?3 

030918033? 

03/03/16 

30-412 

K 

3305180241 

83091 5000 S 

83/04/12 

FOIA 


g30St5D6?9 

030916039? 

03/03/16 

30-412 

H 

8309180249 

8309180238 

03/09/06 

30-320 

F 

0303100697 

030316093? 

83/03/16 

30-412 

K 

8305 150247 

8309180005 

03/04/12 

FOIA 


0305100702 

0303180691 

03/04/28 

30'2?3 

P 

8305 180248 

8309180213 

03/09/04 

90-327 

P 

8309100703 

630310093? 

03/09/16 

30-412 

K 

0305180249 

8303150236 

83/09/06 

90-320 

P 

6303100708 

030310033? 

03/03/16 

30-412 

K 

5305180250 

8309160001 

03/03/0? 

30-495 

A 

6303100713 

030918093? 

03/03/16 

30-412 


8305180253 

8309150235 

03/09/06 

50-320 

P 

5303100720 

030518033? 

03/09/16 

80-412 

K 

8305180254 

8305160001 

03/03/0? 

50-495 

T 

6309100721 

8303160712 

83/05/02 

30-348 

P 

5305180257 

8309180001 

83/03/0? 

50-495 

T 

5309100729 

8309160712 

03/03/02 

30-340 

P 

8305180258 

0305180003 

03/04/12 

FOIA 


5305180720 

0303180339 

63/03/16 

30-412 

K 

5305180259 

8305180296 

03/09/16 

50-412 

F 

53091B0731 

0303180712 

03/03/02 

30-348 

P 

5305180260 

03O9I8D2S2 

53/09/17 

50-322 

U 

5303100733 

6303100939 

03/03/16 

30-412 

« 

0305160263 

8305180009 

83/04/12 

FOIA 


5303100740 

0303180939 

83/03/16 

30-412 

K 

5305100269 

0309180009 

03/04/12 

FOIA 


5305100743 

0309100694 

03/03/03 

30-313 

P 

5305180273 

8309100262 

83/04/8? 

TOPREP 


5305100746 

03051 BOSS? 

03/09/16 

30-412 

K 

5305100276 

0305100001 

03/03/0? 

90-498 

0 

5305180749 

0309180939 

03/09/16 

30-412 

H 

5305180234 

8309100279 

03/09/06 

90-321 

R 

5309100755 

830318033? 

83/05/16 

30-412 

K 

5309180205 

6309100005 

83/04/12 

FOIA 


5309190760 

0303180999 

63/03/16 

30-412 

K 

5305100287 

0303160253 

83/09/16 

80-412 

K 

0305150764 

03OS1BOS9? 

03/03/16 

30-412 

K 

8305180291 

5305180009 

83/04/12 

FOIA 


03051 00767 

030918093? 

03/03/16 

30-412 

K 

5305100297 

5309100292 

83/03/16 

90-193 

P 

0309100769 

030310033? 

03/03/16 

90-412 

K 

5305180311 

5309180304 

53/03/10 

50-249 

P 

5309180792 

6309180783 

03/03/13 

CONTRACT 


8305180313 

5309150306 

03/05/06 

PR 


8309180004 

0303100790 

63/03/02 

30-361 

8 

830510031 S 

5305160001 

03/03/0? 

50-495 

A 

6309100036 

8303180830 

63/03/06 

30-272 

8 

8305150322 

S30S180316 

93/03/2? 

FOIA 


6309100039 

6303100533 

83/03/10 

XPORTLIC 


8305180324 

8309150244 

03/09/12 

30-322 

a 

0309100896 

8303180054 

63/05/02 

30-230 

P 

8305180326 

5309150001 

83/03/09 

30-495 

A 

5309190006 

8303190004 

63/03/08 

70-2973 


5305150328 

5303150316 

03/03/2? 

30-237 

p 

5309190007 

5309190004 

63/03/06 

70-2973 


5305150331 

8309150244 

03/09/12 

30-322 

0 

8309190027 

030319001? 

63/03/06 

30-434 

0 

5305150337 

5305180 OiOl 

03/03/09 

90-495 

A 

5309190029 

0303190024 

63/03/04 

90-293 

3 

8305 150349 

5305150346 

03/09/13 

90-331 

R 

8303190030 

8303190031 

83/03/03 

30-322 

a 

8305(50367 

5303150366 

03/09/17 

30-322 

H 

8309190049 

8309190009 

03/03/11 

30-329 

Q 

8305180397 

5305 180389 

83/03/0? 

30-454 

A 

8309190030 

0309190003 

83/03/11 

90-329 

0 

5305150403 

8309150399 

03/09/13 

90-275 

R 

5309190034 

8303190046 

83/03/03 

30-397 

A 
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8303190057 

8303190053 

83/03/09 

XPORTLtC 


830S1900EO 

0303190046 

03/05/03 

50-397 


0303190061 

0303190003 

83/03/11 

FOIA 


8303190060 

8303190046 

83/03/03 

50-397 

A 

8303190077 

6305190046 

83/03/03 

50-397 

A 

8303190084 

8303190003 

83/03/11 

50-373 

S 

8303190088 

0303190003 

83/03/11 

50-329 

Q 

8303190097 

0305190005 

83/03/11 

50-329 

8 

8303190102 

8303 190005 

83/03/1 1 

50-329 

Q 

8303190100 

8303190003 

83/03/11 

50-329 

0 

6303190112 

9303190003 

83/03/11 

50-329 

8 

8303190119 

0303190005 

03/03/11 

50-373 

G 

8303 190 124 

8305190003 

B3/03/1 1 

50-373 

a 

0303 190 1 28 

8303170003 

03/03/ 1 1 

50-373 

Q 

8303190182 

8303190003 

83/03/ 1 1 

FDIA 


0303190143 

B30319000S 

03/03/11 

50-373 

p 

0303190131 

0305190005 

03/03/11 

50-373 

Q 

0305190133 

830 3 1900 OS 

83/03/11 

FOIA 


0303190134 

0303170149 

83/05/11 

50-346 

R 

0303190162 

0303190005 

03/03/11 

50-373 

0 

8303190167 

8303 190005 

83/03/11 

50-373 

Q 

8303190169 

8303190163 

03/05/06 

50-272 

a 

0303190174 

0303190163 

03/05/06 

50-272 

G 

8303190173 

8303190170 

83/05/06 

50-244 

0 

8305190179 

8303190003 

83/03/11 

30-373 

0 

8305190181 

8303190176 

03/05/09 

50-293 

8 

8303190183 

8303190178 

03/05/06 

50-255 

Q 

8303 190 184 

8303190005 

03/03/11 

50-373 

0 

8303190189 

0305190005 

03/03/11 

50-373 

Q 

0303190191 

0305190187 

03/05/04 

50-271 

Q 

0303190201 

03OS19OV96 

83/05/13 

50-155 

P 

0303190207 

8305190005 

03/03/11 

FOIA 


0303190232 

8303190005 

83/03/11 

FOIA 


0303190230 

03O319OB34 

03/05/06 

50-244 

S 

0305190247 

8303190240 

83/03/13 

50-289 

R 

8303190236 

8303190251 

83/05/06 

50-331 

Q 

0303190263 

8303190260 

03/05/06 

50-219 

Q 

0303190266 

8303190260 

83/05/05 

50-219 

0 

8305190273 

0303190269 

83/05/16 

50-350 

0 

8303170276 

8305190003 

83/03/1 1 

FOIA 


0305190281 

0303190278 

03/03/31 

50-358 

A 

0303190263 

8303190003 

83/03/11 

30-373 

0 

6303190204 

8305190280 

83/05/12 

30-329 

A 

8303190209 

0303190005 

63/03/11 

50-373 

0 

0303190290 

8303190287 

03/05/05 

30-317 

8 

0303190292 

8303190005 

03/03/11 

50-373 

0 

0303190296 

0303190003 

03/03/11 

50-373 

Q 

B303190299 

0303170003 

03/03/11 

FOIA 


8303190300 

8303190298 

03/05/06 

50-329 

0 

8303190302 

0303190005 

03/03/11 

50-373 

P 

8303190303 

8303190005 

83/03/11 

50-373 

P 

8303190304 

8303190005 

03/03/11 

30-373 

Q 

8303190306 

8305190005 

03/03/11 

FDIA 


8303190307 

0303190005 

03/03/1 i 

50-329 

8 

8303190309 

0305190105 

03/04/25 

50-334 

S 

0303190311 

0303190310 

03/05/05 

50-271 

Q 

0303190313 

8303190310 

03/05/05 

50-271 

Q 

0303190314 

0303190312 

03/05/16 

50-358 

A 

0303190322 

0303190319 

83/05/06 

50-387 

S 

8303190329 

0303190005 

03/03/11 

50-373 

Q 

8303190330 

8305190326 

83/05/09 

50-293 

8 

8303190332 

8305190005 

83/03/11 

50-373 

P 

8305190334 

0305190331 

03/05/04 

50-410 

0 

8303190337 

0305190003 

03/03/11 

FOIA 


8303190341 

03031 90005 

03/03/11 

FOiIA 


8303190332 

8305190348 

83/05/05 

50-318 

e 

8303190333 

0303190005 

83/03/1 1 

50-373 

p 

8308190337 

0305190005 

03/03/11 

50-373 

P 

8305190360 

8303190349 

03/05/12 

50-407 

p 

8303190361 

8303190356 

83/05/04 

Ml SC 


8305190363 

0303190005 

83/03/11 

50-373 

p 

8305190367 

0305190005 

83/03/1 1 

50-373 

p 

0305190369 

8305190349 

83/05/12 

50-407 

p 

0305190371 

0305190366 

83/05/16 

50-155 

0 

8305190374 

8305190005 

83/03/11 

FOIA 


0305190373 

8303190366 

83/05/16 

50-155 

0 

8303190379 

8303190005 

83/03/11 

50-373 

p 

8303190380 

0305190349 

83/05/12 

50-407 

p 

8305190302 

8303190370 

83/05/16 

50-322 

0 

8305190304 

8303190005 

83/03/ U 

50-373 

Q 


ACCESSION NUMDEft 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUDJBCT 

CATEGORY 

8305190307 

0305 190005 

93/03/11 

50-373 

0 

8305190390 

8305 1 90005 

93/03/11 

50-373 

P 

8305190393 

8305190005 

83/03/11 

50-373 

S 

0305190396 

0305190005 

93/03/11 

50-329 

Q 

8305190399 

8305190005 

83/03/11 

50-373 

Q 

8305190514 

0305190506 

83/04/12 

CONTRACT 

8305200004 

8305200002 

93/05/13 

CONTRACT 

8305200037 

8305200031 

63/03/23 

40-4492 


0305200071 

8305200062 

83/05/11 

CONTRACT 

8305200085 

0305200081 

83/05/04 

50-336 

P 

8305200009 

8305200081 

03/05/04 

50-336 

P 

8305200106 

B30SB00103 

83/04/28 

50-269 

P 

8305200107 

8305200100 

83/05/02 

50-277 

Q 

83052001 lO 

8305200100 

83/05/02 

50-277 

Q 

8305200125 

8305200122 

83/05/12 

50-400 

D 

8305200134 

8305200131 

83/04/29 

CONTRACT 

8305200137 

0305200129 

83/05/11 

XPORTLIC 

8305200149 

0305200145 

83/05/13 

CONTRACT 

8305200165 

830S2D01S9 

83/05/13 

70-2982 


0305200179 

8305200173 

83/05/17 

50-209 

p 

0305200196 

8305200192 

83/05/16 

50-148 

0 

8305200199 

8305200190 

83/04/19 

50-382 

8 

8305200204 

0305200198 

83/05/02 

NJREO 


8305200238 

8305200100 

83/05/02 

30-277 

Q 

0305200244 

8305200239 

83/05/03 

30-255 

a 

8305200247 

8305200239 

83/05/03 

50-255 

Q 

8305200253 

3305200251 

83/05/04 

50-382 

0 

8305200256 

0305200251 

03/05/04 

50-382 

0 

8305200268 

8305200265 

83/05/13 

50-333 

p 

8305200272 

030520026 S 

83/05/13 

50-333 

p 

8305200273 

0305200266 

83/05/04 

50-275 

p 

8305200284 

8305200279 

83/05/ 1 1 

50-339 

G 

8305200286 

8305200200 

83/05/09 

30-416 

G 

03OS2OD29O 

830 520 028 3 

03/05/1 1 

50-220 

G 

8305200300 

8305200280 

03/05/12 

50-260 

0 

8305200301 

8305200295 

83/05/13 

50-237 

S 

8305200 307 

8309200295 

83/05/13 

50-237 

9 

8305200315 

8305200308 

63/05/10 

aA999 


8305200318 

B30S200310 

83/05/ ] 7 

70-143 


8305200319 

8305200313 

83/05/13 

30-313 

<1 

8305200323 

8305200308 

03/05/10 

aA999 


8305200327 

8305200306 

83/05/12 

50-340 

R 

8305200332 

8305200308 

03/05/10 

0A99? 


0305200337 

830 5200330 

83/05/18 

50-346 

Q 

8305200340 

8305200333 

03/05/04 

0A999 


8305200352 

030520031 1 

93/05/12 

50-395 

0 

8305200362 

8305200357 

93/05/12 

50-364 

R 

8305200364 

830S2003SB 

93/05/16 

50-275 

R 

8305280374 

8303200360 

93/05/12 

30-309 

8 

8305200376 

8303200370 

03/04/28 

0A999 


8305200379 

8305200370 

83/04/28 

04999 


8305200383 

8305200382 

83/05/17 

50-220 

0 

8305200392 

8305200306 

03/04/25 

50-220 

a 

8305200397 

8305200394 

03/03/09 

50-272 

a 

83052004 1 2 

8305200405 

03/05/16 

50-206 

p 

83052004 i 5 

8305200411 

03/03/10 

flA999 


8305200418 

8305200411 

83/03/10 

0A999 


8305200419 

8305200416 

03/05/18 

50-445 

0 

8305200422 

8303200411 

83/05/10 

0A999 


8305200426 

8303200420 

83/05/11 

30-260 

8 

8305200432 

0305200427 

83/05/13 

30-327 

8 

8303200439 

8303200436 

83/05/17 

50-334 

0 

8305200440 

8303200438 

83/03/17 

50-369 

P 

5305200451 

9305200445 

83/04/04 

S0-3J3 

S 

6305200457 

9305200446 

03/03/10 

0A999 


5305200462 

83052 004 46 

83/05/10 

&A999 


5305200463 

9305200439 

63/05/20 

50-337 

D 

5305200465 

9305200430 

83/03/20 

50-315 

F 

5305200468 

8305200446 

83/03/10 

8A999 


5305200473 

830520046? 

03/05/16 

30-309 

P 

5305200482 

8305200472 

83/05/17 

70-925 


8305200493 

8305200484 

83/03/12 

30-416 

S 

830S200S14 

8305200509 

83/05/17 

30-346 

0 

830S20051S 

8305200510 

83/05/13 

50-393 

s 

8305200518 

8305200512 

83/05/13 

30-403 

■0 

8305200520 

8305200509 

83/03/17 

50-346 

a 

8308200522 

8305200508 

83/05/17 

50-454 

Q 

8305200527 

8305200509 

83/03/17 

50-346 

0 

8303200528 

8305200516 

83/04/27 

50-267 

0 

8305200532 

8303200523 

03/03/11 

50-416 

B 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

OaCUMENT 

I6SUE0 

CATEGORY 

ENCLOSURE 

DOCUMENT 

I0SUED 

CATEOORY 

6309200940 

B305200508 

63/05/17 

90-494 

0 

6303230167 

6305830127 

83/09/17 

90-309 

F 

S30S200943 

6305200538 

03/09/06 

90-324 

s 

0309230169 

0309230199 

83/09/13 

CONTRACT 


6309200946 

0305200537 

63/09/11 

50-31 1 

8 

6309230179 

6305830127 

83/09/17 

90-309 

F 

630520035] 

8305200547 

63/09/06 

50-26? 

S 

0309230176 

8309830169 

83/05/02 

71-496 


6309200961 

B305200559 

63/09/11 

90-367 

s 

8309230179 

S30923011S 

03/03/22 

70-1 193 


6309200969 

0309200596 

83/09/17 

30-369 

0 

6309230161 

6309830127 

03/05/17 

90-309 

F 

6309200967 

0305200993 

63/09/16 

90-329 

A 

0309230186 

6305230112 

83/03/22 

70-1193 


6309200979 

8309200953 

83/09/16 

90-32? 

A 

0309230196 

6309230112 

63/03/22 

70-1 193 


6309200961 

0309200577 

83/05/12 

90-327 

S 

0309230199 

830923018? 

03/05/17 

90-320 

T 

6309200963 

8309200974 

83/09/13 

90-336 

s 

0309230207 

8309230112 

83/03/22 

40-1478 


6303200964 

0305200564 

63/09/13 

50-317 

R 

0309230209 

63092301 89 

03/05/17 

90-320 

T 

6309200993 

0305200589 

63/05/13 

QA??9 


0309230221 

6309230213 

03/05/10 

90-279 

R 

6309200994 

8305200590 

63/05/1B 

90-322 

0 

0309230222 

8309230112 

03/03/22 

40-1478 


6309200611 

8305200591 

63/05/02 

90-263 

0 

0309230224 

8309230216 

03/05/11 

90-279 

R 

6309200623 

8309200619 

63/09/16 

REVIEW 

ORP 

0309230233 

0309230112 

83/03/22 

40-1478 


8309200624 

8305200613 

03/09/19 

90-142 

T 

8309230234 

0309230238 

83/03/21 

FOIA 


6309200627 

0305200619 

63/09/18 

REVIEW 

ORP 

8309230249 

6309230249 

83/05/17 

CONTRACT 


6305200626 

8305200620 

63/05/17 

50-317 

0 

0309230291 

6309830846 

83/04/26 

FOIA 


6309200633 

0305200626 

03/09/12 

90-399 

8 

0309230294 

0309830846 

83/04/88 

FOIA 


8309200634 

8305200619 

83/05/18 

REVIEW 

ORP 

0309230274 

8309230896 

83/05/17 

CONTRACT 


6309200637 

0305200621 

63/09/11 

90-373 

P 

0309230284 

8309830876 

83/05/19 

90-213 

P 

6309200644 

8309200631 

03/09/04 

90-317 

R 

0309230289 

0309230261 

83/05/13 

CONTRACT 


6309200646 

8309200640 

63/03/11 

50-387 

8 

0309230292 

6309230269 

83/05/19 

90-937 

A 

6309200647 

8305200621 

63/05/1] 

50-373 

P 

0309230293 

6309830897 

83/05/02 

CONTRACT 


6309200646 

0305200636 

83/05/19 

50-937 

C 

0309230300 

0309230300 

83/05/13 

90-309 

P 

6305200690 

8305200631 

63/09/04 

50-317 

R 

0309230311 

0305230290 

03/05/11 

CONTRACT 


6309200694 

830520061? 

63/09/16 

REVIEW 

ORP 

0309230314 

8309230309 

83/04/89 

90-498 

0 

6309200699 

8309200621 

63/09/11 

50-373 

P 

8309230330 

8309230323 

83/05/13 

90-249 

F 

6309200661 

830920061? 

63/09/10 

REVIEW 

ORP 

8309230332 

8309230326 

83/05/12 

CONTRACT 


0309200664 

830520061? 

63/05/10 

REVIEW 

ORP 

0309230333 

8309230324 

83/09/06 

PR 


6309200669 

0305200621 

03/09/11 

50-373 

P 

0309230330 

8309230323 

83/09/13 

90-249 

F 

6309200671 

030520061? 

B3/05/IB 

REVIEW 

ORP 

0309230340 

0309230337 

83/09/06 

90-313 

0 

6305200673 

0305200666 

03/05/04 

QA999 


030923036? 

0309230360 

83/09/09 

COMMISSION 

6309200674 

0309200666 

03/09/18 

50-445 

0 

0309230300 

0309230377 

83/09/09 

90-209 

u 

6309200679 

8309200621 

03/05/11 

90-373 

P 

6309230399 

0309230381 

83/09/11 

90-309 

p 

6309200677 

830520061? 

03/05/10 

REVIEW 

ORP 

0309230406 

8309830397 

83/09/09 

COMMISSION 

8309200676 

8309200666 

63/09/04 

0A999 


0309230429 

8309230420 

83/04/87 

COMMISSION 

6309200679 

8309200676 

03/05/13 

80-400 

K 

0309230427 

8309830486 

83/09/18 

90-267 

R 

8309200661 

8309200621 

03/05/11 

50-373 

P 

0309230426 

8309230420 

03/04/27 

COMMISSION 

6303200663 

8305200621 

03/05/11 

90-373 

P 

6309230431 

6309090020 

83/09/02 

90-280 

P 

630 9200664 

8309200621 

63/09/11 

90-373 

P 

0309230432 

6309230424 

83/09/13 

90-88 1 

B 

6309200666 

0309200621 

63/09/11 

90-373 

P 

0309230434 

6309230429 

83/09/13 

90-293 

0 

8309200691 

8309200621 

63/09/11 

90-373 

P 

8309230437 

6309230436 

83/09/17 

90-219 

R 

8309200701 

8309200606 

63/09/12 

90-213 

6 

8309230440 

6309230439 

83/04/80 

90-289 

U 

6309200710 

03OS2OO7O? 

63/09/09 

90-338 

P 

6309230441 

8309230430 

83/04/18 

90-813 

8 

8309200717 

B30S20070? 

63/09/09 

90-338 

P 

0309230443 

8309230439 

B3/04/2B 

90-889 

U 

6309200720 

030520070? 

63/05/05 

50-338 

P 

0309230446 

8309230433 

83/04/80 

90-S2BV 

U 

6309200724 

0305200709 

83/09/09 

90-330 

P 

0309230449 

8309230449 

83/09/13 

90-449 

0 

8309230004 

8305230003 

63/09/03 

90-920 

A 

6309230491 

8309230424 

83/09/13 

90-2S1 

8 

6309230009 

8305230007 

63/09/20 

50-430 

F 

0309230493 

8309230439 

83/04/28 

90-889 

U 

6305230010 

6305230006 

63/04/29 

ADVCM 


83092304 9B 

6309230452 

83/09/06 

90-244 

6 

6309230012 

6305230006 

83/04/29 

ADVCM 


8309230499 

8309230494 

03/09/04 

90-333 

8 

6309230017 

8305230006 

83/04/29 

ADVCM 


8309230460 

8309230499 

03/09/17 

90-289 

0 

6309230020 

6305230015 

63/04/18 

90-201 

P 

8309230461 

8309230497 

03/04/29 

COMMISSION 

6309230029 

6305230006 

63/04/29 

ADVCM 


0309230467 

6309230464 

83/09/06 

90-289 

0 

6309230031 

6305230024 

03/09/09 

CONTRACT 

0309230466 

6309230463 

83/09/09 

90-366 

6 

0309230032 

8305230006 

63/04/29 

ADVCM 


0309230469 

6309230469 

03/09/02 

COMMISSION 

6309230033 

6305230026 

63/01/29 

70-139? 


0309230479 

6309230464 

83/09/06 

90-289 

Q 

0309230039 

8305230026 

63/01/25 

70-139? 


0309230476 

6309230473 

83/09/06 

90-482 

0 

6309230039 

8305230026 

03/03/31 

FOIA 


0309230477 

0309830471 

83/09/04 

90-387 

0 

6309230040 

6305230006 

03/04/29 

ADVCM 


8309230479 

8309230474 

03/09/03 

COMMISSION 

6309230047 

6309230026 

03/03/31 

FOIA 


0309230460 

8309230473 

03/09/06 

90-482 

0 

6309230046 

6309230006 

03/04/29 

ADVCM 


0309230403 

0309230472 

03/09/10 

90-309 

a 

6309230096 

6309230041 

63/04/14 

PRDJ 


830923040? 

8309230469 

03/05/18 

90-482 

0 

6309230097 

6309230020 

63/03/31 

FOIA 


0309230490 

6309230486 

83/09/09 

90-366 

a 

8309230070 

6309230069 

63/03/31 

FOIA 


6309230498 

0309230499 

83/05/09 

90-366 

6 

8309230066 

6309230000 

63/04/12 

71-9607 


6309230913 

0309830910 

83/09/09 

90-317 

8 

63092301 16 

6309230107 

63/09/03 

71-9019 


6309230919 

0309830909 

83/09/09 

90-893 

8 

6309230129 

8309230107 

83/09/03 

71-9019 


6309230919 

0309230911 

83/04/29 

MtSC 


6309230134 

8309230112 

63/03/22 

70- 1 1 93 


6309230921 

0309230916 

83/04/87 

90-893 

9 

6309230137 

6309230127 

03/05/17 

90-309 

F 

8309230924 

8309230911 

83/04/29 

MI8C 


6309230139 

6309230112 

03/03/22 

70-1193 


8309230927 

0309830980 

83/09/09 

90-334 

8 

6309230140 

8305230127 

63/05/17 

go-30? 

F 

8309230928 

0309830988 

83/05/09 

90-316 

6 

6309230142 

8305230127 

83/05/17 

90-30? 

F 

8309230931 

0309830911 

83/04/89 

MISC 


6309230149 

6305230128 

03/05/11 

90-313 

P 

8309230936 

0305830930 

83/09/16 

90-327 

S 

6309230146 

8305230127 

63/05/17 

50-309 

F 

8309230937 

0309230939 

83/05/12 

90-293 

R 

B309230191 

6303230127 

03/05/17 

90-309 

F 

6309230938 

8309830933 

83/09/04 

90-293 

8 

6309230194 

6305230127 

63/05/17 

90-309 

F 

0309230944 

6309830940 

83/09/13 

90-348 

8 

6309230197 

6305230127 

63/05/17 

90-309 

F 

6309230990 

0309230940 

83/05/13 

90-340 

6 

6309230162 

8305230127 

83/09/17 

90-309 

F 

6309230997 

0309230949 

83/09/10 

90-245 

8 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


605 


ACCESSION NUMBER ACCESS I ON NUMBER 



PRINCIPAL 

DATE 

8UBUECT 



PRINCIPAL 

DATE 

SUD/ECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

Q30923O999 

8309230996 

03/09/18 

90-279 

R 

8309240361 

8305240392 

63/09/30 

0A999 


8308230960 

8309230999 

83/09/09 

50-317 

S 

8309240363 

8309240392 

03/09/30 

OA999 


8309230964 

8309230961 

03/04/29 

90-244 

3 

8309240369 

0305240365 

03/03/31 

FOIA 


8309230970 

8309230967 

03/09/18 

90-482 

t 

8309240370 

8309240363 

03/09/ 1 6 

30-319 

a 

0309230972 

8309230967 

83/09/10 

90-402 

I 

8309240371 

8309240367 

03/09/17 

30-398 

Q 

8309230977 

8309230968 

83/09/09 

90-321 

a 

8309240374 

8305240362 

83/09/1* 

90-319 

0 

0309230902 

8309230974 

03/09/13 

50-410 

A 

8309240393 

B30 9 240390 

03/0 5/ao 

90-375 

0 

8309230989 

8309230974 

S3/09/I3 

90-410 

A 

8309240403 

8309240400 

83/09/20 

QA999 


8309230907 

6309230974 

03/09/13 

90-410 

A 

8309240413 

8309240407 

03/09/1^ 

30-461 

A 

8309230993 

8309230974 

83/09/13 

50-410 

A 

8309240419 

8309240411 

03/09/20 

OA??? 


8309230999 

B309230974 

03/09/13 

90-410 

A 

8309240421 

8309240407 

03/09/19 

90-461 

A 

0309230603 

8309230974 

03/09/13 

50-410 

A 

8309240433 

8309240426 

83/04/29 

OA999 


8309230607 

0309230974 

03/09/13 

80-410 

A 

0309240435 

8309240431 

83/09/20 

<IA?9? 


8309230614 

8309230974 

83/09/ 13 

50-410 

A 

8309240437 

8309240426 

B3/04/2S 

OA999 


8309330619 

8309230973 

83/04/19 

90-237 

& 

0309240449 

8309240426 

83/04/23 

0A999 


8309230622 

8309230974 

83/09/13 

50-410 

A 

8305240452 

8309240426 

03/04/29 

OA999 


8309230628 

8309230974 

03/09/13 

50-410 

A 

8305240457 

8309240449 

03/09/23 

90-309 

G 

8309230637 

8309230974 

83/03/13 

50-410 

A 

0305240462 

8309240426 

03/04/29 

OA999 


0309230644 

8309230974 

03/09/13 

90-410 

A 

S305240476 

8309240480 

03/09/0* 

90-819 

ft 

8309230690 

8309230974 

83/03/13 

90-410 

A 

8305240484 

8309240401 

83/09/20 

90-348 

1 

8309230696 

8309230974 

83/05/13 

90-410 

A 

8309240519 

8309240910 

e3/05/O£> 

90-344 

R 

8309230661 

8309230974 

B3/09/I3 

90-410 

A 

0305240 539 

8309240933 

83/09/20 

90-347 

T 

8309230664 

8309230660 

03/04/81 

CDrtMiaaiON 

8305240542 

0309240938 

63/05/23 

90-347 

0 

8309230666 

8309230974 

83/09/13 

90-410 

A 

0309240996 

8309240992 

83/05/03 

71-6930 


0309230676 

8309230670 

03/04/18 

90-3 

F 

6309240998 

0309240999 

33/05/20 

90-347 

T 

8309230678 

8309230974 

83/05/13 

90-410 

A 

0309240969 

0309240909 

03/09/1 1 

90-199 

P 

8309230680 

6309230974 

03/09/13 

90-410 

A 

8309240970 

8309240966 

83/09/10 

go-a 

T 

B3O323O601 

8309230974 

83/09/13 

90-410 

A 

8309240974 

0309240966 

B3/09/ia 

90-3 

T 

8309230684 

8309230974 

03/09/13 

90-410 

A 

8309240618 

8309240614 

03/04/21 

S 0-301 

P 

8309230687 

8309230974 

83/03/13 

50-410 

A 

6309250034 

8305290029 

03/03/29 

FQIA 


8309230691 

B309230974 

83/03/13 

90-410 

A 

8309290038 

0309250029 

83/03/29 

FOIA 


8309230699 

8309230692 

83/04/20 

COMMISSION 

S305290043 

B3092800S9 

83/03/29 

FOIA 


8309230696 

8309230974 

03/09/13 

90-410 

A 

8309290096 

6309250056 

83/09/20 

90-498 

K 

8309230699 

0305230574 

83/09/13 

90-410 

A 

0309290084 

8309250077 

03/03/19 

90-399 

P 

0309230701 

8309230974 

83/09/13 

90-410 

A 

8309290135 

8309290133 

03/03/20 

90-353 

A 

8309230719 

8309230717 

83/09/18 

90-36^ 

8 

8309290144 

8309240087 

03/03/31 

90-373 

F 

8309230729 

8309230723 

03/09/12 

90-368 

P 

8309290166 

6309290066 

03/03/ IS 

90-379 

R 

8309230739 

8309230732 

83/04/13 

COMMISSION 

8309250208 

8309290202 

03/03/23 

90-309 

0 

8309240009 

0309240003 

83/09/20 

90-449 

Q 

0309290221 

8309290209 

83/05/ IG 

90-361 

P 

8309240008 

8309240006 

83/09/20 

90-329 

0 

6309290229 

8309290202 

63/03/23 

90-309 

G 

8309240012 

8309240001 

83/09/20 

90-398 

0 

8309290220 

8309290209 

63/05/ le 

90-361 

P 

8309240016 

8309240001 

03/09/20 

90-390 

0 

0309290230 

6309290226 

63/05/13 

90-306 

0 

8309240023 

8309240019 

83/09/ lO 

90-937 

u 

8309290263 

6309290299 

63/05/19 

90-330 

P 

8309240026 

8309240020 

03/09/09 

90-255 

0 

0309290271 

8309290269 

8 3/OS/ 20 

90-80? 

P 

8309240037 

8309240032 

83/09/17 

90-299 

a 

0309290279 

0309290291 

83/05/12 

90-319 

a 

8308240094 

0309240049 

83/09/19 

90-313 

0 

8309290297 

6309290894 

83/05/20 

90-403 

0 

83092*4006 1 

8309240029 

83/09/06 

90-282 

0 

8309290300 

0309290294 

63/05/20 

90-433 

0 

8300240072 

8309240067 

83/09/17 

90-346 

Q 

8309290303 

0309290299 

83/09/13 

90-377 

0 

8309240084 

8309240079 

83/09/06 

COMMISaiON 

8309250304 

8309250294 

83/09/20 

90-433 

0 

8309240086 

8309240078 

83/09/17 

90-319 

0 

0309290306 

030929029? 

03/09/13 

90-277 

0 

8309240098 

0309240087 

83/03/31 

90-373 

Q 

8309250308 

830-98g0309 

83/09/ 1 1 

OEM TEC 

10 

8309240129 

8309240087 

83/03/31 

90-373 

a 

0309290309 

0309290307 

83/09/13 

50-313 

0 

8309240194 

8309240144 

83/09/16 

TOP REP 


8309290312 

0309290310 

63/09/ 1 1 

90-30? 

0 

8309240167 

8309240199 

83/04/22 

COMMieslDN 

8309290313 

630929031! 

93/09/04 

COMM 1 08 ION 

8309240179 

8309240199 

83/04/22 

COMMIBSION 

8309290314 

6309290310 

03/09/ 1 1 

90-30? 

0 

8309240190 

8309240195 

83/04/22 

COMMISSION 

830929034 1 

6309290294 

03/05/20 

50-403 

0 

8309240220 

8309240216 

83/09/17 

90-289 

0 

8309290346 

6309230294 

63/09/20 

50-483 

0 

8309240232 

8309240227 

03/09/10 

90-29 

0 

0309290351 

6309290294 

83/09/20 

50-483 

0 

8309240242 

8309240238 

83/09/13 

90-279 

R 

8309290394 

0309290294 

83/09/20 

50-483 

0 

8309240244 

8309240241 

03/09/06 

50-373 

0 

8309290356 

6309890294 

83/09/20 

90-483 

0 

8309240247 

9309240241 

83/09/06 

90-373 

0 

8309290350 

8309290294 

83/09/20 

50-483 

0 

8309240296 

8309240292 

83/04/14 

90-390 

0 

8309290399 

8309290294 

83/09/20 

SD-4f33 

9 

8309240299 

8309240294 

83/03/31 

90-287 

P 

0309230360 

8309290294 

03/09/20 

&0-4^3 


8309240260 

8309240294 

83/03/31 

90-416 

p 

9309290363 

B309290294 

83/05/20 

9O-»40i3 

Q 

8309240263 

8309240292 

83/04/14 

50-398 

a 

8309290372 

8309290294 

83/09/20 

90-493 


8309240269 

8309240294 

83/03/31 

90-416 

p 

0309290383 

8309290294 

83/09/20 



8309240267 

8309240292 

83/04/14 

90-398 

0 

8309290388 

0305290294 

83/09/ 20 

50-^ fir) 


8309240268 

6309240264 

83/09/04 

50-496 

Q 

8309290393 

8309290377 

63/09/19 

Sfi-M7 


8309240269 

8309240294 

83/03/31 

90-317 

P 

6309290394 

8305290294 

03/09/20 



830S240272 

8309240292 

83/04/14 

90-398 

0 

8309250399 

8309290377 

03/09/1 <9 

90-337 

0 

8309240279 

8309240292 

83/04/14 

90-398 

Q 

8309290401 

8309290294 

83/09/20 



8309240291 

8309240289 

83/09/19 

90-372 

0 

8309290403 

8303290294 

03/09/20 



8309240292 

8309240284 

83/09/18 

90-331 

0 

8309250407 

8309290377 

63/09/19 



8309240306 

8309240302 

83/09/06 

90-319 

0 

8305250400 

8305290294 

03/09/20 



8309240308 

8309240301 

83/09/17 

90-373 

0 

8309290413 

6309290294 

03/09/20 

90-403 

0 

8309240309 

8309240302 

63/09/06 

50-315 

0 

8305290413 

8305290377 

03/09/19 



8309240319 

8309240301 

03/09/17 

90-373 

o 

8309230419 

8309290294 

B3/on/-ao 



8309240340 

8309840337 

83/09/09 

40-3392 


8303290424 

6305250294 

83/05/20 



8309240346 

8309240344 

83/09/20 

0A999 


8309290428 

8305290294 

83/09/20 



8309240397 

8309240392 

83/05/20 

06999 


8309290431 

8305290427 

83/09/11 

90- a? 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCES9l□^ 

1 NUMDEd 

DATE 
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SUOJECT 

CATEOOfiy 

ACCESSION NUMBER 

DATE 
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CATEOORV 

ENCLOSURE 
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OaCUHENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8303230432 

9305290S94 

83/05/20 

50-483 

0 

8309260211 

0309260207 

83/05/11 

90-290 

P 

8303230436 

8303290394 

03/05/20 

50-483 

0 

0309260222 

8309260206 

83/05/23 

CONTRACT 


8303230440 

8305230394 

83/05/20 

50-483 

0 

8309260224 

0309260221 

83/09/12 

90-440 

0 

B3092S044I 

8303250438 

03/09/12 

50-244 

a 

8309260229 

8309260223 

83/09/13 

90-359 

a 

B3092S0443 

8309390437 

83/05/11 

50-246 

0 

0309260231 

8309260223 

83/09/13 

90-390 

a 

8303230444 

8309290394 

03/09/20 

50-483 

0 

0309260239 

0309260236 

03/09/09 

90-440 

Q 

8303250446 

8309230438 

03/09/12 

50-244 

0 

0309260243 

8309260236 

03/09/09 

90-440 

a 

8303250448 

B309290S94 

03/05/20 

50-483 

0 

0309260249 

0305260241 

83/09/19 

90-346 

p 

8303290430 

8309250447 

03/09/11 

50-271 

Q 

8309260247 

0305260246 

83/09/19 

90-461 

A 

83OS2S049I 

8305250394 

03/09/20 

50-483 

O 

8309260240 

8309260241 

83/03/19 

90-346 

p 

8303290433 

B3O929043Q 

03/05/12 

50-244 

Q 

8309260290 

8305260244 

93/09/12 

90-461 

a 

8309230496 

8309290454 

03/05/19 

50-184 

0 

0305260293 

8305260246 

83/05/19 

90-461 

A 

8303290498 

8303290394 

03/05/20 

50-483 

0 

8309260259 

8309260252 

83/09/09 

90-397 

a 

B3052S046I 

0305290394 

03/05/20 

50-483 

0 

0309260298 

8305260256 

83/05/12 

90-409 

3 

8309290463 

8309290394 

03/09/20 

50-483 

0 

0309260262 

8305260257 

83/09/19 

90-279 

a 

8303290463 

8305250459 

03/05/11 

50-336 

Q 

8309260266 

8305260259 

83/09/20 

90-195 

Q 

8309290467 

8309290466 

03/05/20 

50-275 

R 

0309260272 

8305260270 

03/09/23 

90-275 

a 

8309230468 

8309290394 

03/09/20 

50-483 

0 

0309260273 

8305260269 

03/09/10 

40-0137 


8305250474 

0309290294 

83/09/20 

50-483 

0 

0309260274 

0305260270 

83/09/23 

90-275 

a 

8309290477 

8305290394 

83/09/20 

50-483 

0 

0309260282 

8305260278 

03/09/20 

90-484 

a 

8309290482 

8305290394 

03/09/20 

50-483 

0 

8309260304 

8309260301 

83/09/23 

50-298 

Q 

8309290484 

8305290401 

83/09/20 

50-339 

p 

0309260311 

8309260309 

03/03/19 

90-330 

s 

8309290486 

8309250394 

03/09/20 

50-483 

0 

0309260313 

8309260309 

03/05/19 

90-330 

8 

8303290490 

8309290394 

83/05/20 

50-483 

0 

0309260321 

8309260319 

03/05/03 

90-928 

Q 

8309290491 

8305290473 

83/09/20 

50-250 

p 

8309260329 

8309260320 

03/09/24 

80-324 

P 

8303290493 

8309290409 

83/09/16 

PR 


8309260326 

0309260319 

83/05/03 

80-828 

Q 

8309290496 

8305290394 

83/09/20 

50-483 

0 

0309260327 

8309260322 

83/09/24 

80-382 

O 

8309290498 

8305290400 

83/09/20 

50-412 

0 

0309260331 

8309260329 

83/05/12 

80-373 

3 

8309290900 

8303290499 

83/09/13 

50-289 

Q 

8309260334 

8309260329 

83/09/12 

80-373 

3 

8303290902 

8309 290294 

03/09/20 

50-483 

0 

0309260337 

8309260336 

83/09/23 

80-338 

A 

8309290904 

8309290497 

03/09/11 

50-213 

0 

0309260338 

8309260336 

83/09/23 

80-388 

A 

8309290905 

8309290499 

03/05/13 

50-289 

0 

0309260341 

8309260340 

03/09/13 

CONTRACT 


B3092SOS06 

8309290294 

03/09/20 

50-483 

0 

0309260399 

8305260390 

83/09/13 

71-9191 


8309250909 

3309290903 

03/09/12 

50-286 

0 

0309260373 

8305260350 

03/09/13 

71-9191 


830325091 1 

8305290294 

03/05/20 

50-483 

0 

0309260300 

8305260377 

03/05/16 

CONTRACT 


8309290919 

8305290294 

83/05/20 

50-483 

0 

830926039? 

8309260399 

03/04/28 

40-299 


8309290918 

8309290510 

83/05/18 

90-213 

p 

8309260401 

8309260397 

03/03/28 

80-398 

A 

0309290920 

8305290512 

03/09/23 

50-206 

p 

8309260409 

0309260397 

03/03/28 

80-398 

T 

8309290921 

8305250294 

83/05/20 

50-483 

Q 

8309270010 

0309270007 

83/03/26 

30-299 

F 

8309290923 

8305250914 

83/05/18 

50-220 

P 

8309270011 

8309270008 

83/09/20 

50-261 

P 

8309290924 

0309250294 

03/05/20 

50-483 

0 

8309270012 

8305270006 

83/04/11 

TOPREP 


S3D9290931 

8309250294 

03/05/20 

50-483 

0 

0309270027 

8309270022 

83/03/08 

90-320 

P 

8309290939 

8309290929 

03/04/25 

PR 


0309270034 

8309270032 

83/09/16 

XPORTLIC 


8309290936 

8309250294 

03/09/20 

90-483 

0 

0309270039 

8309270022 

83/03/08 

50-320 

P 

8309250940 

8309290294 

03/09/20 

50-483 

0 

0309270037 

8309270033 

83/05/20 

50-423 

3 

8309290942 

8309290294 

03/09/20 

50-483 

0 

0309270040 

0309270022 

03/03/08 

90-320 

P 

8309290944 

83092S0294 

03/09/20 

50-483 

G 

0309270046 

8305270022 

03/03/08 

90-320 

P 

8309290546 

0309290941 

os/og/c? 

50-280 

Q 

0309270040 

0309270022 

83/03/08 

80-320 

P 

8309290948 

8309250294 

03/09/20 

50-483 

0 

0309270090 

8305270049 

83/09/19 

80-271 

3 

8309290952 

8309250294 

03/09/20 

50-483 

0 

0309270092 

8309270049 

83/09/19 

80-271 

3 

8305290953 

8309250294 

03/05/20 

50-483 

0 

8309270093 

8309270043 

83/09/23 

80-272 

3 

8303290957 

8309250294 

03/09/20 

50-483 

0 

B309270099 

8309270049 

83/09/19 

80-271 

3 

8303290539 

8305250294 

03/09/20 

50-483 

0 

8309270063 

8309270097 

83/09/16 

80-329 

K 

8303290362 

8305290294 

03/09/20 

50-483 

0 

8309270066 

8305270097 

03/09/16 

80-329 

K 

8303230563 

8309290960 

03/09/20 

50-213 

0 

8309270071 

8305270060 

83/09/26 

50-244 

P 

8303290966 

8305290294 

03/05/20 

50-483 

0 

0309270006 

8305270083 

83/04/20 

90-395 

3 

8309290968 

8309250963 

03/09/13 

70-37 1 


0309270093 

8309270090 

83/03/16 

CONTRACT 


8303290973 

8309250294 

83/09/20 

50-483 

0 

8309270094 

B309270091 

03/04/18 

80-395 

3 

8309290974 

8309250569 

83/09/20 

50-271 

P 

0309270099 

8309270092 

83/09/20 

90-302 

P 

8309290379 

8309290971 

03/05/13 

50-387 

G 

0309270100 

8309270097 

83/04/28 

CONTRACT 


8309230976 

8305290294 

83/05/20 

50-483 

0 

0309270101 

8309270098 

03/04/19 

50-389 

3 

8309290377 

8309290972 

03/09/10 

50-271 

Q 

0309270109 

0305270103 

03/09/06 

CONTRACT 


8309230378 

8305290963 

03/05/13 

70-371 


0309270110 

8309270108 

03/09/10 

CONTRACT 


8303290980 

8309290294 

03/05/20 

90-483 

G 

0309270116 

8309270113 

03/04/11 

70-1113 


8309290582 

8305290563 

03/09/13 

70-371 


8309270119 

8309270114 

03/09/18 

90-245 

P 

8309290583 

8305290294 

03/09/20 

90-483 

0 

8309270121 

8309270112 

03/04/06 

50-302 

a 

8309290984 

8305290294 

03/05/20 

50-483 

0 

0309270149 

8309270142 

03/09/18 

70-1151 


8309230986 

8305290563 

03/09/13 

70-37 1 


0309270149 

0309270144 

03/09/24 

0A999 


8309250987 

8305290294 

03/05/20 

90-483 

0 

0309270151 

8309270146 

83/03/29 

90-369 

a 

8303250989 

8305290294 

03/09/20 

90-403 

0 

0309270199 

0309270156 

83/04/27 

70-1113 


8309290990 

8305290500 

83/05/19 

90-289 

P 

0309270160 

0305270154 

83/03/29 

90-369 

a 

8309290604 

0305290603 

03/09/18 

40-8027 


0309270167 

8309270161 

83/09/18 

70-143 


8309290607 

8305290609 

03/09/18 

70-371 


0309270179 

8309270176 

83/09/09 

90-389 

a 

8309260002 

8309260001 

83/09/19 

50-937 

L 

0309270186 

8305270192 

83/05/24 

90-344 

p 

8309260004 

8305260003 

83/04/18 

71-9552 


0309270188 

8309270182 

83/09/24 

90-344 

p 

8309260048 

8309260037 

83/09/24 

90-447 

E 

0309270190 

0309270187 

83/09/23 

90-334 

p 

8309260097 

8309260099 

83/09/18 

XPQRTLIC 


8309270193 

8305270191 

83/09/23 

90-496 

a 

8309260087 

8305260081 

03/04/08 

CONTRACT 


8309270200 

9309270197 

83/09/02 

90-537 

a 

8309260173 

8309260160 

03/09/23 

50-483 

0 

8309270206 

8309270202 

83/04/07 

90-259 

a 

8309260183 

8309260102 

03/05/17 

50-275 

0 

8309270208 

B305270204 

83/09/13 

90-104 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


607 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8305270211 

0305270205 

83/09/24 

90-344 

P 

B30S270212 

B305270209 

03/09/25 

SO -302 

Q 

0305270219 

8305270215 

83/09/06 

30-290 

0 

8305270226 

8305270196 

03/05/10 

30-62 

0 

S303270227 

8305270223 

03/09/20 

30-316 

5 

8305270230 

8305270223 

83/09/20 

30-316 

S 

8305270231 

8305270229 

03/04/01 

50-261 

O 

8305270233 

8305270228 

83/05/19 

50-390 

o 

8305270236 

8305270232 

83/09/09 

50-389 

o 

8305270244 

8305270238 

03/04/18 

50-338 

0 

8305270245 

8305270240 

83/04/19 

50-389 

a 

8305270246 

8305270242 

03/05/03 

90-280 

a 

8305270252 

8305270242 

83/09/03 

90-280 

a 

6305270253 

0305270247 

83/04/29 

90-302 

0 

6305270254 

8305270174 

83/04/22 

70-1201 


B305270256 

8305270250 

93/04/29 

30-324 

Q 

8305270257 

8305270242 

83/09/03 

90-280 

0 

8305270258 

8305270247 

83/04/29 

30-302 

0 

8305270260 

8305270247 

03/04/29 

50-302 

a 

8305270263 

8305270250 

83/04/29 

90-324 

0 

8305270264 

6305270247 

83/04/89 

50-302 

o 

8305270265 

630527024^ 

83/09/03 

30-280 

Q 

8305270266 

6305270250 

83/04/29 

30-324 

0 

8305270269 

8305270247 

03/04/29 

50-302 

0 

B30S27027O 

6305270261 

83/09/29 

30-341 

0 

8305270272 

8305270267 

03/09/13 

aA999 


B30S270276 

8305270250 

63/04/29 

30-324 

0 

8305270277 

8305270267 

03/09/13 

<1A999 


8305270278 

6305270273 

83/09/06 

90-337 

Q 

8305270279 

8305270259 

83/09/19 

90-269 

P 

8305270281 

030527027 1 

63/09/16 

50-400 

Q 

8305270282 

0305270209 

83/09/24 

50-344 

P 

8305270283 

8305270279 

83/05/12 

90-416 

a 

8305270284 

0305270274 

63/09/23 

30-333 

0 

8305270266 

0305270267 

63/09/13 

QA999 


8305270292 

8305270271 

83/05/16 

30-400 

0 

8305270293 

0305270209 

03/03/29 

30-389 

0 

8305270294 

8305270299 

83/09/19 

50-269 

p 

8305270297 

0305270287 

03/09/06 

30-333 

a 

8305270298 

6305270291 

83/09/13 

QA999 


8305270301 

630527027 1 

03/05/16 

30-400 

Q 

8305270303 

8305270290 

83/03/23 

30-390 

a 

8305270304 

B30S27028B 

83/03/23 

50-332 

0 

8305270305 

0305270296 

03/09/20 

30-279 

p 

8305270306 

8305270300 

83/03/30 

90-416 

0 

8305270307 

8305270291 

83/05/13 

QA999 


8305270308 

8305270271 

83/09/ 1 6 

50-400 

o 

8305270309 

83052702 S9 

83/09/19 

90-269 

p 

8305270311 

B30S270302 

83/09/10 

aA999 


8305270312 

8305270280 

03/05/20 

90-302 

0 

8305270315 

8305270310 

83/03/30 

50-389 

Q 

8305270318 

0309270280 

83/09/20 

90-302 

a 

8305270319 

8309270314 

03/04/14 

90-537 

a 

8305270322 

8309270313 

83/03/23 

50-327 

0 

8305270325 

8309270316 

83/03/23 

30-62 

Q 

8305270328 

8305270320 

03/09/10 

30-424 

8 

8305270334 

8309270324 

83/03/29 

30-413 

<3 

8305270336 

8309270332 

03/04/27 

30-321 

0 

8305270337 

8305270330 

83/03/28 

30-424 

0 

B30S270338 

8309270326 

83/05/06 

30-269 

a 

8305270339 

8305270329 

83/09/06 

30-333 

Q 

8305270342 

8309270333 

83/05/ lO 

30-324 

0 

8305270343 

8309270332 

83/04/27 

30-321 

G 

8305270348 

830927034 1 

83/03/31 

30-400 

0 

8305270351 

8309270332 

B3/04/27 

30-321 

0 

8305270352 

8309270340 

83/09/29 

50-333 

p 

8305270354 

0309270347 

83/04/06 

50-302 

■Q 

8305270355 

8309270349 

83/05/09 

90-259 

a 

8305270356 

8309270390 

83/09/ 1 1 

90-321 

a 

8305270357 

8309270332 

83/04/27 

90-321 

a 

8305270360 

8309270349 

83/04/19 

30-389 

a 

8305270362 

8309270349 

83/05/09 

30-299 

Q 

8305270364 

8305270340 

83/09/29 

30-333 

P 

8305270365 

8305270349 

83/04/19 

50-389 

a 

8305270366 

8305270327 

83/04/04 

30-369 

a 

8305270367 

8309270399 

83/04/26 

30-333 

a 

8305270368 

8309270349 

83/09/09 

30-299 

a 

8305270370 

8309270398 

83/03/30 

30-348 

a 

0305270371 

9309270349 

83/04/19 

90-389 

a 

8305270370 

8309270340 

83/05/25 

30-333 

p 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATeODHV 

8309270379 

8309970349 

83/04/19 

50-309 

Q 

8303270381 

8305270349 

83/09/09 

30-239 

0 

8303270382 

030927 0327 

83/04/04 

30-369 

0 

8305270303 

0305270377 

S3/04/14 

50-400 

0 

S30S2703S4 

3305270376 

83/09/06 

50-250 

0 

B30S270386 

0305270372 

83/03/04 

50-430 

0 

0305270387 

3309270374 

83/03/06 

50-269 

a 

0305270389 

0305270380 

63/03/04 

50-26 1 

Q 

0305270391 

0309270377 

63/04/14 

50-400 

a 

B30S270396 

0305270372 

83/03/04 

30-4 as 

0 

8305270397 

0309270377 

83/04/14 

50-400 

0 

8305270398 

8305270372 

aa/03/04 

90-438 

0 

8305270399 

0309270392 

83/09/20 

30-333 

0 

B 305270400 

0305270390 

83/05/19 

30-416 

0 

8305270401 

8305270390 

03/04/26 

30-261 

0 

830S270402 

0305270389 

83/03/29 

30-369 

a 

8305270404 

0305270393 

B3/04/21 

30-113 

0 

8309270409 

0309270327 

03/04/04 

30-369 

0 

8309270406 

0309270377 

83/04/14 

90-100 

Q 

8309270407 

8309270394 

83/ 04/07 

50-338 

0 

8309270410 

0309270388 

83/05/19 

30-416 

0 

83092704 1 1 

0309270403 

83/04/05 

90-269 

0 

8309270415 

8305270372 

83/03/04 

50-438 

a 

8309270416 

8309270394 

83/04/07 

50-338 

a 

8309270417 

0309270409 

83/03/28 

50-416 

0 

83092704 1 6 

0309270388 

83/05/19 

50-416 

Q 

8309270420 

8309270413 

83/05/09 

50-390 

Q 

8309270421 

8305270394 

83/04/07 

50-330 

0 

8309270428 

8308270412 

83/04/11 

30-395 

0 

8309270424 

8309270308 

83/03/19 

30-416 

0 

8309270426 

8305270414 

83/09/ 09 

90-338 

0 

8309270427 

0303270409 

83/03/28 

30-416 

Q 

8309270428 

8305270327 

03/04/04 

50-369 

a 

8309270430 

830 92703 94 

83/04/07 

30-338 

0 

8309270433 

8305270412 

83/04/11 

30-399 

0 

8309270433 

8305270429 

83/05/11 

50-269 

0 

8305270437 

8305270414 

83/05/09 

50-339 

0 

8309270438 

B30 5270 386 

83/09/19 

30-416 

0 

B3092 70439 

8305270423 

83/04/29 

30-280 

Q 

830927044 1 

8303270431 

03/04/13 

90-399 

0 

8305270442 

B30327O394 

83/04/07 

50-338 

a 

8309270443 

8309270412 

03/04/1 1 

50-393 

0 

8309270449 

8303270434 

03/03/20 

90-309 

0 

8309270446 

8303270436 

03/04/25 

50-395 

a 

8309270448 

8309270414 

83/05/09 

50-336 

Q 

0309270449 

0309270431 

83/04/13 

50-395 

Q 

8309270431 

8309270440 

83/05/ 1 6 

50-331 

B 

8309270452 

8305270431 

83/04/13 

50-393 

0 

8309270433 

8309270447 

83/04/04 

90-389 

0 

8305270453 

83092704 1 4 

B3/03/09 

90-330 

0 

8309270488 

0309870431 

03/04/13 

50-399 

Q 

8309270459 

0305270450 

83/04/06 

70-1191 


8309270460 

0309270440 

83/05/16 

90-331 

S 

8309270462 

8305270412 

83/04/11 

30-399 

0 

8309270466 

8305270496 

83/03/20 

90-302 

0 

8309270467 

0305270490 

83/04/06 

70-1151 


8309270469 

8309270463 

03/04/22 

90-111 

0 

8309270470 

8309270463 

83/04/03 

90-416 

a 

8309270471 

8309270490 

83/04/06 

70-1131 


8309270474 

0303270461 

83/04/1 1 

50-261 

a 

8309270470 

8309270464 

83/03/05 

50-395 

a 

8309270480 

8305270490 

83/04/06 

70-1151 


8303270482 

8303270472 

83/04/06 

50-937 

a 

8305270487 

8303270479 

83/04/07 

50-261 

a 

8309270480 

8303270481 

83/05/18 

TQPREP 


8305270489 

8309270476 

83/03/24 

50-454 

a 

8305270490 

8309270483 

83/04/04 

30-200 

a 

B305270492 

0303270484 

83/09/04 

30-400 

0 

8303270493 

8309270486 

63/03/06 

30-305 

a 

8305270494 

8303270479 

83/04/07 

50-261 

a 

8303270496 

8309270460 

83/03/25 

50-918 

0 

8309270900 

8305270479 

83/04/07 

90-261 

0 

B30927O5O1 

8309270476 

83/09/24 

30-494 

0 

8309270302 

8303270486 

03/05/06 

90-303 

Q 

8309270303 

8303270499 

03/04/10 

90-302 

Q 

6309270306 

8305270479 

83/04/07 

50-261 

0 

8309270300 

8305270491 

03/04/07 

30-366 

0 

8303270309 

0309270499 

83/04/13 

90-302 

Q 

0303270916 

8309270499 

83/04/13 

50-302 

0 

8303270918 

0309270497 

83/04/05 

50-269 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMOCR 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

a3Oa8?03I9 

B305270312 

83/03/10 

30-393 

a 

8309270920 

8309270907 

83/05/02 

50-389 

0 

8303270921 

830927091 1 

03/04/27 

30-369 

Q 

8309270522 

8309270912 

03/09/10 

30-395 

Q 

8309270923 

8309270471 

83/04/07 

30-366 

a 

8309270329 

9309270479 

83/04/13 

30-302 

Q 

e3a927092& 

8309270914 

83/03/30 

50-259 

0 

8309270927 

83092709 1 3 

83/04/22 

30-280 

0 

8309270928 

83092709 10 

03/04/22 

30-239 

0 

8309270929 

8309270907 

83/05/02 

30-3B9 

Q 

8309270932 

8309270912 

83/09/10 

30-393 

a 

8309270334 

0309270317 

83/03/29 

80-338 

0 

8309270939 

8303270307 

83/03/02 

30-389 

Q 

8309270936 

8309270471 

03/04/07 

30-366 

Q 

8309270937 

8305270524 

83/04/1 1 

30-438 

0 

8309270341 

8309270513 

03/04/22 

50-280 

Q 

8309270942 

0309270907 

03/03/02 

90-369 

a 

9309270944 

8309270930 

03/04/01 

50-338 

a 

8309270390 

8303270491 

83/04/07 

50-366 

0 

9309270991 

8309270946 

03/04/03 

30-400 

0 

9309270596 

8309270948 

83/04/20 

70-27 


9309270362 

0309270940 

83/04/13 

30-390 

a 

8309270967 

8309270997 

83/09/02 

30-390 

0 

8309270372 

8309270939 

83/04/14 

50-333 

a 

0309270974 

8309270963 

83/03/29 

50-200 

a 

8303270976 

8309270961 

83/04/06 

50-335 

0 

8309270978 

8309270971 

03/09/19 

50-244 

a 

8309270979 

8305270939 

03/04/14 

30-333 

Q 

8309270384 

8305270399 

83/04/14 

30-335 

Q 

8309270387 

8309270368 

83/04/03 

50-231 

0 

8309270988 

8309270980 

03/05/06 

50-324 

Q 

8309270992 

8309270982 

03/05/09 

30-438 

0 

9309270393 

8309270989 

03/04/29 

50-416 

a 

8309270994 

8309270999 

83/04/ 1 4 

50-333 

Q 

8309270996 

8309270989 

03/04/23 

50-416 

Q 

8309270397 

8305270989 

03/04/29 

30-438 

Q 

8309270399 

8309270980 

83/03/06 

50-324 

Q 

B309270601 

8305270982 

83/03/05 

90-438 

a 

8309270602 

8309270390 

83/04/13 

30-413 

0 

8309270607 

9309270382 

83/03/05 

30-438 

0 

8309270608 

8309270389 

83/04/29 

50-438 

0 

B3092 70610 

8309270380 

83/03/06 

30-324 

0 

8309270613 

8303270600 

83/03/23 

70-143 


8309270614 

8309270603 

83/03/12 

30-346 

0 

8309270619 

8305270609 

83/03/10 

30-400 

0 

8309270616 

8303270989 

83/04/29 

50-430 

0 

8309270617 

8309270980 

83/03/06 

30-324 

0 

8309270618 

8303270982 

83/03/03 

30-438 

0 

8309270619 

8303270589 

83/04 /29 

30-438 

0 

8309270620 

8303270609 

83/03/10 

30-400 

0 

8305270621 

8303270500 

83/03/06 

50-324 

0 

8309270626 

8309270609 

83/03/10 

30-400 

0 

8309270628 

8309270980 

03/03/06 

30-324 

0 

8309270627 

B309270SS9 

03/04/29 

30-438 

0 

8309270631 

8303270609 

03/03/10 

50-400 

0 

8309270632 

8303270623 

83/03/03 

30-400 

0 

8309270635 

8303270900 

83/03/06 

30-324 

0 

8309270639 

8305270989 

83/04/23 

90-416 

0 

8309270649 

8305270638 

03/03/19 

30-410 

0 

8309270648 

8305270640 

03/04/23 

70-143 



ACCESSION NIAIBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8303270692 

8309270642 

03/04/07 

30-239 

a 

8303270698 

8309270642 

83/04/07 

90-239 

a 

8309270639 

0309270631 

83/04/11 

30-390 

<3 

8305270660 

8303270693 

03/04/13 

90-239 

8 

8309270661 

8309270642 

03/04/07 

90-299 

a 

8303270662 

0305270636 

03/05/24 

50-412 

8 

8309270664 

0303270633 

83/04/13 

80-239 

a 

8309270663 

8309270633 

03/04/13 

30-259 

8 

8309270666 

8309270642 

83/04/07 

30-259 

8 

8303270668 

8309270693 

83/04/13 

30-259 

a 

8309310003 

0305230 1 13 

83/05/17 

30-937 

A 

8309310004 

8309310001 

83/09/19 

30-320 

9 

8309310007 

8309310001 

03/09/19 

30-320 

S 

8309310010 

8309310001 

83/09/19 

30-320 

8 

8309310014 

0309310001 

03/03/19 

90-320 

8 

6309310019 

8309310001 

83/03/19 

50-320 

S 

S309310022 

B309310016 

03/04/28 

70-1201 


0303310024 

0309310001 

83/05/19 

50-320 

B 

8303310030 

8309310001 

83/05/19 

90-320 

8 

8309310036 

8309310001 

83/05/19 

90-320 

B 

8303310041 

8309310001 

83/03/19 

30-320 

S 

8309310047 

8305310001 

83/03/19 

90-320 

8 

8303310036 

8309310001 

83/03/19 

90-320 

8 

S3093I0097 

8309310093 

83/03/23 

90-327 

P 

8309310061 

8309310001 

83/05/19 

90-320 

8 

8309310066 

8309310001 

83/09/19 

90-320 

a 

B303310070 

8309310099 

83/05/23 

90-247 

u 

8303310072 

0309310001 

83/03/19 

90-320 

B 

8309310078 

8309310001 

83/05/19 

50-320 

8 

8303310080 

8309310001 

83/05/19 

30-320 

B 

8309310084 

8309310073 

83/09/26 

50-366 

a 

8309310087 

8309310001 

83/09/19 

50-320 

8 

0309310089 

8309310003 

83/03/20 

50-269 

P 

8309310091 

0309310001 

03/03/19 

50-320 

B 

8303310092 

8309310073 

83/03/26 

50-366 

8 

8309310096 

8309310001 

83/03/19 

30-320 

a 

8309310097 

0309310073 

93/03/26 

90-366 

a 

8309310101 

8309310001 

83/09/19 

90-320 

a 

8309310103 

8309310098 

83/09/29 

90-320 

p 

8309310107 

8309310001 

03/09/19 

90-320 

s 

8309310110 

8309310104 

83/09/23 

50-482 

a 

8309310112 

8309310109 

83/09/12 

50-294 

a 

83093(0114 

0303310001 

83/03/19 

90-320 

s 

8309310119 

0309310109 

83/04/06 

70-1113 


8309310117 

8309310113 

83/03/24 

90-237 

8 

8309310133 

8309310123 

83/09/19 

90-244 

P 

8309310134 

8303310132 

83/04/06 

70-1113 


8309310139 

8309310130 

83/03/23 

90-279 

P 

8309310140 

8309310130 

83/09/23 

30-273 

P 

8309310141 

8309310129 

03/05/19 

90-244 

P 

8305310193 

8309310150 

83/05/27 

90-206 

a 

8309310197 

8305310129 

83/05/19 

90-244 

p 

8309310139 

0309310123 

83/05/19 

90-244 

p 

8309310181 

8309310176 

03/03/16 

90-331 

a 

8309310191 

8309310186 

83/05/26 

50-279 

R 

8309310199 

8309310194 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRDCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes m regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safely Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highliglUcd by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g,, topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed In 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters, 

4. Certificates of service to the PSAR, 


C. UTILITY ENVIRONMENTAL REPORT (ERJ, AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tliis category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES, 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 



1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5 Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program, 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G, LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non -antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action, 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes m structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. . UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

Tliis category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety i^alysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters, 

5. Certificates of service to the FSAR. 



This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 


1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts* testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by Individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application /Construction Stage (category A) file for general 
technical items dated from the Issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H 

1 Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for item I . 

3 Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators, 

2. NRC examination results. 

3. Power plant examination summary sheet 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. AH documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be Identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2, All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes' 

1. Sunshine Act Fedeial Register notices. 

2. Full, written explanation ol closed meetings. 

3. Certification of General Counsel on closed meetings. 

4 Conuiussion Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5 Verbatim unolTicial and olTicial transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
(he Sunshine Act, and Coimnlssion policies. 

6. Enclosures to released transciipts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory cominillee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safely-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generaled reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, cominenls and related coirespondcnce. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 

ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 



3. Meeting announcements , description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category i^oniains documentation pertaining to the daily conduct of Commission business in 
the Ollice ol the Commissioneis, including 

I Incomiiig and outgoing coriespondence to and fiotn the Commissioners relating to official 
NRC business, including reports and othei enclosures. 

2. Tiavel vouchers, telephone logs and official appointment calendars of individual Commissioners 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE' For transcripts ol Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared lor Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, mcluding 

1. Notifications of issuance ol request for proposal (RFP) and invitations for bid (IFB). 

3. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, coniiact type, funding, and period of perfoimance. 

4. Contractual documents and contract modifications, if any, 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1 978. 


FOIA “ Freedom of Information Act Requests and Releases 

This category contains requests for agency records and recoids released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year -numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Infoimation Act. 

2. Correspondence between (he NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Recouls or poitions of records released in response to specific requests made under FOIA. 
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GEN TECH !S - Generic Technical Issues 


This category contains records peilainmg to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1 Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2 Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and progi amnia tic and technical aspects ol issues 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, ciiculars and inloimation notices that are issued by the Office ot 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some lollow-up actum on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. l&H Circulars, which describe an event at a licensed facility and are informational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary In nature and 
issued shortly aflei an event has occurred. 


3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a lesiilt ol this event, 

4. Pieliminaiy Notifications ol Events (PNOs), which provide updated information of an event 
of safety or public inieiesi significance. 


NOTE. For letters lorwarding the above issuances, utility responses (o such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

Tlus category contains documents that do not fall into the scope of the other non docketed 
categories, 

NUREG - NUREG Reports and Related Correspondence 

These documents are foimal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of woik performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They arc predecisional documents which present information lo be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical lesearcli conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 


This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are. 

1 Meeting summaries and teclinical correspondence between NRC and professional associations 
and international bodies, such as the Atomic industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC‘s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see tlie REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written irrterprctations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation, 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE' For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of stalf recommendations* sec the lOCFR category. 


PROJ - Projects-Pre docket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for whicl 
NRC provides technical expertise and occasional review. Both classes are ideiUincd witli a “P” 
prefix, followed by a senes of numbers. 

1. ”Pre-docketed’* commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSA FA) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to tlie Docket 50 category. 

These documents are grouped together in categories, designated by alpliabctic characters. These arc 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B, Utility TSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, If any. 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited, 

2 Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships' and other 
sites. 


fnr21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and th^ PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category mclude: 

1 . NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are 

1 Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide, 

5. Summary of meetings held m the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission, Included are 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors, 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs, 

NOTE: For final reports of research conducted by contractors, sec also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1 . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views, 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testuiiony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1 . Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG ~ State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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of liaison and cooperative activities regarding such functions as licensing and siting. It includes 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b, technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pobcy and regulations, i.e. decommissioning and facility siting 

3. State Legislative Reports, 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria, 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and Its future 
role in licensing and regulating DOE facilities designed for the disposal of highdeve! waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3 Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4 NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3 Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or mformation, see lOCFR category. 
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